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This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  December 
27,  1921. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  December  27,  1921. 

Proposed  Amendments  to  Fuel  Oil  Rules. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if 
any,  and  will  be  called  in  Room  919,  on  Tuesday,  January 
3,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  10,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  3,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1444-21-BZ. 

APPLICANT — Bly  and  Hamann,  for  Patrick  McTiernan, 
owner. 

PREMISES — 719-723  Lincoln  place,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage. 

1030-21-BZ. 

APPLICANT — Edwin  Wilbur,  for  Indelli  &  Conforti  Co., 
owner. 

PREMISES — 839-847  Bryant  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a 
public  garage. 


BOARD  OF  APPEALS. 

Tuesday,  January  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1175-21-A — 810  Broadway,  Manhattan. 

1309-21-A' — 104  East  12th  street,  Manhattan. 

1478-21-A — 191  Mercer  street,  Manhattan. 

822-21-A — Review  avenue  and  Thomas  street,  north  side 
of  Newtown  Creek  at  Blissville,  Queens. 

8&3-21-A — West  avenue,  Tenth  street  and  East  River, 

Queens. 

1294-21-A — 392-394  West  Broadway,  Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1378-21-A — 20  Van  Wyck  avenue,  Queens. 

1492-21-A — 721  Seventh  avenue,  Manhattan. 

1571-21-A — 18  Bridge  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  10, 

1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  1389-21-BZ — Application,  November  15,  1921,  under 
the  building  zone  resolution,  of  James 
B.  Allen,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  three  car  public  garage ; 
premises  221  East  201st  street,  The 

Bronx. 

cal.  no.  1456-21-BZ — Application,  June  21,  1921,  under  the 
building  zone  resolution,  of  Thomas 

Buttermark,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  three  car  garage ;  premises 
434  Britton  avenue,  Richmond. 

cal.  no.  1140-21-BZ — Application,  August  23,  1921,  under 
the  building  zone  resolution,  of  Hart 
and  Applebaum,  attorneys,  on  behalf  of 
Samuel  Bloom,  owner,  to  permit  in 
a  residence  district  the  erection  of  a 
public  market  and  stores ;  premises 
south  side  Prospect  Place,  100  ft.  west 
of  Ralph  avenue,  Brooklyn. 

cal.  no.  1124-21-BZ — Application,  October  10,  1921,  under 
building  zone  resolution,  of  Frank  A. 
Rooke,  on  behalf  of  James  English, 
owner,  to  permit  in  a  business  district 
the  erection  of  a  three  story  public 
stable ;  premises  2190  Gravesend  ave¬ 
nue,  southwest  corner  Avenue  T, 
Brooklyn. 


cal.  no.  931-21-BZ — Application,  August  30,  1921,  under  the 
building  zone  resolution,  of  Orpheum 
Auto  Park  Company,  applicant  and  les¬ 
sees,  to  permit  in  a  business  district  the 
maintenance  of  an  open  air  auto  vehi¬ 
cle  parking  station ;  premises  68-72 
Ashland  Place,  Brooklyn. 

cal.  no.  1280-21-BZ— Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Patter¬ 
son  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles;  premises  1178  Forest  avenue, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  10,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1234-21-S — 239  West  27th  street,  Manhattan. 

1266- 21-S — 81-83  Wallabout  street  (rear),  Brooklyn. 

1267- 21-S — 85-87  Wallabout  street  (rear),  Brooklyn. 

1268- 21-S — 81-91  Wallabout  street  (front),  Brooklyn. 
1304-21-S — 93-4)9  Greene  street,  Manhattan. 

1396-21-S — 1  Union  Square,  Manhattan. 

1401-21-S — 35  Great  Jones  street,  Manhattan. 

1447-21-S — 22  Beekman  street,  Manhattan. 

1455-21-S — 499  Broadway,  Manhattan. 

1471-21-S — 422  West  Broadway,  Manhattan. 

1474-21-S — 28-30  Marcy  avenue,  Brooklyn. 

1486-21-S — 9  East  30th  street,  Manhattan. 

1286-21-S — 394  South  Second  street,  Brooklyn. 

1348-21-S — 35-37  Ormond  place,  Brooklyn. 

1350-21-S — 57  West  28th  street,  Manhattan. 

1435-21-S— East  side  Van  Alst  avenue,  between  13th  and 
14th  street,  Queens. 

960-21-S — 18  East  49th  street,  Manhattan. 

1376-21-S — 14-16  East  33rd  street,  Manhattan. 

988-21-S — 100  Washington  Square,  East,  Manhattan. 
1092-21-S — 929  3rd  avenue,  Brooklyn. 

1220-21- S — 172  East  75th  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  10,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1339-21-BZ. 

APPLICANT — Oscar  Wm.  Swift,  for  Elizabeth  Ullrich, 
owner. 

PREMISES — 7825  87th  road,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 

1566-21-BZ. 

APPLICANT — H.  Elliott  Esterbrook,  for  Kate  M. 
Doscher,  owner. 

PREMISES^-270  Reid  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  three-story  stable  into  a  public  garage. 

850-21-BZ. 

APPLICANT — Bernard  A.  McEntegart,  for  Mrs.  Mary 
Monahan,  owner. 

PREMISES — 2894  Briggs  avenue,  The  Bronx. 
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TO  PERMIT  in  a  residence  district  the  maintenance  of 
garage  space  in  which  is  rented  to  persons  not 
residing  on  the  premises. 

1130-21-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Robert  Weissman- 
tel,  owner. 

PREMISES — 2319-2325  Cornelia  street,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  of  present 
garage  and  service  station. 

1555-21-BZ. 

APPLICANT — Daniel  J.  Bradshaw,  applicant  and  owner. 
PREMISES — 950  East  14th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  four  motor  vehicles. 

BOARD  OF  APPEALS. 

Tuesday,  January  17,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1388-21-A — 58  Puntine  street,  Queens. 

1 422-21-A — 131  Bowery,  Manhattan. 

1582-21 -A — 37-49  South  4th  street,  Brooklyn. 

1585- 21-A — 2152  Metropolitan  avenue.  Queens. 

1586- 21-A — 20-22  Broad  street,  18-28  New  street,  65-69  Ex¬ 

change  place,  Manhattan. 

881-21-A — 332-344  West  44th  street,  Manhattan. 

979-21-A — 130-132  Troy  avenue,  Brooklyn. 

1152-21-A — 1249  Theriot  avenue  (rear),  The  Bronx. 
1515-21-A — 205  West  58th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  17, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  1292-21-BZ— Application.  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

cal.  no.  1 058-21 -BZ — Application,  September  23,  19.21,  under 
the  building  zone  resolution,  of  George 
E.  Strehan,  consulting  engineer,  on  be¬ 
half  of  Peter  Doelger  Realty  Com¬ 
pany,  owner,  to  permit  in  a  business 
district  the  conversion  of  existing  busi¬ 
ness  building  into  a  factory  building; 
premises  1123-1125  Second  avenue,  245 
East  59th  street,  northwest  corner, 
Manhattan. 

oal.  no.  1142-21  BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  P.  J. 
O’Beirne,  attorney,  for  N.  Y.  Society 
of  Methodist  Episcopal  Church,  own¬ 
er,  to  permit  in  a  business  district  the 
erection  of  a  two  story  public  garage; 
premises  11-19  Jane  street,  Manhattan. 
cal.  no.  1143-21-BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles ;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 
cal.  no.  1178-21-BZ — Application,  October  10,  1921,  under 
the  building  zone  resolution  of  John  J. 
Dunnigan,  architect,  on  behalf  of 


Joseph  Pugliesi,  owner,  to  permit  in 
a  residence  district  the  maintenance 
of  a  public  garage  for  five  cars  and 
clubroom  above;  premises  117  Carroll 
street,  Brooklyn. 

cal.  no.  1264-21 -BZ — Application,  October  29,  1921,  under 
the  building  zone  resolution,  of  Cor¬ 
nelius  Callaghan,  applicant,  on  behalf 
of  Donald  C.  Malcolm,  owner,  to  per¬ 
mit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  ex¬ 
tension  of  a  business  building;  prem¬ 
ises  2824-2826  Broadway,  Manhattan. 

CAL.  NO.  1415-21-BZ — Application,  November  18,  1921,  un¬ 
der  _  the  building  zone  resolution,  of 
Louis  A.  Sheinart,  architect,  on  behalf 
of  Wm.  Yoost,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
an  unrestricted  district  the  erection  of 
a  two-story  public  garage;  premises 
405-407  West  45th  street,  Manhattan. 

cal.  no.  1553-21-BZ— Application,  September  23,  1921,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
George  Befeler,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  maintenance  of  a 
four-car  garage;  premises  1663  East 
13th  street,  Brooklyn. 

CAL.  no.  1612-21-BZ— Application,  July  27,  1921,  under  the 
building  zone  resolution,  of  W.  T. 
McCarthy,  architect,  on  behalf  of 
Meyer  Strongin,  owner,  and  Joseph 
DeAnthony,  lessee,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a 
motor  vehicle  repair  shop  and  dwell¬ 
ing  above ;  premises  1042  Bedford  ave¬ 
nue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 
Tuesday,  January  17,  1922,  at  2  />.  m. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
744-21-S — Safandshur  Fire  Extinguisher. 

560-21-S — "Oilgas”  Venturi  Nozzle  for  Burning  Fuel  Oil. 
372-21-S — Blake  &  Knowles  Horizontal  Simplex  Piston 
Pattern  Pumps. 

366-21-S — Bestwall.  (Approval  of.) 

53-21-S — Angle  Hose  Valve. 

627-2 1-S — Tokheim  Victory  Visible  Pump  Cut  No.  200. 
818-21-S — Single  Stroke  Revised  Alarm  Bell. 

897-21-S — Gunite  Slabs  (Material). 

942-21-S — Approval  of  Coen  Mechanical  Oil  Burning  Sys¬ 
tem. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

908-21-S — Century  Rotary  Pump. 

360-21-S — Approval  of  Conran  Electric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher — approval  of. 
1464-21-S — “Best”  Fuel  Oil  Burner — approval  of. 

1468-21-S — Caloroil  Burner — approval  of. 

1636-21-S — Gilbert  &  Barker  Fuel  Oil  Pump  &  Burner, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

796-21-S — Ammonia  Gas  Mask. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

358-21-S — DeLaval  Separators  and  Clarifiers. 

1615-21-S — Ebony  Asbestos  Wood  for  Fire  Alarm  Control 
Panels,  approval  of. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  24,  1922,  at  2  p.  m. 

*  Petitions  for  Variations. 

1352-21-S — 223  Greene  street,  Manhattan. 

1358-21-S — 111  East  28th  street,  Manhattan. 

1363-21-S — 354  Broadway,  Manhattan. 

,1367-21-S — 181  Ludlow  street,  Manhattan. 

1391-21-S — 206  Broadway,  Manhattan. 

1399-21-S — 39  West  8th  street,  Manhattan. 

1568-21-S — 236  7th  avenue,  Manhattan. 

1259-21-S — 15  West  45th  street,  Manhattan. 

1296-21-S — 2310  Third  avenue,  Manhattan. 

1408-21-S — 153-157  Greene  street,  50  West  Houston  street, 
Manhattan. 

1599-21-S — 223  West  36th  street,  Manhattan. 

BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  February  3,  1922,  at  10  a.  m. 

The  forty  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5.  North  River,  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River.  Manhattan. 

882- 1 9-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan 

884- 19- A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 


948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan,  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

3 18 -20- A — Pier  between  North  4th  and  5th  streets.  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A— Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  27,  1921. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  Tuesday  morning,  December  20,  1921,  were 
approved  as  printed  in  the  Bulletin,  No.  52,  Vol.  VI. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
1054-21-A. 

APPELLANT— Chalmers  Mern,  for  Consolidated  Ship¬ 
building  Corp.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — East  side  of  Harlem  River  at 
177th  street,  Morris  Heights,  The  Bronx. 
APPEARANCES— 

For  Appellant:  N.  Tavlor  Phillips. 

REPORT  OF  COMMITTEE  ADOPTED. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kearney .  5 

Negative  .  o 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  ...  2 

ACTION  OF  BOARD' — Appeal  granted 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kearney .  5 

Negative  .  o 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION:, 

(1054-21-A) 

Whereas,  Chalmers  Mern,  for  Consolidated  Shipbuilding 
Corp.,  owner,  filed  June  20,  1921.  an  appeal  with  the  board 
of  appeals  from  orders  of  the  fire  commissioner,  affecting 
premises  east  side  of  Harlem  River,  at  177th  street,  Morris 
Heights,  The  Bronx;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  22521- 
F  and  22523-F  and  22524-F,,  dated  June  1,  1921,  read: 
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22521-F — “1.  Provide  3  two-way  3J4  in.  Siamese  con¬ 
nections  with  female  threads  and  having  clapper  valves 
for  standpipe  systems,  said  Siamese  connections  to  be  lo¬ 
cated  at  the  north,  south  and  center  of  water  front 
side  of  yard,  placed  on  docks  at  least  18  ins.  and  not 
more  than  2  ft.  above  docks ;  Siamese  connections  to  be 
provided  with  caps  and  signs  and  placed  in  a  horizon¬ 
tal  position  accessible  to  the  fire  department,  sec.  20, 
ch.  12,  code  of  ordinances. 

“2.  Provide  an  8  in.  water  main  to  be  used  for  fire 
purposes  only,  running  north  and  south  for  the  full  ex¬ 
tent  of  the  yard  so  that  all  outlets  will  be  properly 
supplied  with  water.  Sec.  20,  ch.  12,  code  of  ordi¬ 
nances. 

“3.  Provide  4  fire  hydrants,  one  at  north,  one  at  the 
south  and  two  at  the  center  of  yard,  to  be  used  for 
fighting  fires  in  wood  sheds  and  lumber  piles,  sec.  20, 
ch.  12,  code  of  ordinances. 

“4.  Provide  check  valves  for  two  water  meters,  one 
at  the  southeast  side  of  yard  in  building  No.  1  and 
one  at  meter  at  center  east  side  of  yard,  sec.  20,  ch. 
12,  code  of  ordinances. 

“5.  Provide  check  valves  for  the  three  pumps,  in 
pump  house  in  center  of  yard,  used  for  fire  purposes. 
Sec.  20,  ch.  12,  code  of  ordinances. 

“6.  Provide  an  unobstructed  passageway  at  least  8 
ft.  wide  throughout  entire  yard  running  north  and 
south,  to  be  used  by  fire  apparatus  for  the  purposes  of 
extinguishing  fire  in  the  above  premises.  Sec.  20,  ch. 
12,  code  of  ordinances. 

“7.  Organize  and  maintain  a.  local  fire  brigade.  Sec. 
775  B,  Greater  N.  Y.  Charter. 

22523-F — “1.  Install  standpipe  systems  in  buildings 

1,  2,  4  and  8,  with  risers  4  in.  in  diameter  tested  to  with¬ 
stand  a  pressure  of  300  lbs.  per  square  inch,  extending 
from  cellar  to  roof,  with  necessary  check  valves  and 
2 J4  in.  regulation  fire  department  outlets  on  each  story 
(including  cellars  and  roof).  Each  outlet  to  be  pro¬ 
vided  with  sufficient  2 y2  in.  standard  hose  attached 
thereto.” 

22524-F — “1.  Provide  a  separate  and  distinct  system 
of  automatic  sprinklers  throughout  buildings  Nos.  1, 
2  and  6  having  at  least  one  source  of  water  supply,  ar¬ 
ranged  and  equipped  as  provided  in  the  rules  for  fire 
extinguishing  appliances  adopted  by  the  Board  of 
Standards  and  Appeals  May  24,  1917,  as  amended  May 

2,  1918,  and  January  21,  1919,  effective  February  17, 
1919.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  used 
as  a  shipbuilding  yard  upon  which  there  are  various  build¬ 
ings,  bldgs.  Nos.  1,  2,  4  and  6  being  one  story  frame,  No. 
1,  301  ft.  x  60  ft.  in  area;  No.  2,  369  ft.  x  168  ft.  (irreg¬ 
ular)  ;  No.  4,  238  ft.  x  104  ft.  (irregular)  ;  No.  6,  225  ft. 
x  34  ft.  and  Bldg.  No.  8,  being  2  stories  in  height,  of  steel 
construction  and  250  ft.  x  76  ft.  in  area. ;  and 

Whereas,  appellant  states  in  answer  to  order  No.  22521-F 
requiring  the  installation  of  complete  yard  and  hydrant 
system,  that  there  is  at  the  present  time  a  system  in  opera¬ 
tion  that  they  consider  adequate;  as  to  order  No.  22523-F, 
requiring  installation  of  standpipe  system  for  bldgs.  1,  2, 
4  and  8  that  all  buildings  are  provided  with  interior  stand¬ 
pipe  and  that  present  conditions  are  adequate;  as  to  order 
No.  22524-F,  requiring  the  installation  of  automatic  sprink¬ 
ler  system  in  buildings  Nos.  1,  2  and  6,  that  the  installation 
of  sprinkler  equipments  in  these  buildings  would  be  of  lit¬ 
tle  value;  and 

Whereas,  a  committee  of  the  board  visited  the  prem¬ 
ises  and  were  of  the  opinion  that  the  existing  fire  extin¬ 
guishing  installation  was  sufficiently  adequate  to  reason¬ 
ably  meet  the  practical  requirements  under  the  present  use 

and  occupancy.  ,  , 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  conditions  remain  substantially  uu 

changed. 


1175-21-A. 

APPELLANT — Henry  Russell. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 810  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  S.  J.  McTague. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  January  10th,  1922, 

at  10  a.  m. 


1201-21-A. 

APPELLANT — Haas  Auto  Service,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 368  Alexander  avenue,  Bronx. 
APPEARANCES— 

For  Appellant :  Henry  G.  Haas. 

For  Administration:  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(1201-21-A) 


Whereas,  Morris  &  McVeigh,  for  Haas  Auto  Service, 
Inc.,  lessee,  filed,  October  18,  1921,  an  appeal  with  the  board 
of  appeals  from  an  order  of  the  fire  commissioner,  affecting 
premises  368  Alexander  avenue,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner.  No.  8684- 
LC,  dated  September  30,  1921,  reads : 

“5.  Install  an  approved  oil  separator,  trap  or  similar 
apparatus.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  two 
stories  and  basement  in  height,  59  ft.  6  in.  x  105  ft.  6  in.  in 
area,  occupied  as  a  garage,  the  floor  drainage  going  direct 
through  house  drain  to  the  sewer ;  and 
Whereas,  appellant  states  that  the  building  has  been  in 
operation  three  years  and  to  now  install  the  oil  separator 
would  involve  many  difficulties  and  be  a  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


1300-21-A. 

APPELLANT— Samuel  Roth. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 210  Second  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  William  H.  Wack  and  Samuel 
Roth. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty  and  Boulton  .  2 

Negative :  Chairman  Walsh,  Messrs.  Hol¬ 
land,  Kearney  and  Fire  Chief  Kenlon .  4 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION : 

(1300-21-A) 

Whereas,  Samuel  Roth  for  Stephen  Oliver,  lessee,  filed, 
November  4,  1921,  an  appeal  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  210  Second  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9182- 
LC,  dated  October  20,  1921,  reads : 

“Referring  to  your  application  for  a  permit  to  keep 
5,000  cartridges  for  pistol  at  210  Second  avenue,  I  re¬ 
gret  to  inform  you  that  your  application  is  disap- 
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proved  because  the  building  is  occupied  in  part  as  a 
furnished  room  house. 

“You  are  therefore  hereby  ordered  to:  1.  Discon¬ 
tinue  the  storage  of  ammunition  in  excess  of  200  small 
arms  cartridges  on  these  premises.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  4 
stories  in  height,  22  ft.  x  70  ft.  in  area,  occupied,  1st  story, 
storage  and  sale  of  firearms  and  ammunition,  amounting  to 
5,000  small  arms  cartridges ;  average  upper  stories  as  fur¬ 
nished  room  house  with  8  persons  per  story;  and 

Whereas,  appellant  states  that  the  premises  above  the 
ground  is  used  as  a  furnished  room  house  and  cannot  be 
classed  as  a  tenement  house  and  therefore  cannot  come 
within  the  meaning  of  the  section  of  the  code  referring 
to  the  storage  of  ammunition. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


1610-21-A. 

APPELLANT— M.  T.  DeGraff,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2749  East  25th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Mrs.  M.  T.  DeGraff. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that,  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Kenlon  .  6 

Negative  . o 

Absent:  Mr.  Kerby  .  l 

THE  RESOLUTION: 


(1610-21-A) 

Whereas,  M.  T.  DeGraff,  owner,  filed,  December  27, 
1920,  an  appeal  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  2749  East  25th 
street  (Bedford  avenue),  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  61246- 
LC,  dated  December  13,  1920,  reads : 

‘‘Maintenance  of  your  garage  is  a  violation  of  section 
3  of  article  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent,  for  hire  or  are 
subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupant  of  dwelling  on  lot  where 
garage  is  situated.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  40  ft. 
by  100  ft.  in  area,  located  in  a  residence  district,  upon  the 
front  of  which  there  is  a  dwelling  and  upon  the  rear  a 
frame  building  one  story  in  height,  18  ft.  x  20  ft.  in  area, 
occupied  as  a  garage  for  two  cars,  space  in  which  is  rented 
to  persons  not  residing  on  the  premises ;  and 

Whereas,  appellant  has  filed  affidavits  that  space  was 
rented  prior  to  and  since  July  25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  space  for  not  more  than  two  au¬ 
tomobiles  of  the  pleasure  car  type  be  rented. 


1309-21-A. 

APPELLANT — Fisher  Drug  Company. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 104  East  1.2th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  10,  1922,  for 
final  disposition. 


1413-21-A. 

APPELLANT  Michael  A.  Cardo,  for  Mrs.  Sadie  Wein¬ 
berg,  owner. 

of  fire  commissioner. 

APPEARANCES— CTED~1266  Findlay  avenue>  Bronx. 

For  Appellant :  Michael  A.  Cardo. 

ACTION  OF  BOARD — Denied 
THE  VOTE— 

Affirmative :  Messrs.  Beatty  and  Boulton  ....  2 

Negative:  Chairman  Walsh,  Messrs.  Holland 
Kearney  and  Fire  Chief  Kenlon  . .  ’4 

Absent:  Mr.  Kerby  ....  1 

THE  RESOLUTION:  . 


„r  (1413-21-A) 

Whereas,  Michael  A.  Cardo,  for  Mrs.  Sadie  Weinberg 
owner,  filed  November  18,  1921,  an  appeal  with  the  board 
oi  appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  1266  Findlay  avenue,  The  Bronx- 
and  ’ 

Whereas,  the  decision  of  the  superintendent  of  buildings 
dated  September  6,  1921,  in  acting  on  alteration  application 
No.  423-1921,  reads: 

1.  Proposed  alteration  and  occupancy  of  basement 
ot  frame  building  inside  fire  limits  for  garage  pur¬ 
poses  unlawful.”; 

and 


Whereas,  the  building  is  of  frame  construction,  2  stories 
in  height,  16  ft.  8  in.  x  30  ft.  in  area ;  occupied  as  a  one 
family  dwelling;  and 

Whereas,  the  owner  proposes  to  alter  the  building  so 
as  to  use  part  of  the  basement  as  a  garage  for  the  storage 
of  her  own  pleasure  car;  the  garage  portion  of  the  base¬ 
ment  to  be  enclosed  with  4  in.  hollow  tile  block  partitions, 
the  ceiling  to  be  protected  with  in.  plaster  boards,  joints 
pointed  with  plaster  and  covered  with  26  U.  S  gauge 
metal.  & 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and 
it  hereby  is  denied. 


1423-21-A. 

API  ELLANT  Max  Hausle,  for  Elizabeth  Blumenauer, 
owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 369  East  151st  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Max  Hausle  and  Kasimir  O.  Fink. 
For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 

As  sPecified  m  resolution  that  follows. 

I  HE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 

Kenlon  .  6 

Negative  .  q 

Absent :  Mr.  Kerby  ...  i 

THE  RESOLUTION :  . 


( 1423-21-A) 

Whereas,  Max  Hausle,  for  Elizabeth  Blumenauer,  own¬ 
er,  filed,  November  21,  1921,  an  appeal  with  the  board  of 
appeals  from  an  order  of  the  fire  commissioner,  affecting 
premises  369  East  151st  street,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9091- 
LC,  dated  October  19,  1921,  reads: 

“With  reference  to  your  application,  dated  June 
16th,  1921,  for  a  permit  to  maintain  a  garage  at  the 
above  location,  I  regret  to  inform  you  that  I  am  with¬ 
out  power  to  grant  such  permit  because  building  is  of 
frame  construction. 

“Section  5,  paragraph  4,  chapter  5,  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  now  existing  building  unless 
such  building  conforms  to  the  provisions  of  the  build- 
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ing  code  with  respect  to  buildings  hereafter  altered  for 
the  proposed  new  occupancy  or  use.’ 

"Section  90,  Chapter  5,  of  the  Code  of  Ordinances, 
provides  that  no  frame  structure  shall  be  hereafter  built 
within  the  fire  limits. 

“You  are,  therefore,  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  building  is  of  frame  and  brick  construc¬ 
tion,  located  in  a  business  district,  one  story  in  height,  25 
ft.  x  51  ft.  6  in.  in  area;  occupied  as  a  garage  for  five  (5) 
cars ;  and 

Whereas,  appellant  states  that  the  building  was  erected 
in  1904  and  used  as  a  wagon  house  and  has  been  used  as 
a  garage  prior  to  1915,  and  the  frame  wall  and  wood  posts 
supporting  the  roof  are  covered  with  fire  retarding  mater¬ 
ial,  the  posts  covered  with  4  in.  of  masonry  and  frame 
wall  covered  with  metal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  interior  of  the  garage  walls 
and  ceiling  be  covered  with  fire  retarding  material  where 
necessary  and  that  not  more  than  5  motor  vehicles  be 
maintained  on  the  premises  at  any  one  time. 


1427-21-A. 

APPELLANT — Walter  Haefeli,  for  The  Society  of  Pro¬ 
fessional  Automobile  Engineers  of  the  U.  S.  A. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 153-159  West  64th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Walter  Haefeli. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD-^Denied. 

THE  VOTE— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(1427-21-A) 

Whereas,  Walter  Haefeli,  for  the  Society  of  Professional 
Automobile  Engineers  of  U.  S.  A.,  owner,  filed,  November 
21,  1921,  an  appeal  with  the  board  of  appeals  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  153-159 
West  64th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  9,  1921,  in  acting  on  N.  B.  Application  No.  1201- 
1921,  reads  : 

"A  separate  and  distinct  4  in.  standpipe,  fireline,  equip¬ 
ment  with  3,500  gal.  gravity  tank  with  necessary  out¬ 
lets,  and  sufficient  length  of  hose.  The  standpipe- 
fireline  equipment  shall  have  an  auxiliary  supply  con¬ 
sisting  of  25  H.  P.  250  gal.  per  minute  electric  fire 
pump  operating  automatically  on  pressure,  and  suc¬ 
tioning  from  a  steel  tank  of  at  least  5,000  gals,  capacity 
required  by-pass  pressure  relief,  gauge,  etc.,  must  be 
shown  in  connection  with  layout  and  must  be  provided 
for  assembly  hall.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  and  pent  house  (98  ft.  b]/2  in.)  in  height,  72  ft.  x 
100  ft.  5  in.  in  area  at  the  1st  story  and  72  ft.  x  87  ft.  11  in 
in  area  above;  occupied  as  a  club  house;  cellar,  bowling 
alleys  and  gymnasium,  20  persons ;  1st  story,  assembly  hall, 
400  persons ;  2nd  story,  gallery  of  assembly  hall,  offices,  250 
persons ;  3rd  story,  club  rooms,  100  persons ;  4th  to  8th 
story,  sleeping  rooms,  23  persons  on  each  story ;  pent  house, 
superintendent’s  apartments,  4  persons ;  and 

Whereas,  the  building  is  equipped  with  standpipe  sys¬ 


tem  with  hose  connections  on  each  floor  supplied  from  a 
10,000  gallon  gravity  tank  located  on  the  roof  with  a  fire 
reserve  of  3,500  gallons  and  with  a  Siamese  connection  at 
the  street ;  and 

Whereas,  appellant  states  that  the  assembly  hall  is  not 
for  public  use,  but  for  club  meetings,  but  may  be  rented 
out,  the  platform  in  the  rear  is  not  a  stage  for  theatrical 
shows,  and  that  he  will  provide  a  separate  connection  on 
the  platform  from  the  existing  standpipe  in  front  of  the 
building. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1450-21-A. 

APPELLANT — Samuel  Rosenblum,  for  Joseph  H.  Parker, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Southeast  corner  of  Third 
street  and  Creek  street,  Long  Island  City,  Queens. 
APPEARANCES— 


For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 

THE  RESOLUTION : 


7 

0 

0 


(1450-21-A) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Joseph  H.  Parker,  owner,  filed  November  23,  1921,  an  ap¬ 
peal  with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  southeast  corner  of  Third 
and  Creek  streets,  Long  Island  City,  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  10,  1921,  in  acting  on  N.  B.  Application  No. 
1331-21,  reads : 

“2.  Tanks  must  be  buried  2  ft.  below  the  lowest  level 
within  10  ft. 

"3.  Tanks  must  be  encased  in  12  in.  stone  concrete. 
Show  on  plans.  Concrete  encasing  tanks  must  be  sep¬ 
arate  and  be  independent  of  the  foundation  walls  of 
the  building. 

“4.  Concrete  around  tanks  may  not  serve  as  a  foun¬ 
dation  for  column  supporting  roof.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  fac¬ 
ing  on  Creek  and  Third  streets,  used  as  an  oil  storage  plant, 
upon  which  there  is  an  existing  one  story  metal  building  and 
on  which  the  appellant  proposes  to  erect  a  one  story  non- 
fireproof  building,  42  ft.  x  37  ft.  in  area,  under  this  build¬ 
ing,  on  a  pile  foundation,  are  to  be  installed  four  tanks 
for  the  storage  of  gasoline,  these  tanks  being  partly  encased 
in  concrete  with  the  top  of  the  tanks  one  foot  above 
ground  level,  the  tanks  each  having  a  capacity  of  15,000 
gallons,  the  foundation  walls  of  the  building  and  columns 
supporting  the  roof  of  the  proposed  building  to  rest  on  the 
concrete  bed  enclosing  the  tanks ;  and 

Whereas,  appellant  states  that  it  is  impossible  to  sink 
the  tanks  any  lower  due  to  tide  conditions  and  that  it 
would  be  a  hardship  to  drive  additional  piles  for  the  foun¬ 
dation  walls  of  the  building. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  a  wall  3  feet  in  height  be  erected 
surrounding  the  tanks  above  grade,  and  that  the  space 
above  the  tanks  to  the  underside  of  the  floor  be  filled  in  sol¬ 
idly  with  tamped  earth  or  fill,  that  a  concrete  floor  be  in¬ 
stalled,  and  that  the  building  above  these  tanks  be  not  in¬ 
creased  at  any  time  to  a  height  exceeding  that  now  shown 
on  the  plans,  namely,  in  actual  story  height  11  ft.  8  in.,  or  15 
ft.  8  in.  above  grade. 


MINUTES 


1451-21-A. 

APPELLANT — Peerless  Engineering  Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 433  East  ?6t.h  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  A.  W.  Grote. 

For  Administration:  Inspector  Foley  of  the  bureau 
of  buildings. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Eire 
Chief  Kenlon  . .  .  7 


Negative  . . .  0 

Absent  . .  0 

THE  RESOLUTION:  . < 


(1451-21-A) 

Whereas,  Peerless  Engineering  Co.,  for  Anton  A.  Bo- 
haty,  owner,  filed,  November  23,  1921,  an  appeal  with  the 
board  of  appeals  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  433  East  76th  street  and 
434  East  77th  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  November  10,  1921,  in  acting  on  amendment  to  ele¬ 
vator  application  No.  287-21,  reads : 

“1.  The  pit  at  the  bottom  of  the  shaft  must  be  not 
less  than  4  feet  deep  measured  from  the  saddle  of  the 
lowest  landing,  rule  36  of  the  Elevator  Rules. 

“2.  The  idler  sheave  must  be  not  less  than  40  times 
the  ropei’s  diameter,  rule  33  of  the  Elevator  Rules. 

“3.  The  runby  clearance  for  the  car  at  the  top  of  the 
shaft  must  be  not  less  than  2  feet,  rule  37  of  the  Ele¬ 
vator  Rules.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  25  ft.  by  204  ft.  4  in.  in  area,  extending 
through  from  76th  street  to  77th  street;  occupied  as  a  ga¬ 
rage;  it  is  proposed  to  install  an  elevator  with  a  rise  of 
45  feet;  and 

Whereas,  the  appellant  states  as  to  Item  No.  1,  that  on 
account  of  rock  and  water  he  cannot  obtain  a  4  ft.  pit  at 
the  bottom  of  the  elevator  shaft  as  required  by  the  ele¬ 
vator  rules  but  could  obtain  one  of  3  ft.  6  in.,  and  as  to 
Item  No.  2  the  idler  sheave  installed  is  21  ins.  in  diam. 
and  was  installed  to  get  the  proper  clearance,  and  as  to 
Item  No.  3  there  is  now  a  21  in.  clearance  at  one  point 
where  the  cross-head  strikes  the  bearing  that  holds  the 
idler  sheave,  the  rest  of  the  clearance  being  28  in. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  during  such  time  as  the  present  installa¬ 
tion  remains  unchanged  as  to  speed  and  rise. 


1477-21-A. 

APPELLANT — Samuel  Rosenblum,  for  Charles  Weiland, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 228  West  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION: 

n  (1477-21-A) 

V\  hereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Charles  Weiland,  owner,  filed,  November  1,  1921,  an  appeal 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  228  West  Broadway  Man¬ 
hattan;  and 

\\  hereas,  the  order  of  the  fire  commissioner,  No  24888- 
F,  dated  July  20,  1921,  reads: 

1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open- 
mg  in  aiiy  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  at  south  and  west  sides  of 
building,  or  other  approved  protection,  as  per  Sec.  375 
article  18,  chapter  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  6 
stories  in  height  (“L”  shape)  in  area,  extending  through 
i rorn  West  Broadway  to  North  Moore  street,  the  portion 
lacing  on  West  Broadway  being  25  ft.  8  in.  by  60  ft.  8  in.  in 
area  (irregular)  the  portion  facing  on  North  Moore 
street  being  24  ft.  7%  in.  by  57  ft.  7  in.  in  area;  occupied, 
1st  story,  offices  and  salesroom ;  2nd,  3rd  and  4th  stories, 
mfg.  of  duplicating  machines,  8  persons;  5th  story,  sales¬ 
room  auto  accessories,  2  persons;  6th  story,  mfg.  felt  slip¬ 
pers,  10  persons  ;  there  being  two  windows  on  the  west  side 
of  building  exposed  to  a  three  story  building,  two  windows 
on  the  south  side  of  building  in  the  court  yard;  and 

Whereas,  appellant  states  that  the  building  to  the  west 
is  a  firehouse  and  does  not  offer  a  great  hazard  and  pro¬ 
poses  to  comply  with  the  order  as  regards  the  southern  ex¬ 
posure. 

Resolved ’,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
gi  anted,  on  condition  that  the  two  window  openings  at  the 
southwest  angle  of  the  building  be  protected  with  fire¬ 
proof  windows  or  iron  shutters. 


Engi- 


1478-21-A. 

APPELLANT — Croker  National  Fire  Prevention 

cnDTr  -t61"'1*^  C°’>  for  Travin  Realty  Co.,  owner. 
SUBJECT  Appeal  from  order  of  fire  commissioner. 

a  pp  it  a  rjA^T  AFFECTED-!91  Mercer  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to.  January  10,  1922, 
for  final  disposition. 


881-21-A. 


rtr'i-u.i.-./AiN  i— Amsterdam  Studios,  Inc.,  lessee. 
SUBJECT  Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED— 332-344  West  44th  street  Man¬ 
hattan. 


APPEARANCES— 

For  Appellant:  Louis  Haas. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby 

and  Kearney  .  4 

Negative:  Chairman  Walsh,  Mr.  Holland  and 

Fire  Chief  Kenlon  .  3 

Absent  .  0 

THE  RESOLUTION: 


(881-21-A) 

Whereas,  The  Amsterdam  Studios,  Inc.,  lessee,  filed, 
July  21,  1921,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  332- 
344  West  44th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  7612- 
LC,  dated  June  30,  1921,  reads: 

“Install  a  separate  and  distinct  system  of  AUTO¬ 
MATIC  SPRINKLER  throughout  building,  having 


8 
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TWO  SOURCES  OF  WATER  SUPPLY,  arranged 
and  equipped  as  provided  in  the  Rules  for  Fire  Extin¬ 
guishing  Appliances,  adopted  by  the  Board  of  Stand¬ 
ards  and  Appeals,  May  24,  1917,  effective  June  27, 
1917,” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
two  and  three  stories  in  height,  occupied  as  a  motion  pic¬ 
ture  studio;  1st  story,  10  persons;  2nd  story,  10  persons; 
3rd  story,  60  persons ;  and 

Whereas,  appellant  asks  to  be  relieved  of  complying 
with  the  order  and  is  prepared  to  install  additional  safe¬ 
guards  or  provide  an  equivalent  system  of  protection. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


1000-21-A. 

APPELLANT — Saul  E.  Rogers,  for  Fox  Film  Corpora¬ 
tion,  lessee. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 830-848  10th  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant ;  W.  B.  F.  Rogers. 

For  Administration  :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition, 
CONDITIONS — As  specified  in  resolution  that  follows. 


VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh  Messrs.  Beattv, 
Boulton,  Holland,  Kearney.  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  . •. .  0 

THE  VOTE  ON  RESOLUTION  AS  FOLLOWS: 

Affirmative:  Chairman  Walsh  Messrs.  Beattv. 
Boulton,  Holland,  Kearnev,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION : 

(1000-21-A) 


Whereas,  Saul  E.  Rogers,  for  Fox  Film  Corporation, 
lessee,  filed.  September  14,  1921,  an  appeal  with  the  board 
of  appeals  from  an  order  of  the  fire  commissioner,  affecting 
premises  830-848  10th  avenue,  Manhattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  8168- 
LC,  dated  August  25,  1921,  reads  : 

“1.  Discontinue  allowing  more  than  ten  (10)  persons 
to  work  in  or  be  in  any  examining  room  at  any  one 
time,  as  per  section  243-2,  chapter  10,  code  of  ordinances. 

“2.  Discontinue  allowing  any  one  operator  in  anv  ex- 
aminine  room  to  have  more  than  ten  (10)  reels  of 
film.  Only  one  reel  mav  be  kept  exposed  by  anv  one 
operator.  The  other  nine  reels  must  be  kept  in  indi¬ 
vidual  metal  cans  and  the  cans  kept  in  a  metal  cabinet — 
as  per  Section  243-2.  Chapter  10.  Code  of  Ordinance1-. 

“3.  Provide  an  approved  booth  for  every  projection 
machine  throughout  your  entire  premises — as  per  sec¬ 
tion  245,  chapter  10,  code  of  ordinances.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  3 
stories  in  height,  “L”  shane  with  frontage  of  275  ft.  on 
West  55th  street,  200  ft.  10  in.  on#0th  avenue,  occupied  as  a 
film  studio ;  1st  story,  laboratory,  and  2nd  story,  office ; 
3rd  story,  studios ;  and 

Whereas,  the  appellant  states  that  the  laboratory  is 
equipped  with  an  approved  standnioe  system,  chemical  fire 
extinguishing  apparatus,  and  with  a  sprinkler  system  sup¬ 
plied  from  three  (3)  independent  citv  water  mains,  and  a 
50,000  gallon  tank,  and  contends  that  as  to  item  No.  1  of 
the  order  that  there  is  no  provision  in  the  code  of  ordi¬ 
nances,  which  designates  the  number  of  people  to  work  in 
an  examining  room  at  one  time,  and  as  to  item  No,  2  of 


the  order,  asks  modification  for  the  reason  that  it  will  be 
impossible  to  carry  on  the  business  and  comply  with  the 
terms  of  the  regulation  under  which  the  order  was  made ; 
as  to  item  No.  3  all  machines  are  enclosed  in  fireproof 
rooms;  and 

Whereas,  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Walsh,  Messrs.  Holland  and  Kearney  and  Fire  Chief 
Kenlon,  visited  the  premises  of  the  Fox  Film  Corporation, 
830-840  10th  avenue,  Manhattan,  and  reported  : 

As  to  Item  No.  1 :  This  is  a  room  of  extensive  area 
and  height,  opening  directly  on  55th  street  by  windows 
with  four  exits  equipped  and  protected  with  fire  extin¬ 
guishing  apparatus  and  sprinkler  system.  There  is  noth¬ 
ing  but  steel  furniture  in  the  room  and  is  used  and  desig¬ 
nated  by  the  owner  as  a  joining  room,  a  progressive  step 
incidental  to  the  conduct  of  a  film  laboratory,  occupied  by 
sixteen  operators.  In  the  judgment  of  the  committee,  very 
adequate  protection  is  provided  and  no  element  of  danger 
or  hazard  is  involved. 

As  to  Item  No.  2 :  The  films  in  course  of  examination 
are  kept  in  metal  containers  and  every  caution  is  apparently 
observed  to  maintain  safety  and  protection,  together  with 
chemical  fire  extinguishing  apparatus  in  the  room,  sprinkler 
system  and  steel  furniture,  with  sufficient  exits  from  this 
room. 

As  to  Item  No.  3 :  This  item  refers  to  a  room  used  ex¬ 
clusively  for  projecting  films  in  course  of  examination. 
The  room  is  enclosed  in  approved  masonry  walls  with 
three  exits  and  no  occupants  other  than  the  operators  on 
the  machines  using  this  room ;  the  exits  are  sufficient  in  the 
judgment  of  the  committee  in  any  emergency,  and  the 
machines  in  the  care  and  operation  of  expert  operators, 
and  therefore,  the  committee  is  of  the  opinion  that  the  in¬ 
stallation  of  booths  would  not  provide  sufficient  additional 
protection  to  warrant  further  installation ;  and 

Whereas,  the  committee  recommends  that  the  order  of 
the  fire  commissioner  be  reversed  and  the  appeal  granted 
so  long  as  conditions  as  to  occupancy  and  use  of  these 
three  rooms  involved  in  this  order  No.  8168-LC — of  August 
25,  1921,  remain  substantially  unchanged. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed,  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  conditions  remain  unchanged  as  to  these 
three  rooms  specifically  mentioned  in  the  report  of  the 
committee. 


1211-21-A. 

APPELLANT — Joseph  H.  Farrell,  president,  Richmond 
Hill  South  Civic  Association. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 10724-26  Stoothoff  avenue, 
Queens. 

APPEARANCES— 

For  Appellant :  Edward  J.  McGoldrick. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  ? 

N  egative  . . . . .  •  •  •  0 

Absent  .  0 

THE  RESOLUTION: 

(1211-21-A) 

Whereas,  Joseph  H.  Farrell,  president,  Richmond  Hill 
South  Civic  Association,  filed,  October  19,  1921,  an  appeal 
with  the  board  of  appeals,  from  a  decision  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  10724-10 "26  Stoot¬ 
hoff  avenue,  Queens;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  in  the  form  of  a  letter  dated  Sept.  28.  1921,  reads  : 

“I  have  examined  the  plans  of  the  buildings  erected 
on  the  site  which  you  complain  of,  Stoothoff  avenue, 
west  side  315  ft.  south  of  Metropolis  avenue,  Richmond 


0 
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Hill,  and  am  unable  to  find  anything  in  connection  with 
said  building  in  violation  of  the  Zoning  Law.”; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of  build¬ 
ings  to  erect  a  number  of  one  family  frame  dwellings,  2 
stories  in  height,  16  ft.  2  in.  x  39  ft.  10  in.  in  area  in  the 
1st  story  and  16  ft.  x  25  ft.  in  area  above;  these  houses 
being  built  on  20  lots,  leaving  a  side  court  6  ft.  8  in.  be¬ 
tween  the  outer  walls  of  each  house ;  and 

Whereas,  appellant  contends  that  these  buildings  should 
not  be  considered  as  being  constructed  on  one  plot  but  as 
they  will  be  sold  separately,  they  should  be  considered  as 
constructed  on  separate  lots  and  a  side  court  of  a  minimum 
width  of  4  ft.  should  be  provided  as  required  by  the  zoning 
resolution,  and  further  contends  that  if  the  buildings  are 
considered  to  be  on  one  plot  then  the  space  between  the 
walls  of  the  buildings  should  be  not  less  than  10  ft.  that  is 
the  requirements  for  an  inner  court;  and 

Whereas,  the  board  deemed  that  the  contention  of  the 
appellant  was  correct,  but  that  there  would  be  undue 
hardship  to  the  builders  and  owners  of  the  houses  in 
question,  if  the  decision  of  the  superintendent  of  build¬ 
ings  was  reversed  without  regard  for  the  owners  who 
erected  these  houses  under  permit  issued  by  the  bureau  of 
buildings. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed  and  the  appeal  be  and  it 
hereby  is  granted. 

Resolved,  further,  that  the  board  of  appeals  does  hereby 
make  a  variation  in  the  application  of  the  area  district 
requirements  of  the  building  zone  resolution  and  that  these 
requirements  in  so  far  as  they  relate  to  premises  block 
bounded  by  Metropolis,  Stoothoff,  Suwanee  and  Cedar  ave¬ 
nues  be  and  they  hereby  are  modified  to  permit  a  6  ft.  8  in. 
wide  court  between  buildings. 

822- 21-A. 

APPELLANT — Standard  Oil  Company  of  New  York. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Review  avenue  and  Thomas 
street,  northerly  side,  Newtown  Creek,  Blissville 
Queens. 

APPEARANCES— 

For  Appellant :  P.  J.  King  and  Charles  Smith. 
ACTION  OF  BOARD — Laid  over  to  January  10,  19'22,  to 
submit  the  modified  order  of  the  fire  department, 
dated  December  20,  1921. 

823- 21-A. 

APPELLANT — Standard  Oil  Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — West  avenue,  10th  street,  East 
River,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Appellant:  P.  J.  King  and  Charles  Smith. 
ACTION  OF  BOARD — Laid  over  to  January  10,  1922,  to 
submit  the  modified  order  of  the  fire  department 
dated  December  20,  1921. 


775-21-A. 

APPELLANT — Sandolo  Calabrese,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1105  60th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Albert  Conway  and  Sandolo  Cala¬ 
brese. 

For  Administration  :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 


Kearney.  Kerby  and  Fire  Chief  Kenlon  ....  6 

Negative:  Chairman  Walsh  .  1 

Absent  .  0 


THE  RESOLUTION: 

(775-21-A) 

Whereas,  Sandolo  Calabrese,  lessee,  filed,  May  6,  1921, 
an  appeal  with  the  board  of  appeals  from  an  order  of  the 
fire  commissioner,  affecting1  premises  1105  60th  street, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  64951- 
LC,  dated  May  2,  1921,  reads : 

“Maintenance  of  your  business  (junk  shop)  is  a 
violation  of  Section  4  of  Art.  2  of  the  Bldg.  Zone  Reso¬ 
lution  of  the  Board  of  Estimate  and  Apportionment  of 
the  City  of  N.  Y.,  adopted  July  25,  1916,  inasmuch  as 
junk  shop  is  prohibited  in  a  business  district. 

“In  addition  to  the  above,  the  storage  of  combustible 
fibre  (rags  and  paper)  in  a  building  of  wooden  con¬ 
struction  located  in  the  fire  limits  except  in  sparely  pop¬ 
ulated  districts  is  a  violation  of  sd.  3-c  of  section  24, 
chapter  12,  Code  of  Ord. 

“You  are  therefore  ordered  to  remove  all  com¬ 
bustible  fibre  -  (rags  and  paper)  from  the  premises 
and  discontinue  the  use  of  said  premises  as  a  junk 
shop.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  100 
ft.  x  100  ft.  in  area,  located  in  a  business  district  inside  the 
fire  limits,  upon  the  front  of  which  there  is  a  two  story 
building;  occupied  in  the  ground  floor  as  a  junk  shop; 
2nd  story,  dwelling,  upon  the  rear  one  story  frame  sheds, 
30  ft.  by  80  ft.  in  area,  occupied  for  the  storage  of  com¬ 
bustible  fibre  (rags  and  paper)  ;  and 

Whereas,  the  appellant  has  filed  affidavits  that  he  has 
conducted  a  junk  shop  on  the  premises  continuously  since 
April  1,  1916;  and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prose¬ 
cution  on  July  19,  1921,  by  the  board  of  appeals,  and 
later  restored  to  the  calendar. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  maintenance  of  the  storage  of  rags 
and  papers  in  quantity  not  to  exceed  5  tons  on  these  prem¬ 
ises  for  a  temporary  period  of  two  years  from  the  date 
of  this  action. 


1638-21-A. 

APPELLANT — F.  H.  Dewey,  for  Jules  Brulatour. 
SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 31-33  Academy  street,  Queens. 
APPEARANCES— 

For  Appellant:  Frederick  H.  Dewey. 

For  Administration :  Inspector  Ort,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton.  Holland, 
Kearney.  Kerby  mid  Fire  Chief  Kenlon....  6 


Negative:  Chairman  Walsh  .  1 

Absent  .  0 


THE  RESOLUTION: 

(1638-21-A) 

Whereas,  F.  H.  Dewey,  for  Jules  Brulatour,  owner,  filed. 
December  14,  1921,  an  appeal,  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  31-33  Academy  street,  L.  I.  C.,  Queens;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  12.  1921,  reads: 

“1.  Film  storage  vaults  more  than  750  cubic  feet  in 
volume  are  not  permitted.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction.  one  story  and  basement  in  height,  40  ft.  by  75  ft. 
in  area:  to  be  occupied  as  offices  and  for  the  storage  of  raw 
materials  used  for  the  manufacture  of  films;  with  5  vaults. 
1.500  cubic  feet  capacity  each  in  the  basement,  1  vault  of 


10 


MINUTES 


750  cubic  feet  capacity,  4  vaults,  1,500  cubic  feet  capacity 
in  the  first  story ;  and 

Whereas,  appellant  states  that  the  material  is  stored  in 
hermetically  sealed  cases  and  that  the  walls  surrounding 
the  vaults  will  be  constructed  of  8-in.  of  brick  work  and  the 
roofs  of  reinforced  concrete  6  inches  in  thickness  and 
that  the  vaults  will  comply  with  the  requirements  of  the 
proposed  amendments  to  art.  1,  3  and  19,  chapter  10  of  the 
Code  of  Ordinances  relating  to  nitro-cellulose  products 
proposed  by  the  fire  commissioner  April  15,  1921. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  raw  stock  shall  be  maintained 
in  sealed  metal  cans  stored  in  fireproof  vaults,  the  cubic 
contents  of  each  vault  not  to  exceed  1,500  cu.  ft.,  and  the 
vaults  to  be  of  approved  fireproof  construction. 


1639-21-A. 

APPELLANT — F.  H.  Dewey  &  Co.,  for  Jules  Brulatour. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Northwest  corner  Wilbur  and 
William  streets,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Appellant:  Frederick  H.  Dewey. 

For  Administration :  Inspector  Ort,  of  the  fire 
department. 

ACTION  OF  BOARD- — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE—  _ 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon....  6 


Negative:  Chairman  Walsh  .  1 

Absent  .  0 

THE  RESOLUTION: 


(1639-21-A) 

Whereas,  F.  H.  Dewey  &  Co.,  for  Jules  Brulatour,  own¬ 
er,  filed,  December  14,  1921,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  northwest  corner  of  Wilbur  and  William  streets, 
Long  Island  City,  Queens ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  13,  1921,  reads : 

“1.  Film  storage  vaults  more  than  750  cubic  feet  in 
volume  are  not  permitted.” ; 

and 

Whereas,  the  proposed  building  is  of  fireproof  con¬ 
struction,  one  story  and  basement  in  height,  40  ft.  by  75  ft. 
in  area,  to  be  occupied  as  offices  and  for  the  storage  of 
raw  material  from  which  films  are  manufactured;  with 
five  vaults  of  1,500  cu.  ft.  capacity  each  in  the  basement, 
and  one  vault  of  750  cu.  ft.  and  four  vaults  of  1,500  cu.  ft. 
capacity  each  in  the  1st  story ;  and 
Whereas,  the  appellant  states  that  the  material  is  stored 
in  hermetically  sealed  cases  and  that  it  would  be  impossi¬ 
ble  to  handle  the  shipping  cases  in  a  small  vault  of  only 
750  cu.  ft.  capacity  and  that  the  walls  surrounding  the 
vaults  will  be  constructed  of  8  inches  of  brick  work  and 
the  roofs  of  reinforced  concrete  6  inches  in  thickness,  vent 
flues  to  be  provided  and  that  all  requirements  of  the  pro¬ 
posed  amendments  to  article  1,  3  and  19  of  chapter  10  of  the 
Code  of  Ordinances  relating  to  nitro-cellulose  products 
proposed  by  the  fire  commissioner  on  April  15,  1921,  will 
be  complied  with. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  raw  stock  shall  be  maintained 
in  sealed  metal  cases  stored  in  fireproof  vaults,  the  cubic 
contents  of  each  vault  not  to  exceed  1,500  cu.  ft.  and  the 
vault  to  be  of  approved  fireproof  construction. 


PREMISES  AFFECTED— 22-26  West  63rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Benjamin  F.  Butler. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Granted  60-day  permit,  during  alterations  required 
to  comply  with  order. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 


(1619-21-A) 

Whereas,  E.  V.  Reisdorf,  architect,  for  63rd  St.  Cor¬ 
poration,  owner,  filed,  January  17,  1921,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  22-26  West  63rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  4A-21, 
dated  January  12,  1921,  reads: 

"1.  Provide  a  standpipe  system  in  accordance  with 
Chapter  5,  Article  25,  Code  of  Ordinances. 

“2.  Provide  a  system  of  automatic  sprinklers  to 
cover  every  square  foot  of  stage  and  such  portions 
of  premises,  in  accordance  with  Article  25,  Chapter 
5,  Code  of  Ordinances. 

“3.  Plans  to  be  filed  and  approved  for  standpipe 
and  sprinkler  system  before  work  is  begun. 

“4.  Provide  a  fireproof  curtain  on  the  Droscenium 
opening. 

“5.  Provide  an  approved  automatic  skylight  over 
stage  of  at  least  one-eighth  the  area  of  stage.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  65 
ft.  by  100  ft.  5  in.  in  area,  erected  for  use  as  an  audi¬ 
torium,  now  occupied  as  a  theatre,  with  a  seating  capacity 
of  563  persons  in  the  orchestra,  317  persons  in  the  balcony, 
and  293  persons  in  the  gallery,  a  total  of  1,173  persons  in 
the  entire  building,  with  a  partial  standpipe  system  on 
both  sides  of  the  theatre,  extending  from  orchestra  to  the 
balcony  with  50  ft.  of  hose  attached  on  each  side  of  both 
orchestra  and  balcony ;  and 

Whereas,  appellant  contends  that  there  is  no  stage  but 
a  platform  used  for  concerts  and  moving  pictures,  that 
within  six  months  the  building  will  be  altered  into  a  regu¬ 
lar  theatre  complying  with  all  the  requirements  of  chapter 
5,  article  25,  Code  of  Ordinances;  and 

Whereas,  appellant  requests  a  stay  of  60  days  be 
granted  within  which  to  finish  such  alteration ;  and 

Whereas,  permission  was  granted  to  use  the  building 
as  a  theatre  for  a  temporary  period  of  two  months  from 
March  1,  1921,  and  appellant  requested  a  further  extension, 
to  September,  1921,  which  was  granted  under  Cal.  No. 
60-21-A. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  a  temporary  permit  to  operate  the 
theatre  for  60  days  be  and  it  hereby  is  granted. 


1515-21-A. 

APPELLANT — U.  S.  Automatic  Sprinkler  Company. 
SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 205  West  58th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Appeal  reopened. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  -  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


1619-21-A. 

APPELLANT— E.  V.  Reisdorff,  for  63rd  Street  Music 
Hall  Co.,  lessee. 

SUBJECT— Appeal  from  decision  of  the  fire  commissioner. 


979-21-A. 

APPELLANT — Dean  Sales  Corporation. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 130-132  Troy  avenue,  Brook 
lyn. 
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APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  reopened. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  -  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


1152-21-A 

APPELLANT — Fred  H.  Johnansmeyer. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1249  Theriot  avenue  (rear), 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  reopened. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  . ' .  0 

Absent :  Fire  Chief  Kenlon .  1 


1299-21-A. 

APPELLANT — Samuel  Rosenblum. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 168-172  Southern  blvd.,  The 
Bronx. 

APPEAR  AN  CES — None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Withdrawn,  to  adjust  with  fire  department. 

THE  VOTE— 

Affirmative:  Chairman  Wdlsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


BUILDING  ZONE  CASES. 

1072-21-BZ. 

APPLICANT— Charles  Schaeffer,  Jr.,  on  behalf  of  Queens- 
boro  Investing  Co. 

SUBJECT — Application  to  permit  in  business  district  erec- 
tion'of  a  public  garage. 

PREMISES  AFFECTED— South  side  Roosevelt  avenue, 
from  21st  to  22nd  streets,  Queens. 
APPEARANCES— 

For  Applicant:  Charles  Schaeffer,  Jr.,  I.  T.  Flat- 
to,  William  Mende  and  G.  W.  Burch. 

For  Opposition:  Martha  Knoud. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney  and  Fire  Chief  Ken¬ 
lon  .  5 

Negative:  Mr.  Beatty  . 1 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION : 

(1072-21-BZ) 

Whereas,  Charles  Schaeffer,  Jr.,  for  Queensboro  In¬ 
vesting  Co.,  owner,  filed,  September  27,  1921,  an.  ap¬ 
plication  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  of  a  garage  for  more  than 
5  motor  vehicles ;  premises  south  side  Roosevelt  avenue, 
from  21st  street  to  22nd  street,  Queens;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December 
27,  1921,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Roosevelt  avenue  is  a  busi¬ 
ness  district  and  21st,  22nd  streets  and  Fairbanks  avenue 
are  residence  districts;  and  . 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  13,  1921,  in  acting  on  N.  B.  App. 
No.  7945-21,  reads: 


“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  in  a  business  district  is  prohibited  by  the 
Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height  with  a  frontage  of  237 
it.  5)4  inches  and  a  depth  of  100  ft.,  to  be  occupied  as  a 
garage  for  more  than  5  motor  vehicles;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  82  per  cent  of  the  property 
irontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  a  community  garage 
confined  to  a  one-story  building,  the  rear  wall  to  be  un¬ 
pierced  throughout  its  entire  length  and  height,  the  ele¬ 
vations  on  21st  street,  22nd  street  and  Roosevelt  avenue 
to  Le  faced  with  front  brick  with  stone  trimmings. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  the  building  com¬ 
pleted  within  18  months  of  the  date  of  this  action. 


1047-21-BZ. 

APPLICANT — John  Brandt,  for  Jane  F.  Stokes,  Mary  K. 

Stokes  and  Anna  R.  Waters,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  an  open  air  parking  station 
for  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 225-229  St.  Nicholas  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant:  John  Brandt. 

For  Opposition:  Isaac  Hyman. 

ACTION  OF  BOARD — Granted  on  condition. 

C  ONDITIONS — As  specified  in  resolution  that  follows: 
THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  .Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION: 

(1047-21-BZ) 

Whereas,  John  Brandt,  architect,  for  Jane  F.  Stokes, 
Mary  K.  Stokes  &  Anna  R.  Waters,  owners,  filed,  Septem¬ 
ber  21,  1921,  an  application  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  maintenance  of  an 
open  air  parking  station  for  more  than  5  motor  vehicles ; 
premises  225-229  St.  Nicholas  avenue,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December 
27,  1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Nicholas  avenue,  121st 
and  122nd  streets  are  business  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  8102- 
1921,  dated  August  13,  1921,  reads : 

“1.  Discontinue  maintenance  of  garage  for  more 
than  5  motor  vehicles  on  premises. 

“2.  Discontinue  maintenance  of  a  motor  vehicle  re¬ 
pair  shop  on  these  premises.” ; 

and 

Whereas,  the  premises  consist  of  a  vacant  plot  of  ground 
irregular  in  area,  lot  30  of  block  1948,  to  be  occupied  as  an 
open  air  parking  station  for  more  than  5  motor  vehicles; 
and 

W hereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more  than 
5  motor  vehicles  which  garage  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
iwriation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
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and  it  hereby  is  granted  for  a  temporary  period  not  to 
exceed  two  years  on  condition  that  no  entrance  to  or  exit 
from  these  lots  be  permitted  on  121st  street. 


1456-21-BZ. 

APPLICANT — Thomas  Buttermark,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  not  on  same  lot  as 
residence  to  which  it  is  accessory  ar.d  in  which 
business  cars  are  stored. 

PREMISES  AFFECTED — 434  Britton  avenue,  Stapleton, 
Richmond. 

APPEARANCES— 

for  Applicant:  Frank  J.  Buttermark. 

ACTION  uF  BOARD— Laid  over  to  January  10th,  1922, 
at  10  a.  m  ,  to  amend  appeal. 


1574-21-BZ. 

APPLICANT — John  DeHart,  for  Adolph  Lewisohn  & 
Sons,  Inc.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
and  partly  in  a  residence  district  the  erection  of 
a  public  garage. 

PREMISES  AFFECTED— 4358-4364  Broadway,  Manhat¬ 
tan.  .  , 

APPEARANCES— 

i  or  Applicant:  John  Dehart. 

_  or  opposition:  George  W.  Olvany,  Aaron  Marx, 
Johanna  C.  Hancock  and  G.  S.  Griffin.  As¬ 
sistant  Engineer  Close,  of  the  building  bureau, 
also  appeared. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

.•  in.  alive:  Mr.  Kerby  and  Fire  Chief  Kenlon  2 
Negative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kearney  .  5 

Absent  .  0 

THE  RESOLUTION: 

(1574-21-BZ) 


Whereas,  John  De  Hart,  architect,  for  Adolph  Lewisohn 
&  Sons,  Inc.,  owner,  filed,  December  2,  1921,  an  application 
under  the  building  zone  resolution,  to  permit  partly  in  a 
i  usiness  and  partly  in  a  residence  district  the  erection  of 
a  garage  for  more  than  5  motor  vehicles ;  premises  4358- 
4364  Broadway,  block  2161,  lots  38-39-40-41,  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December  27, 
1921,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  is  a  business  dis¬ 
trict  and  that  Wadsworth  avenue  is  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  1,  1921,  in  acting  on  N.  B.  App. 
No.  536-21,  reads: 

“1.  Inasmuch  as  the  premises  are  located  partly  in 
a  business  district  and  partly  in  a  residence  district  the 
erection  of  a  building  for  public  garage  occupancy 
is  prohibited  by  article  2,  section  3,  and  4  of  the  Build’ 
ing  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction  2  stories  in  height  with  a  frontage  of  103  ft.  9 
in.  and  a  depth  of  121  ft.  8  in.  in  the  first  story  and  108 
ft.  above,  to  be  occupied  as  a  garage  for  more  than  five 
motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


736-21-BZ. 

APPLICANT— John  P.  Boyland  for  Valentine  Realty  Co. 
SUBJECT — Application  to  permit  in  business  district  erec¬ 
tion  of  4-story  garage  instead  of  1-story  garage 


as  previously  granted  by  board  of  appeals. 
PREMISES  AFFECTED — North  side  East  187th  street 
87  ft.  4  in.  west  of  Valentine  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  -.Philip  J.  Kearns,  vice-president 
Valentine  Realty  Company. 

For  Opposition :  None. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 


Negative  . . .  o 

Absent:  Fire  Chief  Kenlon .  l 

THE  RESOLUTION: 

(736-21-BZ) 


Whereas,  John  P.  Boyland,  for  The  Valentine  Realty 
Company,  owner,  filed,  May  6,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  in  business  district 
the  erection  of  a  garage  for  more  than  five  motor  vehicles ; 
premises  north  side  East  187th  street,  87  ft.  4  in.  west  of 
Valentine  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  September 
13,  1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  187th  street  (from  Valentine 
avenue  to  100  ft.  east  of  Ryer  avenue)  is  a  residence 
district,  187th  street  (from  Grand  Boulevard  to  100  ft.  east 
of  Ryer  avenue)  is  a  business  district,  and  Valentine  ave¬ 
nue  is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  Build¬ 
ings,  rendered  March  30,  1921,  in  acting  on  N.  B.  App. 
No.  249-21,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  5  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  the  Building  Zone  Resolution.” ;  and 
September  13,  1921,  for  a  one-story  garage  on  the  basis 
of  a  variation  of  the  use  district  regulations  and  applicant 
requested  a  reopening  of  his  case  and  permission  to  amend 
his  application  so  as  to  permit  the  erection  of  a  four- 
story  garage  which  request  was  granted  by  vote  of  the 
board ;  and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  four  stories  in  height  with  a  frontage  of  60 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  Nq.v.  30,  1921,  reads: 

“1.  Proposed  increase  in  height  contrary  to  approval 
of  Board  of  Appeals  for  garage.”; 

and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  December 
27,  1921,  after  due  notice  by  publication  in  the '  Bulletin 
oc  the  Board  of  Standards  and  Appeals;  and 

Whereas,  there  exists  on  this  street  between  the  inter¬ 
secting  streets  a  5  story  garage  for  more  than  5  motor 
vehicles,  plans  for  which  were  filed  previous  to  July  25, 
1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
confined  to  a  four-story  fireproof  structure,  60  ft.  frontage 
by  100  ft.  in  depth. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building  shall 
be  completed  within  18  months  of  the  date  of  this  action. 


1052-21-BZ. 

APPLICANT — I.  P.  Robinson,  for  Wm.  H.  Nostrand, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  extension  in  area  to  an  existing  public  garage. 
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PREMISES  AFFECTED — South  side  Jackson  avenue,  135 
ft.  East  of  Little  Neck  Road,  Queens. 
APPEARANCES— 

For  Applicant:  I.  P.  Robinson. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kerby  and  Holland  .  5 

Negative  . . .  o 


Absent:  Air.  Kearney  and  Fire  Chief  Kenlon  2 
THE  RESOLUTION: 

(1052-21-BZ) 

Whereas,  I.  P.  Robinson,  for  William  H.  Nostrand, 
owner,  filed,  October  25,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  extension  in  area  of  an  existing  garage  for  more  than 
5  motor  vehicles ;  premises  southerly  side  Jackson  avenue 
135  ft.  east  of  Little  Neck  road,  Queens,  Block  No.  4118, 
Lot  No.  7 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
27,  1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jackson  avenue  and  Little 
Neck  road  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  6,  1921,  in  acting  on  Alt.  No. 
2192-21,  reads : 

“The  extension  of  a  public  garage  within  a  busi¬ 
ness  district  is  prohibited  by  the  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  extension  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  50  ft.  by  75  ft.  in 
area,  to  be  located  at  rear  of  existing  one-story  non- 
fireproof  building  40  ft.  by  50  ft.  irregular  in  area,  the 
entire  premises  to  be  occupied  as  a  garage  for  more  than 
5  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  91  per  cent  of  the  frontage 
deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  the  work  completed 
within  18  months  of  the  date  of  this  action. 


1075-21-BZ. 

APPLICANT — Bronxville  Realty  Corporation,  owner. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  to  an  existing  factory  build¬ 
ing. 

PREMISES  AFFECTED — 930  East  229th  street,  The 

Bronx. 

APPEARANCES— 

For  Applicant :  Clement  J.  Driscoll. 

For  Opposition:  Anna  Lappe,  August  I.  Kopp, 
Annie  Finn,  Tosepuh  Trapani,  Louis  Marinelli 
and  John  Sammartino. 

ACTION  OF  BOARD1 — Application  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby  and  Holland 

Negative:  Mr.  Kearney . 

Absent:  Fire  Chief  Kenlon  .... 

THE  RESOLUTION: 

(1075-21-BZ) 

Whereas,  Bronxville  Realty  Company,  owner,  filed,  Sep¬ 
tember  28,  1921,  an  application  under  the  building  zone  res¬ 
olution,  to  permit  in  a  residence  district  the  erection  of  a 
building  as  an  addition  to  an  existing  lace  factory  to  be 
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used  for  storage  of  materials;  premises  north  side  of  228th 
street  165  ft.  east  of  Bronxwood  avenue  and  930  E.  229th 
street,  935  E.  22Sth  street,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December 
27,  1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bronxwood  avenue  is  a  busi¬ 
ness  district  and  228th  and  229th  streets  are  residence  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  26,  1921,  in  acting  on  N.  B.  Application 
No.  1282-21,  reads: 

“1.  Proposed  building  not  permitted  in  a  residence 
district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  frame  con¬ 
struction  1  story  in  height  with  a  frontage  of  25  ft.  and  a 
depth  of  40  ft.,  to  be  occupied  for  storage  of  material;  and 

Whereas,  the  board  deemed  that  in  view  of  the  factory 
having  been  located  at  this  site  previous  to  1916  and  all  the 
property  in  question  having  been  under  one  ownership  at 
that  time,  that  the  application  should  be  granted. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action,  and  the  work  completed 
within  18  months  of  the  date  of  this  action. 


1293-21-BZ. 

APPLICANT — Louis  A.  Sheinart  for  Edith  M.  K.  Wet- 
more,  et  al.,  owners. 

SUBJECT — Application  under  the  building  zone  resolution 
to  permit  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED - 51-61  Attorney  street,  Man- 

hattan. 

APPEARANCES— 

For  Applicant:  Nathan  I.  Sachs  and  Louis  A 
Sheinart. 

For  Opposition:  Saul  Stall,  Jacob  Nathan,  J. 
Niedelman  and  L.  R.  Glantz. 

Asst.  Engineer  Close  of  the  building  bureau. 
ACTION  OF  BOARD — Application  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 


ton,  Holland,  Kearney  and  Kerby .  5 

Negative :  Mr.  Beatty  .  l 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1293-21-BZ) 


Whereas,  Louis  A.  Sheinart,  architect,  for  Tiger  Garage, 
Inc.,  owner,  filed,  November  4,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  motor  vehicles ; 
premises  51-61  Attorney  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December  27, 
1921,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Attorney,  Delancey  and 
Broome  streets  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  31,  1921,  in  acting  on  N.  B.  App.  No.  350- 
21,  reads : 

“2.  Proposed  use  of  the  building  as  a  garage  is  con¬ 
trary  to  the  resolution  of  the  Board  of  Standards  and 
Appeals  which  specifies  a  one  story  building  and  plans 
show  a  one  story  and  basement.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction  one  story  and  basement  in  height  with  a  frontage 
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of  97  ft.  and  a  depth  of  99  ft.  10  in.,  to  be  occupied  as  a 
garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  the  board,  under  Cal.  No.  275-21-BZ,  granted 
a  permit  for  a  one-story  garage  on  these  premises  and  it 
appears  that  there  would  be  hardship  in  compelling  appli¬ 
cant  to  fill  up  existing  excavations  on  site. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action,  and  the  work  completer! 
within  18  months  of  the  date  of  this  action. 


1389-21-BZ. 

APPLICANT— James  B.  Allen. 

SUBJECT — Application  under  the  building  zone  resolu¬ 
tion  to  permit  the  maintenance  of  a  three-car  ga¬ 
rage. 

PREMISES  AFFECTED — 221  East  201st  street,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  James  B.  Allen 
ACTION  OF  BOARD — Laid  over  to  January  10.  1922,  to 
check  up  consents. 


1414-21-BZ. 

APPLICANT— Francis  Ludford. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  of  an  existing  stable  into  a  public 
garage. 

PREMISES  AFFECTED — 2539  Cambreling  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant :  La  Monte  McLoughlin  and  Fran¬ 
cis  Ludford. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1414-21-BZ) 

Whereas,  Francis  Ludford,  owner,  filed,  November  30, 
1921,  an  application  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  conversion  of  a  stable 
and  carpenter  shop  into  a  garage,  space  in  which  is  rented 
to  persons  not  residing  on  the  premises ;  premises  2539 
Cambreling  avenue,  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December 
27,  1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fordham  Road  is  a  business 
district  and  Cambreling  avenue  and  Belmont  avenue  are 
residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9167- 
C,  dated  November  1,  1921,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  dwelling 
.  on  same  lot  on  these  premises.” ; 
and 

Whereas,  the  building  is  of  frame  construction  1  story  in 
height  with  a  frontage  of  25  ft.,  and  a  depth  of  24  ft.,  ir¬ 
regular,  occupied  as  a  garage  space  in  which  is  rented  out 

for  three  cars ;  and 

Whereas,  this  building  was  occupied  as  a  carpenter  shop 
and  stable  at  the  time  of  the  passage  of  the  building  zone 
resolution  and  the  board  deemed  that  under  the  provisions 
of  section  6  subdiv.  B  of  the  building  zone  resolution  the 
present  use  could  be  permitted. 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted,  on  condition  that  the  interior 
walls  and  ceiling  of  the  garage  space  be  fire  retarded  with 
plaster  boards  or  other  fire  retarding  material,  and  that 
the  number  of  motor  vehicles  on  the  premises  be  limited 
to  three  cars  of  the  pleasure  type,  and  that  this  permis¬ 
sion  is  granted  only  so  long  as  the  property  remains  in 
the  present  ownership  in  fee. 


1130-21-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Robert  C.  Weiss- 
mantel,  owner. 

SUBJECT— Application  to  permit  partly  in  a  business  and 
partly  in  a  residence  district  the  extension  in  area 
to  an  existing  garage. 

PREMISES  AFFECTED— 2319-2325  Cornelia  street, 
Queens. 

APPEARANCES— 

For  Applicant :  Henry  A.  Geishardt, 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  reopened. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby _  6 


Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  1 


1555-21-BZ. 

APPLICANT — Daniel  J.  Bradshaw,  owner. 

SUBJECT — To  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  four  pleasure  cars. 
PREMISES  AFFECTED — 950  East  14th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harold  J.  Manson. 

ACTION  OF  BOARD' — Application  reinstated. 

THE  VOTE—  . 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


850-21-BZ. 

APPLICANT — Bernard  A.  McEntegart,  for  Mrs.  Mary 
Monahan,  owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  five  pleasure  cars. 
PREMISES  AFFECTED — 2894  Briggs  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  reopened. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  . , .  0 

Absent :  Fire  Chief  Kenlon  .  1 


1445-21-BZ. 

APPLICANT — Semon  S.  Plonsky,  for  A.  &  E.  Realty  Co., 

Inc.,  owner. 

SUBJECT — To  permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 329  East  Fordham  Road,  The 

Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  . •. .  0 

Absent :  Fire  Chief  Kenlon  .  1 
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239-19-BZ. 

APPLICANT — Jose  B.  De  Castro  &  Lydio  De  Castro, 
owners. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  five-car  garage. 

PREMISES  AFFECTED— 1171  New  York  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  Permut. 

ACTION  OF  BOARD — Granted  temporary  permit  for  two 
years  from  May  20,  1921. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  -  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(239-19-BZ) 

Whereas,  John  Kenny,  owner,  filed,  April  22,  1919,  with 
the  board  of  appeals,  an  application,  under  the  building 
zone  resolution,  to  permit  the  maintenance  of  a  public 
garage  in  a  residence  district;  premises  1171  New  York 
avenue  and  3301  Cortelyou  road,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application, 
bv  the  board  of  appeals,  at  its  special  meeting,  May  20, 
1919,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  New  York  avenue  is  in  a 
residence  district  and  that  Canarsie  Lane  (Cortelyou  road) 
is  in  a  residence  district;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  7,  1919,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3  of  Article  2  of  the  Building  Zone  Resolution 
*  *  *  inasmuch  as  motor  vehicles  stored  are  for  sale, 
for  rent,  or  for  hire  or  are  subject  to  charges  for 
storage.” ; 

and 

Whereas,  the  building  is  non-fireproof  (cement  block), 
one  storv,  9  ft  (5  in.  in  height,  with  a  frontage  of  47  ft. 
6  in  and  a  .depth  of  20  ft.;  and 

Whereas,  it  appears  that  Canarsie  lane,  east  of  34th 
street,  is  undeveloped,  and  that  there  is  a  printing  shop  lo¬ 
cated  in  the  rear  of  486  East  34th  street  and  also  a  private 
earasre  located  on  adjoining  property  on  New  York  ave¬ 
nue  :  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting.  May  20,  1919,  for  a  temporary  period  of  two 


years  and  applicant’s  grantee  requested  a  further  extension 
of  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application,  to 
permit  the  maintenance  of  a  public  garage,  be  and  it  hereby 
is  granted,  for  a  period  not  to  exceed  two  years  from  May 
20,  1921,  and  on  condition  that  not  more  than  five  motor 
cars  are  stored  in  the  premises  at  any  time. 


APPEAL  FROM  ADMINISTRATIVE  ORDER. 
881-21 -A. 

APPELLANT — Amsterdam  Studios,  Inc.,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 332-344  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Louis  Hass. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  January  17th,  1922,  at  10  a.  m.,  pending  an  in¬ 
spection  by  a  committee  of  the  board. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative:  Mr.  Kearney  .  1 

Absent:  Fire  Chief  Kenlon  .  1 

Adjourned,  2  P.  M. 


William  J.  O’Gorman,  Secretary. 


^CORRECTION.  - 

The  minutes  of  the  meeting  of  the  Board  of  Appeals, 
held  on  Thursday  morning,  September  8,  1921,  as  they  ap¬ 
peared  in  Bulletin  No.  38,  Vol.  VI.  are  hereby  corrected  as 
follows : 

AREAS  FIXED. 

(File  No.  1494) 

The  chairman  presented  and  read  a  communication  from 
Oscar  Wm.  Swift,  requesting  the  board  to  fix  an  area 
within  which  to  obtain  consents  for  the  maintenance  of  a 
garage  for  three  cars  at  premises  7825  87th  road,  Borough 
of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  87th  road  (Downing  street)  from 
78th  street  (Snedeker  avenue)  to  80th  street  (Shaw 
avenue)  and  the  property  directly  in  the  rear  and  for  50 
ft.  on  either  side  of  the  rear  lot  line  of  the  premises 
under  appeal,  which  property  faces  on  8'7th  avenue 
(Unum  street). 

* Corrected  as  to  street  number. 


M  IN  U  T  ES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  27,  1921. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Chief  Inspector  Bastress,  Su¬ 
perintendents  Reville,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  Tuesday  afternoon,  December 
20,  1921,  were  approved,  as  printed  in  the  Bulletin,  No 
52,  Vol.  VI. 


PETITIONS  FOR  VARIATIONS. 

1290-21-S. 

PETITIONER— William  A.  Kiehnle. 

SUBJECT— Petition  for  variation  of  the  requirements 
of  the  labor  law  as  cited  in  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 1243  Southern  Boulevard,  The 
Bronx. 


APPEARANCES— 

For  Petitioner :  William  A.  Kiehnle. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  .  0 

Absent  :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Miller  .  3 

THE  RESOLUTION: 

(1290-21-S) 

Whereas,  William  A.  Kiehnle,  owner,  filed,  Nov.  3, 


1921,  a  petition,  with  the  board  of  standards  and  appeals, 
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for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  1243  Southern  Boulevard,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  8618- 
LD,  dated  June  29,  1920,  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof,  so  that  same  are  in 
compliance  with  the  provisions  of  section  79-B-4  and. 
79-B-5  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  section  79-B-l  of  the  Labor  Law. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  arke  the  following:  Doors  to  balconies  at  least 
2  ft.  by  6  ft.  not  provided.  Windows  on  course  not 
fireproof,  not  self-closing.  No  stairway  from  top  bal¬ 
cony  to  roof.” ; 

and 

Whereas,  the  building  is  of  frame  and  brick  construc¬ 
tion,  3  stories  in  height,  25  ft.  by  50  ft.  in  area;  occupied, 
1st  story,  furniture  store,  2  persons ;  2nd  story,  mfg. 
children’s  dresses,  5  persons;  3rd'  story,  mfg.  children's 
dresses,  6  persons;  the  means  of  egress  consisting  of  an 
interior  wooden  stairway  extending  from  the  1st  story 
to  the  3rd  story,  enclosed  in  metal  lath  and  cement  plas¬ 
ter  partitions  with  kalameined  doors  at  the  openings  and 
a  fire  escape  on  the  rear  of  the  building  extending  from 
the  third  story  to  the  yard,  with  egress  through  alley- 
way  to  the  street,  the  openings  along  the  course  being 
protected  by  kalameined  doors ;  and 

Whereas,  petitioner  proposes  in  lieu  of  complying  with 
the  order  to  install  a  platform  at  roof  level  with  goose¬ 
neck  ladder  from  3rd  story  balcony  to  roof  balcony. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  balcony  be  provided  at  the  level  of 
the  roof  with  gooseneck  ladder  leading  thereto  from  the 
existing  top  story  balcony. 

Resolved,  further,  that  this  variation  be  granted  only 
so  long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


1359-21-S. 

PETITIONER — Dietrich  Wortmann. 

SUBJECT — Variation  of  the  requirements  of  the  labor 
law  as  cited  in  order  of  fire  commissioner. 
PREMISES  AFFECTED — 105  East  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Dietrich  Wortmann. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  10 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 

Miller  . *. .  3 

THE  RESOLUTION: 

(1359-21-S) 

Whereas,  Dietrich  Wortmann,  for  Manlik  Realty  Co., 
owner,  filed,  Nov.  9,  1921,  a  petition,  with  the  board  of 
standard*  and  appeals,  for  variation  from  the  require¬ 
ments  oi  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  105  East  28th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
26147-F,  dated  Sep.  23,  1921,  reads: 

“Discontinue  the  use  of  the  premises  for  factory 
purposes  in  accordance  with  certificate  of  occupancy 


No .  3038  issued  by  the  Superintendent  of  Buildings 
on  April  22,  1921,  until  a  certificate  permitting  such 
manufacturing  has  been  obtained.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction 
4  stones  in  height,  22  ft.  G  in.  by  93  ft.  5  in.  in  area  at 

the  1st  story  and  22  ft.  6  in.  by  58  ft.  in  area  above; 

located  in  a  business  district  under  the  building  zone  reso¬ 
lution;  occupied,  1st  story,  store,  8  persons;  2nd  story, 

shoe  salesroom  and  repair,  9  persons;  3rd  story,  hand  em- 
broidery,  16  persons ;  4th  story,  hand  embroidery,  8  per- 
sons;  the  means  of  egress  consisting  of  an  interior  wooden 
stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  fire  resisting  partitions  with  fire  doors  at  the  openings  * 
and 

Whereas,  the  certificate  of  occupancy  reads:  cellar, 
storage;  1st  story,  store;  2nd  story  and  stories  above, 
offices ;  and 

Whereas,  petitioner  requests  that  the  exits  be  considered 
adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  petition  be  and  it  here¬ 
by  is  denied. 


1376-21-S. 

PETITIONER — Ralph  Wilson. 

SUBJECT — Petition,  for  variation  of  requirements  of  la¬ 
bor  law  as  cited  in  order  of  fire  commissioner. 
PREMISES  AFFECTED — 14-16  East  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Petitioner  appeared  but  was  un¬ 
able  to  wait  for  afternoon  session. 

ACTION  OF  BOARD — Laid  over  to  Jan.  10,  1922,  on 
request  of  petitioner. 


988-21-S 

PETITIONER — New  York  University,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 100  Washington  square,  East, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Wm.  S.  Gregory. 

ACTION  OF  BOARD — Laid  over  to  Jan.  10,  1922,  at  2 
p.  m.,  *for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 
Superintendents  Reville,  Kleinert  and  Mc¬ 
Dermott  .  6 

Negative :  Chairman  Walsh,  Messrs.  Holland 
and  Kearney  and  Superintendent  Moore..  4 
Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Miller  .  3 


1092-21-S. 

PETITIONER — The  Robert  Graves  Company,  owner. 
SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED1 — 929  Third  avenue,  Brooklvn. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Jan.  10,  1922,  for 
full  vote  of  board. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 


Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  .  7 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  .  3 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendent  Miller.  3 
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1220-21-S. 

PETITIONER — Robert  Schnaier. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 172  East  75th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Jan.  10,  1922,  for 
final  disposition. 


1046-21-S. 

PETITIONER — Berryman  Real  Estate  Corporation. 
SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 145-151  West  18th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  E.  I.  Herbst. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Kleinert,  Moore  and 

McDermott  .  10 

Negative  . 0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Miller  .  3 

THE  RESOLUTION: 

(1046-21-S) 

Whereas,  Berryman  Real  Estate  Corp.,  owner,  filed, 

September  21,  1921,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  145-151  West  18th  street,  Manhattan; 

and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  25907- 
LD,  No.  25908-LD,  No.  25909-LD,  dated  August  23,  1921, 
and  Order  No.  26654-LD,  dated  September  19,  1921,  read: 

No.  25907-LD.  “Provide  exit  signs,  letters  to  be  at 
least  8  in.  in  height,  at  all  means  of  egress  with  a  red 
light  over  all  such  exits  for  use  in  time  of  darkness, 
as  per  section  272  of  the  Labor  Law.” 

No.  25908-LD.  “1.  Arrange  the  fire  escape  on  the 

front  of  building  and  the  openings  leading  thereto  and 
the  windows  opening  on  the  course  thereof  so  that 
same  are  in  compliance  with  the  provisions  of  sections 
273  and  274  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  section  271  of  the  labor  law. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following:  Windows  on  course  not 
fireproof,  not  self-closing.  Some  window  sashes  are 
not  properly  covered  with  metal.  Casement  doors  not 
self-closing.” 

No.  25909-LD.  “Extend  the  interior  stairway  at 
the  westerly  center  of  building  to  the  roof,  as  per  sec¬ 
tion  271  of  the  Labor  Law.” 

No.  26654-LD.  “1.  Enclose  the  interior  stairway 

at  the  westerly  center  of  building  serving  as  a  re¬ 
quired  means  of  exit,  and  the  landings,  platforms  and 
passageways  connecting  therewith  on  all  sides,  with 
partitions  of  fire  resisting  material  extending  con¬ 
tinuously  from  the  1st  story  to  3  ft.  above  the  roof, 
constructed  as  per  sections  271  and  272  of  the  Labor 
Law  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  section  271  of 
the  Labor  Law.” ; 

End 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  63  ft.  8  in.  by  82  ft.  in  area,  irregular, 
in  the  first  story,  there  being  a  1  story  extension,  the 


building  being  divided  in  sections  by  brick  partition  walls 
and  occupied,  1st  story,  storage  and  electrical  repair 
shop,  easterly  section  (main  building),  10  persons ;  west¬ 
erly  section,  no  persons ;  2nd  story,  mfg.  dresses,  felt 
rugs  and  umbrellas,  main  building,  15  persons ;  westerly 
section,  10  persons ;  3rd  story,  main  building,  20  persons ; 
westerly  section,  15  persons ;  4th  story,  cloak  and  suit 
mfg.,  main  building,  20  persons ;  westerly  section,  15  per¬ 
sons,  the  means  of  egress  consisting  of  an  interior  wooden 
stairway  in  the  westerly  section  of  the  building  extending 
from  the  1st  story  to  the  4th  story  with  iron  ladder  to 
scuttle  in  the  roof,  enclosed  on  one  side  in  brick  wall 
and  the  other  sides  in  wood  stud  covered  with  J4- inch 
plaster  board  and  No.  26  gauge  metal  with  kalameined 
doors  at  the  openings ;  a  fire  escape  on  the  front  of  the 
building  taking  in  8  windows  in  each  of  the  2nd,  3rd  and 
4th  stories,  with  gooseneck  ladder  to  the  roof,  the  windows 
and  doors  along  the  course  of  this  fire  escape  being  fire¬ 
proof  with  the  exception  of  three  windows  at  the  center  of 
balconies  in  each  story,  and  a  fire  escape  on  the  rear  of 
the  building  extending  from  the  4th  story  to  the  roof  of 
the  one  story  extension  with  gooseneck  ladder  to  the  roof 
and  egress  through  the  building,  there  being  balconies  at 
the  4th  and  3rd  stories  covering  the  rear  of  the  main 
building,  the  windows  along  the  course  being  fireproof, 
self-closing,  except  in  the  4th  story ;  horizontal  exits  in 
the  partition  walls  in  each  story  protected  by  fireproof, 
self-closing  doors;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  March  9,  1920,  as  to  orders  25908-LD  and 
26654-LD  should  be  ratified  and  the  petition  granted  as  to 
order  No.  25909-LD  in  view  of  the  two  gooseneck  ladders 
to  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  order  No.  25909-LD  and  item  No.  2  of  order  No. 
25907,  as  to  orders  No.  25908-LD,  and  No.  26654-LD.  on 
condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  be  complied  with  and  that  the 
order  of  the  fire  commissioner,  No.  25907-LD  in  so  far  as 
it  relates  to  item  No.  1  be  affirmed  and  the  petition  in  so 
far  as  it  relates  to  this  item  be  denied. 


1390-21-S. 

PETITIONER— Charles  H.  Gillespie. 

SUBJECT— Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 11  West  29th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Charles  J.  Ernst. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  10 

Negative  . . .  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendent  Miller..  3 
THE  RESOLUTION: 

(1390-21-S) 

Whereas,  Charles  H.  Gillespie,  architect,  for  Caroline 
M.  Taylor,  owner,  filed,  November  15,  1921,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  11  West 
29th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  28092- 
LD,  dated  Oct.  28,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  East  Side 
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of  building  to  the  roof,  as  per  Section  271  of  the 

Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories,  basement  and  cellar  in  height,  25  ft.  by  76  ft.  in 
area  at  the  basement.  1st  and  2nd  stories,  and  25  ft.  by  60  ft. 
in  area  above,  equipped  with  a  fire  alarm  signal  system ; 
occupied,  cellar,  boiler  and  storage;  basement,  store,  elec¬ 
tric  supplies,  2  persons;  1st  story,  store,  furrier,  3  per¬ 
sons;  2nd  story,  factory,  5  persons;  3rd  story,  factory,  7 
persons;  4th  story,  factory,  12  persons;  the  means  of  egress 
consisting  of  an  interior  wooden  stairway  extending  from 
the  cellar  to  the  4th  story,  with  ladder  to  the  scuttle  in 
the  roof,  enclosed  in  brick  walls  in  cellar,  basement  and 
1st  story,  and  in  wood  stud,  lath  and  plaster  partitions 
above,  with  wood  doors  at  the  openings,  a  fire  escape 
on  the  rear  of  the  building  extending  from  the  4th  story 
to  the  roof  of  the  two  story  extension  and  from  the  roof 
of  the  two  story  extension  to  the  yard,  with  egress  through 
the  adjoining  yard,  with  fireproof  doors  and  windows 
glazed  with  wire  glass  along  the  course  of  the  fire  escape, 
a  horizontal  exit,  protected  by  fire  doors  in  the  4th  story 
leading  to  the  adjoining  building  at  the  east,  owned  by  the 
same  owner  and 

Whereas,  the  petitioner  requests  that  the  exits  be  deemed 

adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  door  and  butts  to  the  closet  at  the 
foot  of  the  ladder  leading  to  scuttle  be  removed  entirely 
from  the  premises. 

Resolved,  further,  that  the  petition  be  granted  so  long 
as  use  and  occupancy  remain  unchanged  and  the  two  build¬ 
ings  remain  in  the  same  ownership. 


1402-21-S. 

PETITIONER — James  S.  Anderson  &  Co. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 31  Beekman  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  F.  B.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  .  0 


Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendent  Miller..  3 
THE  RESOLUTION: 

(1402-21-S) 

Whereas,  James  S.  Anderson,  for  Estate  of  Thomas 
A.  Jaggar,  owner,  filed,  November  16,  1921,  a  petition  with 
the  board  of  standards  and  appeals  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
tire  commissioner,  affecting  premises  31  Beekman  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  26007- 
LD,  dated  August  25,  1921,  reads : 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  22.7  ft.  by  95  ft.  in  area  at  the  1st  story 
and  22.7  ft.  by  87  ft.  in  area  above;  occupied  1st  story, 
cards  and  paper,  8  persons ;  2nd  story,  cards  and  paper, 
16  persons  ;  3rd  story,  drugs,  3  persons ;  4th  story,  printing, 
11  persons;  5th  story,  printing,  7  persons;  the  means  of 
egress  consisting  of  an  interior  wooden  stairway  extending 
from  the  1st  story  To  the  5th  story  with  iron  ladder  to 


scuttle  in  roof,  enclosed  in  wood  partitions  with  wood 
doors  at  the  openings  and  a  2nd  wooden  stairway  extend¬ 
ing  from  the  1st  story  to  the  2nd  story ;  a  fire  escape  on 
the  front  of  the  building  extending  from  the  5th  story 
to  the  2nd  story  with  counter  balanced  stairs  to  the  street, 
the  windows  along  the  course  of  the  fire  escape  being  fire¬ 
proof  ;  and 

Whereas,  petitioner  states  that  a  similar  order  was  is¬ 
sued  by  the  labor  department  on  March  25,  1915,  and  held 
in  abeyance  providing  conditions  remained  unchanged  and 
later  a  similar  order  was  issued  by  the  Fire  Department 
and  modified  by  the  Board  of  Review  on  November  26, 
1919,  on  condition  that  a  ladder  leading  from  the  top  floor 
to  a  scuttle  in  the  roof  was  made  permanent,  this  modifi¬ 
cation  to  remain  in  force  so  long  as  conditions  remain  un¬ 
changed  and  states  that  conditions  have  remained  substan¬ 
tially  unchanged  since  such  modification  by  the  board  of 
review ;  and 

Whereas,  Cal.  No.  1912-17-S,  a  petition  from  a  similar 
order  affecting  the  same  premises  was  dismissed  for  lack 
of  prosecution ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  gooseneck  ladder  be  provided  leading  from 
the  top  balcony  of  the  front  fire  escape  to  and  above  the 
roof. 


1425-21-S 

PETITIONER — Stanley  B.  Rigby,  for  Olive  H.  Chesebro. 
SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 151  Greene  street  and  44-48 
West  Houston  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Stanley  B.  Rigby. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Su¬ 
perintendents  Reville,  Kleinert,  Moore  and 

McDermott  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendent  Miller.  3 

THE  RESOLUTION: 

(1425-21-S) 

Whereas,  Stanley  B.  Rigby,  for  Olive  H.  Chesebro, 
owner,  filed,  November  21,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  44-48  West  Houston 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  28425- 
LD,  dated  November  3,  1921,  reads: 

“1.  Provide  a  safe  landing  for  the  counterbalanced 
stairway  of  the  front  fire  escape  by  re-arranging  the 
stairway  or  permanently  closing  the  opening  in  the 
sidewalk  which  is  directly  under  said  stairway  as  per 
sections  273  and  274  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
equipped  with  a  fire  alarm  signal  system,  6  stories  in  height, 
20  ft.  by  79  ft.  in  area,  occupied  1st  story,  straw  braid  dye¬ 
ing  office,  6  persons ;  2nd  story,  artificial  flowers,  5  persons  ; 
3rd  story,  ladies  hats,  20  persons;  4th  story,  exporting,  3 
persons ;  5th  story,  bookbinding,  7  persons ;  6th  story,  men’s 
caps,  8  persons;  the  means  of  egress  consisting  of  an  in¬ 
terior  wooden  stairway  enclosed  in  fire  resisting  partitions, 
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with  fire  doors  at  the  openings  and  a  fire  escape  on  the 
Houston  street  side  of  the  building,  with  counterbalanced 
stair  to  the  street,  this  counterbalanced  stairway  landing 
on  the  sidewalk  elevator  in  front  of  the  building,  the  win¬ 
dows  along  the  course  of  the  fire  escape  being  fireproof ; 
and 

Whereas,  petitioner  states  that  a  similar  order  No.  77482- 
LD,  was  issued  by  the  fire  department  March  1,  1918,  and 
was  rescinded  by  the  board  of  review  of  the  fire  depart¬ 
ment  on  May  9,  1918. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  bow  device  be  provided  on  elevator  to 
open  and  close  sidewalk  doors  automatically. 


1452-21-S. 

PETITIONER — J.  B.  Snook  Sons,  for  Oberly  and  Newell 
Realty  Co. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 539-540  Pearl  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  W.  Boylstone. 

For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  Of  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott . 

Negative  . . . . 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  ' . 

THE  RESOLUTION: 

(1452-21-S) 

Whereas,  Jno.  B.  Snook  Sons,  for  Oberly  and  Newell 
Realty  Company,  owner,  filed,  November  23,  1921,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises.  536-540 
Pearl  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  No.  28468- 
LD,  dated  November  4,  1921,  reads  : 

“1.  Extend  both  interior  stairways  at  the  east  and 
west  sides  of  building  to  the  roof,  as  per  section  271 
of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  74  ft.  3  in.  by  90  ft.  in  area  at  the  1st 
story  and  74  ft.  3  in.  by  80  ft.  in  area  above ;  equipped  with 
a  sprinkler  system ;  divided  into  two  sections  bv  a  fore 
and  aft  partition,  occupied  as  a  printing  establishment,  1st 
story,  shipping  and  paper  stock,  3  persons ;  2nd  story,  paper 
storage,  10  persons;  3rd  story,  sample  room,  24  persons; 
4th  story,  printing,  49  persons;  5th  story,  printing,  49 
persons ;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  in  each  section  of  the  building  extending 
from  the  1st  story  to  the  5th  story  enclosed  in  fire  re¬ 
tarding  partitions,  with  fireproof  doors  at  the  openings, 
horizontal  openings  in  the  dividing  partition  connecting 
both  sections  of  the  building,  and  horizontal  openings 
on  2nd,  3rd  and  4th  stories  leading  to  No.  542  Pearl  street 
protected  by  fireproof  doors;  and 
Whereas,  petitioner  states  that  there  is  a  sprinkler  pres¬ 
sure,  tank  located  directly  above  the  westerly  stairway 
making  it  impossible  to  extend  this  stairway  to  the  roof 
and  proposes  to  extend  the  easterly  stairway  to  the  roof 
with  suitable  bulkhead,  etc.,  and  in  lieu  of  extending  the 
westerly  stairway  to  the  roof,  to  provide  an  iron  ladder 
leading  from  the  roof  of  the  building  under  appeal  to  the 
roof  of  the  easterly  adjoining  building. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  fff  the  labor 


law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  an  iron  stairway  from  the  rear  balcony  of 
No.  536  be  erected,  connecting  with  the  adjoining  prem¬ 
ises  No.  534,  with  self-closing  fireproof  door  from  the  rear 
stair  hall  to  the  fire  escape  balcony,  and  that  a  scuttle  be 
provided  from  the  stair  hall  of  No.  540  to  the  pent  house, 
exit  to  the  roof  shall  be  provided  by  cutting  a  doorway 
in  the  east  wall  of  the  pent  house,  the  opening  to  be  pro¬ 
tected  with  self-closing  fireproof  door. 


1502-21-S. 

PETITIONER — Jacob  Fisher,  for  Barney  Ershowsky  and 
Harry  Wilner,  owners. 

SUBJECT — -Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 289  Bowery,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Jacob  Fisher. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville, 


Kleinert,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


THE  RESOLUTION: 

(1502-21-S) 

0  Whereas,  Jacob  Fisher,  for  Barney  Ershowsky  and 
Harry  Wilner,  owners,  filed,  July  18,  1921,  a  petition,  with 
9  the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  289  Bowery,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  14207- 
LD,  dated  July  15,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  southeast 
corner  of  building  to  the  roof  as  per  section  79-B-l 
and  79-C-l  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  at  the  front  of  the  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  section  79-B-4  and  79-B- 
5  of  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of 
section  79-B-l  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

4  stories  in  height,  16  ft.  8  in.  by  44  ft.  in  area,  occupied, 
1st  story,  store,  5  persons ;  2nd  story,  factory,  (leather 
goods),  4  persons;  3rd  story,  factory  (human  hair),  4  per¬ 
sons;  4th  story,  factory  (children’s  caps),  4  persons;  the 
means  of  egress  consisting  of  an  interior  wooden  stairway 
extending  from  the  1st  story  to  the  4th  story  with  iron  lad¬ 
der  to  scuttle  in  roof,  enclosed  in  wood  studs,  lath  and 
plaster  partitions,  with  wood  doors  at  the  openings ;  a  60- 
degree  fire  escape  on  the  front  of  the  building,  extending 
from  the  4th  story  to  the  2nd  story  with  gooseneck  lad¬ 
der  to  roof  and  sliding  drop  ladder  to  street,  windows  along 
the  course  being  non-fireproof ;  and 

Whereas,  petitioner  proposes  to  fireproof  the  doors 
and  windows  along  the  course  of  the  fire  escape  in  lieu  of 
complying  with  the  order. ,  .  j 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  drop  ladder  be  provided  from  the  second 
story  balcony  on  the  front  party  wall  fire  escape  at  No. 
289  (north  end)  and  that  the  windows  along  the  course 
of  the  fire  escape  be  made  fireproof  and  self-closing,  with 
one  casement  door  to  the  balcony  on  each  story. 


MINUTES 


960-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Centre  White 
Company. 

SUBJECT — Petition  for  variation  of  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED — 18  East  49th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  the  fire 
department 

ACTION  OF  BOARD — Laid  over  to  January  10th,  1922, 
pending  application  to  Superintendent  of  Buildings 
of  Manhattan  for  a  certificate  of  occupancy. 


966-21-S. 

PETITIONER — Jacob  Friedman,  for  Conrad  Konig,  own¬ 
er. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  board  of  health. 

PREMISES  AFFECTED — 161  Allen  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  De  Hart. 

For  Administration :  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted. 

THE  VOTE— 

Affirmative — Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative :  Chairman  Walsh .  1 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(966-21-S) 

Whereas,  Jacob  Friedman,  lessee,  filed,  September  8, 
1921,  a  petition  with  the  board  of  standards  and  appeals 
for  a  variation  from  the  requirements  of  the  labor  law  as 
cited  in  a  decision  of  the  board  of  health,  affecting  prem¬ 
ises  161  Allen  street,  Manhattan ;  and 
Whereas,  the  decision  of  the  board  of  health,  dated 
June  30,  1921,  reads : 

“Your,  application  for  a  Sanitary  Certificate  for  a 
cellar  bakery  at  161  Allen  St.  in  the  Borough  of  Man¬ 
hattan  was  denied.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
7  stbries  in  height,  occupied  cellar,  bakery;  1st  story,  stores, 
and  apartments  above,  the  ceiling  of  the  bakery  being  8  ft. 
6  in.  above  the  floor  and  4  in.  below  the  curb  level,  the  floor 
of  the  bakery  being  4  in.  below  the  level  of  rear  yard  ; 
the  means  of  ventilation  consisting  of  two  windows  to  the 
yard,  one  2  ft.  by  8  ft.  in  area,  one  3  ft.  by  5  ft.  in  area 
and  two  windows  to  the  side  court,  each  3  ft.  by  5  ft.  in 
area ;  and 

Whereas,  the  petitioner  states  that  the  bakery  has  been 
in  existence  for  over  15  years  and  has  filed  affidavits  as  to 
use  as  a  bakery  since  previous  to  1910. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted. 


1218-21-S 

PETITIONER — Louis  A.  Sheinart,  for  Charlotte  Block, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED— 310-312  East  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Louis  A.  Sheinart. 

ACTION  OF  BOARD — Petition  granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert,  Moore 
and  McDermott  .  10 


Negative:  Chairman  Walsh .  l 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(1218-21-S) 


Whereas,  Louis  A.  Sheinart,  for  Charlotte  Block,  own¬ 
er,  filed,  October  22,  1921,  a  petition,  with  the  Board  of 
Standards  and  Appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  a  decision  of  the  De¬ 
partment  of  Health,  affecting  premises  310-312  East  34th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  Department  of  Health, 
dated  July  25,  1921,  reads: 

“At  a  meeting  of  the  Department  of  Health  of  The 
City  of  New  York,  held  July  25,  1921,  your  application 
for  a  sanitary  certificate  for  a  cellar  bakery  at  310-312 
East  34th  street,  in  the  Borough  of  Manhattan,  was  de¬ 
nied.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  42  ft.  6  in.  by  86  ft.  in  area ;  occupied, 
cellar,  bakery,  5  persons;  1st  story,  store,  8  persons;  apart¬ 
ments  above;  the,  ceiling  of  the  cellar  bakery  being  8  ft. 
above  the  floor  level  and  level  with  the  curb,  the  floor  of 
the  bakery  being  6  in.  above  the  court;  the  means  of  ven¬ 
tilation  consisting  of  2  double  hung  windows  42  in.  by  72 
in.  opening  to  side  courts  and  two  doorways  to  side  courts ; 
and 

Whereas,  petitioner  states  that  the  bakery  in  the  cellar 
has  been  in  operation  from  the  time  of  the  erection  of  the 
building  about  14  years  ago  and  the  owners  failed  to  make 
application  for  an  exemption  certificate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted. 


1233-21-S. 

PETITIONER — Zipkes,  Wolff  &  Kudroff,  for  Kleinman  & 
Schwartz,  lessees. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 241-243  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Irving  Kudroff. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville, 


Kleinert,  Moore  and  McDermott  . .  11 

Negative  . . .  0 


Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  . .  2 

THE  RESOLUTION : 

(1233-21-S) 

Whereas,  Zipkes,  Wolff  &  Kudroff,  for  Kleinman  & 
Schwartz,  lessees,  filed,  October  25,  1921,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  Labor  Law,  as  cited  in  orders  of  the 
fire  commissioner,  affecting  premises  241-243  West  27th 
street,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner  Order  No. 
2478-LD,  dated  February  20,  1920,  and  Order  No.  15098- 
LD,  dated  November  27,  1920,  read: 

“Order  No.  2478-LD — Re  Premises  243  West  27th 
street,  Manhattan. 

“1.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof,  as  per  sections  79-B-l  and  79-C-l 
of  the  Labor  Law.” ; 

and 

“Order  No.  15098-LD — Re  Premises  241  West  27th 
street,  Manhattan. 
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“1.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  as  per  section  79-B-l  and  79-C-l 
of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  section  79-B-4  and 
79-B-5  of  the  labor  law. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

“Windows  on  course  not  fireproof  not  self-closing. 
No  60  degree  connecting  stairway  between  balconies. 
No  counterbalanced  stairway  to  street.  Balconies  not 
3  ft.  wide,  rails  not  3  ft.  high.” ; 

and 

Whereas,  the  premises  consist  of  two  buildings  each 
of  non-fireproof  construction.  4  stories  in  height,  21  ft.  8 
in.  by  46  ft.  in  area,  occupied  (No.  241)  1st  story,  fur 
store,  1  person;  2nd  story,  mfg.  fur,  5  persons;  3rd  story, 
mfg.  skirts,  8  persons;  4th  story,  mfg.  dresses,  8  persons; 
(No.  243)  1st  story,  store  and  office,  2  persons;  2nd  story, 
mfg.  fur,  3  persons ;  3rd  story,  mfg.  skirts,  5  persons ;  4th 
story,  mfg.  dresses,  6  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  wooden  stairway  in  each  building  ex¬ 
tending  from  the  1st  story  to  the  4th  story  enclosed  in 
wood  stud,  lath  and  plaster  partitions  with  wooden  doors 
at  the  openings ;  a  party  wall  fire  escape  on  the  rear  of 
the  building,  a  party  wall  fire  escape  on  the  front  of  the 
building;  the  windows  along  the  course  of  the  fire  escape 
being  non-fireproof;  a  horizontal  exit  on  each  story  above 
the  1st  story  connecting  the  two  buildings  protected  by  fire¬ 
proof  self-closing  doors  on  each  side;  and 

Whereas,  the  petitioner  in  view  of  the  occupancy  re¬ 
quests  that  the  exists  be  considered  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  doors  at  the  horizontal  exits  be 
rehung  on  the  opposite  jamb  to  swing  away  from  the  win¬ 
dows  ;  that  double  rung  ladders  be  provided  to  the  scuttle 
in  the  roof  in  each  hallway ;  that  60  deg.  ladders  be  in¬ 
stalled  on  the  party  wall  balconies,  that  counter-balanced 
ladder  be  provided  from  the  lowest  balcony  to  the  street ; 


and  that  the  openings  along  the  course  of  the  second  and 
third  story  balconies  of  the  front  fire  escape  be  fireproofed. 

Resolved,  further,  that  the  petition  be  granted  only  so 
long  as  conditions  remain  unchanged. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
13-21-S. 

PETITIONER — Bethlehem  Shipbuilding  Corp. 

SUB  fECT— Dahl  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  January  17th,  1922,  awaiting  report 
of  test  from  fire  department. 


341-21-S. 

PETITIONER — W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  17th,  1922 


796-21-S. 

PETITIONER — Industrial  Safety  Corporation. 

SUBJECT — Ammonia  mask. 

APPEARANCES— 

For  Petition:  None. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  January  17th,  1922, 
awaiting  report  of  official  test  at  Columbia  Uni¬ 
versity. 


358-21-S 

PETITIONER — Walter  D.  Cleary  for  DeLaval  Separator 
Co. 

SUBJECT — DeLaval  Separators  and  Clarifiers. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  17th,  1922, 
awaiting  fire  department  report. 


Adjourned,  4:40  P.  M. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  THE  FUEL  OIL  RULES  GOVERNING  THE  CONSTRUCTION  AND 
INSTALLATION  OF  OIL  BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  FUEL  OILS. 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 


ards  and  Appeals  that  a  PUBLIC  HEARING  will  be  held 
on  Friday,  January  6,  1922,  at  2  p.  m.,  in  Room  919, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

(Matter  to  be  omitted  is  placed  in  brackets  [  ].  New 

matter  is  in  italics.) 

Rule  1.  Definition.  Flash  Point. 

The  term  “fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an  in¬ 
flammable  vapor  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  closed  cup  tester, 
and  such  oil  shall  be  further  classified  as  either  Grade  A 
Fuel  Oil  or  Grade  B  Fuel  Oil. 

Grade  A  Fuel  Oil  shall  include : — 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one  hun¬ 
dred  and  seventy-five  (175)  degrees  Fahrenheit,  in  an  open 
cup  tester,  or  if  closed  cup  tester  be  used  a  minimum  of 
not  less  than  one  hundred  and  fifty  (150)  degrees  Fahren¬ 
heit.  j 

Grade  B  Fuel  Oil  shall  include : — 


All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one  hun¬ 
dred  and  thirty-five  (135)  degrees  Fahrenheit,  in  a  Taglia¬ 
bue  closed  cup  tester. 

The  use  of  Grade  B  fuel  oil  shall  be  permissible  only  for 
the  operation  of  heating  installations  supplying  not  over 
twenty-five  hundred  (2500)  square  feet  of  steam  radia¬ 
tion  or  its  equivalent  in  dwellings  for  the  accommodation 
of  not  more  than  two  families  living  separately,  and  in 
which  the  total  fuel  oil  storage  capacity  of  the  main  sup¬ 
ply  tank  or  tanks  does  not  exceed  seven  hundred  (700) 
gallons  per  house. 

Whenever  in  these  rules,  the  term  “fuel  oil”  occurs 
without  further  classification,  it  shall  be  taken  to  include 
both  grade  A  and  grade  B  fuel  oil. 

Fuel  oil  must  not  be  fed  from  the  tank  to  the  suction 
pump  at  a  pre-heat  temperature  higher  than  its  flash  point. 

Rule  2.  Manner  of  Storage. 

Fuel  oil  to  be  used  for  commercial,  heating  and 
power  purposes  on  the  premises  where  stored  shall  be 
at  all  times  contained  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks,  except  a 
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clean-out  plug  in  the  bottom ;  and,  when  located  inside  of 
a  building,  must  at  all  times  be  placed  in  the  cellar  or 
lowest  story  of  such  building,  and  at  least  two  (2)  feet  in 
a  horizontal  direction  from  any  supporting  portion  of  the 
structure,  and  if  practicable  shall  be  buried  underneath  the 
lowest  floor  or  ground. 

Rule  5.  Enclosure  of  Tanks. 

In  either  existing  or  new  buildings  such  fuel  oil  service 
tanks  shall  be  enclosed  in  an  unpierced  wall  and  floor  of 
approved  masonry  or  reinforced  concrete,  made  oilproof 
and  waterproof,  and  not  less  than  twelve  (12)  inches  in 
thickness;  and  also  of  sufficient  thickness  to  properly  sup¬ 
port  any  lateral  pressure,  and  to  bfe  of  lateral  dimensions 
at  least  one  (1)  foot  greater  on  all  sides  than  the  outside 
dimensions  of  the  tank.  These  walls  are  to  be  carried  up 
to  a  height  of  at  least  one  (1)  foot  above  the  tank,  or 
the  supply  and  feed  connections  thereto,  and  roofed  over 
with  reinforced  concrete  or  its  equivalent  at  least  twelve 
(12)  inches  thick  and  capable  of  sustaining  a  live  load  of 
at  least  three  hundred  (300)  pounds  per  square  foot;  and 
if  not  buried  below  the  ground,  placed  so  as  to  leave  a 
clear  and  open  space  (except  for  pipe  connections)  of  at 
least  two  (2)  feet  between  such  roof  over  the  enclosure 
and  the  under  side  of  the  ceiling  above.  The  roof  of 
every  enclosure  shall  contain  a  manhole  with  fireproof 
cover  properly  weighted,  but  not  fastened,  placed  immedi¬ 
ately  above  the  supply  and  feed  connections  and  the  manhole 
in  top  of  the  tank. 

Where  found  impracticable  to  set  the  bottom  of  the 
tank  three  (3)  feet  below  the  floor  of  the  cellar  or  lowest 
story,  the  tank  shall  rest  on  steel  or  masonry  supports, 
and  the  bottom  of  the  tank  shall  be  at  least  one  (l)  foot 
above  the  floor  of  the  enclosure,  and  the  enclosure  wall 
and  floor  as  above  specified  shall  be  unpierced  and  the  space 
below  the  horizontal  centre  line  of  the  tank  and  within  the 
enclosure  formed  by  the  surrounding  unpierced  walls  shall 
have  a  capacity  of  at  least  sixty  (60)  per  cent  of  the 
capacity  of  the  tank. 

The  space  within  the  enclosure  surrounding  the  tank 
shall  be  at  all  times  vented  to  the  air  outside  of  the  build¬ 
ing  by  iron  or  other  fireproof  conduit  at  least  two  and  one- 
half  (2 y2)  inches  diameter,  connecting  the  enclosure  at  a 
point  just  above  the  floor  level,  and  which  shall  finish 
above  the  street  surface  with  proper  connections  at  that 
point  to  permit  the  Fire  Department  to  flood  the  enclosure. 

A  separate  similar  vent  without  Fire  Department  con¬ 
nection  shall  enter  the  enclosure  just  below  its  ceiling. 

Rule  6.  Capacity  of  Tanks. 

In  existing  or  new  buildings  of  non-fireproof  construc¬ 
tion,  no  service  tank  for  Grade  “A”  fuel  oil  containing 
over  ten  thousand  two  hundred  (10,200)  gallons,  and  in 
buildings  of  fireproof  construction  no  such  tank  containing 
over  twenty  thousand  (20,000)  gallons,  shall  be  placed  in 
any  single  portion  of  the  cellar  or  lowest  story  unless 
such  portion  be  separated  from  the  rest  of  the  cellar  by 
walls  of  masonry  or  reinforced  concrete. 

Any  openings  in  such  enclosure  walls  shall  be  protected 
bv  automatic  fireproof  doors,  and  the  sills  of  such  onen- 
inors  shall  be  placed  at  a  height  above  the  floor  level  to 
provide  a  reservoir  or  basin  of  sufficient  capacity  within 
the  said  enclosure,  to  contain  the  entire  capacitv  of  the 
tank  placed  therein.  The  space  thus  enclosed  shall  be  ven¬ 
tilated  to  the  outer  air.  No  more  than  one  tank  will  be 
permitted  in  any  single  enclosure. 

If  tanks  are  buried  and  enclosed,  covered  and  roofed 
over  with  reinforced  concrete  or  its  equivalent  as  re¬ 
quired  by  Rule  5 — the  capacity  of  any  such  tank  mav  be 
increased  one  hundred  (100)  per  cent  if  the  top  of  the 
roof  over  the  enclosure  wall  does  not  project  above  the 
level  of  the  cellar  floor. 

Rule  7.  Service  Tanks  Located  Outside  of  Buildings 
Within  Fire  Limits. 

(a)  Within  the  fire  limits,  tanks  to  contain  Grade  A 
fuel  oil  for  use  on  the  premises,  and  of  a  capacity  and  at 
distances  specified  below,  may  he  placed  above  ground  out¬ 
side  of  the  building  if  such  tank  does  not  exceed  fifteen 
fl5)  feet  in  heieht  above  the  surface  of  the  eround  and 
if  completely  enclosed  in  the  same  manner  as  provided  for 
in  Rule  5. 


Distance  to  Nearest 

Building  in  Feet  Capacity 

Not  Exceeding  in  Gallons. 


4U  .  71,400 

30  .  40,800 

20  .  30,600 

10  .  20,400 

5  .  10,200 

If  such  service  tanks  are  entirely  buried  and  roofed 

below  the  surface  of  the  ground,  the  capacity  in  gallons 

may  be  increased  by  two  hundred  (200)  per  cent. 

(b)  Within  the  fire  limits  tanks  to  contain  Grade  B  fuel 
oil  for  use  on  the  premises,  when  located  outside  the  build¬ 
ing,  shall  be  completely  buried  and  installed  in  such  place 
or  position  as  shall  be  approved  by  the  Fire  Commissioner, 
but  in  no  case  shall  the  tank  be  less  than  five  (5)  feet  dis¬ 
tant  from  the  wall  of  any  structure. 

Rule  8.  Outside  General  Storage  Tanks  for  Grade  A 
Fuel  Oil  Located  Above  Ground  Within  the  Fire  Limits. 

Such  general  storage  tanks  located  within  the  fire  limits 
shall  not  exceed  twenty-five  (25)  feet  in  height,  shall  be 
built  of  metal,  and  shall  be  surrounded  with  a  continuous 
dike  wall  forming  a  basin  or  reservoir  of  unpierced  mas¬ 
onry  or  reinforced  concrete  not  less  than  four  (4)  feet  in 
height  with  a  capacity  of  at  least  that  of  the  tank  to  be 
protected. 

The.  walls  and  floor  of  such  dikes  must  be  continuous, 
and  oilproof  and  waterproof,  and  must  not  be  built  with¬ 
in  ten  (10)  feet  of  the  walls  of  the  tank.  If  tanks  are 
placed  in  battery  the  dikes  shall  be  rectangular  in  shape, 
and  the  dike  wall  separating  them  as  well  as  the  dike 
wall  within  one  hundred  (100)  feet  of  any  structure, 
shall  be  carried  up  as  a  fire  stop  to  a  height  of  four  (4) 
feet  above  the  head  of  the  tank  and  coped  with  stone  or 
concrete,  and  any  openings  in  walls  above  the  dike  shall 
have  automatic  fireproof  doors. 

The  capacity  of  any  such  single  general  storage  tank 
within  the  fire  limits  shall  not  exceed  one  hundred  thou¬ 
sand  (100,000)  gallons,  and  the  gross  capacity  of  storage 
shall  not  exceed  the  following  tables: 

To  line  of  adjoining 


property  or  nearest 


building  (feet).  Gallons. 

75  100,000 

100  .  150,000 

150  250,000 

200  500,000 


Such  general  storage  tanks  may  have  extra  fill  and 
emptying  connections  as  the  Fire  Commissioner  may  de¬ 
termine. 

Rule  9.  Outside  General  Storage  Fuel  Oil  Tanks  Lo¬ 
cated  Outside  the  Fire  Limits. 

(a)  Outside  tanks  for  the  general  storage  of  Grade 
A  Fuel  0:1  when  located  outside  the  fire  limits  shall  be 
protected  by  dikes  and  fire  stops  as  provided  under  Rule 
8,  shall  not  exceed  thirty-five  (35)  feet  in  height  above 
the  ground,  and  may  be  constructed  either  of  metal  or  of 
concrete  reinforced  with  steel  in  order  to  resist  the  oil 
pressure. 

If  built  of  concrete,  the  walls  and  floor  of  such  tanks 
shall  be  continuous  and  shall  be  not  less  than  eight  (8) 
inches  thick,  mixed  in  the  proportion  of  1 :1  :3  graded 

and  mixed  in  accordance  with  the  requirements  of  Chapter 
5,  Code  of  Ordinances.  The  walls  shall  be  of  sufficient 
thickness  so  that  the  tensile  stress,  disregarding  the  steel 
reinforcement,  shall  not  exceed  one  hundred  and  fifty 
(150)  pounds  per  square  inch.  The  horizontal  and  ver¬ 
tical  reinforcement  shall  be  properly  proportioned  and 
placed  to  provide  for  expansion  and  shrinkage  without 
leakage,  and  the  stress  in  the  steel  shall  not  exceed  ten 
thousand  (10,000)  pounds  per  square  inch. 

As  soon  as  the  concrete  has  hardened  sufficiently  to  be 
self-sustaining,  the  forms  shall  be  removed  and  all  cavi¬ 
ties  filled  with  a  one  to  one  (1:1)  mortar  thoroughly 
rubbed  in  and  all  irregularities  trowelled  smooth. 

The  concrete  shall  harden  at  least  twenty-eieht  (28)  days 
before  use,  and  the  surface  of  the  floor  and  the  interior 
surface  of  the  walls  shall  be  protected  by  coating  with  a 
sodium  silicate  solution  or  other  equally  good  protection 
to  prevent  oil  coming  in  contact  with  the  concrete. 

The  maximum  gross  capacity  of  any  such  single  tank 
when  situated  outside  the  fire  limits  shall  not  exceed  two 
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hundred  and  fifty  thousand  (250,000)  gallons,  but  the  gross 
storage  capacity  may  be  double  that  specified  in  the  tables 
under  Rule  8 ;  and  when  such  tanks  are  placed  at  least 
two  hundred  and  fifty  (250)  feet  from  the  line  of  adjoin¬ 
ing  property  or  the  nearest  building,  the  gross  capacity 
may  be  unlimited.  No  fuel  oil  stored  in  a  concrete  tank 
shall  have  a  specific  gravity  of  less  than  .933. 

(b)  Outside  tanks  for  the  storage  of  Grade  B  fuel  oil 
when  located  outside  the  fire  limits  shall  be  completely 
buried  and  shall  be  installed  in  such  place  or  position  as 
shall  be  approved  by  the  Fire  Commissioner. 

Rule  12.  Fuel  Oil  Feed  Systems. 

1.  Systems  fed  by  gravity  or  force  systems  between 
tank  and  pump  shall  not  be  permitted. 

2.  Pump  suction  feed  systems  only  will  be  approved 
and  an  anti-syphon  system  must  be  provided.  This  rule, 
however,  shall  not  prohibit  the  use  of  an  auxiliary  tank 
installed  in  compliance  with  Rule  22. 

Rule  13.  Pumps  and  Piping. 

1.  Feed  pumps  for  fuel  oils  may  be  of  centrifugal  or 

plunger  type  of  recognized  standard  mechanical  construc¬ 
tion  and  all  moving  parts  which  come  in  contact  with  the 
oil  must  be  of  a  non-ferrous  material  such  as  brass  or 
bronze ;  all  packing  and  stuffing  boxes,  etc.,  shall  be  packed 
with  a  material  impervious  to  oil ;  all  check  valves  and  valve 
seats  shall  be  of  a  non-ferrous  material  which  shall  be  im¬ 
pervious  to  oil;  all  pressure  chambers  in  the  pump  shall  be 
designed  with  an  ample  factor  of  safety;  where  priming  is 
necessary,  an  auxiliary  hand  pump  shall  be  provided  for 
starting  purposes,  an  overload  or  by-pass  valve  shall  be 
installed  at  the  pump  or  in  the  line  so  that  dangerous  pres¬ 
sures  will  not  prevail  [shall  be  of  approved  design  so 

arranged  that  dangerous  pressures  will  not  obtain  in 

any  part  of  the  system]  and  shall  be  located  out¬ 
side  of  enclosure  walls  around  storage  tanks,  but 

so  placed  as  to  be  accessible  at  all  times,  and  provision 
shall  also  be  made  for  remote  control.  They  shall  be 
installed  in  duplicate  when  directed  by  the  Fire  Commis¬ 
sioner  and  shall  be  provided  with  a  by-pass  to  permit  the 
draining  of  the  oil  for  repairs. 

[A  separate  hand  pump  shall  be  provided  for  start¬ 

ing  purposes.] 

2.  Oil  conveying  pipes  shall  be  carried  above  the  tank 
outlet;  if  laid  underground  after  leaving  the  tank  to  be 
carried  in  a  separate  trench  enclosed  in  fireproof  or  non¬ 
conducting  material.  They  shall  be  of  extra  heavy  stand¬ 
ard  wrought  iron,  steel  or  brass  pipe  with  substantial  fit¬ 
tings  and  not  less  than  one-half  (J4)  inch  in  size  and  if 
covered  it  shall  be  with  asbestos  or  other  approved  fireproof 
material.  Overflow  pipes  shall  be  at  least  one  size  larger 
than  supply  pipes  and  shall  be  carried  back  to  the  receiver 
terminal. 

3.  All  connections  shall  be  tight  with  well-fitted  joints. 
Union  shall  have  at  least  one  face  made  of  brass  with  con¬ 
ically-faced  seats. 

4.  Connections  leadings  to  outside  tanks  shall  be  laid 
below  the  frost  line  and  r hall  not  be  located  near  or  placed 
in  same  trench  with  piping  other  than  steam  lines  for 
heating.  All  pipes  leading  to  the  surface  of  the  ground 
shall  be  cased  or  jacketed  to  prevent  loosening  or  breakage. 
Openings  for  pipes  through  outside  walls  below  the  ground 
level  shall  be  securely  cemented  and  made  oil-tight. 

5.  Piping  shall  be  run  as  directly  as  possible,  without 
rags,  and  be  properly  supported  tO'  allow  for  expansion, 
contraction,  jarring  and  vibration  and  draining. 

6.  Piping  between  any  separated  oil  container  or  using 
parts  of  the  equipment,  should  be  laid  as  far  as  practicable 
outside  of  the  building,  underground,  and  inside  piping  in  a 
trench  with  metal  cover  or  protected  by  not  less  than  three 
(3)  inches  of  concrete. 

7.  Piping  under  pressure  must  be  designed  with  a  factor 
of  safetv  of  not  less  than  six  (6),  and  shall  in  every  care 
be  tested  to  a  pressure  of  not  less  than  one  hundred  and 
fipv  (iso)  pounds  after  installation. 

Rule  15.  Heating. 

1.  All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means  of 
hot  water  coils  and  the  oil  shall  not  be  heated  above  one 
hundred  and  forty  (140)  degrees  Fahrenheit. 

2.  All  outside  pipes  subject  to  freezing  shall  be  pro¬ 
tected  with  a  heating  line  of  steam  or  hot  water. 

Rule  16.  Fuel  Oil  Burners. 


1.  Burners  containing  chambers  which  allow  dangerous 
accumulation  of  gases  or  containing  oil-conveying  pipe  or 
parts  subject  to  intense  heat  or  stoppage  from  carboniza¬ 
tion  are  prohibited. 

2.  Oil  shall  be  supplied  through  orifices  not  larger  than 
necessary  to  supply  sufficient  oil  for  maximum  burning  con¬ 
ditions  when  the  controlling  valves  are  wide  open. 

3.  The  mechanism  shall  be  so  designed  that,  where 
manual  or  automatic  control  is  provided,  operated  at  some 
distance  from  the  burner,  the  flame  cannot  be  extinguished 
except  by  closing  the  main  shut-off  valve  in  line  to  burner. 
Approved  gas-pilot  lights  or  equivalent  will  be  acceptable. 

4.  A  check  valve  of  approved  type  shall  be  installed  in 
each  oil,  steam  and  air  line  near  the  burner. 

5.  Smoke  pipes  shall  be  installed  between  the  burners 
and  chimney,  and  any  dampers  in  smoke  pipes  shall  not 
exceed  eighty  (80)  per  cent  of  the  area  of  the  pipe.  Nec¬ 
essary  regulation  of  draft  shall  be  accomplished  by  damp¬ 
ers  in  the  fire  or  ash  pit  doors. 

6.  Burners  shall  be  installed  with  overflow  attachment 
so  arranged  that  surplus  oil  will  drain  by  gravity  from 
the  burner  into  a  substantially  constructed  reservoir.  Such 
reservoir  shall  be  constructed  of  brass,  copper  or  gal¬ 
vanized  iron  plate  not  less  than  No.  18  U.  S.  gauge  in 
thickness  and  shall  be  provided  with  a  vent  pipe  with 
weatherproof  hood  leading  outside  the  building.  In  burners 
wherein  overflowing  liquid  in  a  quantity  of  a  quart  or  less 
is  used  to  automatically  shut  off  the  flow,  a  vent  to  the 
outside  need  not  be  provided. 

7.  The  supply  of  oil  and  air  or  steam  for  atomizing 
shall  be  interlocked,  so  that  if  the  steam  or  air  should  fail 
the  oil  will  be  automatically  shut  off. 

Rule  20.  Operation  of  Plant. 

Such  fuel  oil-burning  plants  may  be  operated  only  by  a 
licensed  engineer  or  by  a  licensed  operator  who  shall  be 
a  citizen  of  the  United  States,  who  can  read  and  write 
the  English  language,  and  who  is  familiar  with  the  prac¬ 
tical  working  of  such  plant,  as  evidenced  by  the  certificate 
of  the  Fire  Commissioner;  provided,  however,  the  provis¬ 
ions  of  this  section  shall  not  apply  to  the  operation  of  oil 
burning  plants  in  dwellings  for  the  accommodation  of  not 
more  than  two  families  living  separately. 

Rule  22.  Auxiliary  Tanks. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  or 
pressure  type  if  suitable  automatic  safeguards  protected  by 
substantial  metal  guard  to  prevent  abnormal  discharge  of 
oil  at  the  burner  are  provided.  No  such  tank  shall  have 
a  capacity  in  excess  of  sixty  (60)  gallons,  if  more  than  one 
auxiliary  tank  is  installed  in  a  single  building  the  total  ca¬ 
pacity  of  such  tanks  shall  not  exceed  sixty  (60)  gallons. 

When  located  within  the  building,  such  tank,  if  of  the 
gravity  type,  shall  be  not  less  than  five  (5)  feet,  and  if 
of  the  pressure  type,  not  less  than  ten  (10)  feet  distant, 
measured  horizontally,  from  any  fire  or  flame. 

Gravity  or  pressure  tank  shall  be  substantially  and  rigidly 
supported,  in  such  a  manner  as  to  insure  protection  against 
mechanical  injury. 

Tanks  for  systems  under  pressure  shall  be  designed  for 
six  times  the  maximum  working  pressure  and  be  tested 
and  proven  tight  at  twice  the  maximum  working  pressure. 
The  maximum  working  pressure  shall  not  exceed  fifty 
(50)  pounds  per  square  inch,  and  all  such  tanks  shall  be 
provided  with  a  reliable  pressure  gauge,  and  an  air  relief 
valve  and  a  suitable  device  to  vent  the  tank  in  case  of  fire, 
both  discharging  outside  of  the  building. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the  build¬ 
ing,  shall  be  prohibited. 

(b)  Auxiliary  tanks  shall  be  filled  by  pumping  from  the 
storage  tank,  or  if  such  tank  contains  the  entire  storage, 
fill  pipe  shall  extend  to  and  terminate  outside  the  building, 
and  in  such  cases  the  tank  shall  be  so  installed  that  in  case 
of  overflow,  no  oil  will  enter  the  building. 

An  overflow  connection  draining  to  the  storage  tank 
shall  be  provided.  The  overflow  pipe  shall  be  one  size 
larger  than  the  supply  pipe  from  the  pump. 

The  overflow  pipe  of  auxiliary  gravity  type  tank,  shall 
not  be  provided  with  valves  or  other  obstructions ;  but  the 
overflow  pipe  of  pressure  type  tanks  and  oil  supply  pipe 
shall  be  provided  with  inter-connection  valves,  so  designed 
that  the  opening  or  closing  of  the  overflow  pipe  shall  re¬ 
sult  similarly  in  oil  supply  pipe. 
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30,  1921. 
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Rules  Adopted. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if 
any,  and  will  be  called  in  Room  919,  on  Tuesday,  January 
10,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  17,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cases  Filed,  Week  Ending  January  3rd,  1922. 


Cal.  Number 

Department 

Order  No. 

15-22-S . 

. F.D.  .. 

14-22-A . 

. F.D.  .. 

.  LC  10323 

13-22-BZ . 

. F.D.  .. 

12-22-A . 

. F.D.  .. 

11-22-A . 

. F.D.  .. 

10-22-A . 

. F.D.  .. 

9-22-A . 

. B.B.Bx. 

.  Alt.  493-21 

8-22-S . 

. F.D.  ... 

7-22-S . 

6-22-S . 

. F.D 

5-22-S . 

. F.D.  ... 

4-22-A . 

. F.D.  .. 

3-22-BZ . 

. F.D.  ... 

2-22-S . 

. F.D.  ... 

1-22-BZ . 

. B.B.Q.  . 

F.D . 

H.D . 

B.B.B . 

B.B.M . 

B.B.Q . 

B.B.R . 

B.B.Bx . 

CODE. 

.  Bureau  of  Buildings,  Brooklyn 

.  Bureau  of  Buildings,  Manhattan 

.  Bureau  of  Buildings,  Queens 

.  Bureau  of  Buildings,  Richmond 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  10,  1922,  at  2  p.  m.  - 

Building  Zone  Cases. 

1339-21-BZ. 

APPLICANT— Oscar  Wm.  Swift,  for  Elizabeth  Ullrich, 
owner. 

PREMISES — 7825  87th  road,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 

1566-21-BZ. 

APPLICANT — H.  Elliott  Esterbrook,  for  Kate  M. 
Doscher,  owner. 

PREMISES — 270  Reid  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  three-story  stable  into  a  public  garage. 

850-21-BZ. 

APPLICANT — Bernard  A.  McEntegart,  for  Mrs.  Mary 
Monahan,  owner. 

PREMISES — 2894  Briggs  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
garage  space  in  which  is  rented  to  persons  not 
residing  on  the  premises. 


1130-21-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Robert  Weissman- 
tel,  owner. 

PREMISES — 2319-2325  Cornelia  street,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  of  present 
garage  and  service  station. 

1555-21-BZ. 

APPLICANT — Daniel  J.  Bradshaw,  applicant  and  owner. 
PREMISES — 950  East  14th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  four  motor  vehicles. 

1030-21-BZ. 

APPLICANT — Edwin  Wilbur,  for  Indelli  &  Conforti  Co., 
owner. 

PREMISES — 839-847  Bryant  avenue.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a 
public  garage. 

BOARD  OF  APPEALS. 

Tuesday,  January  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1035-21-A — 35  Sixth  avenue,  Manhattan. 

1175-21-A — 810  Broadway,  Manhattan. 

1309-21-A — 104  East  12th  street,  Manhattan. 

1478-21-A — 191  Mercer  street,  Manhattan. 

822- 21- A — Review  avenue  and  Thomas  street,  north  side 

of  Newtown  Creek  at  Blissville,  Queens. 

823- 21-A — West  avenue,  Tenth  street  and  East  River, 

Queens. 

1294-21- A — 392-394  West  Broadway,  Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1378-21- A — 20  Van  Wyck  avenue,  Queens. 

1492-21-A — 721  Seventh  avenue,  Manhattan. 

1571-21-A — 18  Bridge  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  10, 

1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  1389-21-BZ — Application,  November  15,  1921,  under 
the  building  zone  resolution,  of  James 
B.  Allen,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  three  car  public  garage ; 
premises  221  East  201st  street,  The 

Bronx. 

cal.  no.  1456-21-BZ — Application,  June  21,  1921,  under  the 
building  zone  resolution,  of  Thomas 

Buttermark,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  three  car  garage;  premises 
434  Britton  avenue,  Richmond. 
cal.  no.  1140-21-BZ — Application,  August  23,  1921,  under 
the  building  zone  resolution,  of  Hart 
and  Applebaum,  attorneys,  on  behalf  of 
Samuel  Bloom,  owner,  to  permit  in 
a  residence  district  the  erection  of  a 
public  market  and  stores ;  premises 
south  side  Prospect  Place,  100  ft.  west 
of  Ralph  avenue,  Brooklyn. 

cal.  no.  1124-21-BZ — Application,  October  10,  1921,  under 
building  zone  resolution,  of  Frank  A. 
Rooke,  on  behalf  of  James  English, 
owner,  to  permit  in  a  business  district 
the  erection  of  a  three  story  public 
stable ;  premises  2190  Gravesend  ave¬ 
nue,  southwest  corner  Avenue  T, 
Brooklyn. 


CALENDAR 


cal.  no.  931-21-BZ — Application,  August  30,  1921,  under  the 
building  zone  resolution,  of  Orpheum 
Auto  Park  Company,  applicant  and  les¬ 
sees,  to  permit  in  a  business  district  the 
maintenance  of  an  open  air  auto  vehi¬ 
cle  parking  station ;  premises  68-72 
Ashland  Place,  Brooklyn. 

cal.  no.  1280-21-BZ — Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Patter¬ 
son  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles ;  premises  1178  Forest  avenue, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  10,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1234-21-S — 239  West  27th  street,  Manhattan. 

1266- 21-S — 81-83  Wallabout  street  (rear),  Brooklyn. 

1267- 21-S — 85-87  Wallabout  street  . (rear),  Brooklyn. 

1268- 21-S — 81-91  Wallabout  street  (front),  Brooklyn. 
1304-21-S — 93-99  Greene  street,  Manhattan. 

1396-21-S — 1  Union  Square,  Manhattan. 

1401-21-S — 35  Great  Jones  street,  Manhattan. 

1447-21-S — 22  Beekman  street,  Manhattan. 

1455- 21-S — 499  Broadway,  Manhattan. 

1471-21-S — 422  West  Broadway,  Manhattan. 

1474-21-S — 28-30  Marcy  avenue,  Brooklyn. 

1456- 21-S — 9  East  30th  street,  Manhattan. 

1286-21-S — 394  South  Second  street,  Brooklyn. 

1348-21-S — 35-37  Ormond  place,  Brooklyn. 

1350-21-S — 57  West  28th  street,  Manhattan. 

1435-21-S — East  side  Van  Alst  avenue,  between  13th  and 
14th  street,  Queens. 

960-21-S — 18  East  49th  street,  Manhattan. 

1370-21-S — 14-16  East  33rd  street,  Manhattan. 

988-21-S — 100  Washington  Square,  East,  Manhattan. 
1092-21-S — 929  3rd  avenue,  Brooklyn. 

1220-21-S — 172  East  75th  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  17,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1380-21-BZ. 

APPLICANT — Mary  Sullivan,  owner. 

PREMISES — North  side  Dorothea  Place,  98  ft.  east  of 
corner  formed  by  Marion  avenue  and  Dorothea 
Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  five  car  garage. 

1416-21-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Max  Steinhardt, 
owner. 

PREMISES — 228  East  9th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  extension  in  height 
of  existing  building. 

1482-21-BZ. 

APPLICANT — I.  Margon  &  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Corp.,  owner. 

PREMISES — Southwest  corner  East  180th  street  and  Bos¬ 
ton  Road,  The  Bronx. 


TO  PERMIT  partly  in  a  business  and  partly  residence  dis¬ 
trict  the  erection  of  a  theatre  and  stores. 

882-21-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Henwood  Building 
Co.,  owner. 

PREMISES — 107-117  Henwood  Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage. 


BOARD  OF  APPEALS. 

Tuesday,  January  17,  1922,  at  10  a.  m. 

■Appeals  from  Administrative  Orders. 

1354-21-A — 812-814  Greenwich  street,  Manhattan. 

1458-21-A— 2-20  Cathedral  Parkway,  1-9  West  109th  street, 
Manhattan. 

1195-21-A — 24-26  Vandewater  street,  Manhattan. 
1388-21-A — 58  Puntine  street,  Queens. 

1422-21-A — 131  Bowery,  Manhattan. 

1582-21-A— 37-49  South  4th  street,  Brooklyn. 

1585- 21-A — 2152  Metropolitan  avenue,  Queens. 

1586- 21-A — 20-22  Broad  street,  18-28  New  street,  65-69  Ex¬ 

change  place,  Manhattan. 

881-21-A — 332-344  West  44th  street,  Manhattan. 

979-21-A — 130-132  Troy  avenue,  Brooklyn. 

1152-21-A — 1249  Theriot  avenue  (rear),  The  Bronx. 
1515-21-A — 205  West  58th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  17, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  1292-21-BZ — Application,  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

cal.  no.  1058-21-BZ — Application,  September  23,  1921,  under 
the  building  zone  resolution,  of  George 
E.  Strehan,  consulting  engineer,  on  be¬ 
half  of  Peter  Doelger  Realty  Com¬ 
pany,  owner,  to  permit  in  a  business 
district  the  conversion  of  existing  busi¬ 
ness  building  into  a  factory  building; 
premises  1123-1125  Second  avenue,  245 
East  59th  street,  northwest  corner, 
Manhattan. 

cal.  no.  1142-21  BZ— Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  P.  J. 
O’Beirne,  attorney,  for  N.  Y.  Society 
of  Methodist  Episcopal  Church,  own¬ 
er.  to  permit  in  a  business  district  the 
erection  of  a  two  story  public  garage; 
premises  11-19  Jane  street,  Manhattan. 

cal.  no.  1361-21-BZ — Application,  November  9,  1921,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  architect,  on  behalf  of 
Edward  Robitzek,  owner,  to  permit 
partly  in  a  business  district  and  partly 
unrestricted  district  the  erection  of  a 
public  garage ;  premises  401-409  East 
180th  street,  northeast  corner  Webster 
avenue,  The  Bronx. 
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cal.  no.  1143-21-BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles ;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 

cal.  no.  1178-21-BZ — Application,  October  10,  1921,  under 
the  building  zone  resolution  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Joseph  Pugliesi,  owner,  to  permit  in 
a  residence  district  the  maintenance 
of  a  public  garage  for  five  cars  and 
clubroom  above ;  premises  117  Carroll 
street,  Brooklyn. 

«al.  no.  1264-21-BZ — Application,  October  29,  1921,  under 
the  building  zone  resolution,  of  Cor-' 
nelius  Callaghan,  applicant,  on  behalf 
of  Donald  C.  Malcolm,  owner,  to  per¬ 
mit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  ex¬ 
tension  of  a  business  building;  prem¬ 
ises  2824-2826  Broadway,  Manhattan. 

cal.  no.  1415-21-BZ — Application,  November  18,  1921,  un¬ 
der  the  building  zone  resolution,  of 
Louis  A.  Sheinart,  architect,  on  behalf 
of  Wm.  Yoost,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
an  unrestricted  district  the  erection  of 
a  two-story  public  garage ;  premises 
405-407  West  45th  street,  Manhattan. 

cal.  no.  1553-21-BZ — Application,  September  23,  1921,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
George  Befeler,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  maintenance  of  a 
four-car  garage ;  premises  1663  East 
13th  street,  Brooklyn. 

cal.  no.  1612-21-BZ — Application,  July  27,  1921,  under  the 
building  zone  resolution,  of  W.  T. 
McCarthy,  architect,  on  behalf  of 
Meyer  Strongin,  owner,  and  Joseph 
DeAnthony,  lessee,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a 
motor  vehicle  repair  shop  and  dwell¬ 
ing  above ;  premises  1042  Bedford  ave¬ 
nue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  17,  1922,  at  2  />.  m. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
744-21-S — Safandshur  Fire  Extinguisher. 

560-21-S — “Oilgas”  Venturi  Nozzle  for  Burning  Fuel  Oil. 
372-21-S — Blake  &  Knowles  Horizontal  Simplex  Piston 
Pattern  Pumps. 

366-21-S — Bestwall.  (Approval  of.) 

53-21-S — Angle  Hose  Valve. 

627-21-S — Tokheim  Victory  Visible  Pump  Cut  No.  200. 
818-21-S — Single  Stroke  Revised  Alarm  Bell. 

897-21-S— Gunite  Slabs  (Material). 

942-21-S — Approval  of  Coen  Mechanical  Oil  Burning  Sys¬ 
tem. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

908-21-S — Century  Rotary  Pump. 


360-21-S — Approval  of  Conran  Electric  Trip. 

1421-21-S— Guardene  Non-Slop  Extinguisher— approval  of. 

1464-21-S — “Best”  Fuel  Oil  Burner— approval  of. 

1468-21-S— Caloroil  Burner — approval  of. 

1636-21-S— Gilbert  &  Barker  Fuel  Oil  Pump  &  Burner, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

796-21-S — Ammonia  Gas  Mask. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

358-21-S — DeLaval  Separators  and  Clarifiers. 

1615-21-S— Ebony  Asbestos  Wood  for  Fire  Alarm  Control 
Panels,  approval  of. 

978-21-S — Howard  Pressure  Reducing  Nipple  and  Coup¬ 
ling,  approval  of. 

1108-21-S— Silent  Watchman  Corporation  Panic  Bolt,  ap¬ 
proval  of. 

1705-21-S— Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 


BOARD  OF  APPEALS. 

Tuesday,  January  24,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1539-21-A — 12  West  50th  street,  Manhattan. 

1569-21-A— 1011  Washington  avenue,  The  Bronx. 
1630-21-A — 213  Bowery,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  24, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal,  no.  1444-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Bly 
and  Hamann,  architects,  on  behalf  of 
Patrick  McTiernan,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
public  garage ;  premises  719-723  Lin¬ 
coln  Place,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  24,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1352-21-S — 223  Greene  street,  Manhattan. 

1358-21-S — 111  East  28th  street,  Manhattan. 

1363-21-S — 354  Broadway,  Alanhattan. 

1367-21-S — 181  Ludlow  street,  Manhattan. 

1391-21-S — 206  Broadway,  Manhattan. 

1399-21-S— 39  West  8th  street,  Manhattan. 

1568-21-S — 236  7th  avenue,  Manhattan. 

1259-21-S — 15  West  45th  street,  Manhattan. 

1296-21-S — 2310  Third  avenue,  Manhattan. 

1408-21-S — 153-157  Greene  street,  50  West  Houston  street, 
Manhattan. 

1599-21-S — 223  West  36th  street,  Manhattan. 

1417-21-S — 374-376  Pearl  street,  Manhattan. 

1510-21-S — 304  Fifth  avenue,  Manhattan. 

1579-21-S— 700-708  187th  street,  The  Bronx. 

1 5SO-21-S — 1615-1617  Second  avenue,  Manhattan. 

1581-21-S — 356  Seventh  avenue,  Manhattan. 


CALENDAR 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  February  3,  1922,  at  10  a.  m. 

The  forty-two  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5.  North  River,  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28.  East  River,  Manhattan. 

881- 19-A— Pier  1,  (Old),  North  River,  Manhattan. 

882- 1 9-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19- A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20- A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 


270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-.A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21- A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  March  7,  1922. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 


MINUTES 


BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  MORNING,  DECEMBER  30,  1921. 

Present:  Chairman  Walsh, _  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon.- 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
870-21-A. 

APPELLANT— Schomer-Ross  Productions,  Inc. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 130  West  46th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Jack  Luxton. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Dismissed. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative :  Mr.  Boulton  .  1 

Absent  .  0 


THE  RESOLUTION : 

(870-21-A) 

Whereas,  Schomer-Ross  Productions,  Inc.,  lessee,  filed, 
July  19,  1921,  an  appeal  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  130 
West  46th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  6096- 
LC,  dated  April  23,  1921,  reads:  _ 

“3.  Increase  the  number  of  sprinkler  heads  in  film 
storage  vault  so  that  there  will  be  at  least  one  head 
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for  every  62J^  cubic  feet  of  vault  capacity — as  perty 
section  20,  Chapter  10,  Code  of  Ordinances.” ; 
and  |jj  iili' 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  in  height,  80  ft.  x  91  ft.  in  area,  occupied,  for  the 
manufacture  of  films  in  'all  stories  excepting  the  12th,  which 
story  is  occupied  by  manufacturing  jewelers,  there  being  25 
persons  per  story ;  the  vault  in  question  being  5  ft.  in  width, 
13  ft.  in  length,  and  11  ft.  in  height,  a  total  of  715  cu.  ft., 
there  having  been  installed  in  the  vault  3  sprinkler  heads ; 

and  *  * 
Whereas,  the  appellant  states  that  they  carry  an  aver¬ 
age  of  50  reels  of  film  in  the  vault  and  requests  that  a 
temporary  permit  be  granted  in  view  of  the  fact  that  the 
lease  expires  on  Jan.  30,  1922,  and  they  do  not  intend  to 
renew  their  lease;  and 

Whereas,  it  appears  that  a  vault  complying  with  the  re¬ 
quirements  of  the  code  of  ordinances  has  been  installed. 
Resolved,  that  the  appeal  bo.  and  it  hereby  is  dismissed. 


1035^21-A. 

APPELLANT — Strulson  Brothers,  for  Tuscany  Realty 
Corp,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 35  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  David  Strulson. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  Jan.  10th,  1922,  at 
10  a.  m.,  on  request  of  appellant. 


1205-21-A. 

APPELLANT — Baltimore  &  Ohio  R.  R.  Company,  lessee. 
SUBJECT — Order  of  fire  commissioner  (Pier  Case). 
PREMISES  AFFECTED— E.  S.  South  street,  foot  of 
Dover  street,  Pier  No.  21,  East  River,  Manhattan. 
APPEARANCES— 

For  Appellant:  William  J.  Kenny  and  J.  L.  Suees- 
sertt. 

For  Administration :  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Feb.  3rd,  1922,  on 
request  of  appellant. 


1354-21-A. 

APPELLANT — Henry  Voorhis,  for  Dwight,  Archibald  & 
Perry,  Inc. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 812-814  Greenwich  street, 
Manhattan. 

ACTION  OF  BOARD — Laid  over  to  January  J.7th,  1922, 
at  10  a.  m. 


1457-21-A. 

APPELLANT — National  Bridge  Works. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — West  side  of  Review  avenue, 
600  ft.  south  of  corner  formed  by  Borden  avenue 
and  Review  avenue,  100  Review  avenue,  Queens. 
APPEARANCES— 

For  Appellant:  John  A.  Thompson  and  H.  W. 
Cheek 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . , .  0 

Absent  . .  0 
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i  THE  RESOLUTION: 

(1457-21-A) 

■■  Whereas,  National  Bridge  Works,  owners,  filed,  Novem¬ 
ber  25,  1921,  an  appeal  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  100  Re¬ 
view  avenue,  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  67991- 
LC,  dated  October  31,  1921,  reads: 

“1;  Remove  all  fuel  oil  from  storage  tanks  and  dis¬ 
continue  the  further  storage  of  fuel  oil  on  premises, 
for  reason  the  said  storage  of  fuel  oil  is  not  in  ac¬ 
cordance  with  the  rules  governing  the  storage  and  use 
of  fuel  oil  adopted  by  the  Board  of  Standards  and  Ap- 
paels  November  6,  1919,  and  effective  December  1, 
1919.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  upon 
which  is  located  an  iron  and  steel  works,  consisting  of  a 
paint  shop,  office  building  and  steel  shop  building,  there  be¬ 
ing  a  1,500  gal.  fuel  oil  tank  located  in  the  yard,  encased  in 
concrete  and  buried  4  ft.  below  the  surface  of  the  ground, 
the  tank  being  15  ft.  long  and  4  ft.  3  in.  in  diameter ;  and 
Whereas,  appellant  states  that  the  present  fuel  oil  equip¬ 
ment  was  installed  in-  1915,  and  that  permits  have  been 
issued  by  the  fire  department. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  that  the  appeal  be  and  it  hereby 
is  granted. 


1057-21-A. 

APPELLANT — Frederick  Kegel,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — W.  S.  of  Cypress  avenue  50 
ft.  south  of  Jefferson  avenue,  Ridgewood,  Queens. 
APPEARANCES— 

For  Appellant:  William  H.  Good. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION : 

(1057-21-A) 

Whereas,  Frederick  Kegel,  owner,  filed,  September  23, 
1921,  an  appeal  with  the  board  of  appeals  from  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  west 
side  of  Cypress  avenue  50  ft.  south  of  Jefferson  avenue, 
Ridgewood,  Queens;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  raidered  September  7,  1921,  reads: 

“My  attention  has  been  called  to  the  fact  that  you 
have  applied  for  and  received  a  permit  to  erect  a  Poul¬ 
try  Market  and  Garage  on  the  west  side  of  Cypress 
avenue,  50  ft.  south  of  Jefferson  avenue,  Ridgewood, 
Borough  of  Queens.  Examination  of  the  Survey  filed 
with  the  said  permit  shows  that  the  said  diagram  has 
been  improperly  made,  north  point  does  not  conform  to 
the  true  maps  of  the  Borough  of  Queens,  and  that  the 
location  given  in  the  application  is  contrary  to  the 
location  on  which  it  was  intended  to  erect  the  build¬ 
ing.  Inasmuch  as  you  have  misstated  the  material 

facts  in  connection  with  the  application  for  the  said 

permit,  I  hereby  revoke  the  approval  granted  by  me 
November  15,  1920”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  20  ft.  x  100  ft.  in  area,  located  in  a 

business  district,  to  be  occupied  as  poultry  market  and 

garage;  and 

Whereas,  appellant  states  that  the  plans  and  application 
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were  filed  with  the  superintendent  of  buildings  for  the  erec¬ 
tion  of  proposed  building  on  Nov.  8,  1920,  and  approved  by 
him  on  Nov.  15,  1920,  which  plans  specifically  designated  a 
space  for  a  cleaning  and  slaughtering  room  for  the  slaught¬ 
ering  of  live  poultry,  that  the  plans  showed  the  correct 
location  of  the  premises ;  and 

Whereas,  the  location  under  appeal  was  changed  from 
an  unrestricted  district  to  a  business  district  by  a  resolu¬ 
tion  of  the  board  of  estimate  and  apportionment  May  13, 
1921.. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  poultry  slaughter 
house  be  confined  to  the  building  21  ft.  front  on  Cypress 
avenue  by  100  ft.  deep,  1  story  in  height  on  the  westerly 
side  of  Cypress  avenue  beginning  at  a  point  distant  79  ft. 
southwesterly  from  the  intersection  of  the  southerly  line 
of  Jefferson  avenue  with  the  westerly  line  of  Cypress  ave¬ 
nue. 


1084-21-A. 

APPELLANT— Hinkle  Iron  Co.,  for  125-129  West  76th 
St.  Corporation,  owner. 

SUBJECT— Appeal  from  order  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 125-129  West  76th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  R.  B.  Thomas. 

For  Administration  :  Inspector  Close  of  the  bureau 
of  buildings. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION : 

(1084-21- A) 

Whereas,  Hinkle  Iron  Co.,  for  125-129  West  76th  Street 
Corporation,  owner,  filed,  September  28,  1921,  an  appeal 
with  the  board  of  appeals,  from  an  order  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  125-129  West  76th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  Superintendent  of  Buildings, 
violation  order  No.  4924-21,  dated  September  8,  1921,  reads : 

“You  are  hereby  notified  that  the  building  situate  on 
the  front  of  the  lot  on  the  north  side  of  West  <6th 
street,  commencing  about  241  feet  from  the  northwest 
corner  of  Columbus  avenue  and  West  76th  street,  being 
a  9-story  fireproof  building,  about  63  feet  front,  63 
feet  rear,  86  feet  deep,  and  90  feet  in  height,  and  occu¬ 
pied  as  a  tenement  and  known  as  number  125-129  West 
76th  street,  in  the  Borough  of  Manhattan,  in  the  City 
of  New  York,  does  not  conform  to  section  241  sub-6  of 
the  Labor  Law  in  the  respects  noted  below; 

“In  that  of  hoisting  material  for  construction  on  the 
outside  of  new  building  herein  described,  said  mater¬ 
ial  is  now  being  hoisted  above  the  fifth  story  contrary 

t0“You  are  hereby  directed  to  stop  hoisting  building 
material  outside  of  building  line.” ; 

3  Whereas,  the  proposed  building  is  of  fireproof  construc¬ 
tion,  9  stories  (90  ft.)  in  height,  66  ft.  x  86  ft  m  area;  and 

Whereas,  the  appellant  contends  that  the  order  is  illegal. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 


1392-21-A. 

APPELLANT— Edward  Gilbert.  .  . 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 232-236  East.  59th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Appellant:  Edward  Gilbert  and  John  F.  Bon- 
ser. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Granted. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Holland.  2 

Absent  .  9 

THE  RESOLUTION: 

(1392-21-A) 

Whereas,  Edward  Gilbert,  for  Lane  Bryant  Co.,  lessee, 
filed,  November  15,  1921,  an  appeal  with  the  board  of  ap¬ 
peals  from  an  order  of  the  fire  commissioner,  affecting 
premises  232-236  East  59th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9385- 
LC,  dated  October  27,  1921,  reads : 

“Referring  to  your  application,  dated  June  28th, 
1921,  for  a  permit  to  maintain  a  non-storage  garage 
at  the  above  location,  I  regret  to  inform  you  that  your 
application  for  such  permit  has  been  disapproved  for 
the  reason  that  the  building  is  over  50  ft.  in  height 
and  is  not  fireproof  as  is  required  by  Section  72-1-G 
of  the  Building  Code. 

“You  are,  therefore,  hereby  ordered  to 
“1.  Forthwith  discontinue  the  maintenance  of  a  ga¬ 
rage  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  75  ft.  x  92  ft.  in  area,  occupied,  1st 
story,  store  and  garage  for  one  car,  30  persons;  upper 
stories,  mail  order  business,  about  220  persons ;  a  portion 
of  the  1st  story  being  used  for  the  storage  of  a  )4- ton  car 
used  to  carry  mail  and  mail  bags,  this,  car  loading  within 
the  building  and  being  stored  there  at  night ;  and 

Whereas,  appellant  states  that  the  portion  of  the  1st 
story  used  as  a  garage  is  entirely  enclosed  in  fireproof 
walls  with  fireproof  ceiling  and  floor,  with  fireproof  self¬ 
closing  doors  at  the  openings;  that  the  entire  building  is 
sprinklered. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


1419-21-A. 

APPELLANT— Tuttle  and  Bailey  Mfg.  Co.,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 89  North  10th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Leonard  Colgan. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(1419-21-A) 

Whereas,  Tuttle  &  Bailey  Mfg.  Co.,  owner,  filed,  Nov. 
18,  1921,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  89  N. 
10th  street,  Brooklyn  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  65721- 
LC,  dated  June  10,  1921,  reads: 

“With  reference  to  your  application,  dated  March 
21,  1921,  for  a  permit  to  use  and  store  fuel  oil  at  the 
above  location,  I  regret  to  inform  you  that  I  am  with- 
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out  power  to  grant  such  a  permit  for  the  reason  that 
the  storage  of  fuel  oil  at  the  above  location  is  not  in 
accordance  with  the  rules  adopted  by  the  Board  of 
Standards  and  Appeals  on  Nov.  6,  1919,  effective  Dec. 
1,  1919. 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
north  and  south  sides  of  North  10th  street,  on  which 
is  located  the  Steel  Manufacturing  plant  of  Tuttle  and 
Bailey  Mfg.  Co.,  consisting  of  13  buildings,  etc.,  there  being 
located  in  the  rear  of  No.  89  buried  underground  encased 
in  12  in.  of  concrete  and  22  ft.  from  nearest  building  a 
3000  gal.  steel  tank  for  the  storage  of  fuel  oil;  and 

Whereas,  appellant  contends  that  tank  was  installed  in 
accordance  with  the  requirements  of  the  fire  department 
at  the  time  of  its  installation  in  1918. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  capacity  of  tank  be  not 
increased  and  conditions  as  to  use  and  occupancy  remain 
unchanged. 


1424-21-A. 

APPELLANT — Chaifetz  &  Zolotar. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 102  Fulton  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Robert  S.  Tipting. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Withdrawn. 


1426-21-A. 

APPELLANT — J.  J.  Little  &  Ives  Company. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 425-435  East  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  E.  P.  Murphy. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 


Fire  Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1426-21-A) 

Whereas,  J.  J.  Little  &  Ives  Company,  for  the  Little 
Estate  Corporation,  owner,  filed,  Nov.  21,  1921,  an  appeal, 
with  the  Board  of  Appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  425-435  East  24th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  8411- 
LC,  dated  Sept.  13,  1921,  reads : 

“1.  Discontinue  the  storage  of  more  than  five  gal¬ 
lons  in  all  of  benzine  or  other  volatile  inflammable 
oil,  as  per  sec.  112,  2E,  chapter  10,  Code  of  Ordi¬ 
nances. 

and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
150  ft.  'by  90  ft.  in  area,  occupied,  bookbinders  and  printers 
in  each  story,  part  of  the  3rd  and  4th  stories  being  occu¬ 
pied  by  electrotypers,  and  part  of  the  4th  story  for  the 
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manufacture  of  phonograph  records,  with  a  total  of  550 
persons  in  the  entire  building;  and 
Whereas,  appellant  contends  that  it  is  necessary  to  use 
benzine  and  gasoline  in  thei'r  business  and  that  they  only 
keep  a  total  of  40  one-quart  cans  on  the  6th,  7th,  8th  and 
11th  stories  and  25  gals,  in  a  steel  drum  under  the  side¬ 
walk. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


zurMh.  CASES. 

L071-21-BZ. 

A I  PLICANT  John  J.  Dunnigan,  for  Annunciata  Gauzza 
owner. 

SUBJECT  Application  to  permit  in  a  residence  district 
tne  maintenance  of  a  garage  for  5  motor  vehicles, 
space  in  which  is  rented  to  persons  not  residing 
on  the  premises. 

appearaSnces-CTED_2559  Poe  pIace'  Bronx' 

For  Applicant:  John  J.  Dunnigan. 

F°r  Opposition:  J.  Owens  and  others. 

ACTION  Ob  BOARD — Withdrawn. 


1 123-21-BZ. 

APPLICANT — George  N.  Burke,  owner. 

SUBJECT— Application  to  permit  in  an  unrestricted  dis¬ 
trict  the  erection  of  a  public  garage  within  200  ft. 
of  an  infirmary. 

PREMISES  AFFECTED — 1454-60  Atlantic  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Ralph  Kelly. 

ACTION  Ob  BOARD — -Denied 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney 
and  Kerby .  4 

Negative .  Chairman  Walsh,  Mr.  Holland  and 

Fire  Chief  Kenlon  .  3 

Absent  . q 

THE  RESOLUTION: 

(1123-21-BZ) 

Whereas,  George  N.  Burke,  owner,  filed,  Oct.,  3,  1921 
an  application  under  the  building  zone  resolution,  to  permit 
in  an  unrestricted  district  within  200  ft.  of  a  hospital  the 
erection  of  a  garage  for  more  than  5  motor  vehicles,  prem¬ 
ises  1454-60  Atlantic  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  Dec  30 
1921,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Atlantic  avenue  is  an  unre¬ 
stricted  district  and  Pacific  street  is  a  residence  district  • 
and 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Sept.  14,  1921,  in  acting  on  N.  B.  No.  10708- 
21,  reads: 

“Denied.  As  contrary  Zone  Resolution  Sec.  20  as 
amended  under  date  of  June  20,  1919.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height  with  a  frontage  of  80  ft. 
and  a  depth  of  100  ft  ,  to  be  occupied  as  a  garage  for  more 
than  5  motor  vehicles ;  and 

Whereas,  the  proposed  building  will  be  situated  within 
200^  ft.  of  a  building  occupied  as  a  hospital. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


L202-21-BZ. 

APPLICANT — John  J.  Dunnigan,  for  James  Tully,  owner. 
SUBJECT— Application  to  permit  in  a  business  district  the 
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erection  of  a  garage  for  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 2714-2722  Beverly  road,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan  and  James  Tully. 
ACTION  OF  BOARD— Granted. 
rHE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon  ...  6 


Negative:  Chairman  Walsh  .  1 

Absent  .  0 

THE  RESOLUTION: 

(1202-21-BZ)  * 


Whereas,  John  J.  Dunnigan,  architect,  for  James  Tully, 
owner,  filed,  Oct.  19,  1921,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5  motor  vehicles ; 
premises  2714-2722  Beverly  road,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  Dec.  30, 
1921,  after  due  notice  by  publication  in  the  bulletin  of 
the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Beverly  road  and  Rogers 
avenue  are  business  districts  and  Cortelyou  road  and  East 
28th  street  are  residence  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Sept.  28,  1921,  in  acting  on  N.  B.  Application  No. 
14023-21,  reads: 

“Denied — Proposition  contrary  to  Zone  Resolution — 
Art.  2,  Section  4,  subd.  15.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  94  ft. 
3J4  in.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage 
for  more  than  5  motor  vehicles ;  and 
Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  5 
horses,  which  stable  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  maHe 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted. 

Resolved ,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


985-21-BZ. 

APPLICANT — B.  Harrison  Noden,  for  Our  Civic  The¬ 
atre,  Inc.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erec¬ 
tion  of  a  motion  picture  theatre  and  community 
building. 

PREMISES  AFFECTED — West  side  114th  street  (Stoot- 
hoff  avenue),  91.32  feet  south  of  Liberty  avenue, 
Queens. 

APPEARANCES— 

For  Applicant:  George  M.  McCabe. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION: 

(985-21-BZ) 


Whereas,  B.  Harrison  Noden,  for  Our  Civic  Theatre, 
Inc.,  owner,  filed,  Aug.  23,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  the  extension  from  a 


business  district  into  a  residence  district  of  a  proposed 
theatre  and  business  building;  premises  west  side  of  114th 
street  (Stoothoff  avenue),  91.3  ft.  south  of  Liberty  ave¬ 
nue  (Block  No.  615,  Lot  No.  10),  Richmond  Hill,  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  Dec.  30, 
1921,  after  due  notice  by  publication  in  the  bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Liberty  avenue  is  a  busi¬ 
ness  D  area  district  and  114th  street  (Stoothoff  avenue) 
and  113th  street  (Cedar  avenue)  are  residence  D  area  dis¬ 
tricts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Aug.  3,  1921,  in  acting  on  N.  B.  Applica¬ 
tion  No.  6153-&1,  reads: 

“The  extension  of  a  moving  picture  theatre  into  a 
residence  district  is  prohibited  by  the  Zoning  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  1  and  2  stories  in  height,  with  a  frontage  of 
124  ft.  7  in,  and  a  depth  of  119  ft.  and  125  ft.,  irregular 
to  be  occupied  as  stores  and  moving  picture  theatre,  ex¬ 
tending  approximately  25  ft.  into  the  residence  district;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application,  and  under  the  provisions  of  section  7, 
subdivision  b  of  the  building  zone  resolution,  the  board 
is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
itself  does  not  exceed  the  dimensions  indicated  on  the 
plan  filed  with  the  board,  112  ft.  3  in.  in  depth,  and  that 
there  shall  be  no  entrance  or  exit  for  the  conduct  of 
the  theatrical  business  such  as  moving  of  scenery  or  the 
like  in  the  residence  district. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


1387-21-BZ. 

APPLICANT — S.  J.  Kessler,  for  Isadore  Benenson. 

SUBJECT — Application  under  the  building  zone  resolu¬ 
tion  to  permit  the  erection  of  a  motion  picture 
theatre  building. 

PREMISES  AFFECTED — 1240  Southern  Boulevard, 
Bronx. 

APPEARANCES— 

For  Applicant:  S.  J.  Kessler. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  and  Fire  Chief  Ken¬ 
lon  . . 2 

Absent  .  0 

THE  RESOLUTION: 

(1387-21-BZ) 


Whereas,  S.  J.  Kessler,  for  Isadore  Benenson,  owner, 
filed,  Nov.  15,  1921,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension  from  a  business 
district  into  a  residence  district  of  a  proposed  building  to 
be  occupied  as  a  motion  picture  theatre  and  store;  prem¬ 
ises  1240  Southern  Boulevard,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  Dec.  30,  1921, 
after  due  notice  by  publication  in  the  bulletin  of  the 
board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  z'-ie  resolution  show  that  Southern  Boulevard  and 
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breeman  street  are  business  districts  and  Hoe  avenue  is  a 
residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Oct.  29,  1921,  in  acting  on  N.  B.  Applica¬ 
tion  No.  1730-21,  reads: 

“1.  Theatre  building  not  permitted  to  extend  into 
the  residence  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  1  and  2  stories  in  height,  with  a  frontage  of 
102  ft.  and  a  depth  of  126.7  ft.,  to  be  occupied  as  store 
and  theatre,  a  portion,  approximately  26  ft.  by  77  ft.,  irreg¬ 
ular,  extending  into  the  residence  district;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application,  and  under  the  provisions  of  section 
7,  subdivisions  b  and  c  of  the  building  zone  resolution, 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


L454-21-BZ. 

APPLICANT — Maurice  Deutsch,  for  Maurice  Deutsch 
Building  Corp.,  owner. 

SUBJECT — Application  under  the  building  zone  resolu¬ 
tion  to  permit  on  a  plot  partly  in  a  business  and 
partly  in  a  residence  district  the  erection  of  a 
building  to  be  occupied  in  part  for  a  business  use. 
PREMISES  AFFECTED — Northwest  corner  of  Grand 
Concourse  and  Burnside  avenue,  Bronx. 
APPEARANCES—  • 

For  Applicant :  George  E.  Strehan  and  Maurice 
Deutsch. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Messrs.  Holland  and 


Kearney  and  Fire  Chief  Kenlon  .  4 

Absent  .  0 

THE  RESOLUTION: 

(1454-21-BZ) 


Whereas,  Maurice  Deutsch,  for  Maurice  Deutsch  Build¬ 
ing  Corp.,  owner,  filed,  Nov.  23,  1921,  an  application,  under 
the  building  zone  resolution,  to  permit  on  a  plot  partly  in  a 
residence  district  and  partly  in  a  business  district  the  erec¬ 
tion  of  a  building  to  be  occupied  in  part  for  a  business  use; 
premises  northwest  corner  of  Burnside  avenue'  and  Grand 
Concourse;  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  Dec.  30, 
1921,  after  due  notice  by  publication  in  the  bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  •  Boulevard  and  Cres- 
ton  avenue  are  residence  districts  and  Burnside  avenue 
is  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  5,  1921,  in  acting  on  N.  B.  Applica¬ 
tion  No.  2251-21,  reads : 

“1.  Erection  of  proposed  building  with  stores  in 
basement  floor  to  be  used  for  business  purposes  in 
residence  district  is  contrary  to  provisions  of  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  5  stories  and  basement  in  height,  with  a 
frontage  of  133.5  ft.  and  a  depth  of  104.5  ft.;  it  is  pro¬ 
posed  to  provide  8  stores  on  the  Burnside  avenue  front 
extending  to  the  Concourse  with  blank  wall  at  the  Con¬ 
course  front;  and 


W  hereas,  the  board  deemed  that  the  proposed  invasion 
of  the  residence  district  should  not  be  permitted. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


1461-21-BZ. 

APPLICANT — John  DeHart  for  Dedrich  Wendelken, 
owner. 

SUBJECT — Application  to  permit  the  conversion  of  a 
building  into  an  automobile  sales  room  and  five  car 
garage. 

PREMISES  AFFECTED— 788-790-792  Southern  Boule- 
*  vard,  Bronx. 

APPEARANCES— 

For  Applicant:  John  DeHart. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Hol¬ 


land,  Kearney  and  Kerby  . . .  5 

Negative :  Chairman  Walsh  . ' .  l 

Absent:  Fire  Chief  Kenlon  .  l 


THE  RESOLUTION: 

(1461-21-BZ) 

Whereas,  John  DeHart,  architect,  for  Dedrich  Wendel¬ 
ken,  owner,  filed,  November  25,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  conversion  of  an  existing  building  used  as  auto 
salesroom  and  garage  for  5  motor  vehicles  to  a  motor  ve¬ 
hicle  repair  shop  and  garage  for  more  than  5  motor  ve- 
hiclejs ;  premises  788-790-792  Southern  Boulevard,  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  December 
30,  1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Southern  Boulevard  is  a 
business  district  and  Whitlock  avenue  and  Longwood  ave¬ 
nue  are  unrestricted  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  21,  1921,  reads: 

“Your  request  for  a  certificate  of  occupancy  for  the 
building  located  at  788-90-92  Southern  Boulevard, 
Bronx,  to  be  used  as  a  public  garage  and  automobile 
repair  shop  and  salesroom  is  hereby  denied  for  the  rea¬ 
son  that  same  is  located  in  a  business  district  as  estab¬ 
lished  by  the  Building  Zone  Resolution  in  which  public 
garages  and  automobile  repair  shops  are  prohibited.; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  75  ft.  and  a  depth  of 
100  ft.,  occupied  as  an  auto  salesroom  and  garage  for  5 
motor  vehicles,  the  proposed  occupancy  to  be  a  motor  ve¬ 
hicle  repair  shop  and  garage  for  more  than  5  motor  ve¬ 
hicles  ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than  5 
motor  vehicles,  which  garage  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  is  hereby  is  granted  to  permit  the  occupancy  of  the 
premises  as  a  garage  for  more  than  5  motor  vehicles. 

Resolved,  further,  that  the  decision  of  the  superintendent 
of  buildings,  in  so  far  as  it  relates  to  the  occupancy  of 
premises  as  a  motor  vehicle  repair  shop  be  and  it  hereby  is 
affirmed  and  that  the  application  as  to  said  motor  vehicle 
repair  shop  be  and  it  hereby  is  denied,  this  denial,  how¬ 
ever,  does  not  prohibit  repairs  incidental  to  the  conduct  of 
a  salesroom  and  automobile  sales  shop  if  confined  to  man¬ 
ual  operation,  but  shall  prohibit  the  installation  and  opera¬ 
tion  of  any  machinery. 
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859-19-BZ. 

APPLICANT— Ashley  &  Booth. 

SUBJECT — Application  for  a  further  extension  of  time 
for  the  maintenance  of  individual  garages. 

PREMISES  AFFECTED — East  side  Amsterdam  avenue, 
from  186th  to  187th  streets,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence 
requesting  reopening.  Laid  over  pending  return  of 
folder  from  office  of  Commissioner  of  Accounts. 


582-21-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Frederick  L.  Cran¬ 
ford,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  public  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 346-370  Schenectady  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 


Denied  request  to  reopen. 

THE  VOTE— 

Affirmative :  Messrs.  Holland,  Kearney  and 

Kerby  .  3 

Negative:  Chairman  Walsh,  Messrs.  Beatty 

and  Boulton  .  3 

Absent:  Fire  Chief  Kenlon  .  ] 


882-21-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Henwood  Building 
Co.,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED— 107-117  Henwood  Place,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan  and  Wm.  Shor- 
er. 

ACTION  OF  BOARD — Case  restored  to  calendar;  area 

fixed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


APPEAL  FROM  ADMINISTRATIVE  ORDER. 
1263-21-A. 

APPELLANT — John  DeHart,  for  Maresca  Company,  Inc., 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 2651-2657  Webster  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Denied  request  to  reopen. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Messrs.  Holland 


and  Kearney  .  3 

Absent :  Fire  Chief  Kenlon .  1 


AREAS  FIXED. 

(1499-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
S.  Millman  &  Son,  dated  December  20,  1921,  requesting  this 
board  to  fix  the  area  deemed  affected  by  the  erection  of 
a  garage  at  premises  9502  Avenue  L,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Avenue  L  from  200  ft.  west  of  East 
95th  street  to  East  96th  street,  and  both  sides  of  East 
95th  street  from  200  ft.  north  of  Avenue  L  to  400  ft. 
south  of  the  proposed  garage. 

(882-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  dated  December  27,  1921,  requesting  that 
this  case  which  was  withdrawn  on  October  4,  1921,  be 
re-opened  and  an  area  set  within  which  to  secure  con¬ 
sents  for  the  erection  of  a  garage  at  premises  107-117 
Henwood  Place,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Henwood  place  from  Walton  avenue 
to  the  Grand  Boulevard  and  Concourse;  both  sides  of 
Walton  avenue  from  176th  to  175th  street,  the  south 
side  of  176th  street  from  Walton  avenue  to  Morris 
avenue  and  the  west  side  of  Morris  avenue!  from  176th 
street  to  Henwood  place. 


Adjourned  1  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF 

SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  DECEMBER  30,  1921. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1434-21- A. 

APPELLANT — Louis  Mottola. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 128-130  East  108th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Louis  Mottola. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  .  1 

Absent :  Fire  Chief  Kenlon  . . -  . .  •  •  1 


APPEALS 

THE  RESOLUTION: 

(1434-21-A) 

Whereas,  Louis  Mottola,  for  Ward  Belknapp  &  Son, 
owner,  filed,  November  22,  1921,  an  appeal  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  128-130  East  108th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.*9512-C, 
dated  November  4,  1921,  reads : 

“1.  Discontinue  the  maintenance  of  a  junk  shop,  rag 
and  paper  storage  at  these  premises.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  facing 
on  East  108th  street,  located  in  a  business  district,  upon 
which  there  is  a  brick  building,  one  story  in  height,  30 
ft.  x  25  ft.  in  area,  used  as  a  junk  shop;  and 

Whereas,  the  appellant  has  filed  affidavits  that  he  has 
conducted  a  junk  shop  on  the  premises  since  1914. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  temporary  occupancy  of  these  prem¬ 
ises  as  a  junk  shop  for  a  period  not  to  exceed  one  year  from 
the  date  of  this  action  (Dec.  30,  1921)  with  the  stipulation 
that  the  permit  shall  not  be  extended  after  Dec.  30,  1922. 
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1439-21-A. 

APPELLANT — Louis  A.  Sheinart,  for  Municipal  Develop¬ 
ment  Co. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1825  Carter  avenue,  Bronx. 
APPEARANCES— 

For  Appellant:  Louis  A.  Sheinart. 

For  Administration :  Inspector  Ort  of  the  fire 


department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 

(1439-21-A) 


Whereas,  Louis  A.  Sheinart,  for  Municipal  Develop¬ 
ment  Company,  owner,  filed,  November  22,  1921,  an  appeal 
with  the  board  of  appeals  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  1825  Carter  avenue,  The 
Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  2,  1921,  in  acting  on  amendment  to  N.  B.  Appli¬ 
cation  No.  498-20,  reads: 

“2.  Repeated — A  regulation  4  in.  standpipe  equip¬ 
ment,  building  exceeds  15,000  sq.  ft.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
located  on  an  interior  lot,  one  story  (18  ft.)  in  height,  126 
ft.  x  140  ft.  in  area,  occupied  as  a  garage,  the  building  be¬ 
ing  divided  into  two  portions  by  a  4  in.  terra  cotta  brick 
wall,  one  portion  114  ft.  6  in.  x  140  ft.  in  area,  the  remain¬ 
ing  portion,  12  ft.  x  140  ft.  in  area ;  and 

Whereas,  the  appellant  states  that  plans  were  filed  in  1920 
with  the  bureau  of  buildings  for  the  erection  of  a  one  story 
public  garage  about  17,500  square  ft.  in  area,  which  plans 
were  approved  on  condition  that  the  public  portion  of  the 
garage  be  subdivided  so  that  it  would  not  contain  over 
16,000  sq.  ft.,  the  subdividing  partition  to  be  of  4  in.  terra 
cotta  blocks,  provided  a  2)4  in.  standpipe  be  installed,  which 
work  was  done  and  that  the  fire  department,  insists  that  4  in. 
standpipe  with  tank  and  pump  be  provided  unless  garage  is 
subdivided  with  an  8  in.  brick  wall  so  that  one  portion 
will  not  be  over  15,000  sq.  ft.  in  area,  and  requests  that 
the  4  in.  terra  cotta  partition  and  a  2)4  in.  standpipe  line 
as  installed  be  accepted  in  lieu  of  providing  8  in.  brick  wall 
and  4  in.  standpipe  system;  and 

Whereas,  it  appears  that  the  partition  shown  on  plans 
has  not  been  erected. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it. hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1431-21-A. 

APPELLANT — N.  Y.  Manufacturers  R.  E.  Co.,  for 
Eugene  Higgins  Estate,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 627-643  West  43rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Alfred  E.  Ommen  and  Frank  E. 
Allan. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 


(1431-21-A) 

Whereas,  New  York  Manufacturers  R.  E.  Co.,  lessee, 
filed,  November  21,  1921,  an  appeal  with  the  board  of  ap¬ 


peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  627-643  West  43rd  street  and  627-643  West  43rd 
street  (rear),  Manhattan  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  27191- 
F,  dated  October  18,  1921,  reads : 

“Building  No.  12,  rear  of  627-643  W.  43rd  St. 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story,  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  north  side  of  building,  or  other 
approved  protection,  as  per  section  375,  article  18,  ch. 
5,  Code  of  Ordinances. 

“Building  No.  3,  627-643  E.  43rd  St. 

“2.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening  in 
any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  on  rear  of  building,  or  other  ap¬ 
proved  protection,  as  per  sec.  375,  ch.  5,  of  the  Code 
of  Ordinances.”; 

and 

Whereas,  Building  No.  12  is  of  brick  and  mill  construc¬ 
tion,  4  stories  in  height,  134  ft.  x  45  ft.  in  area,  occupied, 
1st  story,  boiler  room  and  pipe  shop,  7  persons;  2nd  story, 
stock  room,  8  persons ;  3rd  story,  manufacturers  of  elec¬ 
trical  apparatus,  40  persons ;  4th  story,  motion  picture  stu¬ 
dio,  12  persons.  Building  No.  3  is  of  brick  and  mill  con¬ 
struction,  4  stories  in  height,  200  ft.  x  50  ft.  in  area;  occu¬ 
pied,  1st  story,  press  room,  50  persons;  2nd  story,  bindery, 
75  persons;  3rd  story,  publishers,  135  persons;  4th  story, 
manufacture  of  dress  patterns,  40  persons;  there  being  16 
windows  on  each  of  the  3rd  and  4th  stories  of  building 
No.  12  exposed  to  three  two  story  buildings  of  brick  and 
mill  construction,  and  13  windows  on  all  stories  of  build¬ 
ing  No.  3  exposed  to  building  No.  12,  the  two  buildings 
being  separated  by  a  17  ft.  driveway;  and 
Whereas,  appellant  states  that  a  similar  order  was  issued 
by  the  bureau  of  fire  prevention  on  March  30,  1916,  Order 
No.  4S588-F,  which  order  was  rescinded  with  respect  to 
Buildings  Nos.  3  and  12,  the  modified  order  "being  dated 
August  5,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  in  so  far  as  it  relates 
to  item  No.  2  of  said  order  be  and  it  hereby  is  granted  in 
accordance  with  the  stipulations  set  forth  in  the  action 
of  the  fire  commissioner,  dated  August  5,  1916,  so  long  as 
conditions  remain  unchanged,  and  that  the  order  of  the  fire 
commissioner,  in  so  far  as  it  relates  to  item  No.  1,  be  af¬ 
firmed  and  the  appeal  in  so  far  as  it  relates  to  this  item 
be  and  it  hereby  is  denied. 


1458-21-A. 

APPELLANT — William  Krauss  Garage  Corporation. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis- 
„  sioner. 

PREMISES  AFFECTED — 2-20  Cathedral  Parkway  and 
1-9  West  109th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  F.  K.  Smith. 

ACTION  OF  BOARD — -Laid  over  to  January  17,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


1460-21-A. 

APPELLANT — F.  A.  Schurmann,  for  Augustua  Schur- 
mann,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 868-872  Willoughby  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Frederick  A.  Schurmann. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 
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ACTION  OP  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1460-21-A) 


Whereas,  F.  A.  Schurmann,  lessee,  filed,  Nov.  25,  1921, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  868-72  Willough¬ 
by  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
15235-F,  dated  December  10,  1920,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  AU¬ 
TOMATIC  SPRINKLER  throughout  building  having 
at  least  one  source  of  water  supply  arranged  and 
equipped  as  provided  in  the  rules  for  fire  extinguish¬ 
ing  appliances  adopted  by  the  Board  of  Standards 
and  Appeals  May  24,  1917,  as  amended  May  2,  1918, 
and  January  21,  1919,  effective  Feb.  17,  1919  *  * 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  (56  ft.)  in  height,  60  ft.  by  97  ft.  in  area,  oc¬ 
cupied  on  all  stories  for  the  manufacture  of  paper  boxes, 
with  maximum  of  35  persons  per  story;  and 

Whereas,  appellant  states  that  in  April,  1920,  before  the 
order  was  issued  by  the  fire  department  to  install  an  ap¬ 
proved  sprinkler  system,  contracts  were  let  for  the  in¬ 
stallation  of  a  sypho-chemical  extinguisher  system,  which 
installation  was  completed  Dec.  31,  1920,  the  system  being 
in  full  operation  at  the  present  time. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  opening  to  the  elevator  in 
the  1st  floor  shall  be  protected  by  an  approved  fireproof 
door  and  that  this  appeal  is  granted  only  so  long  as  condi¬ 
tions  as  to  use  and  occupancy  remain  unchanged. 


1487-21- A. 

APPELLANT — F.  P.  Keniston,  for  William  C.  Hart, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 137-139  Greene  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 


Holland  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Kearney..  2 

Absent  .  0 

THE  RESOLUTION: 

(1487-21-A) 


Whereas,  F.  P.  Keniston,  for  William  C.  Hart,  owner, 
filed,  Nov.  30,  1921,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
137-9  Greene  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
28394-F,  dated  Nov.  18,  1921,  reads: 

“1.  Install  a  standpipe  system  with  risers  four  in¬ 
ches  in  diameter  tested  to  withstand  a  pressure  of  300 
lbs.  per  square  inch,  extending  from  cellar  to  roof 
with  necessary  check  valves,  and  2j4-inch  regulation 
Fire  Department  outlets  on  each  story  (including  base¬ 
ments,  cellars  and  roofs)  placed  within  main  stairway 
enclosure.  Each  outlet  to  be  provided  with  sufficient 
feet  of  2}4-inch  standard  hose  attached  thereto.  *  *  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  (92  ft.)  in  height,  37  ft.  by  94  ft.  in  area  at  the 
1st  story  and  37  ft.  by  88  ft.  above;  occupied,  1st  story, 


manufacture  of  printing  rolls,  7  persons;  2nd  story,  manu¬ 
facture  of  printing  rolls  and  office,  5  persons;  3rd  story, 
stationery  supplies,  3  persons ;  4th  story,  manufacture  of 
women’s  shoes,  6  persons;  5th  story,  manufacture  of  hat 
block  dies,  7  persons;  6th  story,  paper  ruling,  8  persons; 
the  means  of  egress  consisting  of  an  interior  wooden 
stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  fire  retarding  partitions  with  fireproof  doors  at  the 
openings  and  a  party  wall  fire  escape  on  the  rear  of  the 
building  extending  from  the  roof  to  the  roof  of  the  one- 
story  extension  and  thence  to  the  yard  and  connected  to 
the  adjoining  building  on  the  south  on  all  stories;  and 

Whereas,  appellant  requests  that  in  view  of  the  limited 
occupancy  and  small  excess  in  height  of  the  building,  that 
the  order  be  modified  to  accept  a  40  gallon  portable  fire 
extinguisher  on  the  6th  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby 
is  granted. 


1195-21-A. 

APPELLANT — Brooklyn  Bridge  Freezing  &  Cold  Stor¬ 
age  Company. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 24-26  Vandewater  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Jan.  17,  1922,  on 
written  request  of  appellant’s  attorney. 


1248-21- A. 

APPELLANT — Samuel  Rosenblum,  for  Fidelitas  Realty 
Corp.,  owner. 

SUBJECT — -Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 156-8  Broadway,  69  Liberty 
street,  Manhattan. 

APPEARANCES— 


For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows 
THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

N  egative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(1248-21-A) 

Whereas,  Samuel  Rosenblum,  for  Fidelitas  Realty  Cor¬ 
poration,  owner,  filed,  October  27,  1921,  an  appeal  with 
the  board  of  appeals  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  156-8  Broadway  and  69  Liberty 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
27454-F,  dated  October  17,  1921,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  the  south  side  of  the 
northerly  court  yard  of  the  six  story  building,  also 
the  west  and  south  sides  of  the  three  story  building 
and  on  the  east  side  of  northerly  light  shaft  and  north 
side  of  the  four  story  building,  also  the  northerly  end 
of  the  west  side  opening  on  court  yard  near  the  rear 
of  three  story  building  or  other  approved  protection, 
as  per  Sec.  375,  Article  18,  Chapter  5  of  the  Code  of 
Ordinances.” ; 

and 
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Whereas,  the  building  is  of  non-fireproof  construction, 
L-shaped,  facing  on  Broadway  and  Liberty  street,  3,  4 
and  6  stories  in  height,  47  ft.  8  in.  by  138  ft.  6  in.  in  area, 
irregular;  occupied  as^an  office  building,  7  persons  on  the 
1st  story,  34  persons  on  the  2nd  story,  31  persons  on  the 
3rd  story,  18  persons  on  the  4th  story,  25  persons  on  the  5th 
story  and  13  persons  on  the  6th  story;  and 

Whereas,  the  appellant  states  that  all  windows  mentioned 
in  the  order  are  either  exposed  to  fireproof  buildings  or  to 
buildings  the  windows  of  which  are  fireproof  or  equipped 
with  fireproof  shutters. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  4  windows  in  each  story  in 
the  court,  marked  F  on  plan  filed  with  the  board,  in  a  plane 
50  ft.  in  height  shall  be  protected  with  iron  shutters  or 
kalameined  windows. 


1265-21-A. 


APPELLANT — Miller  &  Ballenberg,  lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 132  West  52nd  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION : 

(1265-21-A) 

Whereas,  Peter  Barry,  owner,  filed,  October  29,  1921, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  132  West  52nd 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
7893-C,  dated  August  5,  1921,  reads : 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  25  ft.  by  100  ft.  in  area,  located  in  a 
business  district,  occupied,  1st  story  as  feed  store;  2nd 
story,  for  storage  and  repair  and  upholstering  of  auto 
bodies ;  and 

Whereas,  appellant  states  that  the  premises  are  not  used 
for  the  repair  of  automobiles  but  only  for  the  repairing 
of  and  upholstering  of  auto  bodies  and  that  cars  stored 
on  premises  contain  no  gasoline  and  has  filed  affidavits  to 
that  effect. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  business  conducted  be  con¬ 
fined  to  the  upholstering  of  automobile  bodies,  any  auto¬ 
mobiles  on  premises  not  to  be  operated  under  their  own 
motive  power. 


1351-21-A. 

APPELLANT — Samuel  Rosenblum. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 419-21  Lafayette  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland 

and  Kerby  .  4 

Negative:  Chairman  Walsh,  Mr.  Kearney  and 

Fire  Chief  Kenlon  .  3 

Absent :  .  0 

THE  RESOLUTION: 

(1351-21-A) 

Whereas,  Samuel  Rosenblum,  for  Sarnoff  Brothers, 

owners,  filed,  Nov.  7,  1921,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  419-21  Lafayette  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 

26933-F,  dated  Oct.  19,  1921,  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gals, 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  ft. 
above  the  hose  outlet  of  the  top  story.  Sec.  20,  Ch. 
12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  (108  ft.  5  in.)  in  height,  52  ft.  by  145  ft.  in  area; 
occupied,  1st  story,  mfg.  printing  paper,  20  persons;  2nd 
story,  cloth  sponging,  10  persons;  3rd  story,  printing  and 
lithographing  finishers,  20  persons ;  4th  story,  printing,  26 
persons ;  5th  story,  mfg.  hats,  15  persons ;  6th  story,  mfg. 
hats,  50  persons ;  7th  story,  mfg.  hats,  60  persons ;  8th 
story,  photo  engraving,  22  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  enclosed  in  fireproof 
partitions  with  metal  covered  doors  with  wire  glass  panels 
at  the  openings,  a  fire  escape  on  the  rear  of  the  building 
with  fireproof  windows  along  the  course,  one  being  a  case¬ 
ment  window ;  a  fire  alarm  signal  system  being  installed 
and  a  4  in.  standpipe  line  supplied  from  a  500  gal.  tank 
located  in  pent  house  and  18  ft.  above  the  highest  outlet 
and  also  a  500  gallon  tank  located  on  the  main  roof ;  and 

Whereas,  appellant  proposes  in  lieu  of  complying  with 
the  order,  to  connect  these  Existing  tanks,  thus  giving 
1000  gallon  capacity  to  the  existing  standpipe,  the  house 
supply  line  to  be  taken  from  near  the  top  of  the  tank. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1385 -21- A. 

APPELLANT — H.  P.  Smith,  for  Dorothy  V.  Smith. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 881  East  38th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Henry  P.  Smith. 

For  Administration:.  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 
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THE  RESOLUTION: 

(1385-21-A) 

Whereas,  H.  P.  Smith,  for  Dorothy  V.  Smith,  owner, 
filed,  November  14,  1921,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  881  East  38th  street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  67894- 
LC,  dated  October  27,  1921,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch  as 
motor  vehicles  stored  are  for  sale,  for  rent,  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  occupants  of  dwellings 
on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  40 
ft.  by  100  ft.  in  area,  located  in  a  residence  district  on  the 
front  of  which  there  is  a  dwelling  and  upon  the  rear  a 
l^-story  frame  building,  13.5  ft.  by  17.4  ft.  in  area; 
occupied  as  a  garage  for  three  pleasure  cars,  space  for 
two  cars  being  rented  to  persons  not  residing  on  the  prem¬ 
ises  ;  and 

Whereas,  appellant  states  that  the  garage  is  brick  filled, 
metal  lined  and  has  filed  affidavits  that  space  was  rented 
to  persons  not  residing  on  the  premises  previous  to,  on  and 
since  July  25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  hiring  out  of  space  for  not  more  than 
two  automobiles  of  the  pleasure  car  type,  the  property  of 
persons  not  residing  on  premises. 


1459-21-A. 

APPELLANT — Long  Island  Railroad  Company. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — West  side  of  Front  street,  30 
ft.  south  of  comer  formed  by  intersection  of  Third 
street,  Queens. 

APPEARANCES— 

For  Appellant:  G.  P.  Farley. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . , .  0 

Absent  .  0 

THE  RESOLUTION: 


(1459-21-A) 

Whereas,  Long  Island  Railroad  Co.,  owner,  filed,  No¬ 
vember  25,  1921,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  foot 
of  3rd  street,  East  River,  Long  Island  City,  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  68314- 
LC,  dated  November  9,  1921,  reads: 

“With  reference  to  your  application  for  a  permit 
to  store  fuel  oil  at  the  above  location,  I  regret  to  inform 
you  that  I  am  without  power  to  grant  such  a  permit, 
for  the  following  reasons  : 

“The  said  storage  of  fuel  oil  is  not  in  accordance 
with  the  rules  governing  the  storage  and  use  of  fuel 
oil  adopted  by  the  Board  of  Standards  and  Appeals, 
Nov.  6,  1919,  effective  December  1,  1919. 

“You  are,  therefore,  ordered  to  remove  all  fuel  oil 
from  storage  tanks  and  discontinue  the  further  stor¬ 
age  of  fuel  oil  on  the  premises,  foot  of  3rd  street  and 
East  River”; 


and 

Whereas,  the  premises  consist  of  a  plot  of  ground, 
used  as  a  Ferry  Terminal  and  for  the  floating  equipment 
of  the  Long  Island  Railroad,  upon  which,  there  are  two 
steel  fuel  oil  tanks,  each  25  ft.  3  in.  in  height  and  23  ft.  10 
in.  in  diameter,  with  a  capacity  for  each  tank  of  84,960  gal¬ 
lons,  each  tank  being  surrounded  by  a  concrete  dike  wall 
5  ft.  in  height  and  located  20  ft.  from  a  tank,  the  enclosure 
within  the  dike  wall  having  a  capacity  of  105,000  gallons, 
the  distance  between  the  dike  walls  of  the  two  tanks  being 
4  ft.,  making  44  ft.  between  tanks,  steam  lines  being  con¬ 
nected  in  the  top  of  tanks  for  fire  protection  controlled 
by  valves  outside  of  the  dike  walls;  and 

.  Whereas,  appellant  states  that  the  plant  has  been  in  use 
since  May,  1915,  and  permits  have  been  issued  regularly  un¬ 
til  this  year. 

.  Resolved. ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  not  more  than  60,000  gallons  be 
stored  in  any  one  tank. 


1472-21-A. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
APPELLANT — Joseph  Altieri. 

PREMISES  AFFECTED — 363  Concord  avenue,  Bronx. 
APPEARANCES— 

For  Appellant :  Joseph  Altieri. 

For  Administration  :  Inspector  Liebermann  of  the 
fire  department, 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION : 

(1472-21-A) 

Whereas,  Joseph  Altieri,  owner,  filed,  November  28, 
1921,  an  appeal  with  the  board  of  appeals  from  an  order  of 
the  fire  commissioner,  affecting  premises  363  Concord  ave¬ 
nue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9534- 
LC,  dated  November  1,  1921,  reads : 

“Section  5,  Paragraph  4,  Chapter  5  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  now  existing  building  *  *  * 
unless  *  *  *  such  building  conforms  to  the  provisions  of 
the  building  code  with  respect  to  buildings  hereafter 
altered  for  the  proposed  new  occupancy  or  use. 

“Section  9,  Chapter  5,  Code  of  Ordinances,  provides 
that  *  *  no  frame  *  *  *  structure  shall  be  hereafter 
built  *  *  *  within  *  *  *  the  fire  limits.’ 

“You  are  therefore  ordered  to 
“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  lo¬ 
cated  in  an  unrestricted  district,  100  ft.  x  100  ft.  in  area, 
used  as  a  stone  yard,  upon  which  there  are  one  story  sheds, 
an  office  building  and  a  one  story  frame  building  13  ft.  x 
24  ft.  in  area,  used  as  a  garage  for  two  cars,  and  a  two 
story  frame  building  29  ft.  6  in.  x  26  ft.  6  in.,  irregular  in 
area,  used  as  a  garage  for  three  cars ;  and 

Whereas,  appellant  states  that  the  two  story  frame  build¬ 
ing  was  erected  about  1910  and  is  covered  with  tin,  the 
floor  being  concrete,  the  2nd  story  being  used  as  a  drafting 
office  and  is  willing  to  make  any  alterations  as  to  fire- 
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proofing  the  two  buildings  used  as  garages  as  may  be 
required. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  interior  of  the  garage  portion 
of  each  building,  walls  and  ceilings,  be  covered  with  fire 
retarding  material. 


1480-21-A. 

APPELLANT — Louis  A.  Sheinart,  for  Dominant  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 536-546  West  42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Louis  A.  Sheinart. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  . . 0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  1 

Absent  .  0 

THE  RESOLUTION: 

(1480-21-A) 

Whereas,  Louis  A.  Sheinart,  architect,  for  Dominant 
Realty  Corp  ,  owner,  filed,  November  30,  1921,  an  appeal 
with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  536  West  42nd  street, 

Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  18,  1921,  in  acting  on  N.  B.  Application  No. 
92-19,  reads : 

“1.  Repeated :  Regulations  4  in.  standpipe  fire  line 
equipment  with  3500  gal.  gravity  tank  on  roof  must 
be  provided.  Show  in  detail  with  all  connections  in 
plan  and  section,  number  of  risers,  65  gal.  per  minute 
pump  for  gravity  supply. 

“2.  Repeated :  Hose  outlets  must  be  provided  in 
stair  enclosure. 

“4.  Hose  must  be  located  5-6  ft.  above  floor,  and 
suffllcient  length  to  cover  all  floor  areas. 

“5.  Gravity  tank  must  be  located  26  ft.  above  2nd 
story  floor.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
located  on  an  interior  lot,  2  stories  (30  ft.)  in  height, 
117  ft.  6  in.  by  98  ft.  9  in.  in  area,  occupied  as  a  garage; 
and 

Whereas,  the  appellant  proposes  in  lieu  of  complying 
with  the  order  to  install  a  2x/2  in.  standpipe  with  direct 
pressure  from  the  street  main. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  here¬ 
by  is  denied. 


BUILDING  ZONE  CASES. 

452-21-BZ. 

APPLICANT— Oheka  Corporation,  owner. 

SUBTECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  private  garage  for  5  motor 
vehicles,  not  an  accessory  to  residence  on  lot. 

PREMISES  AFFECTED — 6  East  99th  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  S.  Dryfoss. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 


ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative:  Mr.  Kearney .  1 

Absent  . .* .  0 


THE  RESOLUTION: 

(452-21-BZ) 

Whereas,  Oheka  Corporation,  owner,  filed,  Jan.  24,  1921, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a  private 
garage  for  more  than  5  motor  vehicles  not  an  accessory 
to  residence  on  lot ;  premises  6  East  99th  street,  Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  Dec.  30, 
1921,  after  due  notice  by  publication  in  the  bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  98th  street.  99th  street  and 
Fifth  avenue  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
3697-LC,  dated  Dec.  23,  1920,  reads: 

“1.  Maintenance  of  your  garage  is  a  violation  of 
Section  3  of  Article  2  of  the  Building  zone  resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York  adopted  July  25,  1916,  inasmuch 
as  garage  is  not  an  accessory  to  residence  on  lot. 
“You  are,  therefore,  ordered  to 
“1.  Discontinue  the  use  of  premises  for  the  storage 
of  motor  vehicles  containing  volatile  inflammable  oil.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  3 
stories  in  height,  with  a  frontage  of  30  ft.  and  a  depth 
of  94  ft.,  occupied  as  a  garage  for  more  than  5  motor 
vehicles  of  the  pleasure  car  type,  the  property  of  the  lessee 
of  premises,  who  is  principal  stockholder  of  Oheka  Cor¬ 
poration;  and 

Whereas,  it  appears  that  the  garage  building  is  main¬ 
tained  as  a  private  garage  for  more  than  5  motor  ve¬ 
hicles  by  the  owner  of  all  the  stock  of  the  Oheka  Cor¬ 
poration,  and  that  the  applicant  has  filed  the  duly  acknowl¬ 
edged  consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected ;  and 

Whereas,  this  garage  was  erected  and  is  maintained  for 
the  personal  use  appurtenant  as  an  accessory  use  to  his  res¬ 
idence. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  not  more 
than  5  automobiles  of  the  pleasure  car  type  may  be  kept 
on  the  premises,  said  cars  to  be  the  property  of  the  major¬ 
ity  stockholder  of  the  Oheka  Corporation. 


1361-21-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Edward  Robitzek, 
owner. 

SLTBJECT — Application  to  permit  on  a  plot  in  a  business 
district  extending  into  an  unrestricted  district  the 
erection  of  a  garage  for  more  than  5  motor  ve- 
hides. 

PREMISES  AFFECTED— 401-9  East  180th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  H.  Belner  and  H.  Orlean. 

ACTION  OF  BOARD— Laid  over  to  Jan.  17,  1922,  at  10 
a.  m. 


Adjourned,  4  p.  m. 

William  J.  O’Gorman,  Secretary. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  DECEMBER  30,  1921. 

Present.:  Chairman  Walsh,  /Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Kleinert  and  Moore. 

Amendments  to  rules  Nos.  13,  37  and  38  for  Fire  Ex¬ 
tinguishing  Appliances  Were  adopted  by  the  following 
vote : 

The  Rules  as  amended  follow. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon,  Chief  Inspector  Bastress,  Superin¬ 


tendents  Kleinert  and  Moore  .  ll 

Negative  .  o 

Absent :  Superintendents  Reville  and  McDfer- 
mott  .  2 


William  J.  O’Gorman,  Secretary. 


RULES  ADOPTED 


AMENDMENTS  TO  THE  RULES  FOR  FIRE  EXTINGUISHING  APPLIANCES  ADOPTED  BY  THE 
BOARD  OF  STANDARDS  AND  APPEALS  DECEM  BER  30,  1921. 


RULE  13  (d)  : 

.  Vaults  used  for  the  storage  of  nitro-cellulose  products 
and  vaults  used  for  the  storage  of  inflammable  motion  pic¬ 
ture  films  shall  have  one  standard  one-half  (^4)  inch  head 
for  each  62^4  cubic  feet  of  available  storage  space,  or  one 
(1)  inch  Conran  head  for  each  250  cubic  feet  of  available 
storage  space. 

Rule  37.  Nitro-Cellulose  Products.  Automatic  ’  sprink¬ 
lers  as  required  in  buildings  in  which  nitro-cellulose  pro¬ 
ducts  are  stored  under  the  provisions  of  Chapter  10,  Ar¬ 
ticle  19,  Section  232,  code  of  ordinances,  shall  consist  of  a 
system  supplied  from  both  approved  gravity  tank  supply 
and  an  approved  pressure  tank  supply,  except  that  no 


change  shall  be  required  in  supplies  to  automatic  sprinkler 
equipments  previously  approved  by  the  Fire  Commissioner 
as  two  source  systems,  in  conformity  with  the  provisions 
of  this  rule  as  in  force  up  to  December  1,  1921. 

Rule  38.  Inflammable  Motion-Picture  Films.  Automatic 
sprinklers,  required  in  buildings  in  which  inflammable  mo¬ 
tion-picture  films  are  stored  under  the  provisions  of  Chap¬ 
ter  10,  Article  20,  Section  241,  code  of  ordinances,  shall 
consist  of  a  system  supplied  from  both  an  approved  gravity 
tank  supply  and  an  approved  pressure  tank  supply  except 
that  no  change  shall  be  required  in  supplies  to  automatic 
sprinkler  equipments  previously  approved  by  the  Fire  Com¬ 
missioner  as  two  source  systems  in  conformity  with  the  pro¬ 
visions  of  this  rule  as  in  force  up  to  December  1st,  1921. 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals, 
held  on  Tuesday  morning,  October  11,  1921,  as  they  ap¬ 
peared  in  Bulletin  No.  42,  Vol.  VI.,  are  hereby  corrected 
as  follows : 

(969-21-A) 

Whereas,  Oscar  Parenti,  for  Charles  B.  Dillingham, 
owner,  filed,  August  23,  1921,  an  appeal  with  the  board  of 
appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings  and  a  decision  of  the  fire  commissioner,  affecting 
premises  151  East  63rd  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  8th,  1921,  in  acting  on  Alt.  App. 
No.  1809-1921,  reads: 

“1.  Private  garages  are  not  permitted  in  dwellings 
having  more  than  two  stories  above  the  garage  floor. 
Chapter  10,  Code  of  Ordinances,  Par.  154.” ; 
and  the  decision  of  the  fire  commissioner,  rendered  Aug.  5, 
1921,  in  acting  on  Alt.  No.  948-1921,  reads: 

“No.  8.  Not  more  than  two  stories  above  the  garage 
may  be  used  for  living  apartments.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
ocated  in  a  residence  district  inside  the  fire  limits,  3  stories 


and  basement  in  height,  16  ft.  by  50  ft.  in  area ;  proposed 
occupancy  to  be  a  dwelling  with  the  private  garage  of  the 
owner  of  premises  on  the  basement  floor;  and 

Whereas,  appellant  states  that  the  first  story  is  not  in¬ 
tended  for  use  as  a  living  apartment  but  as  a  private  gym¬ 
nasium  for  the  owner,  who  lives  in  the  adjoining  building; 
and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  Oct.  11,  1921,  on  certain  conditions  and  appellant 
requested  a  modification  of  the  conditions  and  a  substi¬ 
tution  of  a  fire  escape  on  the  rear  of  the  building  in  lieu 
of  the  party  wall  fire  escape,  as  the  building  in  question 
is  of  greater  depth  than  the  building  adjoining. 

Resolved,  thgt  the  decisions  of  the  superintendent  of 
buildings  and  the  fire  commissioner  be  reversed  and  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  a  fire 
escape  be  provided  on  the  rear  of  the  building  with  landing 
on  roof  of  rear  extension  and  with  a  fixed  double  rung  lad¬ 
der  from  extension  roof  to  yard. 

Resolved,  further,  that  the  appeal  be  granted  only  so 
long  as  both  premises  remain  the  property  of  the  present 
owner  and  the  garage  is  confined  to  the  use  of  not  more 
than  three  cars,  the  property  of  the  present  owner. 


*5th  preamble  added  to  resolution  as  originally  stated. 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 
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Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
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BOARD  OF  STANDARDS  AND  APPEALS. 
William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kebby  Fire  Chief  John  Kenlon 
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Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore . Supt.  of  Buildings ,  Queens 

William  J.  McDermott  . . .  Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914. 

Telephone— Worth  0184 

Omci  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  Property  owners  opportunity  to  file  objections,  if 
be  eal^d  in  Room  919,  on  Tuesday,  January 
17,  19~2,  at  2  o  clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
r uif day’  January  24,  1922,  at  2  o’clock. 

e  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

■No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 

fida*  fr°m  tHe  datC  °f  the  aCti°n  °f  the  Administrative  Of- 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET.  21-22-A . F.D 

Cases  Filed,  Week  Ending  January  12th,  1922. 


20-22-A . F.D. 

Cal.  A ro.  Department  Order  No.  - 

50-22- A . . F.D . C  10331  19h22'A . F.D. 

49-22-S . F.D . LD  28760  18-22-BZ . F.D. 

48-22-S . F.D . LD  28311  17-22-BZ . B.B.B 

47-22-S . F.D . LD  27588  16-22-S . F.D.  . 


....LC  68409 
.  .NB  1361-21 
.  ...LC  10223 
.NB  1539-21 
Alt.  15424-19 
. . .  Appliance 


46-22-S . 

. F.D . 

. LD  29362 

45-22- A . 

. F.D . 

. NB  636-21 

44-22- A . 

. F.D . 

. F  29135 

43-22-BZ . 

. B.B.M . 

. C  9852 

42-22- S . 

. F.D . 

. LD  29168 

41-22-S . 

. F.D . 

. LD  29383 

40-22-S . 

. LD  11307 

39-22-A . 

. F.D . 

. NB  1552-21 

3 8-22- A . 

. F.D . 

. F  28951-28952 

37-22-A . 

. LC  69237 

36-22- A . 

. F.D . 

. Alt.  729-21 

35-22-A . . 

. B.B.Bx . 

. Slip  962-21 

34-22-S 

. F.D . 

. LD  1503 

33 -22- A . 

. F  27724 

32-22-A . 

. LC  69263 

31-22-A . . 

. C  '7447 

30-22- A . 

. LC  10163 

29-22-A . . 

. LC  68695 

28-22- A . 

. LC  10167 

27-22-BZ . 

. NB  6710-1920 

26-22-S . 

25-22-S . 

24-22-S . 

. LD  29214 

23-22-BZ . 

. B.B.M . 

. LC  10229 

22-22-BZ . 

. B.B.M . 

. NB  1944-21 

Reopened  and  Restored  to  Calender. 

1454-21-BZ . B.B.Bx . NB  2255-21 


1526-21- A . F.D . LC  66419 

— 

1214-21-A . F.D . LC  8801 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  17,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1380-21-BZ. 

APPLICANT — Mary  Sullivan,  owner. 

PREMISES — North  side  Dorothea  Place,  98  ft.  east  of 
corner  formed  by  Marion  avenue  and  Dorothea 
Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  five  car  garage. 

1416-21-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Max  Steinhardt, 
owner. 

PREMISES — 228  East  9th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  extension  in  height 
of  existing  building. 

1482-21-BZ. 

APPLICANT — I.  Margon  &  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Corp.,  owner. 

PREMISES — Southwest  corner  East  180th  street  and  Bos¬ 
ton  Road,  The  Bronx. 

TO  PERMIT  partly  in  a  business  and  partly  residence  dis¬ 
trict  the  erection  of  a  theatre  and  stores. 

882-21-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Henwood  Building 
Co.,  owner. 

PREMISES — 107-117  Henwood  Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage. 


BOARD  OF  APPEALS. 

Tuesday,  January  17,  1922,  at  10  o.  m. 

Appeals  front  Administrative  Orders. 

1354-21-A — 812-814  Greenwich  street,  Manhattan. 

1458-21-A — 2-20  Cathedral  Parkway,  1-9  West  109th  street, 
Manhattan. 

1195-21-A — 24-26  Vandewater  street,  Manhattan. 
1388-21-A — 58  Puntine  street,  Queens. 

1422-21-A — 131  Bowery,  Manhattan. 
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1582-21-A — 37-49  South  4th  street,  Brooklyn. 

1585- 21-A — 2152  Metropolitan  avenue,  Queens. 

1586- 21-A — 20-22  Broad  street,  18-28  New  street,  65-69  Ex¬ 

change  place,  Manhattan. 

881-21-A — 332-344  West  44th  street,  Manhattan. 

979-21- A — 130-132  Troy  avenue,  Brooklyn. 

1152-21-A — 1249  Theriot  avenue  (rear),  The  Bronx. 
1515-21-A — 205  West  58th  street,  Manhattan. 

1309-21-A — 104  East  12th  street,  Manhattan. 

822- 21-A — Review  avenue  and  Thomas  street,  north  side 

of  Newtown  Creek  at  Blissville,  Queens. 

823- 21-A — West  avenue.  Tenth  street  and  East  River, 

Queens. 

1294-21-A — 392-394  West  Broadway,  Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  17, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  1292-21-BZ — Application,  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

cal.  no.  1058-21-BZ — Application,  September  23,  1921,  under 
the  building  zone  resolution,  of  George 
E.  Strehan,  consulting  engineer,  on  be¬ 
half  of  Peter  Doelger  Realty  Com¬ 
pany,  owner,  to  permit  in  a  business 
district  the  conversion  of  existing  busi¬ 
ness  building  into  a  factory  building; 
premises  1123-1125  Second  avenue,  245 
East  59th  street,  northwest  corner, 
Manhattan. 

cal.  no.  1142-21  BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  P.  J. 
O’Beirne,  attorney,  for  N.  Y.  Society 
of  Methodist  Episcopal  Church,  own¬ 
er.  to  permit  in  a  business  district  the 
erection  of  a  two  story  public  garage; 
premises  11-19  Jane  street,  Manhattan. 
cal.  no.  1361-21-BZ — Application,  November  9,  1921,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  architect,  on  behalf  of 
Edward  Robitzek,  owner,  to  permit 
partly  in  a  business  district  and  partly 
unrestricted  district  the  erection  of  a 
public  garage ;  premises  401-409  East 
180th  street,  northeast  corner  Webster 
avenue,  The  Bronx. 

cal.  no.  1143-21-BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles ;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 

:al.  no.  1178-21-BZ — Application,  October  10,  1921,  under 
the  building  zone  resolution  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Joseph  Pugliesi,  owner,  to  permit  in 
a  residence  district  the  maintenance 
of  a  public  garage  for  five  cars  and 
clubroom  above;  premises  117  Carroll 
street,  Brooklyn. 

ial.  no.  1264-21-BZ — Application,  October  29,  1921,  under 
the  building  zone  resolution,  of  Cor¬ 
nelius  Callaghan,  applicant,  on  behalf 
of  Donald  C.  Malcolm,  owner,  to  per¬ 


mit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  ex¬ 
tension  of  a  business  building;  prem¬ 
ises  2824-2826  Broadway,  Manhattan. 

cal.  no.  1415-21-BZ — Application,  November  18,  1921,  un¬ 
der  the  building  zone  resolution,  of 
Louis  A.  Sheinart,  architect,  on  behalf 
of  Wm.  Yoost,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
an  unrestricted  district  the  erection  of 
a  two-story  public  garage;  premises 
405-407  West  45th  street,  Manhattan. 

cal.  no.  1553-21-BZ— Application,  September  23,  1921,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
George  Befeler,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  maintenance  of  a 
four-car  garage;  premises  1663  East 
13th  street,  Brooklyn. 

cal.  no.  1612-21-BZ— Application,  July  27,  1921,  under  the 
building  zone  resolution,  of  W.  T. 
McCarthy,  architect,  on  behalf  of 
Meyer  Strongin,  owner,  and  Joseph 
DeAnthony,  lessee,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a 
motor  vehicle  repair  shop  and  dwell¬ 
ing  above ;  premises  1042  Bedford  ave¬ 
nue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  17,  1922,  at  2  p.  m. 

Petition  for  Variation. 

1304-21-S — 93-99  Greene  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
744-21-S — Safandshur  Fire  Extinguisher. 

560-21-S — “Oilgas”  Venturi  Nozzle  for  Burning  Fuel  Oil. 
372-21-S — Blake  &  Knowles  Horizontal  Simplex  Piston 
__  Pattern  Pumps. 

366-21-S — Bestwall.  (Approval  of.) 

53-21-S — Angle  Hose  Valve. 

627-21-S — Tokheim  Victory  Visible  Pump  Cut  No.  200. 
818-21-S — Single  Stroke  Revised  Alarm  Bell. 

897-21-S — Gunite  Slabs  (Material). 

942-21-S— Approval  of  Coen  Mechanical  Oil  Burning  Sys¬ 
tem. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

908-21-S — Century  Rotary  Pump. 

360-21-S — Approval  of  Conran  Electric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher — approval  of. 
1464-21-S — “Best”  Fuel  Oil  Burner — approval  of. 

1468-21-S — Caloroil  Burner — approval  of. 

1636-21-S — Gilbert  &  Barker  Fuel  Oil  Pump  &  Burner, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

796-21-S — Ammonia  Gas  Mask. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

358-21-S — DeLaval  Separators  and  Clarifiers. 

1615-21-S — Ebony  Asbestos  Wood  for  Fire  Alarm  Control 
Panels,  approval  of. 

978-21-S — Howard  Pressure  Reducing  Nipple  and  Coup¬ 
ling,  approval  of. 

1108-21-S — Silent  Watchman  Corporation  Panic  Bolt,  ap¬ 
proval  of. 

1705-2 1-S — Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  24,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1540-21-BZ. 

APPLICANT— Oscar  Wm.  Swift,  for  Fred  G.  Scholl  and 
Elise  Scholl,  owners. 

PREMISES — 7826  87th  road,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  one  commercial  car  and  three  pleasure 
car*. 

1587-21-BZ. 

APPLICANT — Samuel  Cohen,  for  J.  Sidney  Bernstein, 
owner. 

PREMISES — Southeast  corner  Crotona  Parkway  and  East 
180th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  and  partly  residence  dis¬ 
trict  the  erection  of  a  business  building. 

1454-21-BZ. 

APPLICANT — George  E.  Strehan,  for  Maurice  Deutsch 
Building  Corp.,  owner. 

PREMISES — Northwest  corner  Burnside  avenue  and 
Grand  Concourse,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  building  with 
stores. 

1381-21-BZ. 

APPLICANT — M.  H.  McGuire,  for  Fulton  Ice  Co.,  Inc., 
owner. 

PREMISES — 138-140  Cherry  street,  Manhattan. 

TO  PERMIT  in  a  “B”  area  district  the  omission  of  side 
courts. 

1655-21-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  Estate  of  Max 
Freund,  owner. 

PREMISES — 2469-71  Amsterdam  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  two 
story  public  garage. 

1595-21-BZ. 

APPLICANT — John  DeHart,  for  Frank  Raichle,  owner. 

PREMISES — 945-947  59th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extension  in  area  and 
alteration  and  conversion  of  existing  stable  into 
public  garage. 

1613-21-BZ. 

APPLICANT — Gustavus  T.  Kirby,  applicant  and  owner. 

PREMISES— 55-57  East  56th  street,  571-579  Madison  ave¬ 
nue,  30  East  57th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  extension  of  a  busi¬ 
ness  building. 


BOARD  OF  APPEALS. 

Tuesday,  January  24,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1035-21-A — 35  Sixth  avenue,  Manhattan. 

1378-21-A — 20  Van  Wyck  avenue,  Queens. 

1365-21-A — 248-264  North  8th  street,  Brooklyn. 

1446-21-A — 1515  Bryant  avenue,  The  Bronx. 

1383-21-A — 304  West  54th  street,  Manhattan. 

1470-21- A — 898  Broadway,  Brooklyn. 

1488-21-A — 15-21  Wilbur  avenue,  Queens. 

1539-21-A — 12  West  50th  street,  Manhattan. 

1569-21-A — 1011  Washington  avenue,  The  Bronx. 

1630-21-A — 213  Bowery,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  24, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  1444-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Bly 
and  Hamann,  architects,  on  behalf  of 
Patrick  McTieman,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
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public  garage ;  premises  719-723  Lin¬ 
coln  Place,  Brooklyn. 

cal.  no.  1456-21-BZ — Application,  June  21,  1921,  under  the 
building  zone  resolution,  of  Thomas 
Buttermark,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  three  car  garage;  premises 
434  Britton  avenue,  Richmond. 

cal.  no.  1140-21-BZ — Application,  August  23,  1921,  under 
the  building  zone  resolution,  of  Hart 
and  Applebaum,  attorneys,  on  behalf  of 
Samuel  Bloom,  owner,  to  permit  in 
a  residence  district  the  erection  of  a 
public  market  and  stores ;  premises 
south  side  Prospect  Place,  100  ft.  west 
of  Ralph  avenue,  Brooklyn. 

cal.  no.  931-21-BZ — Application,  August  30,  1921,  under  the 
building  zone  resolution,  of  Orpheum 
Auto  Park  Company,  applicant  and  les¬ 
sees,  to  permit  in  a  business  district  the 
maintenance  of  an  open  air  auto  vehi¬ 
cle  parking  station ;  premises  68-72 
Ashland  Place,  Brooklyn. 

cal.  no.  1280-21-BZ — Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Patter¬ 
son  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner,  to 
permit  partly  in  a  business  district^ 
and  partly  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles;  premises  1178  Forest  avenue, 
The  Bronx. 

cal.  no.  850-21-BZ — Application,  July  16,  1921,  under  the 
building  zone  resolution,  of  Bernard 
A.  McEntegart,  applicant,  on  behalf  of 
Mrs.  Mary  A.  Monahan,  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  garage  for  five  pleasure  ve¬ 
hicles;  premises  2894  Briggs  avenue, 
The  Bronx. 

cal.  no.  1130-21-BZ — Application,  November  15,  1921,  un¬ 
der  the  building  zone  resolution,  of 
Henry  C.  Brucker,  architect,  on  behalf 
of  Robert  C.  Weissmantel,  owneT,  for 
a  rehearing  of  an  application  previous¬ 
ly  dismissed  for  lack  of  prosecution, 
to  permit  in  a  business  district  the  ex¬ 
tension  in  area  of  existing  garage  and 
service  station ;  premises  2319-2325 
Cornelia  street,  Queens. 

cal.  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Wm.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars;  premises  7825  87th  road,  Queens. 

cal.  no.  1555-21 -BZ — Application,  July  27,  1921,  under  the 
building  zone  resolution,  of  Murray  & 
Manson,  attorneys,  on  behalf  of  Dan¬ 
iel  J.  Bradshaw,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  denied 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  four 
pleasure  cars;  premises  950  East  14th 
street,  Brooklyn. 

cal.  no.  1556-21-BZ — Application,  December  1,  1921,  under 
the  building  zone  resolution,  of  H. 
Elliott  Esterbrook,  applicant,  on  behalf 
of  Kate  M.  Doscher,  owner,  to  permit 
in  a  business  district  the  conversion  of 
existing  three  story  stable  into  a  public 
garage ;  premises  270  Reid  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  24,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

960-21-S — 18  East  49th  street,  Manhattan. 

1352-21-S — 223  Greene  street,  Manhattan. 

1358-21-S — 111  East  28th  street,  Manhattan. 

1363-21-S — 354  Broadway,  Manhattan. 

1367-21-S — 181  Ludlow  street,  Manhattan. 

1391-21-S — 206  Broadway,  Manhattan. 

1399-21-S — 39  West  8th  street,  Manhattan. 

1568-21-S — 236  7th  avenue,  Manhattan. 

1259-21-S — 15  West  45th  street,  Manhattan. 

1296-21-S — 2310  Third  avenue,  Manhattan. 

1408-21-S — 153-157  Greene  street,  50  West  Houston  street, 
Manhattan. 

1599-21-S — 223  West  36th  street,  Manhattan. 

1417-21-S — 374-376  Pearl  street,  Manhattan. 

1510-21-S — 304  Fifth  avenue,  Manhattan. 

1579- 21-S— 700-708  187th  street,  The  Bronx. 

1580- 21-S — 1615-1617  Second  avenue,  Manhattan. 

1581- 21-S — 356  Seventh  avenue,  Manhattan. 

1384-21-S — 59-61  East  4th  street,  Manhattan. 

1386-21-S — 130-132  Hester  street,  Manhattan. 

1577-21-S — 311  West  59th  street,  Manhattan. 

1609-21-S — 12  Wooster  street,  Manhattan. 

1614-21-S — 214  East  98th  street,  Manhattan. 

1624-21-S — 68  Prince  street,  Manhattan. 

1631-21-S — 36  East  Broadway,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  January  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

14S9-21-A — 1652-1660  Broadway,  790-792  Seventh  avenue, 
northeast  corner,  Manhattan. 

1573-21- A — 250  Lafayette  street,  89  Crosby  street,  north¬ 
west  corner,  Manhattan. 

1597-21-A — 576  Richmond  Terrace,  Richmond. 

1651-21-A — 1-9  Beaver  street,  10-30  Broadway,  73-83  New 
street,  Manhattan. 

1706-21-A — 2440-2446  Broadway,  Manhattan. 

1214-21-A — 253  West  55th  street,  Manhattan. 

1526-21 -A — Rear  building,  57  Morton  street,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  February  3,  1922,  at  10  a.  m. 

The  forty-two  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from’  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 1 9- A — Piers  4  and  5.  North  River.  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15.  North  River  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

88 1- 19- A — Pier  1.  (Old).  North  River.  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 


883- 19-A — Pier  29,  North  River,  Manhattan 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-2Q-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21- A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  March  7,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
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MINUT 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  10,  1922. 

Present:  Chairman  Walsh.  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  special  meeting  of  the  Board  of  Ap¬ 
peals,  held  Friday  morning,  December  30,  1921,  and  the 
minutes  of  the  special  meeting  of  the  Board  of  Appeals, 
held  Friday  afternoon,  December  30,  1921,  were  approved 
as  printed  in  the  Bulletin,  No.  2,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1035-21- A. 

APPELLANT — Strulson  Brothers,  lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 35  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  George  A.  Walker. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  January  24th,  1922,  at 
10  a.  m. 


1175-21-A. 

APPELLANT— Henry  Russell. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 810  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  S.  J.  McTague. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE —  _ 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(1175-21-A) 

Whereas,  Henry  Russell,  for  Gitel  Friedman,  owner, 
filed,  May  28,  1921,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  810 
Broadway,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21466- 
F,  dated  May  10,  1921,  reads : 

“1.  Provide  an  automatic  fire  alarm  complete  with 
Central  Office  connection,  in  the  basement  and  sub-base¬ 
ment.  All  work  shall  be  done  in  a  manner  satisfactory 
to  the  fire  commissioner  and  in  accordance  with  estab¬ 
lished  practice  and  trade  custom.”; 
and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories,  basement,  sub-basement  and  pent  house  (120  ft.)  in 
height,  23  ft.  8  in.  by  100  ft.  in  area  at  the  street  level  and 
23  ft.  8  in.  by  109  ft.  8^4  in.  in  area  above;  equipped  in  the 
basement  and  sub-basement  with  an  automatic  dry  sprinkler 
system ;  occupied,  sub-basement,  boiler  room,  1  employee 
(occasionally);  basement,  shipping  room,  5  employees;  1st 
story,  store,  2nd  to  8th  stories,  inclusive,  manufacturing  of 
clothing ;  2nd  story,  11  employees ;  3rd  story,  6  employees ; 
4th  story,  9  employees ;  5th  story,  4  employees ;  6th  story,  4 
employees;  7th  story,  3  employees;  8th  story.  1  employee; 
the  means  of  egress  consisting  of  an  interior  iron  stair  ex¬ 
tending  from  the  basement  to  the  main  roof  enclosed  in  fire¬ 
proof  partitions  and  a  stairway  from  the  sub-basement  to 
the  basement;  a  fire  escape  on  the  rear  of  the  building 
extending  from  the  8th  storv  to  the  roof  of  the  one  story 
extenson,  with  gooseneck  ladder  to  the  roof  and  iron 
ladder  to  the  yard ;  and 

Whereas,  appellant  states  that  an  automatic  fire  alarm 
signal  system  is  installed  in  the  building  connecting  the 
store,  basement  and  sub-cellar  and  all  stories  above ;  that 
sub-basement  is  only  used  as  a  boiler  room  and  basement 
has  3  means  of  exit;  and 


Whereas,  this  appeal  was  dismissed  by  the  board  on  Oc¬ 
tober  11,  1921,  for  lack  of  prosecution  and  restored  to  the 
calendar  November  22,  1921 ;  and 
Whereas,  the  hazardous  occupancy  has  been  discontinued 
and  the  material  causing  the  issuance  of  the  order  removed. 

Resolved that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


1309-21-A. 

APPELLANT — Fisher  Drug  Company. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 104  East  12th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  January  17th,  1922, 
at  10  a.  m.,  for  final  action. 


1478-21-A. 

APPELLANT — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Travin  Realty  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 191  Mercer  street,  Manhattan 
APPEARANCES— 

For  Appellant :  Herman  E.  Horowitz. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kearney  .  5 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon _  2 

THE  RESOLUTION: 

(1478-21-A) 

Whereas,  Croker  Nat.  Fire  Prev.  Eng.  Co.,  for  Travin 
Realty  Co.,  owner,  filed,  August  5,  1921,  an  appeal  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  191  Mercer  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  5553-F, 
dated  May-  17,  1920,  reads : 

“1.  Install  an  automatic  dry  pipe  sprinkler  system  on 
2nd,  3rd  and  4th  stories  used  for  the  storage  and  manu¬ 
facture  of  paper  boxes,  having  at  least  one  source  of 
water  supply,  arranged  and  equipped  as  provided  in  the 
rules  for  Fire  Extinguishing  Appliances  adopted  by 
the  Board  of  Standards  and  Appeals  May  24,  1917,  as 
amended  May  2,  1918,  and  January  21,  1919,  effective 
February  17,  1919.”  ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  (50  ft.  6  in.)  in  height,  24  ft.  x  90  ft.  in  area;  oc¬ 
cupied,  1st  story,  rags,  2  persons;  2nd  story,  paper  boxes, 
1  person;  3rd  story,  paper  boxes,  8  persons;  4th  story,  caps, 
10  persons;  and 

Whereas,  appellant  states  that  the  tenants  in  the  build¬ 
ing  manufacturing  paper  boxes  will  vacate  on  or  about 
Feb.  1,  1922,  and  the  premises  will  then  be  let  for  purposes 
for  which  sprinklers  are  not  required  by  the  law. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


822-21-A. 

APPELLANT — Standard  Oil  Company  of  New  York. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Review  avenue  and  Thomas 
street,  northerly  side,  Newtown  Creek,  Blissville, 
Queens. 

APPEARANCES— 

For  Appellant:  Percy  J.  King,  C.  W.  Smith  and 
H.  C.  Smart. 
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For  Administration :  Inspector  Geo.  W.  Koch  of 
the  fire  department. 

ACTION  OF  BOARD — Laid  over  to  January  17th,  1922, 
at  10  a.  m. 


823-21-A. 

APPELLANT — Standard  Oil  Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — West  avenue,  10th  street,  East 
River,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Appellant :  Percy  J.  King,  C.  W.  Smith  and 
H.  C.  Smart. 

For  Administration:  Inspector  Geo.  W.  Koch  of 
the  fire  department. 

ACTION  OF  BOARD — Laid  over  to  January  17th,  1922, 
at  10  a.  m. 


1294-21-A. 

APPELLANT — Louis  S.  Schmieder. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 392-4  West  Broadway,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  January  17th,  1922,  at  10  a.  m- 


1302-21-A. 

APPELLANT — United  Fruit  Company. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — East  side  of  South  street,  Pier 
15,  East  River. 

APPEARANCES— 

For  Appellant :  T.  S.  Schultz. 

ACTION  OF  BOARD— Laid  over  to  January  17th,  1922, 
at  10  a.  m. 


1378-21-A. 

APPELLANT— Van  Wyck  Garage,  Inc.,  fbr  Cath¬ 
erine  Reich,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 20  Van  Wyck  avenue,  Rich¬ 
mond  Hill,  Queens. 

APPEARANCES— 

For  Appellant:  H.  S.  Morse. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Laid  over  to  January  24,  1922,  for 
report  from  fire  department  as  to  certificate  of  oc¬ 
cupancy. 

1492-21-A. 

APPELLANT — Albert  Teitel,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 721  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant-,  Frederick  H.  Deinen. 

For  Administration:  Inspector  Mojarrietta  of  the 
fire  department. 

ACTION  OF  BOARD— Withdrawn  to  comply  with  or¬ 
der.  Motion  to  withdraw  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


1571-21-A. 

APPELLANT— Miller  &  Van  Wjnkle,  Inc.,  lessee. 
SUBJECT— Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 18  Bridge  street,  Brooklyn. 


APPEARANCES— 

For  Appellant:  E.  S.  Roche. 

For  Administration:  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD — Report  of  committee  approved; 

appeal  granted  as  to  this  plant  only. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  o 

THE  RESOLUTION: 


(1571-21-A) 

Whereas,  Miller  &  Van  Winkle,  Inc.,  for  Estate  of  W. 
H.  Miller,  owner,  filed,  December  8,  1921,  an  appeal  with 
the  board  of  appeals  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  18  Bridge  street,  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
in  acting  on  Alt.  App.  No.  799-21,  reads: 

“12-b  Pumps  must  be  in  duplicate  and  be  by-passed, 
c  Rules  require  a  separate  hand  pump, 
f  Overflow  pipes  to  be  provided  from  burners, 
j  Pumps  must  be  of  a  type  approved  by  the  Board  of 
Standards  and  Appeals. 

“14-a  Show  a  compliance  with  all  provisions  of  Rule 
16. 

b  Burners  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  50  ft.  x  170  ft.  8  in.  in  area,  occupied  as 
a  factory  for  the  manufacture  of  steel  springs,  there  being 
installed  a  fuel  oil  system  for  the  heating  of  annealing  fur¬ 
naces,  consisting  of  an  18,000  gallon  fuel  oil  tank  buried 
beneath  the  surface  of  the  yard,  the  tank  installation  con¬ 
forming  to  the  fuel  oil  rules,  and  a  piping  system  with  an 
electrically  operated  air  pump  of  the  fan  type,  a  single  elec¬ 
trically  operated  rotary  pump  for  the  pumping  of  fuel  oil, 
a  valve  between  the  rotary  pump  and  the  air  pump,  by 
passing  the  oil  supply  back  to  the  tank  in  case  of 
failure  of  the  air  pump  to  operate;  and 
Whereas,  a  committee  of  the  board  has  inspected  the 
premises  ;  and  reports : 

“The  Installation  consists  of  an  electric  driven  ro¬ 
tary  pump,  air  being  supplied  by  an  electric  driven 
blower;  the  fuel  oil  burners  manufactured  by  Gil¬ 
bert  &  Baker  Manufacturing  Co.  are  installed  on  the 
side  of  the  furnaces;  the  furnaces  are  specially  con¬ 
structed,  open  at  both  ends,  the  openings  to  the  fur¬ 
naces  being  protected  by  counter-weighted  doors. 

‘‘These  furnaces,  with  their  mechanical  devices,  such 
as  pump,  blower  and  burner,  are  located  in  a  brick 
constructed  building  of  clear  span,  the  roof  of  which 
is  supported  on  steel  trusses,  covered  with  corrugated 
steel,  with  skylights  in  said  roof. 

“In  shutting  down  the  pump,  it  was  observed  that 
a  flame  was  discharged  at  the  orifice  where  burner 
projects  into  furnace,  due  to  the  combustion  of  the 
residue  of  oil  absorbed  by  the  material  lining  the 
burner  opening. 

“This  installation  was  especially  equipped  as  adapt¬ 
able  for  the  annealing  furnaces  particularly  designed 
for  this  operating  process. 

“The  Committee  recommends  that  a  semi-conical 
hood  be  permanently  attached  to  the  side  of  the  fur¬ 
nace  directly  over  each  burner,  and  that  a  flue  extending 
at  least  3  feet  above  the  burner  outlet  be  installed ;  that 
a  non-absorbent  material  be  installed  in  the  burner 
opening  to  the  furnace;  that  the  branch  oil  supply 
to  the  burner  from  the  underground  oil  feed  shall 
be  placed  in  the  angle  of  the  angle  iron  stays  on  the 
outside  of  the  furnace  to  protect  these  branch  oil  sup¬ 
plies  from  injury;  and  that  the  lever  handle  of  the 
air  valves  at  each  burner  shall  be  removed  and  a  wheel 
valve  control  substituted. 
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“With  the  above  modifications,  the  Committee  rec¬ 
ommends  that  the  Fuel  Oil  Installation  in  this  partic¬ 
ular  plant  be  approved. 

“fThis  approval  is  confined  to  this  plant  and  is  not 
to  be  taken  as  a  general  approval  of  any  device  such 
as  pump,  blower,  or  oil  burner.” 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  stipulations  set  forth  in 
the  report  of  the  committee  of  the  board  be  complied  with. 


1476-21-A. 

APPELLANT — George  Keister,  for  Earl  Carroll,  owner. 
SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 753-759  7th  avenue,  160-166 
West  50th  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Sustained  decision  of  chairman  in  refusing  to  ac¬ 
cept  new  appeal  under  same  state  of  facts. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Ken- 


Ion  .  6 

Negative  . o 

Absent :  0 


(Chairman  Walsh,  not  voting.) 


1628-21-A. 

APPELLANT — Lazarus  Shenfeld,  for  Abraham  &  Rebec¬ 
ca  Shenfeld,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1258  Findlay  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  James  S.  Kleinman. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Sustained  action  of  the  chairman  in  refusing  to 
accept  new  appeal  under  the  same  state  of  facts. 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Hol¬ 

land,  Kearney,  Kerby  and  Fire  Chief  Ken- 


Ion  .  6 

Negative  .  0 

Absent  .  0 


(Chairman  Walsh,  not  voting.) 


1526-21-A. 

APPELLANT — Moses  J,  Dalinsky,  for  Louis  Nekritz, 
owner. 

SUBJECT — Appeal  from  decision  of  administrative  of¬ 
ficial. 

PREMISES  AFFECTED — 57  Morton  street,  Brooklyn 
(rear  building). 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  reopened.  Hearing  set  for  January  31st, 
1922,  at  10  a.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  l 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon .  i 


BUILDING  ZONE  CASES. 

1389-21-BZ. 

APPLICANT — James  B.  Allen. 

SUBJECT— Application  under  the  building  zone  reso¬ 
lution  to  permit  the  maintenance  of  a  three-car 
garage. 

PREMISES  AFFECTED— 221  East  201st  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  B.  Allen. 

For  Opposition :  None. 

^TION  OF  BOARD— Appeal  granted  on  condition. 

-FttS  ,™9.NS— As  specified  in  resolution  that  follows. 

1  rl±L  VOTil — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . ....  0 

Absent  . .  0 

THE  RESOLUTION: 


(1389-21-BZ) 

Whereas,  James  B.  Allen,  for  James  Allen,  owner,  filed, 
November  15,  1921,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  which  is  not  entirely  on  same  lot  as  dwelling  to 
which  it  is  accessory  and  in  which  space  is  rented  to 
persons  not  residing  on  the  premises;  premises,  221  East 
201st  ctreet,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  January  10, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  201st  and  202nd  streets  are 
residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
October  27?  1921,  in  acting  on  No.  9258-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  dwelling 
on  same  lot  on  these  premises.” ; 

and 


Whereas,  the  building  is  of  non-fireproof  construction 
one  story  in  height  with  a  frontage  of  26  ft.  and  a  depth 
of  18  ft.,  occupied  as  a  garage  space  in  which  is  rented 
for  two  cars  the  property  of  persons  not  residing  on  prem¬ 
ises  and  one  space  used  for  storage  of  car  of  owner’s  son* 
and  ’ 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  95  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  space  for  not 
more  than  2  automobiles  of  the  pleasure  car  type  be  rent¬ 
ed  to  persons  not  residing  on  premises,  and  that  the  3rd 
car  on  premises  remain  the  property  of  the  owner  or  mem¬ 
ber  of  his  family. 


1214-21-A. 

APPELLANT — Marks  &  Co.,  for  H.  L.  Smith,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 253  West  55th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  E.  C.  Hughes. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  reopened.  Hearing  set  for  January  31, 
1922,  at  10  a.  m. 


1456-Bl-BZ. 

APPLICANT — Thomas  Buttermark,  owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  not  on  same  lot  as 
residence  to  which  it  is  an  accessory  and  in  which 
business  cars  are  stored. 

PREMISES  AFFECTED— 434  Britton  avenue,  Stapleton, 
Richmond. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  24th,  1922,  at 
10  a.  m.,  for  final  action. 
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1 140-21-BZ. 

APPLICANT — Hart  and  Applebaum,  for  Samuel  B. 
Bloom,  et  al. 

SUBJECT  Application  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  public  market. 
PREMISES  AFFECTED — South  side  of  Prospect  place, 
100  ft.  west  of  Ralph  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Julius  Applebaum. 

For  Opposition:  J.  A.  Friedman. 

ACTION  OF  BOARD — Laid  over  to  January  24,  1922,  on 
request  of  applicant’s  attorney. 

1124-21-BZ. 

APPLICANT — Frank  A.  Rooke,  on  behalf  of  James 
English,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
the  erection  of  a  three-story  public  stable. 
PREMISES  AFFECTED — 2190  Gravesend  avenue,  south¬ 
west  corner  of  Avenue  T,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Dennis  Cohalan. 

For  Opposition:  Patrick  Valentine  Hickey,  John 
J.  Curtin,  Isaac  Roth,  P.  S.  Seery,  Mrs.  Char¬ 
lotte  T.  Parr,  Mrs.  F.  De  Primo,  Mrs.  A. 
Acierno,  Mr.  Adolph  Whittacker,  and  others. 
ACTION  OF  BOARD — Report  of  committee  of  board  ap¬ 
proved  ;  application  denied. 

Adoption  of  Report  of  Committee : 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  and  Fire 


Chief  Kenlon  .  7 

Negative ^  .  0 

Absent  . , 0 

Application  denied. 

THE  VOTE— 

Affirmative :  Chairman  Walsh  and  Mr.  Kear¬ 
ney  .  2 

Negative :  Messrs.  Beatty,  Boulton,  Holland, 

Kerby  and  Fire  Chief  Kenlon  .  5 

Absent  .  0 


THE  RESOLUTION: 

(1124-21-BZ) 

Whereas,  Frank  A.  Rooke,  for  James  English,  owner, 
filed  October  13,  1921,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  of  a  stable  for  more  than  5  horses;  premises, -2190 
Gravesend  avenue,  southwest  corner  of  Gravesend  avenue, 
and  Avenue  T,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  January  10, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gravesend  avenue  and  Ave¬ 
nue  T  are  business  districts  and  Lake  street  is  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  September  21,  1321,  in  acting  on  Application 
No.  13807-21,  reads: 

“Denied.  Contrary  to  Zone  Resolution,  Art.  II, 
Sec.  4,  sub.  36.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction  3  stories  in  height  with  a  frontage  of  129  ft. 
and  a  depth  of  150  ft.  irregular,  to  be  occupied  as  a  stable 
for  more  than  five  horses ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


931-21-BZ. 

APPLICANT — Orpheum  Auto  Park,  lessee,  for  City  of 
New  York,  owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
maintenance  of  an  open  air  parking  space  for  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 68-72  Ashland  place,  Brooklyn 
APPEARANCES— 

For  Applicant:  James  King. 

ACTION  OF  BOARD — Laid  over  to  January  24th,  1922, 
at  10  a.  m.,  to  permit  applicant  to  complete  papers. 


1280-21-B-Z. 

APPLICANT — Herman  Meyer. 

SUBJECT — Application  to  permit  on  a  plot  in  a  residence 
district  extending  into  a  business  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is  rented  to 
persons  not  residing  on  the  premises. 

PREMISES  AFFECTED— 750  East  168th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  Q.  Patterson. 

ACTION  OF  BOARD — Laid  over  to  January  24th,  1922, 
at  10  a.  m.,  to  permit  applicant  to  obtain  additional 
consents. 


398-20-BZ. 

APPLICANT — Fred  C.  Podeyn,  for  Brooklyn  Edison 
Company,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
extension  in  height  for  one  story  of  an  existing 
two  story  garage  for  more  than  five  motor  vehi¬ 
cles. 

PREMISES  AFFECTED — 5-13  Quincy  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  A.  Byrne. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
,  Granted  extension  of  time  for  18  months  from 

*  January  13,  1922. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  o 

Absent  .  o 

THE  RESOLULTION : 


(398-20-BZ) 

Whereas,  Fred  C.  Podeyn,  for  the  Brooklyn  Edison 
Company,  owner,  filed  June  4,  1920,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  extension  in  height  for  one  story  of  an  existing 
two-story  garage  for  more  than  five  motor  vehicles;  prem¬ 
ises  5-13  Quincy  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  13, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Quincy  street  is  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  25,  1920,  in  acting  on  application  No. 
5984-20,  reads : 

“1.  Proposition  contrary  bus.  zone,  art.  II,  No.  4. 

Recom.  denial.  Denied.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  two 
stories  in  height,  with  a  frontage  of  98  ft.  and  a  depth  of 
109  ft.  2 Yi  in.,  occupied  as  a  garage  for  more  than  five 
motor  vehicles,  it  is  proposed  to  add  an  additional 
story  making  the  building  three  stories  in  height;  and 
Whereas,  the  original  building  was  constructed  with  the 
intention  of  providing  the  additional  story  and  columns  and 
steel  work  so  designed  and  there  existed  a  garage  for 
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more  than  five  motor  vehicles  on  the  same  street  between 
the  intersecting  streets  at  the  time  of  the  passage  of  the 
building  zone  resolution;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  July  13,  1920,  on  condition  that  the  work  of 
erecting  the  building  be  completed  within  eighteen  months ; 
and 

Whereas,  applicant  has  requested  a  further  extension  of 
time  within  which  to  complete  the  work. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted. 

Resolved,  further,  that  the  building  shall  be  completed 
within  18  months  of  the  date  of  this  action. 


1454-21-BZ. 

APPLICANT — Geo.  E.  Strehan,  for  Maurice  Deutsch 
Building  Corporation,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  building,  the  stores  to  be  used 
for  business  purposes. 

PREMISES  AFFECTED — Northwest  corner  Burnside 
avenue  and  Grand  Concourse,  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  E.  Strehan- 
ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  reopened ;  date  of  hearing  to  be  set. 
THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon. .  6 


Negative :  Chairman  Walsh  .  1 

Absent  .  0 


1612-21-BZ. 

APPLICANT — W.  T.  McCarthy,  for  Meyer  Stjongin, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
a  motor  vehicle  repair  shop  for  three  cars  and 
dwelling  above. 

PREMISES  AFFECTED — 1042  Bedford  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Deniel  applicant’s  request  of  January  5,  1922,  to 


lay  this  application  over  to  April,  1922. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Absent:  Fire  Chief  Kenlon  .  1 


1575-21-BZ. 

APPLICANT — Charles  B.  Meyers,  for  205  West  39th 
Street  Co.,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  2  times  district  the 
erection  of  a  building  to  a  height  in  excess  of  that 
permitted  by  the  zoning  resolution. 

PREMISES  AFFECTED— 211-223  West  39th  street,  206- 
216  West  40th  street,  Manhattan. 
APPEARANCES— 

,  For  Applicant:  None. 

ACTION  OF  BOARD — Chairman  read  correspondence 
with  Charles  B.  Meyers.  Area  of  notification 
modified.  (See  area  modified  under  “Areas 
Fixed.”) 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby. ...  6 


Negative  . . . .  0 

Absent:  Fire  Chief  Kenlon  .  1 
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AREAS  FIXED. 

(1687-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
Henry  C.  Brucker,  dated  December  22,  1921,  requesting 
the  board  to  fix  the  area  deemed  affected  by  the  main¬ 
tenance  of  a  garage  at  2022  Linden  street,  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Linden  street  from  Fairview  avenue 
to  Grandview  avenue  and  the  premises  directly  in  the 
rear  and  for  50  ft.  on  either  side  of  the  rear  lot  line 
of  the  premises  under  appeal,  which  property  faces  on 
Gates  avenue. 

(1005-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
Joseph  P.  Doyle,  dated  January  4,  1922,  requesting  the 
board  to  fix  the  area  deemed  affected  by  the  maintenance 
of  a  garage  at  790  Argyle  road  (East  13th  street),  Brook¬ 
lyn,  N.  Y. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Argyle  road  (East  13th  street)  from 
Avenue  H  to  Avenue  G  (Glenwood  road)  and  the 
property  directly  in  the  rear  and  for  50  feet  on  either 
side  of  the  rear  lot  line  of  the  premises  under  appeal, 
which  property  faces  on  East  12th  street. 

(1652-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
Henry  W.  Riessick,  dated  December  15,  1921,  requesting 
the  board  to  fix  the  area  deemed  affected  by  the  main¬ 
tenance  of  a  garage  at  1929  Benedict  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  McGraw  avenue  and  Benedict  avenue 
from  Storrow  street  to  Pugsley  avenue. 


AREA  MODIFIED. 

(1575-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
Charles  B.  Meyers,  dated  January  9,  1922,  requesting  new 
area  of  notification  affected  by  the  extension  in  height  of 
a  proposed  building  at  premises  211-223  West  39th  street, 
Manhattan. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  39th  street  for  a  distance  400  ft.  west¬ 
erly  from  Seventh  avenue. 

Adjourned,  1  p.  m. 

William  J.  O’Gorman,  Secretary. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals, 
held  on  Tuesday  morning,  December  20,  1921,  as  they  ap¬ 
peared  in  Bulletin  No.  52,  Vol.  VI.,  are  hereby  corrected 
as  follows : 

159-21-BZ. 

APPLICANT — Nathan  Rotholz,  architect,  on  behalf  of 
Regulus  Realty  Company,  owner. 

SUBJECT — Application  for  re-hearing  of  an  application 
previously  denied  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 654  West  158th  street,  Man¬ 
hattan. 

APPEARANCES 

For  Applicant:  Nathan  Rotholz,  John  Hopkins. 
For  Opposition:  Benjamin  L.  Blauvelt,  R*  P.  Bol¬ 
ton  and  Henry  Friedman,  Assistant  Engineer 
Close  of  the  building  department  also  ap¬ 
peared. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative :  Fire  Chief  Kenlon  and  Mr.  Kearney  2 
Absent  .  0 


* Correction  made  in  negative  vote,  the  name  “Beatty” 
being  changed  to  “Kearney.” 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  10,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Miller,  Reville, 
Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  special  meeting  of  the  Board  of 
Standards  and  Appeals,  held  Friday  afternoon,  December 
30,  1921,  were  approved  as  printed  in  the  Bulletin,  No.  2, 
Vol.  VII. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
715-21-S. 

PETITIONER— Ernest  Flagg. 

SUBJECT — Omission  of  vent  pipes  (plumbing  matter). 
APPEARANCES— 

For  Petitioner:  Ernest  Flagg. 

ACTION  OF  BOARD — Chairman  read  correspondence- 
Laid  over  for  inspection  by  committee  of  the 
board,  on  notice  by  petitioner. 


960-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Centre  White 
Company. 

SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  an  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 18  East  49th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Laid  over  to  January  24th,  1922, 
at  2  p.  m. 


1234-21-S. 

PETITIONER— Zipkes,  Wolff  &  Kudroff,  for  Kleinman 
&  Schwartz,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 237-239  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Irving  Kudroff. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott..  9 
Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendent  Miller  3 
Not  Voting:  Mr.  Beatty .  1 

THE  RESOLUTION: 

(1234-21-S) 

Whereas,  Zipkes,  Wolff  and  Kudroff,  for  Julius  S. 
Kirby,  owner,  filed,  October  23,  1921,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  239  West  27th  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  12244- 
LD,  reads : 

"1.  Extend  the  interior  stairway  at  the  west  side  of 
building,  to  the  roof  as  per  section  79-B-l  of  the 
Labor  Law  and  79-C-l  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  at  the  front  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof,  so  that  same  are  in 


compliance  with  the  provisions  of  sections  79-B-4 
and  79-B-5  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  sect.  79-b-l  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following : 

“Windows  on  course  not  fireproof,  not  self-closing. 
Doors  to  balconies  at  least  2  ft.  by  6  ft.  not  provided. 
No  22-inch  60-degree  connecting  stairways  between  bal¬ 
conies.  No  counterbalanced  stairway  to  street.  Bal¬ 
conies  not  3  ft.  wide.  Rails  are  not  3  ft.  high.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  21  ft.  8  in.  by  46  ft.  in  area ;  occupied, 
1st  story,  store,  1  person ;  2nd  story,  manufacturing,  5  per¬ 
sons;  3rd  story,  manufacturing,  7  persons;  4th  story,  man¬ 
ufacturing,  8  persons;  5th  story,  manufacturing,  4  persons; 
the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  roof ;  enclosed  in  stud 
lath  and  plaster  partitions  with  wood  doors  at  the  open¬ 
ings;  a  party  wall  fire  escape  on  the  front  of  the  building 
and  a  similar  fire  escape  on  the  rear  of  the  building,  a 
horizontal  exit  in  the  division  wall  between  No.  237  and 
No.  239,  protected  by  fire  doors  on  both  sides. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  that  the  petition  be  and  it  hereby 
is  denied. 


1266-21-S. 

PETITIONER — Manufacturers  Service  Bureau,  for  Her- 
shon  Realty  Holding  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED1 — 81-83  Wallabout  street  (rear), 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Edward  P.  Mullen. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  10 

Negative  .  o 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  and  Superintendent 
Miller  .  3 


THE  RESOLUTION: 

(1266-21-S) 

Whereas,  the  Manufacturers  Service  Bureau  for  Her- 
shon  Realty  Holding  Co.,  owner,  filed,  October  31,  1921, 
a  petition  with  the  board  of  standards  and  appeals  for 
variation  from  the  requirements  of  the  Labor  Law  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  81-83  Wallabout  street  (rear),  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  26844- 
LD,  dated  October  11,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  westerly  end  of  front  south  side  of  building  with 
balconies  4  ft.  in  width  connected  by  stairways  not 
less  than  22  in.  wide,  placed  at  an  incline  of  not  more 
than  45  degrees,  extending  from  ground  to  roof,  con¬ 
structed  as  per  Section  273  of  the  Labor  Law.  *  *  **” ; 
and 
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Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  20  ft.  by  40  ft.  in  area  in  the  1st  story 
and  18  ft  by  38  ft.  in  area  above,  occupied,  1st  story,  ma¬ 
chinery  repairs,  1  person;  2nd  story,  polo  goods,  1  per¬ 
son;  3rd  story,  mfg.  shoe  uppers,  4  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  3rd  story,  enclosed  in  metal  covered 
partitions,  a  vertical  ladder  fire  escape  on  the  front  of 
the  building  extending  from  the  3rd  story  to  the  yard, 
with  egress  from  the  yard  by  a  driveway  to  street;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  scuttle  and  iron  ladder  be  provided  to  the 
roof. 

Resolved,  further,  that  the  variation  be  granted  only  so 
long  as  conditions  remain  unchanged  and  occupancy  is  not 
increased. 


1267-21-S. 

PETITIONER— Manufacturers  Service  Bureau,  for  Her- 
shon  Realty  Holding  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 85-87  Wallabout  street  (rear), 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Edward  P.  Mullen. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott  . 

Negative  . 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Miller  . 

THE  RESOLUTION: 

(1267-21-S) 

Whereas,  the  Manufacturers  Service  Bureau  for  Her- 
shon  Realty  Holding  Co.,  owner,  filed,  October  31,  1921, 
a  petition  with  the  board  of  standards  and  appeals  for 
variation  from  the  requirements  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
85-87  Wallobout  street  (rear),  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  26840- 
LD,  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  Section  271  of  the  La¬ 
bor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  20  ft.  by  40  ft.  in  area,  1st  story  and 
18  ft.  by  38  ft.  above,  occupied,  in  the  1st  story  for  soap 
manufacturing,  1  person ;  2nd  story,  soap  manufacturing, 
1  person;  3rd  story,  shoe  manufacturing,  4  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  3rd  story,  enclosed  in  wood 
partitions  covered  with  metal,  a  fire  escape  on  the  front 
of  the  building  with  gooseneck  ladder  to  the  roof  and 
stationary  stair  to  yard,  with  fireproof  windows  along  the 
course  of  the  fire  escape  and  egress  through  passageway 
from  yard  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fixed  iron  ladder  be  provided  in  the  top 
story  loft  leading  to  a  scuttle  in  the  roof. 


Resolved,  further,  that  this  variation  be  granted  only 
so  long  as  conditions  remain  unchanged  and  occupancy  is 
not  increased. 


1268-21-S. 

PETITIONER— Manufacturers  Service  Bureau,  for  Her- 
shon  Realty  Holding  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 81-91  Wallabout  street 

(front),  Brooklyn. 

.  APPEARANCES— 

For  Petitioner:  Edward  P.  Mullen. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Kleinert, 

Moore  and  McDermott  .  10 

Negative  . .  0 

Absent :  Deputy  Fire  Commissioner  Hannon 

and  Superintendents  Miller  and  Reville....  3 

THE  RESOLUTION: 

(1268-21-S) 

Whereas,  the  Manufacturers  Service  Bureau,  for  Her- 
shon  Realty  Co.,  owner,  filed,  October  31,  1921,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  a  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  81- 
91  Wallabout  street  (front),  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  No.  26842- 
LD,  dated  October  11,  1921,  reads : 

“1.  Extend  the  interior  stairway  at  the  centre  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

11  Whereas,  the  building  is  of  non-fireproof  construction, 
0  3  stories  in  height,  100  ft.  by  35  ft.  in  area ;  occupied,  1st 

«;tory,  mfg.  furniture,  3  persons;  2nd  story,  mfg.  chairs, 
2  4  persons;  3rd  story,  silk,  10  persons;  the  means  of  egress 

consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  3rd  story  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings ;  a  60-degree  fire  escape  on 
the  rear  of  the  building  at  the  south  end  with  stationary 
stairway  to  the  yard,  a  60-degree  fire  escape  on  the  rear 
of  the  building  at  the  north  end,  connecting  on  the  2nd 
story  with  building  adjoining  with  fire  windows  along 
the  course  of  the  fire  escape;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fixed  iron  ladder  be  provided  to  a 
scuttle  in  the  roof  at  the  head  of  stairs  top  story. 

Resolved,  further,  that  the  variation  be  granted  only  so 
long  as  conditions  as  to  use  remain  unchanged  and  occu¬ 
pancy  be  not  increased. 


1396-21-S. 

PETITIONER— Simon  Soldin. 

SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  an  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 1  Union  Square,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Fredk.  A.  Forgee. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott  . 

Negative  . , . 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Miller  . 


11 

0 


THE  RESOLUTION: 

(1396-21-S) 

Whereas,  Simon  Soldin,  for  Albert  H.  Cumbers,  own¬ 
er,  filed,  November  16,  1921,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  1  Union  square,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  No.  28091- 
LD,  reads : 

“Enclose  the  interior  stairway  at  north  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  first  story  to 
3  ft.  0  in.  above  the  roof,  as  per  section  271  of  the 
Labor  Law,  or  carry  out  a  proper  alternative  method 
of  complying  with  the  requirements  of  section  271  of 
the  Labor  Law. 

“Note :  Among  the  defects  noted  on  this  enclosure 
are  the  following :  Doors  are  not  fireproof  not  self¬ 
closing.  Transoms  are  not  fireproof.  Windows  in  the 
enclosure  are  not  fireproof.” ; 

ind 

Whereas,  the  building  is  of  fireproof  construction,  9 
stories  in  height,  57.8  ft.  by  116.10  ft.  in  area,  occupied  as  an 
office  building  with  some  factory  occupancy,  the  means  of 
Egress  consisting  of  an  interior  fireproof  enclosed  stairway 
at  the  centre  of  the  building  extending  from  the  1st  story  to 
the  roof,  an  exterior  iron  stairway  on  the  rear  of  the  build¬ 
ing  connected  in  the  2nd  story  by  balcony  and  a  fireproof 
passageway  to  the  interior  stairway,  with  fireproof  windows 
along  the  course  of  the  exterior  stairway;  and 

Whereas,  petitioner  contends  that  this  order  was  modi¬ 
fied  by  the  Board  of  Review  on  January  1,  1919,  and  that 
the  work  stipulated  to  be  done  in  said  modification  was 
:ompleted ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
af  review  of  June  26,  1919,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
: ondition  that  the  stipulations  made  by  that  board  be  car¬ 
ried  out ;  and  with  the  further  proviso  that  any  glass  along 
:he  course  of  the  stair  hall  enclosure  in  door  panels,  tran¬ 
soms  or  partition  lights  be  made  wired  glass  of  the  same 
size  as  those  now  existing,  and  on  further  condition  that  a 
fireproof  self-closing  door  be  installed  at  the  east  end  of 
:he  stair  hall,  ninth  floor,  and  resolved  further,  that  the 
variation  be  granted  only  so  long  as  conditions  as  to  pres¬ 
ent  use  and  occupancy  remain  unchanged. 


L401-21-S. 

PETITIONER— F.  S.  Willert. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 35  Great  Jones  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  F.  S.  Willert. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

rHE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Reville, 


Kleinert,  Moore  and  McDermott  .  11 

Negative  . o 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Miller  .  2 

THE  RESOLUTION: 

(1401-21-S) 


T Whereas,  F.  S.  Willert,  for  J.  J.  Ridley,  owner,  filed, 
November  16,  1921,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  35  Great  Jones  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
P1635,  dated  June  .7,  1921,  reads: 

“4.  The  rear  fire  escape  which  is  accepted  in  the 
resolution  of  the  Board  of  Standards  and  Appeals  is 
a  sub-standard  fire  escape,  double  rung  ladder  con¬ 
necting  balconies  and  non-fireproof  windows  opening 
on  same.  Note:  The-' termination  of  this  fire  escape 
at  rear  of  2nd  story  is  inadequate  and  dangerous  and 
will  have  to  be  extended  to  a  safe  landing  and  to  afford 
safe  egress  from  termination  of  rear  fire  escape.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
7  stories  in  height,  27  ft.  by  90  ft.  in  area  at  the  1st  story 
and  27  ft.  by  80  ft.  in  area  above;  occupied,  2nd  story,  mfg. 
lamp  shades,  9  persons;  3rd  story  to  6th  story,  inclusive, 
mfg.  of  ladies  hats;  3rd  story,  12  persons;  4th  story,  12 
persons;  5th  story,  9  persons;  6th  story,  8  persons;  7th 
story,  gilders  of  cards;  8  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof  enclosed  in  metal  lath  and  cement  plaster 
partitions  with  metal  covered  doors  at  the  openings,  a  fire 
escape  on  the  front  of  the  building  with  counterbalanced 
stair  to  street,  a  fire  escape  on  the  rear  of  the  building  with 
landing  in  the  2nd  story  on  extension  roof ;  and 
Whereas,  petitioner  contends  that  the  occupancy  is  low 
and  that  the  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fireproof  doorway  be  substituted  for  win¬ 
dow  at  the  second  ,  story  landing,  and  that  all  windows  on 
the  course  of  the  rear  fire  escape  (which  is  one  to  each 
story)  be  made  fireproof,  and  that  the  opening  in  rail  of 
2nd  story  balcony  be  closed  up. 


1447-21-S. 

PETITIONER — William  MacBain,  for  Rosalie  M.  Steele, 
et  al.,  owners. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  decision  of  superintendent  of»buildings. 
PREMISES  AFFECTED1 — 22  Beekman  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  William  MacBain. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott  .  11 

Negative  . o 

Absent :  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Miller  .  2 

THE  RESOLUTION: 

(1447-21-S) 

Whereas,  William  MacBain,  Rosalie  M.  Steele,  et  al., 
filed,  December  7,  1921,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law  as  cited  in  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  22  Beekman  street,  Manhattan; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  reads: 
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“Provide  an  unobstructed  passageway  around  hoist¬ 
way  leading  from  the  foot  of  the  stairway  to  the 
street,  said  passageway  to  have  a  width  of  not  less 
than  the  width  of  the  stairway,  as  per  section  271  of 
the  labor  law.”; 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  23.2  ft.  by  85.2  3-4  ft.  in  area  in  the 
1st  story  and  23.2  ft.  by  55  ft.  in  area  above;  occupied,  1st 
story,  restaurant;  2nd  story,  repairing  of  pipes,  3  persons, 
3rd  story,  mfg.  of  awnings,  2  persons ;  4th  story,  mfg.  ot 
hair  brushes,  6  persons;  5th  story,  mfg.  awnings,  5  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair- 
way  extending  from  the  1st  story  to  the  roof  enclosed  in 
plaster  partitions  with  metal  covered  doors  at  the  open- 
ings,  the  stairway  landing  in  the  1st  story  beneath  a  hoist¬ 
way  opening;  and  . 

Whereas,  the  petitioner  proposes  in  lieu  ot  providing 
a  passageway  to  provide  a  tell-tale  chain  device  beneath 
the  hoistway  opening. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  tell-tale  chains  be  installed  in  accordance 
with  the  recommendations  set  forth  in  the  Book  ot  Buies 
of  the  board  of  standards  and  appeals,  so  long  as  condi¬ 
tions  remain  unchanged  as  to  use  and  occupancy. 


1455-21-S. 

PETITIONER — Frederick  Fox  &  Co.,  Inc.,  for  Francis 
Bannerman,  Jr.,  et  al. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 499  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  the  fire 
department.  .  . 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 


’VO'I'.E _ 

Arfirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Reville, 
Kleinert,  Moore  and  McDermott  . 


Negative  . . . .*  • : . tV . 

Absent:  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Miller  . 


11 

0 

2 


THE  RESOLUTION : 


(1455-21-S) 

Whereas,  Frederick  Fox  &  Co.,  Inc.,  for  Francis  Ban¬ 
nerman,  Jr.,  et  al.,  filed,  November  25,  1921,  a  petition  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  499  Broadway,  Man¬ 
hattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  Flo.  28164- 

LD,  dated  October  29,  1921,  reads: 

“1.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  on 
Broadway  side  to  the  street,  said  passageway  to  have 
a  width  of  not  less  than  the  width  oi  the  stairway, 
as  per  section  271  of  the  Labor  Law.  ; 


Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  19.10  ft.  by  200  ft.  in  area;  occupied, 
1st  story,  store,  4  persons;  2nd  story,  mfg.  shirts,  6  per¬ 
sons;  3rd  story,  mfg.  neckties,  6  persons;  4th  story,  mfg. 
suits.  15  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  roof 
enclosed  in  wood  partitions  with  wood  doors  at  the  open¬ 
ings;  a  fire  escape  on  the  front  of  the  building  with  win¬ 
dows  along  the  course  of  the,  fire  escape ;  the  stairway  land¬ 
ing  in  the  1st  story  beneath  the  hoistway ;  and 


Whereas,  petitioner  proposes  in  lieu  of  providing  a  pas¬ 
sageway  around  the  hoistway  opening  to  provide  a  tell¬ 
tale  device  beneath  hoistway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  tell-tale  chains  be  installed  in  accordance 
with  the  recommendation  of  the  board  of  standards  and 
appeals,  set  forth  in  the  book  of  rules  and  that  the  varia¬ 
tion  be  granted  so  long  as  conditions  as  to  occupancy  and 
number  remain  unchanged. 


1471-21-S. 

PETITIONER — Adolf  Rosenbaum,  Sec.  for  Hudson  Iron 
and  Wire  Works,  Inc. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 422  West  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Adolf  Rosenbaum. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Kenlon,  Superintendents  Reville, 

Kleinert,  Moore,  and  McDermott  . 11 

Negative  . ... .  0 

Absent :  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Miller  .  2 


THE  RESOLUTION: 

(1471-21-S) 

Whereas,  Adolph  Rosenbaum,  for  Emerman  &  Bau- 
moehl  Co.,  owner,  filed,  November  28,  1921,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  422  West  Broadway, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  25204- 
LD,  dated  July  13,  1921,  reads: 

“1.  Arrange  the  fire  escape  at  the  front  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof,  etc. 

“2.  Extend  the  interior  stairway  at  the  south  side 
and  to  the  roof.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  66  ft.  in  area;  occupied,  1st 
story,  paint  store,  2nd  story,  office  and  stock  for  paints, 
3  persons;  3rd  story,  mfg.  cloth  jewelry  boxes,  5  persons; 
4th  story,  mfg.  leather  bags,  2  persons;  5th  story,  mfg.  of 
leather  bags,  4  persons;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  5th  story  with  a  60-degree  iron  stairs  to  a  counter¬ 
balanced  scuttle  in  the  roof ;  a  60-degree  fire  escape  on 
the  front  of  the  building  with  a  counterbalanced  stairs  to 
street  and  a  gooseneck  ladder  to  the  roof ;  and  with  fire 
doors  and  windows  along  the  course  of  the  fire  escape; 
and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  on  March  30,  1920,  accepted  the  ex¬ 
its  as  they  now  are ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  March  30,  1920,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  on  condition  that  the  stipulations  as  set  forth  in  the 
action  of  the  board  of  review,  be  complied  with,  and  to  per¬ 
mit  not  more  than  four  persons  on  the  top  floor,  so  long 
as  conditions  remain  substantially  unchanged  as  to  occu¬ 
pants  and  use. 
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474-21-S. 

PETITIONER — Frank  H.  Scardefield,  owner. 
jUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 28-30  Marcy  avenue,  Brooklyn. 
APPEARANCES — 

For  Petitioner :  Frank  H.  Scardefield. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
rHE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Reville, 


Kleinert,  and  McDermott  .  10 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Miller  and  Moore .  3 


rHE  RESOLUTION: 

(1474-21-S) 

Whereas,  Frank  H.  Scardefield,  owner,  filed,  Novem- 
jer  28,  1921,  a  petition,  with  the  board  of  standards  and 
ippeals,  for  variation,  from  the  requirements  of  the  labor 
aw,  as  cited  in  an  order  of  the  fire  commissioner,  affect- 
ng  premises  28-30  Marcy  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  28253- 
LD,  dated  November  1,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  etc. 

“2.  Arrange  the  fire  escape  on  the  east  side  of  build¬ 
ing  and  the  openings  leading  thereto,  etc. 

“Among  the  defects  noted  are :  Doors  to  balconies 
2  ft.  by  6  ft.  not  provided.  Windows  on  course  of  fire 
escape  not  fireproof  self-closing.  No  counterbalanced 
stairway  to  street.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 

3  stories  in  height,  35  ft.  by  38  ft.  in  area ;  occupied,  cel¬ 
lar,  storage  and  boiler  room,  1  person ;  1st  and  2nd  stories, 
mfg.  gold  leaf  book  containers,  3  persons  per  story ;  3rd 
story,  storage ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  3rd 
story  with  wooden  ladder  to  scuttle  in  the  roof  enclosed 
in  wood  partitions  with  wood  doors  at  the  openings,  a  fire 
escape  on  the  west  of  the  building,  a  fire  escape  on  the 
rear  of  the  building  with  egress  to  adjoining  yards,  the 
windows  along  the  course  of  the  fire  escape  being  non- 
fireproof;  and 

Whereas,  petitioner  contends  that  these  orders  were 
held  in  abeyance  (pending  increased  occupancy)  by  the 
board  of  review  of  the  fire  department  on  April  23,  1918, 
and  that  the  occupancy  has  not  been  increased ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of 
the  board  of  review  be  complied  with  and  so  long  as  con-* 
ditions  remain  unchanged. 


1486-21-S. 

PETITIONER— F.  P.  Keniston,  for  Scholl  Realty  Corp., 
owner.  v 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 9  East  30th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  F.  P.  Kenniston. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Reville, 


Kleinert,  and  McDermott  .  10 

Negative  .  o 

Absent :  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Miller  and  Moore .  3 


THE  RESOLUTION: 

(1486-21-S) 

Whereas,  F.  P.  Kenniston,  for  Scholl  Realty  Corp., 
owner,  filed,  November  30,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  9  East  30th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  28529- 
LD,  dated  November  16,  1921,  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  of  build¬ 
ing  and  the  opening  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  sections  273  and 
274  of  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of 
section  271  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following :  The  windows  on  the  course  of  fire 
escape  are  not  fireproof,  no  safe  and  unobstructed 
egress  from  the  lower  termination  of  the  fire  escape 
to  the  street.  No  stairway  from  lowest  balcony  to 
ground.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  22  ft.  by  84  ft.  in  area  at  the  1st  story 
and  22  ft.  by  65  ft.  in  area  above;  occupied,  1st  story, 
store,  2  persons ;  2nd  story,  tea  room,  5  persons ;  3rd  and 
4th  stories,  manufacturer  of  clothing,  10  persons  per  story; 
the  means  of  egress  consisting  of  an  interior  wooden  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed  in 
metal,  lath,  cement  and  plaster  partitions,  with  wooden 
doors  at  the  openings  and  a  fire  escape  on  the  rear  of  the 
building  extending  from  the  roof  to  the  roof  of  the  one- 
story  extension  with  stairway  from  the  roof  of  the  one- 
story  extension  to  fire  escape  on  the  adjoining  building; 
the  windows  along  the  course  being  non-fireproof ;  and 

Whereas,  petitioner  in  lieu  of  complying  with  the  order 
proposes  to  fireproof  the  centre  window  on  each  of  the 
3rd  and  4th  stories  and  to  place  a  flame  shield  under  the 
fire  escape  balcony  at  the  3rd  story  and  to  enclose  by 
proper  rail  that  part  of  the  extension  roof  used  for  egress 
from  the  termination  of  the  fire  escape  to  stairway  of 
fire  escape  of  adjoining  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  centre  window  on  the  4th  (top)  story  be 
made  fireproof,  all  the  windows  on  the  third  story  be  fire¬ 
proofed,  and  that  one  opening  at  the  west  end  on  the 
second  floor,  be  made  a  casement  door  with  steps  on  in¬ 
terior  leading  to  sill  of  the  door. 

Resolved,  further,  that  the  variation  be  granted  so  long 
as  conditions  remain  unchanged. 


1286-21-S. 

PETITIONER — Levy  &  Berger,  for  Israel  Lorberbaum, 
owner. 

SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  order  of  fire  commission¬ 
er. 

PREMISES  AFFECTED — 394  South  Second  street, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Joseph  Levy,  Jr. 
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For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott .  1J 

Negative  . ® 

Absent :  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Miller  .  2 

THE  RESOLUTION : 

(1286-21-S) 

Whereas,  Levy  &  Berger,  for  Israel  Lorberbaum,  own¬ 
er,  filed,  November  3,  1921,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  394  South  2nd  street,  Brook¬ 
lyn;  and 

’  Whereas,  the  order  of  the  fire  commissioner  No.  16.833- 
LD,  dated  December  22,  1920,  reads: 

“Arrange  the  fire  escape  at  the  rear  of  building  and 
the  openings  leading  thereto  and  the  windows  opening 
on  the  course  thereof,  so  that  same  are  in  compliance 
with  the  provisions  of  section  79-B-4  and  79-B-5  of 
the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
79-B-l  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following : 

“Windows  on  course  not  fireproof,  not  self-closing. 
“No  stairway  from  lowest  balcony  to  ground.’;; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  120  ft.  in  area  in  the  1st  story  and  25  ft. 
by  94  ft.  above ;  occupied,  1st  story  as  a  showroom  ;  2nd 
story,  factory  and  office,  6  persons ;  3rd  story,  factory,  2 
persons;  4th  story,  storage;  1  person;  the  means  of  egress 
consisting  of  an  interior  stairway  enclosed  in  wood  parti¬ 
tions  covered  with  metal,  a  fire  escape  on  the  rear  of  the 
building  with  landing  on  roof  of  the  extension  and  a 
stationary  iron  ladder  to  the  adjoining  yard,  with  fire 
windows  along  the  course  of  the  fire  escape and 

Whereas,  petitioner  requests  a  modification  of  the  re¬ 
quirements  for  stairway  from  the  lowest  balcony  to  the 
ground,  for  the  reason  that  he  cannot  obtain  an  ease¬ 
ment  from  the  adjoining  owner. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  o  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition,  that  a  ladder,  in  guide  rails,  be  accepted,  in 
lieu  of  the  counterbalanced  stairway,  from  the  rear  exten¬ 
sion,  second  story,  to  the  adjoining  yard- 


1348-21-S. 

PETITIONER— Leopold  L.  Langrock. 

SUBJECT— Petition  for  variation  of  requirements  of  la¬ 
bor  law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 35-37  Ormond  place,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Leopold  L.  Langrock. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville,  Kleinert, 

Moore  and  McDermott  .  12 

Negative  . . . .  0 

Absent :  Superintendent  Miller  . .  1 


THE  RESOLUTION: 

(1348-21-S) 

Whereas,  Leopold  L.  Langrock,  owner,  filed,  November 
7,  1921,  a  petition  with  the  board  of  standards  and  ap¬ 
peals  for  a  variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  35-37  Ormond  place,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  27563- 
LD,  dated  October  11,  1921,  reads : 

“1.  Arrange  bars  on  windows  on  north,  south  and 
east  sides  of  1st  story  so  as  to  be  readily  movable  or 
removable  from  both  sides  in  such  a  manner  as  to 
afford  the  free  and  unobstructed  use  of  such  windows 
for  purposes  of  egress,  as  per  Section  272  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  41  ft.  front,  70  ft.  rear  and  165  ft. 
deep,  divided  into  two  sections  by  a  cross  partition  wall; 
equipped  with  a  sprinkler  system ;  occupied  for  the  manu¬ 
facture  of  typewriters,  1st  story,  5  persons;  2nd  story, 
8  persons;  3rd  story,  15  persons;  4th  story,  20  persons; 
there  being  14  windows  in  the  1st  story  equipped  with  iron 
bars;  the  rear  section  of  the  building  having  on  the  1st 
story  two  exits  to  adjoining  yards  and  one  horizontal  exit 
to  front  section  of  the  building,  which  section  of  the  build¬ 
ing  has  one  exit  to  the  yard  and  two  exits  to  the  street; 
and  .  .  j 

Whereas,  the  petitioner  states  that  windows  on  the  front 
part  of  the  building  are  unbarred. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  -make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  exit  signs  and  red  lights  be  installed  at  all 
exits  from  the  first  story. 


1350-21-S. 

PETITIONER— John  H.  Hayes,  trustee. 

SUBJECT— Petition  for  variation  of  the  requirements  of 
the  labor  law. 

PREMISES  AFFECTED— 57  West  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  H.  Hayes.  I 

For  Administration:  Inspector  Maher,  of  tbe  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville,  Kleinert, 


Moore  and  McDermott  .  12 

Negative  . _ .  0 

Absent :  Superintendent  Miller  .  1 


THE  RESOLUTION:  - 

'(1350-21-S) 

Whereas,  John  H.  Hayes,  trustee,  filed,  December  8, 
•  1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  a  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  57  West  28th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  .commissioner,  No  26125- 
LD,  dated  August  29,  1921,  reads : 

“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  sections  273  and  274 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
methods  of  complying  with  the  requirements  of  sec¬ 
tion  271  of  the  labor  law. 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  No  stairway  from  lowest  bal- 
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cony  to  ground.  No  passageway  from  termination  of 
fire  escape  to  street. 

“2-  .  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

*nd 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  and  basement  in  height,  20  ft.  by  74  ft.  in  area 
at  the  1st  story;  20  ft.  by  55  ft.  above;  occupied,  manu¬ 
facture  of  furs ;  basement.  8  persons ;  1st  story,  9  persons ; 
2nd  story,  8  persons;  3rd  story,  9  persons;  4th  story,  7 
persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  1st  story  to  the  4th 
story  with  iron  ladder  to  scuttle  in  the  roof,  enclosed  in 
wood  lath  and  plaster  partitions  with  wood  glass  pan¬ 
elled  doors  at  the  openings ;  a  fire  escape  on  the  rear  of  the 
building  extending  from  the  roof  to  the  roof  of  the  one 
story  extension  connected  at  the  2nd  and  3rd  stories  to  the 
balconies  of  the  fire  escape  at  466-463  Sixth  avenue,  the 
windows  along  the  course  being  fireproof,  self-closing- 
and  ’ 

Whereas,  petitioner  states  that  a  similar  order  was  is¬ 
sued  by  the  fire  department  and  that  the  board  of  review 
of  the  fire  department  on  February  19.  1920,  granted  a 
modification  of  the  order,  which  modification  was  com¬ 
plied  with ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  February  19,  1920,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  herebv  is  granted  on 
condition  that  a  sash  door  be  substituted  for  rear  hall 
door  leading  to  the  rear  room  connecting  with  the  balcony 
fire  escape,  and  that  a  6  ft.  fire  hook  be  provided  on  hail 
side  of  this  door,  and  that  the  number  of  occupants  be  not 
increased. 


1435-21-S. 

PETITIONER — The  C.  E.  Sheppard  Co. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — Van  Alst  avenue  between  13th 
and  14th  streets,  Long  Island  Citv,  Queens. 
APPEARANCES— 

For  Petitioner:  Q.  D.  Massey. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beattv, 
Boulton  Holland,  Kearney,  Kerbv,  Fire 
Chief  Kenton.  Denutv  Fire  Commissioner 
Hannon,  Superintendents  Miller,  Reville, 

Kleinert,  Moore  and  McDermott  .  13 

Negative  . o 

Absent  .  0 

THE  RESOLUTION: 

(1435-21-S') 

Whereas,  C.  E.  Shenpard  Co.,  owner,  filed.  Nov.  22.  1921, 
a  petition,  with  the  board  of  standards  and  appeals  for 
variation  from  the  remiirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
east  side  of  Van  Alst  avenue  between  13th  and  14th  streets, 
Queens :  and 

Whereas.  +he  order  of  the  fire  commissioner,  No.  28405- 
LF.  dated  Nov  2.  1921,  reads: 

“1.  Provide  a  firenrof  vault  with  self-closing  fire- 
nroof  doors  to  same  for  storage  of  bailed  waste  pap'er 

in  cellar”: 

and 

Whereas,  the  buildinn  is  of  fireproof  construction.  3 
stories  in  he'oht  208  ft  bv  154  ft.  irregular  in  area,  occu- 
rt'ed.  1st  and  2nd  stories,  manufacturing  of  loose  leaf  de¬ 
duces  and  svstems.  131  persons:  3rd  story,  naoer  box  manu¬ 
facturing  and  kid  glove  manufacturing,  353  persons ;  the 


building  being  equipped  with  an  automatic  sprinkler  sys¬ 
tem  and  local  fire  alarm  signal  system ;  bales  of  paper  being 
stored  in  a  space  20  ft.  by  20  ft.,  in  the  basement,  this 
space  having  a  concrete  ceiling  and  surrounded  on  three 
sides  by  fireproof  walls  and  over  which  there  are  two 
lines  of  sprinklers  with  six  heads;  and 

Whereas,  petitioner  states  that  the  amount  of  paper 
stored  does  not  exceed  ten  bales  and  ample  protection  has 
been  afforded  for  the  space  in  which  such  bale  paper  is 
stored. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  no  loose  waste  paper  be  maintained  in 
the  cellar  or  on  the  premises. 


1376-21-S. 

PETITIONER — Ralph  Wilson. 

SUBJECT — Petition  for  variation  of  requirements  of  the 
labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 14-16  East  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Harry  Wilson. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Miller,  Reville, 


Kleinert,  Moore  and  McDermott  .  13 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION: 

(1376-21-S) 

Whereas,  Ralph  Wilson,  lessee,  filed,  Nov.  14,  1921,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  14-16 
East  33rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  27635- 
LD,  dated  Oct.  14,  1921,  reads : 

“1.  Provide  a  fireproof  enclosed  passageway  (inde¬ 
pendent  of  other  exit  from  the  building)  from  the 
termination  of  the  exterior  screened  stairway  at  rear 
of  building  leading  to  the  street  as  per  section  268  of 
the  Labor  Law.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  in  height,  50  ft.  by  96  ft.  in  area,  equipped  with  a 
fire  alarm  signal  system,  occupied,  1st  story,  wholesale  fur¬ 
niture,  10  persons;  2nd  story,  Holmes  Elec.  Protection  Co., 
35  persons ;  3rd  story,  wholesale  dresses,  30  persons ;  4th 
story,  jobber  of  dresses,  14  persons;  5th  story,  pocket  books, 
25  persons;  6th  story,  engineers,  11  persons;  7th  story, 
dresses,  35  persons ;  8th  story,  dresses,  21  persons ;  9th 
story,  coats  and  suits,  18  persons;  10th  story,  jobber  of 
dresses,  11  persons;  11th  story,  dresses,  30  persons;  12th 
story,  pocket  books,  28  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  fireproof  stairway  extending  from 
the  basement  to  the  roof,  enclosed  in  fireproof  partitions 
with  metal  doors  at  the  openings  and  a  fire  escape  on  the 
rear  of  the  building  extending  from  the  roof  to  the  ground, 
with  egress  through  the  building,  the  opening  being  pro¬ 
tected  by  fire  doors,  this  stairway  being  connected  on 
every  story  to  the  exterior  stairway  at  12  East  31st  street, 
Manhattan ;  and 

Whereas,  petitioner  states  that  permission  has  been 
obtained  from  the  neighbor  in  the  rear  to  remove  the  fence 
separating  the  yards,  thus  providing  a  large  court  and  safe 
exits  to  32nd  street  from  the  foot  of  the  exterior  stairway. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  cl  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  regulation  sign  and  red  light  be  installed 
at  the  termination  of  the  exterior  iron  stairway  on  the 
rear  of  the  building  at  yard  level,  and  that  it  be  adequately 
lighted  and  that  illumination  be  provided  for  the  interior 
stairway  at  the  1st  story. 

988-21-S 

PETITIONER— New  York  University,  owner. 

SUBJECT— Petition  for  variation  of  labor  law,  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 100  Washington  square,  East, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Wm.  S.  Gregory. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE—  „  ,  „  , 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 

Fire  Chief  Kenlon,  Superintendents  Miller, 
Reville,  Kleinert  and  McDermott  ........  8 

Negative:  Chairman  Walsh,  Messrs.  Holland 
and  Kearney,  Deputy  Fire  Commissioner 

Hannon  and  Superintendent  Moore  .  5 

Absent  .  0 

THE  RESOLUTION : 

(988-21-S) 

Whereas,  New  York  University,  owner,  filed  Sept.  12, 
1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  of  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
No.  100  Washington  square,  east,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  259-6- 

LD,  dated  August  24,  1921,  reads: 

“Reduce  the  area  of  wire  glass  in  door  and  window 
openings  in  stairway  enclosures  on  all  stories  at  the 
north  and  south  sides  of  building  so  as  not  to  exceed 
360  square  inches  for  any  single  pane  or  720  sq.  in. 
on  any  one  story  as  per  rule  505  of  the  Industrial  Code. 

“2.  Arrange  the  entrance  doors  at  street  so  as  to 
open  outwardly,  as  per  section  271  of  the  labor  law. 

“3.  Arrange  all  transom  windows  opening  into  stair¬ 
way  enclosures  north  and  south  sides  of  building  on  all 
stories  so  as  to  be  stationary  as  per  sec.  271  of  the  labor 

la,“NOTE.— Unless  the  exterior  iron  stairway  at  the 
east  side  of  building  is  brought  into  compliance  with 
the  requirements  of  the  labor  law  and  additional  means 
of  egress  is  also  provided  the  occupancy  of  the  8th  sto  y 

will  have  to  be  reduced.  .  , 

“4  Provide  approved  self-closing  attachments  on 
doors  leading  to  stairway  enclosure  on  1st  story  south 
side  and  on  5th,  6th,  7th  and  8th  stories  north  side 
as  per  sec.  271  of  the  labor  law  and  rule  507  of  the 
Industrial  Code.” ; 

^Whereas,  the  building  is  of  fireproof,  construction,  10 

stories  in  height,  180  ft.  6  in.  by  99  ft.  ®  ^  : 

pied  1st  and  2nd  stories,  American  Book  Company  offices, 
100  ’persons  on  each  story ;  3rd  and  7th  stones,  pnntg 
and  book  binding  125  persons  on  each  story ,  8th  to  10th 
stories  N  Y.  University  offices  and  classrooms,  500  per- 
sons  on  each  story;  the  means  of  egress  cons, stag  of  two 
interior  iron  stairways  located  on  the  east  side  of  the 
building  extending  from  the  1st  story  to  the  roof,  enclosed 
in ’fireproof  partitions  with  iron  and  kalameined  doors  at 
the  openings  and  an  interior  iron  and  slate  stairway  on  the 
west  side  of  the  building  extending  from  the  1st  story  to 
the  2nd  story  enclosed  in  fireproof  partitions  with  iron  and 
kalameined  doors  at  the  openings  and  horizontal  exits  on 
the  8th  and  9th  stories  into  the  adjoining  fireproof  bud ld- 
n j  cre  escapes  on  the  east  side  of  the  building 
Sendfng  f?om  the  rPoe„Sf  ,o  the  yard,  with  exit  through 


the  building,  the  openings  along  the  course  being  kalameined 
doors  and  fireproof  windows,  there  being  in  the  doors  and 
window  openings  into  the  stairway  enclosure  wire  glass  ex¬ 
ceeding  360  sq.  in.  in  area  per  single  pane  and  720  sq.  in. 
per  story  and  doorways  at  the  street  entrance  of  the  build¬ 
ing  opening  inwardly,  the  building  being  equipped  with  100 
per  cent  sprinkler  system  and  fire  alarm  signal  system ; 
and 

Whereas,  petitioner  states  that  items  3  and  4  requiring 
all  transoms  in  stair  enclosure  be  made  stationary  and  the 
doors  to  have  approved  self-closing  devices  will  be  com¬ 
plied  with  at  once  and  asks  that  the  remainder  of  the  order 
be  held  in  abeyance  until  May  1,  1922,  at  which  time  the 
factory  use  of  the  building  will  cease  and  alterations  will 
be  made  to  adapt  building  to  other  uses. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as.  to 
item  No.  1  and  as  to  item  3,  foot  note,  granted  on  condition 
that  an  open  iron  bridge  7  ft.  wide,  with  rails  4  ft.  6  in. 
high  be  provided  on  the  10th  floor  from  the  landing  plat¬ 
form  of  the  interior  stairway  at  the  south  end  to  the  roof 
of  23-29  Washington  place ;  that  no  factory  work  be  done 
on  premises  after  6  p.  m.,  and  that  factory  use  be  discon¬ 
tinued  after  May  1st,  1922,  and  that  the  order  of  the  fire 
commissioner  as  to  items  No.  2,  3  and  4  be  affirmed  and  the 
petition  in  so  far  as  it  relates  to  these  items  be  denied. 


1092-21-S. 

PETITIONER— The  Robert  Graves  Company,  owner. 
SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 929  Third  avenue.  Brooklyn. 

APPEARANCES—  „  ,  ,  , 

For  Administration:  Inspector  Maher  of  the  fire 

department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 
Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  . •  ••  *  •  • ' ;  7 

Negative:  Chairman  Walsh,  Messrs  Holland 
and  Kearney,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  Miller  . .  ® 

Absent  . 

THE  RESOLUTION: 

(1092-21-S) 

Whereas,  The  Robert  Graves  Co.,  owner  filed,  Sept.  30, 
1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  of  the  requirements  of  the  labor  law,  as  cited 
in  orders  of  the  fire  commissioner,  affecting  premises  929 

Third  avenue,  Brooklyn;  and  .  .  w 

Whereas,  the  orders  of  the  fire  commissioner,  No.  226-4- 
LD  and  No.  22626-LD,  dated  May  20,  1921,.  read :. 

No.  22624-LD.  “1.  Enclose  the  interior  stairway  at 

the  northeast  corner  of  building  serving  as  a  required 
means  of  exit  and  the  landings,  platforms  .and  passage¬ 
ways  connecting  therewith  on  all  sides  with  partitions 
of  "fire  resisting  material,  extending  continuously  from 
the  1st  story  to  3  ft.  above  the  roof,  constructed  as 
per  section  271  of  the  labor  law  and  sec.  272  of  the 
labor  law  or  carry  out  a  proper  alternative  method 
of  complying  with  the  requirements  of  sec.  271  of  the 

22626-LD.  “Arrange  the  doors  leading  to  the 
stairway  on  all  stories  upon  which  five  or  more  per¬ 
sons  are  employed,  so  as  to  open  outwardly  wr  hout 
obstructing  the  stairway  as  per  section  271  of  the  labo 
law.” ; 

“whereas,  the  building  is  of  non-fireproof  construction 
facing  on  two  streets,  85  ft.  by  300  ft.  in  area,  5  stones 
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in  height,  occupied  for  the  manufacture  of  wall  paper,  1st 
story,  75  persons;  2nd  story,  40  persons;  3rd  story,  55 ’per¬ 
sons;  4th  story,  40  persons;  5th  story,  21  persons;  cellar, 
6  persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  form  the  1st  story  to  the  roof 
enclosed  in  brick  partitions  with  double  fireproof  doors  at 
the  openings  and  7  fire  escapes,  4  on  the  35th  street  front 
of  the  building,  these  fire  escapes  all  extending  from  the 
roof  to  the  ground  with  double  fireproof  doors  along  the 
course,  the  building  being  equipped  with  a  sprinkler  system 
and  a  fire  alarm  signal  system ;  and 
Whereas,  petitioner  states  that  as  to  Order  No.  22624-LD 
that  the  board  of  standards  and  appeals  acted  favorably 
upon  a  similar  petition,  Cal.  No.  201-17-S,  and  as  to  Order 
No.  22626-LD,  that  to  arrange  the  doors  to  open  outwardly 
would  obstruct  the  stairway;  and 
Whereas,  Cal.  No.  201-17-S,  a  petition  on  the  same  prem¬ 
ises.  to  be  relieved  of  enclosing  the  stairways  in  fire  re¬ 
sisting  material  the  board  of  standards  and  appeals  decided 
that  the  enclosure  of  the  stairways  in  a  5-story  building 
provided  with  a  sprinkler  system  and  having  non-com¬ 
bustible  material  is  not  required  by  rule  1  of  the  Industrial 
Code  and  that  the  petition  accept  the  existing  exits  and  to 
be  relieved  of  enclosing  the  stairway  be  granted  on  condi¬ 
tion  that  the  windows  in  the  westerly  wall  be  made  fire 
windows  and  that  this  variation  be  granted  so  long  as  con¬ 
ditions  remain  substantially  unchanged. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  affirmed  and  the  petition  be  and  it  here¬ 
by  is  denied. 


1220-21-S. 


PETITIONER— Robert  Schnaier. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited  in 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 172  East  75th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Robert  Schnaier. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerbv,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Miller,  Reville,  Kleinert,  Moore  and 

McDermott  . 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 


12 

0 

1 


THE  RESOLUTION: 

(1220-21-S) 

Whereas,  Robert  Schnaier,  owner,  filed,  Oct.  24,  1921,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  172 
East  75th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  27212- 
LD,  dated  Oct.  0,  1921,  reads : 

“Extend  the  interior  stairway  at  the  roof,  as  per 
section  271  of  the  labor  law.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction,  4 
stories  in  height,  18  ft.  2  in.  by  97  ft.  8  in.  in  area  at  the. 1st 
story  and  18  ft.  2  in.  by  64  ft.  6  in.  in  area  above,  occupied, 
1st  story,  storage  of  builders’  materials  and  scaffolding, 
4  persons;  2nd  story,  painting  and  decorating  of  furniture, 
6  persons;  3rd  story,  rear,  office  and  show  rooms,  front, 
bead  and  embroidery  samples,  7  persons;  4th  story,  sculptor, 
4  persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairwav  extending  from  the  1st  story  to  the  4th 
storv,  with  double  rung  iron  ladder  to  the  scuttle  in  the 
roof,  enclosed  in  wood  stud,  lath  and  plaster  partitions, 
with  iron  covered  doors  at  the  1st  story,  wood  doors  above ; 


a  fire  escape  on  the  front  of  the  building  extending  from 
the  1st  story  to  the  4th  story,  the  windows  along  the  course 
being  fireproof ;  and 

Whereas,  petitioner  states  that  a  similar  order  was  is¬ 
sued  by  the  fire  department  and  modified  by  the  board 
of  review  of  the  fire  department  on  July  16,  1918,  on  con¬ 
dition  that  a  60  degree  double  rung  ladder  leading  to  the 
automatic  scuttle  in  the  roof  be  provided  and  the  occu¬ 
pancy  on  the  top  story  be  limited  to  15  persons,  and  asks 
that  the  modified  order  of  the  board  of  review  be  rati¬ 
fied;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review,  dated  July  16,  1918,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of 
the  board  of  review  be  complied  with  and  that  conditions 
remain  unchanged. 

1304-21-S. 

PETITIONER — Wm.  C.  Walker’s  Sons. 

SUBJECT- — -Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  an  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 93-99  Greene  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  January  17th,  1922, 
for  final  disposition. 


169-21-S.  - 

PETITIONER — -Samuel  Rosenblum,  for  D.  S.  Walton  & 
Co.,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  the  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 132-42  Franklin  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  P.  Leo. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  reopened;  resolution  of 
board,  of  April  5,  1921,  modified. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — To  reopen  petition — 

Affirmative:  Chairman  Walsh,  Messrg.  Beatty, 
Boulton,  Holland,  Kearney,  Kerbv,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Kleinert,  Miller,  Reville  and 

Moore  .  11 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  and  Superintendent 
McDermott  . 2 

THE  VOTE — To  modify  resolution  of  April  5,  1921 — 
Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert,  Miller, 


Reville  and  Moore  .  10 

Negative:  Chairman  Walsh .  1 

Absent:  Fire  Chief  Kenlon  and  Superintendent 
McDermott  .  2 


THE  RESOLUTION : 

(169-21-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
D.  S.  Walton  &  Co.,  owner,  filed,  February  7,  1921,  a 
petition,  with  the  board  of  standards  and  appeals,  for 
variation  of  the  requirements  of  the  labor  law  as  cited 
in  orders  of  the  fire  commissioner,  affecting  premises  132-42 
Franklin  street,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  17722-LD.  1.  Enclose  the  interior  stairways 

at  northwest  corner  of  132-4  and  west  side  of  136-42 
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buildings,  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resist¬ 
ing  material  extending  continuously  from  the  1st 
story  to  3  ft.  above  the  roof,  constructed  as  per  sec¬ 
tions  79-B-2  and  79-B-3  of  the  labor  law,  or  carry 
out  a  proper  alternative  method  of  complying  with  the 
requirements  of  section  79-B-l  of  the  labor  law. 

“2.  Extend  the  interior  stairways  at  northwest  cor¬ 
ner  of  132-4,  west  side  of  136-42  buildings  to  the  roof, 
as  per  sections  79-B-2  and  79-C-l  of  the  Labor  Law. 

“3.  Extend  the  interior  stairway  at  the  west  side 
of  136-42  building  from  the  2nd  story  to  the  1st  story, 
said  stairways  and  the  landings,  platforms  and  passage¬ 
ways  connecting  therewith  to  be  enclosed  on  all  sides 
with  partitions  of  fire  resisting  material  extending  con¬ 
tinuously  from  the  2nd  story  to  3  ft.  above  the  roof, 
and  provide  a  fire  resisting  passageway  leading  from 
the  termination  of  the  stairway  to  the  street,  as  per 
sections  79-B-2  and  79-B-3  of  the  labor  law,  or  carry 
out  a  proper  alternative  method  of  complying  with 
the  requirements  of  section  79-B-l  of  the  labor  law.” ; 

and  _ 

Whereas,  the  premises  consists  of  two  buildings,  each 
non-fireproof,  six  stories  in  height,  with  a  total  frontage 
of  121  ft.  9  in.  and  a  depth  of  100  ft.  and  80  ft.  respect¬ 
ively,  occupied  in  the  1st  story,  stores  and  shipping;  up¬ 
per  floors,  storage  and  printing  of  paper  bags  and  stock, 
number  of  employees,  No.  132-34;  2nd  floor,  32  persons; 
3rd  floor,  none;  4th  floor,  6;  5th  floor,  12;  6th  floor,  0; 
No.  136-42,  2nd  floor,  one  person;  3rd  floor.  8  persons; 
4th  floor,  6  persons ;  5th  floor,  6  persons ;  6th  floor,  14  per¬ 
sons ;  the  buildings  being  equipped  with  a  sprinkler  sys¬ 
tem  and  a  fire  alarm  signal  system ;  the  means  of  egress 
consisting  of  an  interior  stairway  in  the  westerly  building 
extending  from  the  2nd  story  to  the  6th  story,  enclosed 
in  wood  board  partitions;  an  Interior  stairway  in  the 
easterly  building  extending  from  the  1st  story  to  the  2nd 


story  at  the  front  and  from  the  2nd  story  to  the  6th  story 
at  rear ; .  enclosed  in  the  4th  story  only ;  two  openings  in 
the  division  wall  between  the  easterly  and  westerly  build¬ 
ings  in  each  story  except  the  1st  story  with  self-closing 
fireproof  doors  at  the  openings;  a  fire  escape  on  the  rear 
accessible  to  both  buildings  and  a  party  wall  fire  escape  on 
the  front  of  the  building  connecting  both  buildings,  a  fire 
escape  balcony  at  the  southwest  corner  of  the  building  in 
the  2nd  story  with  counterbalanced  stairs  to  the  street, 
serving  as  egress  for  the  interior  stairs;  the  roofs  of  the 
buildings  adjoining  being  at  same  height  as  roof  of  build¬ 
ing  in  question;  and 

Whereas,  appellant  contends  that  owing  to  the  sprink¬ 
ler  system  and  fire  alarm  signal  system  and  the  horizon¬ 
tal  exits,  the  means  of  egress  should  be  deemed  adequate; 
and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  April  5,  1921,  on  certain  conditions  and  owner’s 
representative  requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  an  enclosure  making  a  continuous  hallway 
3  ft.  wide  in  the  clear,  be  provided  around  the  stairways 
extending  from  the  second  story  to  the  sixth  story  in 
building  No.  136-142  and  from  the  first  story  to  the  sixth 
story  in  building  No.  132-136,  these  enclosures  to  be  fire 
retarded  on  the  loft  side,  with  metal  lath  and  plaster,  with 
fire  doors  at  all  openings,  that  a  scuttle  properly  counter¬ 
balanced  and  an  iron  ladder  leading  thereto,  be  provided 
to  the  roof  of  each  building;  that  an  enclosed  passageway 
similarly  fire  retarded  be  provided  from  the  foot  of  the 
stairs  in  the  second  story  of  building  No.  136-142  to  the 
street  wall  connecting  with  the  exterior  balcony. 


Adjourned,  6  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  JANUARY  6,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kearney,  Kerby,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Kleinert  and  McDermott. 

Public  hearing  on  Proposed  Amendments  to  the  Fuel  Oil 
Rules  Governing  the  Construction  and  Installation  of  Oil 
Burning  Equipment  and  Storage  and  Use  of  Fuel  Oils. 

Rule  9,  as  amended  and  published  in  Bulletin  No.  1,  Vol. 
VII,  was  adopted  by  the  following  vote: 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Klein¬ 
ert  and  McDermott  .  8 

Negativei  .  0 


Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Miller,  Reville  and  Moore..  5 
Rule  13,  as  amended  and  published  in  Bulletin  No.  1,  Vol. 

VII,  was  adopted  by  the  following  vote: 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Klein¬ 
ert  and  McDermott  .  8 

Negative  . . . . 0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Miller,  Reville  and  Moore. .  5 


Meeting  adjourned,  4:45  p.  m. 

William  J.  O’Gopman,  Secretary. 


The  Rules  adopted  follow: 


RULES  ADOPTED 


AMENDMENTS  TO  THE  FUEL  OIL  RULES  GOVERNING  THE  CONSTRUCTION  AND  INSTALLATION 
OF  OIL  BURNING  EQUIPMENT  AND  STO  RAGE  AND  USE  OF  FUEL  OILS,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  ON  JANUARY  6,  1922. 


Adopted  by  the  Board  of  Standards  and  Appeals,  January 
6,  1922,  under  Cal.  No.  217-21-S. 

Rule  1.  Definition.  Flash  Point. 

The  term  “fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 


from  or  including  petroleum,  which  does  not  emit  an  in¬ 
flammable  vapor  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  closed  cup  tester, 
and  such  oil  shall  be  further  classified  as  either  Grade  A 
Fuel  Oil  or  Grade  B  Fuel  Oil. 
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Grade  A  Fuel  Oil  shall  include: — 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one  hun¬ 
dred  and  seventy-five  (175)  degrees  Fahrenheit,  in  an  open 
cup  tester,  or  if  closed  cup  tester  be  used  a  minimum  of 
not  less  than  one  hundred  and  fifty  (150)  degrees  Fahren¬ 
heit. 

Grade  B  Fuel  Oil  shall  include: — 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one  hun¬ 
dred  and  thirty-five  (135)  degrees  Fahrenheit,  in  a  Taglia- 
bue  closed  cup  tester. 

The  use  of  Grade  B  fuel  oil  shall  be  permissible  only  for 
the  operation  of  heating  installations  supplying  not  over 
twenty-five  hundred  (2500)  square  feet  of  steam  radia¬ 
tion  or  its  equivalent  in  dwellings  for  the  accommodation 
of  not  more  than  two  families  living  separately,  and  in 
which  the  total  fuel  oil  storage  capacity  of  the  main  sup¬ 
ply  tank  or  tanks  does  not  exceed  seven  hundred  (700) 
gallons  per  house. 

Whenever  in  these  rules,  the  term  “fuel  oil”  occurs 
without  further  classification,  it  shall  be  taken  to  include 
both  grade  A  and  grade  B  fuel  oil. 

Fuel  oil  must  not  be  fed  from  the  tank  to  the  suction 
pump  at  a  pre-heat  temperature  higher  than  its  flash  point. 

Rule  2.  Manner  of  Storage. 

Fuel  oil  to  be  used  for  commercial,  heating  and 
power  purposes  on  the  premises  where  stored  shall  be 
at  all  times  contained  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks,  except  a 
clean-out  plug  in  the  bottom;  and,  when  located  inside  of 
a  building,  must  at  all  times  be  placed  in  the  cellar  or 
lowest  story  of  such  building,  and  at  least  two  (2)  feet  in 
a  horizontal  direction  from  any  supporting  portion  of  the 
structure,  and  if  practicable  shall  be  buried  underneath  the 
lowest  floor  or  ground. 

Rule  5.  Enclosure  of  Tanks. 

In  either  existing  or  new  buildings  such  fuel  oil  service 
tanks  shall  be  enclosed  in  an  unpierced  wall  and  floor  of 
approved  masonry  or  reinforced  concrete,  made  oilproof 
and  waterproof,  and  not  less  than  twelve  (12)  inches  in 
thickness;  and  also  of  sufficient  thickness  to  properly  sup¬ 
port  any  lateral  pressure,  and  to  be  of  lateral  dimensions 
at  least  one  (1)  foot  greater  on  all  sides  than  the  outside 
dimensions  of  the  tank.  These  walls  are  to  be  carried  up 
to  a  height  of  at  least  one  (1)  foot  above  the  tank,  or 
the  supply  and  feed  connections  thereto,  and  roofed  over 
with  reinforced  concrete  or  its  equivalent  at  least  twelve 
(12)  inches  thick  and  capable  of  sustaining  a  live  load  of 
at  least  three  hundred  (300)  pounds  per  square  foot;  and 
if  not  buried  below  the  ground,  placed  so  as  to  leave  a 
clear  and  open  space  (except  for  pipe  connections)  of  at 
least  two  (2)  feet  between  such  roof  over  the  enclosure 
and  the  under  side  of  the  ceiling  above.  The  roof  of 
every  enclosure  shall  contain  a  manhole  with  fireproof 
cover  properly  weighted,  but  not  fastened,  placed  immedi¬ 
ately  above  the  supply  and  feed  connections  and  the  manhole 
in  top  of  the  tank. 

Where  found  impracticable  to  set  the  bottom  of  the 
tank  three  (3)  feet  below  the  floor  of  the  cellar  or  lowest 


story,  the  tank  shall  rest  on  steel  or  masonry  supports, 
and  the  bottom  of  the  tank  shall  be  at  least  one  (1)  foot 
above  the  floor  of  the  enclosure,  and  the  enclosure  wall 
and  floor  as  above  specified  shall  be  unpierced  and  the  space 
below  the  horizontal  centre  line  of  the  tank  and  within  the 
enclosure  formed  by  the  surrounding  unpierced  walls  shall 

have  a  capacity  of  at  least  sixty  (60)  per  cent  of  the 
capacity  of  the  tank. 

The  space  within  the  enclosure  surrounding  the  tank 
shall  be  at  all  times  vented  to  the  air  outside  of  the  build¬ 
ing  by  iron  or  other  fireproof  conduit  at  least  two  and  one- 
half  (2 )4)  inches  diameter,  connecting  the  enclosure  at  a 
point  just  above  the  floor  level,  and  which  shall  finish 
above  the  street  surface  with  proper  connections  at  that 
point  to  permit  the  Fire  Department  to  flood  the  enclosure. 

A  separate  similar  vent  without  Fire  Department  con¬ 
nection  shall  enter  the  enclosure  just  below  its  ceiling. 

Rule  6.  Capacity  of  Tanks. 

In  existing  or  new  buildings  of  non-fireproof  construc¬ 
tion,  no  service  tank  for  Grade  “A”  fuel  oil  containing 
over  ten  thousand  two  hundred  (10,200)  gallons,  and  in 
buildings  of  fireproof  construction  no  such  tank  containing 
over  twenty  thousand  (20,000)  gallons,  shall  be  placed  in 
any  single  portion  of  the  cellar  or  lowest  story  unless 
such  portion  be  separated  from  the  rest  of  the  cellar  by 
walls  of  masonry  or  reinforced  concrete. 

Any  openings  in  such  enclosure  walls  shall  be  protected 
by  automatic  fireproof  doors,  and  the  sills  of  such  open¬ 
ings  shall  be  placed  at  a  height  above  the  floor  level  to 
provide  a  reservoir  or  basin  of  sufficient  capacity  within 
the  said  enclosure,  to  contain  the  entire  capacity  of  the 
tank  placed  therein.  The  space  thus  enclosed  shall  be  ven¬ 
tilated  to  the  outer  air.  No  more  than  one  tank  will  be 
permitted  in  any  single  enclosure. 

If  tanks  are  buried  and  enclosed,  covered  and  roofed 
over  with  reinforced  concrete  or  its  equivalent  as  re¬ 
quired  by  Rule  5 — the  capacity  of  any  such  tank  may  be 
increased  one  hundred  (100)  per  cent  if  the  top  of  the 
roof  over  the  enclosure  wall  does  not  project  above  the 
level  of  the  cellar  floor. 

Rule  7.  Service  Tanks  Located  Outside  of  Buildings 
Within  Fire  Limits. 

(a)  Within  the  fire  limits,  tanks  to  contain  Grade  A 
fuel  oil  for  use  on  the  premises,  and  of  a  capacity  and  at 
distances  specified  below,  may  be  placed  above  ground  out¬ 
side  of  the  building  if  such  tank  does  not  exceed  fifteen 
(15)  feet  in  height  above  the  surface  of  the  ground  and 
if  completely  enclosed  in  the  same  manner  as  provided  for 
in  Rule  5. 

Distance  to  Nearest 


Building  in  Feet  Capacity 

Not  Exceeding  in  Gallons. 

40  .  71,400 

30  .  40,800 

20  .  30,600 

10  .  20,400 

5  .  10,200 


If  such  service  tanks  are  entirely  buried  and  roofed 
below  the  surface  of  the  ground,  the  capacity  in  gallons 
may  be  increased  by  two  hundred  (200)  per  cent. 

(b)  Within  the  fire  limits  tanks  to  contain  Grade  B  fuel 
oil  for  use  on  the  premises,  when  located  outside  the  build- 
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ing,  shall  be  completely  buried  and  installed  in  such  place 
or  position  as  shall  be  approved  by  the  Fire  Commissioner, 
but  in  no  case  shall  the  tank  be  less  than  five  (5)  feet  dis¬ 
tant  from  the  wall  of  any  structure. 

Rule  8.  Outside  General  Storage  Tanks  for  Grade  A 
Fuel  Oil  Located  Above  Ground  Within  the  Fire  Limits. 

Such  general  storage  tanks  located  within  the  fire  limits 
shall  not  exceed  twenty-five  (25)  feet  in  height,  shall  be 
built  of  metal,  and  shall  be  surrounded  with  a  continuous 
dike  wall  forming  a  basin  or  reservoir  of  unpierced  mas¬ 
onry  or  reinforced  concrete  not  less  than  four  (4)  feet  in 
height  with  a  capacity  of  at  least  that  of  the  tank  to  be 
protected. 

*  The  walls  and  floor  of  such  dikes  must  be  continuous, 
and  oilproof  and  waterproof,  and  must  not  be  built  with¬ 
in  ten  (10)  feet  of  the  walls  of  the  tank.  If  tanks  are 
placed  in  battery  the  dikes  shall  be  rectangular  in  shape, 
and  the  dike  wall  separating  them  as  well  as  the  dike 
wall  within  one  hundred  (100)  feet  of  any  structure, 
shall  be  carried  up  as  a  fire  stop  to  a  height  of  four  (4) 
feet  above  the  head  of  the  tank  and  coped  with  stone  or 
concrete,  and  any  openings  in  walls  above  the  dike  shall 
have  automatic  fireproof  doors. 

The  capacity  of  any  such  single  general  storage  tank 
within  the  fire  limits  shall  not  exceed  one  hundred  thou¬ 
sand  (100,000)  gallons,  and  the  gross  capacity  of  storage 
shall  not  exceed  the  following  tables : 


To  line  of  adjoining 
property  or  nearest 
building  (feet). 

75  . 

100  . 

150  . 

200  . 


Gallons. 

100,000 

150,000 

250,000 

500,000 


Such  general  storage  tankS  may  have  extra  fill  and 
emptying  connections  as  the  Fire  Commissioner  may  de¬ 
termine. 

Rule  9.  Outside  General  Storage  Fuel  Oil  Tanks  Lo¬ 
cated  Outside  the  Fire  Limits. 

(a)  Outside  tanks  for  the  general  storage  of  Grade 
A  Fuel  Oil  when  located  outside  the  fire  limits  shall  be 
protected  by  dikes  and  fire  stops  as  provided  under  Rule 
8,  shall  not  exceed  thirty-five  (35)  feet  in  height  above 
the  ground,  and  may  be  constructed  either  of  metal  or  of 
concrete  reinforced  with  steel  in  order  to  resist  the  oil 
pressure. 

If  built  of  concrete,  the  walls  and  floor  of  such  tanks 
shall  be  continuous  and  shall  be  not  less  than  eight  (8) 
inches  thick,  mixed  in  the  proportion  of  1 :1-J4  :3  graded 
and  mixed  in  accordance  with  the  requirements  of  Chapter 
5,  Code  of  Ordinances.  The  walls  shall  be  of  sufficient 
thickness  so  that  the  tensile  stress,  disregarding  the  steel 
reinforcement,  shall  not  exceed  one  hundred  and  fifty 
(150)  pounds  per  square  inch.  The  horizontal  and  ver¬ 
tical  reinforcement  shall  be  properly  proportioned  and 
placed  to  provide  for  expansion  and  shrinkage  without 
leakage,  and  the  stress  in  the  steel  shall  not  exceed  ten 
thousand  (10,000)  pounds  per  square  inch. 

As  soon  as  the  concrete  has  hardened  sufficiently  to  be 
self-sustaining,  the  forms  shall  be  removed  and  all  cavi¬ 
ties  filled  with  a  one  to  one  (1:1)  mortar  thoroughly 
rubbed  in  and  all  irregularities  trowelled  smooth. 


The  concrete  shall  harden  at  least  twenty-eight  (28)  days 
before  use,  and  the  surface  of  the  floor  and  the  interior 
surface  of  the  walls  shall  be  protected  by  coating  with  a 
sodium  silicate  solution  or  other  equally  good  protection 
to  prevent  oil  coming  in  contact  with  the  concrete. 

The  maximum  gross  capacity  of  any  such  single  tank 
when  situated  outside  the  fire  limits  shall  not  exceed  two 
hundred  and  fifty  thousand  (250,000)  gallons,  but  the  gross 
storage  capacity  may  be  double  that  specified  in  the  tables 
under  Rule  8;  and  when  such  tanks  are  placed  at  least 
two  hundred  and  fifty  (250)  feet  from  the  line  of  adjoin¬ 
ing  property  or  the  nearest  building,  the  gross  capacity 
may  be  unlimited.  No  fuel  oil  stored  in  a  concrete  tank 
shall  have  a  specific  gravity  of  less  than  .933. 

(b)  Outside  tanks  for  the  storage  of  Grade  B  fuel  oil 
when  located  outside  the  fire  limits  shall  be  completely 
buried  and  shall  be  installed  in  such  place  or  position  as 
shall  be  approved  by  the  Fire  Commissioner. 

Rule  12.  Fuel  Oil  Feed  Systems. 

1.  Systems  fed  by  gravity  or  force  systems  between 
tank  and  pump  shall  not  be  permitted. 

2.  Pump  suction  feed  systems  only  will  be  approved 
and  an  anti-syphon  system  must  be  provided.  This  rule, 
however,  shall  not  prohibit  the  use  of  an  auxiliary  tank 
installed  in  compliance  with  Rule  22. 

Rule  13.  Pumps  and  Piping. 

1.  Feed  pumps  for  fuel  oils  may  be  of  centrifugal  or 
plunger  type  and  of  recognized  standard  mechanical  con¬ 
struction  of  approved  design,  all  moving  parts  which 
come  in  contact  with  the  oil  must  be  of  a  non-ferrous  ma¬ 
terial  such  as  brass  or  bronze.  All  packing  and  stuffing 
boxes,  etc.,  shall  be  packed  with  a  material  impervious  to 
oil;  all  check  valves  and  valve  seats  shall  be  of  a  non- 
ferrous  material  which  shall  be  impervious  to  oil ;  all 
pressure  chambers  in  the  pump  shall  be  designed  with  an 
ample  factor  of  safety.  Where  priming  is  necessary,  an  aux¬ 
iliary  hand  pump  shall  be  provided  for  starting  purposes.  An 
overload  or  by-pass  valve  shall  be  installed  at  the  pump  or 
in  the  line  so  that  dangerous  pressures  will  not  prevail  and 
shall  be  located  outside  of  enclosure  walls  around  storage 
tanks,  but  so  placed  as  to  be  accessible  at  all  times  and 
remote  control  must  be  provided.  They  shall  be  installed 
in  duplicate  when  directed  by  the  Fire  Commissioner  and 
shall  be  provided  with  a  by-pass  to  permit  the  draining 
of  the  oil  for  repairs. 

2.  Oil  conveying  pipes  shall  be  carried  above  the  tank 
outlet;  if  laid  underground  after  leaving  the  tank  to  be 
carried  in  a  separate  trench  enclosed  in  fireproof  or  non¬ 
conducting  material.  They  shall  be  of  extra  heavy  stand¬ 
ard  wrought  iron,  steel  or  brass  pipe  with  substantial  fit¬ 
tings  and  not  less  than  one-half  (J4)  inch  in  size  and  if 
covered  it  shall  be  with  asbestos  or  other  approved  fireproof 
material.  Overflow  pipes  shall  be  at  least  one  size  larger 
than  supply  pipes  and  shall  be  carried  back  to  the  receiver 
terminal. 

3.  All  connections  shall  be  tight  with  well-fitted  joints. 
Union  shall  have  at  least  one  face  made  of  brass  with  con¬ 
ically-faced  seats. 

4.  Connections  leading  to  outside  tanks  shall  be  laid 
below  the  frost  line  and  shall  not  be  located  near  or  placed 
in  same  trench  with  piping  other  than  steam  lines  for 
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heating.  All  pipes  leading  to  the  surface  of  the  ground 
shall  be  cased  or  jacketed  to  prevent  loosening  or  breakage. 
Openings  for  pipes  through  outside  walls  below  the  ground 
level  shall  be  securely  cemented  and  made  oil-tight. 

5.  Piping  shall  be  run  as  directly  as  possible,  without 
sags,  and  be  properly  supported  to  allow  for  expansion, 
contraction,  jarring  and  vibration  and  draining. 

6.  Piping  between  any  separated  oil  container  or  using 
parts  of  the  equipment,  should  be  laid  as  far  as  practicable 
outside  of  the  building,  underground,  and  inside  piping  in  a 
trench  with  metal  cover  or  protected  by  not  less  than  three 
(3)  inches  of  concrete. 

7.  Piping  under  pressure  must  be  designed  with  a  factor 
of  safety  of  not  less  than  six  (6),  and  shall  in  every  case 
be  tested  to  a  pressure  of  not  less  than  one  hundred  and 
fifty  (150)  pounds  after  installation. 

Rule  15.  Heating. 

1.  All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means  of 
hot  water  coils  and  the  oil  shall  not  be  heated  above  one 
hundred  and  forty  (140)  degrees  Fahrenheit. 

2.  All  outside  pipes  subject  to  freezing  shall  be  pro¬ 
tected  with  a  heating  line  of  steam  or  hot  water. 

Rule  16.  Fuel  Oil  Burners. 

1.  Burners  containing  chambers  which  allow  dangerous 
accumulation  of  gases  or  containing  oil-conveying  pipe  or 
parts  subject  to  intense  heat  or  stoppage  from  carboniza¬ 
tion  are  prohibited. 

2.  Oil  shall  be  supplied  through  orifices  not  larger  than 
necessary  to  supply  sufficient  oil  for  maximum  burning  con¬ 
ditions  when  the  controlling  valves  are  wide  open. 

3.  The  mechanism  shall  be  so  designed  that,  where 
manual  or  automatic  control  is  provided,  operated  at  some 
distance  from  the  burner,  the  flame  cannot  be  extinguished 
except  by  closing  the  main  shut-off  valve  in  line  to  burner. 
Approved  gas-pilot  lights  or  equivalent  will  be  acceptable. 

4.  A  check  valve  of  approved  type  shall  be  installed  in 
each  oil,  steam  and  air  line  near  the  burner. 

5.  Smoke  pipes  shall  be  installed  between  the  burners 
and  chimney,  and  any  dampers  in  smoke  pipes  shall  not 
exceed  eighty  (80)  per  cent  of  the  area  of  the  pipe.  Nec¬ 
essary  regulation  of  draft  shall  be  accomplished  by  damp¬ 
ers  in  the  fire  or  ash  pit  doors. 

6.  Burners  shall  be  installed  with  overflow  attachment 
so  arranged  that  surplus  oil  will  drain  by  gravity  from 
the  burner  into  a  substantially  constructed  reservoir.  Such 
reservoir  shall  be  constructed  of  brass,  copper  or  gal¬ 
vanized  iron  plate  not  less  than  No.  18  U.  S.  gauge  in 
thickness  and  shall  be  provided  with  a  vent  pipe  with 
weatherproof  hood  leading  outside  the  building.  In  burners 
wherein  overflowing  liquid  in  a  quantity  of  a  quart  or  less 
is  used  to  automatically  shut  off  the  flow,  a  vent  to  the 
outside  need  not  be  provided. 


7.  The  supply  of  oil  and  air  or  steam  for  atomizing 
shall  be  interlocked,  so  that  if  the  steam  or  air  should  fail 
the  oil  will  be  automatically  shut  off. 

Rule  20.  Operation  of  Plant. 

Such  fuel  oil-burning  plants  may  be  operated  only  by  a 
licensed  engineer  or  by  a  licensed  operator  who  shall  be 
a  citizen  of  the  United  States,  who  can  read  and  write 
the  English  language,  and  who  is  familiar  with  the  prac¬ 
tical  working  of  such  plant,  as  evidenced  by  the  certificate 
of  the  Fire  Commissioner;  provided,  however,  the  provis¬ 
ions  of  this  section  shall  not  apply  to  the  operation  of  oil 
burning  plants  in  dwellings  for  the  accommodation  of  not 
more  than  two  families  living  separately. 

Rule  22.  Auxiliary  Tanks. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  or 
pressure  type  if  suitable  automatic  safeguards  protected  by 
substantial  metal  guard  to  prevent  abnormal  discharge  of 
oil  at  the  burner  are  provided.  No  such  tank  shall  have 
a  capacity  in  excess  of  sixty  (60)  gallons,  if  more  than  one 
auxiliary  tank  is  installed  in  a  single  building  the  total  ca¬ 
pacity  of  such  tanks  shall  not  exceed  sixty  (60)  gallons. 

When  located  within  the  building,  such  tank,  if  of  the 
gravity  type,  shall  be  not  less  than  five  (5)  feet,  and  if 
of  the  pressure  type,  not  less  than  ten  (10)  feet  distant, 
measured  horizontally,  from  any  fire  or  flame. 

Gravity  or  pressure  tank  shall  be  substantially  and  rigidly 
supported,  in  such  a  manner  as  to  insure  protection  against 
mechanical  injury. 

Tanks  for  systems  under  pressure  shall  be  designed  for 
six  times  the  maximum  working  pressure  and  be  tested 
and  proven  tight  at  twice  the  maximum  working  pressure. 
The  maximum  working  pressure  shall  not  exceed  fifty 
(50)  pounds  per  square  inch,  and  all  such  tanks  shall  be 
provided  with  a  reliable  pressure  gauge,  and  an  air  relief 
valve  and  a  suitable  device  to  vent  the  tank  in  case  of  fire, 
both  discharging  outside  of  the  building. 

Gauging  devices  or  test  wells,  the  breakage  of,  which 
would  permit  the  escape  of  oil  or  vapor  within  the  build¬ 
ing,  shall  be  prohibited. 

(b)  Auxiliary  tanks  shall  be  filled  by  pumping  from  the 
storage  tank,  or  if  such  tank  contains  the  entire  storage, 
fill  pipe  shall  extend  to  and  terminate  outside  the  building, 
and  in  such  cases  the  tank  shall  be  so  installed  that  in  case 
of  overflow,  no  oil  will  enter  the  building. 

An  overflow  connection  draining  to  the  storage  tank 
shall  be  provided.  The  overflow  pipe  shall  be  one  size 
larger  than  the  supply  pipe  from  the  pump. 

The  overflow  pipe  of  auxiliary  gravity  type  tank,  shall 
not  be  provided  with  valves  or  other  obstructions ;  but  the 
overflow  pipe  of  pressure  type  tanks  and  oil  supply  pipe 
shall  be  provided  with  inter-connection  valves,  so  designed 
that  the  opening  or  closing  of  the  overflow  pipe  shall  re¬ 
sult  similarly  in  oil  supply  pipe. 


NOTICE 


The  revised  Plumbing  Rules  have  been  published  and  are  now  ready  for  distribution. 

Copies  may  be  obtained,  without  charge,  on  application  at  the  office  of  the  Board  of  Standards 
and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules  is  ac¬ 
companied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant,  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . . . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . « •  . . 1922* 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  January 
17,  1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  January  17,  1922. 

Notices  of  Public  Hearings. 


DATES  AND  HOURS  OF  MEETiNG. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if 
any,  and  will  be  called  in  Room  919,  on  Tuesday,  January 
24,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  31,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cases  Filed,  Week  Ending  January  19th,  1922. 


Cal.  No. 

86-22-BZ. 


Department 


85-22-S . H.D. 


Order  No. 


.241  Howard  ave.,  B’klyn 


84-22-S . H.D . 42  Meeker  ave.,  B’klyn 


83-22-S . H.D . 1742  Bath  ave.,  B’klyn 

_ _  1 


82-22- A . B.B.B . NB  4179-21 


57-22-S . 

. H.D . 

56-22-A . 

. F.D . 

. ' . Alt.  1579-21 

55-22-S . 

. F.D . 

. LD  29377 

54-22-BZ . 

. iB.B.B.  .. 

. NB  17704-21 

53-22-S . 

. F.D . 

52-22-A . 

. F.D . 

. C  10421 

51-22-A . 

. F.D . 

. LC  69327 

81-22-S . F.D . LD  29360-29361 

_  Restored  to  Calendar. 

80-22-BZ . B.B.Br . NB  2129-21  H54-21-S . F.D . Photo  1174-1176 


79-22-S . F.D . LD  29677-29679  1H9-17-S . F.D . 87  Crosby  st.,  Man. 


78-22-S . 

. B.B.Q.  . 

. NB  12910-21 

1 

77-22-A . 

. Alt.  1732-21 

76-22-S . 

. F.D . 

.LF  29745,  LD  29747-29746 

75-22- S . 

. Alt.  244-21 

74-22-BZ . 

. B.B.Bx. 

. NB  471-16 

73-22-S . 

. F  17074 

72-22-A . 

. F  28622 

71-22-BZ . 

. B.B.Bx. 

. NB  43-1922 

1 

70-22-BZ . 

. B.B.Q.  . 

. NB  11252-21 

l 

69-22- A . 

. F.D.  ... 

. NB  1981-21 

■  ! 

68-22-S . 

. F.D.  ... 

. LD  20451 

t 

67-22-A . 

. F.D.  ... 

. NB  1575-21 

I  r*i 

66-22-A . 

. F.D.  ... 

65-22-BZ . 

. F.D.  ... 

. LC  69276 

1 

64-22-S . 

. F.D.  ... 

. LD  91106 

63-22-S . 

. F.D.  ... 

. LD  29401-29403 

1  ‘  | 

62-22-S . 

. H.D.  ... 

1  “  \ 

61-22-BZ . 

. B.B.B.  . 

. Alt.  18960-21 

1  ”\W\ 

60-22-BZ . 

. B.B.R.  . 

59-22- S . 

. F.D.  ... 

. LD  93734-27961 

58-22-S . 

. F.D.  ... 

.  1 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . .- . Bureau  of  Buildings,  Bronx 

^  '  - 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  24,  1922,  at  2  p.  m. 

Building  Zone  Cases. 


1540-21-BZ. 

APPLICANT — Oscar  Wm.  Swift,  for  Fred  G.  Scholl  and 
Flise  Scholl,  owners. 

PREMISES— 7826  87th  road,  Oueens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  one  commercial  car  and  three  pleasure 
cars. 

1587-21-BZ. 

APPLICANT — Samuel  Cohen,  for  J.  Sidney  Bernstein, 
owner. 

PREMISES — Southeast  corner  Crotona  Parkway  and  East 
180th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  and  partlv  residence  dis¬ 
trict  the  erection  of  a  business  building. 

1 454-21 -BZ. 

APPLIC ANT — George  E.  Strehan,  for  Maurice  Qeutsch 
Building  Corp.,  owner. 

PREMISES — Northwest  corner  Burnside  avenue  and 
Grand  Concourse,  The  Bronx. 

TO  PERMIT  partlv  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  building  with 
stores. 


1381  -21-BZ. 

APPLICANT — M.  H.  McGuire,  for  Fulton  Ice  Co.,  Ine., 
owner. 

PREMISES — 138-140  Cherry  street.  Manhattan. 

TO  PERMIT  in  a  “B”  area  district  the  omission  of  side 
courts. 

1 655-21 -BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Estate  of  Max 
Freund,  owner. 

PREMISES — 2469-71  Amsterdam  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  two 
story  public  garage. 
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1595-21-BZ. 

APPLICANT — John  DeHart,  for  Frank  Raichle,  owner. 

PREMISES — 945-947  59th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extension  in  area  and 
alteration  and  conversion  of  existing  stable  into 
public  garage. 

1613-21-BZ. 

APPLICANT — Gustavus  T.  Kirby,  applicant  and  owner. 

PREMISES — 55-57  East  56th  street,  571-579  Madison  ave¬ 
nue,  30  East  57th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  extension  of  a  busi¬ 
ness  building. 

1380-21-BZ. 

APPLICANT — Mary  Sullivan,  owner. 

PREMISES — North  side  Dorothea  Place,  98  ft.  east  of 
corner  formed  by  Marion  avenue  and  Dorothea 
Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  five  car  garage. 


BOARD  OF  APPEALS. 

Tuesday,  January  24,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

979-21-A — 130-132  Troy  avenue,  Brooklyn. 

822- 21-A — Review  avenue  and  Thomas  street,  north  side 

of  Newtown  Creek  at  Blissville,  Queens. 

823- 21-A— West  avenue,  Tenth  street  and  East  River, 

Queens. 

1035-21-A — 35  Sixth  avenue,  Manhattan. 

1378-21-A — 20  Van  Wyck  avenue,  Queens. 

1365-21-A — 248-264  North  8th  street,  Brooklyn. 

1446-21-A — 1515  Bryant  avenue,  The  Bronx. 

13S3-21-A — 304  West  54th  street,  Manhattan. 

1470-21-A — 898  Broadway,  Brooklyn. 

1488-21-A — 15-21  Wilbur  avenue,  Queens. 

1539-21-A — 12  West  50th  street,  Manhattan. 

1569-21-A — 1011  Washington  avenue,  The  Bronx. 
1630-21-A — 213  Bowery,  Manhattan. 

t 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  24, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  1612-21-BZ — Application,  July  27,  1921,  under  the 
building  zone  resolution,  of  W.  T. 
McCarthy,  architect,  on  behalf  of 
Meyer  Strongin,  owner,  and  Joseph 
DeAnthony,  lessee,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a 
motor  vehicle  repair  shop  and  dwell¬ 
ing  above;  premises  1042  Bedford  ave¬ 
nue,  Brooklyn. 

cal.  no.  1444-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Bly 
and  Hamann,  architects,  on  behalf  of 
Patrick  McTiernan,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
public  garage ;  premises  719-723  Lin¬ 
coln  Place,  Brooklyn. 

cal.  no.  1456-21-BZ — Application,  June  21,  1921,  under  the 
building  zone  resolution,  of  Thomas 
Buttermark,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  three  car  garage ;  premises 
434  Brition  avenue,  Richmond. 
cal.  no.  11 40-21-BZ — Application,  August  23,  1921,  under 
the  building  zone  resolution,  of  Hart 
and  Applebaum,  attorneys,  on  behalf  of 
Samuel  Bloom,  owner,  to  permit  in 
a  residence  district  the  erection  of  a 
public  market  and  stores;  premises 
south  side  Prospect  Place,  100  ft.  west 
of  Ralph  avenue,  Brooklyn. 


cal.  no.  931-21-BZ — Application,  August  30,  1921,  under  the 
building  zone  resolution,  of  Orpheum 
Auto  Park  Company,  applicant  and  les- 
.  sees,  to  permit  in  a  business  district  the 

maintenance  of  an  open  air  auto  vehi¬ 
cle  parking  station ;  premises  68-72 
Ashland  Place,  Brooklyn. 

cal.  no.  1280-21-BZ — Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Patter¬ 
son  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles;  premises  1178  Forest  avenue, 
The  Bronx. 

cal.  no.  850-21-BZ — Application,  July  16,  1921,  under  the 
building  zone  resolution,  of  Bernard 
A.  McEntegart,  applicant,  on  behalf  of 
Mr-s..  Mary  A.  Monahan,  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  garage  for  five  pleasure  ve¬ 
hicles  ;  premises  2894  Briggs  avenue, 
The  Bronx. 

caT.  no.  1130-21-BZ — Application,  November  15,  1921,  un¬ 
der  the  building  zone  resolution,  of 
Henry  C.  Brucker,  architect,  on  behalf 
of  Robert  C.  Weissmantel,  owner,  for 
a  rehearing  of  an  application  previous¬ 
ly  dismissed  for  lack  of  prosecution, 
to  permit  in  a  business  district  the  ex¬ 
tension  in  area  of  existing  garage  and 
service  station ;  premises  2319-2325 
Cornelia  street,  Queens. 

cal,  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Wm.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars ;  premises  7825  87th  road,  Queens. 

cal.  no.  1555-21-BZ — Application,  July  27,  1921,  under  the 
building  zone  resolution,  of  Murray  & 
Manson,  attorneys,  on  behalf  of  Dan¬ 
iel  J.  Bradshaw,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  denied 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  four 
pleasure  cars ;  premises  950  East  14th 
street,  Brooklyn. 

cal.  no.  1566-21-BZ — Application,  December  1,  1921,  under 
the  building  zone  resolution,  of  H. 
Elliott  Esterbrook,  applicant,  on  behalf 
of  Kate  M.  Doscher,  owner,  to  permit 
in  a  business  district  the  conversion  of 
existing  three  story  stable  into  a  public 
garage;  premises  270  Reid  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  24,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

960-21-S — 18  East  49th  street,  Manhattan. 

1352-21-S — 223  Greene  street,  Manhattan. 

1358-21-S — 111  East  28th  street,  Manhattan. 

1363-21-S — 354  Broadway,  Manhattan. 

1367-21-S — 181  Ludlow  street,  Manhattan. 

1391-21-S — 206  Broadway,  Manhattan. 

1399-21-S — 39  West  8th  street,  Manhattan. 

1568-21-S — 236  7t‘n  avenue,  Manhattan. 

1259-21-S — 15  West  45th  street,  Manhattan. 
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1296-21-S— 2310  Third  avenue,  Manhattan. 

1408-21-S — 153-157  Greene  street,  50  West  Houston  street, 
Manhattan. 

1599-21-S — 223  West  36th  street,  Manhattan. 

1417-21-S— 374-376  Pearl  street,  Manhattan. 

1510-21-S — 304  Fifth  avenue,  Manhattan. 

1579- 21-S — 700-708  187th  street,  The  Bronx. 

1580- 21-S — 1615-1617  Second  avenue,  Manhattan. 

1581- 21-S — 356  Seventh  avenue,  Manhattan. 

1384-21-S — 59-61  East  4th  street,  Manhattan. 

1386-21-S — 130-132  Hester  street,  Manhattan. 

1577-21-S — 311  West  59th  street,  Manhattan. 

1609-21-S — 12  Wooster  street,  Manhattan. 

1614-21-S — 214  East  98th  street,  Manhattan. 

1624-21-S — 68  Prince  street,  Manhattan. 

1631-21-S — 36  East.  Broadway,  Manhattan. 

68_22-S— 637  Sixth  avenue,  Manhattan. 

Appliance  Submitted  for  Approval. 

53-21-S— Angle  Hose  Valve. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  31,  1922,  at  2  p.  m. 


Building  Zone  Cases. 

1311-21-BZ. 

APPLICANT— A.  E.  Richardson,  for  Corona  Braid 
Works,  owner. 

PREMISES— 196-198  Corona  avenue,  Queens. 

TO  PERMIT  partly  in  a  residence  district  and  partly  busi¬ 
ness  district  the  extension  in  area  to  existing  fac¬ 
tory  building. 


APPLICANT— I.  Margon  &  C.  Glaser,  for  Highbridge 
Bldg.  Co.,  owner. 

PREMISES— N.  E.  cor.  176th  street  and  Jerome  avenue, 
The  Bronx. 

TO  PERMIT  partly  in  business  district  and  partly  resi¬ 
dence  district  the  erection  of  stores. 


J-UJL 

APPLICANT— Edward  F.  Hammel,  for  Bruce  G.  Black- 
mar,  owner. 

PREMISES— 317  Ovington  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  extension  in  area  to 
existing  garage  for  four  additional  cars. 

1662-21-BZ.  . 

APPLICANT— William  Koppe,  for  Nathan  Wilson,  owner. 

PREMISES— 51-65  Burnside  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  and  partly  residence  dis¬ 
trict  the  erection  of  a  theatre  building. 

882-21-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Henwood  Building 
Co.,  owner. 

PREMISES— 107-117  Henwood  Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage. 


1651-21-A — 1-9  Beaver  street,  10-30  Broadway,  73-83  New 
street,  Manhattan. 

1706-21- A — 2440-2446  Broadway,  Manhattan. 

1214-21- A — 253  West  55th  street,  Manhattan. 

1526-21-A — Rear  building,  57  Morton  street,  Brooklyn. 
1301-21-A — 365  East  158th  street,  The  Bronx. 

1405-21-A — 533-539  East  133rd  street,  The  Bronx. 

1469-21-A — 27-29  Walker  street,  Manhattan. 

1593- 21-A — 101-107  Classon  avenue,  Brooklyn. 

1594- 21-A — 62  Montrose  avenue,  Brooklyn. 

1626-21-A — 602  St.  Anns  avenue,  The  Bronx. 

1634-21-A— 97-99  Park  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning ,  January  31, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  1143-21-BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 

cal.  no.  1292-21-BZ— Application,  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

cal.  no.  1416-21-BZ— Application,  November  18,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Max  Steinhardt,  owner,  to  permit  in  a 
business  district  the  extension  in  height 
of  an  existing  public  garage  ;  premises 
228  East  9th  street,  Manhattan. 

cal.  no.  1482-21-BZ — Application,  November  30,  1921,  under 
the  building  zone  resolution,  of  I. 
Margon  and  C.  Glaser,  architects,  on 
behalf  of  S.  &  L.  Building  Corpora¬ 
tion,  owner,  to  permit  partly  in  a  busi¬ 
ness  and  partly  residence  district  the 
erection  of  a  theatre  and  store  build¬ 
ing;  premises  southwest  corner  East 
180th  street  and  Boston  Road,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  31,  1922,  at  2  p.  m. 

Petitions  for  Variation. 

1154-21-S— 65-67  East  8th  street,  Manhattan. 

1119-17-S — 87  Crosby  street,  248  Lafayette  street,  Manhat¬ 
tan. 


BOARD  OF  APPEALS. 

Tuesday,  January  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1152-21-A — 1249  Theriot  avenue  (rear),  The  Bronx. 
1309-21-A — 104  East  12th  street,  Manhattan. 

1489-21-A— 1652-1660  Broadway,  790-792  Seventh  avenue, 
northeast  corner,  Manhattan. 

1573-21-A — 250  Lafayette  street,  89  Crosby  street;  north¬ 
west  corner,  Manhattan. 

1597-21-A — 576  Richmond  Terrace,  Richmond. 


6-22-S — 222-228  Avenue  C,  Manhattan. 

1274-21-S — Southwest  corner  Western  avenue  and  Rich¬ 
mond  Terrace,  Richmond. 

1382-21-S — 138-140  Cherry  street,  Manhattan. 

1397-21-S— 34-36  Cooper  Square,  Manhattan. 

1622-21-S — 68  Bayard  street,  Manhattan. 

1666-21-S — 16-18  Maiden  Lane,  Manhattan. 

1673-21-S-— 352-354  Seventh  avenue,  Manhattan. 

1677-21-S — 15  Myrtle  avenue.  Brooklyn. 

1698-21-S — 20  East  13th  street,  Manhattan. 

1713-21-S — 861  Westchester  avenue,  The  Bronx. 
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BOARD  OF  APPEALS. 

Tuesday,  February  7,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1648-21-A — 2479-2491  Amsterdam  avenue,  Manhattan. 
1650-21-A — 57-65  Maiden  Lane,  93-97  William  street,  Man¬ 
hattan. 

1667-21-A — 1920-1932  Broadway,  Manhattan. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1690- 21-A — 2-10  Evergreen  avenue,  Brooklyn. 

1691- 21-A — 7-9  Bond  street,  Manhattan. 

1693-21-A — 201  West  72nd  street,  Manhattan. 

1697-21-A — 315-329  Rutledge  street,  Brooklyn. 

1716-21-A — 526-532  West  28th  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  14,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

744-21-S — Safandshur  Fire  Extinguisher. 

366-21-S — Bestwall.  (Approval  of.) 

818-21-S — Single  Stroke  Revised  Alarm  Bell. 

897-21-S — Gunite  Slabs  (Material). 

942-21-S — Approval  of  Coen  Mechanical  Oil  Burning  Sys¬ 
tem. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

908-21-S — Century  Rotary  Pump. 

360-21-S — Approval  of  Conran  Electric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher — approval  of. 

1468-21-S — Caloroil  Burner — approval  of. 

13-21-S — Dahl  Oil  Burner. 

341 -21- S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

1615-21-S— Ebony  Asbestos  Wood  for  Fire  Alarm  Control 
Panels,  approval  of. 

978-21-S — Howard  Pressure  Reducing  Nipple  and  Coup¬ 
ling,  approval  of. 

1108-21-S — Silent  Watchman  Corporation  Panic  Bolt,  ap¬ 
proval  of. 

1705-21-S— Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 

16-22-S — Alternating  Current  and  Direct  Current  Control 
Board  for  Fire  Alarm  Systems,  approval 
of. 

25- 22-S — Ballard  Oil  Burner,  approval  of. 

26- 22-S— Petroleum  Heat  and  Power  Company  Oil  Bur¬ 

ner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  7,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 
1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  March  10,  1922,  at  10  a.  m. 

The  forty-three  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pief  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19- A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19- A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 
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BOARD  OF 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  17,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  Tuesday  morning,  January  10th,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  3,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
13S4-21-A. 

APPELLANT — Dwight,  Archibald  and  Perry,  Inc.,  for 
John  W.  Ferguson,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 812  Greenwich  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Clarence  H.  Falvey. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  the  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 


Kerby  and  Fire  Chief  Kenlon .  5 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent .  0 

(1354-21- A) 


Whereas,  Dwight,  Archibalt  and  Perry,  Inc.,  for  John 
W.  Ferguson,  owner,  filed,  Nov.  7,  1921,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  812  Greenwich  street,  Manhattan; 

Whereas,  the  order  of  the  fire  commissioner,  No. 
26281-F,  dated  Sept.  17,  1921,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2)4  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story,  placed  within  main  stairway 
enclosure.  Each  outlet  to  be  provided  with  sufficient 
feet  of  2)4  inch  standard  hose  attached  thereto.” ; 

and  . 

Whereas,  the  building  is  of  fireproof  construction,  7 
stories  (92  ft.)  in  height,  55.6  ft.  by  78  ft.  in  area;  occupied 
as  storage  warehouse  for  general  merchandise,  the  maximum 
occupancy  3  persons ;  the  means  of  egress  consisting  of  an 
interior  fireproof  stairway  extending  from  the  1st  story  to 
the  roof,  enclosed  in  fireproof  partitions  and  a  fire  escape 
on  the  Jane  street  front  of  the  building  extending  from 
the  7th  story  to  the  street;  the  building  not  being  heated; 
and 

Whereas,  appellant  requests  in  view  of  the  fireproof  con¬ 
struction  of  the  building,  the  small  area  and  the  small  ex¬ 
cess  in  height  over  85  ft.  that  the  appeal  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  clear  aisle  of  three  feet  in  width 
be  maintained  on  each  story  along  the  entire  length  of  the 
Greenwich  street  and  Jane  street  fronts  of  the  building  and 
that  any  barriers  to  the  windows  be  removed. 


1458-21-A. 

APPELLANT— William  Krauss  Garage  Corporation, 


owner.  .  . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 12-18  Cathedral  Parkway,  Man¬ 
hattan. 


APPEARANCES—  „  ^ 

For  Appellant:  Charles  P.  Rogers  and  William 

Krauss. 

For  Administration:  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD — Appeal  denied. 


APPEALS 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7  i 

Absent .  0 

THE  RESOLUTION: 

(1458-21-A) 

Whereas,  William  Krauss  Garage  Corporation,  owner, 
filed,  Nov.  2,  1921,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  12-18 
Cathedral  Parkway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 

9480-C,  dated  Nov.  4,  1921,  reads: 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  at  these  premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  located  in  a  busi¬ 
ness  district,  extending  through  from  109th  street  to  Cathe¬ 
dral  Parkway,  one  story  in  height,  200  ft.  by  145  ft.  10  in.  , 
in  area  (irregular),  divided  into  sections  used  as  stores 
with  the  major  portion  of  the  building  used  as  a  garage 
and  auto  repair  shop  ;  and 

Whereas,  the  appellant  claims  that  a  garage  and  motor 
vehicle  repair  shop  has  been  operated  on  the  premises  since 
May,  1914,  and  that  the  portion  of  the  building  known  as 
No.  12-20  Cathedral  Parkway  has  been  occupied  as  a  garage 
and  motor  vehicle  repair  shop  since  prior  to  1910  and  has 
filed  affidavits  as  to  use  of  No.  12-20  Cathedral  Parkway 
as  a  garage  on  and  prior  to  July  25,  1916,  and  with  auto 
repair  shop  in  connection  thereto  on  109th  street. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is  denied. 


1195-21-A. 

APPELLANT — Brooklyn  Bridge  Freezing  and  Cold  Stor¬ 
age  Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 24-26  Vandewater  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Nathaniel  Phillips. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  conditions. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs..  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby -  6 


Negative:  Fire  Chief  Kenlon .  1 

Absent  .  0 

THE  RESOLUTION: 

(1195-21-A) 


Whereas,  Brooklyn  Bridge  Freezing  &  Cold  Storage 
Company,  owner,  filed,  October  15,  1921,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  No.  24-26  Vandewater  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
21467-F,  dated  April  14,  1921,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2)4  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cellars 
and  roofs)  placed  within  main  stairway  enclosure. 

*  5fc  *  . 

•  » 

and 

Whereas,  the  building  is  non-fireproof,  8  stories  (99  ft. 
10  in.)  in  height,  50  ft.  by  92  ft.  in  area,  occupied  in  the 
basement  as  a  refrigerating  plant,  two  persons;  the  re¬ 
mainder  of  the  building  occupied  for  handling  and  storage 
of  fish;  the  means  of  egress  consisting  of  an  interior  stair- 
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way  extending  from  the  1st  story  to  the  roof  enclosed 
in  heat  proof  partitions,  a  fire  escape  on  the  rear  of  the 
building;  and 

nrwHEinE^S'  appellant  contends  that  the  building  is  only 
,  . jh  th  in.  in  height  and  at  times  there  is  nobody  in  the 
building  and  that  the  entire  building  is  used  for  cold  stor¬ 
age  with  a  temperature  of  16  deg.  below  0  F. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  present  conditions  as  to  use  and  oc¬ 
cupancy  remain  unchanged. 

1388-21 -A. 

APPELLANT — John  R.  Carpenter  Co. 

PR kTV  n  r nan  fo ^  °f  the  fire  commissioner. 

APPEARANCES— CTED~58  Puntine  street>  Queens- 

For  Appellant:  Franklin  A.  Rogers,  Abraham  D 
Heldon. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon .  7 

Negative  . ’**[”*’  ’  0 

Absent .  .  0 

THE  RESOLUTION: 

(1388-21-A) 

Whereas,  John  R.  Carpenter  Co.,  owner,  filed,  Nov.  15, 
1921,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  58  Puntine 
street,  Jamaica,  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner.  No. 
67842-LC,  dated  Oct.  27,  1921,  reads: 

“With  reference  to  your  application  dated  March  21, 
1921,  for  a  permit  to  store  Combustible  Fibre  (Hay  & 
Straw)  at  the  above  location,  I  regret  to  inform  you 
that  I  am  without  power  to  grant  such  a  permit  for 
the  reason  that  the  storage  of  more  than  one  ton  of 
Combustible  Fibre  in  any  frame  building  is  a  violation 
of  section  24,  3-c,  Ch.  12,  Code  of  Ordinances. 

“You  are  ordered,  therefore,  to  reduce  the  stock  of 
Combustible  Fibre  (Hay  &  Straw)  to  one  ton.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  used 
as  a  lumber  and  building  material  yard,  upon  which  there 
are  various  buildings ;  the  one  affected  by  the  order  being 
a  one  story  and  loft  frame  building,  68  ft.  5  in.  by  30  ft.  4  in. 
in  area ;  used  as  a  stable  for  more  than  10  to  30  horses ; 
and 

Whereas,  appellant  states  that  the  building  in  question 
has  been  used  as  a  stable  since  1888,  and  hay  and  straw  have 
been  stored  since  that  date  without  objection  and  that  one 
ton  of  hay  would  be  insufficient  to  properly  care  for  the 
horses. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  that  the  appeal  be- and  it  hereby 
is  granted. 


1422-21-A. 

APPELLANT — Samuel  Rosenblum,  consulting  engineer  for 
Kupferberg  Lighting  Fixture  Co. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 131  Bowery,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon .  7 


Negative  . 

Absent . T"" ;  o 

“the  RESOLUTION: 

(1422-21-A) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Kupferberg  Lighting  Fixture  Co.,  owner,  °filedf  Nov  19 

of  the  firfpea  ’  W-lth  the  b°^rd  o£  aPPeals>  fr°m  an  order 
Manhattan^  “;j,m,ss'‘>n'r-  *«<**»*  Premises  131  Bowery, 

244TqHFREH:fi’p4thf  0rSr  °f  the  fire  commissioner,  No. 
244o9-h,  dated  June  24,  1921,  reads: 

anriPr0V*de  a  non-automatic  sprinkler  in  cellar,  arranged 
and  equipped  as  provided  in  the  rules  for  fire  extin- 
?nH^nn«?P hances  adopted  by  the  Board  of  Standards 
and  Appeals  May  24,  1917,  as  amended  May  2nd,  1918 
and  January  21st,  1919,  effective  Feb.  17th,  1919,  and 

and  m  thC  rU  CS  and  regulations  of  the  Fire  Department.” ; 

st<SE^7Sfth8  bui,Iding  is  ^  non-fireproof  construction,  5 
°,7 es  (67  ft  8  m.)  in  height,  25  ft.  by  73  ft.  2  in.  in  area 
in  the  first  story  and  25  ft.  by  65  ft.  2  in.  in  area  above  -  oc- 

i^P1«tnraS  f1oll,°^s;  Cel)?r>  storage  of  electrical  fixtures; 
1st  story,  electrical  supplies  and  salesroom,  6  persons;  2nd 

stnrv'  nf  lh<?P\  eIect7cal  suPPlies,  4  persons ;  3rd 

story,  stock  of  electrical  supplies ;  4th  and  5th  stories,  dead 

g5  (furniture)  ;  the  means  of  egress  from  the  cellar 
consisting  of  a  wooden  stairway  enclosed  in  brick  partitions 

the  front d alffi™  **  ^  °penings  and  a  sidewalk  elevator  at 

Whereao,  the  appellant  contends  that  in  view  of  the  small 
area  of  the  building  and  the  cellar  being  used  only  for 
the  storage  of  electrical  fixtures  and  supplies,  the  sprinkler 
equipment  is  unnecessary. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  fireproof  self-closing  doors  be 
provided  in  the  cellar  at  the  foot  of  the  stairway  and  at 
the  cellar  closet  under  the  stairway  and  on  further  condition 
that  the  ceiling  of  the  cellar  be  fire  retarded  with  wire  lath 
and  cement  mortar. 

Resolved,  further,  that  this  variation  be  granted  only 
so  long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


1582-21-A. 

AFFELLANT-The  American  Sugar  Refining  Co.,  owner. 
ppS{FiA^cApP£^f£,°m  order  of  the  fire  comimssioner. 
PREMISES  Ah  FECTED — 37-49  South  4th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Harry  F.  Norman  and  Robert  Palm 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

525Df™NS— As  specified  in  resolution  that  follows. 
Inh  VOTE — 

Affirmati\e .  Chairman  Walsh,  M^essrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon .  7 

Negative  . ***']’  0 

Absent  . 0 

THE  RESOLUTION: 

(1582-21-A) 

W^hereas,  The  American  Sugar  Refining  Co.,  Inc.,  owner, 
filed,  Dec.  5,  1921,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises' 
37-49  South  4th  street,  Filter  House  No.  5,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,’  No. 
28498-F,  dated  Nov.  21,  1921,  reads: 

“Install  a  standpipe  system  with  risers  4  in.  in  diam¬ 
eter  tested  to  withstand  a  pressure  of  300  lbs.  per  square 
inch,  extending  from  cellar  to  roof,  with  necessary 
check  valves  and  2x/2  inch  regulation  Fire  Department 
outlets  on  each  story  (including  basements,  cellars 
and  roofs)  placed  within  main  stairway  enclosure.  Each 
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outlet  to  be  provided  with  sufficient  feet  of  2J4  inch 
standard  hose  attached  thereto.”; 


Whereas,  the  building  is  fireproof,  7  stories  in  height, 
with  a  1/2  story  sprinklered  extension  at  the  east,  144  ft. 
by  83  ft.  in  area  in  the  1st  story  and  104  ft.  by  83  ft.  m 
area  above;  occupied  as  a  filter  house  with  a  total  of  15 
persons  in  the  entire  building;  the  means  of  egress  consist¬ 
ing  of  an  interior  fireproof  enclosed  stairway  m  the  north¬ 
east  corner  of  the  building,  an  exterior  fireproof  enclosed 
stairway  at  the  northwest  corner;  unprotected  openings  in 
the  westerly  wall  leading  to  filter  house  No.  1  and  an  in¬ 
terior  iron  unenclosed  stairway  extending  from  the  1st 
story  to  the  roof ;  and 

Whereas,  appellant  contends  that  there  are  no  raw  or 
finished  products  stored  in  this  building  and  the  entire  con¬ 
tents  are  of  non-combustible  material ;  the  budding  being 
used  for  filtering,  a  wet  process ;  the  building  is  an  emer¬ 
gency  house  and  is  unoccupied  and  unheated  most  of  the 
time  and  that  there  would  be  undue  hardship  in  maintaining 
a  standpipe  in  freezing  weather. 

Resolved,  in  view  of  the  process  of  manufacturing 
and  operations  as  conducted  in  this  building  that  the  order 
of  the  fire  commissioner  be  and  it  hereby  is  reversed  and 
that  the  appeal  be  and  it  hereby  is  granted  so  long  as  pres¬ 
ent  conditions  remain  substantially  unchanged. 


1585- 21-A. 

APPELLANT— Henry  C.  Brucker,  for  Isidore  Gootzeit, 

owner.  ,  .  . 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  # AFFECTED — 2152  Metropolitan  avenue, 
Queens. 

APPEARANCES—  „  „  , 

For  Appellant:  Henry  C.  Brucker. 

ACTION  OF  BOARD — Laid  over  to  January  31st,  19-2, 
at  10  a.  m.,  pending  submission  of  proposed  rules, 
re  motion  picture  theatres,  to  the  board  of  aider- 
men. 

1586- 21-A. 

APPELLANT— Guy  W.  Culgin  and  John  S.  Hyers,  for 
Clarence  H.  Mackay  and  Marie  Louise  Mackay, 

owners.  .  .  . 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 20-22  Broad  street,  18-28  New 
street  and  65-69  Exchange  place,  Manhattan. 

For  Appellant:  Guy  Culgin,  John  S.  Hyers,  Eman¬ 
uel  Nielson.  ,  .  £  , 

For  Administration:  Inspector  Ort  of  the  hre  de¬ 

partment. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  tollows. 
THE  VOTE 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  hire  Chief 

Kenlon .  0 

Negative  .  , 

Absent:  Mr.  Kerby  . 

THE  RESOLUTION: 

(1586-21-A) 

Whereas,  Guy  W.  Culgin  and  John  S.  Hyers,  for  Clar¬ 
ence  H  Mackay,  owner,  filed,  Dec.  7,  1921,  an  appeal,  wit 
the  board  of  appeals,  from  orders  of  the  fire ^commissioner 
affecting  premises  20-22  Broad  street,  18-28  New  street 
and  65-69  Exchange  place,  Manhattan;  and  _  . 

Whereas,  the  orders  of  the  fire  ,  Cf?I^SS1°ifir’-1q21  ‘ 
28386-F,  No.  28387-F  and  No.  28388-F,  dated  Nov.  16,  1921, 

read :  „ 

Order  No.  28386-F :  ,  .  ,• 

“1  Provide  a  6  in.  wrought  iron  pipe  connecting 

standpipe  risers  at  lower  level ;  said  pipe  to  be  ex¬ 
tended  to  Siamese  connections  at  street  fronts  of  build¬ 


ing.  Work  to  conform  to  Fire  Dept,  regulations,  sec. 
20,  ch.  13,  Code  of  Ordinances. 

“3.  Provide  2 y2  in.  hose  outlets  with  proper  valves 
and  approved  hose  attached  at  the  east  and  west  towers 
20th  and  21st  stories,  (Main  Building)  by  extending  the 
present  standpipe  to  said  stories.  Sec.  20,  Ch.  12,  Code 
of  Ordinances.” 

Order  No.  28387-F : 

“1.  Provide  an  intermediate  tank  or  pressure  reducing 
valve  for  standpipe  risers  in  the  main  and  annex  build¬ 
ings.  Sec.  20,  Ch.  12,  Code  of  Ordinances. 

“2.  Provide  a  tank  on  the  top  story  of  main  building 
of  at  least  3,500  gallons  capacity  for  the  standpipe  sys¬ 
tem,  said  tank  to  be  so  elevated  that  the  bottom  will 
be  not  less  than  20  ft.  above  the  hose  outlets  of  the  top 
story.  Sec.  20,  Chap.  12,  Code  of  Ordinances.” 

Order  No.  28388-F: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  the  first  story  which 
are  distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  the  north  and  south 
sides  of  main  building  and  at  the  north  and  east  sides 
of  annex  building  or  other  approved  protection  as  per 
section  375,  article  18,  chapter  5  of  the  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  fireproof,  divided  into  two  sec¬ 
tions,  the  main  portion  of  the  biulding  No.  20-22  Broad 
street  has  a  frontage  of  45  ft.  2  in.  on  Broad  street  and 
55  ft.  1  in.  on  New  street  and  is  154  ft.  6  in.  in  depth  and 
21  stories  in  height,  the  annex  portion  of  22-28  New  street 
has  a  frontage  of  72  ft.  3  in.  on  Exchange  place  and  76  ft. 
9  in.  on  New  street  and  is  16  stories  in  height;  the  means 
of  egress  consisting  of  fireproof  passageways  connecting 
both  sections  on  all  stories  from  the  5th  to  the  16th  and 
interior  stairways  in  each  section,  there  are  windows  in  the 
court  which  are  within  30  ft  of  windows  in  the  adjoining 
building  at  the  south  ;  there  is  a  standpipe  valve  with  100  ft. 
of  hose  in  the  elevator  pent  house;  and 

Whereas,  appellant  proposes  to  provide  a  6  in.  wrought 
iron  pipe  connecting  the  two  standpipes;  and  to  disconnect 
the  main  house  supply  line  from  the  standpipe  riser  in  the 
cellar  of  main  section  and  to  provide  pressure  reducing 
valves  and  5000  gal.  tank  and  claims  that  there  are  three 
Siamese  connections  at  the  street  front  and  that  there  is 
now  a  6786  gal.  pressure  tank,  two  Worthington  duplex 
pumps  in  the  cellar  and  that  all  adjoining  buildings  are  used 

as  ,offices.  .  .  ,  j 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified  and  the  appeal  as  to  orders  Ho. 
28386  and  No.  28387  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  appellant  provides  a  6  in.  wrought  iron  pipe 
connecting  the  two  standpipes,  disconnects  the  main  house 
supply  line  from  the  standpipe  in  the  cellar  of  main  section, 
provides  approved  pressure  reducing  valves  and  provides 
a  5000  gallon  tank  in  the  tower,  and  that  the  appeal  as 
to  order  28388  be  granted  so  long  as  existing  conditions  re¬ 
main  unchanged. 


881-21-A. 

APPELLANT— Amsterdam  Studios,  Jnc.,  lessee. 
SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 332-344  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Louis  Hass. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD.  Granted  on  condition.  Approval 
of  report.  Order  held  in  abeyance  until  May  1st, 
1922. 

CONDITIONS— As  specified  in  resolution  that  follows. 
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THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon .  7 

Negative  .  0 

Absent .  0 

THE  RESOLUTION: 


(881-21-A) 

Whereas,  The  Amsterdam  Studios,  Inc.,  lessee,  filed, 
July  21,  1921,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  332- 
344  West  44th  street,  Manhattan;  and__ 

Whereas,  the  order  of  the  fire  commissioner,  No. 
7612-LC,  dated  June  30,  1921,  reads: 

“Install  a  separate  and  distinct  system  of  AUTO¬ 
MATIC  SPRINKLERS  throughout  building,  having 
TWO  SOURCES  OF  WATER  SUPPLY,  arranged 
and  equipped  as  provided  in  the  Rules  for  Fire  Extin¬ 
guishing  Appliances,  adopted  by  the  Board  of  Standards 
and  Appeals,  May  24,  1917,  effective  June  27,  1917.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
two  and  three  stories  in  height,  occupied  as  a  motion  pic¬ 
ture  studio,  1st  story,  10  persons;  2nd  story,  10  persons; 
3rd  story,  60  persons;  and 

Whereas,  appellant  asks  to  be  relieved  of  complying  with 
the  order  and  is  prepared  to  install  additional  safeguards  or 
provide  an  equivalent  system  of  protection;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  in  view  of  the  many  exits  and  of  the  fire  retarding  ma¬ 
terials  on  the  walls  and  ceiling  of  the  studio  room  and  of 
the  statements  of  the  appellant  that  his  lease  expires  in 
May,  1922,  recommended  that  the  order  of  the  fire  com¬ 
missioner  be  held  in  abeyance  until  May  1,  1922,  on  condition 
that  the  third  floor  remain  vacant. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  held  in  abeyance  until  May  1,  1922, 
on  condition  that  the  third  story  be  maintained  vacant. 


THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 

Kerby  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Holland...  2 
Absent .  o 

THE  RESOLUTION: 

(1515-21-A) 

Whereas,  U.  S.  Automatic  Sprinkler  Company,  for  Ed¬ 
ward  Margolies,  owner,  filed,  July  13,  1921,  an  appeal  with 
the  board  of  appeals  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  205  West  58th  street,  Manhattan ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated  May 
12,  1921,  in  acting  on  sprinkler  App.  No.  602-1921,  reads: 

“2.  Provide  a  Siamese  steamer  connection  on  each 
street  front  (rule  ll).”  ; 

and 

Whereas,  the  proposed- building  is  of  fireproof  construc¬ 
tion,  “L”  shape,  facing  on  two  streets,  151  ft.  by  123  ft.  ir¬ 
regular  in  area,  occupied  as  a  theatre,  with  a  seating  capacity 
of  1782  persons,  the  portion  of  the  building  facing  on  West 
58th  street  being  sprinklered;  and 

Whereas,  the  appellant  contends  that  the  Siamese  fire  de¬ 
partment  connections  are  only  to  be  located  on  the  street 
fronts  of  the  building  which  are  sprinklered  or  section  of 
sprinklered  building  provided  the  unsprinklered  section  is 
cut  off  by  approved  fire  walls,  fire  curtains,  etc.,  and  that 
one  standard  Siamese  connection  has  been  installed  on  the 
southwest  corner  of  the  sprinklered  building,  which  fronts 
on  West  58th  street  and  in  order  to  install  another  Siamese 
connection,  at  the  present  time,  it  would  be  necessary  to  dig 
through  approximately  130  ft.  of  solid  rock;  and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prosecu¬ 
tion  by  the  board  on  December  6,  1921,  and  restored  to  the 
calendar  on  December  27,  1921. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  that  the  appeal  be  and  it 
hereby  is  granted. 


979-21-A. 

APPELLANT — Dean  Salws  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 130-132  Troy  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

«  For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  24th,  1922, 
at  10  a.  m.,  for  final  disposition. 


1152-21-A. 

APPELLANT — Fred  J.  Johansmeyer,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1249  Theriot  avenue,  Bronx. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  January  31st,  1922, 
at  10  a.  m.,  for  final  disposition. 


1515-21-A. 

APPELLANT — U.  S.  Automatic  Sprinkler  Co.,  for  Ed¬ 
ward  Margolies,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 205  West  58th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Charles  H.  Townsend. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted 


1309-21-A. 

APPELLANT— Fisher  Drug  Co.,  for  L.  &  W,  Dress  Co., 
lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 104  East  12th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  31st,  1922, 
at  10  a.  m.,  for  final  action. 


822-21-A. 

APPELLANT — The  Standard  Oil  Company,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — Review  avenue  and  Thomas 
street  on  the  northerly  side  of  Newtown  Creek, 
Queens. 

APPEARANCES— 

For  Appellant:  Albert  W.  Willdon,  representing 
Percy  J.  King,  attorney. 

ACTION  OF  BOARD — Laid  over  to  January  24th,  1922, 
at  10  a.  m. 


823-21-A. 

APPELLANT — Standard  Oil  Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — West  avenue,  10th  street,  East 
River,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Appellant :  Albert  W.  Willdon,  representing 
Percy  J.  King. 

For  Administration:  None. 

ACTION  OF  BOARD — Report  of  committee  adopted. 
Hearing  laid  over  to  January  24th,  1922. 
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0 


THE  VOTE — To  Adopt  Committee  Report — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon . 

Negative  . 

Absent . 


7 

0 

0 


1294-21-A. 

APPELLANT — Louis  S.  Schmieder,  for  Winnie  Schmie¬ 
der,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 392-4  West  Broadway,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Alexander  C.  MacNulty,  attorney. 
For  Administration :  Inspector  Maher  of  the  fire 
department.  , 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby  and 

Fire  Chief  Kenlon .  4 

Negative:  Chairman  Walsh,  Messrs.  Holland  and 

Kearney  .  3 

Absent .  0 

THE  RESOLUTION : 

(1294-21-A) 

Whereas,  Louis  S.  Schmieder,  for  Winnie  Schmieder, 

owner,  filed,  November  4,  1921,  an  appeal  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  392-4  West  Broadway,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 

27134-F,  dated  October  14,  1921,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply  arranged  and  equipped  as 
provided  in  the  Rules  for  Fire  Extinguishing  Appli¬ 
ances  adopted  by  the  Board  of  Standards  and  Appeals 
May  24th,  1917,”  *  *  * ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  51  ft.  6  in.  by  68  ft.  in  area,  with  fire 
alarm  signal  system  installed ;  occupied  for  the  manufacture 
of  paper  boxes,  with  a  maximum  of  43  persons  in  the  build¬ 
ing  at  any  one  time;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  5th 
story,  with  a  60  degree  iron  ladder  to  scuttle  in  the  roof, 
same  being  enclosed  in  wood  partitions  with  wood  doors, 
a  60  degree  fire  escape  on  the  street  front  of  the  building; 
and 

Whereas,  appellant  proposes  to  enclose  the  entire  stairway 
with  fire  retarding  material  and  requests  that  this  be  ac¬ 
cepted  in  lieu  of  providing  a  sprinkler  system  on  the  ground 
that  there  are  less  than  twenty-five  (25)  persons  employed 
above  the  2nd  story  and  that  the  housekeeping  conditions 
are  excellent. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


1302-21-A. 

APPELLANT— United  Fruit  Company,  for  City  of  New 
York,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— Pier  15,  East  River,  Manhat¬ 


tan. 

APPEARANCES— 

For  Appellant :  T.  S.  Schultz,  Irving  Cadmus. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD — Recommends  issuance  of  tempo¬ 
rary  permit,  pending  decision  on  main  question  by 
Court  of  Appeals. 

CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative : 
Boulton, 
Kenlon  . 


Chairman  Walsh,  Messrs.  Beatty, 
Holland,  Kerby  and  Fire  Chief 


6 


/ 


Negative  .  0 

Absent:  Mr.  Kearney  .  1 


THE  RESOLUTION: 

(1302-21-A) 

Whereas,  United  Fruit  Company,  for  City  of  New  York, 
owner,  filed,  November  5,  1921,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  Pier  15,  East  River,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  24710- 
LC,  dated  October  28,  1919,  reads : 

“1.  The  following  orders  must  be  complied  with: 
“93661-F.  Provide  a  separate  and  distinct  dry  sys¬ 
tem  of  automatic  sprinklers  throughout  pier  having  at 
least  one  source  of  water  supply,  or  other  approved  fire 
extinguishing  system  arranged  and  equipped  as  provided 
in  rules  for  fire  extinguishing  appliances  adopted  by 
the  Board  of  Standards  and  Appeals  May  24,  1917,  *  *  * 
“2.  Install  standpipe  4  in.  in  diameter  to  withstand  a 
pressure  of  300  lbs.  per  square  inch,  extending  the  full 
length  of  pier  with  necessary  check  valves  and  2J4  in. 
regulation  Fire  Department  outlets  not  more  than  100 
ft.  apart,  each  outlet  to  be  provided  with  50  ft.  of  2 y7 
in.  approved  hose  attached  thereto.”  *  *  * ; 

and 

Whereas,  premises  consists  of  a  pier,  78  ft.  by  530  ft.  in 
area,  with  a  two  story  portion  on  the  street  front,  76  ft.  by 
61  ft.  in  area,  the  pier  being  occupied  for  the  discharge  of 
bananas  and  general  cargo,  there  being  a  1000  gallon  con¬ 
crete  kerosene  oil  tank  installed  on  the  northeastern  end  of 
the  pier ;  and 

Whereas,  appellant  requested  the  fire  commissioner  to 
issue  a  permit  for  the  storage  of  hay  and  kerosene  oil  and 
contends  that  bananas  are  kept  covered  with  hay  to  keep 
the  temperature  uniform  and  there  is  no  heat  on  the  pier 
and  the  kerosene  oil  is  stored  for  the  purpose  of  supplying 
the  oil  stoves  used  for  heating  the  railway  cars. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  held  in  abeyance  pending  a  decision 
of  the  Court  of  Appeals  on  a  writ  of  certiorari  decided 
against  the  action  of  the  board  affirming  similar  orders 
affecting  piers  and  that  a  temporary  permit  be  issued  for 
the  storage  of  hay  and  kerosene  oil. 


1565-21 -A. 

APPELLANT — Caine  Bros.  Paper  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 29-31  West  Houston  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Withdrawn,  as  appellant  intends  to  comply  with 
order. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 


1496-21-A. 

APPELLANT — Ethel  Abrams,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner.  ) 
PREMISES  AFFECTED — 992  Findlay  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Withdrawn  on  request  'of  appellant. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon.  2 
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= 


1087-21-A. 

APPELLANT  Charles  D.  Cords,  for  Callan  Brothers, 
owners. 

SLTBJECT  Appeal  from  order  of /  fire  commissioner. 
PREMISES  AFFECTED— 81  20th  street,  Brooklyn 
APPEARANCES— None.  y 

ACTION  OF  BOAiyD — Chairman  read  correspondence. 

Reopened.  Resolution  modified. 

CONDITIONS — As  specified  in  resolution  that  follows 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  /Mr.  Holland  and  Fire  Chief  Kenlon.  2 
THE  RESOLUTION: 

(1087-21-A) 

Whereas,  Charles  D.  Cords  for  Callan  Bros.,  owners, 
filed,  September  29,  1921,  an  appeal  with  the  board  of /ap¬ 
peals  from  an  order  of  the  fire  commissioner,  affecting 
premises,  81  20th  street,  Brooklyn;  and 

Whereas,  the  order  of  therfire  commissioner,  No.  67020- 
LC,  dated  September  24,  1921,  reads: 

1.  Install  a  standpipe  in  accordance  with  plans  No 
751-19,  approved  Oct.  25,  1919.  Plans  and  specifications 
must  be  filed  /  with  and  approved  by  the  FIRE  DE¬ 
PARTMENT  before  work  may  be  commenced.”: 
and 

Whereas,  the  building  is  of  fireproof  construction,  one 
story  in  height,  85  ft.  by  168  ft. /in  area,  occupied  as  a  ga¬ 
rage  ;  and 

Whereas,  the  board  deemed  that  in  view  of  the  fact  that 
the  area  is  less  than  /15,000  sq.  feet  and  the  building  of 
fireproof  construction,  the  appeal  should  be  granted ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  November  1,  1921,  on  certain  conditions  and  the 
appellant  requested/a  modification  of  these  conditions,  which 
request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  ;it  hereby  is 
granted  on  condition  that  a  ll/2  inch  supply  line  be  carried 
along  both  gable  walls  and  across  the  rear  wall  on  the  inter¬ 
ior  of  the  building  with  four  1  y2  inch  outlets  as  shown  on 
plans  filed  with  the  request  for  modification. 


56-22-A. 

APPELLANT — Continental  Engineering  Co. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 564  5th  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Granted  request  to  install  Simplex  Burner. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE—  / 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  . . .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 

THE  RESOLUTION : 

(56-22-A) 

Whereas,  J.  C.  Buxton,  president  of  Continental  Engi- 
leering  Co.,  for  Arpince  Gavshanzian,  owner,  filed,  Jan. 
3,  1922,  an  appeal  with  the  board  of  appeals  from  a  de- 
:ision  of  the  fire 'commissioner,  affecting  premises  564  Fifth 
ivenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
n  acting  on  Application  No.  1579,  consists  of  27  items, 
howing  in  what  manner  the  proposed  installation  does  not 
on  form  to  the  fuel  oil  rules;  and 

Whereas,  it  is  proposed  to  install  a  fuel  oil  burning 
quipment  in  premises  and  appellant  contends  that  he  is 
nder  penalty  for  delay  in  making  such  installation,  and 
equested  permission  to  install  at  his  own  risk,  subject  to 

pproval. 


'  I)e-°l^ed’,  ^at  the. decision  of  the  fire  commissioner  be 

and  it  hereby  is  modified  and  the  appeal  be  and  it  herehv 
granted,  on  condition  that  the  pumjs,  burned  hirers  etc 
which  it  is  proposed  to  install  shall  be  installed  at  the  risk 
of  the  appellant  in  order  to  provide 'for  a  service  test  under 

Jf0suchgiZnS.and  f°r  a  period  of  90  days  from  date 


1142-21-BZ.  BUILDING  zone  cases., 

APPLICANT— P.  J.  O’Beirne,  for  N.  Y.  Society  of  Meth¬ 
yl  Church,  owner. 

U  JLCT— Application  to  permit  in  a  business  district  the 

torreCvehticl)es.a  ?  °  f°r  more  than  five  mo' 

appearances-CTED~11'19  Jane  street’  Manhattan- 

For  AppHcani;  .Patrick  J.  O’Beirne,  Millard  L. 

Robinson  and  Samuel  Mitchell. 

For  Opposition:  Oliver  M.  Sajlor,  Ludwig  Lewi- 

ACTION  OF°BOARrD-DenW  iS°hn’  Ed'yin  t>°WerS' 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby 

and  Fire  Chief  Kenlon  .  4 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  .  ~ 

Absent  _ n 

THE  RESOLUTION:  .  ° 

„  (1142-21-BZ) 

.  Whereas,  P  J.  O’Beirne,  for  N.  Y.  Society  of  Metho¬ 
dist  Episcopal  Church,  owner,  filed,  October  6,  1921,  an  ap¬ 
plication  under  the  building  zone  resolution,  to  .permit  in  a 
business  district  the  erection  of  a  garage  for  more  than  5 
motor  vehicles;  premises  11-19  Jane  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on, this  application 

inoo  er°arj  aPPea^s>  at  its  regular  meeting  January  17 
19^^,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Hoard  of  Standards  and  /Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jane  street, 'Horatio  street 
and  Greenwich  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Sept.  15,  1921,  in  acting  on  N.  B.  Application  No 
359-21,  reads : 

“A  public  garage  for  more  than  5  cars  .may  not  be 
erected  in  a  restricted  district,  Zone  Resolution,  Section 
4.  ; 

and 

Whereas,  the/ proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  103  ft. 
and  a  depth  of  97  ft.  2  in.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners, 
and  the  applicant  failed  to  substantiate  his  application  under 
section  7,  subdiv.  e. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 


1058-21-BZ. 

APPLICANT — George  E.  Strehan  for  Peter  Doelger 
Realty  Co.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
conversion  of  an  existing  building  into  a  factory 
building. 

PREMISES  AFFECTED — 1123-1125  Second  avenue,  245 
East  59th  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  letter  from  Geo.  E. 

Strehan,  requesting  permission  to  withdraw  case, 
as  a  petition  is  being  submitted  to  the  Board  of 
Estimate  for  a  change  of  the  use  district.  With¬ 
drawn  on  request  of  applicant. 
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THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  . ® 

Absent:  Mr.  Kearney  .  1 

- -  ! 

1292-21-BZ. 

APPLICANT— John  Clausen.  # 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED— 54  Richmond  street,  Brooklyn. 
APPEARANCES— None.  ,  , 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  Jan.  31,  1922,  on  request  of  counsel. 


1361-21-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Edward  Robitzek, 

owner.  t  ,  . 

SUBJECT — Application  to  permit  on  a  plot  in  a  business 
district  extending  into  an  unrestricted  district  the 
erection  of  a  garage  for  more  than  5  motor  ve- 

PREMISESS  AFFECTED— 401-9  East.  180th  street,  The 
Bronx. 

APPEARANCES—  ,  , 

For  Applicant:  John  J.  Dunnigan  and  Edward  Rob 

itzek. 

For  Opposition  :  H.  Bellmar. 

ACTION  OF  BOARD— Application  granted. 

THE  VOTE 

Affirmative:  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney  and  Kerby  ••••••. - 5 

Negative:  Chairman  Walsh  and  Fire  Chief 

Kenlon  .  * 

Absent  . 

THE  RESOLUTION: 

(1361-21-BZ) 

Whereas,  John  J.  Dunnigan,  architect  for  Edward  Rob¬ 
itzek,  owner,  filed,  Nov.  9,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  on  a  plot  partly  in  a 
business  district  and  partly  in  an  unrestricted  district  the 
erection  of  a  garage  for  more  than  5  motor  vehicles  .  prem¬ 
ises  401-409  East  180th  street,  Borough  of  The  Bronx ,  and 
Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  appeals,  at  its  regular  meeting  Jan  17, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 

Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
ina  zone  resolution  show  that  Webster  avenue  is  a  busi¬ 
es  d“tr£. and  180th  street  and  Park  avenue  are  unre- 

StrWHEREA^r the  decision  of  the  superintendent  of  buddings, 
rendered  Oct.  28,  1921,  in  acting  on  N.  B.  Application  No. 

2150-2VE?eSctiOn  of  proposed  garage  for  storage  of  more 
than  5  motor  vehicles  in  business  districts  contrary  to 
provisions  of  Building  Zone  Resolution.  ; 

^Whereas,  the  proposed  building  is  to /e-  of  non-fireproof 

construction,  1  story  m  height,  with  a  fro£ta®  j^fas  a 
and  a  depth  of  103.2  ft.,  irregular  to  be  occupied  as 
earage  for  more  than  five  motor  vehicles,  a  portion  3  tt. 
f  inSbv  94  ft  being  in  the  unrestricted  district;  and 

Whereas,  there  existed  on  this  street  between  the  mter- 
secting  streets  a  department  of  highways  stable  for  more 

Wd  of appeS  does  hereby  tnake  . 

variation  in  the  application  of  the  “tft'lhe  a'prilratfon  be 
the  building  zone  resolution  and  that  the  application 

it  berebv  is  Granted, 


1143-21-BZ. 

APPLICANT— H.  A.  Morse,  for  Grace  C.  Morse,  owner. 
SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  public  garage. 

PREMISES  AFFECTED— 957  East  19th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  H.  A.  Morse. 

ACTION  OF  BOARD— Laid  over  fo  January  31,  1922,  at 
10  a.  m.,  to  give  applicant  an  opportunity  to  file 
consents. 

1178-21-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Joseph  Pugliesi, 
owner.  .  .  . ,  .  •  . 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  public  garage 
PREMISES  AFFECTED— 117  Carroll  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

ACTION  OF  BOARD— Application  granted. 

THE  VOTE—  „  ,  „  . 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  .  1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1178-21-BZ)  . 

Whereas,  John  T.  Dunnigan,  architect,  for  John  Pugliesi, 
owner,  filed, '  October  10,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  more  than  5  motor  ve¬ 
hicles;  premises  117  Carroll  street,  Brooklyn;. and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  appeals,  at  its  regular  meeting  Jan  17, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  .  .... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Carroll  street  and  President 
street  are  residence  districts  and  Hicks  street  and  Henry 
street  are  business  districts;  and  # 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  5,  1921,  in  acting  on  Application  No. 

14103-21,  reads:  „ 

“Denied — Proposition  contrary  to  Building  Zone  Kes- 

olution,  Art.  2,  sections  No.  4  and  No.  6.”; 

aD\V hereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  with  a  frontage  of  25  ft.  and  a  depth  of 
90  ft  erected  fn  1919  as  a  private  garage,  at  present  occu¬ 
pied  Is  a  garage  for  5  motor  vehicles,  proposed  occupancy 
to  be  used  in  conjunction  with  adjoining  building  as  garage 
for  more  than  5  motor  vehicles;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  91  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted. 


1264-21-BZ. 

APPLICANT— Cornelius  Callaghan,  for  Donald  C.  Mal¬ 
colm,  owner.  .  ,  .  ., 

SUBTECT— Application  to  permit  partly  in  a  residence  and 
partly  in  a  business  district  the  extension  of  a  busi¬ 
ness  building.  ,,  .  . 

PREMISES  AFFECTED— 2824-2826  Broadway,  Manhat¬ 
tan. 

APPEARANCES—  „  . 

For  Applicant:  Cornelius  Callaghan. 

For  Administration  :  Assistant  Engineer  Close  of 
the  building  department. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
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THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 


Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  .  1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1264-21-BZ) 


Whereas,  Cornelius  Callaghan,  for  Donald  C.  Malcolm, 
owner,  filed  October  29,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  on  a  plot  partly  in  a 
business  district  and  partly  in  a  residence  (B)  area  dis¬ 
trict  the  extension  of  an  existing  store  and  business  build¬ 
ing  ;  premises  2824-2826  Broadway,  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  January 
17,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  is  a  business  dis¬ 
trict  and  that  109th  and  110th  streets  are  residence  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  1,  1921,  in  acting  on  Alt.  No. 
2255-1921,  reads : 

“A  business  building  may  not  extend  into  a  residen¬ 
tial  section..’; 

and 

Whereas,  the  proposed  extension  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height  with  a  frontage  of 
36  ft.  10  in.  and  a  depth  of  25  ft.,  extending  24  ft.  8  in.  into 
the  residence  district;  and 

Whereas,  the  premises  have  been  under  one  ownership 
and  occupied  for  a  business  use  since  1911. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  applicant 
shall  comply  with  the  area  district  requirement  of  the  build¬ 
ing  zone  resolution. 

1415-21-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  William  Yoost,  own¬ 
er. 

SUBJECT— Application  to  erect  a  two  story  garage,  partly 
in  a  business  and  partly  in  an  unrestricted  (B) 
area  district. 

PREMISES  AFFECTED— 405-407  West  45th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

For  Opposition:  William  Henki,  Jr.,  and  A.  L. 
Oats. 

Assistant  Engineer  Close  of  the  building  depart¬ 
ment,  also  appeared. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative :  Messrs.  Boulton  and  Kerby .  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Holland  and  Kearney  .  -1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1415-21-BZ) 

Whereas,  Louis  A.  Sheinart,  architect,  for  William  Yoost, 
owner,  filed,  Nov.  18,  1921,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  on  a  plot  partly  in  a  business 
district  and  partly  in  an  unrestricted  use  district  and  a  B 
area  district,  the  erection  of  a  garage  for  more  than  5  motor 
vehicles,  premises  405-407  West  45th  street,  Manhattan,  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Jan.  17, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  45th  street  is  an  unrestricted 


(B)  area  district  and  46th  street  and  9th  avenue  are  busi¬ 
ness  (B)  area  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Oct.  17,  1921,  in  acting  on  N.  B.  Application  No. 
457-21,  reads : 

“1.  Garage  for  more  than  five  motor  vehicles  is  un¬ 
lawful  as  property  is  located  within  a  business  district, 
section  4a-15  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  (48  ft.)  in  height,  with  a  frontage  of 
48  ft.  and  a  depth  of  100  ft.  5  in ,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  the  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


1553-21-BZ. 

APPLICANT — Samuel  Rosenblum,  consulting  engineer,  for 
George  Befeler,  owner. 

SUBJECT — Application  to  permit  on  a  plot  in  a  residence 
district  extending  into  a  business  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is  rented  to 
persons  not  residing  on  the  premises. 
’PREMISES  AFFECTED — 1663  East  13th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....'.  6 


Negative  . .  o 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1553-21-BZ) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
George  Befeler,  owner,  filed,  July  18,  1921,  an  application, 
under  the  building  zone  resolution,  to  permit  on  a  plot 
partly  in  a  residence  district  and  partly  in  a  business  district 
the  maintenance  of  a  garage,  space  in  which  is  rented  to 
persons  not  residing  on  the  premises;  premises  1663  East 
13th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  January  17, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  13th  and  East  14th 
streets  are  residence  districts  and  that  Kings  Highway  is  a 
business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
June  30,  1921,  in  acting  on  App.  No.  66069,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  Section 
3,  of  article  2,  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  &  Apportionment  of  the  City  of  New 
York,  adopted  July  25,  1916,  inasmuch  as  motor  vehicles 
stored  are  for  sale,  for  rent,  or  for  hire  or  are  subject 
to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor  ve¬ 
hicles,  stored  by  others  than  occupants  of  dwellings  on 
lot  where  garage  is  situated.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  1  story  in  height  with  a  frontage  of  35  ft.  3  in. 
and  a  depth  of  17  ft.  2  in.,  occupied  as  a  garage  for  four 
automobiles  of  the  pleasure  car  type,  space  being  rented 
to  persons  not  residing  on  premises,  the  garage  extending 
approximately  17  ft.  into  the  residence  district;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision  b 
of  the  building  zone  resolution,  the  board  is  authorized  to 
exercise  its  discretion  in  a  case  of  this  kind. 
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Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  garage  use 
be  confined  to  the  building  now  erected  for  the  accommo¬ 
dation  of  not  more  than  five  cars,  and  that  space  for  not 
more  than  three  cars  be  hired  to  persons  other  than  those 
living  on  the  premises ;  all  such  automobiles  to  be  of  the 
pleasure  type. 


1612-21-BZ. 

APPLICANT — W.  T.  McCarthy,  for  Meyer  Strongin  and 
Joseph  De  Anthony,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 1042  Bedford  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  W.  T.  McCarthy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Request  to  lay  over  for  one  month, 
laid  over  for  full  vote. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney 

and  Kerby  .  4 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent :  Fire  Chief  Kenlon  . .  1 


859-19-BZ. 

APPLICANT— Ashley  &  Booth,  for  Barney  Estate  Co., 
owner.  


SUBJECT — Application  for  further  extension  of  time  for 
the  maintenance  of  individual  garages. 

PREMISES  AFFECTED — East  side  Amsterdam  avenue, 
from  186th  to  187th  streets,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  grant 
extension  of  permit.  Laid  over  for  full  vote. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney 


and  Kerby .  4 

Negative:  Chairman  Walsh  .  1 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon...  2 


582-21-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Frederick  L.  Cran¬ 
ford,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  public  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 346-370  Schenectady  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Chairman  read  request  to  reopen 
(correspondence).  Laid  ovef  pending  appearance 
of  applicant  to  present  request. 


Adjourned,  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  17,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals,  held  Tuesday  afternoon,  January  10th, 
1922,  and  the  minutes  of  the  special  meeting  of  the  board 
of  standards  and  appeals,  held  Friday  afternoon,  January 
6th,  1922,  were  approved  as  printed  in  the  Bulletin,  No.  3, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

1304-21-S. 

PETITIONER— William  C.  Walker’s  Sons,  for  Estate  of 
David  L.  Einstein,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 93-99  Greene  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Thomas  B.  Walker. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Ffre 
Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(1304-21-S) 

Whereas,  William  C.  Walker’s  Sons,  for  Estate  _  of 
David  L.  Einstein^  owner,  filed,  Nov.  5,  1921,  a  petition, 


with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner,  affecting  premises  93-99  Greene 
street,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  17221-LD,  dated  Jan.  6,  1921,  reads: 

“1.  Arrange  the  fire  escape  on  the  front  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof,  so  that  same  are 
in  compliance  with  the  requirements  of  the  Labor 
Law,  and  the  rules  of  the  Board  of  Standards  and 
Appeals,  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  section  79-B-l 
of  the  Labor  Law. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following:  Windows  on  course  not 
fire-proof,  not  self-closing.  No  counterbalanced  stair¬ 
way  to  street  (this  is  complied  with).  No  steps  to 
sills  of  openings  to  balconies  (this  is  complied  with).”; 
and  No.  22555-LD,  dated  May  19,  1921,  reads: 

“1.  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  section  273  and  274 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
271  of  the  Labor  Law.” 

No.  27856-LD,  dated  Oct.  18,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 

Law.  .  ,  , 

“2.  Enclose  the  interior  stairway  at  the  south  side 
of  building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  there¬ 
with  on  all  sides  with  partitions  of  approved  fire  re¬ 
sisting  material ;  this  includes  exposed  soffits  of  stairs. 
*  *  **» 
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No.  27857-LD,  dated  Oct.  18,  1921,  reads : 

“1.  Arrange  the  doors  leading  to  the  stairway  in 
building  No.  97,  on  all  stories  upon  which  five  or 
more  persons  are  employed,  so  as  to  |open  outwardly 
without  obstructing  the  stairway,  as  per  section  271 
of  the  Labor  Law.” ; 

and 

Whereas,  the  premises  consist  of  three  buildings,  each  C 
stories  in  height,  with  a  total  frontage  of  100  ft.  and  a 
depth  of  85  ft.,  occupied,  1st  story,  willow  ware,  paper, 
twine,  thread  and  yarns,  10  persons ;  2nd  story,  making 
of  aprons  and  muslin  underwear,  53  persons ;  3rd  story, 
making  of  stamped  linens,  dresses  and  waists,  32  persons; 
4th  story,  making  of  travelling  bags,  dresses  and  pocket- 
books,  52  persons ;  5th  story,  making  of  dresses,  35  per¬ 
sons ;  6th  story,  makirtg  of  (dresses  and  fancy  leather 
goods,  52  persons;  the  means  of  egress  consisting  of 
an  interior  stairway  in  each  building  extending  from  the 
1st  story  to  the  roof  in  the  centre  and  north  (buildings 
and  from  the  1st  story  to  the  6th  story  in  the  south 
building,  enclosed  in  partitions  of  fire  resisting  material 
in  the  centre  land  north  buildings  and  in  wood  partitions 
in  the  south  building,  a  horizontal  exit  in  the  division  walls 
between  the  buildings  in  each  story,  with  double  sliding 
self-closing  fire  doors  both  sides,  one  set  leading  to  the 
stairway  of  the  centre  building;  a  party  wall  fire  escape  on 
the  rear  wall,  taking  in  the  three  buildings,  a  60  degree  fire 
escape  on  the  front  of  the  south  building  and  a  45  degree 
fire  escape  taking  in  the  front  of  the  centre  and  north 
buildings,  with  counterbalanced  stair  to  the  street,  with 
fireproof  windows  along  the  course  of  this  north  fire 
escape ;  and 

Whereas,  petitioner  contends  the  means  of  egress  are 

adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  [a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Order  17221-LD,  22555-LD  on  condition  that  horizontal 
exits  be  provided  in  the  party  wall  between  Nos.  97  and 
99  on  all  floors  above  the  first  floor;  as  to  Order  27856-LD, 
item  No.  1,  on  condition  that  the  scuttle  be  made  counter¬ 
balanced,  and  as  to  Order  27856-LD,  item  No.  2,  on  con¬ 
dition  that  the  loft  side  of  stair  enclosure  partition  be  cov¬ 
ered  with  fire  retarding  material  with  self-closing  fireproof 
doors  at  all  openings,  and  granted  as  to  Order  27857,  in 
view  of  the  existing  approved  fireproof  doors  on  horizontal 
openings. 

Resolved,  further,  that  this --Variation  be  granted  only  so 
long  as  conditions  as  to  use  and  occupancy,  that  is,  the 
existing  combined  occupancy  of  the  buildings,  remain  sub¬ 
stantially  unchanged. 


1154-21-S. 

PETITIONER — Walter  J.  Eagan. 

SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law. 

PREMISES  AFFECTED — 65-67  East  8th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Reopened  and  set  for  hearing  January  31st,  1922, 
at  2  p.  m. 

THE  VOTE—  * 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville, 


Kleinert,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent:  Fire  Chief /Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


169-21-S. 

PETITIONER — Samuel  Rosenblum. 

SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law. 

PREMISES  AFFECTED — 132-142  Franklin  street,  Man¬ 
hattan. 

APPEARANCES— None.  I 

ACTION  OF  BOARD — Chairman  read  correspondence 
of  John  P.  Leo  requesting  interpretation  of  the 
resolution.  Reopened ;  resolution  modified. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — To  Reopen — 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  9 

Negative:  Chairman  AValsh  and  Mr.  Holland..  2 
Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  VOTE — To  Modify  Resolution- — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Chief  Inspector 
Bastress,  Superintendents  Reville,  Kleinert, 

Moore  and  McDermott  . 10 

Negative:  Mr.  Holland  .  l 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(169-21-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
D.  S.  Walton  &  Co.,  owner,  filed,  February  7,  1921,  a 
petition,  with  the  board  of  standards  and  appeals,  for 
variation  of  the  requirements  of  the  labor  law  as  cited 
in  orders  of  the  fire  commissioner,  affecting  premises  132-42 
Franklin  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  17722-LD.  1.  Enclose  the  interior  stairways 

at  northwest  corner  of  132-4  and  west  side  of  136-42 
buildings,  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resist¬ 
ing  material  extending  continuously  from  the  1st 
story  to  3  ft.  above  the  roof,  constructed  as  per  sec¬ 
tions  79-B-2  and  79-B-3  of  the  labor  law,  or  carry 
out  a  proper  alternative  method  of  complying  with  the 
requirements  of  section  79-B-l  of  the  labor  law. 

“2.  Extend  the  interior  stairways  at  northwest  cor¬ 
ner  of  132-4,  west  side  of  136-42  buildings  to  the  roof, 
as  per  sections  79-B-2  and  79-C-l  of  the  Labor  Law. 

“3.  Extend  the  interior  stairway  at  the  west  side 
of  136-42  building  from  the  2nd  story  to  the  1st  story, 
said  stairways  and  the  landings,  platforms  and  passage¬ 
ways  connecting  therewith  to  be  enclosed  on  all  sides 
with  partitions  of  fire  resisting  material  extending  con¬ 
tinuously  from  the  2nd  story  to  3  ft.  above  the  roof, 
and  provide  a  fire  resisting  passageway  leading  from 
the  termination  of  the  stairway  to  the  street,  as  per 
sections  79-B-2  and  79-B-3  of  the  labor  law,  or  carry 
out  a  proper  alternative  method  of  complying  with 
the  requirements  of  section  79-B-l  of  the  labor  law.” ; 

and 

Whereas,  the  premises  consists  of  two  buildings,  each 
non-fireproof,  six  stories  in  height,  with  a  total  frontage 
of  121  ft.  9  in.  and  a  depth  of  100  ft.  and  80  ft.  respect¬ 
ively,  occupied  in  the  1st  story,  stores  and  shipping;  up¬ 
per  floors,  storage  and  printing  of  paper  bags  and  stock, 
number  of  employees,  No.  132-34;  2nd  floor,  32  persons; 
3rd  floor,  none;  4th  floor,  6;  5th  floor,  12;  6th  floor,  0; 
No.  136-42,  2nd  floor,  one  person;  3rd  floor,  8  persons; 
4th  floor,  6  persons ;  5th  floor,  6  persons ;  6th  floor,  14  per¬ 
sons  ;  the  buildings  being  equipped  with  a  sprinkler  sys¬ 
tem  and  a  fire  alarm  signal  system ;  the  means  of  egress 
consisting  of  an  interior  stairway  in  the  westerly  building 
extending  from  the  2nd  story  to  the  6th  story,  enclosed 
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in  wood  board  partitions ;  an  interior  stairway  in  the 
easterly  building  extending  from  the  1st  story  to  the  2nd 
story  at  the  front  and  from  the  2nd  story  to  the  6th  story 
at  rear ;  enclosed  in  the  4th  story  only ;  two  openings  in 
the  division  wall  between  the  easterly  and  westerly  build¬ 
ings  in  each  story  except  the  1st  story  with  self-closing 
fireproof  doors  at  the  openings;  a  fire  escape  on  the  rear 
accessible  to  both  buildings  and  a  party  wall  fire  escape  on 
the  front  of  the  building  connecting  both  buildings,  a  fire 
escape  balcony  at  the  southwest  corner  of  the  building  in 
the  2nd  story  with  counterbalanced  stairs  to  the  street, 
serving  as  egress  for  the  interior  stairs ;  the  roofs  of  the 
buildings  adjoining  being  at  same  height  as  roof  of  build¬ 
ing  in  question;  and 

Whereas,  petitioner  contends  that  owing  to  the  sprink¬ 
ler  system  and  fire  alarm  signal  system  and  the  horizon¬ 
tal  exits,  the  means  of  egress  should  be  deemed  adequate; 

and  . 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  April  5,  1921,  on  certain  conditions  and  owner’s 
representative  requested  a  modification  of  these  conditions, 
which  request  was  granted  by  vote  of  the  board,  and  he 
now  requests  a  further  modification  as  to  stair  enclosures. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  an  enclosure  making  a  continuous  hallway 
3  ft.  wide  in  the  clear,  be  provided  around  the  stairways 
extending  from  the  second  story  to  the  sixth  story  in 
building  No.  136-142  and  from  the  first  story  to  the  sixth 
story  in  building  No.  132-136,  these  enclosures  to  be  fire 
retarded  on  the  loft  side,  with  approved  fire  retarding  ma¬ 
terial  in  accordance  with  the  rules  for  Fire  Retarding  ma¬ 
terial  adopted  by  the  Board  of  Standards  and  Appeals, 
with  fire  doors  at  all  openings,  that  a  scuttle  properly 
counterbalanced  and  an  iron  ladder  leading  thereto,  be  pro¬ 
vided  to  the  roof  of  each  building;  that  an  enclosed  pas¬ 
sageway  similarly  fire  retarded  be  provided  from  the  foot 
of  the  stairs  in  the  second  story  of  building  No.  136-142  to 
the  street  wall  connecting  with  the  exterior  balcony. 


Knowles  Horizontal  Simplex  Piston  Pattern 
Pumps. 

APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE— To  Adopt  Report  of  Committee — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville, 

Kleinert  and  McDermott  .  10 

Negative  :  Superintendent  Moore  . 1 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  VOTE— To  Approve— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert  and  Mc¬ 
Dermott  .  11- 

Negative:  Superintendent  Moore  .  1 

Absent:  Deputy  Fire  Commissioner  Hannon...  1 

THE  RESOLUTION: 

(372-21-S) 

Whereas,  Worthington  Pump  and  Machinery  Co.,  filed 
April  20,  1921,  a  petition  with  the  board ^of  standards  and 
appeals,  for  approval  of  their  device  known  as  the  “Blake 
and  Knowles  Horizontal  Simplex  Piston  Pattern  Pump”; 

and  . 

Whereas,  a  committee  of  the  board  inspected  this  pump 
in  operation  at  the  McCreery  Building,  No.  6  West  35th 
street  and  was  of  the  opinion  that  this  pump  complies  with 
the  rules  and  is  of  recognized  standard  mechanical  con¬ 
struction  and  recommended  the  approval  of  the  pump  for 
fuel  oil  burning  installation. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby'  approve  the  device  known  as  the  Blake  and 
Knowles  Horizontal  Simplex  Piston  Pattern  Pump”  for 
use  in  fuel  oil  burning  installation. 


1119-17-S. 

PETITIONER— Louis  A.  Sheinart. 

SUBJECT— Petition  for  variation  of  the  requirements  of 
the  labor  law. 

PREMISES  AFFECTED— 87  Crosby  street,  248  Lafayette 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Reopened ;  marked  for  hearing  January  31,  1922. 
THE  VOTE— To  Reopen— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

APPLIANCES  SUBMITTED  FOR  APPROVAL. 
744-21-S. 

PETITIONER— William  J.  Gannon. 

SUBJECT— Approval  of  the  Safand  Shur  Fire  Extin¬ 
guisher. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  pending  report  from 
fire  department. 


366-21-S. 

PETITIONER— Bestwall  Mfg.  Co. 

SUBJECT— Application  I  for  approval  of  Bestwall. 
APPEARANCES- 

For  Petitioner :  Henry  L.  Sherman,  George  Riddle. 
ACTION  OF  BOARD— Petition  laid  over.  Approved  re¬ 
port  of  committee  of  superintendents  of  buildings, 
recommending  public  hearing  on  proposed  revision 
of  fire  retarding  rules  of  the  board. 

THE  VOTE— To  Approve  Report  of  Committee  of  Su¬ 
perintendents  of  Buildings — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Negative  .  ® 

Absent  .  0 


53-22-S. 

PETITIONER— D.  W.  Denin,  for  General  Oil  Burner 


Sales  Corp. 

SUBJECT— Approval  of  Champion  Pump. 
APPEARANCES—  J  ^  _  . 

For  Petitioner:  A.  E.  Grant  and  D.  W.  Demn. 
For  Administration:  None. 

a  PTTfYNr  OF  ROARD— Laid  over  to  January  24,  1922, 


at  2  p.  m. 


1372-21-S. 


372-21-S.  PETITIONER— Ford  Regulator  Corporation. 

PETITIONER— Worthington  Pump  and  Machinery  Co.  SUBJECT — Ford  Fire  Line  Reducing  Valve. 

SUBJECT — Application  for  approval  of  Bla(ke  and  APPEARANCES 


82 


MINUTES 


For  Petitioner:  (Louis  H.  Halilo,  Eugene  E. 
Halmos  and  J.  Ford. 

For  Administration:  Inspector  Palmer  and  Inspec¬ 
tor  Gilroy  of  the  fire  department. 

ACTION  OF  BOARD — Laid  over;  referred  to  commit¬ 
tee  of  board  consisting  of  Chairman  Walsh,  Mr. 
Kearney,  Mr.  Holland,  Fire  Chief  Kenlon  and  Su¬ 
perintendent  Reville. 


53-21-S. 

PETITIONER — T.  V.  Forster. 

SUBJECT — Approval  of  hose  angle  valve. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Gilroy  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  pending  revision  in 
Sprinkler  and  Standpipe  Rules. 


627-21-S. 

PETITIONER — Tokheim  Oil  Tank  and  Pump  Co. 
SUBJECT — Approval  of  gasoline  pumps. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Michaels  of  the 
fire  department. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Disapproved. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  IMessrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Moore  and  Mc¬ 


Dermott  .  11 

Absent:  Deputy  Fire  Commissioner  Hannon 

and  Superintendnet  Kleinert  .  2 

THE  RESOLUTION : 

(627-21-S) 


Whereas,  The  Tokheim  Oil  Tank  &  Pump  Co.  filed, 
June  17,  1921,  a  petition,  with  the  board  of  standards  and 
appeals,  for  approval  of  their  (device  known  as  “A  Five 
Gallon  Visible  Gasoline  Dispenser”  for  use  in  New  York 
City;  and 

Whereas,  the  board  deemed  that  electric  motor  driven 
gasoline  pumps  should  not  be  endorsed. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 


818-21-S. 

SUBJECT— Single  Stroke  Revised  Alarm  Bell. 
APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  Feb.  14,  1922,  on  request  of  petitioner. 


897-21- S. 

PETITIONER — George  E.  Strehan,  for  Cement  Gun 
Company. 

SUBTECT — Gunite  Slabs  (Material). 

APPEARANCES— None. 

ACTION  OF  BOARD- — Laid  over  for  report  of  commit¬ 
tee  of  superintendents  of  buildings. 


942-21-S. 

PETITIONER— Coen  Co. 

SUBJECT — Application  for  approval  of  Coen  Mechanical 
Oil  Burning  System. 

APPEARANCES— 

For  Petitioner :  .None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  pending  installation  for  test. 


L278-21-S. 

PETITIONER — Hammel  Oil  Burning  Equipment  Co. 
SUBJECT — The  Hammel  Oil  Burner. 
APPEARANCES — 

For  Petitioner:  None. 


ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  pending  installation  for  test. 

908-21-S. 

PETITIONER — The  Century  Pump  Co. 

SUBJECT — Century  Rotary  Pump. 

APPEARANCES— 

For  Petitioner:  W.  L.  Gass. 

For  Administration :  Inspector  Michaels  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  pending  receipt  of  offi¬ 
cial  report  from  fire  commissioner. 


360-21-S. 

PETITIONER — Conran  Standpipe  Co. 

SUBJECT — Approval  of  Conran  Electric  Trip  • 
APPEARANCES— 

For  Petitioner:  F.  W.  Merdes. 

For  Administration:  Inspector  Mulligan  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  pending  receipt  of  offi¬ 
cial  report  from  fire  commissioner. 


1421-21-S. 

PETITIONER — Pyrene  Manufacturing  Co. 

SUBJECT— Approval  of  Guardene  Non-Slop  Extin¬ 
guisher. 

APPEARANCES— 

For  Petitioner :  F.  W.  Davis. 

ACTION  OF  BOARD — Laid  over  to  request  report  from 
fire  commissioner. 


1464-21-S. 

PETITIONER — W.  N.  Best  Furnace  and  Burner  Corpora¬ 
tion. 


SUBJECT — W.  N.  Best  Burner. 

APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Chairman  read  committee’s  report. 
Approved  report  of  committee.  Approved  the  W. 
N.  Best  burner  for  use  in  fuel  oil  burning  installa¬ 
tion. 

THE  VOTE — To  Adopt  Committee  Report — 1 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville 

and  McDermott  .  9 

Negative :  Superintendent  Moore  .  1 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  and  Superintendent 
Kleinert  .  3 

THE  VOTE— To  Approve  Device — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Reville 

and  McDermott  .  9 

Negative :  Superintendent  Moore  .  1 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  and  Superintendent 
Kleinert  . * .  3 


THE  RESOLUTION: 

(1464-21-S) 

Whereas,  W.  N.  Best  Furnace  and  Burner  Corporation, 
filed,  November  26,  1921,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  W.  N.  Best  “Calorex”  Burner ;  and 
Whereas,  a  committee  of  the  board  visited  the  prem¬ 
ises  of  the  Chelsea  Fibre  Mills  at  1155  Manhattan  ave¬ 
nue,  Brooklyn,  and  inspected  this  burner  in  operation  and 
recommended  that  as  the  burner  meets  all  the  practical  re¬ 
quirements  of  the  fuel  oil  rules  as  adopted  by  the  board 
of  standards  and  appeals,  the  burner  be  approved  for 
use  in  fuel  oil  installations. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  'W.  N.  Best  ‘  Calorex  Burner  for  use 
in  fuel  oil  burning  installations.  ) 


1468-21-S.  „  , 

PETITIONER — ‘General  Oil  Burner  Sales  Corporation. 
SUBJECT— Approval  of  Caloroil  Burner. 
APPEARANCES— None.  . 

ACTION  OF| BOARD— Laid  over  pending  submission  of 
report  to  board  by  committee. 

1636-21-S.  ,  „ 

PETITIONER— Gilbert  &  Barker  Manufacturing  Com- 

p3.ny. 

SUBJECT^Approval  of  Gilbert  &  Barker  Fuel  Oil  Pump 
and  Burner. 

APPEARANCES— 

For  Petitioner:  E.  C.  Boyle. 

ACTION  OF  BOARD1 — Disapproved. 

THE  VOTE— 

Affirmative  . . . "  u 

Negative:  Chairman  Walsh,  ^Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Re- 

ville,  Moore  and  McDermott  . . .  10 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  and  Superintendent 
Kleinert  . .  3 

THE  RESOLUTION : 

(1636-21-S) 

Whereas,  the  Gilbert  &  Barker  Manufacturing  Com¬ 
pany  filed,  Dec.  10,  1921,  a  petition,  with  the  board  of 
standards  and  appeals,  for  approval  of  their  devices  known 
as  the  Gilbert  and  Barker  Motor  Driven  Rotary  Pump  for 
fuel  oil  and  the  Gilbert  and  Barker  Patent  Adjustable 

BlWHraEAS,d  the  board  deemed  that  these  devices  did  not 
conform  to  the  requirements  of  the  fuel  oil  rules  for  gen¬ 
eral  installation.  .  .  ,  .  .  ,  .  . 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 

13-21-S.  .  ,  ....  ~ 

PETITIONER— Bethlehem  Shipbuilding  Corp. 
SUBJECT— Dahl  Oil  Burner. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  Feb.  14th,  192-., 

796-21-S.  .  „  .  _  ,. 

PETITIONER — Industrial  Safety  Corporation. 

SUBJECT— Ammonia  mask. 

APPEARANCES— 

For  Petitioner:  None.  ,  . 

ACTION  OF  BOARD— Chairman  read  report  of  board 
of  hazardous  trades  of  fire  department.  Ap- 
nroved,  in  accordance  with  recommendation  ot 
board  of  hazardous  trades  of  the  fire  department. 

THE  V^^mative;  chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief 
Inspector  Bastress,  Superintendents  Ke- 

ville  and  McDermott  .  ® 

Negative :  Superintendent  Moore  . . ....  •  •  •••••• 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 

Kleinert  . 

the  RESOLUTION  :796_21S) 

Whereas,  Marc  Yablick for  tte  Industrial  g^y  Cor- 
as  the  “Kupramite  Ammonia  Helmet  for  use  in  re  g 

-finer  nlantS  1  and 


Whereas,  this  device  was  referred  to  the  fire  commis¬ 
sioner  for  test;  and 

Whereas,  a  letter  from  the  deputy  fire  commissioner  and 
chairman  of  the  board  of  hazardous  trades,  dated  Janu¬ 
ary  17,  1922,  reads: 

“At  a  meeting  of  the  Board  of  Hazardous  Trades, 
held  on  Dec.  2,  1921,  the  application  of  Industrial 
Safety  Co.,  104  Franklin  Street,  for  certificate  of  ap¬ 
proval  for  ammonia  helmet  known  as  ‘Kupramite  Am¬ 
monia  Helmet,’  was  approved.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  “Kupramite  Am¬ 
monia  Helmet.” 


341-21-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT— Rockwell  Fuel'  Oil  Burners  and  Pumps. 
APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD— Laid  over  pending  receipt  from 
petitioner  of  report  of  test  at  Columbia  University. 


358-21-S. 

PETITIONER— Walter  D.  Cleary,  for  DeLaval  Separator 
Co. 

SUB TECT— DeLaval  Separators  and  Clarifiers. 
APPEARANCES— 

For  Petitioner:  None.  * 

ACTION  OF  BOARD— Chairman  read  report  of  board 
of  hazardous  trades  of  fire  department.  Approved 
in  accordance  with  recommendation  of  board  of 
hazardous  trades  of  the  fire  department. 

THE  VOTE—  , 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Chief- 
Inspector  Bastress,  Superintendents  Reville, 

Moore  and  McDermott  .  1° 

Negative  . ® 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  and  Superintendent 
Kleinert  .  3 

THE  RESOLUTION : 

(358-21-S) 

Whereas,  The  DeLaval  Separator  Co.  filed,  September 
28,  1921,  a  petition  with  the  board  of  standards  and  ap¬ 
peals  for  approval  of  their  device  known  as  the  DeLaval 

Separator  and  Clarifier,”  a  machine  used  for  purifying  gas¬ 
oline  in  dry  cleaning  establishments  ;  and 

Whereas,  this  matter  was  referred  to  the  fire  commis¬ 
sioner  for  test  and  report ;  and  .  . 

Whereas,  a  letter  from  the  deputy  fire  commissioner 
and  chairman  of  the  board  of  hazardous  trades,  reads. 

“At  a  meeting  of  the  Board  of  Hazardous  Trades, 
held  on  Dec.  2,  1921,  the  application  of  the  DeLaval 
Separator  Co.,  165  Broadway,  for  certificate  of  ap¬ 
proval  for  separators  and  clarifiers,  was  approved,  with 
the  provision  that  the  No.  1  tank  of  55-gal.  capacity 
be  the  limit  of  storage  above  ground. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  DeLaval  Separator 
and  Clarifier,  in  accordance  with  the  recommendation  ot 
the  board  of  hazardous  trades  of  December  2,  1921. 

1615-21-S. 

PETITIONER — Johns-Manville.  . 

ST  IB  TECT — Approval  of  Ebony  Asbestos  Wood  for  Eire 
Alarm  Control  Panels  (Material). 

APPEARANCES— 

For  Petitioner:  George  W.  Mapotaher. 

For  Administration:  Inspector  Mulligan  of  the  tire 
department.  , 

ACTION  OF  BOARD— Laid  over  for  test  and  report  by 
the  Fire  Department. 
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petitioner!  obtain  from  fire  department  opinion 
as  to  whether  or  not  this  device  will  interfere 
with  the  free  and  safe  operation  of  panic  bolt. 


The  H.  J.  M.  Howard  Mfg.  Co,  Inc. 
bUBJECI  Water  Pressure  Reducing  Devices 
APPEARANCES— 

For  Petitioner:  H.  J.  M.  Howard. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over;  referred  to  committee 
of  the  board  for  report. 


1108-21-S. 

PETITIONER — The  Silent  Watchman  Corporation. 
SUBJECT— Silent  Watchman  Corporation  Panic  Bolt 
APPEARANCES— 

For  Petitiener:  James  Healy. 

ACTION  OF  BOARD — Laid  over.  Recommended  that 


1705-21-S. 

PETITIONER — Klaxon  Company. 

SUBJECT— Klaxon  Single  Stroke  Bell  and  Horn 
APPEARANCES— 

For  Petitioner:  J.  F.  Moran. 

For  Administration:  Inspector  Mulligan  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over.  Referred  to  fire  de¬ 
partment  for  report. 

Adjourned,  6  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  AMENDMENT  TO  THE  PLUMBINU^UL^SPLUMBING^DR^NArF^wIT^^TT^TTf 
GAS  PIPING  AND  VENTILATION  OF  BUILDINGS- ADOPTED BY  THE  SUPErSntfSimtV  nF 
BUILDINGS;  EFFECTIVE  APRIL  23,  1912;  AMENDED  BY  THE  BOARD  OF  STANDARD^  AND 
APPEALS,  JULY  5,  1917,  DEC.  27,  1918,  MAR  8,  1921,  AND  OCT  n  m  NDARDS  AND 


(Cal.  No.  715-21-S) 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  that  a  PUBLIC  HEARING  will  be  held 
>n  Friday,  February  3,  1922,  at  2  p.  m,  in  Room  919, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

(New  matter  is  in  italics.) 

Vent  Pipes. 

91.  All  traps,  except  approved  anti-siphon  traps 
•onnected  to  main  waste  or  soil  lines  or  to  the  house 
Irain  by  branch  piping  not  over  seven  (7)  feet  in 
ength  with  a  fall  not  exceeding  two  (2)  inches  per 
oot,  shall  be  protected  from  siphonage  and  back-pres- 
ure  by  special  lines  of  vent  pipes;  provided  that  where 
pproved  deep-seal  siphon-jet  water  closet  or  slop  sink 
ixtures  are  installed  with  branch  piping  not  over  five 
5)  feet  in  length  from  fixture  to  main  soil  or  waste 
ne,  the  vent  pipe  may  be  omitted  for  such  fixtures  in 
uildings  not  over  eight  (8)  stories  in  height,  and 
'here  the  main  soil  or  waste  line  is  made  one  inch  larger 
i  diameter  than  required  by  these  rules,  the  vent  pipe 
lay  also  be  omitted  for  such  fixtures  in  building  over 
ight  (8)  stories  in  height. 

a.  (1)  When  not  more  than  four  fixtures  are  on  a  branch 
'om  a  riser  line,  then  traps  need  not  he  ventilated .  provided 
ie  ivastc  pipe  from  each  trap  be  at  least  40  per  cent,  greater 


in  cross  sectional  area,  all  the  way  from  said  trap  to  said 
branch  line,  than  the  inlet  pipe  to  said  trap;  and*  1  also  pro¬ 
vided  that  the  cross  sectional  area  of  said  branch  from 
the  user  line  at  every  point,  be  at  least  equal  to  the  com¬ 
bined  sectional  area  of  all  inlets  to  it,  from  traps  beyond 
that  point. 

a.  (2)  When  more  than  four  fixtures  are  on  a  branch 
from  a  riser  line,  the  trap  of  the  last  fixture  only  (i  e  the 
one  farthest  from  the  riser  line )  need  be  ventilated  as' now 
required.  Provided,  however,  that  the  waste  pipe  from  each 
trap  be  at  least  40  per  cent,  greater  in  area  from  said  trap 
to  the  branch  line,  than  the  inlet  pipe  to  said  trap. 

Note.— In  computing  the  area  of  waste  pipes  from  traps 
as  above  provided,  the  waste  pipe  from  a  water  closet  may 
be  considered  as  only  40  per  cent,  greater  than  that  of  its 
flush  pipe,  but  no  water  closet  shall  discharge  into  a  drain 
pipe,  of  less  than  four  inches  from  the  closet  until  it  leaves 
the  building. 

By  riser  line  in  the  foregoing  paragraphs,  is  meant  a 
continuous  line  of  drain  pipe,  from  its  entrance  to  the  build¬ 
ing  to  its  exit  at  the  roof. 

( b )  All  traps,  located  within  three  feet  of  a  riser  line  need 
not  be  ventilated. 

( c )  Any  fixture,  other  than  a  water  closet  or  urinal,  whose 
outlet  is.  located  within  six  feet  of  a  water  closet,  may  dis- 
charge  into  the  bowl  of  said  water  closet,  without  a  trap. 


PUBLIC  HEARING 


PROPOSED  AMENDMENT  TO  THE  FIRE  RETARDING  RULES— ADOPTED 
STANDARDS  AND  APPEALS,  AUG.  30,  1917;  AMENDED  NOV 
(366-21-S) 


f  NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand- 
ds  and  Appeals  that  a  PUBLIC  HEARING  will  be  held 
i  Friday,  February  3,  1922,  at  2  p.  m„  in  Room  919,  Muni- 
pal  Building,  Manhattan,  on  the  following  matter : 

(New  matter  is  in  italics.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
rms  of  construction  shall  be  accepted  as  fire-retarding 
r  the  covering  of  the  undersides  of  wood  floor  beams  in 
Jsted  floor  construction  in  non-fireproof  buildings  used 
garages,  motor  vehicle  repair  shops  or  oil  selling  sta- 
■ns : 

(a).  One-half  (l/2)  inch  plaster  boards,  or  three-eighth 
8)  inch  gypsum  wall  boards  weighing  not  less  than  six- 


THE  BOARD  OF 

1,  1917. 

teen  (16)  pounds  per  square  yard,  with  pointed  joints,  cov¬ 
ered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
inch  lapped  seams  nailed  to  the  wood  beams  when  spaced 
not  more  than  sixteen  (16)  inches  on  centers,  or  nailed 
to  furring  strips  when  the  floor  beams  are  spaced  more 
than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (%)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  nailed  to  the 
beams,  when  spaced  not  more  than  sixteen  (16)  inches  on 
centers,  or  nailed  to  furring  strips  when  the- floor  beams 
are  more  than  sixteen  (16)  inches  on  centers; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters  (34) 
inch  thick.  74 
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minutes 


BOARD  OF  APPEALS 


♦CORRECTION.  . 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
on  Friday  afternoon,  Dec.  30,  1921,  as  they  appeared' in  Bul¬ 
letin  No  2,  Vol.  VII.,  are  hereby  corrected  as  follows:  •  ; 

(452-21-BZ) 

Whereas,  Oheka  Corporation,  owner,  filed,  Jan.  24,  1921, 
an  application  under  the  building  zone  resolution,  toW- 
mit  in  a  residence  district  the  maintenance  of  a  private 
garage  for  more  than  5  motor  vehicles  not  an  accessory  to 
residence  on  lot;  premises  6  East  99th  street,  Manhattan, 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  Dec  30,  1921 
after  due  notice  by  publication  in  the  bulletin  of  the  board 

cf  standards  and  appeals ;  and  .  ,  ,  ..  , 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  98th  street,  99th  street  and 
Fifth  avenue  are  residence  districts ;  and  _ 

Whereas,  the  order  of  the  fire  commissioner,  Order  N  . 

3697-LC,  dated  Dec.  23,  1920,  reads:  .  .  f 

"1  Maintenance  of  your  garage  is  a  violation  of 
Section  3  of  Article  2  of  the  Building  zone  resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York  adopted  July  25,  1916,  inasmuch  as 
garage  is  not  an  accessory  to  residence  on  lot. 

“You  are,  therefore,  ordered  to 


and 


“1.  Discontinue  the  use  of  premises  for  the  storage 
of  motor  vehicles  containing  volatile  inflammable  oil.  , 


Whereas,  the  building  is  of  fireproof  construction,  three 
stories  in  height-,  with  a  frontage  of  30  ft.  and  a  depth,  o.  .  4 
ft.,  occupied  as  a  garage  for  more  than  five  motor  vehicles 
of;  the,pleasure  car  type,  the  property  of  the  lessee  of  the 
'entire<'preitfises ;  and 

Whereas,  it  appears  that  the  garage  building  is  maintained 
as  a  private  garage  for  not  more  than  5  motor  vehicles  of 
the  pleasure  car  type  by  the  lessee  of  the  Oheka  Corpora¬ 
tion  and  that  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property  front- 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  not  more  than  five 
automobiles  of  the  pleasure  car  type  may  be  kept  on  the 
premises,  said  cars  to  be  the  property  of  an  owner  and/or 
lessee-occupant  of  the  premises  and  that  none  of  said  cars 
shall  be  for  hire. 


*  Corrections :  5th  and  6th  paragraphs  of  preamble  and  the 
resolution  reworded. 
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HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

Tj\e.  Clerk  s  Calendar  consists  of  applications  under  the 
building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if 
any,  and  will  be  called  in  Room  919,  on  Tuesday,  January 
31,  1922,  at  2  o  clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 


The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  February  7,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CODE. 


CALENDAR 


DOCKET. 

Cases  Filed,  Week  Ending  January  26th,  1922. 
Cal.  No.  Department 

109-22- A . 


Order  No. 
F.D . LC  69462 


108-22-S. 


107-22-S. 


106-22-BZ. 


105-22-A . 


.  .F.D . LF  29910 

..F.D . LD  29848-29849 

.B.B.M  . N.B.  2653-21 

.  .B.B.M . Exit  Order  1-1922 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  31,  1922,  at  2  p.  m. 
Building  Zone  Cases. 

1311-21-BZ. 


104-22-A 


103-22-A 


102-22-A 


101-22-S 


100-22-S 


99-22-S. . . 


98-22-S . .  . 


F.D. 

F.D. 

F.D, 


F.D 

F.D 


.Alt.  19-1922 
N.B.  3691-21 

. F  28623 

. .  .LD  29956 
...LD  29719 


. B.B.M . Alt.  1580-21 

. B.B.M . 560  W.  36th  St.,  Man. 


Q>7  99_g 

. LD  29665 

Qfi-99- A 

l 

. F  29676 

OK  99-<3 

....Alt.  3089-21 

Q  4.-99  _  A 

. F  29130 

93-22-BZ . 

.  .B.B.M . 

• 

....NB  575-1921 

01  _99_ A 

. LC  69513 

.  .  . . F  21905 

00-99.137 

. LC  69162 

sa_99-g 

. LD  28165 

'87-22-S . 

.  .LD  29504-29505 

Restored  to  Calendar. 


49S-91-A 

. LC  5701 

1 990  91 _  A 

. F  24357 

1177-18-BZ. . 

. B.B.B  . 

.  Appl.  1406-18 

4fVI  1 Q_g 

. F  57640 

1076-21-S . .  . 

. LD  26334 

APPLICANT — A.  E.  Richardson,  for  Corona  Braid 
Works,  owner. 

PREMISES — 196-198  Corona  avenue,  Queens. 

TO  PERMIT  partly  in  a  residence  district  and  partly  busi¬ 
ness  district  the  extension  in  area  to  existing  fac¬ 
tory  building. 

1448-21-BZ. 

APPLICANT— I.  Margon  &  C.  Glaser,  for  Highbridge 
Bldg.  Co.,  owner. 

PREMISES — N.  E.  cor.  176th  street  and  Jerome  avenue, 
The  Bronx. 

TO  PERMIT  partly  in  business  district  and  partly  resi¬ 
dence  district  the  erection  of  stores. 

1611-21-BZ. 

APPLICANT— Edward  F.  Hammel,  for  Bruce  G.  Black- 
mar,  owner. 

PREMISES — 317  Ovington  avenue,  Brooklyn.. 

TO  PERMIT  in  a  business  district  the  extension  in  area  to 
existing  garage  for  four  additional  cars. 

1662-21-BZ. 

APPLICANT — William  Koppe,  for  Nathan  Wilson,  owner. 

PREMISES — 51-65  Burnside  avenue,  The  Bronx.. 

TO  PERMIT  partly  in  a  business  and  partly  residence  dis¬ 
trict  the  erection  of  a  theatre  building. 

882-21-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Henwood  Building 
Co.,  owner. 

PREMISES — 107-117  Henwood  Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage. 


BOARD  OF  APPEALS. 

Tuesday,  January  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

822- 21 -A — Review  avenue  and  Thomas  street.,  north  side 

of  Newtown  Creek  at  Bliss ville,  Queens. 

823- 21 -A — West  avenue,  Tenth  street  and  East  River, 

Queens. 

1378-21-A — 20  Van  Wyck  avenue,  Queens. 

1365-21-A— 248-264  North  8th  street,  Brooklyn. 

1383-21- A — 304  West  54th  street,  Manhattan. 

1152-21-A — 1249  Theriot  avenue  (rear),  The  Bronx. 
1309-21- A — 104  East  12th  street,  Manhattan. 

1489-21-A — 1652-1660  Broadway,  790-792  Seventh  avenue, 
northeast  corner,  Manhattan. 

1573-21- A — 250  Lafayette  street,  89  Crosby  street,  north¬ 
west  corner,  Manhattan. 

1597-21-A — 576  Richmond  Terrace,  Richmond. 

1651-21-A — 1-9  Beaver  street,  10-30  Broadway,  73-83  New 
street,  Manhattan. 

1706-21-A— 2440-2446  Broadway,  Manhattan. 


CALENDAR 


1214-21-A — 253  West  55th  street,  Manhattan. 

1526-21-A— Rear  building,  57  Morton  street,  Brooklyn. 
1301-21-A — 365  East  158th  street,  The  Bronx. 

1405-21-A — 533-539  East  133rd  street,  The  Bronx. 
1469-21-A — 27-29  Walker  street,  Manhattan. 

1593- 21-A — 101-107  Classon  avenue,  Brooklyn. 

1594- 21-A — 62  Montrose  avenue,  Brooklyn. 

1626-21-A — 602  St.  Anns  avenue,  The  Bronx. 

1634-21-A — 97-99  Park  avenue,  Manhattan. 

478-21 -A — 8  Greene  street,  Manhattan. 

1229-21- A — 133-135  Greene  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  January  31, 
1922.  at  10  o  clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

:al.  no.  1140-21-BZ — Application,  August  23,  1921,  under 
the  building  zone  resolution,  of  Hart 
and  Applebaum,  attorneys,  on  behalf  of 
Samuel  Bloom,  owner,  to  permit  in 
a  residence  district  the  erection  of  a 
public  market  and  stores ;  premises 
south  side  Prospect  Place,  100  ft.  west 
of  Ralph  avenue,  Brooklyn. 

:al.  no.  1143-21-BZ— Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 

:al.  no.  1292-21-BZ — Application.  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

:al.  no.  1416-21-BZ— Application,  November  18,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Max  Steinhardt,  owner,  to  permit  in  a 
business  district  the  extension  in  height 
of  an  existing  public  garage;  premises 
228  East  9th  street,  Manhattan. 

:al.  no.  1482-21-BZ — Application,  November  30,  1921,  under 
the  building  zone  resolution,  of  I. 
Margon  and  C.  Glaser,  architects,  on 
behalf  of  S.  &  L.  Building  Corpora¬ 
tion,  owner,  to  permit  partly  in  a  busi¬ 
ness  and  partly  residence  district  the 
erection  of  a  theatre  and  store  build¬ 
ing;  premises  southwest  corner  East 
180th  street  and  Boston  Road,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  31,  1922,  at  2  p.  m. 

Petitions  for  Variation. 
lo4-21-S— 65-67  East  8th  street,  Manhattan. 

119-17-S  87  Crosby  street,  248  Lafayette  street,  Manhat¬ 
tan. 

6-22-S — 222-228  Avenue  C,  Manhattan. 

274-21-S — Southwest  corner  Western  avenue  and  Rich¬ 
mond  Terrace,  Richmond. 

382-21-S — 138-140  Cherry  street,  Manhattan. 

397-21-S — 34-36  Cooper  Square,  Manhattan. 

622-21-S — 68  Bayard  street,  Manhattan. 

89 


1666-21-S — 16-18  Maiden  Lane,  Manhattan, 
1673-21-S — 352-354  Seventh  avenue,  Manhattan. 
1677-21-S — 15  Myrtle  avenue,  Brooklyn. 

1698-21-S — 20  East  13th  street,  Manhattan. 
1713-21-S — 861  Westchester  avenue,  The  Bronx. 


BOARD  OF  STANDARDS  AND  APPEALS. 

PUBLIC  HEARING. 

Friday,  February  3,  1922,  at  2  p.  m. 

Proposed  Amendments. 

715-21-S — Plumbing  Rules. 

366-21-S — Fire  Retarding  Rules. 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  7,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

268-21 -BZ. 

APPLICANT — Alfred  A.  Scharbius. 

PREMISES— 1424  East  17th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  four  pleasure  vehicles. 

1674-21-BZ. 

APPLICANT — De  Pace  &  Juster,  for  Highbridge  Build¬ 
ing  Co.,  owner. 

PREMISES— Northeast  corner  Burnside  avenue  &  Cres- 
ton  avenue.  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  resi¬ 
dence  district  the  erection  of  a  two  story  store  and 
business  building. 

18-22-BZ. 

APPLICANT— Euell  &  Euell. 

PREMISES — 2499-2501  Amsterdam  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  four 
story  public  garage. 

1575-21-BZ. 

APPLICANT — Charles  B.  Meyers,  for  205  West  39th 
Street  Co.,  Inc,,  owner. 

PREMISES— 211-223  West  39th  street,  Manhattan. 

TO  PERMIT  in  a  two  times  district  the  erection  of  a 
building  to  a  height  in  excess  of  that  permitted 
by  the  zoning  resolution. 

1G75-21-BZ. 

APPLICANT — DePace  &  Juster,  for  Kemp  Jones  Realty 
Co.,  owner. 

PREMISES — East  side  Creston  avenue,  between  Tremont 
avenue  and  178th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  and  partly  residence 
'district  the  erection  of  a  two  story  store  and  busi¬ 
ness  building. 

J177-18-BZ. 

APPLICANT — Wm.  T.  McCarthy. 

PREMISES — 702-704  Sixth  avenue,  northwest  corner 
22nd  street,  Brooklyn. 

TO  PERMIT  extension  of  permit  for  reconstruction  of  a 
stable  building  and  its  conversion  into  public 
garage. 


BOARD  OF  APPEALS. 

Tuesday,  February  7,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1648-21-A — 2479-2491  Amsterdam  avenue,  Manhattan. 

1650-21-A — 57-65  Maiden  Lane,  93-97  William  street,  Man¬ 
hattan. 

1667-21-A— 1920-1932  Broadway,  Manhattan. 

1671-21-A— 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 


CALENDAR 


1690- 21-A- 

1691- 21-A- 
1693-21-A- 
169  7-21-  A- 
1716-21-A- 
1592-21-A- 
1598-21-A- 


-2-10  Evergreen  avenue,  Brooklyn. 

-7-9  Bond  street,  Manhattan. 

-201  West  72nd  street,  Manhattan. 

-315-329  Rutledge  street,  Brooklyn. 

-526-532  West  28th  street,  Manhattan. 
-Unionportr  Road  &  Walker  avenue,  The  Bronx. 
-28  Second  street,  Manhattan. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  February  7, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal  no  1613-21-BZ — Application,  December  10,  1921,  under 
the  building  zone  resolution,  of  Lus- 
tavus  T.  Kirby,  applicant  and  owner, 
to  permit  partly  in  a  residence  and 
partly  business  district  the  extension  in 
area  and  height  of  existing  business 
building;  premises  55-57  East  56th 
street,  571-579  Madison  avenue  and  30 
East  57th  street,  northeast  corner  56th 
street  and  Madison  avenue,  Manhattan. 
cal.  no.  1655-21-BZ— Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Es¬ 
tate  of  Max  Freund,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
business  district  the  erection  of  a  two 
story  public  garage;  premises  2469- 
2471  Amsterdam  avenue,  Manhattan. 

CAL.  NO.  1280-21-BZ— Application,  August  22,  1921,  under 
the'  building  zone  resolution,  of  Patter¬ 
son  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles;  premises  1178  Forest  avenue, 
The  Bronx. 

cal.  no.  1339-21-BZ— Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Wm.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars;  premises  7825  87th  road,  Queens. 

cal.  no.  1380-21-BZ— Application,  November  11,  1921,  under 
the  building  zone  resolution,  of  Mary 
Sullivan,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  five  car  garage ;  premises 
north  side  of  Dorothea  Place,  98  ft. 
east  of  Marion  avenue,  The  Bronx. 

cal.  no.  1381-21-BZ— Application,  November  14,  1921,  under 
the  building  zone  resolution,  of  M.  ri. 
McGuire,  applicant,  on  behalf  of  Ful¬ 
ton  Ice  Co.,  Inc.,  owner,  to  permit  in  a 
“B”  area  district  the  omission  of  side 
courts;  premises  138-140  Cherry  street, 
Manhattan. 

cal.  no.  1454-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Maur¬ 
ice  Deutsch,  applicant,  on  behalf  of 
Maurice  Deutsch  Building  Corporation, 
owner,  to  permit  partly  in  a  business 
and  partly  residence  district,  the  erec¬ 
tion  of  a  building  to  be  occupied  in  part 
for  business  use;  premises  northwest 
corner  Burnside  avenue  and  Grand 
Concourse,  The  Bronx. 


cal.  no.  1540-21-BZ— Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar  Wm. 
Swift,  attorney,  on  behalf  of  Fred  G. 
Scholl  &  Elise  Scholl,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars ;  prem¬ 
ises  7826  87th  Road,  Queens. 

cal.  no.  1587-21-BZ— Application,  December  7,  1921,  under 
the  building  zone  resolution,  ot  oam- 
uel  Cohen,  applicant,  on  behalf  of  J. 
Sidney  Bernstein,  owner,  to  permit 
nartly  in  a  business  district  and  partly 
residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  southeast  cor¬ 
ner  Crotona  Parkway  and  East  180th 
street,  The  Bronx. 

cal.  no.  1595-21-BZ — Application,  December  7,  1921  under 
the  building  zone  resolution,  of  John 
DeHart,  architect,  on  behalf  of  Frank 
Raichle,  owner,  to  permit  in  a  residence 
district  the  extension  in  area  and  alter¬ 
ation  and  conversion  of  existing  stable 
into  public  garage;  premises  945-947 
59th  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  7,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1358-21-S — 111  East  28th  street,  Manhattan. 

1391-21-S — 206  Broadway,  Manhattan. 

1255- 21-S — 141  West  54th  street,  Manhattan. 

12 5 6- 21 -S — 113-119  Broadway,  Brooklyn. 

1412-21-S — 534-536  West  37th  street,  Manhattan. 

1420-21-S — 345-347  Greenwich  street,  Manhattan. 

1441-21-S — 419-421  Lafayette  street,  Manhattan. 

1570-21-S — 978  Kent  avenue,  Brooklyn. 

1596-21- S— 61  West  15th  street,  Manhattan. 

1602-21-S — 146  5th  avenue,  Manhattan. 

1618-21-S— 113-117  West  31st  street,  Manhattan. 

1635-21-S — 69  Leonard  street,  251  Church  street,  Manhattan 
1660-21-S — 4132  Park  avenue,  The  Bronx. 

1709-21-S— 116-122  East  24th  street,  Manhattan. 

5_22-S— 124  East  13th  street,  Manhattan. 

401-19-S — 2-16  West  33rd  street,  5-15  West  32nd  street 
Manhattan. 

1076-21-S — 9  East  35th  street,  Manhattan. 


1539-21- 

1604-21 

1606-21 

1623-21- 

1625-21- 

1679-21- 

1684-21- 

1695-21- 

1704-21- 

1707-21 

1715-21 


BOARD  OF  APPEALS. 

Tuesday,  February  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

•A— 12  West  50th  street,  Manhattan. 

-A— 154  Leroy  street,  Manhattan. 

-A — 159-161  Varick  street,  Manhattan. 

-A— 8812  76th  street,  Queens. 

-A — 539-549  Fordham  road,  The  Bronx. 

-A— 6-8  Fletcher  street,  Manhattan. 

_A— 779  DeKalb  avenue,  Brooklyn. 

-A — 410-412  West  52nd  street,  Manhattan. 

A— 31-33  Rockaway  road,  Jamaica,  Queens. 

.A— 59-61  Wall  street,  Manhattan. 

.A — N.  S.  Harris  avenue,  25  ft.  west  of  Shertna 
Place,  Queens. 


90 


CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  14,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

1372-31-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

744-21-S — Safandshur  Fire  Extinguisher. 

366-21-S — Bestwall.  (Approval  of.) 

818-21-S — Single  Stroke  Revised  Alarm  Bell. 

897-21-S — Gunite  Slabs  (Material). 

942-21-S — Approval  of  Coen  Mechanical  Oil  Burning  Sys¬ 
tem. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

908-21 -S — Century  Rotary  Pump. 

360-21-S — Approval  of  Conran  Electric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher — approval  of. 

1468-21-S — Caloroil  Burner — approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

1615-21-S— Ebony  Asbestos  Wood  for  Fire  Alarm  Control 
Panels,  approval  of. 

978-21-S — Howard  Pressure  Reducing  Nipple  and  Coup¬ 
ling,  approval  of. 

1108-21-S — Silent  Watchman  Corporation  Panic  Bolt,  ap¬ 
proval  of. 

1705-21-S — Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 

16-22-S — Alternating  Current  and  Direct  Current  Control 
Board  for  Fire  Alarm  Systems,  approval 
of. 

25- 22-S — Ballard  Oil  Burner,  approval  of. 

26- 23-S — Petroleum  Heat  and  Power  Company  Oil  Bur¬ 

ner,  approval  of. 

53-21-S — Angle  Hose  Valve. 


BOARD  OF  APPEALS. 

Tuesday,  February  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

10-22- A — 110-118  Leroy  street,  Manhattan. 

20-22- A — Southeast  corner  Hopkinton  Ave.  (95th  St.)  & 
Jerome  Ave.,  Ozone  Park,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  February  21, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  1456-21-BZ — Application,  June  21,  1921,  under  the 
building  zone  resolution,  of  Thomas 
Buttermark,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  three  car  garage ;  premises 
434  Britton  avenue,  Richmond. 

BOARD  OF  APPEALS. 

Tuesday,  March  7,  1922,  at  10  a.  m. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  7,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

:al.  no.  1444-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Bly 
and  Hamann,  architects,  on  behalf  of 


Patrick  McTiernan,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
public  garage;  premises  719-723  Lin¬ 
coln  Place,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  March  10,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday ,  March  17,  1922,  at  10  a.  m. 

The  forty-three  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5.  North  River,  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 1 9-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19- A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 
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272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273 - 20- A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 


420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A— Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A— Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21- A — Pier  15.  East  River,  Manhattan. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  24,  1922. 
Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  January  17,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  4,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
822-21- A. 

APPELLANT— The  Standard  Oil  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Review  avenue  and  Thomas 
street  on  the  northerly  side  of  Newtown  Creek, 
Queens. 

APPEARANCES— 

For  Administration :  Inspector  McCabe  of  the  fire 
department. 

ACTION  OF  BOARD— Chairman  read  correspondence. 
Laid  over  to  January  31,  1922,  at  10  a.  m.,  due  to 
illness  of  counsel. 


823-21-A. 

APPELLANT — The  Standard  Oil  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— West  avenue,  10th  street,  East 
River,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Administration :  Inspector  McCabe  of  the  fire 
department. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Laid  over  to  January  31,  1922,  at  10  a.  m.,  due  to 
illness  of  counsel. 


979 -21 -A. 

APPELLANT— Dean  Sales  Corporation. 
SUBJECT-t-xAppeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 130-132  Troy  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Percival  E.  Maurer. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Absent :  Mr.  Beatty  . .  1 

Fire  Chief  Kenlon  not  voting .  1 


THE  RESOLUTION: 

(979-21-A) 


Whereas,  Dean  Sales  Corporation,  owner,  filed,  Sept.  13, 
1921,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  130-132  Troy 
avenue,  Brooklyn;  and 


Whereas,  the  order  of  the  fire  commissioner,  No.  66491- 
LC,  dated  July  29,  1921,  reads: 

“Maintenance  of  your  repair  shop,  is  a  violation 
of  sect.  4,  of  art.  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch 
as  the  operation  of  motor  vehicle  repair  shop  is  pro¬ 
hibited  in  a  business  district. 

“You  are  therefore  ordered  to  remove  all  automo¬ 
biles  from  the  premises  and  discontinue  the  use  of  the 
said  premises  as  a  motor  vehicle  repair  shop. 

“Permanently  close  up  and  seal  the  inlet  and  outlet 
openings  of  the  underground  gasoline  tank,  as  per 
sect.  156,  chap.  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  50  ft.  x  100  ft.  in  area,  located  in  a 
business  district.;  occupied  as  a  garage  and  motor  vehicle 
repair  shop ;  and 

Whereas,  the  appellant  states  that  the  building  has  been 
used  as  a  service  station  and  garage  since  its  erection  in 
1919  for  the  repair  of  cars  handled  by  the  company,  and 
that  no  heavy  machinery  is  installed  in  the  building;  and 

Whereas,  this  appeal  was  dismissed  by  the  board  Dec. 
13,  1921,  for  lack  of  prosecution,  and  restored  to  the  Cal¬ 
endar  Dec.  27,  1921 ;  and 

Whereas,  under  Cal.  No.  713-19-BZ,  permit  was  granted 
for  the  erection  of  a  garage  on  the  same  premises. 

Resolved ,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1035-21-A. 


APPELLANT — Strulson  Brothers  for  Tuscany  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 35  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Joseph  A.  Warren  and  David 
Strulson. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent :  Mr.  Beatty  . 

THE  RESOLUTION: 


6 

0 

1 


(1035-21-A) 

Whereas,  Strulson  Brothers,  lessees,  filed,  Sept.  30,  1921, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  35  Sixth  avenue,  Man 
hattan ;  and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  8310- 
LC,  dated  August  30,  1921,  reads : 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  No.  35  Sixth  avenue,  Manhattan,  used  for  the 
storage  of  celluloid  combs,  shows  that  the  following 
must  be  done  before  permit  requested  by  you  can  be 
issued : 

“1.  Provide  a  fireproof  vault  in  which  to  keep  all 
nitro-cellulose  products  intended  for  further  manufac¬ 
ture.  Said  vaults  to  be  located,  constructed,  ventilated 
and  equipped  in  accordance  with  plans  to  be  filed  with 
and  approved  by  Fire  Department  as  per  section  232-3, 
chapter  10,  Code  of  Ordinances. 

“2.  Discontinue  use  of  electric  hot  plates  and  all 
other  sources  of  heat  other  than  steam  or  hot  water 
in  all  rooms  wherein  celluloid  is  kept  or  used,  as  per 
section  234-1,  chapter  10,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  (150  ft.)  in  height,  facing  both  on  Sixth  avenue 
and  Cornelia  street,  with  a  frontage  of  105  ft.  on  Sixth 
avenue  and  115  ft.  5  in.  on  Cornelia  street,  9  ft.  3)4  in-  by 
81  ft.  5  in.,  irregular  in  area,  occupied  main  floor,  Italian 
Stores,  Inc.,  2nd  story,  flowers  and  printing,  17  persons ; 
3rd  story,  printer,  cabinet  maker  and  flowers,  18  persons ; 
4th  story,  bookbinder  and  tailor,  41  persons ;  5th  story, 
printer  and  tailor,  22  persons;  6th  story,  World  Button 
Works,  20  persons;  7th  story,  millinery  and  hair  orna¬ 
ments,  18  persons;  8th  story,  jewelry,  20  persons;  9th  story, 
tailor  and  novelties,  42  persons;  10th  story,  novelties,  17 
persons;  11th  story,  sporting  goods,  17  persons;  12t.h  story, 
tailor,  60  persons,  the  building  being  equipped  with  a  sprink¬ 
ler  system ;  and 

Whereas,  appellants  state  that  they  occupy  part  of  the 
7th  story  for  the  manufacture  of  hair  ornaments  and  that 
as  to  Item  No.  1  the  celluloid  is  delivered  to  them  in  the 
form  of  combs  which  combs  they  paint,  engrave,  or  in 
which  they  set  rhinestones,  and  that  not  more  than  200  lbs. 
of  celluloid  combs  per  day  are  stored  on  the  premises ; 
and  as  to  Item  No.  2  that  the  rhinestones  set  in  the  combs 
are  heated  on  hot  plates  which  in  turn  are  heated  by  elec¬ 
tricity  and  they  know  of  no  other  process  which  could  be 
substituted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  double  walled  cabinet  con¬ 
structed  in  accordance  with  fire  department  regulations  be 
installed,  properly  ventilated  to  the  outer  air  and  equipped 
with  a  sprinkler  head,  and  that  the  amount  of  celluloid 
stock  on  hand  be  limited  to  250  pounds. 


1378-21-A. 

APPELLANT — Van  Wyck  Garage,  Inc.,  for  Catherine 
Reich,  owner. 

SUBJECT — Appeal  from  an  order  of  fire  commissioner. 
PREMISES  AFFECTED — 20  Van  Wyck  avenue,  Rich¬ 
mond  Hill,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1922,  at 
lb  a.  m.,  for  final  action. 


1365-21-A. 

APPELLANT — Walzer  Brothers  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 248-264  North  8th  street, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1922,  at 
10  a.  m.,  for  final  disposition. 


1446-21-A. 

APPELLANT — Edward  T.  Walter,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1515  Bryant  avenue,  Bronx. 

APPEARANCES— 


For  Appellant:  Edward  T.  Walter. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Holland,  Kear¬ 


ney,  Kerby  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  .  l 

Absent:  Mr.  Beatty  .  i 

THE  RESOLUTION : 

(1446-21-A) 


Whereas,  Edward  T.  Walter,  owner,  filed,  November 
23,  1921,  an  appeal  with  the  board  of  appeals  from  an 
order  of  the  fire  commissioner,  affecting  premises  1515 
Bryant  avenue,  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  9621- 
LC,  dated  November  3,  1921,  reads: 

“Referring  to  your  application,  dated  October  10th, 
1921,  for  a  permit  to  maintain  a  non-storage  garage  in 
the  above  building,  I  regret  to  inform  you  that  your 
application  has  been  disapproved  for  the  following 
reasons : 

“1.  Building  is  partly  of  frame  construction — as 
per  Sections  5  and  90  of  the  Building  Code. 

“2.  'More  than  two  families  occupy  the  living  apart¬ 
ments — as  per  Section  154,  Chapter  10,  Code  of  Or¬ 
dinances. 

“3.  No  secondary  means  of  egress  provided — as  per 
Section  154,  Chapter  10,  Code  of  Ordinances. 

“You  are,  therefore,  hereby  ordered  to 

“Discontinue  the  maintenance  of  a  garage  on  the 
premises.” ; 

and 

Whereas,  premises  consists  of  a  plot  of  ground  on  which 
is  located  a  building  of  frame  construction,  3  stories  in 
height,  21  ft.  by  52  ft.  in  area;  occupied  as  a  dwelling 
for  three  families,  and  on  the  front  of  this  building  a 
two  story  structure  24  ft.  6  in.  by  15  ft.  in  area,  fireproof 
in  the  1st  story,  occupied  as  a  garage  and  sun  parlor;  and 
Whereas,  the  appellant  built  the  addition  on  the  front 
of  the  building,  and  states  that  there  are  no  openings  be¬ 
tween  the  frame  building  and  the  new  structure  in  the 
1st  story  and  no  living  apartments  above  the  garage  por¬ 
tion,  the  only  openings  to  the  garage  being  the  front 
doors  opening  to  the  street. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  not  more  than  two  automo¬ 
biles  of  the  pleasure  car  type,  the  property  of  the  owner 
or  occupant  living  on  the  premises,  be  permitted  on  prem¬ 
ises  and  on  the  further  condition  that  no  gasoline  or 
other  inflammable  material  be  stored  or  kept  on  premises. 


1383-21- A 

APPELLANT— Leo  A.  Kahn. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 304  West  54th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD-— Laid  over  to  January  31,  1922, 
at  10  a.  m.,  on  written  request  of  appellant’s  rep- 
resentative. 


1470-21-A. 

APPELLANT — Max  Goldner,  president  of  the  Great  Vic¬ 
toria  Mattress  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 898  Broadway,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Benjamin  S.  Maiers  and  Max 
Goldner. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 
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THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1470-21-  A) 

Whereas,  The  Great  Victoria  Mattress  Co.,  lessee,  filed, 
November  28,  1921,  an  appeal  with  the  board  of  appeals 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  898  Broadway,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  66959- 
LC,  dated  September  21,  1921,  reads : 

“With  reference  to  your  application,  dated  May  18, 
1921,  for  a  permit  to  store  Combustible  Fibre  (new 

cotton),  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  for  the  reason  that  the 
storage  of  Combustible  Fibre  (new  cotton)  in  a  build¬ 
ing  of  wooden  construction  located  inside  the  fire 
limits  is  a  violation  of  Sub.  Div.  3-C,  Sec.  24,  Chap. 
12,  Code  of  Ordinances. 

“You  are  therefore  ordered  to  reduce  the  stock  of 
combustible  fibre  (new  cotton)  stored  on  the  prem¬ 
ises  to  one  ton. 

“In  addition  to  the  above  you  are  ordered  forthwith 

“1.  Post  and  keep  posted  conspicuously  in  the  cel¬ 
lar  and  on  1st  story,  signs  printed  in  the  English  and 
other  necessary  languages  prohibiting  smoking.  Sec. 
8,  Ch.  10,  Code  of  Ordinances. 

“2.  Provide  8  metal  waste  pails  located  as  follows : 
4  in  the  cellar,  and  4  on  the  1st  story.”; 

and 

Whereas,  the  building  is  of  frame  construction,  3  stories 
in  height,  25  ft.  by  50  ft.  in  area ;  occupied,  cellar,  storage 
of  cotton,  1  person;  1st  story,  store  and  workroom,  4  per¬ 
sons;  2nd  story,  office,  3  persons;  3rd  story,  one  family;  the 
means  of  egress  consisting  of  an  interior  wooden  stairway 
extending  from-  the  1st  story  to  the  3rd  story,  enclosed  in 
lath  and  plaster  partitions,  an  open  wooden  stairway  from 
the  cellar  to  the  1st  story  and  a  fire  escape  on  the  rear  of 
the  building  extending  from  the  3rd  story  to  the  2nd  story 
with  drop  ladder  to  ground;  and 

Whereas,  the  appellant  states  that  in  order  to  properly 
conduct  his  business  for  the  manufacture  of  mattresses 
it  is  necessary  to  keep  on  hand  at  least  two  tons  of  cot¬ 
ton  fibre,  which  cotton  fibre  is  stored  in  the  cellar. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


1488-21-A. 

APPELLANT— The  Moto  Meter  Company,  Inc.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 15-21  Wilbur  avenue,  Queens. 
APPEARANCES— 

For  Appellant:  J.  Nevins  and  W.  R.  Sloan. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs..  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

-Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1488-21-A) 

Whereas,  The  Moto  Meter  Company,  Inc.,  filed,  No¬ 
vember  29,  1921,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  15- 
21  Wilbur  avenue,  Long  Island  City,  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 

25580-F,  dated  August  12,  1921,  reads:  .  . 

“1.  Install  a  standpipe  system  with  risers  4  inches 


in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2)4  inch  regulation  Fire 
Department  outlets  on  each  story  (including  base¬ 
ments,  cellars  and  roofs),  placed  within  main  stairway 
enclosure.  Each  outlet  to  be  provided  with  sufficient 
feet  of  2)4  inch  standard  hose  attached  thereto.”  *  *  * ; 

and 

Whereas,  the  building  is  of  fireproof  (concrete)  con¬ 
struction,  5  stories  (66  ft.  2  in.)  in  height,  95.8)4  ft.  by 
187  ft.  in  area,  with  sprinkler  system  installed;  occupied, 
1st  story  and  part  of  basement,  manufacture  of  gas  and 
electrical  fixtures,  75  employees,  balance  of  building,  manu¬ 
facture  of  automobile  accessories,  the  total  number  of 
employees  about  200;  and 

Whereas,  -the  appellant  states  that  a  watchman’s  service 
is  maintained  and  general  housekeeping  conditions  are 
good ;  and 

Whereas,  the  board  deemed  that  in  view  of  the  build¬ 
ing  being  fireproof,  66  ft.  in  height  and  the  use  confined 
to  the  manufacture  of  metal  fixtures  and  the  assembly 
of  automobile  accessories,  that  the  appeal  should  be 
granted. 

Kesolved,  -that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  the  use  and  occupancy  remain  un¬ 
changed,  and  so  long  as  the  free  and  uninterrupted  court¬ 
way,  at  least  30  ft.  wide,  is  maintained  at  the  rear  of  the 
building,  and  on  the  further  condition  that  a  40-gallon 
portable  chemical  fire  extinguisher  on  wheels  be  main¬ 
tained  on  each  floor. 


1569-21-A. 


APPELLANT — George  Huy,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1011  Washington  avenue,  The 
Bronx. 

APPEARANCES— 


For  Appellant:  George  Huy. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kerby,  Fire  Chief  Kenlon  . 

Negative  . 

Absent :  Messrs.  Beatty  and  Kearney  . 


5 

0 

o 


THE  RESOLUTION : 

(1569-21-A) 

Whereas,  George  Huy,  owner,  filed,  Dec.  2,  1921,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  1011  Washington 
avenue,  rear,  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  10004- 
LC,  dated  Nov.  25,  1921,  reads: 

“Section  6,  Paragraph  4,  Chapter  5,  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  *  *  *  now  existing  building 
*  *  *  unless  *  *  *  such  building  conforms  to  the  pro¬ 
visions  of  the  building  code  with  respect  to  buildings 
hereafter  altered  for  the  proposed  new  occupancy  or 
use.’ 


“Section  90,  Chapter  5,  of  the  Code  of  Ordinances, 
provides  that  *  *  no  frame  *  *  *  structure  shall  be 

hereafter  built  *  *  *  within  *  *  *  the  fire  limits.’ 

“You  are,  therefore,  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground  5 
ft.  by  98  ft.  in  area,  located  in  an  unrestricted  district, 
upon  the  front  of  which  there  is  a  two  story  brick  and 
frame  horseshoeing  shop  and  dwelling  and  upon  the  rear 
a  one  story  frame  building  16  ft.  6  in.  by  16  ft.  -  10  in. 

in  area;  used  as  a  garage  for  one  car,  the  exterior  and 


94 


MINUTES 


interior  walls  covered  with  corrugated  sheet  iron,  the 
building  having  a  cement  floor;  and 

Whereas,  the  appellant  states  that  the  building  was 
erected  over  15  years  ago  and  occupied  as  at  present  for 
about  one  year. 

Resolved,  that  the  order  of  the  fire  commissioner  De  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  roof  of  the  structure  on  the 
rear  of  the  lot  occupied  as  a  garage,  namely,  the  one 
story  frame  building,  16  ft.  6  in.  by  16  ft.  10  in.  in  area, 
be  covered  with  fire  retarding  material  on  the  underside. 


1630-21-A. 

APPELLANT — F.  P.  Keniston,  for  S.  Golly,  lessee. 
SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 213  Bowery,  Manhattan. 
APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative:  Fire  Chief  Kenlon  .  1 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1630-21-A) 


Whereas,  F.  P.  Keniston,  for  S.  Golly,  lessee,  filed, 
Dec.  13,  1921,  an  appeal,  with  the  board  of  appeals,  from 
orders  of  the  fire  commissioner,  affecting  premises  213 
Bowery,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
Nov.  29,  1921,  read: 

No.  28516-F.  “1.  Comply  with  the  following  alter¬ 
natives  required  by  section  21,  chapter  12,  Code  of 
Ordinances : 

“A.  Provide  a  watchman  who  shall  visit  every  por¬ 
tion  of  the  premises  and  install  an  approved  system 
of  time  detectors  to  properly  record  the  movements 
of  the  watchman,  or 

“B.  Provide  an  approved  automatic  thermostatic 
fire  alarm  system  to  cover  all  portions  of  the  prem¬ 
ises,  this  equipment  shall  be  local  in  character  and 
shall  be  connected  to  the  interior  fire  alarm  system 
installed  in  the  hotel.” 

No.  28517-F.  “1.  Provide  telegraphic  communication 
with  Department  Headquarters  as  provided  for  City 
Ordinances  or  provide  a  telephone  of  the  non-coin 
type  with  a  card  of  instructions  at  or  near  same 
showing  location  of  nearest  fire  alarm  box,  engine  or 
truck  company  and  telephone  number  of  Fire  Depart¬ 
ment  Headquarters,  sec.  20,  chap.  12,  Code  of  Ordi¬ 
nances.” 

No.  28518-F.  “1.  Install  an  adequate  interior  elec¬ 

tric  fire  alarm  system  in  accordance  with  the  attached 
approved  layout,  sec.  21,  chap.  12,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  23  ft.  by  73  ft.  in  area ;  occupied,  1st 
story  as  restaurant,  4  persons ;  2nd  story,  lodging  house, 
11  persons;  3rd  story,  lodging  house,  12  persons;  the 
means  of  egress  consisting  of  an  interior  wooden  stairway 
extending  from  the  1st  story  to  the  3rd  story  with  fixed 
iron  ladder  to  scuttle  in  the  roof ;  and 

Whereas,  appellant  in  lieu  of  complying  with  the  order 
proposes  to  install  a  fire  escape  on  the  north  side  of  the 
building  extending  from  the  3rd  story  to  the  2nd  story 
with  counterbalanced  stairway  to  the  street,  and  to  install 
a  portable  watchman’s  time  detector,  to  be  operated  by  a 
porter  making  hourly  visits  to  all  parts  of  the  building  and 
states  that  a  fire  alarm  box  is  directly  across  the  street 
from  the  premises. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 


and  they  hereby  are  modified  and  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  a  fire  escape  with  counter¬ 
balanced  stair  to  street  be  erected  on  the  front  of  the  build¬ 
ing  with  a  corridor  leading  directly  to  the  fire  escape 
on  each  floor  above  the  first  and  that  a  watchman’s  port¬ 
able  time  detector  operated  by  a  watchman  be  maintained 
on  premises  at  all  times. 


1539-21-A. 

APPELLANT — William  H.  Ludwig,  for  Gustav  Sattler, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 12  West  50tb  street,  Manhat-* 

tan. 

APPEARANCES— 

For  Appellant:  Frank  Thorn. 

ACTION  OF  BOARD — Laid  over  to  February  14th,  1922, 
at  .10  a.  m.,  on  request  of  appellant’s  represen¬ 
tative. 


1688-21-A. 

APPELLANT— Lizzie  Allen,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 8  West  11th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Withdrawn,  on  request  of  appellant. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative  . . . .  o 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 


1632-21- A. 

APPELLANT — 32nd-33rd  Street  Corporation,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2-16  West  33rd  street,  5-7  and 
15  West  32nd  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD — Chairman  read  correspondence 
Withdrawn,  on  request  of  appellant. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative  .  o 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon....  2 


478-21-A. 

APPELLANT— G.  P.  Lotterhand. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 8  Greene  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  G.  P.  Lotterhand. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Reopened;  marked  for  hearing  Jan.  31,  1922. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  . l 


1229-21-A. 

APPELLANT— L.  Glickman  &  Co. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 133-135  Greene  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  A.  J.  Dowling. 

ACTION  OF  BOARD — Reopened;  marked  for  hearing 
Jan.  31,  1922. 
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Negative:  Chairman  Walsh,  Mr.  Holland  and 

Fire  Chief  Kenlon  . 

Absent :  Mr.  Beatty  . 


Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Beatty  . 


1638-21-A.  ,  „  . 

APPELLANT— F.  H.  Dewey,  for  Jules  Brulatour. 
SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 31-33  Academy  street,  Queens. 

APPEARANCES—  ,  t  . 

For  Appellant :  F.  H.  Dewey  and  Albert  de  Roode. 
ACTION  OF  BOARD — Chairman  read  correspondence. 

Reopened;  resolution  of  December  27,  1921, 

amended  as  specified  in  resolution  that  follows. 

THE  VOTE—  ^ 

Affirmative:  Chairman  Walsh.  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  ® 

Negative  ., .  ® 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION : 

(1638-21-A) 

Whereas,  F.  H.  Dewey,  for  Jules  Brulatour,  owner,  filed, 
December  14,  1921,  an  appeal  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  31-33  Academy  street,  L.  I.  C.,  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  12,  1921,  reads : 

“1.  Film  storage  vaults  more  than  750  cubic  feet  in 
volume  are  not  permitted.” ; 

and 

Whereas,  the  proposed  building  is  to.be  of  fireproof  con¬ 
struction,  one  story  and  basement  in  height,  40  ft.  by  75  ft. 
in  area ;  to  be  occupied  as  offices  and  for  the  storage  of  raw 
materials  used  for  the  manufacture  of  films ;  with  5  vaults, 
1,500  cubic  feet  capacity  each  in  the  basement,  1  vault  of 
750  cubic  feet  capacity,  2  vaults,  3,000  cubic  feet  capacity 
in  the  first  story ;  and  . 

Whereas,  appellant  states  that  the  material  is  stored,  in 
hermetically  sealed  cases  and  that  the  walls  surrounding 
the  vaults  will  be  constructed  of  8-in.  of  brick  work  and  the 
roofs  of  reinforced  concrete  6  inches  in  thickness  and 
that  the  vaults  will  comply  with  the  requirements  of  the 
proposed  amendments  to  art.  1,  3  and  19,  chapter  10  of  the 
Code  of  Ordinances  relating  to  nitrocellulose  products  pro¬ 
posed  by  the  fire  commissioner  April  15,  1921 ;  and 

Whereas,  this  appeal  was  granted  by.  the  board  at  its 
meeting,  Dec.  27,  1921,  on  certain  conditions  and  appellant 
requested  a  reopening  of  the  case  and  a  modification  of 
these  conditions. 

Resolved ,  that  the  decision  of  the  fire' commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  raw  stock  shall  be  maintained 
in  sealed  metal  cans  stored  in  fireproof  vaults,  the  cubic 
contents  of  each  vault  in  the  basement  not  to  exceed  1,500 
cu.  ft.,  and  in  the  first  story  3,000  cu.  ft.,  and  the  vaults 
to  be  of  approved  fireproof  construction  with  self-closing 
counter-balanced  approved  fireproof  doors  on  the  interior 
and  with  self-closing  fireproof  hinged  doors  on  the  hall  side. 


BUILDING  ZONE  CASES. 

1612-21-BZ. 

APPLICANT— W.  T.  McCarthy  for  Meyer  Strongin  and 
Joseph  De  Anthony. 

SUBJECT— Application  to  permit  in  a  business  district  the 
maintenance  of  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 1042  Bedford  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

Laid  over  for  full  vote  at  previous  meeting. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Boulton,  Kearney  and 

Kerby  .  3 


6  THE  RESOLUTION: 

0  (1612-21-BZ) 

1  Whereas,  W.  T.  McCarthy,  for  Meyer  Strongin  and 
Joseph  De  Anthony,  owners,  filed,  July.  27,  1921,  an.  appli¬ 
cation  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  maintenance  of  a  motor  vehicle  repair 
shop;  premises  1042  Bedford  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Jan.  24,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bedford  avenue  is  a  busi¬ 
ness  district  and  Lafayette  avenue  (west  of  Bedford  ave¬ 
nue)  is  an  unrestricted  district;  and  . 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
65949-LC,  dated  June  25,  1921,  reads:  .  . 

“Maintenance  of  your  repair  shop  is  a  violation  of 
section  4,  of  article  2  of  the  Bldg.  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as.  the 
operation  of  motor  vehicle  repair  shop  in  a  business 
district  is  prohibited. 

“You  are  therefore  ordered  to  remove  all  motor  ve¬ 
hicles  from  the  above  premises  and  discontinue  the 
use  of  premises  as  a  motor  vehicle  repair  shop.  ; 

and 

Whereas,  the  building  is  of  brick  and  frame  construc¬ 
tion  2J4  stories  in  height  with  a  frontage  of  20  ft.  and  a 
depth  of  31  ft.,  occupied,  1st.  story,  repair  shop  for  three 
automobiles;  2nd  story,  dwelling;  and 

Whereas,  the  applicant  has  failed  to  substantiate  any 
basis  for  his  application. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


1444-21-BZ. 

APPLICANT— Bly  &  Hamann,  for  Patrick  McTiernan, 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED— 719-723  Lincoln  Place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant,:  Philip  J.  Sinnott. 

ACTION  OF  BOARD— Laid  over  to  March  7th,  1922,  at 
10  a.  m.,  on  request  of  applicant’s  attorney. 


1456-21-BZ. 

APPLICANT— Thomas  Buttermark. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  not  on  the  same  lot 
as  residence  to*  which  it  is  accessory  and  in  which 
business  cars  are  stored. 

PREMISES  AFFECTED— 434  Britton  avenue,  Stapleton, 
Richmond. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 
Laid  over  to  February  21,  1922,  at  10  a.  m„  to  per¬ 
mit  applicant  to  obtain  additional  consents. 


1140-21-BZ. 

APPLICANT— Hart  and  Appelbaum,  for  Samuel  B 
Bloom,  et  al. 

SUBJECT— Application  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  public  market. 
PREMISES  AFFECTED— South  side  of  Prospect  Place 
100  ft.  west  of  Ralph  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Julius  Appelbaum. 

For  Opposition:  J.  A.  Friedman. 

ACTION  OF  BOARD — Laid  over  to  January  31,  1922,  al 
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10  a.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Holland,  Kear¬ 
ney  and  Kerby  .  4 

Negative :  Chairman  Walsh  and  Fire  Chief 

Kenlon  .  2 

Absent:  Mr.  Beatty  .  1 


931-21-BZ. 

APPLICANT — Orpheum  Auto  Park,  lessee,  for  City  of 
New  York,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
maintenance  of  an  open  air  parking  space  for  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 68-72  Ashland  Place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  James  King. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Request  to  withdraw  granted. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . . 

Negative  . 

Absent :  Mr.  Beatty  . 


6 

0 

i 


377-20-BZ. 

APPLICANT — Chas.  E.  Henderson. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  an  open  air  parking  space  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 580-598  Fulton  street,  Brook- 

lyn. 

APPEARANCES— 


For  Applicant :  James  King. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Reopened ;  temporary  permit  extended  for  one  year 
from  Jan.  24,  1922. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent :  Mr.  Beatty  . 

THE  RESOLUTION: 


6 

0 

1 


(377-20-BZ) 

Whereas,  Charles  E.  Henderson,  for  the  Transit  Con¬ 
struction  Commissioner  for  the  City  of  New  York,  owner, 
filed  June  4,  1920,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  maintenance 
of  an  open-air  parking  station  for  more  than  five  motor 
vehicles;  premises  580-598  Fulton  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  7, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fulton  street  is  a  business 
district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  13,  1920,  in  acting  on  application  for  a  permit,  reads : 

“Maintenance  of  your  garage  (parking  station)  is  a 
violation  of  section  4,  of  article  2,  of  the  building  zone 
resolution  of  the  Board  of  Estimate  and  Apportion¬ 
ment  of  the  City  of  New  York,  adopted  July  25,  1916, 
inasmuch  as  garage  (parking  station)  is  used  for  the 
storage  of  more  than  five  motor  vehicles. 

“You  are,  therefore,  ordered  to  reduce  the  number 
of  automobiles,  the  fuel  tanks  of  which  are  not  empty, 
stored  at  the  above  location,  to  five,  for  the  reason 
that  the  storage  of  a  greater  number  is  prohibited  in 
a  garage  (parking  space)  iocated  in  a  business  zone.”; 
and 

Whereas,  the  premises  consists  of  an  irregular  shaped 
plot  of  ground  facing  on  Fulton  street  and  Ashland  Place, 


which  the  applicant,  has  leased  from  the  City  of  New  York 
with  the  understanding  that  he  could  use  it  for  a  parking 
station  for  more  than  five  motor  vehicles  and  has  spent  a 
large  amount  of  money  improving  site  for  such  purpose; 
and 

Whereas,  there  would  be  unnecessary  hardship  in  pre¬ 
venting  applicant  from  maintaining  the  station;  and 

Whereas,  this  application  was  granted  by  the  board  of 
appeals  at  its  meeting,  July  7,  1920,  for  a  temporary  period 
and  applicant  requested  a  further  extension  of  time  for  the 
maintenance  of  this  parking  station. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  for  a  temporary  period  of  one 
year  from  the  date  of  this  action. 


850-21-BZ. 

APPLICANT — Bernard  A.  McEntegart,  on  behalf  of  Mrs. 
Mary  A.  Monahan,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 2894  Briggs  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  A.  McEntegart. 

For  Opposition:  Abraham  Sheiner  and  Arnold  Ja¬ 
coby. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE—  _ 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(850-21-BZ) 

Whereas,  Bernard  A.  McEntegart,  for  Mrs.  Mary  Mona¬ 
han,  owner,  filed,  July  16,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  space  in  which  is  rented  to 
persons  not  residing  on  the  premises ;  premises  2894  Briggs 
avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Jan.  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Briggs  avenue,  199th  street 
and  Bainbridge  avenue  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
25,  1921,  Order  No.  6266-C,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  in 
which  is  kept  motor  vehicles  that  are  subject  to  charge 
for  storage  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  40  ft.  and  a  depth 
of  18  ft.,  occupied  as  a  garage  for  five  automobiles,  space 
in  which  is  rented  to  persons  not  residing  on  the  premises ; 
and 

Whereas,  this  application  was  dismissed  by  the  board  for 
lack  of  prosecution  Dec.  13,  1921,  and  applicant  requested 
a  reinstatement  of  his  case,  which  request  was  granted  by 
vote  of  the  board  Dec.  27,  1921 ;  and 

"  Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  86  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that,  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  not.  more  than 
four  automobiles  of  the  pleasure  car  type  be  maintained  on 


the  premises ;  space  for  three  cars  may  be  rented  to  persons 
not  residing  on  the  premises. 


1130-21-BZ. 

APPLICANT— Henry  C.  Brucker,  for  Robert  C.  Weiss- 
mantel,  owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
extension  in  area  of  an  existing  motor  vehicle  re¬ 
pair  shop  (service  station)  and  garage  for  more 
than  5  motor  vehicles. 

PREMISES  AFFECTED — North  side  of  Cornelia  street, 
90  ft.  west  of  Anthon  avenue  (No.  2319-25  Cor- 
•  nelia  street),  Ridgewood. 

APPEARANCES— 

For  Applicant:  Henry  A.  Giesler. 

ACTION  OF  BOARD— Application  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  6 

Negative  . 0 

Absent :  Mr.  Beatty  . 1 

THE  RESOLUTION : 

(1130-21-BZ) 

Whereas,  Henry  C.  Brucker,  for  Robert  C.  Weissman- 
tel,  owner,  filed,  Nov.  15,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  extension  in  area  of  an  existing  motor  vehicle  repair 
s-hop  (service  station)  and  garage  for  more  than  5  motor 
vehicles ;  premises  north  side  of  Cornelia  street,  90  ft. 
west  of  Anthon  avenue,  No.  2319-25  Cornelia  street,  Ridge¬ 
wood,  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Jan.  25, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  than  Anthon  avenue  is  a  business 
district  and  Cornelia  street  is  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Aug.  3,  1921,  in  acting  on  Alt.  App.  No.  1398- 
1921,  reads: 

“The  extending  of  a  public  garage  in  a  residence  dis¬ 
trict  is  prohibited  by  the  Zone  Resolution.” ; 
and  .  _ 

Whereas,  the  proposed  extension  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height,  with  a  frontage  of  31 
ft.  2  in.  and  a  depth  of  90  ft.  in.,  to  be  occupied  as  a 
motor  vehicle  repair  shop  and  a  garage  for  5  motor  ve-* 
hides,  the  extension  being  entirely  in  the  residence  dis¬ 
trict;  and 

Whereas,  there  existed  on  these  premises  on  July  25, 
1916,  a  garage  for  more  than  5  motor  vehicles  and  the  board 
had  previously,  under  Cal.  No.  196-18-BZ,  granted  permis¬ 
sion  for  the  erection  of  a  two  story  extension  on  this  site, 
but  said  extension  was  not  erected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that,  the  application  be 
and  it  hereby  is  granted. 

Resolved,  further,  that  all  previous  actions  of  the  board 
affecting  the  premises  be  and  they  hereby  are  rescinded. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


1339-21-BZ. 

APPLICANT— Oscar  W.  Swift,  for  Elizabeth  Ullrich, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  three  cars. 
PREMISES  AFFECTED— 7825  87th  Road,  Queens. 
APPEARANCES— 

For  Applicant:  Oscar  Wm.  Swift. 


ACTION  OF  BOARD— laid  over  to  February  7th,  1922, 
at  10  a.  m.,  to  check  up  consents. 


1555-21-BZ. 

APPLICANT — Daniel  J.  Bradshaw. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage,  space  in  which  is 
rented,  to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED— 950  East  14th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Harold  J.  Manson. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(1555-21-BZ) 

Whereas,  Daniel  J.  Bradshaw,  owner,  filed,  July  27, 

1921,  an  application  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  maintenance  of  a 
garage,  space  in  which  is  rented  to  persons  not  residing 
on  the  premises ;  premises  950  East  14th  street,  Brooklyn ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Jan.  24, 

1922,  after  due  notice  by  publication  in  the  bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  14th  street  and  East 
13th  street  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
66423-LC,  dated  July  17,  1921,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent,  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  stored  by  others  than  occupants  of  dwellings 
on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  1 
story  in  height,  with  a  frontage  of  39  ft.  6  in.  and  a  depth 
of  19  ft.,  occupied  as  a  four  car  garage,  space  in  which 
is  rented  to  persons  not  residing  on  the  premises;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  94  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  four  automobiles  of  the  pleasure  car  type 
be  maintained  on  the  premises. 


1566-21-BZ. 

APPLICANT — H.  Elliott  Esterbrook,  for  Kate  M. 
Doscher,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  conversion  of  existing  3  story  stable  into  a 
public  garage. 

PREMISES  AFFECTED — 270  Reid  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  H.  Elliott  Esterbrook  and  Samuel 
L.  Snodgrass. 

ACTION  OF  BOARD— Application  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 
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THE  RESOLUTION: 

(1566-21-BZ) 

Whereas,  H.  Elliott  Esterbrook,  for  Kate  M.  Doscher, 
owner,  tiled,  Dec.  1,  1921,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  conversion  of  an  existing  livery  stable  for 
more  than  5  horses  into  a  garage  for  more  than  5  motor 
vehicles;  premises  270  Reid  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Jan.  24, 
1922,  after  due  notice  by  publication  in  the  bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Reid  avenue  is  a  business 
district  and  Halsey  street  and  Macon  street  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  17,  1921,  in  acting  on  N.  B.  Appli¬ 
cation  No.  17052-21,  reads: 

“Denied — Proposition  contrary  to  Zone  Resolution, 
Art.  II,  paragraph  6.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  with  a  frontage  of  50  ft.  and  a  depth 
of  94  ft.,  now  occupied  as  a  stable  for  61  horses;  it  is  pro¬ 
posed  to  alter  the  building  and  occupy  same  as  a  garage 
for  more  than  5  motor  vehicles,  the  alteration  not  to  ex¬ 
ceed  44  per  cent  of  the  value  of  the  building,  exclusive 
of  the  foundations;  and 

Whereas,  applicant  has  submitted  proof  in  the  form  of 
a  written  statement  from  the  department  of  health  as  to  the 
existence  of  this  stable  on  July  25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 

action. 


\\  est  187th  street  and  Laurell  Hill  terrace  are  all  located 
in  residence  districts;  and 

Whereas,  the  buildings  are  of  fireproof  construction, 
one  story  in  height,  with  frontages  of  10  ft.  and  depths 
of  18  ft. ;  and 

Whereas,  under  Cal.  No.  311-16-BZ,  the  board  of  ap¬ 
peals,  December  12,  1916,  granted  an  application  for  75 
individual  garages  for  a  period  of  2  years,  and  under  Cal. 
No.  1508-18-BZ,  February  11,  1919,  granted  permit  for 
erection  of  45  additional  individual  steel  garages  and  main¬ 
tenance  of  entire  120  until  December  12,  1919;  and 

Whereas,  this  application  was  granted  by  the  board  for 
a  period  of  one  year,  the  permit  expiring  Dec.  12,  1921, 
and 

Whereas,  applicant  requested  a  further  extension  of  the 
permit,  stating  that  conditions  are  unchanged ;  and 

Whereas,  there  has  been  no  change  in  the  conditions 
surrounding  this  property. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  the  maintenance  of  120  all 
steel  individual  garages  until  Dec.  12,  1922. 

1177-18-BZ. 

APPLICANT— W.  T.  McCarthy. 

SUBJECT — Application  to  permit  the  reconstruction  of 
a  stable  building  and  its  conversion  into  a  garage. 
PREMISES  AFFECTED— 702-704  Sixth  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Gilbert  I.  Prowler  and  Frank 
Ragusano. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Reopened ;  set  for  calendar  call. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  . . .  5 

Negative  .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 


859-19-BZ. 

APPLICANT— Ashley  &  Booth. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  residence  the  maintenance  of 
120  individual  garages  for  a  further  period  of  time. 
PREMISES  AFFECTED — East  side  Amsterdam  avenue, 
between  186th  and  187th  streets,  Manhattan. 
APPEARANCES— 

For  Applicant:  James  R.  Ashley. 

ACTION  OF  BOARD — Extension  of  permit  granted  for 
one  year. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Messrs.  Boulton,  Holland,  Kear¬ 


ney,  Kerby  and  Fire  Chief  Kenlon .  5 

Negative:  Chairman  Walsh  .  1 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(859-19-BZ) 


Whereas,  Ashley  &  Booth,  lessees,  on  behalf  of  Barney 
Estate  Co.,  owner,  filed,  November  21,  1919,  with  the 
board  of  appeals,  an  application  under  the  building  zone 
resolution,  to  permit  partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  maintenance  of  120  indi¬ 
vidual  garages  for  a  further  period  of  two  years;  premises 
east  side  Amsterdam  avenue,  between  186th  and  187th 
streets,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  the  application 
by  the  board  of  appeals,  at  its  special  meeting,  Wednes¬ 
day,  December  10,  1919,  after  due  notice  by  publication  in 
the  bulletin  of  the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  is  lo¬ 
cated  in  a  business  district  and  that  West  186th  street, 


1  fiQ9_91  _T!7 

APPLICANT— Pietro  Galante. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  commercial  car. 
PREMISES  AFFECTED — 283  Bay  11th  street,  Brooklyn. 
APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Withdrawn,  to  comply  with  order  of  fire  commis¬ 
sioner. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kearney  and  Kerby  . 

Negative  . 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ... 


5 

0 

2 


1652-21-iBZ. 

APPLICANT — Henry  W.  Riessick,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  3  cars. 
PREMISES  AFFECTED — 1932  McGraw  avenue,  1929 
Benedict  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Withdrawn,  on  request  of  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 


1280-21-BZ. 

APPLICANT — Herman  Meyer. 

SUBJECT — Application  to  permit  on  a  plot  in  a  residence 
district  extending  into  a  business  district  the  main- 
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tenance  of  a  garage,  space  in  which  is  rented  to 
persons  not  residing  on  the  premises. 

PREMISES  AFFECTED— 750  East  168th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  C.  Patterson. 

ACTION  OF  BOARD— Laid  over  to  February /7th,  1922, 
at  10  a.  m.,  to  permit  applicant  to  obtain  further 
consents. 


AREA  FIXED. 

(1658-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
Samuel  H.  Drellich,  requesting  the  board  to  fix  the  area 


deemed  affected  by  the  maintenance  of  a  garage  at  prem¬ 
ises  151  Summit  place,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Summit  place  from  Heath  avenue  to 
Kingsbridge  terrace  (omitting  the  property  of  the  po¬ 
lice  department)  and  the  property  directly  in  the  rear 
and  for  50  ft.  on  either  side  of  the  rear  lot  line  of 
the  premises  under  appeal,  which  property  fronts  on 
an  unnamed  street  as  shown  on  the  atlas ;  and  include 
the  property  of  the  police  department  on  the  list  of 
owners  for  purposes  of  notification. 


Adjourned,  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  24,  1922. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby,  Superintendent  Brady,  Inspector  Snacken- 
berg  and  Superintendents  Reville,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  Tuesday  afternoon,  January 
17,  1922,  were  approved  as  printed  in  the  Bulletin,  No. 
4,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

960-21-S. 

PETITIONER— Samuel  Rosenblum,  for  Centre  White 
Company. 

SUBJECT— Petition  for  variation  of  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 18  East  49th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Withdrawn. 

THE  VOTE—  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 

Inspector  Snackenberg  .  9 

Negative  . 0 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 


1  1  v/O  w  J.  kJ  . 

PETITIONER— V.  Hugo  Koehler,  for  E.  Blum,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 57  5th  avenue,  Manhattan. 


APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Withdrawn  on  request  of  petitioner. 

THE  VOTE—  ,  ,,  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul- 
ton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 
Inspector  Snackenberg  .  9 

Negative  . 0 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 


1352-21-S. 

PETITIONER— Harry  H.  Herche. 


SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  order  of  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 223  Greepe  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Harry  H.  Herche. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF'  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 

Inspector  Snackenberg  .  9 

Negative  .  0 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 

Hannon  .  4 

THE  RESOLUTION: 

(1352-21-S) 

Whereas,  Harry  H.  Herche,  owner,  filed,  November  7, 


1921,  a  petition  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  223  Greene  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  27855- 
LD,  dated  October  18,  1921,  reads : 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law. 

“2.  Arrange  the  fire  escape  on  the  Greene  Street 
front  of  building  and  the  openings  leading  thereto 
and  the  windows  opening  on  the  course  thereof  so 
that  same  are  in  compliance  with  the  provisions  of 
Sections  273  and  274  of  the  Labor  Law.  *  *  * 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“Windows  on  course  not  fireproof,  not  self-closing. 

“No  60  degree  connecting  stairways  between  the  2nd 
and  3rd  stories. 

“No  counterbalanced  stairway  to  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  20  ft.  by  40  ft.  in  area,  occupied,  1st  story,  jobbers 
in  woolen  goods,  2  persons ;  2nd  story,  sewing  of  leather 
hatbands,  3  persons ;  3rd  story  printing,  4  persons ;  the 
means  of  egress  consisting  of  an  interior  wooden  stairway 
extending  from  the  1st  story  to  the  3rd  story  with  scuttle 
and  ladder  to  roof  enclosed  in  lath  and  plaster  and  wood 
board  partitions,  with  wood  doors  at  the  openings,  a  sub¬ 
standard  fire  escape  on  the  front  of  the  building  with 
casement  window  in  the  3rd  story ;  and 
Whereas,  this  order  was  modified  by  the  board  of  re- 
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view  of  the  fire  department  Oct.  22,  1918,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of 
the  board  of  review  of  the  fire  department  be  complied 

with*  „ _ i 

1358-21-S. 

PETITIONER — Dietrich  Wortmann,  for  Adana  Realty 
Co.,  Inc. 

SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  decision  of  superintend¬ 
ent  of  buildings. 

PREMISES  AFFECTED — 111  East  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Dietrich  Wortmann. 

ACTION  OF  BOARD — Laid  over  to  February  7th,  1922, 
to  obtain  consent  of  adjoining  owner  and  file 
amended  plan  in  building  department. 


1363-21-S. 

PETITIONER — Samuel  Rosenblum,  consulting  engineer 
for  Lawrence  Estate,  owner. 

SUBJECT — Petition  for  variation  of  the  requirements  of 
labor  law  as  cited  in  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 354  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Superintendents  Brady, 
Reville  and  McDermott,  and  Inspector 


Snackenberg  .  8 

Negative  .  0 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 

Hannon  .  4 

(Superintendent  Moore  not  voting.) 

THE  RESOLUTION: 

(1363-21-S) 


Whereas,  Samuel  Rosenblum,  for  Exchange  Buffet 
Corporation,  lessee,  filed,  November  9,  1921,  a  petition 
with  the  board  of  standards  and  appeals  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  354 
Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  25170- 
LD,  dated  July  13,  1921,  reads : 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law. 

“2.  Provide  an  additional  means  of  exit  from  the 
cellar,  and  sub-cellar,  said  exit  to  be  located  at  the 
westerly  end  of  south  side  of  building  in  accordance 
with  the  provisions  of  Section  271  of  the  Labor 
Law”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
extending  through  from  Broadway  to  Benson  street,  5 
stories  in  height,  26  ft.  by  175  ft.  in  area;  occupied,  sub¬ 
cellar,  storage  of  hardware,  2  persons ;  cellar,  storage  of 
hardware,  2  persons ;  1st  story,  restaurant,  38  persons ; 
2nd  story,  pool  parlor,  3  persons;  3rd  story,  mfg.  of 
shirts,  14  persons;  4th  story,  jobbers  of  calendars,  4  per¬ 
sons;  5th  story,  jobbers  of  dry  goods,  4  persons;  the 
means  of  egress  consisting  of  an  interior  wooden  stair¬ 
way  extending  from  the  1st  story  to  the  5th  story,  with 


double  rung  iron  ladder  to  scuttle  in  the  roof,  enclosed 
on  the  1st  story  in  lath  and  plaster  partitions,  and  wood 
partitions  above,  the  partitions  being  metal  covered  on 
loft  side  from  4th  to  5th  stories  only,  with  wood  doors 
at  the  openings;  a  fire  escape  on  the  rear  of  the  building 
extending  from  the  roof  to  the  2nd  story  with  counter¬ 
balanced  stair  to  street,  with  fireproof  windows  along 
the  course  of  the  fire  escape,  a  stairway  from  the  cellar 
to  the  1st  story  and  horizontal  exits  in  the  cellar  and 
sub-cellar  to  the  adjoining  building,  No.  356  Broadway, 
that  portion  of  the  cellar  which  includes  the  stairway 
from  cellar  to  1st  story  being  separated  from  the  re¬ 
mainder  of  the  cellar  by  fire  retarding  partitions;  and 

Whereas,  petitioner  states  that  a  similar  order  was  is¬ 
sued  previously  by  the  fire  department  requiring  the  ex¬ 
tension  of  the  interior  stairway  to  the  roof  and  under 
date  of  November  14,  1918,  was  held  in  abeyance  so  long 
as  conditions  remain  substantially  unchanged  and  pro¬ 
poses  in  lieu  of  complying  with  the  order  to  provide  a 
3  ft.  wide  stairs  leading  from  the  sub-cellar  to  the  cellar 
on  the  westerly  side  of  the  building  and  from  the  cellar 
tQ  provide  an  engineer’s  ladder  to  the  sidewalk. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  1  on  condition  that  the  stipulations  set  forth  in 
the  recommendation  of  the  chief  of  the  bureau  of  fire 
prevention,  dated  Nov.  6,  1918,  be  complied  with  and  so 
long  as  conditions  therein  set  forth  remain  unchanged, 
and  granted  as  to  item  No.  2,  on  condition  that  a  stairway  3 
ft.  wide  be  provided  from  the  sub-cellar  to  the  cellar  on 
the  westerly  side  of  the  building,  and  that  an  engineer’s  lad¬ 
der  to  the  sidewalk  from  the  cellar  be  provided,  and  on  the 
further  condition  that  a  horizontal  exit  properly  protected 
with  automatic  fireproof  doors  be  provided  in  the  division 
wall  cellar  and  sub-cellar  floors  between  No.  354  and  356 
and  that  the  stairs  in  cellar  and  sub-cellar  be  enclosed  in  fire 
retarding  material  with  self-closing  fireproof  doors  at 
openings. 


1367-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Jacob  L.  Karp. 
SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  order  of  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 181  Ludlow  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 


Inspector  Snackenberg  .  10 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1367-21-S) 


Whereas,  Samuel  Rosenblum,  for  Jacob  L.  Karp,  owner, 
filed,  Nov.  10,  1921,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  181  Ludlow  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner.  Photo  No. 
729,  dated  Jan.  18,  1915,  reads : 

“Item  6.  Provide  an  additional  means  of  exit.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
7  stories  in  height,  24  ft.  4  in.  by  83  ft.  6  in.  in  area, 
equipped  with  a  fire  alarm  signal  system,  occupied,  1st 
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story,  jobbers  in  pickles,  3  persons;  2nd  story,  vacant, 
3rd  story,  mfg.  skirts,  11  persons;  4th  story,  mfg.  clothing, 
24  persons ;  5th  story,  mfg.  Clothing,  16  persons ;  6th  story, 
mfg.  clothing,  26  persons;  7th  story,  mfg.  clothing,  20 
persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  1st  story  to  the 
7th  story,  with  iron  ladder  to  scuttle  in  the  roof,  en_ 
closed  in  fire  resisting  partitions  with  metal  covered  doors 
at  the  openings,  a  hre  escape  on  the  rear  of  the  build¬ 
ing  extending  from  the  7th  story  to  the  2nd  story,  the 
1st  story  balcony  leading  to  the  door  in  fence  to  yar 
of  building  on  Orchard  street,  with  non-fireproof  windows 
along  the  course,  a  lire  escape  on  the  front  of  the  build¬ 
ing  extending  from  the  7th  story  to  the  2nd  story,  with 
drop  ladder  to  the  street,  the  windows  along  the  course 
being  non-fireproof,  and  two  60  degree  fire  escapes  m 
the  court  on  the  north  side  of  building,  with  iron  ladders 

t0 Whereas,  petitioner  in  lieu  of  complying  with  the  order, 
proposes  to  alter  the  front  and  rear  fire  escapes  by  pro¬ 
viding  a  new  60  degree  stairs,  fireproofing  the  openings 
on  the  course  of  same,  one  window  on  each  floor  to  be 
a  casement  door  at  window  sill  level,  screening  the  fire 
escapes  to  a  height  of  4  ft.  6  in.,  providing  a  counterbal¬ 
anced  stairway  from  the  front  fire  escape  to  street  and 
a  stair  from  the  rear  fire  escape  at  the  1st  story  level, 
ieading  to  a  door  in  the  fence  to  the  yard  of  the  building 

111  Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  mid  that  the  petition  be  and  it  hereby  is  granted  on 

condition  that  the  front  and  rear  fire  .®sc,apes,^re  QSC 
to  a  height  of  4  ft.  6  in.  and  provided  with  60  degree 
stairways  with  flat  treads,  and  with  counterbalanced  stair¬ 
way  from  the  lowest  balcony  of  the  front  hre  escape  to  the 
Street  and  with  a  stationary  stair  from  the  rear  fire  escape 
balcony  at  1st  story  to  ground  with  door  in  fence  giv^ 
ino-  egress  to  yard  of  premises  at  the  rear,  and  with  goose 
^eck  ladder  from  top  balcony  of  both  the  front  and  rear 
fire  escape  to  the  roof,  and  that  one  window  on  each  floor 
be  made  a  casement  door  at  window  sill  level  with  steps 
on  inside  of  window  leading  to  the  sill. 

1 

1391-21-S. 

PETITIONER — Broadway-John  Street  Corporation. 
SUBTECT— Petition  for  variation  of  the  labor  law  as  cited 
in  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 206  Broadway,  Manhattan. 

APPEARANCES- ^  R  Shultkin,  representing  Mr. 

For  ^Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  February  7th,  1J22, 
on  request  of  petitioner’s  representative. 


1399-21-S.  ,  ,, 

PETITIONER— O.  Charles  Meyer.  .  , 

SUBJECT _ Petition  for  variation  of  the  labor  law  as  cited 

in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 39  West  8th  street,  Manhattan. 

APPEARANCES—  ^  ,  ■ 

For  Petitioner:  Otto  Charles  Meyer. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  .  . 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  ^^^rmatjve;  chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 
Inspector  Snackenberg  . 

Absent?  Mr.'  Beatty,  Fire.  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  .  o 

THE  RESOLUTION : 


(1399-21-S) 

Whereas,  O.  Charles  Meyer,  owner,  filed,  Nov.  16, 
1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  39  West  8th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  25253- 
LD,  dated  July  15,  1921,  reads: 

“1.  Arrange  the  fire  escape  on  the  north  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same 
arej  in  compliance  with  the  provisions  of  sections  273 
and  274  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  section  271  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

“No  stairway  from  top  balcony  to  roof.  No  passage¬ 
way  from  termination  of  fire  escape  to  street.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  9 
stories  in  height,  23  ft.  by  93  ft.  11  in.  in  area  at  the  1st 
story  and  23  ft.  by  83  ft.  3  in.  in  area  above;  equipped 
with  a  fire  alarm  signal  system;  occupied,  basement  and 
1st  story,  interior  decorator,  3  persons;  2nd  and  3rd  stories, 
printing,  10  persons ;  4th  story,  cloaks  and  suits,  5  persons ; 

5th  story,  printer,  '7'  persons ;  6th,  7th  and  8th  stories,  mfg. 
cloaks  and  suits,  30  persons  total;  9th  story,  interior  dec-  ^ 
orators,  3  persons;  the  means  of  egress  consisting  of  an 
interior  iron  stairway  extending  from  the  1st  story  to 
the  roof,  enclosed  in  terra  cotta  block  partitions,  with  metal 
covered  fireproof  doors  at  the  openings;  a  fire  escape 
on  the  rear  of  the  building,  extending  from  the  roof  to 
the  yard  with  egress  to  yard  of  adjoining  building  on 
the  west. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  an  opening  to  the  adjoining  yard  be  pro¬ 
vided  in  the  stair  tower,  and  that  a  passage  from  the  rear 
yard  of  the  adjoining  premises,  No.  41,  be  provided  to  the 
street,  and  that  the  consent  thereto  of  the  adjoining  owner 
be  filed  with  this  board  and  with  the  fire  department,  and 
that  this  petition  is  granted  only  so  long  as  conditions 
remain  unchanged. 


PETITIONER— William  I.  Hohauser,  for  I.  Papoutso- 
pulos,  lessee.  .  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  the 
decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 236  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  William  I.  Hohauser. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 


THE  VOTE—  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 

Inspector  Snackenberg  . 

Negative  . . . .••••••■•• . . 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  . 


10 

0 

3 


THE  RESOLUTION : 

(1568-21-S) 

Whereas,  William  I.  Hohauser,  for  I.  Papoutsopulos, 
lessee,  filed,  Dec.  2,  1921,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintend¬ 
ent  of  buildings,  affecting  premises  236  7th  avenue,  Man¬ 
hattan;  and  .  , 

Whereas,  the  decision  of  the  superintendent  of  build- 
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ings,  rendered  Nov.  23rd,  1921,  in  acting  on  Alt.  App.  No. 
2615-20,  reads : 

“This  amendment  is  disapproved  with  the  follow¬ 
ing  additional  objection: 

"Provide  22-inch  wide  counterbalanced  stairway 
from  lowest  balcony  to  street,  Labor  Law,  section  274. 
Doors  must  not  obstruct  egress  on  balconies.” ; 
and  /  , 

\\  hereas,  the  building  is  of  non-fireproof  construction, 

4  stories  in  height,  19  ft.  9  in.  by  45  ft.  in  area,  occupied, 
1st  story,  store;  2nd  story,  mfg.  clothing,  5  persons;  3rd 
story,  mfg.  clothing,  5  persons;  4th  story,  mfg.  clothing, 

5  persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  1st  story  to  the 
4th  story,  enclosed  in  wood  stud  lath  and  plaster  parti- 
tions,  with  wood  doors  at  the  openings ;  a  fire  escape  on 
the  front  of  the  building  extending  from  the  4th  story 
to  the  2nd  story,  with  drop  ladder  in  guides  to  the  street, 
the  windows  and  doors  along  the  course  being  fireproof ; 
and 

Whereas,  petitioner  states  that  the  balcony  on  the  1st 
story  is  only  10  ft.  above  the  sidewalk  and  it  would  be 
impossible  to  put  in  a  counterbalanced  stair,  as  same  would 
be  an  obstruction,  and  that  the  sliding  drop  ladder  has 
been  accepted  by  the  fire  department. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  counterbalanced  ladder  in  guides  be  pro¬ 
vided  on  the  front  fire  escape  from  the  first  balcony  to 
the  sidewalk,  and  that  the  present  occupancy  be  not  in¬ 
creased,  and  granted  only  so  long  as  conditions  remain 
unchanged. 


1259-21-S. 

PETITIONER — Samuel  Rosenblum,  for  I.  Jules  Mayer, 

owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 15  West  45th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 

Inspector  Snackenberg  .  10 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1259-21-S) 

Whereas,  Samuel  Rosenblum,  for  I.  Jules  Mayer,  owner, 
filed,  Oct.  29,  1921,  a  petition,  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  15  West  45th  street,  Manhattan;  and 
Whereas,  the  .order  of  the  fire  commissioner,  Photo  No. 
1851,  dated  April  11,  1917,  reads: 

“The  State  Industrial  Commission  has  certified  to 
this  Department  that  the  following  mandatory  require¬ 
ments  of  the  State  Labor  Law,  affecting  the  above 
premises,  have  not  been  complied  with.  Enclose  all 
interior  stairways  serving  as  a  required  means  of  exit 
and  the  landings,  platforms  and  passageways  connect¬ 
ing  therewith  on  all  sides  with  partitions  of  fire  re¬ 
sisting  material,  extending  continuously  from  the 
basement  to  three  feet  above  the  roof.  All  openings 
in  said  partition  are  to  be  provided  with  self-closing 
doors  constructed  of  fire-resisting  material.  *  *  * 
“Provide  additional  means  of  exit  on  all  floors  of 
building  remote  from  existing  exit.”; 


and 

W  hereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  33  ft.  6  in.  by  100  ft.  5  in.  in  area  at 

the  1st  story  and  33  ft.  6  in.  by  90  ft.  in  area  above,  divided 

into  two  sections  by  a  fore  and  aft  brick  wall,  equipped 
with  a  fire  alarm  signal  system,  occupied,  1st  story,  stores; 
2nd  story,  mfg.  dresses,  8  persons;  3rd  story,  offices, 

plumbing  supplies,  tailor,  4  persons;  4th  story,  furrier 

and  embroiderer,  15  persons ;  5th  story,  embroiderer,  15 
persons;  other  side  vacant;  6th  story,  feathers,  40  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  wooden 
stairway  extending  from  the  1st  story  to  the  6th  story, 
enclosed  on  one  side  with  brick  walls,  on  the  others  with 
lath  and  plaster  partitions,  with  fire  resisting  material  on 
the  loft  side,  the  doors  being  metal  covered  on  the  loft 
side;  two  fire  escapes  on  the  rear  of  the  building,  ex¬ 
tending  from  the  6th  story  to  the  2nd  story,  with  goose¬ 
neck  ladders  to  the  roof,  these  fire  escapes  being  con¬ 
nected  at  the  3rd  and  2nd  stories  with  the  exterior 
screened  stairway  of  the  building  to  the  west;  and 

Whereas,  petitioner  states  that  these  orders  were  orig¬ 
inally  taken  up  with  the  fire  department  and  modification 
secured,  which  modification  stated  that  when  the  present 
stairway  is  enclosed  on  the  loft  side  with  fire  retarding 
material  and  the  present  doors  covered  with  metal  on  the 
loft  side  and  made  automatic,  self-closing,  and  the  win¬ 
dows  on  the  course  of  the  fire  escape,  which  are  not 
already  fireproofed  be  made  so,  Items  2  and  4  of  Photo 
No.  1851  can  be  considered  complied  with  pending  in¬ 
creased  occupancy,  which  modification  was  complied  with; 
subsequently  the  occupancy  has  been  increased  and  pe¬ 
titioner  proposes  to  install  party  wall  balconies  on  the 
5th  and  6th  stories,  connecting  with  a  fire  escape  on 
the  building  to  the  west. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  fire  escape  balconies  on  the  5th  and 
6th  stories  on  the  east  and  west  wings  be  connected  to¬ 
gether  and  provided  with  rails  not  less'  than  4  ft.  6  in.  in 
height,  and  that  the  openings  on  the  course  of  same  shall 
be  made  fireproof,  and  that,  these  fire  escapes  balconies  shall 
be  extended  to  connect  with  fire  escape  balconies  on  the 
building  to  the  west,  Nos.  17  and  19. 


1296-21-S. 

PETITIONER — Otto  L.  Spannhake. 

SUBJECT — Petition  for  variation  of  requirements  of  labor 
law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 2310  Third  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Otto  L.  Spannhake. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 

Inspector  (Snackenberg  .  10 

Negative  . o 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1296-21-S) 

Whereas,  Otto  L.  Spannhake,  for  Samuel  Bogen,  owner, 
filed,  Nov.  4,  1921,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises,  2310  3rd  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  27772- 
LD,  dated  Oct.  17,  1921,  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide,  placed 
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at  an  incline  of  not  more  than  45  degrees,,  extending 
from  ground  to  roof,  constructed  as  per  section  273 
of  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  section  271  of  the 

Labor  Law.  .  , 

“2.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  section  271  of  the 

Labor  Law.  .  . , 

“3.  Enclose  the  interior  stairway  at  the  south  side 
of  building  serving  as  a  required  means  of  exit  and 
the  landings,  platforms  and  passageways  connected 
therewith  on  all  sides,  with  partitions  of  approved  fire 
resisting  material;  this  includes  exposed  soffits  of  stairs, 
the  ceiling  over  the  stairs  and  stair  landings  and 
the  ceilings  directly  under  hallways  and  landings 
which  are  not  within  the  stair  enclosure.  Partitions 
to  be  fire  stopped  through  the  floors  to  the  protection 
beneath  and  to  extend  3  ft.  above  the  roof.  Sec.  271 
of  the  Labor  Law.”; 


Whereas,  the  building  is  of  non-fireproof  construction, 
l  stories  in  height,  25  ft.  by  90  ft.  in  area  at  the  1st  story 
ind  25  ft.  by  60  ft.  in  area  above;  occupied,  1st  story,  2 
stores,  10  persons ;  2nd  story,  workshop,  12  persons ,  3rd 
dory,  workshop,  tailoring,  18  persons ;  4th  tory,  work¬ 
shop,  tailoring,  15  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  on  the  1st  and  2nd  stories  in 
5  in  terra  cotta  block  and  in  plaster  partitions  on  the  upper 
stories,  with  fireproof  doors  on  the  2nd  story  and  wood 
doors  above;  a  vertical  ladder  fire  escape  on  the  rear 
of  the  building  extending  from  the  roof  to  the  roof  _ot 
he  one-story  extension,  with  egress  through  the  adjoin¬ 
ing  building  on  the  north,  the  windows  along  the  course 

aeing  non-fireproof ;  and  ;  ,  .  _ 

Whereas,  petitioner  proposes  to  erect  a  balcony  on  the 
3rd  story  to  connect  with  the  adjoining  premises,  No.  -3  , 

which  is  a  three-story  non-fireproof  building  under  the 
same  ownership,  and  to  make  the  existing  metal  covered 
doors  self-closing  and  to  swing  outwardly. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  "law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  soffit  of  the  stairs  m  the  1st  and  2d 
story  be  fire-retarded  in  accordance  with  the  rules  of  this 
board  •  that  the  stair  partitions  above  2nd  story  be  fire-re¬ 
tarded  on  the  loft  side,  and  openings  protected  with  fire¬ 
proof,  self-closing  doors;  that  a  double  rung  ladder  of 
not  more  than  60  degrees  be  provided  to  the  bulkhead 
scuttle  in  the  roof,  that  the  door  and  partition  at  the  foot 
of  same,  at  4th  story  level,  be  removed ;  and  on  further 
condition  that  a  60  deg.  ladder,  double  rung,  be  provided 
from  the  balcony  fire  escape  in  the  rear  with  gooseneck  lad¬ 
der  from  the  3rd  story  to  the  second  story  extension. 


38-21-S. 

mTIONER— Samuel  Rosenblum,  for  Edgewood  Realty 

Co.  .  , 

JBJECT _ Petition  for  variation  of  the  labor  law  as  cited 

'  in  an  order  of  the  fire  commissioner. 

DEMISES  AFFECTED— 153-7  Greene  street  and  50  W. 
Houston  street,  Manhattan. 

PPEARANCES —  ,  _  , . 

For  Petitioner:  Samuel  Rosenblum 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

CTION  OF  BOARD— Granted  on  condition 

DNDITIONS — As  specified  in  resolution  that  iollows. 

HE  ^  Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superinten¬ 
dents  Brady,  Reville,  Moore  and  McDer- 

mott,  and  Inspector  Snackenberg  .  ^ 

Negative  . * . 


Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1408-21-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Edgewood  Realty  Company,  owner,  filed,  Nov.  17  1921,  a 
petition  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  Labor  Law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  153-7 
Greene  street  and  50  West  Houston  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  28431- 
LD,  dated  Nov.  1921,  reads: 

“Enclose  the  interior  stairways  at  southerly  end  ot 
west  side  and  east  side  of  building,  serving  as  a  re¬ 
quired  means  of  exit,  and  the  landings,  platforms  and 
passageways  connecting  therewith  on  all .  sides,  with 
partitions  of  fire  resisting  material  extending  continu¬ 
ously  from  the  cellar  to  3  ft.  above  the  roof,  con¬ 
structed  as  per  section  271  of  the  Labor  Law,  or  carry 
out  a  proper  alternative  method  of  complying  with  the 
requirements  of  section  271  of  the  Labor  Law.  ,  and 
Whereas,  the  building  is  of  non-fireproof  construction,  6 
stories  in  height,  “L”  shape,  facing  on  two  streets,  60  ft.  x 
100  ft.  in  area,  plus  the  “L”  portion  20  ft.  x  20  fh  m  area, 
equipped  with  a  fire  alarm  signal  system ;  occupied,  first 
story,  stores ;  2nd  story,  mfg.  dolls,  25  persons ,  3rd  story, 
mfg  dolls,  20  persons;  4th  story,  mfr.  hats,  28  persons; 
5th  story,  vacant;  6th  story,  mfg.  underwear,  35  persons; 
the  means  of  egress  consisting  of  an  interior  wooden  stair¬ 
way  on  the  Greene  street  front  of  the  building,  extending 
from  the  1st  story  to  the  6th  story,  enclosed  in  terra  cotta 
blocks,  with  wood  doors  at  the  openings,  metal  covered  on 
the  loft  side,  an  interior  wooden  stairway  on  the  West 
Houston  street  front  of  the  building  extending  from  the 
1st  story  to  the  6th  story,  with  double  rung  iron  ladder  to 
roof,  enclosed  in  lath  and  plaster  partitions  covered  on 
the  loft  side  with  fire  resisting  material  with  wood  doors 
at  the  openings,  metal  covered  on  the  loft  side  and  two  fire 
escapes  on  the  Greene  street  front  of  the  building  extending 
from  the  6th  story  to  the  2nd  story  with  counterbalanced 
stairs  to  street,  the  windows  along  the  course  being  non- 

fireproof ;  and  .  , 

Whereas,  petitioner  states  that  a  similar  order  was 
sued  by  the  fire  commissioner  on  June  19,  1917,  and  modi¬ 
fied  by  the  board  of  review  of  the  fire  department  on  July 
17,  1919,  on  condition  that  the  Greene  street  (westerly) 
stairway  be  enclosed  with  plaster  board  and  metal  oa  the 
loft  side  and  metal  placed  on  the  loft  side  of  the  door¬ 
ways,  which  modified  order  was  complied  with,  and  ask? 
that  this  modified  order  of  the  board  of  review  be  accept- 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  July  17,  1919,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  stipulations  imposed  by  said  board  of  review 
are  carried  out,  and  granted  so  long  as  conditions  stated  in 
said  stipulation  remain  unchanged  as  to  use  and  occupancy. 


PETITIONER— William  I.  Hohauser,  for  Samuel  Ritter, 

lessee  * 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 223  West  36th  street,  Manhat¬ 


tan. 

APPEARANCES—  t  tt  , 

For  Petitioner:  William  I.  Hohauser. 

ACTION  OF  BOARD— Denied. 

THE  VOTE—  _ 

Affirmative  . ••••••• . ’ ' ' ' 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
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Brady,  Reville,  Moore  and  McDermott,  and 


Inspector  Snackenberg  .  10 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  . 3 

THE  RESOLUTION: 

(1599-21-S) 


Whereas,  William  I.  Hohauser  for  Samuel  Ritter,  les¬ 
see,  filed,  Dec.  7,  1921,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  223  West  36th  street,  Manhat¬ 
tan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  Dec.  5,  1921,  in  acting  on  N.  B.  Application  Nc.  325- 
1921,  reads : 

“This  amendment  is  disapproved  with  the  following 
objections : 

“1.  Means  of  egress  are  inadequate. 

“2.  Two  lawful  stairs  shall  be  provided  as  per  sec. 
270,  Labor  Law. 

“3.  State  number  of  males  and  females  on  each  floor. 
Adequate  dressing  rooms  should  be  provided.  Sec. 
158.  (Ind.  Code)”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  3 
stories  in  height,  18  ft.  6  in.  x  87  ft.  3)4  in.  in  area  in  the 
1st  story,  and  18  ft.  6  in.  x  77  ft.  3)4  in.  in  area  above ; 
occupied,  1st  story,  restaurant,  75  persons;  2nd  story,  lofts, 
light  manufacturing,  20  persons ;  3rd  story,  lofts,  light  man¬ 
ufacturing,  20  persons ;  the  means  of  egress  consisting  of  an 
interior  wooden  stairway  3  ft.  8  in.  wide,  extending  from 
the  1st  story  to  the  roof,  enclosed  in  4  in.  plaster  blocks 
with  kalameined  self-closing  doors  at  the  openings  and  a 
fire  escape  on  the  front  of  the  building  extending  from  the 
3rd  story  to  the  2nd  story  with  counterbalanced  stair  to 
street  with  kalameined  windows  along  the  course;  and 

Whereas,  petitioner  considers  the  exits  adequate. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  petition  be  and  it 
hereby  is  denied. 


1417-21-S. 

PETITIONER — R.  R.  Nevins,  for  Eddy  Palmer,  own- 

*  er. 

SUBJECT— Petition  for  variation  of  the  requirements 
of  the  labor  law  as  cited  in  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 374-376  Pearl  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  R.  R.  Nevins. 

For  Administration:  Inspector  Maher  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore  and  Mc¬ 


Dermott,  and  Inspector  Snackenberg  .  10 

Negative  .  0 


Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon....  3 
THE  RESOLUTION: 

(1417-21-S) 

Whereas,  R.  R.  Nevins,  for  Eddy  Palmer,  owner,  filed, 
Nov.  18,  1921,  a  petition  with  the  board  of  standards  and 
appeals  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  374-376  Pearl  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  9709- 
LC,  dated  Nov.  10,  1921,  reads: 

“1.  Show  compliance  with  order  No.  80119-LD. 

•  “2.  Extend  the  interior  stairway  to  roof,  etc.” ; 

and 


Whereas,  the  premises  consist  of  two  buildings,  each  5 
stories  in  height,  No.  374  being  18  ft.  x  80  ft.  in  area  and 
No.  376  being  18  ft.  x  98  ft.  in  area;  used  for  the  manufac-* 
turing  of  fancy  soaps  and  perfumes,  No.  374  being  occu¬ 
pied  as  follows :  Basement,  4  persons ;  1st  story,  13  per¬ 
sons  ;  2nd  story,  7  persons ;  3rd  story,  9  persons ;  4th  story, 

3  persons;  5th  story,  2  persons;  No.  376  occupied,  basement, 

4  persons;  1st  story,  14  persons;  2nd  story,  5  persons;  3rd 
story,  5  persons;  4th  story,  12  persons;  5th  story,  3  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  stairway 
in  No.  374  extending  from  the  1st  story  to  the  5th  story,  en¬ 
closed  in  wood  partitions  with  wood  doors  at  the  openings 
with  scuttle  and  ladder  to  roof,  a  similar  stairway  in  No. 
376  and  a  similar  stairway  extending  to  the  roof  in  the  rear 
extension-  of  No.  376,  a  party  wall  fire  escape  on  the  front 
of  the  building  taking  in  No.  372-374  and  376,  a  fire  escape 
in  the  rear  court  on  the  extension  of  No.  376,  with  fire¬ 
proof  windows  .along  course  of  fire  escape,  horizontal  open¬ 
ings  in  the  division  wall  between  No.  374  and  No.  376  in 
each  story  with  fireproof  self-closing  doors  on  each  side; 
and 

Whereas,  petitioner  contends  that  there  is  a  scuttle  and 
ladder  to  roof  in  each  building  and  that  the  order  was  held 
in  abeyance  by  the  board  of  review  of  the  fire  department 
under  date  of  Oct.  21,  1919,  pending  a  change  in  the  occu¬ 
pancy  conditions ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  Oct.  21,  1919,  should  be  ratified. 

Resolved,  that  the  .  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted ,  on  con¬ 
dition  that  the  stipulations  of  the  board  of  review  be  com¬ 
plied  with,  and  that  the  occupancy  and  use  as  so  stipulated 
remain  unchanged. 


1510-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Duncan  Real¬ 
ty  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 304  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the 
fire  department. 

ACTTO'N  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Moore  and  Mc¬ 
Dermott,  and  Inspector  Snackenberg  .  10 

Negative  .  o 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon..  3 
THE  RESOLUTION: 

(1510-21-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Duncan  Realty  Company,  owner,  filed  Dec.  2,  1921,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals,  for  a  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  304  5th 
avenue,  Manhattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  28523- 
LD1,  dated  Nov.  14,  1921,  reads : 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  section  271  of  the  labor 
law. 

“2.  Arrange  the  fire  escape  on  the  west  side  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof,  so  that  same  are  in  com¬ 
pliance  with  the  rules  of  the  Board  of  Standards  and 
Appeals  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  section  271  of  the 
Labor  Law. 

“NOTE:  Among  the  defects  noted  on  this  fire  es¬ 
cape  are  the  following:  Windows  on  course,  4th  floor, 
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not  fireproof,  self-closing.  No  passageway  from  ter¬ 
mination  of  fire  escape  to  street.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  20  ft.  x  100  ft.  in  area  at  the  1st  story, 
and  20  ft.  x  70  ft.  in  area  above  ;  occupied,  1st  story,  store, 
10  persons;  2nd  story,  salesroom,  8  persons;  3rd  story, 
stock  room  and  cutters,  8  persons ;  4th  story,  mfg.  shirts, 
16  persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  1st  story  to  4th  story 
with  iron  stair  to  scuttle  in  the  roof,  enclosed  in  wood  lath 
and  plaster  partitions  with  wood  doors  glazed  with  wire 
glass  at  the  openings,  a  party  wall  balcony  fire  escape  on  the 
rear  of  the  building  in  each  story,  with  extension  to  the 
roof,  the  windows  along  the  course  being  fireproof,  ex¬ 
cept  on  the  4th  story,  and  a  horizontal  exit  in  the  3rd  story 
to  the  building  at  the  north ;  and 
Whereas,  petitioner  states  that  some  time  ago  similar 
orders  were  issued  by  the  fire  department,  which  orders 
were  held  in  abeyance  pending  material  change  in  the  oc¬ 
cupancy  and  on  condition  that  the  window's  on  the  2nd 
story,  along  the  course  of  the  fire  escape  be  made  fireproof 
and  automatic  self-closing,  that  the  wdndows  on  the  3rd 
story  be  made  automatic  self-closing,  which  work  was  done 
and  dismissal  of  the  order  issued  on  Jan.  3,  1920,  and  asks 
that  this  action  of  the  chief  of  the  bureau  of  fire  preven¬ 
tion  of  the  fire  department  be  accepted ;  and 

Whereas,  the  board  deemed  that  the  recommendations  of 
the  chief  of  the  bureau  of  fire  prevention  of  Nov.  7,  1919, 
should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  ’make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  stipulations  set  forth  in  said  recommen¬ 
dation  are  complied  with,  and  on  further  condition  that 
the  scuttle  to  the  roof  be  counterbalanced. 


1579-21-S. 

PETITIONER — (Matthew  W.  Del  Gaudio,  for  Filo- 
mena  Realty  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 700-708  East  187th  street, 
southeast  corner  Beaumont  avenue,  The  Bronx. 
APPEARANCES— 

For  Petitioner:  E.  H.  MacLeod. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore  and  Mc¬ 
Dermott,  and  Inspector  Snackenberg  . 

Negative  . 

Absent:  Mr.  Beattv,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon... 

THE  RESOLUTION: 

(1579-21-S) 

Whereas,  Matthew  W.  Del  Gudio,  for  Filomena  Realty 
Company,  owner,  filed,  Dec.  5,  1921,  a  petition  with  the 
board  of  standards  and  appeals  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  southeast 
corner  of  187th  street  and  Beaumont  avenue,  700-708  East 
187th  street.  The  Bronx;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Nov.  16,  1921,  in  acting  on  N.  B.  Application  No. 
1088-21,  reads : 

“1.  Enclosure  of  east  stairway  as  proposed  by  amend¬ 
ment  of  Nov.  14,  1921,  does  not  comply  with  the  re¬ 
quirements  of  section  79-A-2  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  2 
stories  in  height,  43  ft.  6  in.  x  75  ft.  in  area,  occupied.  1st 
story,  stores,  6  persons;  2nd  story,  factory,  light  manufac-# 


turing,  not  over  30  persons ;  the  means  of  egress  consisting 
of  an  interior  iron  stairway  extending  from  the  1st  story 
to  the  2nd  story  with  ladder  to  scuttle  in  roof,  enclosed  in 
brick  partitions  with  fireproof  self-closing  doors  at  the 
openings ;  and 

Whereas,  petitioner  proposes  to  erect  an  outside  iron 
stairway  at  the  south  side  near  the  rear  of  the  building, 
extending  from  the  2nd  story  to  the  ground,  with  egress 
through  a  3  ft.  8  in.  passageway  to  the  street,  the  windows 
along  the  course  being  fireproof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  an  outside  iron  stairway  be  provided  with 
direct  egress  to  the  street. 

Resolved,  further,  that  this  variation  is  granted  only  so 
long  as  conditions  remain  unchanged. 


1580-21-S. 

PETITIONER— Samuel  Siegel,  for  A.  Siegel  &  Sons, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1615-1617  Second  avenue, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Charles  B.  Meyers. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE—  '  •  ' 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore  and  Mc¬ 
Dermott,  and  Inspector  Snackenberg .  10 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon...  3 
THE  RESOLUTION: 

(1580-21-S) 

Whereas,  A.  Siegel  &  Sons,  Inc.,  owner,  filed,  Decem¬ 
ber  5,  1921,  a  petition,  with  the  board  of  standards  and 
appeals  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  1515-1617  Second  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  28521- 
LD,  dated  November  14,  1921,  reads: 

“1.  Arrange  bars  on  windows  on  south  side  all 
stories  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  purposes  of 
egress,  as  per  Section  272  of  the  Labor  Law.” 

0  and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  51  ft.  by  101  ft.  in  area,  equipped 
with  a  fire  alarm  signal  system,  occupied  as  follows:  1st 
story,  printing  office,  6  persons ;  2nd  story,  office  and  stock 
of  cigar  manufacturers,  6  persons;  3rd  story,  cigar  manu¬ 
facturing,  60  persons;  4th  story,  tobacco  stock  and  stor¬ 
age,  3  persons;  5th  story,  cigar  packing  department,  10 
persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  1st  story  to  the 
5th  story,  enclosed  in  fire  retarding  partitions  with  sheet 
metal  fireproof  doors  at  the  openings  and  two  fire  escapes, 
one  extending  from  the  5th  story  to  the  street  and  one 
extending  from  the  5th  story  to  the  2nd  story,  with  drop 
ladder  to  the  ground  and  egress  through  an  open  alley- 
way  to  street,  the  windows  at  the  platforms  of  both  fire 
escapes  being  fireproof,  there  being  45  barred  windows 
on  the  south  side  of  the  building,  distributed  through  all 
stories ;  and 

Whereas,  petitioner  states  that  there  are  ample  means 
of  egress  and  ingress  and  that  a  similar  order  was  issued 
by  the  fire  department  and  was  rescinded  by  the  board 
of  review  of  the  fire  department  on  March  16,  1920;  and 
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Whereas,  the  board  deemed  that  the  action  of  the  board 
}f  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  are  carried  out  and  so  long  as 
conditions  as  to  use  and  occupancy  as  stated  in  said  action 
remain  unchanged. 


158D21-S. 

PETITIONER — John  H.  Knubel,  for  Oestreicher  Bros., 
owner. 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 356  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  H.  Knubel. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Superintendents 
Brady,  Reville,  Moore  and  McDermott, 

and  Inspector  Snackenberg  . 

Negative  . 

Absent:  Messrs.  Beatty,  Kerby,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  . 

THE  RESOLUTION: 

(1581-21-S) 

Whereas,  John  H.  Knubel,  for  Oestreicher  Bros.,  owner, 
filed,  Dec.  5,  1921,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  356  Seventh  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  17210- 
LD,  Item  2,  dated  Nov.  30,  1921,  reads : 

“No  fireproof  passageway  from  termination  of  fire- 
escape  to  street.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  19  ft.  by  75  ft.  in  area  at  the  1st  story 
and  19  ft.  by  45  ft.  in  area  above ;  occupied,  1st  story, 
store,  6  persons ;  2nd,  3rd  and  4th  stories,  factory,  fur 
nanufacturing,  2nd  story,  6  persons ;  3rd  story,  6  persons ; 
4th  story,  3  persons;  the  means  of  egress  consisting  of 
an  interior  wooden  stairway  extending  from  the  1st  story 
to  the  roof,  enclosed  in  wood  studs  and  metal  lath  and 
cement  plaster  partitions  with  fireproof  doors  at  the  open¬ 
ings,  a  fire  escape  on  the  rear  of  the  building,  extending 
from  the  roof  to  the  roof  of  the  one  story  extension, 
:he  roof  of  this  one  story  extension  being  fireproof  with 
i  stairway  to  the  yard,  with  egress  through  unobstructed  hall¬ 
ways  in  buildings  Nos.  352  and  354  Seventh  avenue  and 
Nos.  204  and  206  30th  street,  all  in  the  same  ownership 
is  the  premises  under  appeal ;  and 
Whereas,  petitioner  contends  that  the  means  of  readi¬ 
ng  the  street  from  the  rear  fire  escape  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  from  the  requirements  of  the  labor 
aw  and  that  the  petition  be  and  it  hereby  is  granted  so 
ong  as  the  exit  through  the  adjoining  house  and  the  open 
.rard  is  maintained  and  both  premises  remain  in  one  own- 
:rship. 


1384-21-S. 

PETITIONER— Charles  B.  Meyers. 

SUBJECT — Petition  for  variation  of  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner. 

[PREMISES  AFFECTED — 59-61  East  4th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  Charles  B.  Meyers. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — (As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative!  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore  and  Mc¬ 


Dermott,  and  Inspector  Snackenberg .  10 

Negative  .  o 


Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon...  3 
THE  RESOLUTION > 

(1384-21-S) 

Whereas,  Charles  B.  Meyers,  architect,  for  Joseph  and 
Herman  Bauman,  owners,  filed,  Jan.  4,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  59-61 
East  4th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  27055- 
LD,  against  61  East  4th  street,  dated  Sept.  30,  1921,  reads : 

“1.  Provide  a  safe  and  unobstructed  egress  from 
the  lower  termination  of  the  fire  escape  at  the  rear 
of  building  by  constructing  a  fireproof  passageway 
with  an  unobstructed  width  of  at  least  3  fit.  through¬ 
out,  leading  to  the  street,  adequately  lighted  at  all 
times  during  working  hours,  or  by  means  of  provid¬ 
ing  access  to  an  open  area  having  communication  with 
the  street,  as  per  section  274  of  the  Labor  Law.” ; 

and 

Whereas,  the  premises  consist  of  two  buildings,  one  4 
stories  and  basement  in  height  and  the  other  7  stories  in 
height,  each  25  ft.  by  95  ft.  2  in.  in  area  at  the  1st  story 
and  25  ft.  by  55  ft.  and  86  ft.  above;  occupied,  No.  59, 
garage,  4  cars,  rear,  storage  of  roofing  material;  1st  story, 
paper  boxes,  8  persons;  2nd  story,  mfg.  paper  boxes,  7 
persons;  3rd  story,  mfg.  caps,  10  persons;  4th  story,  va¬ 
cant;  No.  61,  occupied,  mfg.  skylights,  ash  cans,  etc.,  10 
persons ;  2nd  story,  mfg.  cigars,  15  persons ;  3rd  story, 
underwear,  10  persons ;  4th  story,  waists,  12  persons ;  5th 
story,  coats  and  suits,  15  persons ;  6th  story,  pants,  10 
persons;  7th  story,  dresses,  9  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  in  No.  61,  extending 
from  the  1st  story  to  the  roof  enclosed  in  terra-cotta  blocks 
and  kalameined  doors  at  the  openings,  a  fire  escape  on 
the  rear  of  No.  61  with  balconies  connected  by  45  degree 
stairs,  with  landing  on  the  roof  of  extension  of  No.  59 
in  the  2nd  story,  with  fire  windows  along  the  course  of 
the  fire  escape,  with  an  iron  stairway  4  ft.  wide  leading 
to  the  ground  floor  of  No.  59  with  continuous  and  unob¬ 
structed  egress  to  the  street  through  1st  story  of  No.  59. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  escape  be  provided  with  landing  on 
roof  of  1  story  extension  of  the  adjoining  premises,  No.  59 
East  4th  street,  in  the  same  ownership,  with  stairway  down 
to  1st  story  and  with  egress  direct  to  the  street,  and  that 
this  variation  be  granted  only  so  long  as  both  buildings  re¬ 
main  in  the  same  ownership. 


1386-21-S 

PETITIONER — Samuel  Rosenblum. 

SUBJECT — Petition  for  variation  of  requirements  of 
labor  law  as  cited  in  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 130-132  Hester  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTIO'N  OF  BOARD— Denied. 
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THE  VOTE—  n 

Affirmative  . . . • ‘  ‘  V  U 

Negative;  Chairman  Walsh,  Messrs.  Boul 
ton,  Holland,  Kerby,  Superintendenrs 
Brady,  Reville,  Moore  and  McDermott, 

and  Inspector  Snackenberg  . A-'--;  ^ 

Absent:  Messrs.  Beatty,  Kearney,  F're  Chief 
Kenlon  and  Deputy  Fire  Commissioner 

Hannon  .  4 

THE  RESOLD  LTON ; 

(1386-21-S) 

Whereas,  Samuel  Rosenblum,  for  Michael  Ginzburg, 
owner,  filed,  November  14,  1921,  a  petition  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  tire 
commissioner,  affecting  premises  130-132  Hester  street, 

Manhattan;  and  .  .  ,T 

Whereas,  the  order  of  the  fire  commissioner,  No.  57/68- 

LD,  dated  March  14,  1917,  reads:  _ 

“Item  1.  Extend  interior  stairway  to  the  root.  , 

ai  Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  39  ft.  7  in.  by  49  ft.  3  in.  in  area,  occupied,  1st 
story,  stores ;  2nd  story,  synagogue,  15  persons ;  3rd  story, 
clothing  mfr.,  4  persons;  4th  story,  clothing  mfr.,  20  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  4th  story,  en¬ 
closed  in  lath  and  plaster  partitions  with  wood  doors  at 
the  openings,  with  a  scuttle  and  ladder  to  roof,  a  fire  escape 
on  the  front  of  the  building  with  counterbalanced  stairs 
to  the  street  and  fireproof  windows  along  the  course  of 
the  fire  escape,  a  window  in  the  top  story  loft,  giving 

access  to  adjoining  roof;  and 
Whereas,  petitioner  contends  that  the  means  of  egress 

are  adequate.  _  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 

1577-21-S. 

PETITIONER— Ely  J.  Rieser,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 311  West  59th  street,  Man¬ 
hattan. 

APPEARANCES-  ,  _ 

For  Petitioner:  Ely  J.  Rieser. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
TlrlE  VQiTF. 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kehby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott, 
and  Inspector  Snackenberg  .  9 

Negative  . ® 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 

Hannon  .  4 

THE  RESOLUTION: 

(1577-21-S) 

Whereas,  Ely  J.  Rieser,  owner,  filed,  December  3,  1921,  a 
petition  with  the  board  of  standards  and  appeals  for  vari¬ 
ation  from  the  requirements  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  311  West 

59th  street,  Manhattan;  and  .  .  „ 

Whereas,  the  order  of  the  fire  commissioner,  No.  15431- 

LD  dated  December  2,  1920,  reads:  ■  . 

“1.  Enclose  the  interior  stairway  at  the  west  side  of 
building,  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  an  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  cellar  to  3  feet 
above  the  roof.  *  *  * 

“2.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 


opening  on  the  course  thereof,  so  that  same  are  in 
compliance  with  the  provisions  of  Section  79-B4  and 
79-B5  of  the  Labor  Law.  *  * 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  22  ft.  x  100  ft.  5  in.  in  area;  occupied,  1st  story, 
store;  2nd  story,  at  present  vacant;  3rd  story,  salesroom,  3 
persons;  4th  story,  salesroom,  4  persons;  5th  story,  rear, 
tailor  and  office,  15  occupants;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st  story 
to  the  5th  story  with  scuttle  and  ladder  to  roof  enclosed  in 
wood  stud,  lath  and  plaster  partitions  with  wood  doors  at 
the  openings,  a  fire  escape  on  the  rear  of  the  building  wit 
landing  on  extension  roof  in  the  2nd  story,  with  egress  by 
bridge  and  ladder  to  extension  roof  at  rear  with  gooseneck 
ladder  to  main  roof  and  non-fireproof  windows  along  the 

course  of  the  fire  escape.  ,  ,  ,  .  c 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted, 
so  long  as  existing  conditions  as  to  factory  occupancy  and 
use  remain  unchanged  and  that  means  of  egress  from  exten¬ 
sion  roof  consisting  of  3  windows  to  1823  Broadway  and  3 
windows  to  the  theatre  at  the  rear  of  1823  Broadway  be 
maintained. 

PETItFoNER:  Robert  J.  Hearne,  for  Durbrow  & 
Hearne  Mfg.  Co.,  lessee.  .  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  the 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 12  Wooster  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  J.  L.  Hernan. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Keriby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 
Inspector  Snackenberg  . 

Ablent^Messrs.*  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  . 

THE  RESOLUTION: 

(1609-21-S) 

Whereas  Durbrow  &  Hearne  Mfg.  Co.,  lessee,  e  , 
December  9,  1921,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the 

labor  law  as  cited  in  an  order  of  thefireVlCOt,J11"1.SS3er, 
fecting  premises  12  Wooster  street,  Manhattan,  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
tober  3,  1916,  Photo  Order  No.  1404,  reads: 

“Item  1.  Continue  exit  stairs  to  roof. 

“Item  2.  Provide  a  safe  and  unobstructed  passage¬ 
way  from  foot  of  exit  stairs  to  street.  ; 

^Whereas,  the  building  is  of  non-fireproof  construction, 
n  ctnries  in  height  27  ft.  5  in.  x  100  ft.  in  area  in  the  1st 
story  and  27  ft.  x  85  ft.  in  area  above,  equipped  with 

an  automatic  fire  alarm  signal  system,  0CC^epd^Snnf0g00Wer; 
1st  story  store,  8  persons ;  2nd  story,  machine  shop,  P 
sons*  3rd  story,  storage  machinery,  no  persons;  4th  story, 
office  packing  and  shipping,  4  persons ;  5th  story,  nut  roast¬ 
ing  3  persons ;  the  means  of  egress  consisting  of  an  intenor 
wooden  stairway  extending  from  the  1st  story  to  the  5th 
storv  with  iron  ladder  to  scuttle  in  roof,  enclosed  in  wood 
studYand  wood  sheathing  with  wood  doors  at  the  ,°Penn^ 
and  a  fire  escape  in  front  of  the  building,  extending 
the  5th  story  to  the  street,  with  fireproof  windows  along 
the  course  of  the  fire  escape,  the  stairway  landing  in  the 
first  story  beneath  a  hatchway;  and 
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Whereas,  the  board  of  review  of  the  fire  department 
modified  these  orders  Mar.  4,  1<§20,  and  the  board  deemed 
that  the  action  of  the  board  of  review  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  so  long  as 
conditions  set  forth  in  the  action  of  the  board  of  review 
of  the  fire  department  remain  unchanged. 


1614-21-S. 

PETITIONER — Samuel  Carner,  for  Morris  Schwartz, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 214  East  98th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Carner. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerhy1,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 


Inspector  Snackenberg  .  9 

Negative  . 0 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 

Hannon  .  4 

THE  RESOLUTION : 

(1614-21-S) 


Whereas,  Samuel  Carner,  for  Morris  Schwartz,  owner, 
filed,  Dec.  10,  1921,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  214  East  98th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  Nov.  21,  1921,  in  acting  on  amendment  to  N.  B.  Appli¬ 
cation  No.  309-1921,  reads : 

“This  amendment  is  disapproved  with  the  following 
additional  objections: 

“16.  Exits  must  conform  to  section  270  of  the  Labor 
Law.  The  use  of  the  first  story  as  a  wet  wash  laundry 
and  employing  5  people  (more  thanl-lOth  of  all  the  per¬ 
sons  employed  in  thei  premises)  constitutes  a  factory  as 
defined  in  section  10  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  2 
stories  in  height,  25  ft.  x  100  ft.  11  in.  in  area  at  the  1st 
story  and  25  ft.  x  60  ft.  in  area  above ;  located  in  a  business 
district,  occupied,  1st  story,  wet  wash  laundry,  5  persons ; 
2nd  story,  office  and  store  room,  1  person ;  the  means  of 
egress  consisting  of  an  interior  wooden  stairway  extending 
from  the  1st  story  to  the  roof,  enclosed  in  metal  lath  and 
cement  plaster  partitions  with  wood  doors  at  the  openings ; 
and 

Whereas,  petitioner  contends  that  the  provisions  of  the 
labor  law  affecting  exits  do  not  apply  to  this  building,  upon 
which  less  than  6  people  are  employed  at  factory  work. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  there  be  no  increase  in  the  number  of  occupants. 


1624-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Max  Treuhaft, 
sub-lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 68  Prince  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 


ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — )As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 


Inspector  Snackenberg  .  9 

Negative  .  o 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 

THE  RESOLUTION: 

(1624-21-S) 


Whereas,  Samuel  Rosenblum,  for  Max  Treuhaft,  sub¬ 
lessee,  filed,  December  12,  1921,  a  petition  with  the  board 
of  standards  and  appeals  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  68  Prince  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  6339- 
LD,  dated  May  12,  1920,  reads : 

“1.  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof,  so  that  same  are  in  compli¬ 
ance  with  the  provisions  of  Section  79B-4  and  79B-5 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  Section 
79B-1  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following:  Windows  on  course  not  fireproof,  not  self¬ 
closing.  No  counterbalanced  stairway  to  street.”; 

and 

Whereas,  the  building  is  of  nofi-fireproof  construction, 
3  stories  and  attic  in  height,  20  ft.  x  53  ft.  4  in.  in  area  at 
the  1st  story  and  20  ft.  x  34  ft.  in  area  above,  irregular, 
occupied,  1st  story,  lunch  room ;  2nd  story,  machine  shop,  3 
persons ;  3rd  story,  engraving  and  setting  stones  in  cellu¬ 
loid  combs,  8  persons;  attic,  vacant;  the  means  of  egress 
consisting  of  an  interior  wooden  stairway  extending  from 
the  1st  story  to  the  attic  with  wooden  ladder  to  scuttle  in 
roof,  enclosed  in  lath  and  plaster  partitions  with  wood 
doors  at  the  openings,  a  fire  escape  on  the  front  of  the 
building,  extending  from  the  3rd  story  to  the  2nd  story  with 
drop  ladder  to  the  street,  the  windows  along  the  course 
being  non-fireproof,  an  exterior  iron  stairway  on  the  rear 
of  the  building  extending  from  the  3rd  story  to  the  roof  of 
the  one  story  extension  with  egress  to  the  extension  roof  of 
the  building  on  the  east,  west  and  south,  one  fireproof  case¬ 
ment  window  leading  to  this  stairway;  and 

Whereas,  petitioner  states  that  this  matter  was  taken 
up  with  the  fire  department  and  the  board  of  review  of  the 
fire  department  on  July  13,  1920,  modified  the  order  on 
condition  that  when  a  45  degree  iron  stairway  be  provided 
on  the  rear,  leading  to  the  roof  of  the  extension  and  certain 
windows  be  fireproof,  the  order  would  be  considered  suffi¬ 
ciently  complied  with  and  on  further  condition  that  the 
attic  remain  vacant  and  the  occupancy  be  not  increased, 
which  modified  order  was  complied  with,  and  states  that 
the  2nd  story  balcony  on  the  front  of  the  building  is  so 
low  it  is  impossible  to  erect  a  counterbalanced  stairway 
and  keep  same  10  ft.  above  the  sidewalk,  and  requests  that 
the  action  of  the  board  of  review  of  the  fire  department  be 
ratified;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  so  long  as 
conditions  as  to  occupancy  and  use  set  forth  in  the  action 
of  the  board  of  review  remain  unchanged. 


1631-21-S. 

PETITIONER — F.  P.  Keniston,  for  Louis  A.  Roggen, 

owner. 
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SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 36  East  Broadway,  Man¬ 
hattan. 

APPEARANCES—  . 

For  Petitioner:  F.  P.  Kemston. 

For  Administration:  Inspector  Maher,  ot  the 
fire  department.  . 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 
Inspector  Snackenberg  .  ^ 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 

THE  RESOLUTION : 

(1631-21-S) 

Whereas,  F.  P.  Keniston,  for  Louis  A.  Roggen,  owner, 
filed  Dec.  13,  1921,  a  petition  with  the  board  of  standards 
and ’appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  36  East  Broadway,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  28648 

LD,  dated  Nov.  25,  1921,  reads :  . 

“1.  Provide  a  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  on  the  rear  of 
building  by  constructing  a  fireproof  passageway  with 
an  unobstructed  width  of  at  least  3  feet  throughout, 
leading  to  the  street,  adequately  lighted  at  all  times 
during  working  hours,  or  by  means  of  providing  access 
to  an  open  area  having  communication  with  the  street, 
as  per  section  273  of  the  Labor  Law. 

“2.  Enclose  the  interior  stairway  at  west  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  mater¬ 
ial  extending  continuously  from  the  1st  story  to  3  feet 
above  the  roof,  constructed  as  per  section  271  of  the 
Labor  Law,  and  section  272  of  the  Labor  Law  or  carry 
out  a  proper  alternative  method  of  complying  with  the 
requirements  of  section  271  of  the  Labor  Law.  ; 

^Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height,  25  ft.  x  67  ft.  in  area,  with  a  fire  alarm 
signal  system,  occupied,  cellar,  storage  of  underwear  in 
boxes,  no  persons ;  1st  story,  store,  sale  underwear,  7  per¬ 
sons;  2nd  story,  store,  1  person;  3rd  story,  mfg.  cloaks, 
10  persons;  4th  story,  mfr.  pants.  8  persons;  5th  story,  mfr. 
coats,  17  persons;  the  means  of  egress  consisting  of  an 
interior  wooden  stairway,  extending  from  the  1st  story  to 
the  roof,  enclosed  in  lath  and  plaster  partitions  covered  to 
a  height  of  3  ft.  with  pressed  metal,  with  wood  doors,  metal 
covered  on  the  hall  side  of  the  openings,  there  being  two 
plain  glass  windows  opening  into  the  stair  hall  on  each 
story  a  fire  escape  on  the  rear  of  the  building  extending 
from’  the  roof  to  the  ground,  with  egress  through  the  pub¬ 
lic  hall  of  tenement  at  No.  34  East  Broadway,  the  win¬ 
dows  along  the  course  being  fireproof,  a  fire  escape  on  the 
front  of  the  building  extending  from  the  5th  story  to  the 
2nd  story  with  drop  ladder  in  guides  to  the  street,  the 
windows  along  the  course  being  non-fireproof  (plate  glass;  , 

s.nd 

Whereas  petitioner  states  that  a  similar  order  affecting 
the  rear  fire  escape  was  issued  by  the  fire  commissioner  and 
work  as  required  was  completed  and  accepted  by  the  fire 
department  and  requests  that  in  view  of  the  light  occupancy 
and  lack  of  special  hazard  due  to  such  ^occupancy,  that  the 
present  stair  enclosure  be  accepted,  provided  that  wire  g  ass 
be  substituted  for  the  present  plain  glass  in  the  stair  enclos¬ 
ure  and  all  doors  be  made  self-closing.  .  , 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 


labor  law  and  the  petition  in  so  far  as  it  relates  to  item 
No.  1  be  and  hereby  is  granted,  and  that  the  order  of  the 
fire  commissioner  in  so  far  as  it  relates  to  item  No.  2  be 
affirmed  and  the  petition  in  so  far  as  it  relates  to  this 
item  be  denied. 


68-22-S.  p 

PETITIONER — Samuel  Rosenblum,  for  Estate  of  Wil¬ 
liam  S.  Ridabock,  owner.  . 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  the 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 637  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE—  ,  ,  „  _  . 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 

Inspector  Snackenberg  .  9 

Negative  . . •  •  ••  •  0 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  * 

"THE  RESOLUTION: 

(68-22-S) 

Whereas,  -Samuel  Rosenblum,  consulting  engineer,  for 
Estate  of  William  S.  Ridabock,  owner,  filed,  Jan.  16,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
637  Sixth  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  20451- 
LD,  dated  March  17,  1921,  reads:  ...  . 

“Extend  the  interior  stairways  at  the  south  side  of 
building  to  the  roof,  as  per  sections  79-B-l  and  79-C-l 

of  the  labor  law.  ...... 

“2.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compli¬ 
ance  with  the  provisions  of  sections  79-B-4  and  79-B-5 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
79-B-l  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following:  Windows  on  course  not  fireproof,  not  self¬ 
closing.  No  60  degree  connecting  stairways  between 
balconies.  No  stairway  from  top  balcony  to  roof.  No 
stairway  from  lowest  balcony  to  ground.  No  passage¬ 
way  from  termination  of  fire  escape  to  street.  No  hand¬ 
rails  on  balcony  openings.  Fire  escape  needs  painting.  , 

W^hereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  19  ft.  9  in.  x  60  ft.  in  area  at  the  1st 
story  and  19  ft.  9  in.  x  40  ft.  in  area  above;  occupied,  1st 
story,  saloon;  2nd  story,  employment  agency,  15  persons; 
3rd  story,  mfg.  of  hats,  6  persons ;  4th  story,  skirts,  6  per¬ 
sons ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  4th  story,  with 
wooden  ladder  to  scuttle  in  the  roof,  enclosed  in  lath  and 
plaster  partitions  with  wood  doors  glazed  with  glass  at  the 
openings  and  a  fire  escape  on  the  rear  of  the  building  ex¬ 
tending  from  the  4th  story  to  the  roof  of  the  one  story  ex¬ 
tension,  with  egress  to  the  adjoining  one  story  extensions  on 
the  north  and  south,  the  windows  along  the  course  being 
non-fireproof ;  and 

Whereas,  in  lieu  of  complying  with  the  order,  the  pe¬ 
titioner  proposes  to  reconstruct  the  rear  fire  escape  by  pro- 
viding  a  60  degree  stair  with  platform  to  the  roof,  a  60  de¬ 
gree  stair  to  the  roof  of  the  extension  with  proper  handrails 
and  to  repaint  the  fire  escape  and  to  install  fireproof  self¬ 
closing  windows  along  -the  course  of  the  escape. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
herdby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted, 
on  condition  that  the  rear  fire  escape  be  constructed  with  a 
60  degree  connecting  stairs  with  stairs  and  platform  to 
the  roof,  and  60  degree  ladder  to  the  roof  of  the  extension, 
with  proper  hand-rails,  and  with  self-closing  fireproof  win¬ 
dows  along  the  course  of  the  fire  escape,  and  that  a  fixed 
iron  ladder  be  installed  to  the  scuttle  in  the  roof  of  the 
stair  hall,  and  that  any  obstruction  at  the  foot  of  the  said 
ladder  be  removed. 

1678-21-S. 

PETITIONER — William  Entemann. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  health  commissioner. 

PREMISES  AFFECTED — 594-596  Rogers  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Isidor  Buxbaum. 

ACTION  OF  BOARD — Petition  granted. 

THE  VOTE — 

Affirmative:  Messrs.  Boulton,  Holland,  Ker- 
by,  Superintendents  Brady,  Reville, 
Moore  and  McDermott,  and  Inspector 


Snackenberg  .  8 

Negative:  Chairman  Walsh  .  1 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 

THE  RESOLUTION: 

(1678-21-S) 


Whereas,  William  Entemann,  owner,  filed,  Dec.  10,  1921, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  health  commissioner,  affecting  prem¬ 
ises  594-96  Rogers  avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  health  commissioner,  dated 
Nov.  21,  1921,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  the  City  of  New  York,  held  Nov. 
21,  1921,  your  application  for  a  sanitary  certificate 
for  a  cellar  bakery  at  594-6  Rogers  avenue  in  the 
Borough  of  Brooklyn  was  denied.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  30  ft.  by  70  ft.  in  area,  occupied,  cellar,  bakery;  1st 
story,  store;  tenement  above;  the  cellar  being  7  ft.  11  in. 
in  height  from  floor  to  ceiling  and  the  ceiling  being  level 
with  the  yard  and  curb ;  the  means  of  ventilation  consist¬ 
ing  of  a  window  2  ft.  6  in.  by  2  ft.  to  a  side  court  and  an 
iron  grating  5  ft.  by  5  ft.  over  an  open  areaway  at  the 
front;  and 

Whereas,  petitioner  contends  that  the  building  has  been 
occupied  as  a  bakery  since  1902  and  that  in  1907  work  was 
done  to  comply  with  the  requirements  of  the  tenement 
house  department  and  that  the  owner  did  not  know  about 
the  requirement  for  an  exemption  certificate. 

Resolved,  that  the  board  of  standards  and  appeals  does 


hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted. 

1076-21-S. 

PETITIONER — iSara  Hadley,  for  William  Waldorf 
Astor,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as 
cited  in  order  of  fire  commissioner. 
PREMISES  AFFECTED— 9  East  35th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  H.  W.  Vassar  and  D.  S.  Ben¬ 
nett. 

For  Administration:  Inspector  Maher  of  the 
fire  department, 

ACTION  OF  BOARD — Chairman  read  correspond¬ 
ence.  Reopened;  set  for  hearing  February  7, 
1922. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott,  and 


Inspector  Snackenberg  .  9 

Negative  .  o 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 


401-19-S. 

PETITIONER — Herman  Lee  Meader,  for  William 
Vincent  Astor,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 2-16  West  33rd  street,  5-15 
West  32nd  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspond¬ 
ence.  Reopened;  marked  for  hearing  for  Feb¬ 
ruary  7,  1922,  p.  m. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerby,  Superintendents 
Brady,  Reville.  Moore  and  McDermott,  and 


Inspector  Snackenberg  .  9 

Negative  .  o 

Absent:  Messrs.  Beatty,  Kearney,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
53-21-S. 

PETITIONER— T.  V.  Forster. 

SUBJECT — Approval  of  hose  angle  valve. 
APPEARANCES— 'None. 

ACTION  OF  BOARD — Daid  over  to  February  14, 
1922,  p.  m. 


Adjourned,  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES  

BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon.  January  10,  1922, 
as  they  appeared  in  Bulletin  No.  3,  Vol.  VII.,  are  hereby 
corrected  as  follows : 

( 1268-21 -S) 

Whereas,  the  Manufacturers  Service  Bureau,  for  Her- 
shon  Realty  Co.,  owner,  filed,  October  31,  1921,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  a  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 


an  order  of  the  fire  commissioner,  affecting  premises  81- 
91  Wallabout  street  (front),  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  26842- 
LD,  dated  October  11,  1921,  reads : 

“1.  Extend  the  interior  stairway  at  the  centre  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  100  ft.  by  35  ft.  in  area;  occupied,  1st 
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story,  mfg.  furniture,  3  persons ;  2nd  story,  mfg.  chairs, 

4  persons;  3rd  story,  silk,  10  persons ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the.  1st 
story  to  the  3rd  story  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings ;  a  60-degree  fire  escape  on 
the  rear  of  the  building  at  the  south  end  with  stationary 
stairway  to  the  yard,  a  60-degree  fire  escape  on  the  rear 
of  the  building  at  the  north  end,  connecting  on  the  2nd 
story  with  building  adjoining  with  fire  windows  along  the 

course  of  the  fire  escape;  and 
Whereas,  petitioner  contends  that  the  means  of  egress 

are  adequate.  _ _ 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fixed  iron  ladder  be  provided  to  a 
scuttle  in  the  roof  at  the  head  of  stairs,  top  story. 

Resolved,  further,  that  the  variation  be  granted  only  so 
long  as  conditions  as  to  use  remain  unchanged  and  occu¬ 
pancy  be  not  increased. 


*Correction — First  paragraph,  the  word 
ing  changed  to  “Brooklyn.” 


‘ Manhattan ”  be- 


PUBLIC  HEARING 


nnnnAcrri  AinTMUMEMT  TO  THF  PLUMBING  RULES,  PLUMBING  DRAINAGE,  WATER  SUPPLY, 
PROPOSED T  AMENDMENT '  TO  l  t±b.  ELU -ottILD  inGS— ADOPTED  BY  THE  SUPERINTENDENTS  OF 

SraiSlNGS-  EFFECTIVE APRIL  33° AM  ENDED  BY  THE  BOARD  OF  STANDARDS  AND 
BUILDINGS,  EFFECT!^  ^  im  MARS,  1931 .AND  OCT .  ,1  1  Ml 


(Cal.  No.  715-21-S) 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  that  a  PUBLIC  HEARING  will  be  held 
on  Friday,  February  3,  1922,  at  2  p.  m.,  m  .Room .919, 
Municipal  Building,  Manhattan,  on  the  following  matter. 

(New  matter  is  in  italics.) 

Vent  Pipes. 

91.  All  traps,  except  approved  anti-siphon  traps 
connected  to  main  waste  or  soil  lines  or  to  the  house 
drain  by  branch  piping  not  over  seven  (7)  feet  in 
length  with  a  fall  not  exceeding  two  (2)  inches  per 
foot,  shall  be  protected  from  siphonage  and  back-pres¬ 
sure  by  special  lines  of  vent  pipes;  provided  that  where 
approved  deep-seal  siphon-jet  water. closet  or  slop  sink 
fixtures  are  installed  with  branch  piping  not  over  five 
(5)  feet  in  length  from  fixture  to  main  soil  or  waste 
line,  the  vent  pipe  may  be  omitted  for  such  fixtures  in 
buildings  not  over  eight  (8)  stories  in  height,  and 
where  the  main  soil  or  waste  line  is  made  one  inch  larger 
in  diameter  than  required  by  these  rules,  the  vent  pipe 
may  also  be  omitted  for  such  fixtures  in  building  over 
eight  (8)  stories  in  height. 

a.  (1)  When  not  more  than  four  fixtures  are  on  a  branch 
from  a  riser  line ,  then  traps  need  not  be  ventilated,  provided 
the  zoaste  pipe  from  each  trap  be  at  least  40  per  cent,  greater. 


in  cross  sectional  area,  all  the  way  from  said  trap  to  said 
branch  line,  than  the  inlet  pipe  to  said  trap ;  and!  also  pro¬ 
vided  that  the  cross  sectional  area  of  said  branch  from 
the  riser  line  at  every  point,  be  at  least  equal  to  the  com¬ 
bined  sectional  area  of  all  inlets  to  it,  from  traps  beyond 
that  point. 

a.  (2)  When  more  than  four  fixtures  are  on  a  branch 
from  a  riser  line,  the  trap  of  the  last  fixture  only  (i.  e.,  the 
one  farthest  from  the  riser  line)  need  be  ventilated  as  now 
required.  Provided,  however,  that  the  waste  pipe  from  each 
trap  be  at  least  40  per  cent,  greater  in  area  from  said  trap 
to  the  branch  line,  than  the  inlet  pipe  to  said  trap. 

Note. — In  computing  the  area  of  waste  pipes  from  traps, 
as  above  provided,  the  waste  pipe  from  a  water  closet  may 
be  considered  as  only  40  per  cent,  greater  than .  that  of  its 
flush  pipe,  but  no  water  closet  shall  discharge  into  a  drain 
pipe,  of  less  than  four  inches  from  the  closet  until  it  leaves 
the  building. 

By  riser  line  in  the  foregoing  paragraphs,  ts  meant  a 
continuous  line  of  drain  pipe,  from  its  entrance  to  the  build¬ 
ing  to  its  exit  at  the  roof.  ....  , 

(b)  All  traps,  located  within  three  feet  of  a  riser  line  need 

not  be  ventilated. 

( c )  Any  fixture,  other  than  a  zvater  closet  or  urinal,  whose 
outlet  is  located  within  six  feet  of  a  water  closet,  may  dis¬ 
charge  into  the  bowl  of  said  water  closet,  without  a  trap. 


PUBLIC  HEARING 


PRDPOSFD  AMENDMENT  TO  THE-  FIRE  RETARDING  RULES — ADOPTED  BY  THE  BOARD  OF 
PROPOSED  AMMDMtNMU^l  APPEALSi  AUG.  30,  1917;  AMENDED  NOV.  1  1917 


(366-21-S) 

NOTICE  IS  HEREBY  GIVEN  by  the  Board  of  Stand¬ 
ards  and  Appeals  that  a  PUBLIC  HEARING  will  be  held 
on  Friday,  February  3,  1922,  at  2  p.  m.,  in  Room  919,  Muni¬ 
cipal  Building,  Manhattan,  on  the  following  matter: 

(New  matter  is  in  italics.) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used 
as  garages,  motor  vehicle  repair  shops  or  oil  selling  sta- 

tl0(a)  One-half  (l/2)  inch  plaster,  boards,  or  three-eighth 
(24)  inch  gypsum  zvall  boards  weighing  not  less  than  six- 


OU,  JLUJ-4  ,  A  ^  T  •  '  .  1  •  • 

teen  (16)  pounds  per  square  yard,  with  pointed  joints,  cov¬ 
ered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
inch  lapped  seams  nailed  to  the  wood  beams  when  spaced 
not  more  than  sixteen  (16)  inches  on  centers,  or  nailed 
to  furring  strips  when  the  floor  beams  are  spaced  more 
than  sixteen  (16)  inches  on  centers;  . 

(b)  Two  thicknesses  of  one-quarter  04)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  nailed  to  the 
beams,  when  spaced  not  more  than  sixteen  (16)  inches  on 
centers,  or  nailed  to  furring  strips  when  the  floor  beams 
are  more  than  sixteen  (16)  inches  on  centers; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters  04) 
inch  thick. 


NOTICE 


^"Copies^oT'theAevTsed  Plumbing  Rules  may  be  obtained,  without  charge  on  application  at  the  office  of  the 

William  J.  O’Gorman,  Secretary. 
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ANNUAL  REPORT 


Hon.  John  F.  Hylan,  January  9th,  1922. 

Mayor,  New  York  City. 

Sir:— I  have  the  honor  to  submit  for  your  information  the  annual  report  of  the  Board  of  Appeals  and 
Board  of  Standards  and  Appeals,  combined,  for  the  year  1921,  which  is  set  forth  as  follows : 


_ MEETINGS  OF  THE  BOARD. 

Board  of  Appeals . ” 

Board  of  Standards  and  Appeals  . 

Total  meetings  . 

Total  number  of  Inspections  . 


DISPOSITION  OF  CASES. 


Cases  Disposed  of  by  Board  of  Appeals. 


Appeals  from  Administrative  Orders  .  613 

Appeals  under  Building  Zone  Resolutions  .  331 


Total  disposed  of  . .  944 

Appeals  pending  December  31st,  1921  .  262 


Cases  Disposed  of  by  Board  of  Standards  and  Appeals 

Petitions  for  Variations  of  Labor  Law  .  355 

Petitions  for  the  approval  of  Appliances  and  Materials  28 
Petitions  for  the  Adoption  of  Rules  .  4 


Total  disposed  of  . 

Petitions  pending  December  31st,  1921 


Cases  pending  Jan.  1,  1921  . 

Cases  filed  year  1921  . 

Restored  to  Calendar  . 

Requests  to  reopen  . 

Requests  for  modification  . *  " 

Requests  for  extension  of  time . 

Requests  to  amend  . 

Requests  to  rescind . 

Administrative  requests  . 

Total  . 

Disposed  of  . 

Cases  pending  December  31,  1921 


SUMMARY. 


90 

1720 

22 

96 

17 

28 

6 

3 

4 

1986 

1597 


Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition 
Resolutions  modified 
Resolutions  rescinded 
Resolutions  amended 

Rules  adopted . 

Appliances  approved 

Total  . 


389 


102 

296 

337 

318 

509 

11 

1 

5 

4 

14 


1597 


_ _ CASES  pending. 

Pier  Cases  awaiting  Court  Decision  ... 

Cases  awaiting  resolution  of  Board  of  Aldermen . 

Appeals  from  Administrative  Orders 
Appeals  under  Building  Zone  Resolution 
Petitions  for  variation  of  Labor  Law 

Petitions  for  approval  of  appliances  . 

Petition  for  adoption  of  Rules  . ! 


42 

5 

125 

90 

101 

25 

1 


Total 


___ _ ____  MONEYS  RECEIVED. 

Subscriptions  to  Bulletin  . 

Cash  sales  oi  Bulletin  . . 


389 


$607750 

$165.17 


Total  (paid  to  Chamberlain) 


REVIEW  (1916  to  1922). 


Year. 

Cases 

Filed. 

Pending 
Requests  Previous 
Filed.  year. 

Total 
to  dis¬ 
pose  of. 

With¬ 

drawn. 

Dis¬ 

missed. 

Denied. 

Granted, 

etc. 

Request 

Actions. 

Total 

Cases. 

Pending 
Dec.  31st. 

1916 

502 

32 

0 

534 

39 

64 

59 

204 

32 

398 

136 

1917 

2620 

35 

136 

2791 

291 

154 

241 

838 

35 

1559 

1232 

1918 

1734 

160 

1232 

3126 

803 

666 

418 

1009 

160 

3056 

70 

1919 

1005 

73 

70 

1148 

105 

47 

271 

594 

41 

1058 

90 

1920 

793 

114 

90 

997 

84 

100 

233 

457 

33 

907 

90 

1921 

1720 

176 

90 

1986 

102 

296 

337 

827 

35 

1597 

389 

Total 

8374 

590 

1618 

10582 

1424 

1327 

1559 

3929 

336 

8575 

2007 

WILLIAM  J.  O’GORMAN,  Secretary. 


Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 
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PROGRESS  REPORT 


SUMMiARY. 

Cases  pending  December  31,  1921  .  389 

Cases  filed  up  to  and  including  Jan.  26,  1922 .  409 ' 

Restored  to  calendar  .  ^ 

Miscellaneous  Actions. 

. .  16 

Requests  to  reopen  . . 

Requests  to  amend  . 

Requests  for  modification  . ^ 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

^  535 

Disposed  ot  .  . 

Cases  pending  January  26,  1922  .  417 


DISPOSITION  OF  CASES. 

Withdrawn  .  44 

Dismissed  .  ® 

Denied  . 

Granted  . .  . . ”  *  *  ^ 

Granted  on  condition  .  54 

Appliances  approved  .  4 

Appliances  disapproved  .  2 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  14 

Requests  to  reopen  denied  .  * 

Requests  to  amend  granted  .  4 

Requests  to  amend  denied  .  J' 

Requests  for  modification  granted  .  3 

Requests  for  modification  denied  .  4 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . . . • .  “ 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied .  ” 

Rules  approved  .  0 

Rules  disapproved . .. 

Requests  to  install  granted  . « .  * 

Requests  to  install  denied  . - 

Administrative  requests  granted  .  ~ 

Administrative  requests  denied  .  Q 

Requests  withdrawn  . . 

Total  .  118 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  or  relief  at  the  hands  of  the  Board  of 
Sandards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  Sawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  board. 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
The  calendars  of  these  boards, .each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of^tRe 

htThifd,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 

newspapers.  .  .  , 

Fourth,  That  no  one  is  entitled  to  written  notice  ot  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

That  the  business  of  these  boards  is  to  dispose  of 
all  case’s  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 


Street 


My  subscription  is  to  begin  with  the  issue  for 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if 
any,  and  will  be  called  in  Room  919,  on  Tuesday,  February 
7,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  February  14,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

_  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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Restored  to  Calendar. 


CALENDAR 


DOCKET. 

Cases  Filed,  Week  Ending  February  2nd,  1922. 


Cal.  No. 

1 QS-99-9 

Department 

Order  No. 
. Alt.  1115-1921 

-1  97-9.9-9 

. LD  24652 

1 Qfi_99_9 

• 

. 652  Liberty  st. 

iqi;  99_  A 

. LC  69728 

134-22-BZ - 

. T.H.  ... 

...Bldg.  Zone  dec.  T.H.D. 

199  99- A 

. F  29249 

199  99-R7 

. LC  10789 

191  _99_  A 

. NB  24-1922 

1 90-99-9 

. LD  28731 

129-22-S . . 

. B.B.M.  . 

. Alt.  3104-1921 

1463-18-BZ . B.B.Bx . NB  139-1918 


852-19-BZ . B.B.Bx . NB  511-1919 


582-21-BZ . B.B.B . NB  6142-1921 


985-21-BZ . B.B.Q .  NB  6153-1921 


1351-21- A . ' - F.D . F  26933 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . * . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


1 9S-99-9 

. LD  10457 

1 97-99- A 

. Alt.  1038-1921 

19(1-99- A 

. NB  451-1921 

1 9*1_99-  A 

. LC  69195 

19 1  99-T X7 

. LC  69702 

123-22-BZ . 

...B.B.M.  ... 

. Viol.  110-111-1922 

122-22- S . F.D . LD  30123-30124 


1 91 -99-9 

....LD  29954 

190-99- A 

. F  23242 

1 IQ-99- A 

. LC  12260 

1 1 Q-99- A 

....LC  15341 

1 1  7-99.9 

....LD  29619 

1 1  fi-99-  A 

...Alt.  1394-21 

1 1  S1-99-BZ 

.NB  17589-21 

114-22-S . 

. F.D.  ..LD  Photo  446, 

LD  Photo  160 

113-22-S . 

Flatbush  ave. 

112-22-S . F.D .  Appliance 

_ _  1 

111-22-A . F.D . LC  69451 

1  ■1*|*IU1 

NB  93-1922 

t  >  t 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  7,  1922,  at  3  p.  m. 

Building  Zone  Cases. 

268-21-BZ. 

APPLICANT— Alfred  A.  Scharbius. 

PREMISES — 1424  East  17th  street.  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  four  pleasure  vehicles. 

1074-31-BZ. 

APPLICANT — De  Pace  &  Juster,  for  Highbridge  Build¬ 
ing  Co.,  owner. 

PREMISES — Northeast  corner  Burnside  avenue  k  Cfea- 
ton  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  resi¬ 
dence  district  the  erection  of  a  two  story  store  and 
business  building. 

18-22-BZ. 

APPLICANT— Euell  &  Euell. 

PREMISES — 2499-2501  Amsterdam  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  four 
story  public  garage. 

1575-21-BZ. 

APPLICANT — Charles  B.  Meyers,  for  205  West  39th 
Street  Co.,  Inc.,  owner. 

PREMISES — 211-223  West  39th  street,  Manhattan. 

TO  PERMIT  in  a  two  times  district  the  erection  of  a 
building  to  a  height  in  excess  of  that  permitted 
by  the  zoning  resolution. 

1675-21-BZ. 

APPLICANT — DePace  &  Juster,  for  Kemp  Jones  Realty 
Co.,  owner. 

PREMISES — East  side  Creston  avenue,  between  Tremont 
avenue  and  178th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  and  partly  residence 
district  the  erection  of  a  two  story  store  and  busi¬ 
ness  building. 

1177-18-BZ. 

APPLICANT— Wm.  T.  McCarthy. 

PREMISES — 702-704  Sixth  avenue,  northwest  corner 
22nd  street,  Brooklyn. 

TO  PERMIT  extension  of  permit  for  reconstruction  of  a 
stable  building  and  its  conversion  into  public 
garage. 


110-22-BZ. . . . 


..B.B.Bx. 


CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  February  7,  1922,  at  10  a.  to. 

Appeals  from  Administrative  Orders. 

1365-21-A — 248-264  North  8th  street,  Brooklyn. 

1383-21-A — 304  West  54th  street,  Manhattan. 

1301-21-A — 365  East  158th  street,  The  Bronx. 

1648-21-A — 2479-2491  Amsterdam  avenue,  Manhattan. 
1650-21-A — 57-65  Maiden  Lane,  93-97  William  street,  Man¬ 
hattan. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1690- 21-A — 2-10  Evergreen  avenue,  Brooklyn. 

1691- 21-A — 7-9  Bond  street,  Manhattan. 

1693-21-A — 201  West  72nd  street,  Manhattan. 

1697-21-A — 315-329  Rutledge  street,  Brooklyn. 

1716-21-A — 526-532  West  28th  street,  Manhattan. 

1592-21-A — Unionport  Road  &  Walker  avenue,  The  Bronx. 
1598-21-A — 28  Second  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  February  7, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  1613-21-BZ — Application,  December  10,  1921,  under 

the  building  zone  resolution,  of  Gus- 
tavus  T.  Kirby,  applicant  and  owner, 
to  permit  partly  in  a  residence  and 
partly  business  district  the  extension  in 
area  and  height  of  existing  business 
building;  premises  55-57  East  56th 
street,  571-579  Madison  avenue  and  30 
East  57th  street,  northeast  corner  56th 
street  and  Madison  avenue,  Manhattan. 
cal.  no.  1655-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Es¬ 
tate  of  Max  Freund,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
business  district  the  erection  of  a  two 
story  public  garage ;  premises  2469- 
P471  Amsterdam  avenue,  Manhattan. 

cal.  no.  1280-21-BZ — Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Patter¬ 
son  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles;  premises  1178  Forest  avenue, 
The  Bronx. 

cal.  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Wm.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars ;  premises  7825  87th  road,  Queens. 

cal.  no.  1380-21-BZ — Application,  November  11,  1921,  under 
the  building  zone  resolution,  of  Mary 
Sullivan,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  five  car  garage ;  premises 
north  side  of  Dorothea  Place,  98  ft. 
east  of  Marion  avenue,  The  Bronx. 

cal.  no.  1381-21-BZ — Application,  November  14,  1921,  under 
the  building  zone  resolution,  of  M.  H. 
McGuire,  applicant,  on  behalf  of  Ful¬ 
ton  Ice  Co.,  Inc.,  owner,  to  permit  in  a 
“B”  area  district  the  omission  ,of  side 


courts;  premises  138-140  Cherry  street, 
Manhattan. 

CAL.  NO.  1454-21-BZ— Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Maur¬ 
ice  Deutsch,  applicant,  on  behalf  of 
Maurice  Deutsch  Building  Corporation, 
owner,  to  permit  partly  in  a  business 
and  partly  residence  district  the  erec¬ 
tion  of  a  building  to  be  occupied  in  part 
for  business  use;  premises  northwest 
corner  Burnside  avenue  and  Grand 
Concourse,  The  Bronx. 

cal.  no.  1540-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar  Wm. 
Swift,  attorney,  on  behalf  of  Fred  G. 
Scholl  &  Elis.e  Scholl,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars ;  prem¬ 
ises  7826  87th  Road,  Queens. 

cal.  no.  1587-21-BZ — Application,  December  7,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Cohen,  applicant,  on  behalf  of  J. 
Sidney  Bernstein,  owner,  to  permit 
partly  in  a  business  district  and  partly 
residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  southeast  cor¬ 
ner  Crotona  Parkway  and  East  180th 
street,  The  Bronx. 

cal.  no.  1595-21-BZ — Application,  December  7,  1921,  under 
the  building  zone  resolution,  of  John 
DeHart,  architect,  on  behalf  of  Frank 
Raichle,  owner,  to  permit  in  a  residence 
district  the  extension  in  area  and  alter¬ 
ation  and  conversion  of  existing  stable 
into  public  garage ;  premises  945-947 
59th  street,  Brooklyn. 

cal.  no.  985-21-BZ — For  interpretation.  Application,  Au¬ 
gust  23,  1921,  under  the  building  zone 
resolution,  to  permit  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence 
district  the  erection  of  a  motion  pic¬ 
ture  theatre  and  community  building; 
premises  west  side  114th  street  (Stoot- 
hoff  avenue),  91.32  feet  south  of  Lib¬ 
erty  avenue,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  7,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1154-21-S— 65-67  East  8th  street,  Manhattan. 

1666-21-S — 16-18  Maiden  Lane,  Manhattan. 

1698-21- S— 20  East  13th  street,  Manhattan. 

1358-21-S — 111  East  28th  street,  Manhattan. 

1391-21-S — 206  Broadway,  Manhattan. 

1255- 21-S — 141  West  54th  street,  Manhattan. 

1256- 21-S — 113-119  Broadway,  Brooklyn. 

1412-21-S— 534-536  West  37th  street,  Manhattan. 

1420-21-S — 345-347  Greenwich  street,  Manhattan. 

1441-21-S — 419-421  Lafayette  street,  Manhattan. 

1570-21-S — 978  Kent  avenue,  Brooklyn. 

1596-21-S — 61  West  15th  street,  Manhattan. 

1602-21-S — 146  5th  avenue,  Manhattan. 

1618-21-S — 113-117  West  31st  street,  Manhattan. 

1635-21-S — 69  Leonard  street,  251  Church  street,  Manhattan. 
1660-21-S — 4132  Park  avenue,  The  Bronx. 

1709-21-S — 116-122  East  24th  street,  Manhattan. 

5-22-S — 124  East  13th  street,  Manhattan. 

401-19-S — 2-16  West  33rd  street,  5-15  West  32nd  street, 
Manhattan. 

1076-21-S — 9  East  35th  street,  Manhattan. 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  14,  1922>  at  2  p.  m. 

Building  Zone  Cases. 

1681-21-BZ.  .  r  . ,  11  it  T3 

APPLICANT— Charles  B.  Meyers,  for  Luttrell  H.  Ked- 

ner. 

PREMISES— 336  West  70th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  a  public  garage. 

APPLICANT— Henry  C.  Brucker,  for  Louis  Firmbach, 
owner. 

PREMISES— 2022  Linden  street,  Queens.  . 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  a 
three  car  garage. 

APPLICANT— Samuel  J.  Kessler,  for  Albert  Schwarzler, 
owner. 

PREMISES— 1229  Morris  avenue,  The  Bronx 

TO  PERMIT  partly  in  a  business  district  and  partly  resi¬ 
dence  district  the  erection  of  a  motion  picture  thea¬ 
tre  and  stores. 

1369-21-BZ.  „  T  .  o  c 

APPLICANT— Otto  Reissmann,  for  Louis  Blau  &  bons, 

owner. 

PREMISES— 647  East  9th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  unre¬ 
stricted  district  the  erection  of  a  one  story  dry 
cleaning  and  dyeing  establishment. 

86-22-BZ.  ,  „ 

APPLICANT— John  J.  Dunnigan,  for  Caroline  C.  W.  Era¬ 
ser,  owner. 

PREMISES— 4720-4732  Third  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  public  garage. 

1683-21-BZ. 

APPLICANT— Peter  Damm,  applicant  and  owner. 

PREMISES— 529-533  East  80th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  extension  of  two 
stories  in  height  to  existing  body  building,  paint¬ 
ing  and  garage  building. 

852-19-BZ.  .  . 

APPLICANT— Edwin  Wilbur,  for  John  Massimino,  owner. 

PREMISES— 233  East  162nd  street.  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles. 

1463-18-BZ.  „  ,  __  . 

APPLICANT— Starrett  &  Van  Vleck.  for  John  Massi¬ 
mino,  owner. 

PREMISES— Northwest  corner  162nd  street  and  Grant 
avenue,  The  Bronx. 

TO  PERMIT  the  erection  of  a  public  garage  extending  15 
feet  into  business  district. 

582-21-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Frederick  L.  Cran¬ 
ford,  owner. 

PREMISES— 346-370  Schenectady  avenue,  Brooklyn. 

TO  PFRMIT  in  a  residence  district  the  erection  .of  a  pub¬ 
lic  garage  for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 


1604-21tA — 154  Leroy  street,  Manhattan. 

1606-21-A — 159-161  Varick  street,  Manhattan. 

1623-21-A— 8812  76th  street,  Queens. 

1625-21-A— 539-549  Fordham  road,  The  Bronx. 

1679-21-A — 6-8  Fletcher  street,  Manhattan. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1695-21-A— 410-412  West  52nd  street,  Manhattan. 

1704-21-A— 31-33  Rockaway  road,  Jamaica,  Queens. 
1707-21-A— 59-61  Wall  street,  Manhattan. 

1715-21-A — N.  S.  Harris  avenue,  25  ft.  west  of  Sherman 
Place,  Queens. 

1491-21-A — North  side  Hillside  avenue,  400  ft.  east  of 
Nagal  avenue,  Manhattan. 

1589-21-A — 301  Stockholm  street,  Brooklyn. 

1665-21-A — 212  Driggs  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap- 
paala  of  a  public  hearing  under  the  provision!  of  th* 

building  zone  resolution,  Tuesday  morning,  February  14, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 
cal.  no.  1143-21-BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles ;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 

CAL.  NO.  882-21-BZ — Application,  July  15,  1921,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Hen- 
wood  Building  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  one  story  public  garage; 
premises  107-117  Henwood  Place,  The 
Bronx. 

cal.  no.  1311-21-BZ — Application,  November  7,  1921,  under 
the  building  zone  resolution,  of  A.  E. 
Richardson,  architect,  on  behalf  of 
Helen  C.  McCauley,  owner,  to  permit 
partly  in  a  business  and  partly  resi¬ 
dence  district  the  extension  in  area  to 
existing  factory  building;  premises 
196-198  Corona  avenue,  Queens. 
cal.  no.  1448-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  I. 
Margon  &  C.  Glaser,  architects,  on  be¬ 
half  of  Highbridge  Building  Com¬ 
pany,  owner,  to  permit  partly  in  a  busi¬ 
ness  district  and  partly  residence  dis¬ 
trict  the  erection  of  stores;  premises 
northeast  corner  176th  street  and  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  1611-21-BZ — Application,  December  9,  1921,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  F.  Hammel,  architect,  on  behalf 
of  Bruce  G.  Blackmar,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
in  area  to  existing  garage  for  four  ad¬ 
ditional  cars ;  premises  317  Ovington 
avenue.  Brooklyn. 


Tuesday,  February  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

35-22-A — 2770  Bainbridge  avenue,  The  Bronx. 
1489-21-A— 1652-1660  Broadway,  790-792  Seventh  avenue, 
northeast  corner,  Manhattan. 

1351-21-A — 419-421  Lafayette  street,  Manhattan. 
1667-21-A— 1920-1932  Broadway,  Manhattan. 

1539-21-A — 12  West  50th  street,  Manhattan. 


cal.  no.  1662-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Koppe,  architect,  on  behalf  of 
Nathan  Wilson,  owner,  to  permit  part¬ 
ly  in  a  business  and  partly  residence 
district  the  erection  of  a  theatre  build¬ 
ing;  premises  51-65  Burnside  avenue, 
northeast  corner  Walton  avenue,  The 
Bronx. 

Wiuliam  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  14,  1922,  at  2  p.  m. 

Petition  for  Variation . 

1397-21-S — 34-36  Cooper  Square,  Manhattan. 

Appliances  Submitted  for  Approval. 

1372-31-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

744-21-S — Safandshur  Fire  Extinguisher. 

366-21-S — Bestwall.  (Approval  of.) 

818-21-S — Single  Stroke  Revised  Alarm  Bell. 

897-21-S — Gunite  Slabs  (Material). 

943-21-S — Approval  of  Coen  Mechanical  Oil  Burning  Sya- 
tem. 

13T8-31-S— Hammel  Oil  Burner,  approval  of. 

908-31 -S — Century  Rotary  Pump. 

360-31-S — Approval  of  Conran  Electric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher — approval  of. 

1488-21-S— Caloroil  Burner — approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-31-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

1615-31-S — Ebony  Asbestos  Wood  for  Fire  Alarm  Control 
Panels,  approval  of. 

9T8-81-S — Howard  Pressure  Reducing  Nipple  and  Coup¬ 
ling,  approval  of. 

1108-21-S— Silent  Watchman  Corporation  Panic  Bolt,  ap¬ 
proval  of. 

1706-31-S — Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 

16-32-S — Alternating  Current  and  Direct  Current  Control 
Board  for  Fire  Alarm  Systems,  approval 
of. 

35-22-S— Ballard  Oil  Burner,  approval  of. 

86-23-S — Petroleum  Heat  and  Power  Company  Oil  Bur¬ 
ner,  approval  of. 

53-21-S— Angle  Hose  Valve. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Os¬ 
trander  Trouble  Bell. 


BOARD  OF  APPEALS. 

Tuesday,  February  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

10-22-A— 110-118  Leroy  street,  Manhattan. 

20-22- A — Southeast  corner  Hopkinton  Ave.  (95th  St.)  & 
Jerome  Ave.,  Ozone  Park,  Queens. 

9-22-A— 2562  Third  avenue,  The  Bronx. 

14-22-A— 1639-1649  Broadway,  Manhattan. 

19-22-A — 293  West  4th  street,  48  Bank  street,  Manhattan. 

29-22-A— 866  Grand  street,  Brooklyn. 

66- 22-A — 149  Broadway,  Manhattan. 

67- 22-A— Block  bounded  by  138th  street  and  139th  street, 

Hamilton  Place  and  Broadway,  Manhattan. 


69-22-A — 75  Ogden  avenue,  The  Bronx. 

77-22-A — 23  East  56th  street,  Manhattan. 

82-22-A— 1371-1373  47th  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provision!  of  the 

building  zone  resolution,  Tuesday  morning,  February  21, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  1456-21-BZ — Application,  June  21,  1921,  under  the 
building  zone  resolution,  of  Thomas 
Buttermark,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  three  car  garage;  premises 
434  Britton  avenue,  Richmond. 

cal.  mo.  1393-21-BZ — Application,  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

» 

Tuesday,  February  21,  1922,  at  2  p.  m. 

Petitions  for  Variation. 

15‘64-21-S — 355  West  Broadway,  Manhattan. 

1621-21-S — 62  Dey  street,  Manhattan. 

1637-21-S — 514-518  West  24th  street,  Manhattan. 

1654-21-S — 209  West  29th  street,  Manhattan. 

1656- 21-S — 366  Eighth  avenue,  Manhattan. 

1657- 21-S — 108  West  28th  street,  Manhattan. 

1689-21-S — 5-11  East  137th  street,  Manhattan. 

1710-21-S — 86  Walker  street,  Manhattan. 

1712-21-S — 80  West  Houston  street,  Manhattan. 

2-22-S — 585-587  Fulton  street,  Brooklyn. 

24-22- S — 196-198  Siegel  street,  Brooklyn. 

42-22-S — 312-316  Broadway,  Manhattan. 

46- 22-S — 19  West  26th  street,  Manhattan. 

47- 22-S — 475  Broadway,  48  Mercer  street,  Manhattan. 

48- 22-S — 6-10  Stanwix  street,  Brooklyn. 

49- 22-S — 84-86  West  Broadway,  Manhattan. 

55-22-S — 18  Division  street,  Manhattan. 

78- 22-S — Southeast  corner  Bodine  and  Hamilton  streets, 

Queens. 

79- 22-S — 52  East  4th  street,  Manhattan. 

84-22-S — 42  Meeker  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday ,  March  7,  1922,  at  10  a.  m. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  7,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

CAL.  NO.  1444-21-BZ— Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Bly 
and  Hamann,  architects,  on  behalf  of 
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Patrick  McTieman,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
public  garage ;  premises  719-723  Lin¬ 
coln  Place,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  March  10,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21- A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  \ork 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  March  17,  1922,  at  10  a.  m. 

The  forty-three  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattaa. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879- 19- A— Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1,  (Old),  North  River,  Manhattan. 

882- 1 9-A— Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A—  Pier  78,  North  River,  Manhattan. 


886-19- A— Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street  North 

River,  Manhattan.  (Order  No.  95585-F.  • 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20- A — Pier  36.  East  River,  foot  of  Pioneer  street 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A— Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A— Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A— Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A— Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20- A— Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A— Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A— Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A— Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S— East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15.  East  River,  Manhattan. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  31, \  1922. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  ot 
appeals,  held  on  Tuesday  .morning,  January  24  1922, 

were  approved  as  printed  in  the  Bulletin,  No.  5,  Vol. 

VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
822-21-A. 

APPELLANT — Standard  Oil  Company  of  New  York. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Review  avenue  and  Thomas 
street,  northerly  side,  Newtown  Creek,  Blissville, 
Queens. 

APPEARANCES— 

For  Appellant:  Percy  J.  King  and  C.  W.  Smith. 
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For  Administration:  Inspector  McCabe  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  . 6 

N egative  .  0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(822-21-A) 

Whereas,  The  Standard  Oil  Company,  owner,  filed,  July 
22,  1921,  an  appeal  with  the  board  of  appeals  from  an 
order  of  the  fire  commissioner,  affecting  premises  Re¬ 
view  avenue  and  Thomas  street,  on  the  northerly  side  of 
Newtown  Creek,  Blissville,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
65770-C,  dated  July  19,  1921,  reads: 

“1.  With  reference  to  your  application  for  a  per-* 
mit  to  store  and  use  fuel  oil  at  the  above  location, 

I  regret  to  inform  you  that  I  am  without  power  to 
grant  such  a  permit  for  the  reason  that  the  storage 
and  use  of  fuel  oil  is  not  in  accordance  with  the  rules 
adopted  by  the  Board  of  Standards  and  Appeals  on 
Nov.  6,  1919,  effective  Dec.  1,  1919. 

“You  are  therefore  ordered  to  forthwith  remove  all 
fuel  oil  from  the  premises  and  discontinue  the  fur¬ 
ther  storage  and  use  of  fuel  oil  at  the  above  loca¬ 
tion.”  ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
facing  on  Newtown  Creek  used  as  an  oil  refinery  and 
distilling  plant,  on  which  plot  there  are  various  buildings 
and  tanks ;  and 

Whereas,  the  appellant  filed  an  application  with  the 
fire  department  on  April  11,  1921,  for  a  renewal  of  a  per¬ 
mit  to  operate  an  oil  refinery  on  the  premises,  which  ap¬ 
plication  was  denied;  and 

Whereas,  the  appellant  states  that  the  plant  has  been 
in  operation  in  the  same  location  for  over  40  years  and  that 
the  plant  is  operating  with  the  “Best”  Burner,  which  burner 
has  been  approved. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby 
is  granted. 


823-21-A. 

APPELLANT — Standard  Oil  Company,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — West  avenue,  10th  street,  East 
River,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Appellant:  Percy  J.  King  and  C.  W.  Smith. 
For  Administration:  Inspector  McCabe  of  the  fire 
department. 

ACTION  OF  BOARD — Report  of  committee  adopted. 

Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 


THE  RESOLUTION: 

(823-21-A) 

Whereas,  The  Standard  Oil  Company,  owner,  filed,  July 
22,  1921,  an  appeal  with  the  board  of  appeals  from  an 
order  of  the  fire  commissioner,  affecting  premises  West  ave¬ 
nue,  10th  street,  East  River,  Long  Island  City,  Queens ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  Order 
No.  65865-C,  dated  July  19th,  1921,  reads: 


“With  reference  to  your  application  for  a  permit 
to  store  fuel  oil  at  the  above  location,  I  regret  to 
inform  you  that  I  am  without  power  to  grant  such  a 
permit  for  the  reason  that  the  storage  of  fuel  oil  at 
the  above  location  is  not  in  accordance  with  the  rules 
adopted  by  the  Board  of  Standards  and  Appeals  on 
Nov.  6,  1919,  and  effective  Dec.  1,  1919. 

“You  are  therefore  ordered  to  forthwith  remove 
all  fuel  oil  from  the  storage  tank  and  discontinue 
the  further  storage  and  use  of  fuel  oil  at  the  above 
location.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  lo¬ 
cated  at'  West  avenue,  10th  street,  Nott  avenue,  East 
River,  8th  street  and  the  eastern  shore  of  the  East  River; 
occupied  by  The  Standard  Oil  Company  for  the  distilla¬ 
tion,  refining  and  manufacture  of  oil;  and 
Whereas,  appellant  applied  to  the  fire  department,  on 
April  12,  1921,  for  the  renewal  of  a  permit  for  this  re¬ 
finery,  which  application  was  denied;  and 

Whereas,  appellant  states  that  the  plant  has  been  in 
operation  continually  for  over  40  years ;  and 
Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports  as  follows: 

“A  Committee  of  the  Board  consisting  of  Chair¬ 
man  Walsh,  Messrs.  Beatty,  Boulton,  Holland,  Kear¬ 
ney  and  Fire  Chief  Kenlon,  visited  the  premises  West 
Avenue  and  10th  Street,  Long  Island  City,  Queens, 
to  observe  and  inspect  the  existing  fuel  oil  burning 
installation  in  operation  in  the  Standard  Oil  Com¬ 
pany’s  plant  at  the  above  location  on  which  an  ap¬ 
peal  from  an  order  of  the  Fire  Commissioner  was 
taken  to  this  Board. 

“After  a  public  hearing  on  Jan.  10,  1922,  and  full 
discussion  of  the  case  there  remained  but  two  items 
of  the  order  undecided,  namely,  the  burner  and  pump, 
which  were  recommended  for  inspection. 

“A  Committee  of  Inspection  visited  and  found  a 
Parsons  Burner  in  actual  operation  in  each  of  the 
several  boilers.  This  burner  does  meet  with  all  prac¬ 
tical  requirements  of  the  Fuel  Oil  Rules  of  the  Board 
and  functions  with  mechanical  and  practical  accuracy; 
the  Committee  therefore  recommends  that  the  Par¬ 
sons  Burner  be  approved  for  fuel  oil  burning  installa¬ 
tion.” 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby 
is  granted. 


1378-21-A. 

APPELLANT — Van  Wyck  Garage,  Inc.,  for  Catherine 
Reich,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 20  Van  Wyck  avenue,  Rich¬ 
mond  Hill,  Queens. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  dismissed,  as  the  order 
has  been  rescinded  by  the  fire  department. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  . 6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 


THE  RESOLUTION: 

(1378-21-A) 

Whereas,  Van  Wyck  Garage,  Inc.,  for  Catherine  Reich, 
owner,  filed,  November  14,  1921,  an  appeal  with  the  board 
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of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  20  Van  Wyck  avenue,  Richmond  Hi  , 

Queens;  and  .  .  XT 

Whereas,  the  order  of  the  fire  commissioner,  No.  6,462- 

LC,  dated  Oct.  17,  1921,  reads: 

“1.  Have  day  and  night  foreman  apply  tor  and 

secure  certificate  of  Fitness.  *  *  * 

“2.  Install  an  approved  oil  separator,  trap  or  simi¬ 
lar  apparatus.  *  *  *” ; 

Whereas,  the  building  is  of  noi>fireproof  construc¬ 
tion,  two  stories  in  height,  with  a  one  story  rear  ex¬ 
tension,  the  two  story  portion  being  29  ft.  J4  in.  by  21  It.  o 
in.  and  the  one  story  building  37  ft.  5  in.  by  67  ft.  1.0  in., 
occupied  in  the  lower  part  of  the  two  story  portion  as  ^ 
a  radiator  repair  shop,  the  upper  part  as  a  residence, 
the  one  story  section  in  the  rear,  as  an  automobile  repair 

shop ;  and  .  ,  ,  . 

Whereas,  the  appellant  contends  that  the  premises  is  , 
used  as  a  repair  shop  and  not  as  a  garage  and  that  no 
washing  of  cars  is  done  on  the  premises  and  that  the  oil 
separator  is  unnecessary;  and  .  ,  ,  , 

Whereas,  it  appears  that  the  order  was  rescinded  by 
the  fire  commissioner  Jan.  13,  1922.  . 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dis¬ 
missed. 


1365-21- A.  , 

APPELLANT— Tobias  Goldstone,  for  Walzer  Brothers 
Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 248-264  North  8th  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  February  7th,  1922, 
at  10  a.  m.,  for  final  action. 


THE  RESOLUTION: 

(1152-21-A) 

Whereas,  Fred  H.  Johansmeyer,  owner,  filed,  Decem¬ 
ber  19,  1921,  an  appeal  with  the  board  of  appeals  from  an 
order  of  the  fire  commissioner,  affecting  premises  1247 
Theriot  avenue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  8356- 
C,  dated  September  16,  1921,  reads : 

“1.  Discontinue  the  maintenance  of  garage  which  is 
not  maintained  strictly  as  an  accessory  to  dwelling  on 
same  lot,  on  these  premises.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  50  ft. 
x  100  ft.  in  area,  located  in  a  residence  district,  upon  the 
front  of  which  is  a  one  family  dwelling  and  upon  the  rear 
a  one  story  frame  building,  23  ft.  6  in.  x  17  ft.  in  area;  occu¬ 
pied  as  a  garage,  the  atlas  showing  the  premises  divided 
into  two  lots ;  and 

Whereas,  the  appellant  has  filed  no  definite  and  clear 
statement  as  to  the  present  use  of  the  building,  simply  stat¬ 
ing  that  the  three  (3)  cars  stored  in  the  building  are  his 
own  personal  property  and  the  building  has  been  used  as 
a  garage  for  the  past  seven  or  eight  years  and  has  filed 
affidavits  that  the  building  in  question  has  been  used  for 
the  past  seven  years  as  a  garage  and  is  at  present  used  for 
the  storage  of  three  cars,  the  property  of  the  resident 
owner;  and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prosecu¬ 
tion  on  December  13,  1921,  and  was  restored  to  the  calen¬ 
dar  on  December  27,  1921. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  garage  occupancy  shall  be 
confined  to  two  cars  of  the  pleasure  type,  and  one  one-ton 
commercial  car,  the  property  of  the  owner  and  used  in  the 
conduct  of  his  business ;  and  on  further  condition  that  the 
walls  and  ceiling  of  the  garage  shall  be  fire  retarded  in 
accordance  with  the  rules  of  the  Board  of  Standards  and 
Appeals. 


1383-21-A.  ,,  _  _  ,  . 

APPELLANT— Leo  A.  Kahn,  for  M.  &  L.  Schiavone, 

owners. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 304  West  54th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Richard  Shutkin. ' 

ACTION  OF  BOARD— Laid  over  to  February  7th,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  attorney. 


1152-21-A. 

APPELLANT— Fred  H.  Johansmeyer. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1247  Theriot  avenue,  The 

Bronx. 

APPEARANCES— 

For  Appellant:  John  J.  O  Connor. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE—  .  „  u 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Henlon  .  ® 

Negative  .  ® 

Absent:  Mr.  Beatty  .  1 


1309-21-A. 

APPELLANT— Fisher  Drug  Company. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 104  East  12th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 


1489-21-A. 

APPELLANT — Patrick  J.  Murray. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1652-60  Broadway,  790-792  7th 
avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  Clarence  H.  Fay  and  Patrick  J. 
Murray. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  14,  1922, 
at  10  a.  m.,  pending  inspection  by  committee  of  the 
board. 
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1573-21-A. 

APPELLANT — Jacob  C.  Wilson,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 250  Lafayette  street,  89  Cros¬ 
by  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Walter  Kohn. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  . • .  0 

Negative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . . .  6 

Absent :  Mr.  Beatty  .  1 


THE  RESOLUTION: 

(1573-21-A) 

Whereas,.  Jacob  C.  Wilson,  lessee,  filed,  Dec.  5,  1921, 
an  appeal  with  the  board  of  appeals  from  an  order  of  the 
fire  commissioner,  affecting  premises  250  Lafayette  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9819- 
LC,  dated  Nov.  15,  1921,  reads : 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  No.  250  Lafayette  street,  Borough  of  Manhattan, 
used  for  the  storage  of  woolen  clips,  shows  that  the 
following  must  be  done  before  permit  requested  by  you 
can  be  issued. 

“1.  Reduce  the  stock  of  combustible  fibres  to  less 
than  20  tons  or  provide  a  separate  and  distinct  system 
of  Automatic  Sprinklers  throughout  building  having  at 
least  one  source  of  water  supply,  arranged  and  equipped 
as  provided  in  the  rules  for  fire  extinguishing  appli¬ 
ances,  adopted  by  the  Board  of  Standard  and  Appeals 
May  24,  1916,  as  amended  May  2,  1918  and  January  21, 
1919,  effective  February  17,  1919.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
extending  through  from  Lafayette  street  to  Crosby  street, 
25  ft.  x  126  ft.  in  area,  4  stories  in  height,  occupied,  base¬ 
ment,  storage  of  compressed  bales;  1st  story,  office  and  ship¬ 
ping  room;  2nd  story,  storage  of  compressed  bales  and 
pressing  machine;  3rd  and  4th  stories,  storage  of  com¬ 
pressed  bales  with  not  more  than  12  persons  in  the  entire 
building  at  any  one  time;  and 

Whereas,  appellant  states  that  a  similar  order  No.  24738- 
LC,  was  issued  by  the  fire  commissioner  on  Oct.  28,  1919, 
and  appeal  known  as  Cal.  No.  846-19-A,  was  made  to  the 
board  of  appeals  and  likewise  the  board  of  hazardous 
trades  of  the  fire  department,  that  under  date  of  Decem¬ 
ber  22,  1919,  the  board  of  hazardous  trades  adopted  a 
resolution  as  follows : 

“Resolved,  that  in  the  opinion  of  the  Board  of 
Hazardous  Trades  no  automatic  sprinkler  system  is  re¬ 
quired  in  premises  250  Lafayette  street,  occupied  by 
Jacob  C.  Wilson,  while  used  for  the  storage  of  wool 
clippings  with  not  more  than  12  employees,  and  while 
the  present  conditions  exist,  and  that  order  No.  24738- 
LC,  dated  Oct.  28,  1919,  be  rescinded.” 

He  further  states  that  he  was  of  the  opinion  that  this 
resolution  rescinding  the  order  had  been  brought  to  the 
attention  of  the  board  of  appeals,  and  therefore  no  appeal 
was  possible  with  the  board  of  appeals,  but  that  the  appeal 
with  the  board  of  appeals  was  denied,  no  one  appearing 
in  favor  of  the  appeal,  of  which  denial  he  was  unaware 
until  recently,  and  requests  that  the  error  on  the  appeal 
Cal.  No.  846-19-A  be  corrected  and  the  appeal  marked 
withdrawn  by  reason  of  the  fact  that  the  order  had  been 
rescinded  by  the  board  of  hazardous  trades  and  that  the 
present  order  of  the  fire  commissioner,  dated  Nov.  15, 
1921,  be  reversed  in  accordance  with  the  action  of  the 
board  of  hazardous  trades ;  and 

Whereas,  under  Cal.  No.  846-19-A  an  appeal  from  a 


similar  order  No.  24738-LC,  was  denied  by  the  board. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


1706-21-A. 

APPELLANT — Hinkle  Iron  Co.,  for  Ninto  Building 
Corp.,  owner. 

SUBJECT-  Appeal  from  order  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 2440-2446  Broadway,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  5 

Negative  .  0 

Absent:  Mr.  Beatty  . .  1 

THE  RESOLUTION: 

(1706-21-A) 

Whereas,  Hinkle  Iron  Company,  for  Ninto  Building 
Corporation,  owner,  filed,  December  29,  1921,  an  appeal 
with  the  board  of  appeals  from  an  order  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  2440-6  Broadwav 
Manhattan ;  and 

Whereas,  the  order  of  the  Superintendent  of  Buildings 
violation  order  No.  6555-1921,  dated  December  13  I92l’ 
reads : 

“You  are  hereby  notified  that  the  building  known  as 
No.  2440-2446  Broadway  NEC  west  90th  street  in  the 
Borough  of  Manhattan,  in  the  City  of  New  York 
does  not  conform  to  section  241  of  the  Labor  Law  in’ 
the  respects  noted  below : 

“Hoisting  building  material  on  outside  of  building 
more  than  five  stories  in  height. 

“You  are  hereby  directed  to  cease  hoisting  material 
on  outside  of  building. 

“You  are  hereby  directed  to  remove  the  above  vio¬ 
lation  forthwith.”; 

and 

Whereas,  the  proposed  building  is  of  fireproof  construc¬ 
tion,  160  ft.  x  190  ft.  8 in.  in  area,  13  stories  (146  ft.  2 
in.)  in  height,  to  be  occupied  as  stores  and  tenement;  and 
Whereas,  it  appears  that  the  law  under  which  this  vio¬ 
lation  was  issued  has  been  repealed. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


1214-21-A. 

APPELLANT — Marks  &  Co.,  for  H.  L.  Smith,  lessee. 
SUBJECT  Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 253  West  55th  street,  Manhat¬ 
tan. 

APPEARANCES— 


For  Appellant:  Edward  C.  Hughes. 

For  Administration:  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Beatty  .  1 


THE  RESOLUTION: 

(1214-21-A) 

Whereas,  Marks  &  Co.,  for  H.  L.  Smith,  lessee,  filed, 
Oct.  20,  1921,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  253 
West  55th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner.  No.  8801- 
LC,  dated  Oct.  7,  1921,  reads: 

“Referring  to  your  application  for  a  permit  to  keep 
celluloid,  you  are  hereby  informed  said  application  has 
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been  disapproved  because  building  is  occupied  as  a  fur¬ 
nished  room  house. 

“You  are  therefore  hereby  ordered  to 
“1.  Discontinue  the  storage  of  celluloid  or  other 
nitro-cellulose  products  on  these  premises.  , 

^Whereas  the  appellant  states  that  their  business  requires 
a  storage  of  small  stock  of  sheet  celluloid  for  sales  pur¬ 
poses  only  and  states  that  this  celluloid  is  to  be  stored  in 
a  metal  lined  and  covered  box  in  a  bin  under  the  front 

^>0\Vh'erea s,  the  appellant  has  filed  no  information  as  to 
dimensions  of  building  or  use  of  same  and  has  filed  no 

drawings  of  the  building;  and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prose¬ 
cution  December  13,  1921,  and  restored  to  the  calendar  on 

January  10,  1922.  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 

denied. 

1651-21-A. 

APPELLANT— Charles  T.  Wills,  Inc.,  and  William  Angus, 
Inc.,  for  Standard  Oil  Co.,  owner.  f 

SUBJECT — Appeal  from  order  of  the  superintendent  ot 

buildings.  „  _  „  , 

PREMISES  AFFECTED— 1-9  Beaver  street,  10-30  Broad¬ 
way,  73-83  New  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  None. 

A.CTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  withdrawn  on  appellant’s  request. 

THE  VQTE 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  Q 

Negative  .  . 

Absent:  Mr.  Beatty  . 

1526-21-A. 

APPELLANT— Moses  J.  Dalinsky,  for  Louis  Nekritz, 

owner.  .  . 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 57  Morton  street  (rear  build¬ 
ing),  Brooklyn. 

APPEARANCES  Moses  j  Dalinsky,  Louis  Nekritz 
and  *Morris  Weintraub. 

For  Administration:  Inspector  Liebermann  ot  the 
fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  . •••••' . .  ‘  "  ' 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1526-21-A) 

Whereas.  Moses  J.  Dalinsky,  for  Louis  Nekritz,  owner, 
filed  ^ug  10  1921,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
57  Morton  street  (rear),  Brooklyn;  and 

Whfreas,  the  order  of  the  fire  commissioner,  No.  66419- 

LC,  dated  July  16,  1921,  reads:  .  , 

“Maintenance  of  vour  business  (manufacture  o 
stove  polish)  is  a  violation  of  section  3  of  art  2  of 
the  Building  Zone  Resolution  of  the  Board  of  Esti¬ 
mate  and  Apportionment  of  the  City  of  New  i  ork. 
adopted  July  25,  1916,  inasmuch  as  the  manufacture  ot 
stove  polish  is  prohibited  in  a  residence  district  In 
addition  to  the  above  the  manufacture  of  any  inflam¬ 
mable  mixture  to  be  used  as  a  stove  polish  that  con¬ 
tains  more  than  80  per  cent  of  volatile  inflammable 
oil  is  prohibited  within  the  oity  limits.  Sec.  130,  ch. 
10,  Code  of  Ord. 


“You  are  therefore  ordered  to  remove  all  benzine, 
alcohol  and  red  gum  from  the  premises  and  discon¬ 
tinue  the  further  manufacture  of  inflammable  liquids 
at  the  above  location.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground,  25 
ft.  by  100  ft.  in  area,  located  partly  in  an  unrestricted  and 
partly  in  a  residence  district,  upon  the  front  of  which  there 
is  a  brick  dwelling  and  upon  the  rear  a  brick  building 
with  cement  floor  on  1st  story  and.  metal  ceilings,  two 
stories  in  height,  25  ft.  by  20  ft.  6  in.  in  area,  used  for 
the  manufacture  of  stove  polish;  and 

Whereas,  appellant  states  that  he  purchased  the  premises 
in  1920  and  that  for  five  years  previous  the  building  in 
the  rear  of  the  premises  was  used  by.  the  Harlem  Chem¬ 
ical  Works  for  the  manufacture  of  insecticide,  the  base 
of  which  is  benzine,  for  which  manufacture  the  said  com¬ 
pany  had  a  permit  and  has  filed  affidavits  to  that  effect, 
and  further  states  that  the  said  building  in  the  rear  is* 
lighted  by  electricity  and  ingredients  for  the  polish  are 
mixed  cold,  there  being  no  stove  in  the  building  and  that 
there  is  never  more  than  one  to  one  and  one-half  barrels 
of  aloohol  on  the  premises  and  that  he  is  willing  to  sink 
a  tank  in  the  ground  for  storing  of  same  if  so  desired; 

Whereas,  this  appeal  was  dismissed  for  lack  of  prosecu¬ 
tion  on  December  6,  1921,  and  restored  to  the  calendar  on 

January  10,  1922.  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  ere  y  is 
denied. 

1597-21-A. 

APPELLANT— Alfred  F..  King,  for  J.  B.  King  &  Co., 

owner.  ,  ,  _  .  . 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 576  Richmond  terrace,  Rich¬ 
mond. 

AppEARANCES-jit:  R  Kingj  s  w.  Faucher 

and  E.  A.  Woehrle. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Granted  on  condition 
CONDITIONS — As  specified  in  resolution  that  tollows. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs..  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  ® 

Negative  . 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1597-21-A) 

Whereas,  Alfred  F.  King,  of  J.  B.  King  &  Company, 
owners,  filed,  December  7,  1921,  an  appeal,  with  the  board 
of  appeals  from  a  decision  of  the  fire  commissioner  af¬ 
fecting  premises  576  Richmond  terrace,  New  Brighton, 

R  Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  December  6,  1921,  in  acting  on  Alt.  App.  No.  1401- 

■]  QOI  TPJJ  (1  ^  * 

’  “13.  Section  111,  Article  8  of  Chapter  10,  Code  of 
Ordinances  New  York  requires  tanks  to  be  . buried.  2 
ft.  below  lowest  grade  level  and  encased  in  12  in. 
of  stone  concrete  separated  and  independent  from  the 
foundation  walls  on  any  structure,  or  any  retaining 

Wa*14  Rule  8  of  the  Fuel  Oil  Rules  permits  out¬ 
side  general  storage  tanks  above  ground  provided  they 
are  located  as  to  size,  gross  capacity  as  called  tor 
in  said  rules  and  provided  side  walls  constructed  as 
specified  for  battery  of  tanks  are  provided. 

“16.  Rules  require  a  safety  valve. 

“18  Rules  require  a  separate  filling  line,  and  filling 
line  for  each  tank  at  least  2  in.  in  diameter. 
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“19.  Location  and  arrangement  of  filling  pipe  and 
overhead  lines  not  satisfactory. 

“22.  Pumps  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals. 

“24.  An  approved  antisyphon  system  must  be  pro¬ 
vided. 

“28.  A  separate  hand  pump  is  required  by  rules. 

“26.  Provision  shall  be  made  to  insure  cessation  of 
oil  supply  from  tank  to  burner  when  pump  is  not  at 

work. 

“38.  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals. 

“39.  Complete  details  of  burners  must  be  filed.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  used 
for  the  manufacture  of  plaster,  upon  which  there  are  four 
buildings,  with  three  fuel  oil  tanks  located  in  the  open 
yard,  each  fuel  oil  tank  18  ft.  in  height  and  24  ft.  in  diam¬ 
eter,  with  a  capacity  of  61000  gallons  and  each  surrounded 
by  a  concrete  wall  one  foot  in  thickness  and  12  ft.  6  in. 
in  height  and  one  foot  from  the  tank,  the  tanks  being  filled 
through  a  6  in.  pipe  leading  direct  from  the  dock  and 
fastened  to  the  vertical  columns  of  one  of  the  buildings, 
this  pipe  having  continuous  fall  from  the  docks  to  the 
tanks,  with  a  venting  valve  at  the  highest  point  of  the 
pipe ;  and 

Whereas,  the  appellant  states  as  to  Item  No.  13  that 
it  is  impossible  to  bury  the  tanks  owing  to  the  proximity 
of  tide  water;.  Item  No.  14,  owing  to  the  peculiar  shape 
of  the  property,  that  it  is  impossible  to  place  concrete  walls 
10  ft.- away  from  the  tanks;  Item  No.  16,  that  safety 
valves  on  the  tanks  would  be  of  no  value  as  the  tanks 
are  vented  to  the  air  by  a  2  in.  pipe;  Item  No.  18,  that  the 
installing  of  3  separate  filling  lines  from  the  dock  to  the 
tanks  (a  distance  of  approximately  300  ft.)  to  be  a  need¬ 
less  expense  and  to  serve  no  useful  purpose;  Item  No.  19, 
the  filling  pipe  is  supported  from  columns  on  one  side  of 
a  one  story  reinforced  concrete  and  corrugated  iron  build¬ 
ing  so  that  there  is  no  possibility  of  it  being  injured,  the 
highest  point  on  the  filling  line  being  outside  of  the  build¬ 
ing  on  the  water  side  with  a  venting  valve  at  the  highest 
point,  by  the  opening  of  which  valve  the  oil  in  the  pipe 
will  immediately  run  back  into  the  barge  or  drain  back  to 
the  tanks;  Item  No.  22,  pumps  will  be  of  Worthington 
manufacture,  which  it  is  understood  have  been  approved 
by  the  board  of  standards  and  appeals;  Item  No.  24,  the 
anti-syphon  system  to  be  used,  consists  of  a  relief  valve 
connected  in  the  discharge  line  from  the  pumps,  this  relief 
valve  to  be  adjusted  so  that  it  will  discharge  oil  at  a 
pressure  of  about  five  pounds  less  than  that  required  by 
the  burners;  when  the  pump  is  operating,  the  pressure  in 
the  discharge  line  will  operate  the  valve  and  keep  it  open, 
thus  permitting  oil  to  pass  through  the  burners ;  when 
the  pump  is  not  in  operation,  the  relief  valve  will  close 
and  permit  no  oil  to  pass  through  the  discharge  line ;  Item 
No.  26,  the  same  answer  as  to  Item  No.  24;  Item  No.  28, 
a  separate  hand  pump  would  be  of  no  value  to  the  plant 
as  at  no  time  would  the  entire  boiler  plant  be  shut  down ; 
thus  there  would  always  be  steam  available  for  use  at 
the  pumps;  Item  No.  38,  burner  to  be  used  will  be  one 
approved  by  the  board  of  standards  and  appeals;  Item 
No.  39,  details  of  burner  will  be  filed  when  make  of  burner 
is  decided  on. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  branch  fill  line  shall  be  in¬ 
stalled  to  each  tank  from  the  main  filling  line,  that  an  ap¬ 
proved  burner  and  pump  shall  be  installed,  that  the  stor¬ 
age  supply  be  not  increased ;  and  that  this  appeal  be  granted 
only  so  long  as  conditions  remain  unchanged. 


1301-21-A. 

APPELLANT — Duffy- Arnold  Grease  Co.,  Inc. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 365  East  158th  street,  Bronx. 


APPEARANCES— 

For  Appellant:  J.  Hughes. 

ACTION  OF  BOARD — Laid  over  to  Feb.  7,  1922,  on  re¬ 
quest  of  appellant’s  attorneys. 


1405-21-A. 

APPELLANT — John  Langer,  for  L.  &  L.  Building  Co., 

Inc. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 533-5-7-9  East  133rd  street, 
Bronx. 

APPEARANCES— 

For  Appellant:  Herman  Rosenbloch. 

For  Administration:  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent :  Mr.  Beatty  .  l 

.  THE  RESOLUTION: 


(1405-21-A) 

Whereas,  L.  &  L.  Building  Co.,  Inc.,  owner,  filed,  No¬ 
vember  17,  1921,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  533-9 
East  133rd  street,  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  9448- 
LC,  dated  October  28,  1921,  reads : 

“1.*  Remove  1,000  gallon  gasoline  storage  tank  and 
install  550  gallon  tank  as  shown  on  approved  plan  No. 
1464  of  1920.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  100  ft.  by  100  ft.  in  area,  occupied 
as  a  public  garage;  and 

Whereas,  the  appellant  states  that  the  erection  of  the 
building  was  commenced  on  or  about  October  1,  1921,  and 
a  1,000  gallon  gasoline  storage  tank  was  installed  October 
15,  1920,  at  which  time  such  installations  were  permitted ; 
and 

Whereas,  the  board  of  hazardous  trades  on  Dec.  23, 
1921,  recommended  the  1,000  gallon  tank  be  accepted. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  capacity  and  storage' on 
these  premises  be  limited  to  not  more  than  1,000  gals,  of 
gasoline. 

1469-21-A. 

APPELLANT— Paramount  Drug  Corp.,  for  Estate  of 
D.  Brandis,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 27-29  Walker  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  H.  Bucans. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh, %  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Beatty  .  l 

THE  RESOLUTION: 

(1469-21-A) 


Whereas,  Paramount  Drug  Corporation,  for  Estate  of 
D.  Brandis,  owner,  filed,  November  28,  1921,  an  appeal 
with  the  board  of  appeals,  from  an  order  of  the  fire  corn- 
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missioner  affecting  premises  27-29  Walker  street,  Manhat¬ 
tan;  and  „  •  •  xt 

Whereas,  the  order  of  the  fire  commissioner,  No.  9600- 

LC,  dated  November  3,  1921,  reads: 

“Section  272,  sub-division  C,  Chapter  10,  oi  the 
Code  of  Ordinances,  provides  that  no  permit  shall  be 
issued  for  a  wholesale  drug  store  or  drug  and  chem- 
ical  supply  house  in  any  building  which  is  occupied 
as  a  workshop  or  factory  except  such  workshop  or 
factory  is  incident  to  the  business  of  the  applicant; 
or  except  in  buildings  constructed  of  fire  resisting 
materials  throughout,  and  when  the  portion  of  such 
building  occupied  by  the  applicant  is  separated  from 
the  rest  of  the  building  by  fireproof  walls  and  floors. 
“You  are,  therefore,  ordered  to 

“1.  Discontinue  the  use  of  premises  as  a  wholesale 
drug  or  chemical  supply  house.”; 

Whereas  the  building  is  of  non-fireproof  construction,  6 
stories  in  height  (L  shape)  in  area,  with  a  frontage  of  25 
ft  on  Church  street  and  a  frontage  of  75  ft.  on  Walker 
street,  occupied,  1st  story,  dry  goods  stores,  8  persons; 
2nd  story,  mfg.  white  goods  and  pants,  5  persons ;  3rd 
story,  mfg.  white  goods  and  suspenders  17  persons;  4th 
story,  mfg.  white  goods  and  shirts,  20  persons;  5th  story, 
mfg.’ white  goods  and  belts,  13  persons;  6th  story,  mfg. 
leather  novelties  and  pharmaceuticals,  12  persons;  and 
Whereas  the  appellant  states  that  the  business  is  the 
manufacturing  of  pharmaceutical  preparations  only  and 
that  the  corporation  is  not  in  any  sense  a  wholesale  drug 
store  or  drug  and  chemical  supply  house  as  specified  in 
Section  272,  subdivision  c,  Chapter  10,  of  the  Code  of 
Ordinances  of  the  City  of  New  York. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 

1593-21-A. 

APPELLANT— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Waterbury  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 101-107  Classon  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horowitz. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE —  _  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  6 

Negative  .  ® 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION:  _ 

(1593-21-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Company,  for  Waterbury  Company,  lessee,  filed,  Dec.  7, 
1921,  an  appeal  with  the  board  of  appeals  from  an  order  of 
the  fire  commissioner,  affecting  premises  101-107  Classon 

avenue,  Brooklyn;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  No.  28499- 
F,  dated  Nov.  17,  1921,  reads: 

“Provide  iron  or  kalameined  shutters  at  all  openings 
in  the  exterior  wall  above  1st  story  which  are  distant 
in  a  direct  line  less  than  30  ft.  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50  ft..  above  a 
neighboring  roof  at  north  and  east  sides  of  building,  or 
other  approved  protection,  as  per  section  375,  Ch.  5,  of 
the  Code  of  Ordinances.; 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height,  82  ft.  8  in.  x  100  ft.  in  area ;  occupied,  1st 


story,  office  and  storage,  6  persons;  2nd  story,  mfg. 
(closed);  3rd  story,  spinning,  16  persons;  4th  story,  spin¬ 
ning  and  preparing,  8  persons  ;  5th  story,  preparing,  20  per¬ 
sons;  there  being  eight  (8)  windows  on  each  story  on  the 
east  side  of  the  building  facing  a  one  story  brick  machine 
shop  and  twelve  (12)  windows  on  each  story  on  the  north 
side  of  the  building,  facing  a  one  story  brick  boiler  room ; 
and  \ 

Whereas,  appellant  states  that  the  premises  are  protected 
with  a  sprinkler  system  and  interior  fire  alarm  signal  sys¬ 
tem,  with  a  watchman’s  time  clock  system,  that  the  building 
on  the  east  is  a  machine  shop  with  non-inflammable  con¬ 
tents,  the  building  on  the  north  being  a  boiler  room  in 
which  there  are  at  all  times  only  an  engineer  and  fireman. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby,  is 
granted,  on  condition  that  the  adjoining  buildings  which 
constitute  the  exposure  to  the  windows  in  question  are  not 
increased  in  height  and  the  use  is  maintained  as  at  pres¬ 
ent,  namely,  as  machine  shop  and  boiler  room. 


1594-21-A. 

APPELLANT— Richard  J.  Furlong,  for  B.  Kazian,  owner. 
SUB  fECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 62  Montrose  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  R.  J.  Furlong  'and  B.  Kazian. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

N  egative  .  0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1594-21-A) 

Whereas,  Richard  J.  Furlong,  for  E.  Kazian,  owner, 
filed,  Dec.  7,  1921,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  62 
Montrose  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  68837- 
LC,  dated  Nov.  25,  1921,  reads: 

“With  reference  to  your  application  dated  July  25, 
1921,  for  a  permit  to  store  combustible  fibre  (rags,  etc.) 
at  the  above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  a  permit  for  the  follow¬ 
ing  reasons : 

“Sec.  24,  subdiv.  3-c,  chap.  12,  Code  of  Ordinances, 
prohibits  the  storage  of  combustible  fibres,  except  in 
sparsely  populated  districts  where  it  is  at  the  discre¬ 
tion  of  the  Commissioner. 

“You  are,  therefore,  ordered  to  reduce  the  quantity  of 
combustible  fibre  (rags,  etc.)  stored  on  premises  to  one 
ton.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
the  rear  of  which  there  is  a  two  story  frame  dwelling  and 
upon  the  front  a  two  story  frame  building,  25  ft.  x  60  ft.  in 
area ;  occupied,  rag  dealer,  1st  story,  3  persons ;  2nd  story, 
dwelling,  3  persons;  there  being  a  covered  driveway  along 
the  side  of  the  front  building,  leading  to  the  rear  yard,  the 
means  of  egress  in  the  front  building  consisting  of  a  wood¬ 
en  stairway  extending  from  the  1st  story  to  the  2nd  story 
enclosed  in  wood  and  plaster  partitions;  and 

Whereas,  petitioner  states  that  he  deals  exclusively  in 
old  rags  and  clothing,  no  paper  or  cotton  waste,  and  that  the 
building  is  electrically  lighted  and  that  it  is  necessary  for 
him  to  have  on  hand  more  than  one  ton  of  rags  and  cloth¬ 
ing,  and  requests  that  if  the  appeal  is  denied,  an  extension 
of  from  30  to  60  days  be  granted  to  dispose  of  the  excess 
material. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  side  walls  and  ceilings  of 
the  portion  of  the  building  where  rags  are  stored  or  han¬ 
dled  be  covered  with  fire  retarding  material  in  accordance 
with  the  rules  for  fire  retarding  material  adopted  by  the 
board  of  standards  and  appeals  and  that  the  quantity  of 
rags  stored  in  the  premises  shall  not  exceed  two  tons  at 
any  time. 


1626-21-A. 

APPELLANT — Israel  J.  Shendelman,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 602  St.  Ann’s  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Max  Steinberg  and  Israel  J.  Shen¬ 
delman. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 6 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION : 

(1626-21-A) 


Whereas,  Israel  J.  Shendelman,  owner,  filed,  December 
12,  1921,  an  appeal  with  the  board  of  appeals  from  an  order 
of  the  fire  commissioner,  affecting  premises  602  St.  Anns 
avenue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9416- 
LC,  dated  October  27,  1921,  reads : 

“A  search  of  our  records  indicates  that  the  following 
order  is  pending  against  the  above  premises : 

“Order  No.  9416-LC,  October  27th,  1921 : 

“Section  24,  sd.  3-c  of  Chapter  12  of  the  Code  of  Or¬ 
dinances,  provides  that  no  permit  shall  be  issued  for  the 
storage  of  combustible  fibres  in  excess  of  one  ton  in  any 
building  or  premises  of  wooden  construction,  except 
sparsely  populated  districts  where  it  shall  be  in  the  dis¬ 
cretion  of  the  Commissioner. 

“You  are,  therefore,  ordered  to 

“1.  Reduce  the  stock  of  combustible  fibres  to  one 
ton,” ; 
and 

Whereas,  the  building  is  of  frame  construction,  two  stor¬ 
ies  and  attic  in  height,  25  ft.  x  34  ft.  in  area,  with  a  one 
story  brick  extension  in  the  rear,  25  ft.  x  28  ft.  in  area,  the 
building  being  occupied,  1st  story,  manufacture  of  mat¬ 
tresses  and  storage  of  bales  of  cotton ;  2nd  story,  dwelling ; 
attic,  vacant ;  and 

Whereas,  the  appellant  contends  that  for  the  conduct  of 
his  business  it  is  necessary  to  carry  three  (3)  tons  of 

cotton. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 

denied. 


1634-21-A. 

APPELLANT — Henry  Wilkinson,  for  Henry  Street  Set¬ 
tlement,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 

buildings. 

PREMISES  AFFECTED — 97-99  Park  avenue,  southeast 
corner  East  40th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  M.  J.  Strook,  John  P.  Fox,  rep¬ 
resenting  the  Murray  Hill  Assoc.,  and  Miss 
Wald. 

For  Administration:  Asst.  Engineer  Close  of  the 
building  department. 

ACTION  OF  BOARD — Appeal  granted. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent :  Mr.  Beatty  . 

JTHE  RESOLUTION : 

~~  (1634-21-A) 

Whereas,  The  Henry  Street  Settlement,  owner,  filed,  De¬ 
cember  14,  1921,  an  appeal  with  the  board  of  appeals 
from  a  decision  of  the  superintendent  of  buildings,  af¬ 
fecting  premises  97-99  Park  avenue,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  5,  1922,  in  acting  on  amendment  to 
Alt.  App.  No.  2632-1921,  reads: 

“7.  From  the  proposed  use  of  the  building  as  in¬ 
dicated  by  notes  on  the  plans,  the  building  must  be 
classified  as  a  business  building,  and  inasmuch  as  it 
is  located  in  a  residence  district,  the  proposed  con¬ 
version  is  contrary  to  the  Building  Zone  Resolution, 
Article  2,  Section  3.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
located  in  a  residence  district,  2  and  4  stories  and  basement 
in  height,  37  ft.  11  in.  by  80  ft.  in  area,  at  present  occupied 
as  a  private  residence,  to  be  occupied  as  nurses’  club,  train¬ 
ing  quarters  and  general  uses  of  The  Henry  Street  Set¬ 
tlement,  basement,  75  persons ;  1st  story,  250  persons ;  2nd 
stor}t,  15  persons ;  3rd  story,  15  persons ;  4th  story,  10  per¬ 
sons  ;  and 

Whereas,  the  appellants  state  that  the  entire  building  is 
to  be  used  for  charitable  and  philanthropic  uses,  that  it  is 
entirely  a  charitable  and  eleemosynary  institution. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed  and  the  appeal  be  and 
it  hereby  is  granted. 


478-21-A. 

APPELLANT — G.  P.  Lotterhand,  for  Nubrugge  &  Max- 
field,  owners. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 8  Greene  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  G.  P.  Lotterhand. 

For  Administration :  Inspector  Liebermann  of  the  * 
fire  department. 

ACTION  OF  BOARD — Granted  temporary  permission  for 
one  year. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative:  Fire  Chief  Kenlon  .  1 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(478-21-A) 


Whereas,  G.  P.  Lotterhand,  tenant,  for  Nubrugge  & 
Maxfield,  owners,  filed  April  19,  1921,  an  appeal  with  the 
board  of  appeals  from  an  order  of  the  fire  commissioner, 
affecting  premises  8  Greene  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  5701- 
LC,  dated  March  30,  1921,  reads: 

“1.  Separate  that  portion  of  the  building  wherein 
rags  are  stored  from  the  remainder  of  the  building 
by  walls,  floors  and  ceilings  of  approved  fire  retarding 
material  as  prescribed  by  the  rules  of  the  Board  of 
Standards  and  Appeals. 

“2.  Reduce  stock  of  rags  stored  to  five  tons — as  per 
Section  24-6,  Chapter  12,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
21  ft.  by  100  ft.  in  area,  6  stories  (80  ft.)  in  height,  located 
inside  the  fire  limits,  occupied  in  the  1st  story,  storage ; 
2nd  story,  storage  of  cotton  goods ;  3rd  story,  printing ; 
4th  story,  manufacture  of  cigarettes ;  5th  and  6th  stories 
at  present  vacant,  the  means  of  egress  consisting  of  an 
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interior  stairway  located  in  the  southwest  corner  of  the 
building  enclosed  in  metal  lath  and  plaster  partitions  ex¬ 
tending  from  the  1st  story  to  the  roof,  with  fire  doors  at 
opening,  fire  escape  on  the  front  of  the  building  with 

counterbalanced  stair  to  the  street;  and  f  th 

Whereas,  appellant  states  that  she  is  a  tenant  of  the 
°nd  story,  that  her  business  is  jobbing  m  baled  cotton 
goods,  the  material  being  bought  in  bulk  and  taken  out^m 
bulk  with  no  scrap  materials  of  any  kind ,  that  at  ti 
she  has  15  tons  of  baled  goods  stored  on  the  premises,  but 
onlv  for  a  day  or  two,  and  that  she  does  not  think  that  her 
business  comes  under  the  ordinance  affecting  the  sorting 

°f Whereas dthe  board  deemed  that  in  view  of  the  stairway 
being  fire  retarded,  a  modification  of  the  order  might  e 

^WHEREAS^this  appeal  was  granted  by  the  board  at  its 
meeting  June  21,  1921,  for  the  maintenance  of  the  oc¬ 
cupancy  for  a  temporary  period  until  Feb.  1,  1922,  and  ap 
pefS  appeared  before  the  board  and  requested  a  fur- 

th^t“a,°f,he  orfer  of  the  fire  co^i.ioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  * 
is  granted  for  the  temporary  occupancy  confined  to  the  2nd 
story  of  the  premises  not  beyond  Feb.  1st,  1923. 


1229-21-A. 

APPELLANT — L.  Glickman  &  Company. 

SUBJECT — Appeal  from  an  order  of  the  fire  comi 

PREMISES6 AFFECTED — 133-135  Greene  street,  Manhat¬ 
tan. 

APPEARANCES^^  Edward  J.  Dowling. 

For  Administration:  Inspector  Maher  of  the  hre 
department. 

ACTION  OF  BOARD — Granted  on  condition 
CONDITIONS— As  specified  in  resolution  that  follow  . 

THE  ^Affirmative :  Messrs  Boulton;  Holland  Kear-  _ 

ney,  Kerby  and  Fire  Chief  Kenlon  .  ^ 

Negative:  Chairman  Walsh  .  ^ 

Absent:  Mr.  Beatty  . 

THE  RESOLUTION: 

(1229-21-A)  ,  T  i  in 

Whereas  L.  Glickman  and  Co.,  lessee,  file  ,  Ju  y  . 
1921  appeal  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  133-135  Greene 

S,TA“hen;ornder  of  the  fire  'commissioner,  No. 

H4357-F  dated  Ju'y  JjMg, ^ads  ^  risers  4  inches 

«o!f  .(SS”  base! 

Department  ouuct  r  r.i  niace(i  within  main  stair- 
mentS-  &ch  outlet  to  be  provided  with  suf- 

£cientnfeet  of  21/  inch  standard  hose  attached  there- 

^Whereas,  the  building  is  of  no^of  STSTfiS 

6  Si0or7ie|tinhvh80ghft  above  Occupied  for  the  manufacture  of 
and  37  ft.  by  80  ^^Jb/  obbers  in  paper  and  twine 

paper  bags  and  dishes  and  y  J  building;  base- 

.  stt^“torTand  office;  2nd,  3rd  and 

Xs’tor£?gstorage;  5th ’story,  manufacturing,  8  persons; 

6thwt0rLr“hisaappeal’  wafSed  by  the  board  at  its 
Whereas,  this  PP  appellant  requested  a  reopen- 

was  granted  by  vote  of 

the  board.  order  of  the  fire  commissioner  be  and 

it  hereby  is  modified  on  condition  that  the  building  be 
^PPe/with  an  interior  fire  alarm  signal  system,  that 


a  fire  escape  extending  across  and  taking  in  windows  on 
each  side  of  the  party  wall  be  provided  on  the  front  oi 
the  building,  with  connecting  stairs  at  an  angle  of  45  de¬ 
grees  and  with  drop  ladder  to  the  street  and  gooseneck 
ladder  to  the  roof,  and  that  the  windows  along  the  course 
of  the  fire  escape  be  made  fireproof. 

1351-21-A.  r  , 

APPELLANT— Samuel  Rosenblum,  for  Sarnoff  Brothers. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  ,  A  ,, 

PREMISES  AFFECTED— 419-421  Lafayette  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Case  reopened.  Hearing  set  tor 
February  14,  1922,  at  10  a.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . . .  ? 

Negative  . 

Absent:  Mr.  Beatty  .  1 

90-22-A.  „  ,  „  n 

APPELLANT— Bloch  &  Hesse,  for  Gotham  Can  Com¬ 
pany,  owner.  .  . 

SUBJFCT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 60-68  Eagle  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Withdrawn  on  appellant’s  request, 
p  "VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  . — 

Absent:  Mr.  Beatty  .  1 

BUILDING  ZONE  CASES. 

1140-21-BZ.  ,  u  u  if 

APPLICANT— Hart  and  Appelbaum,  attorneys  on  behalf 

of  Samuel  Bloom,  owner.  .  . 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  a  public  market  and  stores. 
PREMISES  AFFECTED— South  side  of  Prospect  place, 
100  ft.  west  of  Ralph  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Julius  Appelbaum.  _  . 

For  Opposition:  F.  L.  Friedman  (opposition  with¬ 
drawn). 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE—  „  ,  . 

Affirmative :  Messrs.  Boulton,  Kearney  and 

»••••••••••••••••••  •••••••••••••  ^ 

Negative:  Chairman  Walsh,  Mr.  Holland  and 

&Fire  Chief  Kenlon  . .  3 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1140-21-BZ) 

Whereas,  Hart  &  Appelbaum,  for  Ralph  Market  Ped¬ 
dlers’  Syndicate,  Inc.,  owner,  filed,  Aug.  .  23,  1921,  an 
application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  erection  and  maintenance  o  a 
public  market;  premises  south  side  of  Prospect  place,  100 
ft.  west  of  Ralph  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Jan  31 ,1922 
after  due  notice  by  publication  in  the  Bulletin  of  the  board 

of  standards  and  appeals;  and  .  .  ... 

Whereas  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ralph  avenue  is  a  business 
district  and  Park  place  and  Prospect  place  are  residence 

dl Whereas?  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Aug.  1st,  1921,  in  acting  on  App.  No.  9404- 
ai,  reads: 
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“Denied — Contrary  to  Zone  Resolution,  Art.  II,  Para¬ 
graph  3.”; 

and 

Whereas,  it  is  proposed  to  erect  a  public  market  with 
16  stores  21  ft.  6  in.  by  40  ft.  and  185  stands  12  ft.  by 
10  ft.,  each  one  story  in  height,  the  portion  of  the  market 
to  extend  200  ft.  by  255  ft.  7  in.  into  the  residence  district; 

and 

Whereas,  the  board  deemed  that  the  invasion  of  the 
residence  district  should  not  be  permitted. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 


1143-21-BZ. 

APPLICANT — H.  A.  Morse,  for  Grace  C.  Morse,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  five  motor  ve- 
hides. 

PREMISES  AFFECTED — 857  East  19th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  Feb.  14,  1922,  on  applicant’s  request, 
to  obtain  further  consents. 


1292-21-BZ 

APPLICANT — Frederick  P.  Randolph,  attorney,  on  behalf 
of  John  Clausen,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  five  individual  garages. 
PREMISES  AFFECTED — 54  Richmond  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  Feb.  21,  1922,  on  request  of  counsel. 


1416-21-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Max  Steinhardt, 

owner. 

SUBJECT — Application  to  alter  an  existing  five  story 
building  into  a  public  garage. 

PREMISES  AFFECTED — -228  East  9th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Administration :  Asst.  Engineer  Close  of  build¬ 
ing  department. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION : 


(1416-21-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Max  Steinhardt,  owner, 
filed,  Nov.  18,  1921,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  an  existing  building  occupied  for 
dead  storage,  formerly  a  stable,  into  a  garage  for  more 
than  five  motor  vehicles  as  an  addition  to  an  existing  ga¬ 
rage  for  more  than  five  motor  vehicles ;  premises  220-228 
East  9th  street,  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Jan.  31, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  9th  street,  East  8th 
street  and  Stuvvesant  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  16,  1921,  in  acting  on  Alt.  Application 
No.  2660-21,  reads : 


“1.  The  proposed  enlargement  of  this  garage  is  un¬ 
lawful,  Building  Zone  Resolution,  section  6.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  5  stories  in  height,  with  a  frontage  of  21  ft. 
and  a  depth  of  70  ft.  and  is  to  be  connected  with  Nos. 
222-226  the  existing  garage  in  each  story  by  the  removal 
of  the  division  walls;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  5 
horses,  which  stable  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action  and  the  work  com¬ 
pleted  within  one  year  of  the  date  of  this  action. 


1482-21-BZ. 

APPLICANT — I.  Margon  &  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Corp.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  and 
partly  in  a  residence  district  the  erection  of  a 
theatre  and  stores 

PREMISES  AFFECTED — Southwest  corner  Boston  road 
and  East  180th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Irving  Margon. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Bouiton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(1482-21-BZ) 

Whereas,  I.  Margon  &  C.  Glaser,  for  S. '&  L.  Building 
Corp.,  owner,  filed,  Nov.  30,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  on  a  plot  partly  in 
a  business  district  and  partly  in  a  residence  district  the 
erection  of  a  theatre  and  business  building;  premises  south¬ 
west  corner  of  180th  street  and  Boston  road,  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Jan.  31,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  board 
of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Boston  road  and  180th  street 
are  business  districts  and  Bryant  avenue  is  a  residence  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  18,  1921,  in  acting  on  N.  B.  Application 
No.  2275-21,  reads : 

“1.  Erection  of  proposed  theatre  in  business  district 
extending  into  residence  district  is  contrary  to  the  pro¬ 
visions  of  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  theatre  portion  of  the  proposed  building  is 
to  be  of  fireproof  construction  and  the  business  portion  non- 
fireproof  construction,  1  story  in  height  with  a  frontage  of 
190.18  ft.  and  a  depth  of  225  ft.,  extending  by  an  irregular 
gore  53  ft.  x  63  ft.  formed  by  the  intersection  of  a  side 
and  rear  wall  into  the  residence  district,  the  depth  of  the 
block  being  approximately  325  ft. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  area  dis¬ 
trict  requirements  of  the  building  zone  resolution  shall  be 
complied  with. 

Resolved,  further,  that  any  permits  necessary  for  the 
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prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  one  year  of  the  date  of  this 
action. 


Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  . 1 


1696-214BZ. 


APPLICANT— Ashley  &  Booth,  lessee. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  24  individual  garages. 

PREMISES  AFFECTED — Northwest  corner  185th  street 
and  Laurel  Hill  terrace,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Granted  request  to  withdraw. 


THE  VOTE —  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 


985-21-BZ. 

APPLICANT— B.  Harrison  Noden,  for  Our  Civic  Theatre, 
owner.  .  . 

SUBJECT— Application  to  permit  partly  in  a  business 
and  partly  residence  district  the  erection  of  a  mo¬ 
tion  picture  theatre  and  community  building. 

PREMISES  AFFECTED— West  side  114th  street  (Stoot- 
hoff  avenue),  91.32  ft.  south  of  Liberty  avenue, 
Queens. 

APPEARANCES— 

For  Applicant:  H.  A.  Sullivan. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Case  reopened.  Hearing,  on  interpretation  of  res¬ 
olution,  set  for  Feb.  7,  1922. 


THE  VOTE—  ,  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  . 

Negative  . 

Absent:  Mr.  Beatty 


6 

0 

1 


582-21-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Frederick  L.  Cran- 
for,  owner.  .  .  . 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  a  public  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 346-370  Schenectady  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

ACTION  OF  BOARD — Case  reopened.  Date  of  hearing 


to  be  set. 


THE  VOTE—  „  . 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland.  Kearnev.  Kerby  and  Fire  Chief 


Kenlon  . 

Negative  . 

Absent:  Mr.  Beatty 


6 

0 

1 


852-19-BZ. 

APPLICANT— Edwin  Wilbur,  for  John  Massimino, 
owner.  .  . 

SUBJECT— Application  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted  district  the 
conversion  of  two  garages  abutting  to  one  structure 
by  the  removal  of  party  wall. 

PREMISES  AFFECTED— 233  East  162nd  street,  The 
Bronx. 


APPEARANCES— 

For  Applicant:  E.  H.  McLeod. 

ACTION  OF  BOARD— Application  reopened.  Case  set 
for  calendar  call  February  14,  1922,  at  2  p.  m. 

THE  VOTE—  _  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


1463-18-BZ. 

APPLICANT— Starrett  &  Van  Vleck,  for  John  Massi¬ 
mino,  owner. 

SUBJECT— Application  to  permit,  the  conversion  of  two 
garages  abutting  to  one  structure  by  the  removal 
of  party  wall. 

PREMISES  AFFECTED — Northwest  corner  162nd  street 
and  Grant  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  E.  H.  McLeod. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Application  reopened.  Case  set  for  calendar  call 

February  14,  1922,  at  2  p.  m. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 


AREAS  FIXED. 

(13-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Mrs.  Mathilda  Kirchner,  requesting  the  board  to  fix  the 
area  of  consents  for  the  maintenance  of  a  garage  at  prem¬ 
ises  677  Grove  street  (rear),  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Grove  street  from  100  ft.  east  of 
Forest  avenue  to  100  ft.  west  of  Prospect  avenue  and 
the  property  in  the  residence  district  directly  in  the 
rear  and  for  50  ft.  on  either  side  of  the  rear  lot  line 
of  the0 premises  under  appeal,  which  property  fronts 
on  Ralph  avenue  and  Forest  avenue. 


(22-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  T.  McCarthy,  requesting  the  board  to  fix  the  area 
of  consents  for  the  erection  of  a  garage  at  premises  east 
side  Spuyten  Duyvil  road,  132  ft.  north  of  230th  street, 
The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Spuyten  Duyvil  road,  from  230th 
street  to  231st  street  and  the  property  directly  in  the 
rear  and  for  50  ft.  on  either  side  of  the  rear  lot  line 
of  the  premises  under  appeal,  which  property  faces 
on  Spuyten  Duyvil  road  and  231st  street,  as  shown 
on  block  diagram  filed. 


(1672-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
Augustine  Schiavone,  requesting  the  board  to  fix  the  area 
deemed  affected  by  the  maintenance  of  a  garage  at  prem¬ 
ises  771  40th  street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  40th  street  from  Seventh  avenue  to  100 
ft.  west  of  Eighth  avenue. 


(54-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Pasquale  Sabbarese,  requesting  the  board  to  fix  the  area 
of  consents  for  the  erection  of  a  garage  at  premises  494-6 
New  York  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  New  York  avenue,  from  Lefferts 
avenue  to  200  ft.  north  of  the  southerly  side  of  Sterling 
street,  and  both  sides  of  Sterling  street  from  200  ft. 
east  of  the  westerly  side  of  New  York  avenue  to  a 
point  400  ft.  west  of  New  York  avenue. 


Adjourned,  1 :45  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  31,  1922. 
Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby,  Chief  Inspector  Bastress,  Superintendents 
Reville,  Kleinert  and  Moore. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  January 
24,  1922,  were  approved  as  printed  in  the  Bulletin,  No. 
5,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

1154-21-S. 

PETITIONER — Walter  J.  Egan,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED — 65-67  East  8th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  Feb.  7th,  1922,  at 
2  p.  m. 


1119-17-S. 

PETITIONER — Max  Muller,  architect,  for  Estate  of  Da¬ 
vid  W.  Dazian,  owner. 

SUBJECT — (Reopening.)  Petition  for  variation  of  the 

labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 87  Crosby  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Louis  A.  Sheinart. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Holland,  Kearney,  Chief  Inspector 
Bastress,  Superintendents  Reville,  Kleinert 

and  Moore  .  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

'  THE  RESOLUTION: 

(1119-17-S) 

Whereas,  Max  Muller,  architect,  on  behalf  of  the 
Estate  of  David  W.  Dazian,  owner, ^  filed,  July  24,  1917, 
with  the  board  of  standards  and  appeals,  a  petition  for  vari¬ 
ation  of  the  requirements  of  section  79-b-2,  labor  law,  and 
rule  506,  industrial  code,  to  accept  the  existing  wood  stud, 
lath  and  plaster  stairway  enclosure,  when  covered  on 

■both  sides  with  No.  26  U.  S,  gauge  metal,  premises  87 

Crosby  street,  Manhattan ;  and 
Whereas,  it  appears  that  the  building  is  six  stories  in 
height;  of  non-fireproof  construction;  approximately  25 
ft.  by  135  ft.  in  area;  extending  through  from  street  to 
street;  having  on  the  south  side  of  the  building,  approxi¬ 
mately  20  ft.  from  the  front,  one  interior  stairway,  3  ft. 
wide,  enclosed  in  wood  stud,  lath  and  plaster  partitions, 
extending  from  the  first  story  to  the  roof,  with  egress 
to  the  street  in  the  first  story  through  a  hallway  similarly 
enclosed ;  having  a  fire  escape  on  each  of  the  Lafayette 
and  Crosby  street  fronts,  consisting  of  balconies  at  each 
floor  level  above  the  second  connected  by  60  degree  lad¬ 
ders  not  extended  to  the  roof,  with  a  fixed  stairway  from 
the  second  story  balcony  to  the  street  on  the  Crosby  street 
front,  and  counterbalanced  stairway  from  the  second  story 
balcony  to  the  street  on  the  Lafayette  street  front;  to 
be  occupied  as  a  factory  by  one  tenant,  and  having  not  more 


than  twenty  persons  engaged  at  any  one  time  above  the 
first  story  at  the  time  of  the  original  hearing;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  Sept.  13,  1917,  with  a  limitation  as  to  occupancy 
and  petitioner  requested  a  reopening  of  his  case  and  a 
modification  of  the  limitation  as  to  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  fire  escape  on  the  Crosby  street  side  be 
made  standard ;  that  the  fire  escape  on  the  Lafayette  street 
side  be  made  to  conform  to  the  requirements  of  section 
273  of  the  labor  law;  that  all  doors  leading  to  the  stair 
hall  enclosure  be  made  fireproof  and  self-closing;  that 
there  shall  be  installed  an  approved  fire  alarm  signal  sys¬ 
tem,  and  that  there  shall  be  a  permitted  occupancy  of  not 
more  than  25  persons  per  floor  above  the  second  floor. 


6-22-S. 

PETITIONER — Eagle  Pencil  Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 222-228  Avenue  C,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Charles  Vedder. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Chief  Inspector 
Bastress,  Superintendents  Reville,  Kleinert 


and  Moore  .  9 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 


THE  RESOLUTION: 

(6-22-S) 

Whereas,  Eagle  Pencil  Company,  owner,  filed,  Jan.  3, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  222-228  Avenue  C,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29121- 
LD,  dated  Dec.  14,  1921,  reads : 

“Extend  the  interior  stairway  at  the  southeast  cor¬ 
ner  of  the  building,  also  the  interior  stairway  at  north¬ 
east  corner  of  building  to  the  roof,  as  per  section  271 
of  the  Labor  Law. 

“2.  Enclose  the  interior  stairway  at  the  southwest 
corner  of  building,  also  interior  stairway  at  northeast 
corner  of  building  serving  as  a  required  means  of  exit 
and  the  landings,  platforms  and  passageways  connect¬ 
ing  therewith  on  all  sides  with  partitions  of  fire  re¬ 
sisting  material  extending  continuously  from  the  cellar 
to  3  ft.  above  the  roof,  constructed  as  per  section 
271  of  the  Labor  Law  and  section  272  of  the  Labor 
Law,  or  carry  out  proper  alternative  method  of  com¬ 
plying  with  the  requirements  of  section  271  of  the 
Labor  Law.”; 

and 

Whereas,  the  building  is  of  brick  and  mill  construction, 
facing  on  two  streets,  5  stories  and  basement  in  height, 
103  ft.  by  86  ft.  in  area,  95  per  cent  sprinklered,  occupied, 
basement,  engine  room  and  storage,  2  persons;  1st  story, 
rubber  works,  32  persons ;  2nd  story,  fountain  pen  and 
pencil  mfg.,  71  persons ;  3rd  story,  pencil  packing,  48  per¬ 
sons ;  4th  story,  penholder  mfg.,  32  persons;  5th  story, 
drafting  room,  7  persons ;  the  means  of  egress  consisting 
of  two  interior  wooden  stairways  extending  from  the  1st 
story  to  the  5th  story,  with  iron  ladders  to  scuttle  in  the 
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roof,  enclosed  in  wood  partitions  with  wood  doors  at 
the  openings  and  two  fire  escapes,  one  on  the  14th  street 
front  of  the  building  and  the  other  on  the  Avenue  C 
front  of  the  building,  both  extending  from  the  5th  story 
to  the  2nd  story  with  drop  ladder  to  the  street,  the  win¬ 
dows  along  the  course  being  non-fireproof,  two  horizontal 
exits  at  each  story  to  adjoining  buildings,  under  the  same 
ownership,  protected  on  both  sides  by  fireproof  self-closing 
doors,  the  adjoining  buildings  being  of  the  same  height  as 
the  premises  under  appeal ;  and 

Whereas,  petitioner  states  as  to  Item  2  that  Order  No. 
93290-LD  was  previously  issued  by  the  fire  department  re- 
quiring  the  enclosing  of  the  stairways  and  that  the  board 
of  review  of  the  fire  department  under  date  of  Oct.  31, 
1918,  passed  a  resolution  that  inasmuch  as  horizontal  exits 
were  installed,  the  order  could  be  considered  sufficiently 
complied  with,  and  as  Item  1,  considers  the  exits  ade¬ 
quate. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  on  condition 
that  a  gooseneck  ladder  be  provided  leading  to  the  roof 
from  the  top  balconies  of  the  fire  escapes  on  the  14th 
street  and  Avenue  C  fronts  of  the  building. 

Resolved,  further,  that  this  variation  be  granted  only 
so  long  as  conditions  as  to  use  and  occupancy  remain 
substantially  unchanged. 


PETITIONER— Eugene  Lamb  Richards,  for  Proctor  & 
Gamble  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Western  avenue  and  Richmond 
terrace,  Port  Ivory,  Staten  Island,  Richmond. 

APPEARANCES— 

For  Petitioner:  Cornelius  Callaghan. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted. 


Whereas,  the  premises  consist  of  a  plot  of  ground, 
occupied  by  the  Proctor  &  Gamble  soap  manufacturing 
plant,  upon  which  there  are  various  buildings,  Building 
No.  2  being  of  fireproof  construction,  3  stories  in  height, 
45  ft.  by  140  ft.  in  area;  Building  No.  4  being  of  fire¬ 
proof  construction,  4  stories  in  height,  192  ft.  by  46  ft.  in 
area;  Building  No.  5  being  of  fireproof  construction,  3 
stories  in  height,  45  ft.  by  140  ft.  in  area;  the  means  of 
egress  in  Building  No.  2  consisting  of  two  interior  fire¬ 
proof  stairways  extending  from  the  1st  story  to  the  3rd 
story  enclosed  in  concrete  partitions  with  underwriters 
fireproof  sliding  doors  at  openings ;  the  means  of  egress 
in  Building  No.  4  consisting  of  two  interior  fireproof  stair¬ 
ways  extending  from  the  1st  story  to  the  4th  story,  the 
stair  at  the  southeast  corner  leading  directly  to  the  street, 
the  stair  at  northwest  corner  empties  at  the  1st  story  adjoin¬ 
ing,  an  opening  in  the  fire  wall  leading  to  a  one  story 
building,  with  all  doors  sliding  underwriters’  fireproof 
doors;  a  fire  escape  on  the  side  of  the  building  with  fire¬ 
proof  windows  along  course  of  the  fire  escape,  lowest  plat¬ 
form  being  2  ft.  above  the  ground;  the  means  of  egress 
in  Building  No.  5  consisting  of  two  interior  fireproof 
stairways  enclosed  in  fireproof  partitions  with  sliding 
underwriters’  fire  doors  at  openings,  horizontal  exit  in 
north  and  south  walls  each  story,  protected  by  sliding 
fire  doors ;  and 

Whereas,  petitioner  states  as  to  requirements  for  door 
opening  outwardly  that  the  buildings  are  of  fireproof  con¬ 
struction,  equipped  with  a  sprinkler  system,  the  openings 
to  the  stairs  provided  with  tin  clad  underwriters’  fire¬ 
proof  sliding  doors,  held  open  with  a  fusible  link,  and 
that  it  would  be  possible  to  take  these  doors  off  entirely 
and  have  the  building  comply  with  the  law,  and  as  to  the 
requirement  that  a  passageway  be  provided  to  the  street  in 
Building  No.  4,  that  such  a  passageway  has  been  provided 
at  the  east  side  of  building  and  at  the  west  side  the  en¬ 
closed  stairs  lead  to  an  adjoining  one  story  fireproof  build¬ 
ing,  these  openings  being  protected  by  fireproof  doors. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Chief  Inspector 
Bastress,  Superintendents  Reville,  Kleinert 

and  Moore  .  9 

N  egative  . * .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION: 

(1274-21-S) 

Whereas,  Eugene  Lamb  Richards,  for  Proctor  &  Gamble 
Co.,  owner,  filed,  Nov.  1st,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  tor  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  Western  avenue  and 
Richmond  terrace,  Port  Ivory,  Richmond;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
Nov.  30,  1920,  read : 

Order  No.  15180-LD. '  Building  No.  5: 

“1.  Arrange  the  doors  leading  to  the  stairways  on 
all  stories  upon  which  five  or  more  persons  are  em¬ 
ployed  so  as  to  open  outwardly  without  obstructing 
the  stairway  as  per  section  79-B-3  of  the  Labor  Law.” 

Order  No.  15183-LD.  Building  Kettle  House  No.  2: 

“1.  Arrange  the  doors  leading  to  the  stairway,  all 
stories  upon  which  five  or  more  persons  are  employed 
so  as  to  open  outwardly  without  obstructing  the  stair¬ 
way,  as  per  section  79-B-3  of  the  Labor  Law.” 

Order  No.  15186-LD.  Building  No.  4: 

“1.  Provide  egress  to  the  street  from  both  stairways 
east  and  west  sides  of  building  by  means  of  passage¬ 
way  enclosed  in  fire  resisting  material  as  per  section 
79-B-2  and  79-B-3  of  the  Labor  Law.”; 

and 


1382-21-S. 

PETITIONER— M.  H.  McGuire. 

SUBJECT— Petition  for  variation  of  the  labor  law  as  cited 
in  decision  of  superintendent  of  buildings. 
PREMISES  AFFECTED— 138-140  Cherry  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner :  M.  H.  McGuire. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Granted. 

THE  VOTE-  tt  Tjr 

Affirmative :  Messrs.  Boulton,  Holland,  Kearney, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert  and  Moore  .... 

Negative:  Chairman  Walsh . 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super- 


A  n  nTi  a  rm  A+f 


THE  RESOLUTION: 

(1382-21-S) 

Whereas,  M.  H.  McGuire,  for  Fulton  Ice  Company, 
Inc.,  owner,  filed,  Nov.  14,  1921,  a  petition,  with  the  board 
of  standards  and  appeals  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  26  Hamil¬ 
ton  street  and  138-140  Cherry  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Sept.  30,  1921,  in  acting  on  N.  B.  Applica¬ 
tion  No.  426-1921,  reads :  . 

“4.  Enclose  hoistways,  Labor  Law,  section  270.  ; 


Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  49  ft.  9J4  in.  by  208  ft.  7J4  in.  in  area, 
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occupied  for  the  manufacture  of  ice,  1st  story,  5  em¬ 
ployees;  2nd  story,  2  employees;  and 

Wehreas,  petitioner  states  that  enclosing  the  two  hoist¬ 
ways  with  terra-cotta  walls  would  have  no  possible  value 
as  smoke  or  fire  protection  considering  the  occupancy  of 
the  proposed  building  and  if  installed  as  required  would 
make  it  impracticable  if  not  impossible  to  operate  travell¬ 
ing  cranes  in  the  2nd  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  the  petition  be  and  it  hereby  is  granted. 


1397-21-S. 

PETITIONER — Cornelius  Callaghan. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 32-34  Cooper  square,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Cornelius  Callaghan. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Feb.  14th  for  inspec¬ 
tion  and  report  by  committee  of  the  board. 


1622-21-S. 

PETITIONER — Adolph  Voltter.  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 68  Bayard  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  E.  Miller. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITION’S — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Chief  Inspector 
Bastress,  Superintendents  Reville,  Kleinert 


and  Moore  .  9 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION: 

(1622-21-S) 


Whereas,  Adolph  Voltter,  owner,  filed,  December  10, 
1921,  a  petition  with  the  hoard  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  68  Bayard  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  23,  1921,  reads : 

“3.  Arrange  bars  on  windows  on  the  east  and  north 
side  of  1st  story  so  as  to  be  readily  movable  or  remov¬ 
able  from  both  sides  in  such  a  manner  as  to  afford 
free  and  unobstructed  use  of  such  windows  for  pur¬ 
poses  of  egress,  as  per  Section  272  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

6  stories  in  height,  22  ft.  8  in.  by  92  ft.  in  area;  equipped 
with  a  fire  alarm  signal  system ;  occupied,  1st  story,  store ; 
2nd  story,  storage,  2  persons ;  3rd  story,  second  hand 
clothing,  2  persons ;  4th  story,  leather  goods  mfg.,  14  per¬ 
sons;  5th  story,  leather  goods  mfg.;  6th  story,  storage; 
there  being  3  barred  windows  on  the  north  side  and  4 
barred  windows  on  the  east  side  in  the  1st  story ;  the  means 
of  egress  from  the  1st  story  consisting  of  direct  exits 
tq  the  street  at  the  front  of  store  and  an  exit  from  the 
hallway  at  the  front  and  a  window  in  the  rear  of  the 
store  with  movable  iron  bars ;  and 
Whereas,  petitioner  states  that  the  1st  story  is  used  as 
a  lunch  room  and  the  barred  windows  have  been  installed 
for  about  30  years  and  are  so  barred  to  prevent  theft 
and  considers  the  exits  in  the  1st  story  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
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labor  law  and  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  the  two  rear  windows  in  the  easterly  gable  wall 
be  provided  with  movable  iron  bars  arranged  to  swing 
outwardly. 


1666-21-S. 

PETITIONER — Larremore  V.  V.  Sweezy,  for  Abel  Bros. 
&  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 16-18  Maiden  lane,  Manhattan. 
ACTION  OF  BOARD — Laid  over  to  Feb.  7th,  1922,  on 
request  of  petitioner. 


1873-21-S. 

PETITIONER — John  H.  Knubel,  for  Clemons  Realty  Co., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 352-354  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  H.  Knubel. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condtion. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Chief  Inspector 
Bastress,  Superintendents  Reville,  Kleinert 


and  Moore  .  9 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION: 

(1673-21-S) 


Whereas,  John  H.  Knubel,  architect,  for  Clemons  Realty 
Co.,  owner,  filed,  December  22,  1921,  a  petition  with  the 
board  of  standards  and  appeals  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  352-354  7th  ave¬ 
nue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16359- 
LD,  dated  December  13,  1921,  reads : 

“Termination  from  fire-escape  does  not  fully  comply 
with  the  law  for  a  fireproof  passageway.  No  fireproof 
passageway  from  termination  of  fire-escape  to  street”; 

and 

Whereas,  the  premises  consist  of  two  buildings,  each  of 
non-fireproof  construction,  4  stories  in  height,  19  ft.  by 
45  ft.  in  area,  occupied,  No.  352,  1st  story,  stores;  2nd 
story,  factory,  7  persons;  3rd  story,  factory,  8  persons; 
4th  story,  factory,  7  persons;  No.  354,  1st  story,  stores; 
2nd  story,  factory,  4  persons ;  3rd  story,  factory,  6  persons ; 
4th  story,  factory,  4  persons;  the  means  of  egress  consist¬ 
ing  of  an  interior  wooden  stairway  in  each  building  ex¬ 
tending  from  the  1st  story  to  the  roof  enclosed  in  wood 
stud,  lath  and  plaster  partitions  with  wood  doors  at  the 
openings ;  a  party  wall  fire  escape  at  the  rear  of  the  build¬ 
ing  exitending  from  the  roof  to  the  ground,  with  egress 
through  the  hallways  of  the  premises  in  question  and  the 
adjoining  premises  under  the  same  ownership,  the  windows 
along  the  course  being  fireproof ;  and 

Whereas,  the  petitioner  states  that  there  are  passage¬ 
ways  through  the  hallways  of  the  two  buildings  in  ques¬ 
tion  and  through  the  hallways  of  two  buildings  in  the  rear 
all  in  the  same  ownership. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  so  long  as 
present  open  yard  conditions  remain  unobstructed  and  the 
premises  remain  in  the  same  ownership  and  means  of  egress 
be  provided  in  accordance  with  plans  filed  with  this  petition. 


1677-21-S. 

PETITIONER — William  A.  Parfitt,  for  Louis  Weintraub, 
owner. 


M1NUT 


SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 15  Myrtle  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  William  A.  Parfitt. 

For  Administration:  Insp.  Maher  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE—  ,  „  _  . 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 

ton,  Kearney,  Kerby,  Chief  Inspector  Bas- 
tress,  Superintendents  Reville,  Kleinert  and 

Moore  .  ® 

Negative :  Mr.  Holland  .  I 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION : 

(1677-21-S) 

Whereas,  Wm.  A.  Parfitt,  for  Louis  Weintraub,  owner, 
filed,  Dec.  22,  1921,  a  petition  with  the  board  of  standards 
and ’appeals  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  15  Myrtle  avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  12204- 
LD,  dated  Oct.  7,  1920,  reads:  ,  . 

“Enclose  the  interior  stairway  at  the  east  side  ot  the 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  1st  story  to  3 
ft.  above  the  roof,  constructed  as  per  sections  79-B-2 
and  79-B-3  of  the  Labor  Law  and  rule  2  of  the  Indus¬ 
trial  Code,  or  carry  out  a  proper  alternative  complying 
with  the  requirements  of  section  79-B-l  of  the  Labor 
Law.’” ; 

Whereas,  the  building  is  of  non-fireproof  construction,  4 
stories  in  height,  20  ft.  3  in.  x  81  ft.  in  area,  occupied,  1st 
story,  store,  6  persons;  2nd  story,  tailors,  8'  persons;  3rd 
story,  tailors,  22  persons ;  4th  story,  tailors,  10  persons ; 
the  means  of  egress  consisting  of  an  interior  wooden  stair¬ 
way  extending  from  the  1st  story  to  the  4th  story  with  iron 
ladder  to  scuttle  in  the  roof  enclosed  in  hall  partitions  of 
wood  stud  j4-in.  plaster  board  and  No.  26  gauge  metal 
with  metal  covered  doors  at  the  openings,  these  partitions 
extending  to  the  underside  of  the  roof  boards ;  a  fire  escape 
on  the  side  of  the  building  extending  from  the  roof  to  the 
2nd  story  with  counterbalanced  stairs  to  the  ground  and  exit 
through  an  alley  to  the  street,  the  windows  along  the  course 
being  metal  covered  sash  glazed  with  wire  glass,  the  ad¬ 
joining  buildings  being  about  12  ft.  higher ;  and 

Whereas,  petitioner  states  that  it  would  be  an  unneces¬ 
sary  expense  and  hardship  to  cut  through  the  roof  boarding 
in  order  to  extend  the  partitions  to  3  ft.  above  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stair  enclosure  partitions  be  continued  to 
the  roof  and  that  the  order  of  the  fire  commissioner  be 
complied  with  in  all  other  respects. 


1698-21-S. 

PETITIONER— Randolph  H.  Almiroty,  for  Louis  Gold¬ 
stein,  owner.  ... 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 20  East  13th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARI>— Laid  over  to  Feb.  7th,  1922,  at 

2  p.  m. 


1713-21-S 

PETITIONER— F.  P.  Keniston  for  Alperstein  &  Witten- 
lessees. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 861  Westchester  avenue,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Chief  Inpec- 
tor  Bastress,  Superintendents  Reville,  Klein¬ 
ert  and  Moore  .  9 

Negative  .  9 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION : 

(1713-21-S) 

Whereas,  F.  P.  Keniston,  for  Alperstein  &  Wittenberg, 
lessees,  filed,  December  30,  1921,  a  petition  with  the  board 
of  standards  and  appeals  for  a  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  861  Westchester  avenue,  The 
Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16079- 
LD,  reads:  _ 

“1.  Extend  the  interior  stairway  at  the  south  side  of 
building  to  the  roof  as  per  section  79B-1  and  79C-1  of 
the  Labor  Law. 

“2.  Arrange  the  fire  escape  on  the  west  side  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof,  so  that  same  are  in 
compliance  with  the  provisions  of  Sec.  79B-4  and  79B-5 
of  the  Labor  Law  and  the  Rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of  Sec¬ 
tion  79B-1  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non~fireproof  construction, 
3  stories  in  height,  25  ft.  x  60  ft.  in  area,  occupied,  1st 
story,  salesroom  and  mfg.  of  furs,  4  persons;  2nd  story, 
and  3rd  story,  mfg.  of  dresses,  10  persons  per  story;  the 
means  of  egress  consisting  of  an  interior  wooden  stairway 
extending  from  the  1st  story  to  the  3rd  story  with  fixed 
iron  ladder  to  scuttle  in  the  roof  enclosed  in  lath  and  plas¬ 
ter  partitions  with  wood  doors  at  the  openings  and  a  fire 
escape  on  the  rear  of  the  building  extending  from  the 
3rd  story  to  the  yard,  which  is  at  2nd  story  level,  with 
egress  through  the  2nd  story  of  the  building  under  appeal 
and  through  the  adjoining  yard  at  the  north,  the  windows 
along  the  course  being  non-fireproof ;  and 

Whereas,  the  petitioner  states  that  the  occupancy  of  the 
upper  stories  is  not  continuous,  due  to  seasonal  work,  the 
total  period  of  occupancy  not  exceeding  six  months  of  the 
year  and  proposes  in  lieu  of  complying  with  the  order  to 
provide  a  gooseneck  ladder  from  top  balcony  of  fire  escape 
to  roof  and  to  provide  metal  sash  glazed  with  wire  glass  at 
all  openings  along  the  fire  escape  and  to  provide  passage¬ 
way  from  foot  of  fire  escape  through  opening  in  fence  lead¬ 
ing  to  yards  of  building  on  adjoining  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  an  opening  be  provided  in  the  fence  at  the  rear  of  these 
premises  giving  access  to  the  adjoining  yard,  with  a  set  of 
steps  leading  to  the  adjoining  yard  level,  and 
Resolved,  further,  that  this  variation  be  granted  so  long 
as  conditions  remain  unchanged  and  the  occupancy  is  not 
increased. 
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MINUTES 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
26-22-S. 

PETITIONER — Petroleum  Heat  &  Power  Co. 

SUBJECT — Request  for  approval  of  “Fess  Turbine  Burn¬ 
er”  (Fuel  Oil  Burning  Equipment). 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Granted  permission  for  temporary  installation  and 
use,  at  petitioner’s  own  risk  as  specified  in  resolu¬ 


tion. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul- 
.  toi^  Holland,  Kearney,  Kerby,  Chief  In¬ 

spector  Bastress,  Superintendents  Reville 

and  Kleinert  .  8 

Negative:  Superintendent  Moore  . 1 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION: 

(26-22-S) 


Whereas,  Robert  Adamson,  President,  Petroleum  Heat  & 
Power  Company,  filed,  January  7,  1922,  a  petition  with  the 
board  of  standards  and  appeals  for  approval  of  their  de¬ 
vices  known  as  the  “Fess  Turbine  Burner”;  and 
Whereas,  under  date  of  January  26,  1922,  the  petitioner 
requested  permission  to  install  the  “Fess  Turbine  Burner” 
in  the  Knickerbocker  Building,  at  his  own  risk,  for  demon¬ 
stration  purposes. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  grant  permission  for  the  installation  of  the  “Fess 
Turbine  Burner”  at  the  Knickerbocker  Building,  Broadway 
and  42nd  street,  Manhattan,  on  condition  that  the  pumps, 
burners,  heaters,  etc.,  which  it  is  proposed  to  install  shall 
be  installed  at  the  risk  of  the  petitioner  in  order  to  provide 
for  a  service  test  under  working  conditions  and  for  a  period 
not  to  exceed  sixty  (60)  days  from  date  of  such  installation. 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


BOARD  OF  STANDARDS  AND  APPEALS. 

♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  January  17,  1922, 
as  they  appeared  in  Bulletin  No.  4,  Vol.  VII.,  are  hereby 
corrected  as  follows : 

(1304-21-S) 

Whereas,  William  C.  Walker’s  Sons,  for  Estate  of 
David  L.  Einstein,  owner,  filed,  Nov.  5,  1921,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner,  affecting  premises  93-99  Greene 
street,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  17221 -LD,  dated  Jan.  6,  1921,  reads: 

“1.  Arrange  the  fire  escape  on  the  front  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof,  so  that  same  are 
in  compliance  with  the  requirements  of  the  Labor 
Law,  and  the  rules  of  the  Board  of  Standards  and 
Appeals,  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  section  79-B-l 
of  the  Labor  Law. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following :  Windows  on  course  not 
fire-proof,  not  self-closing.  No  counterbalanced  stair¬ 
way  to  street  (this  is  complied  with).  No  steps  to 
sills  of  openings  to  balconies  (this  is  complied  with).”; 
and  No.  22555-LD,  dated  May  19,  1921,  reads  : 

“1.  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  section  273  and  274 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
271  of  the  Labor  Law.” 


No.  27856-LD,  dated  Oct.  18,  1921,  reads : 

“L  _  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 
Law. 

“2.  _  Enclose  the  interior  stairway  at  the  south  side 
of  building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  there¬ 
with  on  all  sides  with  partitions  of  approved  fire  re¬ 
sisting  material ;  this  includes  exposed  soffits  of  stairs. 
*  *  *  >> 

No.  27857-LD,  dated  Oct.  18,  1921,  reads: 

“1  _  Arrange  the  doors  leading  to  the  stairway  in 
building  No.  97,  on  all  stories  upon  which  five  or 
more  persons  are  employed,  so  as  to  open  outwardly 
without  obstructing  the  stairway,  as  per  section  271 
of  the  Labor  Law.”; 
and 

Whereas,  the  premises  consist  of  three  buildings,  each  6 
stories  in  height,  with  a  total  frontage  of  100  ft.  and  a 
depth  of  85  ft.,  occupied,  1st  story,  willow  ware,  paper, 
twine,  thread  and  yarns,  10  persons;  2nd  story,  making 
of  aprons  and  muslin  underwear,  53  persons;  3rd  story, 
making  of  stamped  linens,  dresses  and  waists,  32  persons  ; 
4th  story,  making  of  travelling  bags,  dresses  and  pocket- 
books,  52  persons ;  5th  story,  making  of  dresses,  35  per¬ 
sons ;  6th  story,  making  of  dresses  and  fancy  leather 
goods,  52  persons ;  the  means  of  egress  consisting  of 
an  interior  stairway  in  each  building  extending  from  the 
1st  story  to  the  roof  in  the  centre  and  north  buildings 
and  from  the  1st  story  to  the  6th  story  in  the  south 
building,  enclosed  in  partitions  of  fire  resisting  material 
in  the  centre  and  north  buildings  and  in  wood  partitions 
in  the  south  building,  a  horizontal  exit  in  the  division  walls 
between  the  buildings  in  each  story,  with  double  sliding 
self-closing  fire  doors  both  sides,  one  set  leading  to  the 
stairway  of  the  centre  building ;  a  party  wall  fire  escape  on 
the  rear  wall,  taking  in  the  three  buildings,  a  60  degree  fire 
escape  on  the  front  of  the  south  building  and  a  45  degree 
fire  escape  taking  in  the  front  of  the  centre  and  north 
buildings,  with  counterbalanced  stair  to  the  street,  with 
non-fireproof  windows  along  the  course  of  this  north  fire 
escape;  and 

Whereas,  petitioner  contends  the  means  of  egress  are 
adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Order  17221-LD  and  Order  22555-LD  on  condition  that  hor¬ 
izontal  exits  be  provided  in  the  party  wall  between  Nos.  97  and 
99  on  all  floors  above  the  first  floor ;  as  to  Order  27856-LD, 
item  No.  1,  on  condition  that  the  scuttle  be  made  counter¬ 
balanced,  and  as  to  Order  27856-LD,  item  No.  2,  on  con¬ 
dition  that  the  loft  side  of  stair  enclosure  partition  be  cov¬ 
ered  with  fire  retarding  material  with  self-closing  fireproof 
doors  at  all  openings,  and  granted  as  to  Order  27857-LD  in 
view  of  the  existing  approved  fireproof  doors  on  horizontal 
openings. 

Resolved,  further,  that  this  variation  be  granted  only  so 
long  as  conditions  as  to  use  and  occupancy,  that  is,  the 
existing  combined  occupancy  of  the  buildings,  remain  sub¬ 
stantially  unchanged. 


*Correction — Word  “fireproof”  in  line  71  changed  to 
“non-fireproof.” 


BOARD  OF  APPEALS. 

♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
on  Tuesday  morning,  December  13,  1921,  as  they  appeared 
in  Bulletin  No.  51,  Vol.  VI.,  are  hereby  corrected  as  fol¬ 
lows  : 

(977-21-A) 

Whereas,  McKessen  &  Robbins,  Inc.,  lessees,  filed,  Sept. 
12,  1921,  an  appeal  with  the  board  of  appeals,  from  an  or¬ 
der  of  the  fire  commissioner,  affecting  premises  91-97  Ful¬ 
ton  street  and  74-84  Ann  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  22543- 
F,  dated  May  25,  1921,  reads: 


MINUTES 


“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2 J4  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cel¬ 
lars  and  roofs),  placed  within  main  stairway  enclos¬ 
ure.  Each  outlet  to  be  provided  with  sufficient  feet  of 
2J4  -inch  standard  hose  attached  thereto.  , 

and 

Whereas,  the  premises  consist  of  a  group  of  attached 

buildings  covering  an  area  99  ft.  7)4  in-  x  179  11  in-’ 

extending  through  from  Fulton  street  to  Ann  street,  of  non- 
fireproof  construction,  each  6  stories  (66  ft.)  m  height, 
occupied  by  a  wholesale  drug  business,  basement,  50  per¬ 
sons ;  1st  story,  122  persons;  2nd  story,  105  persons;  3rd 
story,  30  persons;  4th  story,  20  persons;  5th  story,  ?  per- 
sons-  6th  story,  5  persons;  the  building  being  divided  by 
brick  division  walls  with  sub-standard  doors  at  the  opening ; 


a  100  per  cent  sprinkler  system  is  installed ;  and 

Whereas,  appellant  states  that  the  area  of  the  entire 
group  of  buildings  is  only  slightly  in  excess  of  10,000  sq. 
ft.,  and  that  the  lease  of  the  present  occupants  expires  in 
1926  and  it  is  not  certain  that  the  premises  will  be  con¬ 
tinued  after  that  time  with  the  present  arrangement  of 
communicating  buildings ;  and  .  . 

Whereas,  the  board  deemed  in  view  of  the  many  hori- 
zontal  exits,  centre  stairs  and  the  small  area  of  the  indi¬ 
vidual  buildings  that  the  appeal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  horizontal  openings  not  now 
protected  with  fireproof  doors  shall  be  provided  with  kala- 
mein  self-closing  doors  and  all  existing  fireproof  doors 
shall  be  made  self-closing;  and  granted  only  so  long  as  con¬ 
ditions  remain  unchanged. 

* Correction :  Last  paragraph  reworded. 


RULES  ADOPTED 


AMENDMENT  TO  THE  FIRE  KETARDING^UL^ ADOPTED  BY  THE  BOARD  OF  STANDARDS 


(366-21-S) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams  in 
ioisted  floor  construction  in  non-fir eproof  buildings  used 
as  garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions;  ,  .  ,  ,, 

fa)  One-half  04)  inch  plaster  boards,  or  three-eighth 
(3/8)  inch  gypsum  wall  boards  weighing  not  less  than  six¬ 
teen  (16)  pounds  per  square  yard,  with  pointed  joints,  cov¬ 
ered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
inch  lapped  seams  nailed  to  the  wood  beams  when  spaced 


not  more  than  sixteen  (16)  inches  on  centers,  or  nailed 
to  furring  strips  when  the  floor  beams  are  spaced  more 
than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  (J4)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  nailed  to  the 
beams,  when  spaced  not  more  than  sixteen  (16)  inches  on 
centers,  or  nailed  to  furring  strips  when  the  floor  beams 
are  more  than  sixteen  (16)  inches  on  centers; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters  (24) 
inch  thick. 


AMENDMENT  DISAPPROVED 


iDT  ttm RTTvir1  T?TTT  FS  PLUMBING  DRAINAGE,  WATER  SUPPLY,  GAS  PIPING 
AMENDMENT  TCTTHE ^^SmON  OF  BUILDINGS  DISAPPROVED  FEB.  3,  1932. 


(Cal.  No.  715-21-S) 

(New  matter  is  in  italics.) 

Vent  Pipes. 

91.  All  traps,  except  approved  anti-siphon  traps 
connected  to  main  waste  or  soil  lines  or  tc .  the  house 
drain  by  branch  piping  not  over  seven  V*  Jff 1  1 
length  with  a  fall  not  exceeding  two  (2)  inches  per 
foot,  shall  be  protected  from  siphonage  and  back-pres¬ 
sure  by  special  lines  of  vent  pipes;  provided  that  where 
approved  deep-seal  siphon-jet  water  .closet  or  slop  sink 
fixtures  are  installed  with  branch  piping  not  over  five 
(5)  feet  in  length  from  fixture  to  mam  soil  or  waste 
line  the  vent  pipe  may  be  omitted  for  such  fixtures  in 
buildings  not  over  eight  (8)  stories  in  height  and 
where  the  main  soil  or  waste  line  is  made  one  inch  larger 
in  diameter  than  required  by  these  rules,  the  vent  pipe 
may  also  be  omitted  for  such  fixtures  in  building  over 
eight  (8)  stories  in  height. 

a  (1)  When  not  more  than  four  fixtures  are  on  a  branch 
from  a  riser  line,  then  traps  need  not  be  ventilated,  provided 
the  zvaste  pipe  from  each  trap  be  at  least  40  per  cent,  greater, 
in  cross  sectional  area,  all  the  way  from  said  trap  to  said 
branch  line,  than  the  inlet  pipe  to  said  trap;  and  also  pro¬ 


vided  that  the  cross  sectional  area  of  said  branch  from 
the  riser  line  at  every  point,  be  at  least  equal  to  the  com¬ 
bined  sectional  area  of  all  inlets  to  it,  from  traps  beyond 
that  point. 

a.  (2)  When  more  than  four  fixtures  are  on  a  branch 
from  a  riser  line,  the  trap  of  the  last  fixture  only  (i.  e.,  the 
one  farthest  from  the  riser  line )  need  be  ventilated  as  now 
required.  Provided,  however,  that  the  waste  pipe  from  each 
trap  be  at  least  40  per  cent,  greater  in  area,  from  said  trap 
to  the  branch  line,  than  the  inlet  pipe  to  said  trap. 

Note.— In  computing  the  area  of  waste  pipes  from  traps, 
as  above  provided,  the  waste  pipe  from  a  water  clo-set  may 
be  considered  as  only  40  per  cent,  greater  than  that  of  its 
flush  pipe,  but  no  water  closet  shall  discharge  into  a  drain 
pipe,  of  less  than  four  inches  from  the  closet  until  it  leaves 
the  building. 

By  riser  line  in  the  foregoing  paragraphs,  is  meant  a 
continuous  line  of  drain  pipe,  from  its  entrance  to  the  build¬ 
ing  to  its  exit  at  the  roof. 

(b)  All  traps,  located  i within  three  feet  of  a  riser  line  need 
not  be  ventilated. 

(c)  Any  fixture,  other  than  a  water  closet  or  urinal,  whose 
outlet  is  located  within  six  feet  of  a  zvater  closet,  may  dis¬ 
charge  into  the  bowl  of  said  water  closet,  zvithout  a  trap. 
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ANNUAL  REPORT 


January  9th,  1922. 


Hon.  John  F.  Hylan, 

Mayor,  New  York  City. 

Sir:— I  have  the  honor  to  submit  for  your  information  the  annual  report  of  the  Board  of  Appeals  and 
Board  of  Standards  and  Appeals,  combined,  for  the  year  1921,  which  is  set  forth  as  follows : 


_ MEETINGS  OF  THE  BOARD. 

Board  of  Appeals . " 

Board  of  Standards  and  Appeals  . 


Total  meetings  . 

Total  number  of  Inspections 


112 

50 


DISPOSITION  OF  CASES. 


Cases  Disposed  of  by  Board  of  Appeals. 

Appeals  from  Administrative  Orders  . 

Appeals  under  Building  Zone  Resolutions  . 


Total  disposed  of  . 

Appeals  pending  December  31st,  1921 


Cases  pending  Jan.  1,  1921  . 

Cases  filed  year  1921  . 

Restored  to  Calendar  . 

Requests  to  reopen  . 

Requests  for  modification  . 

Requests  for  extension  of  time . 

Requests  to  amend  . 

Requests  to  rescind . 

Administrative  requests  . 

Total  . 

Disposed  of  . 

Cases  pending  December  31,  1921 


Cases  Disposed  of  by  Board  of  Standards  and  Appeals 

613  Petitions  for  Variations  of  Labor  Law  .  355 

331  Petitions  for  the  approval  of  Appliances  and  Materials  28 

Petitions  for  the  Adoption  of  Rules  .  4 


944 

262 


Total  disposed  of  . 

Petitions  pending  December  31st,  1921 


387 

127 


SUMMARY. 


90 

1720 

22 

96 

17 

28 

6 

3 

4 

1986 

1597 


Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition 
Resolutions  modified 
Resolutions  rescinded 
Resolutions  amended 

Rules  adopted . 

Appliances  approved 

Total  . 


389 


102 

296 

337 

318 

509 

11 

1 

5 

4 

14 

1597 


CASES  PENDING. 


Pier  Cases  awaiting  Court  Decision  . 

Cases  awaiting  resolution  of  Board  of  Aldermen 

Appeals  from  Administrative  Orders  . 

Appeals  under  Building  Zone  Resolution  . 

Petitions  for  variation  of  Labor  Law  . 

Petitions  for  approval  of  appliances  . . 

Petition  for  adoption  of  Rules  . . 


42 

5 

125 

90 

101 

25 

1 


Total 


MONEYS  RECEIVED. 


Subscriptions  to  Bulletin 
Cash  sales  o&  Bulletin  . . 


389 


$607.50 

$165.17 


Total  (paid  to  Chamberlain) 


$772.67 


REVIEW  (1916  to  1922). 

Pending  Total 


Year. 

Cases 

Filed. 

Requests  Previous 
Filed.  year. 

to  dis¬ 
pose  of. 

With¬ 

drawn. 

Dis¬ 

missed. 

Denied. 

Granted, 

etc. 

Request 

Actions. 

Total 

Cases. 

Pending 
Dec.  31st. 

1916 

502 

32 

0 

534 

39 

64 

59 

204 

32 

398 

136 

1917 

2620 

35 

136 

2791 

291 

154 

241 

838 

35 

1559' 

1232 

1918 

1734 

160 

1232 

3126 

803 

666 

41S 

1009 

160 

3056 

70 

1919 

1005 

73 

70 

1148 

105 

47 

271 

594 

41 

1058 

90 

1920 

793 

114 

90 

997 

84 

100 

233 

457 

33 

907 

90 

1921 

1720 

176 

90 

1986 

102 

296 

337 

827 

35 

1597 

389 

Total 

8374 

590 

1618 

10582 

1424 

1327 

1559 

3929 

336 

8575 

2007 

Respectfully  submitted, 

WILLIAM  J.  O’GORMAN,  Secretary. 


WILLIAM  E.  WALSH,  Chairman. 
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PROGRESS  REPORT 


SUMMiARY. 

Cases  pending  December  31,  1921 


389 


Cases  filed  up  to  and  including  Feb.  2,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . •  • 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Total  . 

Disposed  of  . 


138 

17 

23 

1 

4 

0 

3 

2 

2 

0 

579 

160 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . . 

Granted  . .  . . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . . . . . 

Requests  for  extension  of  time  granted  . . . 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Requests  withdrawn  . 

Total  . 


14 

3 

21 

18 

65 

4 
2 


21 

2 

1 

0 

3 

1 

0 

0 

3 

0 

0 

0 

2 

0 

0 

0 

0 

150 


Cases  pending  Feb.  2,  1022 


419 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  o 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recotd  and  Guide  and  in  various 

newspapers.  .  ,  , 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  ot 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

^F?fth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for  . . 1922. 


Vl 


,ct.. 


BULLETIN 
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Iwued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1915, 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  Room  914,  Municipal  Building,  New  York  City. 


Vol.  VII 


Subscription 
$2.50  a  year 
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DIRECTORY 


BOARD  OF  APPEALS. 


William  E.  Walsh,  Chairman 


John  J.  Beatty 
Alfred  J.  Boulton 
John  E.  Kerry 


James  P.  Holland 

James  Kearney 

Fire  Chief  John  Kenlon 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  . , . Fire  Commissioner 

Charles  Brady  . . . . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore . Supt.  of  Buildings,  Queens 

William  J.  McDermott  . . .  Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914, 

Telephone — Worth  0184 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  February 
7,  1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  February  7,  1922. 

Minutes  of  Special  Meeting,  Board  of  Standards 
and  Appeals,  February  3,  1922. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
m  the  afternoon— Saturdays  excepted. 


i-R-rk.  O  LALLJNUAK. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  Property  owners,  opportunity  to  file  objections,  if 

?4y’iQa”od  To  He,Ca  led  ln  T?°m  919’  on  Tuesday,  February 
14,  19-2,  at  2  o  clock.  At  this  call  each  case  is  set  for  heap 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
iuesday,  February  21,  1922,  at  2  o’clock. 

e  Clerks  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

JNo  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
ficial  fr0m  thg  datC  °f  thC  actlon  of  the  Administrative  Of- 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


'  DOCKET. 

Cases  Filed,  Week  Ending  February  9th,  1922. 

Cal.  No.  Department  Order  No. 

189-22-A . F.D .  . . LC  11052 

188-22-A . F.D . C  69812 

187-22- A . F.D . C  69790 

186-22- A . F.D . C  69254 

185-22-S . F.D . LD  78169 


184-22-S . F.D . Appliance 

183-22-S . F.D . Appliance 

182-22-A . F.D.  .Cor.  46th  st.  &  Park  ave.,  Man. 

181-22-A . F.D . 43  Exchange  pi.,  Man. 

180-22-A . F.D . Dec.  of  supt.  of  bldgs. 


p  d . F  29864 


177-22-S . F.D .  Dec.  of  Fire  Dept. 

176-22-A . F.D . DC  11110 

175-22-A . F.D . Alt.  1442-21 

174-22-A . F.D . LF  27578 

173-22-S . F.D . LD  22912 

1 72-22-S . F.D . LD  22915 


. F  22904 

i  cq  09  R7 

. LC  69984 

. F  29495-29496 

. F  ‘'8592-28593 
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. C  9360 

155-22-S 

.  LD  16742 
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. B.B.M . 
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. Alt  3094-1921 
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151-22-A . F.D . LC  11086 

150-22- A . F.D . LC  11063 

149-22-A . F.D . F  29127-29128 

148-22-A . F.D . LC  69744 

147-22-S . F.D . LD  26004 

146-22-A . F.D . LC  60846 

145-22-A . F.D . LC  11046 

144-22-A . F.D .  Dec.  of  Fire  Dept. 

143-22-S . F.D . LD  66243 
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Restored  to  Calendar. 

....B.B.B . 

..Alt.  8154-1920 

1  099  91 

.  .F.D . 

. LD  6901 

1176-21-S . 

. LD  '16088 

CODE.  - 

p d . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R.  . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  14,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1681-21-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Luttrell  H.  Red- 
ner. 

PREMISES — 336  West  70th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  a  public  garage. 

1687-21-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Louis  Firmbach, 
owner. 

PREMISES — 2022  Linden  street,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 

1699-21-BZ. 

APPLICANT — Samuel  J.  Kessler,  for  Albert  Schwarzler, 
owner. 

PREMISES — 1229  Morris  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  resi¬ 
dence  district  the  erection  of  a  motion  picture  thea¬ 
tre  and  stores. 

1369-21-BZ. 

APPLICANT — Otto  'Reissmann,  for  Louis  Blau  &  Sons, 
owner. 

PREMISES — 647  East  9th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  unre¬ 
stricted  district  the  erection  of  a  one  story  dry 
cleaning  and  dyeing  establishment. 

86-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Caroline  C.  W.  Fra¬ 
ser,  owner. 

PREMISES — 4720-4732  Third  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  public  garage. 

1683-21-BZ. 

APPLICANT — Peter  Damm,  applicant  and  owner. 

PREMISES — 529-533  East  80th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  extension  of  two 
stories  in  height  to  existing  body  building,  paint¬ 
ing  and  garage  building. 

852-19-BZ. 

APPLICANT — Edwin  Wilbur,  for  John  Massimino,  owner. 

PREMISES— 233  East  162nd  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles. 

1463-18-BZ. 

APPLICANT — Starrett  &  Van  Vleck,  for  John  Massi¬ 
mino,  owner. 

PREMISES — Northwest  corner  162nd  street  and  Grant 
avenue,  The  Bronx. 

TO  PERMIT  the  erection  of  a  public  garage  extending  15 
feet  into  business  district. 

582-21-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Frederick  L.  Cran¬ 
ford,  owner. 

PREMISES — 346-370  Schenectady  avenue,  Brooklyn. 

TO  PFRMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage  for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  February  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

35-22-A — 2770  Bainbridge  avenue,  The  Bronx. 

1489-21-A — 1652-1660  Broadway,  790-792  Seventh  avenue, 
northeast  corner,  Manhattan. 

1351-21-A — 419-421  Lafayette  street,  Manhattan. 

1667-21-A — 1920-1932  Broadway,  Manhattan. 

1539-21-A — 12  West  50th  street,  Manhattan. 

1604-21-A — 154  Leroy  street,  Manhattan. 

1S06-21-A — 159-161  Varick  street,  Manhattan. 

1623-21-A — 8812  76th  street,  Queens. 

1625-21-A — 539-549  Fordham  road,  The  Bronx. 

1679-21-A — 6-8  Fletcher  street,  Manhattan. 


1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1695-21-A — 410-412  West  52nd  street,  Manhattan. 

1704-21-A — 31-33  Rockaway  road,  Jamaica,  Queens. 
1707-21-A — 59-61  Wall  street,  Manhattan. 

1715-21-A — N.  S.  Harris  avenue,  25  ft.  west  of  Sherman 
Place,  Queens. 

1491-21-A — North  side  Hillside  avenue,  400  ft.  east  of 
Nagal  avenue,  Manhattan. 

1589-21-A — 301  Stockholm  street,  Brooklyn. 

1665-21-A — 212  Driggs  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  February  14, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  1613-21-BZ — Application,  December  10,  1921,  under 
the  building  zone  resolution,  of  Gus- 
tavus  T.  Kirby,  applicant  and  owner, 
to  permit  partly  in  a  residence  and 
partly  business  district  the  extension  in 
area  and  height  of  existing  business 
building;  premises  55-57  East  56th 
street,  571-579  Madison  avenue  and  30 
East  57th  street,  northeast  corner  56th 
street  and  Madison  avenue,  Manhattan. 
cal.  no.  1655-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Es¬ 
tate  of  Max  Freund,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
business  district  the  erection  of  a  two 
story  public  garage ;  premises  2469- 
2471  Amsterdam  avenue,  Manhattan. 
cal.  no.  1143-21-BZ— Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles ;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 
cal.  no.  1454-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Maur¬ 
ice  Deutsch,  applicant,  on  behalf  of 
Maurice  Deutsch  Building  Corporation, 
owner,  to  permit  partly  in  a  business 
and  partly  residence  district  the  erec¬ 
tion  of  a  building  to  be  occupied  in  part 
for  business  use;  premises  northwest 
corner  Burnside  avenue  and  Grand 
Concourse,  The  Bronx. 

cal.  no.  882-21-BZ — Application,  July  15,  1921,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Hen- 
wood  Building  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  one  story  public  garage ; 
premises  107-117  Henwood  Place,  The 
Bronx. 

cal.  no.  1587-21-BZ — Application,  December  7,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Cohen,  applicant,  on  behalf  of  J. 
Sidney  Bernstein,  owner,  to  permit 
partly  in  a  business  district  and  partly 
residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  southeast  cor¬ 
ner  Crotona  Parkway  and  East  180th 
street.  The  Bronx. 

cal.  no.  1311-21-BZ — Application,  November  7,  1921,  under 
the  building  zone  resolution,  of  A.  E. 
Richardson,  architect,  on  behalf  of 
Helen  C.  McCauley,  owner,  to  permit 
partly  in  a  business  and  partly  resi¬ 
dence  district  the  extension  in  area  to 
existing  factory  building;  premises 
196-198  Corona  avenue,  Queens. 
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cal  no  1448-21-BZ— Application,  November  23  1921,  under 
cal.  no.  the  buiiding  zone  resolution,  of  I. 

Margon  &  C.  Glaser,  architects,  on  be¬ 
half  of  Highbridge  Building  Com¬ 
pany,  owner,  to  permit  partly  in  a  busi¬ 
ness  district  and  partly  residence  dis¬ 
trict  the  erection  of  stores ;  premises 
northeast  corner  176th  street  and  Je¬ 
rome  avenue,  The  Bronx. 

cal  no.  1611-21-BZ — Application,  December  9  1921,  under 
the  building  zone  resolution,  of  Ed 
ward  F  Hammel,  architect,  on  behalt 
of  Bruce  G.  Blackmar,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
in  area  to  existing  garage  for  four  ad¬ 
ditional  cars;  premises  317  Ovington 
avenue,  Brooklyn. 

cal  no  1662-21-BZ — Application,  December  19,  1921  under 
the  building  zone  resolution  of  Wil¬ 
liam  Koppe,  architect,  on  behalf  ot 
Nathan  Wilson,  owner,  to  permit  part¬ 
ly  in  a  business  and  partly  residence 
district  the  erection  of  a  theatre  build¬ 
ing  ;  premises  51-65  Burnside  avenue, 
northeast  corner  Walton  avenue,  The 

Bronx.  . 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  21,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1312-21-BZ. 

APPLICANT — A.  E.  Richardson,  for  Empire  State  Dairy 
Co.,  owner. 

PREMISES— 107  Lincoln  street,  Queens.  .  I 

TO  PERMIT  in  a  business  district  the  extension  in  arga  to 
an  existing  public  garage. 

1442-21-BZ.  ,  .  ,  e  , 

APPLICANT — Samuel  Rosenblum,  for  Anthony  Schorr, 

owner. 

PREMISES— 3  Koerner  street,  Queens.  . 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  a 
five  car  garage. 

1682-21-BZ.  ,  _  c  . 

APPLICANT— Charles  B.  Meyers,  for  Dora  Steinweg, 

owner. 

PREMISES — 41-43  West  63rd  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  building  into  a  public  garage. 

APPLICANT— Charles  G.  Wessel,  for  Charles  Roissello, 
owner. 

PREMISES— 1963-1965  East  18th  street,  Brooklyn.  _ 

TO  PERMIT  in  a  residence  district  the  extension  in  height 
of  an  existing  factory. 


Tuesday,  February  14,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1698-21-S — 20  East  13th  street,  Manhattan. 

401-19-S — 2-16  West  33rd  street,  5-15  West  32nd  street, 

1397-21-S — 34-36  Cooper  Square,  Manhattan. 

Appliances  Submitted  for  Approval. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  pf. 

744-21-S — Safandshur  Fire  Extinguisher. 

366-21-S — Bestwall.  (Approval  of.) 

818-21-S— Single  Stroke  Revised  Alarm  Bell. 

897-21-S — Gunite  Slabs  (Material). 

942-21-S — Approval  of  Coen  Mechanical  Oil  Burning  Sys- 
Manhattan. 
tern. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

908-21 -S — Century  Rotary  Pump.  .  . 

360-21-S — Approval  of  Conran  Electric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher  approval  ©f 

1468-21 -S — Caloroil  Burner — approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 

1615-21-S— Ebony  Asbestos  Wood  for  Fire  Alarm  Control 
Panels,  approval  of.  # 

978-21-S — Howard  Pressure  Reducing  Nipple  and  Coup¬ 
ling,  approval  of.  .  „  .  „ 

1108-21-S— Silent  Watchman  Corporation  Panic  Bolt,  ap¬ 
proval  of. 

1705-21-S — Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 

16-22-S _ Alternating  Current  and  Direct  Current  Control 

Board  for  Fire  Alarm  Systems,  approval 
of. 

25- 22-S— Ballard  Oil  Burner,  approval  of. 

26- 22-S — Petroleum  Heat  and  Power  Company  Oil  Bur¬ 

ner,  approval  of. 

53-21 -S— Angle  Hose  Valve. 

IJ2-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Os¬ 
trander  Trouble  Bell. 

53-22-S — Approval  of  Champion  Pump. 


BOARD  OF  APPEALS. 

Tuesday,  February  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1365-21- A — 248-264  North  8th  street,  Brooklyn. 

1383-21-A — 304  West  54th  street,  Manhattan. 

1690-21-A — 2-10  Evergreen  avenue,  Brooklyn. 

10-22-A — 110-118  Leroy  street,  Manhattan. 

20-22-A — Southeast  corner  Hopkinton  Ave.  (95th  St.)  & 
Jerome  Ave.,  Ozone  Park,  Queens. 

9-22-A— 2562  Third  avenue,  The  Bronx. 

14-22- A — 1639-1649  Broadway,  Manhattan. 

19-22-A— 293  West  4th  street,  48  Bank  street,  Manhattan 

29-22-A — 866  Grand  street,  Brooklyn. 

66- 22-A — 149  Broadway,  Manhattan. 

67- 22-A — Block  bounded  by  138th  street  and  139th  street 

Hamilton  Place  and  Broadway,  Manhattan 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

77-22-A — 23  East  56th  street,  Manhattan. 

.  82-22-A— 1371-1373  47th  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap 
peals  of  a  public  hearing  under  the  provisions  of  th 

building  zone  resolution,  Tuesday  morning,  February  2 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  o 
the  following  matters: 

cal.  no.  1280-21-BZ— Application,  August  22,  1921,  und< 
the  building  zone  resolution,  of  Patte: 
son  and  Patterson,  attorneys,  on  b 
half  of  Herman  Meyer,  owner, 
permit  partly  in  a  business  distri 
and  partly  in  a  residence  district  tl 
maintenance  of  a  garage  for  two  mob 
vehicles ;  premises  1178  Forest  avenv 
The  Bronx. 
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cal.  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Wm.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars;  premises  7825  87th  road,  Queens. 

cal.  no.  1540-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar  Wm, 
Swift,  attorney,  on  behalf  of  Fred  G. 
Scholl  &  Elise  Scholl,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars ;  prem¬ 
ises  7826  87th  Road,  Queens. 

cal.  no.  1456-21-BZ — Application,  June  21,  1921,  under  the 
building  zone  resolution,  of  Thomas 
Buttermark,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  three  car  garage ;  premises 
434  Britton  avenue,  Richmond. 

CAL.  no.  1292-21-BZ — Application.  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenan;e  <  i 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

cal,  no.  1177-18-BZ — Application,  June  4,  1918,  under  the 
building  zone  resolution,  of  Gilbert  I. 
Prowler,  architect,  for  an  extension  of 
time  to  permit  the  construction  of  a 
•  building  previously  granted ;  premises 
702-704  Sixth  avenue,  corner  22nd 
street,  Brooklyn. 

cal.  no.  268-21-BZ — Application,  February  16,  1921,  under 
the  building  zone  resolution,  of  Alfred 

A.  Scharbius,  applicant  and  owner,  for 
a  rehearing  of  an  application  previous¬ 
ly  denied  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage; 
premises  1424  East  17th  street,  Brook¬ 
lyn. 

cal.  no.  1575-21-BZ — Application,  December  3,  1921,  under 
the  building  zone  resolution,  of  Charles 

B.  Meyers  and  George  and  Ed.ward 
Blum,  architects,  on  behalf  of  205 
West  39th  Street  Company,  Inc.,  own¬ 
er,  to  permit  in  a  two  times  district  the 
erection  of  a  building  to  a  height  in 
excess  of  that  permitted  by  the  zoning 
resolution;  premises  211-223  West  39jh 
street,  206-216  West  40th  street,  Man¬ 
hattan. 

cal.  no.  1674-21-BZ — Application,  December  22,  1921,  under 
the  building  zone  resolution,  of  De 
Pace  &  Juster,  architects,  on  behalf  of 
Highbridge  Building  Co.,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  store  and  business 
building ;  premises  northeast  corner 
Burnside  avenue  and  Creston  avenue. 
The  Bronx. 

cal.  no.  1675-21-BZ — Application,  December  22,  1921,  under 
the  building  zone  resolution,  of  De 
Pace  &  Juster,  architects,  on  behalf  of 
Kemp  Jones  Realty  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  store  and  business 


building;  premises  east  side  Creston 
avenue,  between  Tremont  avenue  and 
178th  street,  The  Bronx. 

cal.  no.  18-22-BZ —  Application,  January  6,  1922,  under  the 
building  zone  resolution,  of  Euell  & 
Euell,  architects,  on  behalf  of  Amelia 
Schimmel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  four  story 
public  garage ;  premises  2499-2501 
Amsterdam  avenue,  southeast  corner 
184th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  21,  1922,  at  2  p.  m. 

Petitions  for  Variation. 

1391-21-S — 206  Broadway,  Manhattan. 

1564-21-S — 355  West  Broadway,  Manhattan. 

1621-21-S — 62  Dey  street,  Manhattan. 

1637-21-S — 514-518  West  24th  street,  Manhattan. 

1654-21-S — 209  West  29th  street,  Manhattan. 

1656- 21-S — 366  Eighth  avenue,  Manhattan. 

1657- 21-S — 108  West  28th  street,  Manhattan. 

16S9-21-S — 5-11  East  137th  street,  Manhattan. 

1710-21-S — S6  Walker  street,  Manhattan. 

1712-21-S — 80  West  Houston  street,  Manhattan. 

2-22-S — 585-587  Fulton  street,  Brooklyn. 

24-22-S — 196-198  Siegel  street,  Brooklyn. 

42-22-S — 312-316  Broadway,  Manhattan. 

46- 22-S: — 19  West  26th  street,  Manhattan. 

47- 22-S — 475  Broadway,  48  Mercer  street,  Manhattan. 

48- 22-S — 6-10  Stanwix  street,  Brooklyn. 

49- 22-S — S4-86  West  Broadway,  Manhattan. 

55-22-S — 18  Division  street,  Manhattan. 

78- 22-S — Southeast  corner  Bodine  and  Hamilton  streets. 

Queens. 

79- 22-S — 52  East  4th  street,  Manhattan. 

S4-22-S — 42  Meeker  avenue,  Brooklyn. 

1023-21-S — 602  Madison  avenue,  Manhattan. 

1 176-21-S — 113  Park  Row,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  February  28,  1922,  at  10  a.  m. 
appeals  from  Administrative  Orders. 

1603-21-A — 180  Broadway,  Manhattan. 

33-22-A — 141-145  Wooster  street,  Manhattan. 

36- 22-A — 126-132  West  46th  street,  Manhattan. 

37- 22-A — 415  Leonard  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

73-22-A — 735  Lorimer  street,  Brooklyn. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

141- 22-A — 418-426  11th  avenue,  Manhattan. 

142- 22-A — 4  Albany  street,  1-5  Carlisle  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  28,  1922,  at  2  p.  m. 
Petitions  for  Variations. 

1436-21-S — 106  West  28th  street,  Manhattan. 

1640-21-S — 125  West  22nd  street,  Manhattan. 
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57-22-S — 75  Degraw  street,  Brooklyn. 
59-22-S — 41  Worth  street,  Manhattan. 
62-22-S — 124  Allen  street,  Manhattan. 
83-22-S — 1742  Bath  avenue,  Brooklyn. 
85-22- S — 241  Howard  avenue,  Brooklyn. 
95-22-S — 540  West  29th  street,  Manhattan. 
97-22-S — 56  Suffolk  street,  Manhattan. 

107- 22-S — 179  Broadway,  Manhattan. 

108- 22-S — 6  Chrystie  street,  Manhattan. 
136-22-S— 652  Liberty  street,  Brooklyn. 


%  BOARD  OF  APPEALS. 

Tuesday,  March  7,  1922,  at  10  a.  m. 

Appeal  from  Administrative  Orders. 

1671-21-A— 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  7,  1922 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal  no.  1444-21-BZ— Application,  November  23, _  1921,  under 
the  building  zone  resolution,  of  Bly 
and  Hamann,  architects,  on  behalf  of 
Patrick  McTiernan,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
public  garage;  premises  719-723  Lin- 
Plor^  Rrnnklvn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 


Friday,  March  10,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 


Appeals  from  Administrative  Orders. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Tdand  avenue,  Brooklyn. 


982-21-A — 2180  Third  avenue,  Manhattan. 
502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  March  17,  1922,  at  10  a.  m. 

The  forty-three  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594-19-A— Pier  8,  North  River,  Manhattan 


595-19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A— Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A—  Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95585-FO 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A--Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn.  , 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A— Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  1*,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A— Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 2(1- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklya 

422- 20-A— Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1303-21-A — Pier  15.  East  River,  Manhattan. 


144 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  FEBRUARY  7,  1922. 
Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  January  31,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  6,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1365-21-A. 

APPELLANT— Walzer  Brothers  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 248-264  North  8th  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Henry  Hatkin  and  Tobias  Gold- 

stone. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1922,  at 
10  a.  m.,  for  final  disposition. 


1383-21-A. 

APPELLANT — Leo  A.  Kahn  for  M.  &  L.  Schiavone,  own¬ 
er. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 304  Wert  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Richard  Shutkind,  Lionel  Fisher 
and  Louis  Schiavone. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1922,  at 
10  a.  m.,  to  permit  applicant  to  apply  for  certifi¬ 
cate  of  occupancy. 


1301-21-A. 

APPELLANT — Duffy-Arnold  Grease  Co.,  Inc.,  for  Meise 
Geisman,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 365  East  158th  street,  The 

Bronx. 

APPEARANCES— 

For  Appellant:  N.  Taylor  Phillips  and  Samuel 
N.  Kuchner. 

For  Administration  :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 


ton,  Holland,  Kearney  and  Kerby  .  5 

Negative  . .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(1301-21-A) 


Whereas,  Duffy-Arnold  Grease  Co.,  Inc.,  for  Meise 
Geisman,  owner,  filed,  Nov.  4,  1921,  an  appeal  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  365  East  158th  street,  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  8744- 
LC,  dated  Oct.  6,  1921,  reads : 

“Section  256-D  of  article  22  of  Chapter  10,  Code  of 
Ordinances,  provides  that  no  permit  shall  be  issued  for 
the  storage  of  oils,  fats,  greases  or  soap  stock  in  any 
building  or  premises  which  is  of  wooden  construction 
except  in  sparsely  populated  districts  where  it  shall  be 
within  the  discretion  of  the  Fire  Commissioner. 

“You  are,  therefore,  ordered  to 

“1.  Reduce  the  quantity  of  oil  and  grease  on  above 
premises  to  5  barrels.”; 

and 


Whereas,  the  building  is  of  frame  construction,  located 
in  a  business  district,  one  story  in  height,  18  ft.  x  70  ft.  in 
area,  occupied  for  the  manufacture  of  grease;  and 
Whereas,  the  appellant  states  that,  the  grease  is  manufac¬ 
tured  cold,  without  the  use  of  boiling  vats  or  other  heat¬ 
ing  or  melting  vats,  from  high  grade  oils  and  that  they 
are  contemplating  the  erection  of  a  fireproof  building  in 
Long  Island  City  and  request  that  the  order  be  held  in 
abeyance  until  March  31,  1922,  at  which  time  the  new  build¬ 
ing  will  be  completed. 

Resolved ,  That  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  order  be  and  it  hereby  is 
held  in  abeyance  until  April  1,  1922,  on  condition  that  the 
coal  range  be  enclosed  with  a  metal  fender  4  ft.  high. 


1648-21-A. 

APPELLANT — Louis  A.  Sheinart,  for  Max  Taifman, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFb  ECTED — 2479-81  Amsterdam  avenue, 
Manhattan. 

APPEARANCES— 

For  Appellant :  I.  T.  Flatow  and  Louis  A.  Shein¬ 
art. 

For  Administration  :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(1648-21-A) 

Whereas,  Louis  A.  Sheinart,  for  Max  Taifman,  owner, 
filed,  December  16,  1921,  an  appeal  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  2479-2491  Amsterdam  avenue,  Manhattan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  9th,  1921,  in  acting  on  N.  B.  Application  No. 
648-1920,  reads : 

“1.  Building  to  be  equipped  with  a  4  in.  standpipe,  as 
per  sec.  581,  Building  Code.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction  on  an 
interior  lot,  erected  in  1920,  two  stories  (30  ft.)  in  height, 
129  ft.  11  in.  x  100  ft.  in  area,  occupied  as  a  public  garage ; 
and 

Whereas,  the  appellant  in  lieu  of  complying  with  the  or¬ 
der  proposes  to  install  a  2^4  in.  standpipe  without  a  tank 
or  pump  in  place  of  4  in.  standpipe  as  required  by  the  fire 
department. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  a  2J4  inch  standpipe  system  con¬ 
nected  with  the  street  main  be  installed  with  one  outlet 
on  each  gable  wall  in  each  story,  two  outlets  on  the  rear 
wall  in  each  story  and  two  outlets  on  the  front  wall ;  and  on 
the  1st  floor  one  outlet  to  be  located  immediately  inside  of 
each  of  the  north  and  south  entrances. 


1650-21-A. 

APPELLANT — Cass  Gilbert,  for  Interzone  Corporation, 
owner. 

SUBJECT — Appeal  from  -decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 93-97  William  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  George  Simpson  and  S.  A.  Mc¬ 
Guire. 
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For  Administration:  Assistant  Engineer  Close  of 
the  building  department. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE _ _ 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  hire 

Chief  Renlon  . . .  ® 

Negative  .  1 

Absent:  Mr.  Beatty  . . 

THE  RESOLUTION : 

(1650-21-  A) 

Whereas,  Cass  Gilbert,  for  the  ^terzone  Corporation 
owner,  filed,  Dec.  17,  1921,  an  appeal  with  the  board  of 
appeals  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  93-95  and  97  William  street,  Manhattan , 

^Whereas,  the  decision  of  the  Superintendent  of  Build¬ 
ings  rendered  in  acting  on  Alt.  App.  No.  2771  and  No. 

No.  2771 — “A  building  of  ordinary  construction  may 
not  be  connected  with  a  fireproof  building  unless  sep¬ 
arated  by  fire  walls  built  in  accordance  with  the  re¬ 
quirements  of  sections  72  and  371. 

No.  2772 — “The  building  should  not  be  connected 
with  buildings  of  ordinary  construction  unless  entirely 
separated  by  fire  walls,  section  72.  , 

Whereas,  applications  were  filed  in  the  bureau  of  build¬ 
ings  foT  the  alteration  of  two  12  and  14  story  fireproof 
office  buildings,  with  wooden  interior  trim  L  shape  ™ 
area  with  a  frontage  of  40  ft.  on  Maiden  Lane  and  60  ft 
on  William  street  and  for  the  erection  of  a  fireproof  office 
building,  14  stories  in  height,  65  ft.  x  80  ft.  in  area  on 
Maiden  Lane,  it  being  proposed  to  connect  the  present 
buildings  with  the  new  buildings;  and 

Whereas,  it  appears  that  the  14  story  building  on  W  - 
liam  street  was  originally  built  as  a  nine  story  building  and 
altered  to  a  14  story  building,  the  new  portion  complying 
with  the  requirements  of  the  building  code  for  buildings 

over  150  ft.  in  height;  and  .  , 

Whereas,  appellant  contends  that  the  remova 
present  non-fireproof  trim  would  be  a  great  hardship. 

P  Resolved ,  that  the  decisions  of  the  superintendent  o 
building  be  and  they  hereby  are  reversed  and  the  appeal 
and  it  hereby  is  granted. 


-Louis  Ravitch,  for  Walter  E.  Pruzan, 


the  fire  commis- 


1671-21-A. 

APPELLANT- 

owner.  .  , 

SUBJECT— Appeal  from  decision  ot 

PRFMTSFSer'  AFFECTED1 — 475-487  Concord  avenue, 
PREM  southwest  corner  East  147th  street,  The  Bronx. 

appearances—  .  .  , 

For  Appellant:  Louis  Ravitch. 

For  Administration:  Inspector  Ort  of  the  fire  de- 

ACTION  OF^  BOARD— Laid  over  to  March  7th,  1922, 
AC1  UN  u  pending  action  on  proposed  rules. 


APPELLANT— Russell  G.  Cory,  for  The  M.  Cohn  &  Co., 

T  nc  *  * 

SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  P  AFFECTED — 2-10  Evergreen  avenue, 

'Brooklyn. 

APPEARANCES— 

For  Appellant:  Walter  M.  Cory. 

For  Administration:  Inspector  Ort  of  the  fire  de- 

ACTION  ONBOARD— Laid  over  to  Feb.  21,  1922. 

APPELLANT— Nathan  Langer,  for  7  and  9  Bond  Street 
Corooration,  owner. 


SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 7-9  Bond  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Nathan  Langer. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby,  Fire  Chief  Kenlon..  5 

Negative:  Mr.  Holland  .  1 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1691-21-A) 

Whereas,  Nathan  Langer,  for  7  and  9  Bond  Street  Cor¬ 
poration,  owner,  filed,  December  28,  1921,  an  appeal  with 
the  board  of  appeals  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  7  and  9  Bond  street,  Manhattan ; 

and  .  .  - 

*  Whereas,  the  order  of  the  fire  commissioner,  No. 
22000-F,  dated  May  18,  1921,  reads:  _  . 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 

diameter  tested  to  withstand  a  presusre  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2J4  in.  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  .placed  within  main  stairway  en¬ 
closure,  each  outlet  to  be  provided  with  sufficient  feet 
of  2J4  in.  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
extending  through  from  Bond  street  to  Shinbone  alley,  6 

stories,  84  ft.  8  in.  and  88  ft.  6  in.  in  height,  50  ft.  by 

110  ft.  4  in.  in  area,  divided  into  two  sections  on  the  1st  story 
only  by  fore  and  aft  partitions;  occupied,  1st  story,  two 
wholesale  stores,  sale  of  paper  and  millinery  goods,  20 
persons;  2nd  story,  mfg.  of  feathers,  40  persons;  3rd 
story,  braid  mfg.,  40  persons;  4th  story,  braid  mfg.,  40 
persons;  5th  and  6th  stories,  vacant;  and 

Whereas,  the  appellant  states  that  the  interior  hallway 
partitions  (both  sides)  in  all  stories  and  ceilings  of  halls 
and  underside  of  all  stairs  are  fire  retarded  with  No.  24 
gauge  metal  lath  and  54  thick  Portland  cement  and 
all  doors  leading  from  halls  to  lofts  are  fireproof  and  self- 
closing,  the  stairway  extending  from  the  Bond  street  en¬ 
trance  to  the  roof,  that  the  building  has  an  exterior  iron 
stairway  on  Shinbone  alley  extending  from  sidewalk  to 
roof,  screened  the  entire  height,  the  doors  and  windows 
along  the  course  being  fireproof  and  self-closing ,  and  _ 
Whereas,  the  average  height  of  the  building  is  approxi¬ 
mately  86  ft.  .  ... 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby 
is  granted. 


1593-21-A.  ,  . 

APPELLANT— W.  W.  Wyckoff,  for  M.  Shinasi,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 201  West  72nd  street,  Man¬ 
hattan. 

APPEARANCES—  T  _ 

For  Appellant:  W.  W.  Wyckoff. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative . •■•••••, . *  •  *  ’  ’ 

Negative:  Chairman  Walsh,  Messrs. _  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlont  . 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1693-21- A)  .  ,,  , 

Whereas,  W.  W.  Wyckoff,  for  M.  Shinasi,  owner,  filed, 
Dec.  28,  1921,  an  appeal,  with  the  board  of  appeals,  from 
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an  order  of  the  fire  commissioner,  affecting  premises  201 
West  72nd  street  Manhattan;  and 
W  hereas,  the  order  of  the  fire  commissioner,  No. 
28555- F,  dated  December  9,  1921,  reads:. 

1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2)4  in.  regulation  Fire 
Department  outlets  on  each  story  (including  base¬ 
ments,  cellars  and  roofs)  placed  within  main  stairway 
enclosure.  Each  outlet  to  be  provided  with  100  ft. 
of  2)4  in.  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories,  100  ft.  in  height,  100  ft.  10)4  in.  by  180  ft.  5 )4 
in.  in  area  in  the  1st  story  and  100  ft.  10)4  in.  by  155  ft. 
5^2  in.  in  area  above;  occupied  as  an  hotel,  the  building 
being  equipped  with  2)4  in.  standpipe  system,  supplied 
from  a  tank  on  the  roof,  the  standpipe  having  125  ft.  of 
hose  on  each  story  and  a  two-way  Siamese  connection  at 
the  street,  the  tank  being  supplied  by  a  house  pump  and 
in  addition  there  being  a  snow  pump,  capable  of  delivering 
1000  gallons  of  water  per  minute  to  the  tank ;  and 

Whereas,  the  appellant,  in  lieu  of  complying  with  order, 
proposes  to  install  a  5000  gallon  tank  20  ft.  above  the 
highest  outlet  with  3500  gallons  reserved  for  fire  pur¬ 
poses,  this  tank  to  be  connected  to  the  present  2)4  in. 
standpipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1697-21-A. 

APPELLANT — Louis  A.  Sheinart,  for  Barney  Waller, 
owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 315-29  Rutledge  street, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  Louis  A.  Sheinart. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 


ton,  Holland,  Kearney  and  Kerby .  5 

Negative:  Fire  Chief  Kenlon  .  1 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1697-21-A) 


Whereas,  Louis  A.  Sheinart,  for  Barney  Waller,  owner, 
filed,  December  29,  1921,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  315-29  Rutledge  street,  Brooklyn;  and 

W  hereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  November  26,  1921,  in  acting  on  alteration  ap¬ 
plication  No.  17529-21,  reads  : 

“1.  Building  excessive  area  for  nonfireproof  as  to 
proposed  extension.  See  section  72  of  the  Building 
Code.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
123  ft.  4  in.  bv  100  ft.  in  area,  one  story  in  height,  located 
in  an  unrestricted  district,  occupied  as  a  public  garage, 
the  appellant  proposes  to  add  a  one  story  extension  on 
the  west  side  of  the  present  building  and  remove  the 
westerly  wall,  thus  making  the  building  167  ft.  4  in.  by 
100  ft.  (16,700  sq.  ft.)  in  area,  the  existing  building 
being  equipped  with  a  4  in.  standpipe  supplied  from  the 
city  main  and  the  ceiling  covered  with  )4  in.  plaster 
boards;  and 

Whereas,  appellant  requests  in  lieu  of  making  the 
building  fireproof  to  be  permitted  to  extend  the  present 
4  in.  standpipe  to  the  new  portion  of  the  building  and 
cover  the  ceiling  with  )4  in.  plaster  boards. 


Re  solved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  4  in.  stand¬ 
pipe  system  be  installed  with  sufficient  outlets  and  hose  to 
cover  the  entire  area  of  the  building  in  compliance  with  the 
requirements  of  the  fire  commissioner,  and  that  the  ceiling 
of  the  structure  be  fire  retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals. 


1716-21-A. 

APPELLANT— Paul  C.  Hunter,  for  The  E.  R.  Merrill 
Spring  Co.,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 526-532  West  28th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  A.  Straker  and  Joseph  McKuntry. 
For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney  and  Kerby  .  5 

Negative  . . .  q 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon...  2 
THE  RESOLUTION: 

(1716-21-A) 

Whereas,  Paul  C.  Hunter,  for  The  E.  R,  Merrill 
Spring  Company,  owner,  filed,  December  21,  1921,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  526-532  West  28th 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order 
No.  10240-LC,  dated  Dec.  13,  1921,  reads: 

“2.  Reinstall  fuel  oil  storage  tanks  in  conformity 
with  rule  3  of  the  Fuel  Oil  Rules. 

“3.  Enclose  fuel  oil  tanks  in  conformity  with 
rule  5-  of  the  Fuel  Oil  Rules. 

“4.  Provide  separate  vent  pipes  for  each  tank  and 
separator,  filling  pipes  for  each  tank  as  required  bv 
Rule  11  of  the  Fuel  Oil  Rules. 

“5.  Provide  feed  pumps  of  approved  design  located 
and  equipped  as  set  forth  in  rule  13  of  the  Fuel  Oil 
Rules.” ; 

and 


Whereas,  the  building  is  of  non-fireproof  construction, 
one  and  four  stories  in  height,  100  ft.  by  197  ft.  6  in.  in 
area  in  the  1st  story  and  100  ft.  by  50  ft.  in  area  above; 
occupied,  1st  story,  factory,  60  persons ;  2nd  story,  shop  and 
office,  17  persons  ;  3rd  story,  storage ;  4th  story,  storage,  2 
persons ;  there  being  two  fuel  oil  tanks  located  in  the  cellar, 
these  tanks  resting  on  a  16  in.  concrete  base,  enclosed  in 
three  12  in.  and  one  16  in.  brick  walls  and  on  top  by  re¬ 
inforced  concrete  slab  with  two  manhole  openings  pro¬ 
tected  with  steel  covers,  the  enclosing  walls  giving  a 
clearance  of  1  ft.  around  the  tanks,  the  space  in  between 
the  tanks  and  the  walls  is  filled  with  concrete;  the  space 
above  the  tanks  being  vented  to  the  outer  air  by  a  2)4 
in.  galvanized  iron  pipe;  the  tanks  being  connected  on 
the  bottom  with  a  2)4  in.  circulation  pipe ;  the  tanks  hav¬ 
ing  a  2  in.  vent  pipe  cross-connected  extending  to  10  ft. 
above  the  roof  of  the  building;  there  being  one  2  in.  fill 
pipe  installed  for  both  tanks ;  and 

Whereas,  anpellant  states  that  the  tanks  cannot  be  set 
below  the  cellar  because  of  water  conditions  and  that 
the  feed  pump  when  installed  was  of  approved  design  and 
installed  as  required  by  the  regulations;  and  that  the 
premises  have  been  used  for  manufacturing  purposes  since 
1914. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  so  long  as  the  operation  of  the  plant  is  con¬ 
fined  to  the  existing  manufactory  (the  manufacture  of  steel 
springs)  and  conditions  as  to  occupancy  and  use  remain 
unchanged. 
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APPELLANT — Joseph  Whelan,  for  New  York  Catholic 

Protectory,  owner.  ,  ,  _  .  . 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— Unionport  road  and  Walker 
avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant:  Joseph  Whelan. 

For  Administration:  Inspector  Maher  of  the  hre 
department.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  iollows. 

rnQr«  A/nTT*' _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney  and  Kerby  .  5 

NeRcitive  . . . * . 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(1592-21-A) 

Whereas,  Joseph  Whelan,  for  New  York  Catholic  Pro¬ 
tectory,  owner,  filed,  December  7  1921,  an  appeal  with 

the  board  of  appeals,  from  an  order  of  the  fire  commis 
sioner,  affecting  premises  Catholic  Protectory,  Unionport 
road  and  Walker  avenue,  The  Bronx;  and  _  _ 

Whereas,  the  order  of  the  fire  commissioner,  No. 
24808-F,  dated  July  7,  1921,  reads:  _ 

“Install  an  adequate  interior  electric  fire  alarm  sys¬ 
tem  in  accordance  with  the  attached  approved  lay¬ 
out  Sec  21  Ch.  12,  Code  of  Ordinances. 

“Type  of  system  and  signal  code  should  be  taken 
up  with  the  engineers  of  _  the  Bureau  of  Fire  Pre¬ 
vention  before  the  work  is  started.  , 

^Whereas  the  premises  consist  of  a  plot  of  ground 
on  both  sides  of  Unionport  road  on  which  there  are 
approximately  twenty  buildings,  the  female  section  °J 
the  institution  being  located  on  the  west  side  of  Union- 
port  road  and  the  male  section  on  the  east  side  of  Union 

P°Wherea’s,  the  appellant  states  that  a  fire  alarm  signal 
system  is  installed  in  the  male  section  of  the  institution 
in  the  main  building,  the  Anderson  Building  the  Junior 
Department  Building  and  the  Industrial  Building  and  no 
fireP  alarm  signal  system  is  installed  in  the  Infirmary  or 
the  Reception  House  or  Boiler  Room  Building  and  in 
the  female  section  a  fire  alarm  signal  system  is  installed 
£ thr^in  building  and  in  the  small  boys’  taldmg,  the 
Reception  House  and  no  fire  alarm  signal  system  has 
been  installed  in  the  Infirmary  or  Laundry  Building  or 
Boiler  Room  Building,  all  of  which  buildings  are  shown 
on  plans  filed,  and  that  all  buildings  are  thoroughly  pro¬ 
fited  hv  nieht  watchman  service.  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
tsar  anted  on  condition  that  any  parts  missing  from  the 
existing  fire  alarm  signal  system  shall  be  immediately  re¬ 
placed  and  that  a.  night  watchman  patrol  system  be  main¬ 
tained  in  all  buildings. 


THE  RESOLUTION: 

(1598-21-A)  *  4  XT 

Whereas,  Bernard  Rosen,  for  Alwin  A  Neumann, 
owner,  filed,  December  7,  1921,  an  appeal  with  the  board 
of  appeals  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  28  2nd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
9620-C,  dated  November  10,  1921,  reads: 

“1.  Discontinue  the  maintenance  of  a  rag  shop  on 

these  premises”; 

^Whereas,  the  building  is  of  non-fireproof  construction 
located  in  a  business  district,  three  stories  and  basement 
in  height  20.6  ft.  by  40  ft.  in  area,  occupied,  basement 
iron  shop,  3  persons;  1st  story,  rag  shop,  3  Persons;  2nd 
story,  mfg.  toilet  goods,  2  persons;  3rd  story,  dwelling, 

°  Whereas,  the  appellant  states  that  he  is  a  jobber  in 
silk  satin  and  velvet  remnants  and  clippings  and  has 
continuously  conducted  said  business  on  the  Pre™is^  fr°™ 
about  September  20,  1915,  to  the  present  date  and  has 

filed  affidavits  to  that  effect.  .  .  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 

denied. 


BUILDING  ZONE  CASES. 

APPLICANT — Patterson  and  Patterson,  attorneys  on  be¬ 
half  of  Herman  Meyer,  owner.  <  . 

SUB  TECT— Application  to  permit  partly  m  a  business 
district  and  partly  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  two  motor  vehicles 

PREMISES  AFFECTED— 1178  Forest  avenue,  I  he 

Bronx. 

APPEARANCES^^ ;  Representative  0f  Patterson  and 
Patterson. 

ACTION  OF  BOARD — Laid  over  to  February  21,  19.2, 
to  permit  applicant  to  check  consents. 


1613-21-BZ. 

APPLICANT— Gustavus  T.  Kirby,  owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  extension  of  a  business  building. 

PREMISES  AFFECTED— 55-57  East  56th  street,  Man¬ 
hattan. 

APPEARANCES  c^;  Rjchard  R_  Ely  and  Gustavus  T. 

For  Opposition:  William  B.  Saxe,  T.  R.  St.  John, 
J.  Bernstein,  Mrs.  H.  G.  Bartow,  J.  A.  H. 
Hopkins,  Mrs.  K  D.  Laffin,  Mrs  E.  W.  Bliss, 
Mrs  T  F.  Humphrey,  Mrs.  S.  M.  Cheesman, 
Mrs.  H.  C.  Backus,  Mrs.  Alison  T.  Hopkins, 
Mrs.  W.  E.  Baker,  Theodore  F.  Humphrey  and 

Augustus  Thomas.  .  ~  f 

For  Administration:  Assistant  Engineer  Close  of 
the  building  department.  1Q09 

ACTION  OF  THE  BOARD— Laid  over  to  beb.  21,  19.2, 


1598-21-A.  . 

APPELLANT — Bernard  Rosen,  for  Alwm  A.  Neumann, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 28  East  2nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Abraham  Lipner. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE—  _  • 

Affirmative  . ••••••■ . K  " 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kearney  and  Kerby....... -  » 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 


for  submission  of  stipulation  of  agreement  between 
applicant  and  objectors  and  decision  by  the  board. 


APPLICANT— Louis  A.  Sheinart,  for  Estate  of  Max 
Freund,  owner.  .  .  ,  .  ..  .  •  * 

SUBJECT— Application  to  permit  in  a  business  district 

the  erection  of  a  garage. 

PREMISES  AFFECTED— 2469-71  Amsterdam  avenue, 
Manhattan. 

APPEARANCES—  .  c,  . 

For  Applicant:  Louis  A.  Sheinart.  _ 

For  Administration:  Assistant  Engineer  Close  ot 

the  bureau  of  buildings.  iQ99 

ACTION  OF  BOARD- — Laid  over  to  February  14,  19.2, 
at  10  a.  m. 


148 


MINUTES 


1339-21-iBZ 

APPLICANT — Oscar  W.  Swift,  on  behalf  of  Elizabeth 
Ullrich,  owner. 

SUBJECT — Application  for  rehearing  of  an  application 
previously  dismissed  for  lack  of  prosecution  to 
permit  in  a  residence  district  the  maintenance  of 
a  garage  for  three  pleasure  cars. 

PREMISES  AFFECTED— 7825  87th  road,  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  Feb.  21,  1922,  on  written  request  of 

appellant. 


1380-21-BZ. 

APPLICANT— Mary  Sullivan. 

SUBJECT — Application  under  the  building  zone  resolu¬ 
tion  to  permit  the  maintenance  of  a  five  car  garage. 
PREMISES  AFFECTED— N.  S.  Dorothea  pi.,  98  ft.  east 
of  corner  formed  by  Marion  avenue  and  Dorothea 
Place,  Bronx. 

APPEARANCES— 

For  Applicant :  Roger  Sullivan. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Boul¬ 


ton,  Holland,  Kearney  and  Rerby .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION : 

(1380-21-BZ) 

Whereas,  Mary  Sullivan,  owner,  filed,  Nov.  14,  1921,  an 
application  under  the  building  zone  resolution,  to  permit, 
on  a  plot  partly  in  a  business  district  and  partly  in  a  resi¬ 
dence  district,  the  maintenance  of  a  garage  for  five  motor 
vehicles,  space  in  which  is  rented  to  persons  not  residing 
on  the  premises ;  premises  north  side  of  Dorothea  Place 
98  ft.  east  of  Marion  avenue,  Block  No.  3275,  Lot  No. 
85,  the  Bronx  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  Feb.  7,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Marion  avenue  and  193rd 
street  are  residence  districts  and  Decatur  avenue  is  a  busi¬ 
ness  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Oct. 
27,  1921,  No.  8848-C,  reads : 

“1.  Discontinue  the  maintenance  of  garage  which  is 
not  maintained  strictly  as  an  accessory  to  dwelling  on 
same  lot  as  these  premises.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height  with  a  frontage  of  45  ft.  2  in.  and  a 
depth  of  20  ft.,  occupied  as  a  garage  for  five  motor  ve¬ 
hicles,  space  in  which  is  rented  to  persons  not  residing  on 
the  premises ;  and 

Whereas,  the  easterly  portion  of  the  plot  on  which  a  part 
of  the  garage  is  situated  is  located  in  a  business  district. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution  and  that  the  application  be  and 
it  hereby  is  granted  only  so  long  as  the  lot  and  plot  in 
question  remain  in  the  same  ownership  and  the  number  of 
automobiles  kept  thereon  is  limited  to  five  of  the  pleasure 
car  type. 


1381-21-BZ. 

APPLICANT — M.  H.  McGuire,  for  Fulton  Ice  Co.,  Inc., 

SUBJECT — Application  under  the  building  zone  resolution 
to  permit  the  erection  of  a  building  for  ice  manu¬ 
facture. 

PREMISES  AFFECTED — 138-140  Cherry  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Applicant :  M.  H.  McGuire  and  Albert  Gai- 
mari. 

ACTION  OF  BOARD-^Application  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 


ton,  Holland,  Kearney  and  Kerby .  5 

Negative .  o 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon....  2 
THE  RESOLUTION : 

(1381-21-BZ) 

Whereas,  M.  H.  McGuire,  for  Fulton  Ice  Co.,  Inc.,  own¬ 
er,  filed  Nov.  14,  1921,  an  application  under  the  building 
zone  resolution,  to  permit  in  an  unrestricted  use  (B)  area 
district  the  erection  of  a  building  without  providing  the 
necessary  side  court  as  required  by  the  zoning  resolution ; 
premises  138-140  Cherry  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Feb.  7th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  maps  accompanying  the  building  zone  res¬ 
olution  show  that  the  premises  are  located  in  an  unre¬ 
stricted  use  B  area  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Sept.  30,  1921,  in  acting  on  N.  B.  Application  No. 
426-21,  reads : 

“5.  Provide  proper  side  courts,  Zone  Resolution,  sec¬ 
tion  16-D.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  49  ft. 
9)4  in.  and  a  depth  of  208  ft.  7)4  in.,  the  side  court  re¬ 
quired  and  which  would  start  at  the  23  ft.  level  being  3  ft. 
by  3  ft.  in  area ;  and 

Whereas,  applicant  claimed  that  there  would  be  undue 
hardship  and  practical  difficulties  in  the  providing  of  these 
courts  and  in  their  maintenance  in  a  sanitary  condition. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  area  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted. 


1454-21-BZ. 

APPLICANT — Maurice  Deutsch,  for  Maurice  Deutsch 
Building  Corp.,  owner. 

SUBJECT — Application  to  permit  in  a  partly  business  and 
partly  residence  district  the  erection  of  a  building 
to  be  occupied  in  part  for  business  use. 

PREMISES  AFFECTED — Northwest  corner  Burnside 
avenue  and  Grand  Concourse,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence 
Laid  over  to  Feb.  14,  1922,  on  written  request. 


1540-21-BZ. 

APPLICANT — Oscar  Wm.  Swift,  attorney,  on  behalf  of 
Fred  G.  Scholl  and  Elise  Scholl,  owners. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  mantenance  of  a  garage  for  one  commercial 
car  and  three  pleasure  cars. 

PREMISES  AFFECTED — 7826  87th  Road,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence 
Laid  over  to  Feb.  21,  1922,  to  check  consents. 

•  - 

1587-21-BZ. 

APPLICANT — Samuel  Cohen,  for  J.  Sidney  Bernstein, 
owner. 

SUBJECT — Application  to  permit  partly  in  a  business  and 
partly  in  a  residence  district  the  erection  of  a  busi¬ 
ness  building. 

PREMISES  AFFECTED— Southeast  corner  Crotona 
^arkjvay  and  E.  180th  street,  The  Bronx. 
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APPEARANCES—  .  „  ,  c  . 

For  Applicant:  J.  Sidney  Bernstein  and  Samuel 

Cohen. 

ACTION  OF  BOARD— Laid  over  to  February  14,  1922, 
at  10  a.  m.,  for  full  vote  of  board. 

THE  VOTE —  „  Tini 

Affirmative:  Messrs.  Boulton,  Ivearney,  Hol¬ 
land  and  Kerby  . .  * 

Negative:  Chairman  Walsh  - :•;••••• .  * 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 


rear  of  the  building,  and  that  the  rear  wall  of  the  build¬ 
ing  shall  be  unpierced  throughout  its  entire  length  and 
height. 


^PPLIQANT — B.  Harrison  Noden  for  Our  Civic  Theatre, 

Inc.,  owner.  . 

SUBJECT— Application  to  permit  the  extension  from  a 
business  district  into  a  residence  district  of  a  pro¬ 
posed  motion  picture  theatre  and  community  build- 

P  REMISES  AFFECT  ED1 — W  est  side  of  114th  street 
(Stoothoff  avenue)  91.32  ft.  south  of  Liberty  ave¬ 
nue,  Queens. 

APPEARANCES— 

For  Applicant:  A.  J.  Sullivan. 

ACTION  OF  BOARD— Modification  granted. 
CONDITIONS— As  specified  in  resolution  that  follows. 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney  and  Kerby  .  5 

Negative  . . . . . 

Absent-  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION : 

(985-21-BZ)  .  . 

Whereas,  B.  Harrison  Noden,  for  Our  Civic  Theatre, 
Inc.,  owner,  filed  August  23,  1921,  an  application  under  tne 
building  zone  resolution,  to  permit  the  extension  from  a 
business  district  into  a  residence  district  of  a  proposed 
theatre  and  business  building;  premises  east  side  114th 
street  (Stoothoff  avenue),  91.3  ft.  sout.i  of  Liberty  avenue, 

block  No.  615,  lot  No.  10,  Queens ,  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  25 
1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Liberty  avenue  is  a  busines-j 
“D”  area  district  and  114th  street  (Stoothoff  avenue)  and 
113th  street  (Cedar  avenue)  are  residence  D  area  dis- 

tr  Whereas,  the  decision  of  the  superintendent  of  br¬ 
ings,  rendered  August  3,  1921,  in  acting  on  N.  B.  Applica¬ 
tion  No.  6153-21,  reads:  .  ,  x  .  .  „ 

“The  extension  of  a  moving  picture  theatre  into ,  a 

residence  district  is  prohibited  by  the  Zoning  Law.  ; 

^Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  and  two  stories  in  height  with  a  front¬ 
age  of  124  ft.  7  in.  and  a  depth  of  119  ft.  and  131.4 _  ft. 
irregular,  extending  31.4  ft.  into  the  residence  district; 

^Whereas,  this  application  was  denied  by  the  board  at 
its  meeting  October  25,  1921,  and  the  case  reopened  and 
granted  by  the  board  on  certain  conditions  December 
30  1921,  and  applicant  appeared  before  the  board  and 

requested  a  modification  of  these  conditions  on  the  ground 
that  there  was  a  typographical  error  m  the  plans  as  filed 

V>  WHraEAS0ar applicant  has  notified  adjoining  property 
owners  and  has  submitted  corrected  plans. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  distnct  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  app 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  on  the  easterly  side  shall  not  project  more  than 
18  ft  7  in  into  the  residence  district;  and  that  a  court  of 
a  minimum  depth  of  6  ft.  5  in.  shall  be  maintained  at  the 


1595-21-BZ. 

APPLICANT— John  DeHart,  for  Frank  Raichle,  owner. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  and  the  alteration  and  con¬ 
version  of  existing  stable  into  a  public  garage. 
PREMISES  AFFECTED— 945-947  59th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  DeHart. 

For  Opposition:  Patrick  J.  \ork,  M.  D.,  John 
Calendo,  Thomas  Swensen,  Mary  McNally, 
Harry  L.  Ley  and  James  O.  Trybom. 

\CTION  OF  BOARD— Application  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Boulton  and  Kerby  -  2 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  . . •  • .  3 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION: 

(1595-21-iBZ) 

Whereas,  John  DeHart,  for  Frank  Raichle,  owner,  filed, 
Dec.  7,  1921,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  district  the  alteration, 
extension  and  conversion  of  an  existing  stable  for  more 
than  five  horses  into  a  garage  for  more  than  five  motor 
vehicles  and  the  extension  in  area  of  an  existing  garage 
for  more  than  five  motor  vehicles;  premises  945-947  59th 
street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Feb.  7,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  59th  street  and  58th  street 
are  residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  29,  1921,  in  acting  on  Alt.  Application 
No.  17609-21,  reads: 

“Proposition  as  to  extending  and  conversion  con¬ 
trary  to  Zone  Resolution  Art.  2,  Sect.  6,  therefore  this 
application  is  denied.” ; 

and  .  ,  •  r 

Whereas,  it  is  proposed  to  increase  the  size  of  an  exist¬ 
ing  one  story  non-fireproof  garage  by  erecting  an  extension 
one  story  in  height,  20  ft.  by  22  ft.,  and  to  convert  an  ex¬ 
isting  stable  40  ft.  by  23  ft.  in  area  into  a  garage;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  the  neighboring  property 

owners.  .  ,  ,  ..  , 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


142-21-BZ. 

APPLICANT— Charles  G.  Wessel,  for  Charles  Roisello, 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  extension  in  height  of  an  existing  factory. 
PREMISES  AFFECTED— 1963-1965  East  18th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  S.  Byrne. 

ACTION  OF  BOARD— Reopened  and  set  'for  calendar 
call  February  21,  1922,  at  2  p.  m. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kearney  and  Kerby  . 

Negative  . _ . 

Absent*  Mr.  Beatty  and  Fire  Chief  Kenlon... 
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AREAS  FIXED. 

(1221-21-BZ) 

The  chairman  presented  and  read  a  communication  from 
George  Dyson  Friou,  requesting  the  board  to  fix  an  area 
deemed  affected  within  which  to  obtain  consents  for  the 
maintenance  of  a  garage  at  premises  111-113  Grove  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Grove  street  from  the  business  por¬ 
tion  100  ft.  east  of  Evergreen  avenue  to  the  Dusiness 
portion  100  ft.  west  of  Central  avenue. 


( 1620-2 1-IBZ) 

The  chairman  presented  and  read  a  communication  from 
Walter  J.  Vreeland,  requesting  the  board  to  fix  the 
area  deemed  affected  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage  at  premises  112  Collins  ave¬ 
nue,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Collins  avenue  from  Horan  (Zuider) 

.  avenue  to  the  northerly  end  of  Collins  avenue  as  shown 
on  block  diagrams  filed,  both  sides  of  Schnaiper  ave¬ 
nue  from  Collins  avenue  for  100  ft.  westerly  there¬ 
from,  and  the  property  directly  in  the  rear  and  for 
50  ft.  on  either  side  of  the  rear  lot  line  of  the  premr 
ises  under  appeal,  which  property  fronts  on  Ashly 
(Caledonia)  avenue. 


(1642-21-BZ) 

The  chairman  presented  and  read  a  communication  from 


Walter  H.  Jackson,  requesting  the  board  to  fix  an  area 
deemed  affected  within  which  to  obtain  consents  for  the 
maintenance  of  a  garage  at  premises  277-281  20th  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  20th  street  from  100  ft.  east  of  5th 
avenue  to  100  ft.  west  of  6th  avenue  and  the  property 
directly  in  the  rear  and  for  50  ft.  on  either  side  of 
the  rear  lot  line  of  the  premises  under  appeal,  which 
property  fronts  on  19th  street. 


(93-22-S) 

The  chairman  presented  and  read  a  communication  from 
Denis  O’L.  Cohalan,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  of  a  garage  at  premises  308  West  155th  street, 
Manhattan. 

The  following  area  was  approved  by  the  board : 

The  entire  frontage  of  the  block  bounded  by  155th 
street,  Bradhurst  avenue,  154th  street  and  8th  avenue 
and  the  north  side  of  155th  street  from  8th  avenue  west¬ 
erly  to  Bradhurst  avenue,  and  the  southeast  corner 
of  155th  street  and  8th  avenue  for  100  ft.  southerly 
and  easterly  therefrom,  and  include  the  park  depart¬ 
ment  on  the  list  of  owners  for  purposes  of  notifica¬ 
tion. 


Adjourned,  2.  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  7,  1922. 
Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  January 
31,  1922,  were  approved  as  printed  in  the  Bulletin,  No. 
6,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS.  _  _ 

1 154-2 1-S. 

PETITIONER — Walter  J.  Egan,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— 65-67  East  8th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  L.  V.  V.  Sweezy. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superintend¬ 


ents  Brady,  Moore  and  McDermott .  8 

Negative  • .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Reville  and  Kleinert  .  5 

THE  RESOLUTION : 

(1154-21-S) 


Whereas,  Walter  J.  Egan,  owner,  filed,  June  15,  1921, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 


in  orders  of  the  fire  commissioner,  affecting  premises  65-67 
East  8th  street,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read  as 
follows : 

“A  search  of  our  records  indicates  that  Labor  De¬ 
partment  order  issued  under  date  of  April  25,  1916, 
known  as  1174,  and  a  similar  order  from  same  de¬ 
partment  known  as  1176  are  pending  which  read: 

“  ‘Labor  Department  Order  Photo  1174,  Premises  65 
E.  8th  Street,  Man. 

“  T.  Continue  stair  to  roof.  2.  Provide  additional 
means  of  exit  from  each  floor  of  the  building  remote 
from  present  exit.  A  fire  escape  located  at  rear  of 
building  will  be  accepted  as  an  exit  if  it  conforms  to 
paragraph  “D”  of  enclosed  specifications. 

“  ‘3.  Properly  fireproof  hall  and  stair  enclosure. 

“  ‘Labor  Department  order  Photo  1176,  Premises  67 
E.  8th  St.,  Man. 

“1.  Continue  stairs  to  roof.  2.  Provide  addi¬ 
tional  means  of  exit  from  each  floor  of  the  building 
remote  from  present  exit.  A  fire  escape  located  at 
rear  of  building  will  be  accepted  as  an  exit,  if  it 
conforms  to  Paragraph  “D”  of  enclosed  specifica¬ 
tions. 

“3.  Enclose  all  interior  stairways  serving  as  a 
required  means  of  exit  and  the  landings,  platforms 
and  passageways  connecting  therewith  on  all  sides 
with  partitions  of  fire  resisting  material,  extending 
continuously  from  the  basement  to  three  feet  above 
the  roof.  All  openings  in  said  partition  are  to  be 
provided  with  self-closing  doors  constructed  of  fire 
resisting  material.’  ” 

and 

Whereas,  the  premises  consist  of  two  buildings  of 
fireproof  construction,  each  7  stories  and  basement  in 
Height,  50  ft.  by  93  ft.  11  in.  in  area  at  the  1st  and  2nd 
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stories  and  50  ft.  by  85  ft.  in  area  above;  No.  65,  occupied, 
basement  heating  plant  and  restaurant  supplies,  1  per- 
son-  1st  story,  restaurant,  8  persons;  2ui  story,  manu  ac 
turers  of  millinery  and  flowers,  lo  persons,  3rd  story 
cloaks,  10  persons ;  4th  story,  cloaks  and  suits,  10  Pe^ons , 

5th  story,  cloaks  and  suits,  10  persons;  6th  story,  cloaks 
and  suits,  10  persons;  7th  story,  cloaks  and  suits,  10  p 
sons-  No.  67,  occupied,  basement,  heating  plant  and  res¬ 
taurant  supplies,  1  person;  1st  story,  restaurant,  8  per¬ 
sons;  2nd  story,  mfr.  dresses,  15  persons;  3rd  story, cloaks 
and  suits,  10  persons;  4th  story,  cloaks  and  suits, ,10 '  per¬ 
sons;  5th  story,  cloaks  and  suits,  10  person®,  6th  rtory, 
vacant;  7th  story,  embroidery,  cloaks  and  suits,  2o  per 
sons;  the  means  of  egress  consisting  of  an  interior  woode 
stairway  in  each  building  extending  from  the  1st  story 
[IT®  story  with  iron  ladder  to  scuttle  m  the  roof 
of  No.  65;  an  iron  stairway  to  the  roof  m  No.  67  w 
metal  covered  partitions  and  metal  covered  doors  at  the 
ooenUs  a  fire  escape  on  the  front  of  each  building 
extending  from  the  7th  story  to  the  2nd  story  with  iron 
automatic  ladders  to  the  street,  the  windows  along  the 
course  being  non-fireproof,  there  being  two  horizontal 
openings  on  each  story  above  1st  story  between  the  bui  - 
ings  protected  by  fireproof  self-closing  doors  on  both  sides, 

^Whereas  the  petitioner  has  filed  a  copy  of  the  resolu¬ 
tion  of  the 'board  of  review  of  the  fire  departaent,  da  e 
Mav  14  1918,  which  resolution  reads  as  follows. 

y  ■■kesolvci,  That  the  Board  of  Standards  and  Appeal 
be  advised  that  it  is  the  opinion  of  the  Board  of 
Review  that  if  horizontal  exits  are  installed  in  the 
Sing  wall  on  the  5th  and  7th  floors  m  the  rear 
so  that  a  horizontal  exit  will  be  provided  on  each 
floor  of  the  premises  protected  by  fireproof  sell  clos 
*  fugs  doors,  that  the  exit  facilities  in  this  building 
could  with  safety  be  considered  as  adequate  for  the 

andPharfiled0a?oTyCyof;a  notice  from  the  fire  department, 
dated  July  11,  1919,  stating  that  the  horizontal  exits  as 
required  have  been  satisfactorily  completed  and  approved 
by  X  department  and  asks  that  this  action  of  the  board 

of  review  be  accepted  ;  and  orose- 

Whereas,  this  petition  was  dismissed  for  lack  of  prose 
cution  on  Oct.  11,  1921,  and  restored  to  the  calenda 

^WH^REAs/cal.’  No!  2249-17-S,  petition  from  a  similar 

“tsoZi™ haf.heVrd  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requiremen  s  o 

labor^lawand  ?hat  the  petition  be  and  Jhe^by^^.ed 

Z  JdWon  that  a  fixed  iron  ladder  be  mst|Ued  tn  the 

Sf  tn"  aMfAlt  •“  coJition 

Sat  a  fixed  Son  ladder  be  provided  to  the  scuttle  m  the 

roof  and  that  the  orders  of  the  fire  conimissmner  photo 
Mn  1174  and  No.  1176,  as  to  item  No.  3,  be  ana  mey 
hereby  are  affirmed  and  the  petition  in  so  far  as  it  re¬ 
lates  to  this  item  of  said  orders  be  denied. 

PETITIONER — Larremore  V.  V.  Sweezy,  architect,  for 
Abel  Bros.  &  Co.,  Inc.,  owner.  ag 

SIJBTECT — Petition  for  variation  of  the  labor 
cited  in  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 16-18  Maiden  lane,  Manhattan. 

APPEARANCES-  v  v  Sweezv 

For  Petitioner:  Larremore  V.  V.  bwcezy. 

For  Administration:  Inspector  Maher  of  the  fire 

department  .... 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  fol  ow  . 

THE  Chairman  Walsh,  Messrs.  Boul¬ 

ton  Kerby,  Holland,  Kearney,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Moore  and  g 

oT^prmntt  . . . * . 


Negative  . - A . •*  *  ° 

Absent:  Mr.  Beatty,  Deputy  Fire  Commis¬ 

sioner  Hannon,  Superintendents  Reville 
and  Kleinert  .  4 

THE  RESOLUTION: 

(1666-21-S)  . 

Whereas,  Larremore  V.  V.  Sweezy,  architect,  for  Abel 
Bros.  &  Co.,  Inc.,  owner,  filed,  December  20,1921,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited 
in  orders  of  the  fire  commissioner,  affecting  premises  16- 

18  Maiden  lane,  Manhattan;  and  .  .  . 

Whereas,  the  orders  of  the  fire  commissioner,  dated 

Dec.  5,  1921,  read; 

No  28933-LD :  “1.  Arrange  the  fire  escape  on 

the  east  side  of  building  and  the  openings  leading 
thereto  and  the  windows  opening  on  the  course  there¬ 
of  so  that  same  are  in  compliance  with  the  provisions 
of  Section  273  and  274  of  the  Labor  Law  and  the 
rules  of  the  Board  of  Standards  and  Appeals,  of 
carry  out  a  proper  alternative  method  of  complying 
with  the  requirements  of  Section  271  of  the  Labor 

‘•Note-  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Doors  to  balconies  at  least  2  ft. 
by  6  ft  not  provided.  No  60  degrees  connecting  stair¬ 
ways  between  balconies.  No  gooseneck  ladder  to 
roof.  No  balcony  at  the  6th  story.  No  steps  to  sills 
of  openings  to  balconies.  Not  screened  to  a  height 
of  4  ft.  6  in.  No  handrail  on  balcony  openings. 

No.  28934-LD :  “1.  Reduce  the  area  of  wire  glass 

in  doors  leading  to  the  stairway  at  the  west  side  of 
building  so  as  not  to  exceed  360  sq.  in.  for  any  single 
pane  of  glass  and  not  exceeding  720  sq.  in.  on  any 
story,  as  per  rule  505  of  the  Industrial  Lode.  , 

^Whereas,  the  building  is  of  non-fireproof  construction, 
facing  on  two  streets,  5  stories  and  mezzanine  in  height, 
34  ft.  11  in.  by  26  ft.  1  in.  in  area;  occupied,  sub-base¬ 
ment,  storage  of  hats ;  basement,  storage  of  hats ;  1st 
story,  store,  6  persons;  2nd  story,  offices,  12  persons ;  3rd 
story,  offices  and  mfg.  of  jewelry,  12  persons;  4th  story, 
offices  and  mfg.  of  jewelry,  13  persons;  5th  story,  mfg. 
of  jewelry,  21  persons;  mezzanine,  mfg.  of  jewelry,  20 
persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  1st  story  to  the 
top  mezzanine  story  with  iron  ladder  to  scuttle  in  roof, 
enclosed  in  wood  stud  partitions  with  wire  lath  and  ce¬ 
ment  plaster  on  both  sides,  with  kalamemed  doors  at  the 
openings;  a  fire  escape  on  the  east  side  of  the  building 
extending  from  the  top  story  to  the  street,  with  fireproof 
self-closing  windows  glazed  with  wire  glass  at  the  open 

^Whereas  petitioner  contends  that  the  building  is  not 
a  S  story’ building  as  cited  in  the  fire  department  order 
but  a  five  story  building  with  mezzanine  between  fifth  story 
and  the  roof  and  requests  to  be  relieved  of  the  order 
requiring  the  reconstruction  of  the  hre  escaPe  and  fir?‘ 
proof  self-closing  windows  and  states  that  the glass  in 
doorways  leading  to  the  stairways  has  been  reduced  in 
area  by  dividing  same  in  half  by  means  of  metal  mullion 
so  that  the  panes  now  contain  only  561  sq.  in.  and  requests 
that  this  areal  of  glass  be  accepted  as  in  compliance  with 

thW°HEREAsanunder  Cal.  No.  1228-21-S,  on  request  of  the 
superintendent  of  buildings,  Borough  of  Manhattan  a  cer¬ 
tificate  of  occupancy  issued  for  premises  16-18  Maiden Mane 
Manhattan,  was  revoked  and  set  aside  inasmuch  as 

escape  was  not  in  accordance  with  the  provisions  of  the 

labor  law  and  that  the  stairway  enclosure  contained  sash 
in  the  doors  in  which  the  area  of  glass  exceeded  7~0  sq. 

m' Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 

on  condition  that  a  stairway  be  provided  from  the 
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story  level  to  the  mezzanine  and  that  the  occupancy  of 
the  mezzanine  be  confined  to  12  persons;  and,  further, 
that  a  self-closing  fireproof  casement  sash  be  provided  to 
the  fire  escape  balconies  on  the  3rd,  4th  and  5th  stories, 
and  that  this  variation  be  granted  so  long  as  present  fac¬ 
tory  use,  both  as  to  nature  of  business  and  occupancy, 
remain  unchanged. 


1698-21-S. 

PETITIONER— Randolph  H.  Almiroty,  for  Louis  Gold¬ 
stein,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 20  East  13th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Feb.  14th,  1922, 
at  2  p.  m.,  for  final  disposition. 


1358-21-S. 

PETITIONER — Dietrich  Wortmann,  for  Adana  Realty 
Co.,  Inc.,  owner. 

SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  decision  of  superintendent  of  buildings. 
PREMISES  AFFECTED — 111  East  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Dietrich  Wortmann. 

For  Administration:  Inspector  Close  of  the  bu¬ 
reau  of  buildings. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Moore  and 


McDermott  .  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville  and  Klein- 

ert  .  4 

THE  RESOLUTION: 

(1358-21-S) 


Whereas,  Dietrich  Wortmann,  for  Adana  Realty  Com¬ 
pany,  Inc.,  owner,  filed,  Nov.  9,  1921,  a  petition,  with  the 
board  of  standards  and  appeals  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  111 
East  28th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Oct.  25,  1921,  in  acting  on  Alt.  App.  No. 
2615-21,  reads : 

“1.  Indicate  on  plans  the  portion  of  each  floor 
to  be  occupied  as  a  factory.  Give  dimensions,  num¬ 
ber  of  male  and  female  employees  engaged  in  manu¬ 
facturing  and  otherwise. 

“2.  Provide  exit  facilities  conforming  to  section 

271  Labor  Law. 

“NOTE:  Second  means  of  egress  and  swing  of 
doors.” ; 
and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  21  ft.  10H  in.  by  98  ft.  9  in.  in  area  at  the  1st 

story  and  21  ft.  10 in.  by  63  ft.  9  in.  in  area  above ; 

occupied,  1st  story,  store,  8  persons ;  2nd  story,  dress¬ 

making,  18  persons ;  3rd  story,  dressmaking,  16  persons ; 
4th  story,  hand  embroidery,  17  persons ;  5th  story  hand 
embroidery,  15  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  roof  enclosed  in  fireproof  partitions  with  fire  doors 
at  the  openings;  and 

Whereas,  petitioner  contends  that  a  fire  escape  on  the 
front  of  the  building  would  disfigure  the  building  and 


requests  that  the  means  of  egress'  be  considered  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  in  so  far  as  it  relates  to 
item  No.  2  be  and  it  hereby  is  granted  on  condition  that 
the  fire  escape,  plans  for  which  are  on  file  with  the  bureau 
of  buildings  subject  to  approval,  be  erected  on  the  rear  of 
the  building  with  45  degree  connecting  stairs  between 
balconies  and  with  drop  ladder  to  the  adjoining  premises, 
this  variation  to  be  granted  so  long  as  conditions  remain 
unchanged  as  to  the  means  of  exit  from  the  adjoining  yard 

Resolved,  further,  that  the  decision  of  the  superintend¬ 
ent  of  buildings  in  so  far  as  it  relates  to  item  No.  1  be 
affirmed  and  the  petition  in  so  far  as  it  relays  to  this 
item  be  denied. 


1391-21-S. 

PETITIONER— Broadway-John  Street  Corporation. 
SUBJECT  Petition  for  variation  of  the  labor  law  as  cited 
in  decision  of  the  superintendent  of  buildings 

APPEARASNCESECTED_206  Broadway’  Manhattam 
For  Petitioner:  None. 

For  Administration:  Inspector  Close  of  the  bu¬ 
reau  of  buildings  and  Inspector  Maher  of  the 
Fire  Department. 

ACTION  OF  BOARD — Laid  over  to  Feb.  14th,  1922,  at 
2  p.  m.,  for  final  disposition. 


1255-21-S. 

PETITIONER— Franco  Electro  Placing  C04  for  Au¬ 
gusta  Kallman  and  Margaret  Coates,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 141  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Melville  Kallman  and  Morris 
Wolheim. 

For  Administration  :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Moore  and 


McDermott  .  9 

Negative  .  q 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville  and  Klein- 
ert  .  4 

THE  RESOLUTION: 

(1255-21-S) 


Whereas,  the  Franco  Electro  Plating  Co.,  for  Margaret 
Coates,  owner,  filed,  October  23,  1921,  "a  petition  with  the 
board  of  standards  and  appeals,  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  141  West  54th  street, 
Manhattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21939- 
LD,  dated  May  5,  1921,  reads : 

1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  north  side  of  building  with  balconies  4  ft.  in  width 
connected  Jby  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  deg.  extending  from 
ground  to  roof,  constructed  as  per  Section  273  of  the 
Labor  Law  and  rules  of  the  Board  of  Standards  and 
Appeals,  or  carry  out  a  proper  alternative  method  of 
complying  with  Section  271  of  the  Labor  Law. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
the  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law.”; 
and 
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Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  25  ft.  x  98  ft.  3  in.  in  area  at  the  1st 
story  and  25  ft.  x  82  ft.  2  in.  in  area  above;  occupied,  1st 
story,  second  hand  automobile  dealer,  2  persons;  2nd  story, 
lamp  manufacturer,  8  persons ;  3rd  story,  nickel  plater,.  3 
persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  1st  story  to  the  3rd 
story,  with  iron  ladder  to  scuttle  in  roof,  enclosed  in  wood 
partitions  with  wood  doors  at  the  openings,  a  party  wall 
balcony  on  the  3rd  story  (rear)  with  gooseneck  ladder  to 
roof,  with  non-fireproof  windows  opening  to  this  balcony; 

Whereas,  the  petitioner  proposes  to  comply  with  item  No. 
1  and  on  account  of  the  light  occupancy  requests  that  item 
No.  2  be  rescinded. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  fire  escape  be  erected  on  the  front  of  the 
build’ng,  covering  the  two  westerly  windows  in  each  story 
of  the  front,  with  connecting  stairs  at.  an  angle  of  60  degrees 
and  with  drop  ladder  in  guides  from  the  second  story  bal¬ 
cony  to  the  street ;  that  a  fixed  iron  ladder  be  provided  in  the 
stair  hall  enclosure  leading  to  the  scuttle  in  the  roof  and 
that  this  variation  be  granted  so  long  as  conditions  as  to 
use  and  occupancy  remain  unchanged. 


1256-21-S.  ,  _.  , 

PETITIONER— Charles  J.  Brooker  and  Joseph  Pick,  own- 


SUBJECT— Variation  of  the  labor  law  as' cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 113-119  Broadway,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Charles  J.  Brooker. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 


THE  VOTE—  _  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Moore  and 

McDermott  .  ^ 

Negative  , . 0 

Absent :  Mr.  Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Reville  and 
Kleinert  .  4 


THE  RESOLUTION : 

(1256-21-S) 

Whereas,  Charles  J.  Brooker  and  Joseph  Pick,  owners, 
filed,  October  28,  1921,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  a  variation  from  the  requirements  of 
the  labor  law  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  113-119  Broadway,  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner,  No.  27821- 
LD  and  No.  27824-LD,  dated  October  18,  1921,  read  : 

27821-LD — “3.  Arrange  bars  on  windows  north  side 
1st  story  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  purposes  of 
egress,  as  per  section  272  of  the  Labor  Law.  ’ 

27824-LD — “1.  Arrange  the  fire  escape  on  the  west¬ 
erly  end  of  north  side  of  building  and  the  openings 
leading  thereto  and  the  windows  opening  on  the  course 
thereof  so  that  same  are  in  compliance  with  the  pro¬ 
visions  of  Sections  273  and  274  of  the  Labor  Law  and 
the  rules  of  the  Board  of  Standards  and  Appeals,  or 
carry  out  a  proper  alternative  method  of  complying  with 
the  requirements  of  Section  271  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following: 

“Windows  on  course  not  fireproof  not  sell-closing. 
No  stairway  from  top  balcony  to  roof.  No  stairway 


from ‘lowest  balcony  to  ground.  No  passageway  from 
termination  of  fire  escape  to  street.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  and  4  stories  in  height,  with  a  frontage  of  68  ft.  8  in.  on 
Broadway  and  70  ft.  10  in.  on  South  6th  street;  occupied, 
1st  story,  vacant;  2nd  stor4,  tailor,  8  persons;  3rd  story, 
vacant;  4th  story,  dwelling;  the  means  of  egress  consisting 
of  an  interior  wooden  stairway  extending  from  the  1st 
story  to  the  roof  unenclosed;  two  fire  escapes  on  the  South 
6th  street  front  of  the  building  extending  from  the  top  story 
to  the  2nd  story  with  iron  ladder  to  the  street,  the.  win¬ 
dows  along  the  course  being  non-fireproof,  there  being  8 
windows  on  the  north  side  of  the  1st  story  with  fixed  iron 
bars ;  and 

Whereas,  the  petitioner  states  that  there  are  four  exits 
from  the  1st  story  to  the  street  and  considers  the  other 

exi,ts  adequatej  '  -  ,  £.’ 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  in  so  far  as  it  relates  to  order  No. 
27824-LD  item  No.  1  be  and  it  hereby  is  granted,  on  con¬ 
dition  that  counter-balanced  ladders  be  provided  on  both 
fire  escapes  from  the  second  story  balconies  to  the  street, 
and  that  the  occupancy  be  limited  to  twenty-five  persons 
above  the  first  floor;  and 

Resolved,  further,  that  the  order  of  the  fire  commissioner 
Order  No.  27821-LD,  item  No.  1,  be  affirped  and  the  peti¬ 
tion  in  so  far  as  it  relates  thereto  be  denied. 


1412-21-S. 

PETITIONER— Philip  T.  Sinnott,  for  Rohe  &  Bro 
SUB TECT— Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 534-536  West  37th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Philip  J.  Sinnott. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Moore  and 

McDermott  . - .  0 

Negative .  ® 

Absent:  Mr.  Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Reville  and 

Kleinert  .  4 

THE  RESOLUTION: 

(1412-21-S) 

Whereas,  Philip  J.  Sinnott,  attorney,  for  Rohe  &  Bro.. 
owner,  filed,  November  18,  1921,  a  petition  with  the  board 
of  standards  and  appeals  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  527-43  West  36th  street 
and  534-36  West  37th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  26155- 
LD,  dated  August  31,  1921.  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  37th  street  side  of  buildings  No.  534-536  with  bal¬ 
conies  4  ft.  in  width  connected  by  stairways  not  less 
than  22  ins.  wide,  placed  at  an  incline  of  not  more  than 
45  degrees,  extending  from  ground  to  roof,  construct¬ 
ed  as  per  section  273  of  the  Labor  Law  and  the  rules 
of  the  Board  of  Standards  and  Appeals,  or  carry  out 
a  proper  alternative  method  of  complying  with  section 
271  of  the  Labor  Law.” ; 

&nd 

Whfreas,  the  premises  consist  of  four  buildings  facing 
on  West  36th  street  known  as  No.  527-43  West  36th  street, 
225  ft.  front  and  100  ft.  in  depth,  and  two  buildings  facing 
on  West  37th  street,,  known  as  534-536  West  37th  street, 
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50  ft.  front  and  100  ft.  in  depth;  No.  534-36  West  37th 
street  being  non-fireproof,  5  stories  in  height,  occupied,  No. 
534,  cold  storage,  cellar  to  4th  story  ;  5th  story,  storage  ;  No. 
536,  cellar,  cold  storage;  1st  story,  engine  room,  6  persons; 
2nd  story,  sausage  room,  18  persons ;  3rd,  4th  and  5th  stor¬ 
ies,  storage ;  all  buildings  being  connected  by  horizontal  ex¬ 
its  ;  the  means  of  egress  consisting  of  an  interior  wooden 
stairway  in  No.  539-41  West  36th  street  and  an  interior 
wooden  stairway  in  No.  533-37  West  36th  street,  these 
stairways  extending  from  the  roof  to  the  street,  unenclosed 
with  wooden  trap  doors  at  each  story  and  an  unenclosed 
wooden  stairway  in  No.  527-31  West  36th  street  extending 
from  the  3rd  story  to  the  2nd  story  and  fire  escapes  on  the 
front  of  buildings  533-37  and  539-41  and  543  West  36th 
street,  extending  from  the  top  story  to  the  street,  with  non- 
fireproof  windows  along  the  course,  all  buildings  being 
equipped  with  a  sprinkler  system  and  fire  alarm  signal 
system ;  and 

Whereas,  petitioner  contends  that  the  exit  facilities  are 
adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  the  horizontal  exits  from  the  building  on  37th  street 
to  the  building  on  36th  street  be  protected  with  double  fire¬ 
proof  self-closing  doors. 


1420-21-S. 

PETITIONER — Samuel  Rosenblum,  consulting  engineer 
for  Estate  of  Joseph  Bacharach,  owner. 
SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 345-347  Greenwich  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Moore  and  Mc¬ 
Dermott  . 9 

Negative  .  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Reville  and 

Kleinert  .  4 

THE  RESOLUTION : 

(1420-21-S) 

Whereas,  Samuel  Rosenblum,  for  the  Estate  of  Joseph 
Bacharach,  owner,  filed,  November  18,  1921,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  345-347  Greenwich 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  28173- 
LD,  dated  October  29,  1921,  reads : 

“1.  Enclose  interior  stairs  along  south  sides  of  build¬ 
ings  in  fire  resisting  material,  etc. 

“2.  Extend  interior  stairs  to  roof,  etc. 

“3.  Provide  fire  escape  on  rear  of  building  as  per 
Labor  Law.”; 
and 

Whereas,  the  premises  consists  of  two  buildings  each 
of  non-fireproof  construction,  each  building  6  stories  in 
height  and  25  ft.  by  95  ft.  0  in.  in  area  at  the  1st  story  and 
25  ft.  by  87  ft.  4  in.  in  area  above ;  occupied,  sale,  storage 
and  manufacture  of  cheese;  1st  story,  offices;  2nd  story, 
nine  persons ;  3rd  story,  3  persons ;  4th  story,  nineteen  per¬ 
sons  ;  5th  story,  fourteen  persons ;  6th  story,  eight  persons ; 
the  means  of  egress  consisting  of  an  interior  wooden  stair¬ 
way  in  each  building  extending  from  the  1st  story  to  the 


6th  story  with  iron  ladders  to  scuttles  in  the  roof  enclosed 
in  wood  board  partitions  on  the  4th  story,  with  wood  doors 
at  the  openings,  unenclosed  in.  the  other  stories;  a  fire 
escape  on  the  front  of  each  building  extending  from  the  6th 
story  to  the  2nd  story  with  drop  ladder  to  the  street  with 
fireproof  self-closing  windows  along  the  course,  one  on 
each  story  being  a  casement  window ;  two  horizontal  open¬ 
ings  between  the  buildings  on  the  1st  story  and  one  on  the 
2nd,  3rd,  4th  and  5th  stories  protected  by  fireproof  self¬ 
closing  doors,  the  adjacent  buildings  being  of  the  same 
height;  and 

Whereas,  the  petitioner  in  lieu  of  complying  with  the 
order  proposes  to  provide  a  horizontal  exit  between  the 
building  at  the  6th  story;  and 

Whereas,  the  petitioner  states  that  similar  orders  were 
issued  by  the  fire  commissioner,  order  No.  58607-LD,  and 
modified  by  the  board  of  review  of  the  fire  department  on 
condition  that  the  windows  along  the  course  of  both  fire 
escapes  be  made  fireproof  automatic  self-closing,  the  order 
to  be  considered  sufficiently  complied  with  pending  an  in¬ 
creased  occupancy  and  that  the  board  of  standards  and 
appeals  under  Cal.  No.  733-18-S  granted  a  petition  on 
these  premises  in  accordance  with  the  recommendations  of 
the  board  of  review  of  the  fire  department  so  long  as  con¬ 
ditions  set  forth  remain  substantially  unchanged ;  and 

Whereas,  Cal.  No.  733-18-S,  board  of  standards  and  ap¬ 
peals  acted  on  a  petition  as  stated  by  the  petitioner,  the 
total  occupancy  above  the  1st  story  at  the  time  of  such 
action  being  30  persons,  which  occupancy  has  been  in¬ 
creased. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  on  condition 
that  horizontal  exits  be  provided  on  the  6th  floor,  protected 
by  approved  double  automatic  fire  doors,  and  that  goose¬ 
neck  ladders  be  provided  from  the  top  balcony  of  both 
front  fire  escapes  to  the  roof ;  and  on  further  condition  that 
steps  be  provided  from  the  floor  to  the  window  sills  lead¬ 
ing  to  the  balconies  of  both  front  fire  escapes. 


1441-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Sarnoff  Bros., 
owner. 

SUBJECT — A  petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 419-421  Lafayette  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  .  o 

Absent:  Mr.  Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Reville  and 

Kleinert  .  4 

THE  RESOLUTION: 

(1441-21-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Sarnoff  Bros.,  owner,  filed,  November  22,  1921,  a  petition 
with  the  board  of  standards  and  appeals  for  a  variation 
from  the  requirements  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  419-421  Lafay¬ 
ette  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  26932- 
LD,  dated  September  29,  1921,  reads : 

“1.  Reduce  the  area  of  wire  glass  in  doors  leading 
to  interior  stairway  at  the  south  side  of  building,  on 
all  stories,  so  as  not  to  exceed  360  square  inches  for 


155 


MINU7 


any  single  pane  or  720  square  inches  on  any  one  floor 
as  per  Section  271  of  the  Labor  Law  and  Rule  505  ot 
the  Industrial  Code.” ; 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  in  height,  52  ft.  by  145  ft.  in  area,  equipped  with  a 
fire  alarm  signal  system,  occupied,  1st  story,  mfg.  of  print¬ 
ing  paper,  20  persons ;  2nd  story,  cloth  sponging,  10  persons ; 
3rd  story,  printing  and  lithographing  finishers,  20  persons ; 
4th  story,  printing,  26  persons ;  5th  story,  mfg.  of  hats,  Id 
persons;  6th  story,  mfg.  of  hats,  50  persons ;  .  7th  story, 
mfg.  of  hats,  60  persons ;  8th  story,  photo  engraving,  22  per¬ 
sons ;  the  means  of  egress  consisting  of  an  interior  iron 
stairway  extending  from  the  1st  story  to  the  root  enclose 
in  fireproof  partitions  with  metal  covered  doors  glazed  with 
wire  glass  at  the  openings  and  a  fire  escape  on  the  rear  oi 
the  building  extending  from  the  roof  to  the  yard  with 
egress  through  the  adjoining  building;  the  windows  along 
the  course  being  fireproof,  one  being  a  casement  window ; 

^Whereas,  the  petitioner  states  that  owing  to  the  position 
of  the  stairway  there  is  no  direct  outside  light,  except  such 
light  as  is  available  through  this  wire  glass  and  the  arti¬ 
ficial  light  provided  through  the  building  and  that  it  would 
be  a  hardship  to  eliminate  the  same. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  on  condition 
that  the  lights  of  glass  be  reduced  to  not  more  than  360 
square  inches  per  light,  and  to  be  set  in  fixed  metal  mumtins. 


wood  turning,  1  person;  3rd  story,  storage;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  basement  to  the  3rd  story ;  and 

Whereas,  petitioner  contends  that  the  occupants  are  all 
on  the  ground  floor  and  that  in  the  2nd  story  there  is  egress 
to  the  adjoining  roof  and  thence  to  the  adjoining  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  so  long  as 
conditions  remain  unchanged. 


1570-21-S. 

PETITIONER— John  McAdams  &  Sons,  owners.  . 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 978  Kent  avenue,  Brooklyn. 

APPEARANCES-  „  „  „  _  _ 

For  Petitioner:  George  P.  Faulk,  George  F.  Mc- 

Adams. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE—  ,  „  _  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  . . . ;•;•••  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Reville  and 
Kleinert  .  4 

THE  RESOLUTION : 

(1570-21-S) 

Whereas,  George  F.  McAdams,  owner,  filed,  December 
7,  1921,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  978  Kent  avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  27927- 
LD,  dated  October  19,  1921,  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  west  side  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees,  extending 
from  ground  to  roof,  constructed  as  per  section  273  of 
the  Labor  Law  and  the  rules  of  the  Board  of  Standards 
and  Appeals,  or  carry  out  a  proper  alternative  method 
of  complying  with  section  271  of  the  Labor  Law.  ; 

^Whereas,  the  building  is  of  non-fireproof  and.  frame 
construction,  3  stories  in  height,  24  ft.  by  100  ft.  in  area 
at  the  1st  story  and  22  ft.  by  49  ft.  in  area  above;  occu¬ 
pied,  1st  story,  machinery  mfr.,  12  persons;  2nd  story, 


1596-21-S.  „  ,  ,  _  ^  t  , 

PETITIONER — John  B.  Snook  Sons,  for  the  Estate  of 
Isaac  E.  Delaplaine,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 61  West  15th  street,  Manhat¬ 
tan.^ 

APPEARANCES— 

For  Petitioner:  Frederick  C.  Lange. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE—  _  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  . 0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Reville  and 
Kleinert  . 4 

THE  RESOLUTION : 

(1596-21-S) 

Whereas  John  B.  Snook  Sons,  for  the  Estate  of  Isaac  E. 
Delaplaine,  owner,  filed,  December  7,  1921.  a  petition,  with 
the  board  of  standards  and  appeals,,  for  variation  from  the 
requirements  of  the  labor  law,  as.  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  61  West  15th  street, 

Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  No.  74089- 
LD,  dated  December  18,  1917,  reads:  ,  „  . 

“A  search  of  our  records  indicates  that  the  following 
order  is  pending  against  the  above  premises: 

“Order  No.  74089-LD.  (December  14,  1917.) 
“Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  as  per  sections  79-B-l  and  79-C-l 
of  the  Labor  Law.” ; 

Whereas,  the  building  is  of  non-fireproof  construction, 

4  stories  in  height,  24  ft.  7j4  in.  by  55  ft.  in  area  at  the  1st 
and  2nd  stories  and  24  ft.  7 J4  in.  by  50  ft.  in  area  above , 
occupied,  1st  story,  stores,  5  persons ;  2nd  story,  store,  front, 
1  person ;  mfg.  dresses,  4  persons ;  3rd  story,  pleating,  4 
persons ;  4th  story,  tailor,  10  persons.;  the  means  of  egress 
consisting  of  an  interior  wooden  stairway  extending  from 
the  1st  story  to  the  4th  story  with  iron  ladder  to  scuttle  in 
the  roof  enclosed  in  wood  studs,  lath  and  plaster  partitions 
with  wood  doors  at  the  2nd  and  3rd  stories  and  fireproof 
doors  at  the  4th  story,  a  fire  escape  on  the  front  of  the 
building  extending  from  the  4th  story  to  the  stoop,  at  the 
1st  story  with  gooseneck  ladder  to  the  roof;  the  windows 
and  doors  along  the  course  being  fireproof,  a  sub-standard 
fire  escape  on  the  rear  of  the  building,  the  adjoining  build¬ 
ing  on  the  west  being  the  same  height,  the  adjoining  build¬ 
ing  on  the  east  being  16  ft.  higher;  and  .  ,  ,  . 

Whereas,  petitioner  states  that  owing  to  the  pitch  of  the 
roof  of  the  building  walking  on  same  is  hazardous  and 
requests)  in  view  of  the  light  occupancy  that  the  exits  be 
deemed  adequate. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  on  condition 
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that  a  gooseneck  ladder  be  erected  from  the  top  balcony 
of  the  rear  fire  escape  to  the  roof  and  on  the  further 
condition  that  the  occupancy  be  not  increased. 


1602-21-S. 

PETITIONER — L.  A.  Lipschitz,  Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 146  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  J.  Lipschitz. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kcuby,  Superintendents 


Brady,  Moore  and  McDermott  .  8 

N  egative  . .  . .  o 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Reviile  and  Kleinert  .  5 

THE  RESOLUTION: 

(1602-21-S) 


Whereas,  L.  A.  Lipschitz,  Inc.,  lessee,  filed,  December 
8,  1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  146  Fifth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  21,  1921,  reads: 

“1.  Arrange  the  fire  escape  on  the  west  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are 
in  compliance  with  the  provisions  of  sections  273  and 
274  of  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive.  method  of  complying  with  the  requirements  of 
section  271  of  the  Labor  Law. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following: 

“No  60-degree  connecting  stairways  between  bal¬ 
conies. 

“No  passageway  from  termination  of  fire  escape  to 
street. 

“Window  on  course  1st  story  not  fireproof.” 
and 

Whereas,  the  building  is  of  nomfireproof  construction, 
5  stories  in  height,  26  ft.  by  96  ft.  in  area  at  the  1st  story 
and  26  ft.  by  90  ft.  in  area  above;  occupied,  1st  story, 
restaurant,  6  persons;  2nd  story,  vacant;  3rd  story,  hand 
weaving,  3  persons  ;  4th  story,  hand  embroidery,  6  persons  ; 
5th  story,  cloaks,  4  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to  the 
roof  enclosed  in  fireproof  partitions  on  the  1st  and  2nd 
stories  and  lath  and  plaster  partitions  above  the  wood  doors 
at  the  openings  and  a  fire  escape  on  the  rear  of  the  build¬ 
ing  extending  from  the  roof  to  the  roof  of  the  extension 
in  the  4th  story  with  egress  to  the  adjoining  roof  No.  144, 
a  balcony  at  the  3rd  story  level  with  egress  to  the  adjoin- 
ing  roof,  and  a  balcony  at  the  2nd  story  level  with  egress 
through  window  of  adjoining  premises ;  and 
Whereas,  the  petitioner  in  lieu  of  complying  with  the 
order  proposes  to  provide  six  steps  leading  to  all  exit  doors 
which  are  more  than  8  in.  above  the  floor  and  to  provide 
a  new  iron  balcony  in  the  rear  of  the  2nd  story  so  that 
the  occupants  can  escape  into  the  adjoining  building  occu¬ 
pied  bv  the  same  owners. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  on  condition 
that  the  rear  fire  escape  be  constructed  in  accordance  with 
the  plan  on  file  with  this  petition  (copy  of  same  to  be 
filed  with  the  fire  department),  and  that  arn  exit  to  the 
adjoining  building  at  the  termination  of  this  rear  fire 


escape  be  provided ;  that  a  60-degree  stairway  be  provided 
from  the  balcony  on  the  2nd  story  to  the  roof  of  the  exten¬ 
sion  in  the  3rd  story ;  that  steps  be  provided  to  the  casement 
windows  on  all  floors  and  that  the  occupancy  be  limited  to 
twenty-five  persons  above  the  second  floor. 

Resolved,  further,  that  the  variation  be  granted  only  so 
long  as  conditions  remain  unchanged. 


1618-21-S. 

PETITIONER — Wm.  A.  Taylor,  Inc.,  for  the  Estate  of 
Jane  E.  Duffy,  owner. 

SUBJECT — Petition  from  variation  of  the  requirements  of 
the  labor  law. 

PREMISES  AFFECTED— 113-117  West  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  F.  Huberti. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — -As  specified  in  resolution  that  follows: 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 


Brady,  Moore  and  McDermott  .  8 

Negative  .  o 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Reviile  and  Kleinert .  5 

THE  RESOLUTION: 

(1618-21-S) 


Whereas,  William  A.  Taylor,  Inc.,  for  Estate  of  Jane 
E.  Duffy,  owner,  filed,  December  10,  1921,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  113-117  West  31st 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  19322- 
LD,  dated  February  24,  1921,  reads : 

“1.  Provide  an  additional  means  of  exit  from  the 
basement,  said  exit  to  be  located  at  rear  of  building,  in 
accordance  with  the  provisions  of  section  79-C-2  of  the 
Labor  Law.” ; 

and 

Whereas,.  the  building  is  of  fireproof  construction,  7 
stories  in  height,  62  ft.  6  in.  by  92  ft.  9  in.  in  area,  equipped 
with  sprinkler  system,  occupied  in  the  basement  as  press 
room;  the  means  of  egress  from  the  basement  consisting 
of  an  interior  iron  and  slate  stairway  at  the  front  en¬ 
closed  in  fireproof,  partitions  with  kalameined  doors  at  the 
openings  and  a  stairway  at  the  rear  of  the  building  extend¬ 
ing  from  the  ground  to  the  2nd  story  with  hammer  on  chain 
outside  window,  the  basement  is  also  used  in  part  as  a 
passageway  for  egress  from  rear  fire  escapes,  the  passage¬ 
way  being  enclosed  in  fireproof  partitions  with  automatic 
fire  doors ;  and 

Whereas,  petitioner  states  that  the  present  exit  from 
the  fire  escape  through  the  basement  was  installed  through 
a  suggestion  of  the  fire  department  and  further  states  that 
the  stores  on  the  1st  story  are  leased  and  it  would  be  im¬ 
possible  to  provide  passageway  through  these  stores  and 
that  tenant  in  basement  has  lease  which  expires  in  May, 
1922,  and  requests  cancellation  of  order  until  that  date. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  present  occupancy  of  the  cellar  be  dis¬ 
continued  after  March  1,  1922. 


1635-21-S. 

PETITIONER — Palisade  Holding  Co.,  Inc.,  lessee. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 
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PREMISES  AFFECTED— 69  Leonard  street,  251  Church 

street,  Manhattan. 

APPEARANCES-  _  _  ...  .. 

For  Petitioner:  George  E.  1.  Wells. 

For  Administration:  Inspector  Maher,  of  the  hre 
department.  .  . 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution  that  follows : 

rj-\  J  J  -p*  ^  Q  p  ~p 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Moore  and  McDermott  .  ° 

Negative  . 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Reville  and  Kleinert  .  5 

THE  RESOLUTION : 

(1635-21-S) 

Whereas,  the  Palisade  Holding  Co.,  Inc.,  owner,  filed, 
December  14,  1921,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  251  Church  street  and  69  Leonard  street, 

Manhattan;  and  .  .  T  OQQC.r, 

Whereas,  the  order  of  the  fire  commissioner,  No.  28357- 

LD,  dated  November  2nd,  1921,  reads: 

“1  Arrange  the  fire  escape  on  the  west  side  oi 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so<  that  same  are  in 
compliance  with  the  provisions  of  sections  273  and 
274  of  the  labor  law  and  the  rules  of  Board  ot  stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
271  of  the  Labor  Law. 

“NOTE:  Among  the  defects  noted  on  the  fire 

escape  are:  ,  ,  „  . 

“Doors  to  balconies  at  least  2  ft.  by  6  ft.  not  pro- 

Vi“Windows  on  course  not  fireproof.  No  counter¬ 
balanced  stairway  to  street.”; 

Whereas,  the  building  is  of  non-fireproof  construction, 

5  stories  in  height,  “L”  shape,  fronting  25  ft.  on  Leonard 
street,  25  ft.  on  Church  street,  with  a  depth  on  Church 
street  of  40  ft.,  and  a  depth  on  Leonard  street  ot  71  It., 
there  being  a  sprinkler  system  installed  in  the  basement; 
the  buildings  being  occupied ;  No.  251  Church  street,  1st 
story,  office  and  show  rooms,  8  persons;  2nd  story,  office 
and  stock  room,  5  persons;  3rd  story,  work  room,  2  per¬ 
sons;  4th  and  5th  stories  vacant;  No.  69  Leonard  street, 
1st  story,  office  and  show  room,  8  persons ;  2nd  story,  stock 
room,  5  persons;  3rd  story,  work  room,  11  persons;  4th  and 
5th  stories,  vacant;  the  means  of  egress  consisting  oi  an 
interior  wooden  stairway  at  the  Church  street  front  oi  the 
building  extending  from  the  cellar  to  the  3rd  story  enclosed 
in  wood  partitions  with  wood  and  glass  doors  at  the  open¬ 
ings,  an  interior  wooden  stairway  on  the  Leonard  street 
front  of  the  building  extending  from  the  cellar  to  the  ath 
story  enclosed  in  wood  partitions  with  wood  and  glass 
doors  at  the  openings,  fire  escapes  on  both  fronts  of  the 
building  extending  from  the  5th  story  to  the  2nd  story 
with  drop  ladders  to  the  street,  with  non-fireproof  win¬ 
dows  along  the 'course  of  the  fire  escape;  there  being  a 
horizontal  exit  at  each  story  above  the  1st  story  protected 
with  fireproof  doors  and  a  horizontal  exit  at  the  1st  story 
opening  from  the  Church  street  portion  of  the  building  to 
the  adjoining  building  on  the  south ;  and  ...  , 

Whereas,  petitioner  in  lieu  of  complying  with  the  order 
proposes  to  install  a  self-closing  device  upon  the  sheet  iron 
doors  separating  the  two  buildings  with  fusible  links  so 
that  for  all  practical  purposes  there  will  be  two  buildings 
instead  of  one,  and  will  agree,  if  petition  is  granted,  not 
to  rent  the  4th  and  5th  stories  for  manufacturing  purposes. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 


law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  counterbalanced  ladder  be  provided  from 
the  lowest  balcony  of  the  fire  escape  to  the  street ,  and 
that  the  occupancy  be  limited  to  twenty-five  persons  above 
the  first  floor  in  each  section. 


1660-21-S. 

PETITIONER— ^Electric  Phonograph  Corp.,  lessee. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 4132  Park  avenue,  The  Bronx. 
APPEARANCES— 

For  Petitioner :  Robert  Redmond. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows: 

THE  VOTE —  _  u 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton. 
Holland,  Kearney,  Kerby,  Superintendents 

Brady,  Moore  and  McDermott  .  8 

Negative  . 0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Reville  and  Kleinert  . .  5 

THE  RESOLUTION : 

(1660-21-S) 

Whereas,  The  Electric  Phonograph  Corp.,  lessee,  filed, 
December  19,  1921,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commission¬ 
er,  affecting  premises  4132  Park  avenue,  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  28744- 
LD,  dated  November  28,  1921,  reads: 

“1.  Extend  the  interior  stairway  to  the  roof,  as  per 
section  271  of  the  Labor  Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  rear  of  building  with  balconies  4  ft.  in  width  con¬ 
nected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees,  extending 
from  the  ground  to  the  highest  story,  constructed  as 
per  section  273  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals,  or  carry  out  a  prop¬ 
er  alternative  method  of  complying  with  section  271 
of  the  Labor  Law. 

“3.  Enclose  the  interior  stairway  serving  as  a  re¬ 
quired  means  of  exit,  and  the  landings,  platforms  and 
passageways  connecting  .therewith  on  all  _  sides,  with 
partitions  of  fire  resisting  material  extending  continu¬ 
ously  from  the  cellar  to  3  ft.  above  the  roof,  con¬ 
structed  as  per  section  271  of  the  Labor  Law  and  sec¬ 
tion  272  of  the  Labor  Law,  or  carry  out  a  proper  al¬ 
ternative  method  of  complying  with  the  requirements 
of  section  271  of  the  Labor  Law.”; 

Whereas,  the  building  is  of  non-fireproof  construction, 

3  stories  in  height,  60  ft.  by  125  ft.  in  area;  occupied,  1st 
story,  storage,  groceries,  10  persons;  2nd  story,  storage  and 
assembling  of  groceries,  10  persons ;  3rd  story,  machine 
shop  and  assembling,  10  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  wooden  stairway  extending  from  the 
1st  story  to  the  3rd  story  with  ladder  to  roof  enclosed  in 
wood  partitions  with  wood  doors  at  the  openings,  the  ad¬ 
joining  buildings  being  the  same  height;  and  _ 

Whereas,  petitioner  proposes  to  extend  the  existing  stair 
to  the  roof  and  enclose  the  stairway  with  approved  fire 
resisting  partitions  and  to  install  self-closing  fireproof  doors 
on  all  stories  and  to  erect  a  fire  escape  on  the  rear  of  the 
building  from  the  1st  to  the  3rd  story  with  ladders  to  roof, 
the  stairway  to  the  basement  connecting  up  with  the  fire 
escape  as  a  means  of  egress  from  the  basement,  the  open¬ 
ings  to  the  fire  escape  to  be  protected  by  self-closing  fire- 

PTOResolvedS,' that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
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law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  existing  stairs  be  continued  to  the  roof, 
that  the  stairway  be  enclosed  in  fire-resisting  partitions  with 
self-closing  fireproof  doors  installed  at  all  openings;  that 
a  fire  escape  be  erected  on  the  rear  of  the  building  from 
the  first  to  third  stories  with  gooseneck  ladder  to  the  roof 
and  with  egress  from  lower  termination  of  the  fire  escape 
through  open  loft,  1st  story;  and  on  further  condition  that 
the  occupancy  be  limited  to  50  persons  above  the  first  floor. 

1709-21-S. 

PETITIONER — P.  Gregory  Stadler,  for  Mrs.  Anna  Guth, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 116-122  East  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  P.  Gregory  Stadler  and  Mrs.  An¬ 
na  Guth. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows: 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 

Brady,  Moore  and  McDermott  .  8 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Reville  and  Kleinert  .  5 

THE  RESOLUTION: 

(1709-21-S) 

Whereas,  P.  Gregory  Stadler,  for  Mrs.  Anna  Guth, 
owner,  filed,  December  30,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  116-18-20-22  East 
24th  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  23,  1921,  in  acting  on  amendment 
to  alteration  application  No.  1511-1920,  reads : 

“4.  Egress  from  rear  fire  escape  should  be  through 
fireproof  passageway  as  per  Labor  Law.”; 

and 

Whereas,  the  premises  consists  of  four  buildings,  each 
4  stories  and  basement  in  height,  20  ft.  by  53  ft.  in  area; 
occupied,  No.  116,  basement,  office,  10  persons;  1st  story, 
show  rooms,  10  persons ;  2nd  story,  office,  10  persons ;  3rd 
story,  cloth  mending  and  embroidery  factory,  10  persons; 
4th  stdry,  factory,  10  persons;  No.  118,  basement,  store,  5 
persons ;  1st  story,  show  rooms,  10  persons ;  2nd  story, 
office,  10  persons ;  3rd  story,  vacant  at  present,  4th  story, 
factory,  dressmaking.  8  persons ;  No.  120,  basement,  store, 
6  persons ;  1st  story,  show  room,  8  persons ;  2nd  story,  show 
room,  10  persons ;  3rd  story,  factory,  mfr.  coats,  10  per¬ 
sons  ;  4th  story,  factory,  coats  and  suits,  10  persons.  No. 
122,  basement,  store,  4  persons;  1st  story,  show  room,  5 
persons;  2nd  story,  factory,  ladies  neckware,  front,  10  per¬ 
sons;  rear,  vacant;  3rd  story,  factory,  embroidery,  10  per¬ 
sons;  4th  story,  show  room,  10  persons;  the  means  of 
egress  consisting  of  an  interior  wooden  stairway  in  each 
building  extending  from  the  1st  story  to  the  roof,  enclosed 
in  wood  stud  lath  and  plaster  partitions  with  wood  doors 
at  the  openings ;  two  party  wall  fire  escapes  on  the  rear 
extending  from  the  roof  to  the  ground,  with  egress  from 
yards  through  the  buildings  in  question,  the  windows  along 
the  course  of  the  fire  escapes  being  fireproof,  self-closing; 
and 

Whereas,  petitioner  states  that  formerly  egress  was  had 
from  rear  yard  through  adjoining  property  to  East  23rd 
street  but  such  egress  has  been  discontinued  by  the  erec¬ 
tion  of  a  building  and  requests  that  substituted  means  of 
egress  be  considered  adequate. 

Resolved,  that  the  board  of  standards  an'd  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 


law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  openings  be  maintained,  without  locks  or 
bolts  or  other  fastenings  in  the  yard  partitions  between  the 
premises  116,  118,  120  and  122  East  24th  street;  and  that 
this  petition  be  granted  so  long  as  these  conditions  remain 
unchanged. 


Keniston,  for  Oscar  Schlegal  Mfg. 


5-22-S 

PETITIONER— F.  P. 

Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 124  East  13th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 

Brady,  Moore  and  McDermott .  8 

Negative  .  o 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon  Depu¬ 
ty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Reville  and  Kleinert  .  5 

THE  RESOLUTION: 

(5-22-S) 

Whereas,  F.  P.  Keniston,  for  Oscar  Schlegal  Mfg. 
Co.,  lessee,  filed.  January  3,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require- 
ments.  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  124  East  13th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  10214- 
LC,  dated  December  10,  1921,  reads: 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  124  East  13th  Street,  Manhattan,  used  for  the 
storage  of  paint,  varnish,  etc.,  shows  that  the  following 
must  be  done  before  permit  requested  by  you  can  be 
issued. 

“L  The  following  orders  pending  against  owner  of 
building  must  be  complied  with. 

“Order  No.  20357-LD. 

**!•.  Extend  the  interior  stairway  at  the  east  side  of 
building,  etc.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height,  25  ft.  by  100  ft.  in  area,  occupied,  1st 
story,  storage  paints,  1  person;  2nd  story,  office  and  ship¬ 
ping  room,  7  persons;  3rd  story,  storage  glue,  no  persons; 
4th  story,  mfg.  dresses,  8  persons;  5th  story,  mfg.  dresses, 
8  persons ;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  1st  story  to  the  5th 
story  with  a  fixed  ladder  to  scuttle  in  the  roof,  enclosed 
in  wood  and  glass  partitions  with  wood  automatic  trap 
doors  at  each  story  and  a  fire  escape  on  the  front  of  the 
building  extending  from  the  5th  story  to  the  2nd  story 
with  counterbalanced  stair  to  the  street,  the  windows 
along  the  course  having  metal  sash  glazed  with  wire  glass, 
there  being  no  building  on  the  west,  the  building  adjoining 
in  the  east  being  25  ft.  lower;  and 

Whereas,  petitioner  requests  in  view  of  the  fact  that 
manufacturing  on  the  4th  and  5th  stories  will  be  discon¬ 
tinued  on  August  1st,  1922,  and  that  egress  cannot  be  had 
from  the  roof,  that  the  order  be  modified  to  allow  the 
installation  of  a  gooseneck  ladder  from  the  top  balcony 
of  the  front  fire  escape  to  the  roof,  in  lieu  of  continuing 
the  stairway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it.  hereby  is  granted  on 
condition  that  a  gooseneck  ladder  be  provided  from  the  top 
balcony  of  the  fire  escape  to  the  roof. 
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PETITIONER— Herman  Lee  Meader,  treasurer  32nd-33rd 
Street  Corporation,  lessee. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2-16  West  33rd  street,  5-7  & 
15  West  32nd  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher,  of  the  hre 
department. 

ACTION  OF  BOARD — Laid  over  to  February  14th,  1922, 
at  2  P.  M. 


PETITIONER — Sara  Hadley,  for  Wm.  Waldorf  Astor, 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 9  East  35th  street,  Manhat¬ 
tan. 

APPEARANCES—  „ 

For  Petitioner:  L.  R.  Barton,  D.  S.  Bennett. 

For  Administration:  Inspector  Maher,  of  the  hre 
department. 

A.CTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Moore  and  McDermott .  8 

Negative  . K -  ° 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon  Depu¬ 
ty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Reville  and  Kleinert  .  5 


THE  RESOLUTION : 

(1076-22-S) 

Whereas,  the  Firm  of  Sara  Hadley,  lessees,  filed,  Sep- 
tember  28,  1921,  a  petition  with  the  board  of  standards  and 
appeals,  for  variation  of  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  9  East  35th  street,  Manhattan  ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  26334 
LD,  dated  September  8,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof  as  per  section  271  of  the  labor 

^2.  Arrange  the  fire  escape  on  the  north  side  of 
building  and  the  openings  leading  thereto  arid  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  section  273  and  27 
of  the  labor  law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 

271  of  the  labor  law.  . 

“NOTE:  Among  the  defects  noted  on  this  hre 

escape  are  the  following: 

“Windows  on  course  not  fireproof,  not  self -closing 

“No  60-degree  connecting  stairways  between  bal¬ 
conies.  .  ,  ,  , 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  termination  of  fire  escape  to 

street. 

“No  balcony  on  2nd  story.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
25  ft.  by  96  ft.  in  area  at  the  1st  story,  and  25  ft.  by 
55  ft.  in  area  at  the  3rd,  4th  and  5th  stories ;  5  stories  in 
height  occupied  1st  story,  store,  5  persons ;  2nd  story, 
offices  and  workroom,  8  persons;  3rd  story,  tailor,  4  per¬ 
sons’  4th  story,  tailor,  3  persons;  5th  story,  embroidery, 
10  persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  cellar  to  the  5th 


story  enclosed  in  stud  partitions  with  wood  doors  at  the 
openings  and  an  interior  wooden  stairway  extending  from 
the  1st  story  to  the  2nd  story  enclosed  in  stu  1  partitions 
with  wood  doors  at  the  openings  and  balconies  with  no 
connecting  ladders  on  the  rear  of  the  building  at  all  stories 
except  the  2nd  story  with  ladder  from  top  balcony  to  roof, 
the  windows  along  the  course  of  balconies  being  fireproof , 
and 

Whereas,  petitioner  in  lieu  of  complying  with  the  order 
proposes  to  install  a  ladder  to  counterbalanced  scuttle  in 
the  roof  and  to  make  the  windows  along  the  fire  escape 
balconies  self-closing  and  asks  that  the  balance  of  the  or¬ 
der  be  rescinded ;  and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting,  September  10,  1921,  and  the  case  reopened  January 
24,  1922. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fixed  iron  ladder,  within  the  stair  hall  en¬ 
closure,  be  erected,  with  a  counterbalanced  scuttle  to  the 
roof ;  that  a  fire  escape  be  erected  from  the  extension  roof 
to  the  adjoining  premises  at  the  rear,  with  drop  ladder  to 
the  yard  (the  consent  of  adjoining  owners  to  be  filed  with 
this  Board  and  copy  to  be  filed  with  the  fire  department)  , 
that  windows  along  the  course  of  the  fire  escape  on  the 
first  and  second  stories  be  made  fireproof. 


1176-21-S. 

PETITIONER— Harold  Birkmire, 


for  D.  A.  Schulte  Co., 


SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner.  (Re¬ 
opening.) 

PREMISES— 113  Park  Row,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Harold  Birkmire. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Petition  reopened;  set  for  hearing  February  21, 


1922. 

THE  VOTE 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Moore  and  McDermott  .  8 

Negative  .  ® 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Kleinert  and  Reville  .  5 


1023-21-S. 

PETITIONER— Thomas  A.  Weatherly. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 602  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  James  A.  Beha. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Petition  reopened;  set  for  hearing  February  21, 
1922. 


THE  VOTE 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Moore  and  McDermott  .  8 

Negative  . ® 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Kleinert  and  Reville  .  5 


Adjourned,  6  P.  M. 

William 


J.  O’Gorman,  Secretary. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  FEBRUARY  3,  1921. 
Present :  Chairman  Walsh,  Messrs.  Boulton,  Kerby,  Hol¬ 
land,  Kearney,  Fire  Chief  Kenlon,  Chief  Inspector  Snack- 
enberg  and  Superintendent  Moore. 


AMENDMENTS  TO  RULES  SUBMITTED  FOR 
APPROVAL. 

715-21-S. 

PETITIONER — Ernest  Flagg. 

SUBJECT — Amendment  to  the  Plumbing  Rules  to  omit 
vent  pipes. 

APPEARANCES— 

For  Petitioner:  Ernest  Flagg. 

For  Opposition:  William  J.  Flynn,  A.  D.  Hassen, 
James  Taggart,  Patrick  Drew,  J.  B.  Blair, 
Jos.  F.  Elliott,  Wm.  McLaughlin,  William 
Thompson,  John  F.  Chandler,  John  L.  Wil¬ 
liams,  John  Crokin,  John  Hassett,  Lawrence 
J.  McDermott,  Dr.  Shears. 

ACTION  OF  THE  BOARD — Chairman  read  correspond¬ 
ence.  Report  of  committee  of  the  board 
recommending  denial  of  petition  adopted.  Petition 
denied. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Kenlon,  Chief  Inspector  Snackenberg,  Su¬ 


perintendent  Moore  . 8 

Negative  .  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commis^ 
sioner  Hannon,  Superintendents  Brady,  Re- 

ville  and  McDermott  .  5 

THE  RESOLUTION: 

(715-21-S) 


Whereas,  Ernest  Flagg,  architect,  filed  July  6,  1921, 
with  the  board  of  standards  and  appeals  a  petition  for  an 
amendment  to  the  plumbing  rules  to  permit  the  omission 
of  vent  pipes  under  certain  conditions ;  and 
Whereas,  a  committee  of  the  board  visited  the  prem¬ 
ises  of  Mr.  Ernest  Flagg,  petitioner,  at  Dongan  Hills, 
Staten  Island,  and  inspected  an  installation  of  the  pro¬ 
posed  system ;  and 

Whereas,  the  committee  reported  against  the  adoption 
of  the  proposed  amendment. 


Resolved,  that  the  petition  be  and  it  hereby  is  denied 
and  that  the  proposed  amendments  as  indicated  by  italics  in 
the  rules  printed  in  Bulletin  No.  5,  Vol.  VII,  be  disapproved. 


366-21-S. 

PETITIONER — Bestwall  Mfg.  Co. 

SUBJECT— Application  for  approval  of  Bestwall. 
APPEARANCES— 

•  For  Petitioner:  Warren  Popkin. 

For  Opposition:  J.  p.  Duffy  Company  and  James 
J.  Comerford,  representing  H.  G.  Bell. 
ACTION  OF  BOARD — -Chairman  read  correspondence. 

Amendments  to  fire  retarding  rules  adopted. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Ken¬ 


lon,  Chief  Inspector  Snackenberg,  Superin¬ 
tendent  Moore  .  8 

Negative  .  o 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 
and  McDermott  .  5 


THE  RESOLUTION: 

(366-21-S) 

Whereas,  Bestwall  Mfg.  Co.  filed,  May  6,  1921,  a  peti¬ 
tion  for  approval  of  their  material  known  as  Bestwall,  a 
plasterboard ;  and 

Whereas,  this  matter  was  submitted  for  investigation  and 
report  to  a  committee  consisting  of  the  superintendents  of 
buildings ;  the  committee  submitted  a  report  approving  the 
material  and  recommending  an  amendment  to  the  Fire  Re¬ 
tarding  Rules ;  and 

Whereas,  a  public  hearing  was  held  on  the  proposed 
amendment  to  the  rules  by  the  board  at  its  meeting  Feb. 
3,  1922. 

Resolved,  that  the  rules  as  amended  be  and  they  hereby 
are  approved. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 

The  Rules  as  amended  follow: 


RULES  ADOPTED 


AMENDMENT  TO  THE  FIRE  RETARDING  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS 

AND  APPEALS  FEB.  3.  1922. 


(366-21-S) 

Rule  4.  Ceiling  Covering.  Any  one  of  the  following 
forms  of  construction  shall  be  accepted  as  fire-retarding 
for  the  covering  of  the  undersides  of  wood  floor  beams  in 
joisted  floor  construction  in  non-fireproof  buildings  used 
as  garages,  motor  vehicle  repair  shops  or  oil  selling  sta¬ 
tions  : 

(a)  One-half  (J4)  inch  plaster  boards,  or  three-eighth 
()4)  inch  gypsum  wall  boards  weighing  not  less  than  six¬ 
teen  (16)  pounds  per  square  yard,  with  pointed  joints,  cov¬ 
ered  with  No.  26  U.  S.  gauge  sheet  metal  with  one  (1) 
inch  lapped  seams  nailed  to  the  wood  beams  when  spaced 


not  more  than  sixteen  (16)  inches  on  centers,  or  nailed 
to  furring  strips  when  the  floor  beams  are  spaced  more 
than  sixteen  (16)  inches  on  centers; 

(b)  Two  thicknesses  of  one-quarter  04)  inch  asbestos 
boards  laid  with  tight  staggered  joints  and  nailed  to  the 
beams,  when  spaced  not  more  than  sixteen  (16)  inches  on 
centers,  or  nailed  to  furring  strips  when  the  floor  beams 
are  more  than  sixteen  (16)  inches  on  centers; 

(c)  Metal  lath  weighing  not  less  than  three  pounds 
per  square  yard,  attached  to  furring  strips  and  plastered 
with  Portland  cement  mortar  at  least  three-quarters  (J4) 
inch  thick. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 
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REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Cases  filed  up  to  and  including  Feb.  9,  1922  .  189 

Restored  to  calendar  . 

Miscellaneous  Actions.  ^ 

Requests  to  reopen  . 

Requests  to  amend  . . 

5 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . ^ 

Total  .  637 

.  ,  196 

Disposed  ot  .  . 

441 

Cases  pending  Feb.  9,  192-/  . 


DISPOSITION  OF  CASES. 

14 

Withdrawn  . 

Dismissed  .  24 

Denied  .  22 

Granted  . . 

Granted  on  condition  .  4 

Appliances  approved  . .  2 

Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted^ .  9 

Requests  to  reopen,  denied  . .  * 

Requests  to  amend  granted  .  Q 

Requests  to  amend  denied  . . . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  .  ^ 

Requests  to  rescind  granted  .  Q 

Requests  to  rescind  denied  .. . . . 

Requests  for  extension  of  time  granted  .  * 

Requests  for  extension  of  time  denied .  1 

Rules  approved  .; .  1 

Rules  disapproved  . ; .  2 

Requests  to  install  granted  . . ' '  g 

Requests  to  install  denied  . 0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  . Q 

Requests  withdrawn  . . 

^  ,  196 

Total  . 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  |PPelJant| 
and  applicants  for  relief  at  the  hands  of  the  Board  ot 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  _  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  board. 

F'rst  That  if  they  do  not  appear  in  person  or  bv  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second ,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
fhe  calendars  of  these  boards,, each  case  being  se :  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

Third ,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  pubhcation 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 

in  the  offices  of  the  board  and  of  the  furtherd^b^Hous 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 

That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  P 
failure  to  receive  such  notice  is  no  excuse  for  neglect 

^Fiftli  That  the  business  of  these  boards  is  to  dispose  of 
all  case’s  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street 


P.  O. 


My  subscription  is  to  begin  with  the  issue  for 


,1922. 
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DIRECTORY 


BOARD  OF  APPEALS. 

William  EL  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerry  Fire  Chief  John  Kenlon 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerks  Calendar,  Tuesdays,  at  2  p,  m. 

Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan.  * 


BOARD  OF  STANDARDS  AND  APPEALS. 
William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  . . . Fire  Commissioner. 

Charles  Brady  . . . . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore . Supt.  of  Buildings,  Queens 

William  J.  McDermott  . . .  Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184 

Office  Hours— 9  a.  m.  to  5  p.  m.;  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

C“len?ar.  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  ProPerty  owners  opportunity  to  file  objections  if 
„b.e,cal!ed  j"  Tuesday  February 

tag  on“a  definite  day.  ‘  ““  'each  Ca5e  is  set  £or  h'“- 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday  February  28,  1922,  at  2  o’clock. 

ToW!  CUrfs  Cal™dar  is  not  to  be  confused  with  the 

tag  on  fixed  days’  bee"  defini,eIy  Set  for  hcar- 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  February 
14,  1922.  * 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  February  14,  1922. 

Correction,  Minutes  of  Meeting,  Board  of  Stand¬ 
ards  and  Appeals,  July  12,  1921. 

Progress  Report. 


°  appellants  and  petitioners 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pendino-  or  in 
progress,  nor  accepted  that  .are  not  filed  wfthin  lwenS 
ficial  fr°m  thC  datC  °f  thC  actlon  of  ^  Administrative  Of- 

,Jny  communication  purporting  to  be  an  appeal,  applica¬ 
te®1'  fpeMl?n  SyalJ  be  regarded  as  a  mere  notice  of  in- 

by  IhtLTf  11  "  fi,'d  °"  tht  f°™ 

peal,  application  or  petition,  and  if  he  fails  to  supply  the 

dSilSST1  hert  w,thln  '.wen,y  tas  case  may  b! 
dismissed  for  lack  of  prosecution.  3 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice.  v 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of.  the  property,  the  subject  of  the  appeal 
Appeals  apphcaUons  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


docket. 

Cases  Filed,  Week  Ending  February  16th,  1922. 

Order  No. 


200-22-BZ 


199-22-A 


Cal.  No. 

229-22-BZ. 


Department 


228-22-BZ . 


227-22-S . 


226-22-A. 


225-22- A. 


.B. 

.F. 


F.D . Order  No.  39-A  194-22- S 


224-22-S. 


223-22-S . 


222-22- S . 


FD . . . LD  24749 

FD  . LD  30445 


192-22-S 


221-22-S . 


220-22-S. . 

219-22-BZ. 


.F.D. 


.LD  28930 


190- 


F  D  . LD  30283 


.F.D. 


,C  10799  1068-21-BZ 


R7 

....LC  70258 

A 

..Alt.  1546-21 

c 

..LD  31306-31307 

A 

. Alt  63-1922 

A 

. LC  11312 

,Q 

...LD  29866-29867 

C 

....  Appliance 

A 

. LC.  11038 

C 

. LD  81835 

-A 

F  28960-28961 

-S . 

. B.B.M.  . 

....Dec.  of  Supt.  of  Bldgs. 

-BZ.... 

Restored  to 

Calendar. 

. Alt.  1173-21 

218-22-BZ. 


217-22-A. 


216-22- A. 


CODE. 

F.D . C  10330  . Fire  Department 

HD  . * . Health  Department 

. F.D . LC  65028  BBg  . Bureau  of  Buildings,  Brooklyn 

Bgj^j  . Bureau  of  Buildings,  Manhattan 

. B.B.M.  . Alt-  90‘19a3  b^B^Q.  .........  . Bureau  of  Buildings,  Queens 

_ _  BBR  . Bureau  of  Buildings,  Richmond 

STANDARDS  Eleven  Ah  90_i922  B.B.Bx . Bureau  of  Buildings,  Bronx 

215-22-BZ . B.B.M .  . . Tenement  House  Department 

"  re.B.M . Alt.  568-1921 

F  p)  . LC  69335 


214-22- A . 


213-22- A. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  21,  1922,  at  2  p.  m. 

Building  Zone  Cases. 


212.a2_s . F.D . LD  30404-30406  1312-21-BZ. 

"  . . LC  70236 

-  ..LD  30282 


211-22-A . 


210-22-S . 


209-22- A . 


.F.D. 


208-22-S . 


APPLICANT — A.  E.  Richardson,  for  Empire  State  Dairy 

Co.,  owner. 

PREMISES— 107  Lincoln  street,  Queens.  _  . 

TO  PERMIT  in  a  business  district  the  extension  in  area  to 
an  existing  public  garage. 

Fd  . F  29865  APPLICANT — Samuel  Rosenblum,  for  Anthony  Schorr, 

owner. 

LD  29122  PREMISES— 3  Koemer  street,  Queens  , 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 

five  car  garage. 


207-22-S. 


.F.D. 

.F.D 


206-22-BZ. 


205-22-S. 


. LD  30264 

. . LC  59847 

B.B.M . 


1682"21“BZ 

APPLICANT — Charles  B.  Meyers,  for  Dora  Steinweg, 


owner.  . 

PREMISES— 41-43  West  63rd  street,  Manhattan. 

Alt  1768-1920  TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  building  into  a  public  garage. 


204-22- S. 


. . LD  29612  142-21-BZ 


APPLICANT— Charles  G.  Wessel,  for  Charles  Roissello, 


owner. 


203-22-BZ . F.D.  . LC  69144  PREMISES-1963-1965  East  18th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  height 


202-22-S. 


201-22-S . 


.F.D. 

.F.D. 


.LD  30279 


of  an  existing  factory. 


80-22-BZ.  .  ..  , 

.LD  56051  APPLICANT— Ordham  Realty  Corporation,  applicant  and 


owner. 
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PREMISES— -South  side  Fordham  Road,  100  ft.  west  of 
Washington  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  business  building. 

1068-21.-BZ. 

AP’PLICANT — Ferderick  Gerber. 

PREMISES — 41-43  Astoria  avenue,  northeast  corner  Pope 
street,  Queens. 

TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  store  room  building  into  a  repair  shop. 


BOARD  OF  APPEALS. 

Tuesday,  February  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1679-21-A — 6-8  Fletcher  street,  Manhattan. 

1365-21-A — 248-264  North  8th  street,  Brooklyn. 

1383-21-A — 304  West  54th  street,  Manhattan. 

1690-21-A — 2-10  Evergreen  avenue,  Brooklyn. 

10-22- A — 110-118  Leroy  street,  Manhattan. 

20-22- A — Southeast  corner  Hopkinton  Ave.  (95th  St.)  & 
Jerome  Ave.,  Ozone  Park,  Queens. 

9-22-A — 2562  Third  avenue,  The  Bronx. 

14-22-A — 1639-1649  Broadway,  Manhattan. 

19-22-A — 293  West  4th  street,  48  Bank  street,  Manhattan. 

29-22-A — 866  Grand  street,  Brooklyn. 

66- 22-A — 149  Broadway,  Manhattan. 

67- 22-A— Block  bounded  by  138th  street  and  139th  street, 

Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

7 7 -22- A — 23  East  56th  street,  Manhattan. 

82-22-A— 1371-1373  47th  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap- 
I  peals  °f  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  February  21, 
1922,  at  10  o  clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  1280-2 1-BZ — Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Patter¬ 
son  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles ;  premises  1178  Forest  avenue, 
The  Bronx. 

cal.  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Win.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars;  premises  7825  87th  road,  Queens. 
cal.  no.  1540-21-BZ— Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar  Wm. 
Swift,  attorney,  on  behalf  of  Fred  G. 
Scholl  &  Elise  Scholl,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars;  prem¬ 
ises  7826  87th  Road,  Queens. 

CAL.  no.  1456-21-BZ — Application,  June  21,  1921,  under  the 
building  zone  resolution,  of  Thomas 
Buttermark,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  three  car  garage ;  premises 
434  Britton  avenue,  Richmond. 


cal.  no.  1293-21-BZ— Application,  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

CAL,  NO.  1177-18-BZ— Application,  June  4,  1918,  under  the 
ou il ding  zone  resolution,  of  Gilbert  I. 
Prowler,  architect,  for  an  extension  of 
time  to  permit  the  construction  of  a 
building  previously  granted;  premises 
702-704  Sixth  avenue,  corner  22nd 
street,  Brooklyn. 

CAL.  NO.  268-21-BZ— Application,  February  16,  1921,  under 
the  building  zone  resolution,  of ’Alfred 
A.  Scharbius,  applicant  and  owner,  for 
a  rehearing  of  an  application  previous¬ 
ly  denied  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  ■ 
premises  1424  East  17th  street,  Brook¬ 
lyn. 

cal.  no.  1655-21-BZ'  Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Es¬ 
tate  of  Max  Freund,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
business  district  the  erection  of  a  two 
story  public  garage;  premises  2469- 
2471  Amsterdam  avenue,  Manhattan. 

cal.  no.  1454-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Maur¬ 
ice  Deutsch,  applicant,  on  behalf  of 
Maurice  Deutsch  Building  Corporation, 
owner,  to  permit  partly  in  a  business 
and  partly  residence  district  the  erec¬ 
tion  of  a  building  to  be  occupied  in  part 
for  business  use;  premises  northwest 
corner  Burnside  avenue  and  Grand 
Concourse,  The  Bronx. 

cal.  no.  1587-21-BZ — Application,  December  7,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Cohen,  applicant,  on  behalf  of  J. 
Sidney  Bernstein,  owner,  to  permit 
partly  in  a  business  district  and  partly 
residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  southeast  cor¬ 
ner  Crotona  Parkway  and  East  180th 
street,  The  Bronx. 

cal.  no.  1575-21-BZ — Application,  December  3,  1921,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers  and  George  and  Edward 
Blum,  architects,  on  behalf  of  205 
West  39th  Street  Company,  Inc.,  own¬ 
er,  to  permit  in  a  two  times  district  the 
erection  of  a  building  to  a  height  in 
excess  of  that  permitted  by  the  zoning 
resolution;  premises  211-223  West  39th 
street,  206-216  West  40th  street,  Man¬ 
hattan. 

cal.  no.  1674-21-BZ— Application,  December  22,  1921,  under 
the  building  zone  resolution,  of  De 
Pace  &  Juster,  architects,  on  behalf  of 
Highbridge  Building  Co.,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  store  and  business 
building ;  premises  northeast  corner 
Burnside  avenue  and  Creston  avenue, 
The  Bronx. 
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cal.  no.  1675-21-BZ — Application,  December  22 ,  192 1, under 
the  building  zone  resolution,  of  De 
Pace  &  Juster,  architects,  on  behalf  ot 
Kemp  Jones  Realty  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  store  and  business 
building;  premises  east  side  Lreston 
avenue,  between  Tremont  avenue  and 
178th  street,  The  Bronx. 

cal.  no  18-22-BZ —  Application,  January  6,  1922  under  the 
CAL.  no.  IB  building  zone  resolution,  of  Euell  & 

Euell,  architects,  on  behalf  of  Amelia 
Schimmel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  four  story 
public  garage ;  premises  2499-2501 
Amsterdam  avenue,  southeast  corner 
184th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tt, February  21,  1922,  at  2  p.  m. 


APPLICANT — Jos.  J.  Breitman,  for  George  C.  Schwalb, 

owner.  .  . 

PREMISES — 619-625  Hancock  street,  BrooWyn. 

TO  PERMIT  in  a  residence  district  the  extension 
height  to  an  existing  public  garage. 

APPLICANT— Mathilda  Kirchner,  applicant  and  owner. 
PREMISES— 677  Grove  street  (rear).  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  two  pleasure  cars  and  one  commer¬ 
cial  truck. 

APPLICANT— Theobald  Engelhardt,  for  John  Spicer,  Inc., 

owner.  .  , 

PREMISES— 84-S6  Woodbine  street,  Brooklyn..  . 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
and  height  to  an  existing  factory  building. 

APPLICANT— Radella  Co.,  Inc.,  applicant  and  owner. 
PREMISES— 188-238  Empire  Boulevard,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  building  into  a  public  garage. 


Petitions  for  Variation. 

401-19-S— 2-16  West  33rd  street,  5-15  West  32nd  street, 
1397-21-S — 34-36  Cooper  Square,  Manhattan. 

1391-21-S — 206  Broadway,  Manhattan. 

1564-21-S — 355  West  Broadway,  Manhattan. 

1621-21-S — 62  Dey  street,  Manhattan. 

1637-21-S— 514-518  West  24th  street,  Manhattan. 

1654-21-S — 209  West  29th  street,  Manhattan. 

1656- 21- S— 366  Eighth  avenue,  Manhattan. 

1657- 21-S — 108  West  28th  street,  Manhattan. 

1689-21-S— 5-11  East  137th  street,  Manhattan. 

1710-21-S — 86  Walker  street,  Manhattan. 

1712-21-S — 80  West  Houston  street,  Manhattan. 

2-22- S— 585-587  Fulton  street,  Brooklyn. 

24-22- S— 196-198  Siegel  street,  Brooklyn. 

42-22-S— 312-316  Broadway,  Manhattan. 

46- 22-S — 19  West  26th  street,  Manhattan. 

47- 22-S — 475  Broadway,  48  Mercer  street,  Manhattan. 

48- 22-S— 6-10  Stanwix  street,  Brooklyn. 

49- 22-S— 84-86  West  Broadway,  Manhattan. 

55-22-S — 18  Division  street,  Manhattan. 

78- 22-S— Southeast  corner  Bodine  and  Hamilton  streets. 

Queens. 

79- 22-S — 52  East  4th  street,  Manhattan. 

84-22-S — 42  Meeker  avenue,  Brooklyn. 

1023-21-S — '602  Madison  avenue,  Manhattan. 

1176-21-S — 113  Park  Row,  Manhattan. 

Appliances  Submitted  for  Approval. 

183- 22-S— Steam  Oil  Burner,  approval  of. 

184- 22-S — Worthington  Steam  Pump,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  28,  1922,  at  2  p.  m. 


Building  Zone  Cases. 

APPLICANT — Henry  J.  Schnackenberg,  applicant  and 
owner. 

PREMISES— 69  Ferguson  street,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 

garage. 


BOARD  OF  APPEALS. 

Tuesday,  February  28,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1625-21-A— 539-549  Fordham  road,  The  Bronx. 

1539-21-A — 301  Stockholm  street,  Brooklyn. 

1504-21-A — 154  Leroy  street,  Manhattan. 

1695-21-A— 410-412  West  52nd  street,  Manhattan. 

1704-21-A — 31-33  Rockaway  road,  Jamaica,  Queens. 

1603-21 -A — 180  Broadway,  Manhattan. 

1640-21-A-36  Central  Park  South,  Manhattan. 

33-22-A _ 141-145  Wooster  street,  Manhattan. 

36- 22-A — 126-132  West  46th  street,  Manhattan. 

37- 22-A — 415  Leonard  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

73-22-A— 735  Lorimer  street,  Brooklyn. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

141- 22-A — 418-426  11th  avenue,  Manhattan. 

142- 22-A — 4  Albany  street,  1-5  Carlisle  street,  Manhattan. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap- 

rali  of  a  public  hearing  under  the  provisions  of  the 

lilding  zone  resolution,  Tuesday  morning,  February  28, 

)22,  al  10  o’clock,  in  Room  919,  Municipal  Building,  on 

ie  following  matters: 

\l  no.  882-21-BZ— Application,  July  15,  192i,  under  t 

building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Hen- 
wood  Building  Company, .  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  one  story  public  garage ; 
premises  107-117  Henwood  Place,  The 
Bronx. 

al  no.  1448-21-BZ— Application,  November  23,  1921,  under 
the  building  zone  resolution,  °f  L 
Margon  &  C.  Glaser,  architects,  on  be¬ 
half  of  Highbridge  Building  Com¬ 
pany,  owner,  to  permit  partly  in  a  busi¬ 
ness  district  and  partly  residence  dis¬ 
trict  the  erection  of  stores;  premises 
northeast  corner  176th  street  and  Je¬ 
rome  avenue.  The  Bronx. 
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«al.  no.  1611-21-BZ — Application,  December  9,  1921,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  F.  Hammel,  architect,  on  behalf 
of  Bruce  G.  Blackmar,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
in  area  to  existing  garage  for  four  ad¬ 
ditional  cars;  premises  317  Ovington 
avenue,  Brooklyn. 

cal.  no.  1687-21-BZ — Application,  December  28,  1921,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
Louis  Firmbach,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  three  car  garage ;  premises  2022  Lin¬ 
den  street,  Queens. 

cal.  no.  1699-21-BZ — Application,  December  29,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  J.  Kessler,  consulting  engineer,  on 
behalf  of  Albert  J.  Schwarzler,  owner, 
to  permit  partly  in.  a  business  district 
and  partly  residence  district  the  erec¬ 
tion  of  a  motion  picture  theatre  and 
stores ;  premises  1229  Morris  avenue, 
The  Bronx. 

cal.  no.  86-22-BZ — Application,  January  10,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Car¬ 
oline  W.  Fraser,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
public  garage ;  premises  4720-4732 
Third  avenue,  The  Bronx. 

cal.  no.  1463-18-BZ — Application,  September  10,  1918,  under 
the  building  zone  resolution,  of  Star- 
rett  &  Van  Vleck,  architects,  on  be¬ 
half  of  John  Massimino,  owner,  to 
amend  an  application  previously  grant¬ 
ed  to  permit  the  removal  of  a  dividing 
wall  between  the  building  at  the  north¬ 
west  corner  162nd  street  and  Grand 
avenue  (852-19-RZ)  and  the  building 
at  233  East  162nd  street  (1463-18-BZ). 

cal.  no.  852-19-BZ — Application,  November  19,  1919,  under 
the  building  zone  resolution,  of  Edwin 
Wilbur,  on  behalf  of  John  Massimino, 
owner,  to  amend  an  application  pre¬ 
viously  granted  to  permit  the  removal 
of  a  dividing  wall  between  233  East 
162nd  street  (1463-18-BZ)  and  north¬ 
west  corner  162nd  street  and  Grand 
avenue  (852-19-BZ). 

cal.  no.  582-21-BZ  -Application,  April  27,  1921,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  on  behalf  of  Frederick  L. 
Cranford,  owner,  for  a  rehearing  of  an 
application  previously  denied  to  per¬ 
mit  in  a  residence  district  the  erection 
of  a  public  garage;  premises  346-370 
Schenectady  avenue,  Brooklyn. 

cal.  no.  1369-21-BZ — Application,  January  20,  1922,  under 
the  building  zone  resolution,  of  Otto 
Reissmann,  architect,  on  behalf  of 
Louis  Blau  &  Sons,  Inc.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  an  unrestricted  district  the 
erection  of  a  one  story  dry  cleaning 
and  dyeing  establishment;  premises 
647  East  9th  street,  Manhattan. 

cal.  no.  1681-21-BZ — Application,  December  23,  1921,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  Lut 
trell  H.  Redner,  owner,  to  permit  in  a 


residence  district  the  extension  in  area 
to  a  public  garage;  premises  336  West 
70th  street,  Manhattan. 

cal.  no.  1683-21-BZ — Application,  December  23,  1921,  under 
the  building  zone  resolution,  of  Peter 
Damm,  applicant  and  owner,  to  permit 
in  a  business  district  the  extension  in 
height  of  two  additional  stories  to  an 
existing  body  building,  painting  and 
garage  building;  premises  529-533  East 
80th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  28,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1436-21-S — 106  West  28th  street,  Manhattan. 

1640-21-S — 125  West  22nd  street,  Manhattan. 

57-22-S — 75  Degraw  street,  Brooklyn. 

59-22-S — 41  Worth  street,  Manhattan. 

62-22-S — 124  Allen  street,  Manhattan. 

83-22-S — 1742  Bath  avenue,  Brooklyn. 

85-22-S — 241  Howard  avenue,  Brooklyn. 

95- 22-S — 540  West  29th  street,  Manhattan. 

97-22-S — 56  Suffolk  street,  Manhattan. 

107- 22-S — 179  Broadway,  Manhattan. 

108- 22-S — 6  Chrystie  street,  Manhattan. 

136-22-S — 652  Liberty  street,  Brooklyn. 

201-22-S — 25  Duane  street,  Manhattan. 

15-22-S — 3  Park  Place,  Manhattan. 

Appliances  Submitted  for  Approval. 

1278-21- S — Hammel  Oil  Burner,  approval  of. 

BOARD  OF  APPEALS. 

Tuesday,  March  7,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1539-21-A — 12  West  50th  street,  Manhattan. 

1253-21-A — West  side  Spuyten  Duyvil  Parkway,  10.5  feet 
south  of  Broadway,  The  Bronx. 
1362-21-A— 144-146  West  57th  street,  139-153  West  56th 
street,  Manhattan. 

1645-21-A — 2333  Beaumont  avenue,  The  Bronx. 

1700-21-A — 413-415  East  109th  street,  Manhattan. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

51-22-A — 1-5  Justice  street,  Queens. 

96- 22-A — 52  East  4th  street,  Manhattan. 

104- 22-A — 416-418  Marcy  avenue,  Brooklyn. 

105- 22-A — 47  Church  street,  Manhattan. 

116-22-A — 3606  Park  avenue,  The  Bronx. 

126-22-A — 720-730  Washington  avenue,  Brooklyn. 

135-22-A — 882  Sedgwick  street,  Queens. 

138-22-A — 189-191  West  9th  street,  Brooklyn. 

149-22-A — 320  Concord  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  7,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 
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cal  no  1444-21-BZ— Application,  November  23,  1921,  under 
cal.  no.  the  building  zone  resolution  of  Bly 

and  Hamann,  architects,  on  behalf  of 
Patrick  McTieman,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
public  garage;  premises  719-723  Lin¬ 
coln  Place,  Brooklyn. 


cal  no.  1143-21-BZ — Application,  October  0,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C  Morse,  owner,  to  permit  m  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles ;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  March  7,  1922,  at  2  p.  m. 


Petitions  for  Variations. 

1629-21-S — 293  Monroe  street,  Manhattan. 
1718-21-S — 91  Bowery,  Manhattan. 

1720-21-S — 136  West  54th  street,  Manhattan. 
81-22-S _ 111-113  Fulton  street,  Manhattan. 

100- 22-S— 345-353  Classon  avenue,  Brooklyn. 

101- 22-S — 87  South  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  March  10,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  March  14,  1922,  at  2  p.  m. 


10-22- S— Alternating  Current  and  Direct  Current  Control 
Board  for  Fire  Alarm  Systems,  approval 

of.  . 

26-22-S— Petroleum  Heat  and  Power  Company  Oil  Bur¬ 
ner,  approval  of. 

53-21-S— Angle  Hose  Valve.  ...  ^ 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Os¬ 
trander  Trouble  Bell. 

53-22-S — Approval  of  Champion  Pump. 


BOARD  OF  APPEALS. 


SPECIAL  MEETING. 
Friday,  March  17,  1922,  at  10  a.  m. 


The  forty-three  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 


Appeals  from  Administrative  Orders. 


Appeals  from  Administrative  Orders. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street 
1  ~  52-58  West  143rd  street,  northeast  copier. 

142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21- A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A— 2180  Third  avenue,  Manhattan.- 
502-21-A— 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 


594- 19-A— 

595- 19-A— 

480-  19- A— 

481- 19-A— 

877- 19-A- 

878- 19-A- 

879- 19-A- 

880- 19-A- 

881- 19-A- 

882- 1 9-A- 

883- 19-A- 

884- 19-A- 

885- 19-A- 

886- 19-A- 
937-19-A- 
948-19-A- 


949-19-A — 


950-19-A — 


981-19-A- 

1003-19-A 

31-20-A 


8 90- 19- A 
265-20-A 


Appliances  Submitted  for  Approval. 

1373-31-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
744-21-S — Safandshur  Fire  Extinguisher. 

908-21 -S— Century  Rotary  Pump. 

360-21-S — Approval  of  Conran  Electric  Trip. 

1421 -21-S — Guardene  Non-Slop  Extinguisher-approval  of. 
1488-21-S- — Caloroil  Burner — approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 

m  *  e  e"*  i  _  f  D  ^11  a  /I  T  T  Ai*n  9 


341-21-b — KOCKwen  ruci  ~  . 

1T06-21-S — Klaxon  Single  Stroke  Bell  and  Horn,  approval 

a  ♦ 


266- 20-A- 

267- 20-A- 

268- 20-A- 

269- 20-A- 

270- 20-A 

271- 20-A 

272- 20-A 


Pier  Cases. 

Pier  8,  North  River,  Manhattan. 

Pier  44,  East  River,  Manhattan. 

Piers  4  and  5,  North  River.  Manhattan 
-Old  Pier  3,  North  River,  Manhattan. 

-Pier  14,  North  River,  Manhattan. 

-Pier  15,  North  River  Manhattan. 

-Pier  15,  North  River,  Manhattan. 

-Pier  28,  East  River,  Manhattan. 

-Pier  1,  (Old),  North  River,  Manhattan. 

-Pier  27,  North  River,  Manhattan. 

-Pier  29,  North  River,  Manhattan 
-Pier  30,  North  River,  Manhattan. 

-Pier  78,  North  River,  Manhattan. 

-Pier  42,  North  River,  Manhattan. 

-Piers  37  and  38,  East  River,  Manhattan. 

-Pier  121,  foot  o'f  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95587-F.) 
Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95586-F.) 
■Pier  121,  foot  of  West  131st  street.  North 
River,  Manhattan.  (Order  No.  95585-F,, 

Piers  22-25  East  River.  Manhattan. 

Pier  28,  North  River,  Manhattan. 

-Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

-Pier  70,  East  River,  Manhattan. 

-Pier  46,  East  River,  foot  of  Van  Brunt  street, 
Brooklyn. 

-Pier  39,  East  River,  foot  of  Van  Dyke  street, 
Brooklyn. 

s.  w.  s.  Atlantic  Basin, 


street, 

/ 


n 


Basin, 


Pier  31,  East  River, 

Brooklyn. 

-Pier  36.  East  River,  foot  of  Pioneer 
Brooklyn. 

-Pier  35,  East  River, 

Brooklyn. 

-Pier  34,  East  River, 

Brooklyn. 

—Pier  27,  East  River, 

Brooklyn. 

Pier  17,  East  River,  foot  of  Joralemon  street, 
Brooklyn. 


e.  s.  Atlantic 
foot  of  Hamilton  street, 


foot  of  Baltic  street, 
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273-20-A — Pier  19,  East  River,  foot  of  Clark  street, 
Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streetj,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420-20-A — Pier  5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 


421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15.  East  River,  Manhattan. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  FEBRUARY  14,  1922. 
Present:  Chairman  Walsh,  Messrs.  Boulton,  Kearney, 
Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  February  7,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  7,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


35-22-A. 


APPELLANT— D.  A.  Trotta. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 2770  Bainbridge  avenue.  The 
Bronx. 

APPEARANCES— 


For  Appellant:  Wm.  A.  Daly,  D.  A.  Trotta,  Frank 
Waters,  Gotlieb  Weiland,  Mary  A.  Doyle, 
Margaret  E.  Doyle,  Mary  J.  Waters,  Rev. 
Jos.  F.  Doyle,  M.  Marx,  P.  Katz,  F.  A.  Camp¬ 
bell,  Richard  E.  Jones,  Frank  J.  Higgins,  E. 
M.  Rice,  J.  Beckingham,  T.  E.  O’Brien,  S. 
G.  Karleback,  and  Miss  E.  Meyer. 

For  Opposition:  Edwin  S.  Merrill  and  Thomas 
F.  Hanlon. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  dismissed;  extracts  from 
testimony  to  be  forwarded  to  superintendent  of 
buildings,  The  Bronx. 

THE  VOTE — On  Motion  to  Dismiss — 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby  and  Fire  Chief  Ken¬ 
lon  .  5 

Negative  .  0 

Absent:  Messrs.  Beatty  and  Holland  .  2 


THE  RESOLUTION : 

(35-22-A) 

Whereas,  D.  A.  Trotta,  et  al.,  filed,  Jan.  10,  1922,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  2770 
Bainbridge  avenue,  The  Bronx ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  Dec.  21,  1921,  reads : 

“Your  letter  of  December  17th,  at  hand  relative 
to  premises  2770  Bainbridge  Avenue  wherein  you  re¬ 
quest  the  revocation  of  a  permit  issued  to  the  owner 
thereof  for  the  erection  of  a  private  garage  for  the 
storage  of  five  automobiles. 

“The  said  permit  was  issued  by  me  up.on  the  sworn 
statement  of  the  architect  who  was  authorized  by 
the  owner  to  file  the  plan  and  application  in  his  be¬ 
half  with  the  express  stipulation  that  the  buildings, 
as  accessories  to  the  dwelling  on  the  lot,  were  to  be 


used  as  private  garages  for  not  more  than  five  auto¬ 
mobiles. 

“The  building  being  completed  according  to  plan, 
my  jurisdiction  has  ceased  and  if  the  occupancy  there¬ 
of  has  been  changed  from  private  to  public  garage 
purposes,  the  Fire  Department  is  empowered  to  en¬ 
force  the  compliance  with  the  requirements  of  the 
law. 


and 


“Under  the  circumstances,  I  regret  my  inability  to 
grant  your  request  for  the  revocation  of  the  permit 
and  the  removal  of  the  buildings. 

Very  truly  yours, 

P.  J.  Reville, 

Supt.  of  Buildings, 
Borough  of  Bronx.”; 


Whereas,  the  premises  consist  of  a  plot  of  ground, 
located  in  a  residence  district,  50  ft.  by  115  ft.  in  area, 
with  a  frontage  of  50  ft.  on  Bainbridge  avenue  and  115  ft. 
on  197th  street,  upon  which  there  are  two  2 story  and 
basement  dwellings  and  two  metal  frame  garages,  one 
16  ft.  by  18  ft.  in  area  and  the  other  24  ft.  by  18  ft.  in 
area,  for  two  and  three  cars  respectively;  and 

Whereas,  the  appellant  states  that  the  owner  has  no 
car  of  his  own  on  the  premises  and  has  let  the  buildings 
for  public  garage  purposes  and  that  the  superintendent 
of  buildings  may  revoke  any  permit  or  approval  in  case 
of  false  statement  or  misrepresentation  in  the  application 
upon  which  the  permit  or  approval  was  based ;  and 

Whereas,  the  board  deemed  that  the  matter  was  not 
properly  before  it,  and  that  a  transcript  of  the  testimony 
be  forwarded  to  the  superintendent  of  buildings  for  such 
action  as  he  deems  necessary  on  the  issuance  of  a  permit 
based  on  a  false  statement  to  erect  the  structure  for 
illegal  use. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


1489-21-A. 

APPELLANT — Patrick  J.  Murray,  for  Broadway  Central 
Securities  Corporation,  lessee. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1652-60  Broadway  and  790-2 
Seventh  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  Patrick  J.  Murray. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Report  of  committee  approved ; 
appeal  denied. 

THE  VOTE — Approval  of  Report — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 


Negative  .  0 

Absent:  Messrs.  Beatty  and  Holland  .  2 
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THE  VOTE— On  Motion  to  Grant  Appeal- 

Affirmative  . •••••,•■ . .  • '  *i*  •  ‘ ' 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 
Absent:  Messrs.  Beatty  and  Holland  .  2 

THE  RESOLUTION : 

(1489-21- A) 

Whereas,  Patrick  J.  Murray,  for  Broadway  Central  Se¬ 
curities  Corporation,  lessee,  filed,  Nov.  30,  1921,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fir e  com¬ 
missioner,  affecting  premises  1652-60  Broadway  and  <90-9.. 
Seventh  avenue,  Manhattan;  and  ,  .  T 

Whereas,  the  order  of  the  fire  commissioner,  Mo. 

27981-F,  dated  Nov.  10,  1921,  reads:  .  .  , 

“Install  a  standpipe  system  with  risers  4  inches  *n 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  nec¬ 
essary  check  valves  and  2)4  in-  regulation  hire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs)  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient 
feet  of  2)4  in.  standard  hose  attached  thereto.  ; 

^Whereas,  the  building  is  of  non-fireproof  construction, 
facing  on  two  streets,  7  stories  (83  ft.  10  in.)  m  height, 
100  ft.  6)4  by  166  ft.  3  in.  in  area,  occupied,  basement, 
restaurant  and  storage,  10  persons;  1st  story,  stores,  125 
persons;  2nd  story,  dance  hall,  75  persons;  3rd  story, 
offices  and  lofts,  50  persons;  4th,  5th,  6th  and  7th  stories, 
offices  and  lofts,  50  persons  per  story  ;  and 

Whereas,  the  appellant  states  .  that  the  building  is 
equipped  with  a  100  per  cent  sprinkler  system  and  with 
a  2  in.  standpipe  supplied  from  a  5600  gallon  gravity  tank 
on  the  roof,  located  14  ft.  above  the  highest  outlet,  and 
proposes  to  increase  the  standpipe  to  4  in.  m  diameter 
and  requests  that  the  present  tank  be  accepted  with  its 
existing  arrangements  in  its  present  location;  and 

Whereas,  a  committee  of  the  board  consisting  of  Chair¬ 
man  Walsh,  Chief  Kenlon,  Messrs.  Kearney  and  Holland, 
visited  the  premises  1652  Broadway,  Manhattan,  on  Febru¬ 
ary  2,  1922.  ,  .  f 

This  premises  is  a  7  story  non-fireproof  structure  ot 

mill  construction,  formerly  a  factory  and  warehouse,  and 
converted  to  office  and  loft  use. 

'  The  entire  2nd  floor  is  occupied  as  a  dance  hall  or  place 
of  public  assembly.  The  stairs  for  the  general  use  of 
the  building  is  located  in  the  centre  of  the  structure  and 
consists  of  a  double  flight  with  iron  stringers  and  wood 
treads,  separated  by  wire  screens  enclosed  by  terra  cotta 

PaThe  committee  is  of  the  opinion  that  the  use  and  oc¬ 
cupancy  of  the  building  and  the  area  100  by  166  ft.,  with 
the  location  of  the  stairs  and  arrangement  of  openings 
in  hall  stairs  in  the  centre  of  the  building,  m  the  event 
of  conflagration,  demands  a  practica  and  adequate  water 
supply,  and  therefore  recommends  that  the  order  of  the 
firePcommissioner,  27981-F,  dated  November  10,  1921,  be 

™  Reeved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  here  y 
is  denied. 


THE  VOTE— 

Affirmative  .  ® 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 
Absent:  Messrs.  Beatty  and  Holland  .  2 


THE  RESOLUTION : 

(1351-21-A) 

Whereas,  Samuel  Rosenblum,  for  Sarnoff  Brothers, 
owners,  filed,  Nov.  7,  1921,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  419-21  Lafayette  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
26933-F,  dated  Oct.  19,  1921,  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gals, 
capacity  for  the  standpipe  system,  said  tank  to  be 
so  elevated  that  the  bottom  will  be  not  less  than 
20  ft.  above  the  hose  outlet  of  the  top  story.  Sec. 
20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  (108  ft.  5  in.)  in  height,  52  ft.  by  145  ft.  in  area; 
occupied,  1st  story,  mfg.  printing  paper,  20  persons;  2nd 
story,  cloth  sponging,  10  persons;  3rd  story,  printing  and 
lithographing  finishers,  20  persons ;  4th  story,  printing,  26 
persons;  5th  story,  mfg.  hats,  15  persons;  6th  story,  mfg. 
hats,  50  persons;  7th  story,  mfg.  hats,  60  persons;  8th 
story,  photo  engraving,  22  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  enclosed  in  fireproof 
partitions  with  metal  covered  doors  with  wire  glass .  at 
the  openings ;  a  fire  escape  on  the  rear  of  the  building 
with  fireproof  windows  along  the  course,  one  being,  a 
casement  window ;  a  fire  alarm  signal  system  being  in¬ 
stalled  and  a  4  in.  standpipe  line  supplied  from  a  .500 
gal.  tank  located  in  pent  house  and  18  ft.  above  the  high¬ 
est  outlet,  and  also  a  500  gallon  tank  located  on  the  main 
roof ;  and 

Whereas,  this  appeal  was  denied  by  the  board  and  re- 
opened^  Jan.  31,  1921;  and 

Whereas,  appellant  proposes  in  lieu  of  complying  with 
the  order,  to  provide  a  2500  gallon  tank  and  to  connect 
this  with  the  existing  tanks,  the  house  supply  line  to  be 
taken  from  near  the  top  of  the  tank. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


1351-21-A. 

APPELLANT — Samuel  Rosenblum,  consulting  engineer, 
for  Sarnoff  Bros. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 419-21  Lafayette  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:'  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 


1667-21-A. 

APPELLANT— 1926  Broadway  Corporation,  for  Unum 
Real  Estate  Corporation. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 1926  Broadway,  Manhattan. 

APPEARANCES—  .  . 

For  Appellant:  Howard  O.  Weaver  and  Edward 

T.  Doyle. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Order  held  in  abeyance  for  one 
year. 

THE  VOTE—  .  „  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon... 

Negative  . . . 

Absent:  Messrs.  Beatty  and  Holland  . 

THE  RESOLUTION : 

(1667-21-A) 

Whereas,  1926  Broadway  Corporation,  for  Unum  Real 
Estate  Corporation,  owner,  filed,  January  11,  1922,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  1926  Broadway,  Manhat- 

t&  Whereas,  the  order  of  the  fire  commissioner,  No.  10202- 
LC,  dated  Dec.  10,  1921,  reads: 
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"2.  Install  an  approved  oil  separator,  trap,  or  simi¬ 
lar  apparatus.  Work  on  such  oil  separator  must  not 
•be  begun  until  plans  for  its  installation  have  been  filed 
with  and  approved  by  this  Department.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  6 
stones  m  height,  200  ft.  10  in.  by  1G6  ft.,  irregular  in  area, 
occupied,  basement  and  2nd  story,  garage ;  1st  story,  stores ; 
3rd  to  6th  stories,  show  rooms,  machine  shops  and  repair 
shops,  approximately  20  persons  on  each  floor;  and 

W  hereas,  appellant  states  that  in  October  of  last  year 
the  lease  of  the  basement  and  2nd  floor  of  the  premises 
covered  by  the  order  expired  and  while  endeavoring  to 
secure  tenants  not  only  for  these  stories  but  for  the 
balance  of  the  building  above  the  ground  floor,  formed 
a  temporary  corporation  to  conduct  a  garage  on  the  two 
floors  mentioned  until  suitable  tenants  could  be  secured, 
and  requests  -that  a  stay  be  granted  for  at  least  a  year 
to  enable  the  owner  to  secure  the  desired  tenancy. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  holding  the  order  in  abeyance  for  a  period  not 
to  exceed  one  year. 


1539-21-A. 


As  the  area  occupied  by  the  above  premises  is 
in  excess  of  10,000  sq.  ft.  section  581,  article  28  of  tne 
Lode  of  Ordinances  requires  that  a  standpipe  system 
be  provided  therein.”; 


Whereas,  the  proposed  building  is  to  be  of  fireproof 
(reinforced  concrete)  construction,  fronting  on  two  streets. 
4  stones,  mezzanine  and  basement  (61  ft.)  in  height  100 
ft  by  125  ft.  (12,500  sq.  ft.)  in  area;  to  be  occupied, 
basement,  storage  of  chain,  rivets  and  heavy  hardware 
20  persons;  mezzanine,  0  persons;  1st  story,  office,  ship¬ 
ping  and  storage  for  heavy  hardware,  46  persons;  2nd 
3rd  and  4th  stories,  storage  for  bolts,  anvils,  picks,  etc  •’ 
and 


Whereas,  appellant  states  that  the  building  is  to  be 
only  61  ft.  in  height  and  only  slightly  over  the  area  limit 
.  which  standpipe  systems  are  required  and  that  the 
building  is  thoroughly  fireproof  and  will  be  equipped  with 
a  two  source  sprinkler  system  throughout  and  with  fire 
alarm  signal  system. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  so  long  as  the  conditions  set  forth  as  to  heigh, 
and  occupancy  remain  unchanged. 


APPELLANT — William  H.  Ludwig,  for  Gustav  Sattler, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis 
sioner. 

PREMISES  AFFECTED — 12  West  50th  street,  Manhat 

tan. 

APPEARANCES— 

For  Appellant:  Anthony  G.  Imhof. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  qver  to  March  7,  1922,  sub¬ 
ject  to  approval  of  plans. 


1604-21-A. 

APPELLANT — Rice  &  Giorgio,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 154  Leroy  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD — Laid  over  to  Feb.  28,  1922,  at  10 

a.  m. 


1606-21-A. 

APPELLANT — Russell  G.  Cory,  for  Topping  Brothers, 
owners. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 159-161  Varick  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Walter  M.  Cory. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 


Negative  .  0 

Absent:  Messrs.  Beatty  and  Holland  .  2 

THE  RESOLUTION: 

(1606-21-A) 


Whereas,  Russell  G.  Cory,  for  Topping  Bros.,  own¬ 
ers,  filed,  December  9,  1921,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  159-161  Varick  street  and  47-55  Van  Dam 
street,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  Oct.  1.  1921,  in  acting  on  N.  B.  App.  No.  1214-1921, 

reads : 


1623-21-A. 

APPELLANT — Herman  Fuhrman,  owner. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 8812  76th  street,  Queens 
APPEARANCES— 

For  Appellant:  Herman  Fuhrman. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  fokows 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 
Negative  . ; .  0 

Absent :  Messrs.  Beatty  and  Holland  2 

THE  RESOLUTION: 

(1623-21-A) 

Whereas,  Herman  Fuhrman,  owner,  filed,  Dec.  10,  1921, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  8812  76th  street 
old  number  612  76th  street  (Lott  avenue),  Woodhaven 
Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  68701- 
LC,  dated  Nov.  21,  1921,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  N.  Y.  adopted  July  25,  1916,  inasmuch  as 
motor  vehicles  stored  are  used  for  commercial  pur¬ 
poses. 

“You  are  therefore  ordered  to  remove  all  motor  ve¬ 
hicles  used  exclusively  for  business  purposes  and  all 
automobiles  other  than  touring  or  pleasure  cars  stored 
by  occupants  of  dwelling  on  lot  where  garage  is  situ¬ 
ated.”; 

and 

Whereas,,  the  premises  consist  of  a  plot  of  ground,  50 
by  100  ft.  in  area,  located  in  a  residence  district,  unon 
the  front  of  which  there  is  a  two  story  frame  dwelling 
and  upon  the  rear  a  one  and  one-half  story  frame  barn 
and  a  one  story  frame  building  used  as  a  garage  for  the 
owner’s  touring  car  and  a  one  story  open  frame  shed 
19  ft.  9  in.  by  18  ft.  in  area,  used  for  the  storage  of  one 
commercial  car,  the  property  of  resident  owner,  and  two 
commercial  cars,  the  property  of  non-residents,  all  three 
rear  buildings  being  attached ;  and 
Whereas,  appellant  has  filed  affidavits  that  the  ooen 
shed  has  been  used  as  at  present  continually  since  prior 
to  July  25,  1916;  and 
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minutes 


Whereas,  the  appellant  states  that  he  will  maintain  cars  ir¬ 
on  the  premises  only  for  his  own  use.  .  .  , 

Resolved, ,  that  the  order  of  the  hre  commissione: r  be 
and  it  hereby  is  granted  on  condition  that  the  walls  and 
ceiling  of  the  frame  structure  used  as  a  gafa§e  be  fire- 
retarded  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals,  and  that  the tUS\°^J^Ttru£ 
confined  to  one  pleasure  car  and  two 

the  property  of  the  resident  owner  and  used  in  the  con 
duct  of  his  business. 


..-1 


1625-21-A. 

APPELLANT— John  J.  Dunnigan.  .  . 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— 539-549  Fordham  road,  The 
Bronx. 

ACT Foi?AOFC^)A^RD— Chairman  read  telegram.  Laid 
over  to  Feb.  28,  1922,  on  request  of  appellant. 

1679-21-A.  — 

APPELLANT— L.  C.  Gillespie  &  Sons,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 6-8  Fletcher  street,  Manhat¬ 
tan. 

APPEARANCES- 

For  Appellant:  Max  Geller. 

ACTION  OF  BOARD— Laid  over  to  Feb.  21,  19~2,  on  re¬ 
quest  of  appellant’s  representative.. 

1684-21-A. 

APPELLANT— Shampan  &  Shampan,  for  Shkolnik  Bros., 

SUBJECT— Appeal  from  decision  of  the  fire  commis- 

PREMISES^AFFECTED— 779  De  Kalb  avenue,  Brook¬ 
lyn. 

APPEARANCES—  tt  _  ... 

For  Appellant:  H.  J.  Faulhaber.  , 

For  Administration:  Inspector  Ort  of  the  fire  de- 

ACTION  OF  BOARD — Laid  over  pending  action  on  pro¬ 
posed  sprinkler  rules. 

1695-21-A. 

APPFTT  ANT _ A.  J.  Diefenderfer  Corp.,  lessee. 

SUBTECT _ Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 410-412  West  52nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 
Laid  over  to  Feb.  28,  1922,  on  written  request. 

APPELLANT — Dumont  Paint  Mfg.  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commssioner. 

PREMISES  AFFECTED — 31-33  Rockaway  road,  Ja¬ 
maica,  Queens. 

APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Laid  over  to  Feb.  28,  1922,  on  request  of  appel¬ 
lant. 


ACTION  OF  BOARD— Appeal  dismissed.  New  order  to 
be  issued  by  fire  department. 

THE  VufE — On  Motion  to  Dismiss — 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby  and  Fire  Chief  Ken- 

Ion  .  5 

Negative  .  0 

Absent:  Messrs.  Beatty  and  Holland  .  2 

JTHE  RESOLUTION : 

(1707-21-  A) 

Whereas,  Charles  H.  Richter,  for  Wall  &  Hanover 
Street  Realty  Co.,  owner,  filed,  Dec.  29,  1921,  an  appeal, 
with  the  board  ot  appeals,  from  orders  of  the  fire  com¬ 
missioner,  affecting  premises  59-61  Wall  street,  Manhat¬ 
tan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
December  13,  1921,  orders  Nos.  28913-F  and  28914-h, 

read : 

No.  28913-F.  “1.  Provide  a  tank  on  roof  of  at 

least  3500  gals,  capacity  for  the  standpipe  system,  said 
tank  to  be  so  elevated  that  the  bottom  will  be  not  less 
than  20  ft.  above  the  hose  outlet  of  the  top  story. 
Sec.  20,  ch.  12,  Code  of  Ordinances.” 

No.  28914-F.  “1.  Provide  a  two-way  3-inch  Siamese 
connection  for  standpipe  supply,  with  double  clapper 
valves  and  caps  and  signs,  to  be  placed  on  front  of 
building,  not  less  than  18  in.  nor  more  than  2  ft. 
above  the  sidewalk,  and  in  a  horizontal  position  ac¬ 
cessible  to  the  Fire  Department,  sec.  20,  ch.  12,  Code 
of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  (100  ft.)  in  height,  57  ft.  8  in.  by  128  ft.  6  in. 
in  area,  there  being  installed  a  2)4  in.  standpipe  system 
2)4  in.  standard  hose  in  each  story  with  two  1571  gallon 
tanks  located  10  ft.  6  in.  above  the  highest  outlet  sup¬ 
plied  through  a  4  in.  pipe  by  one  steam  pump  and  one 
electric  pump  at  the  rate  of  150  gals,  per  minute;  the 
building  being  patrolled  by  watchman’s  service  and 
equipped  with  fire  alarm  signal  system,  occupied,  cellar, 
engine  and  machinery,  3  persons;  1st  story,  banking  house, 
20  persons;  2nd  to  8th  stories,  inclusive,  offices,  maximum 
20  persons  per  story;  and  . 

Whereas,  petitioner  requests  that  the  present  standpipe 
and  tank  equipment  be  accepted  in  lieu  of  complying  with 

the  order;  and  _  * 

Whereas,  it  appears  that  this  order  will  be  rescinded 
and  a  new  order  issued  by  the  fire  department  for  proper 
sized  standpipe,  and  representative  of,  the  fire  department 
requested  this  case  be  dismissed  pending  such  revised 
order. 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dismissed. 


1707-21-A. 

APPELLANT— Charles  H.  Richter,  for  Wall  &  Hanover 
St  Realty  Co.,  owner.  .  . 

SUBTECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 59-61  Wall  street,  Manhattan. 

APPEARANCES—  . . 

For  Appellant:  Charles  H.  Richter. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 


1715-21- A. 

APPELLANT— Pathescope  Co.  of  America,  Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— N.  S.  Harris  avenue,  25  ft.  west 
of  Sherman  Place,  Queens. 

APPEARANCES— 

For  Appellant:  Charles  Warburton. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition, 

CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE—  „  _  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby  and  Fire  Chief  Kenlon 

Negative  . 

Absent:  Messrs.  Beatty  and  Holland  . 

THE  RESOLUTION: 

(1715-21- A) 

Whereas,  the  Pathescope  Co.  of  America,  Inc.,  lessee, 

filed  December  31,  1921,  an  appeal  with  the  board  of  ap- 
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peals  from  an  order  of  the  fire  commissioner,  affecting 
premises  north  side  of  Harris  avenue,  25  ft.  west  of 
Sherman  Place,  Queens;  and 
W  hereas,  the  order  of  the  fire  commissioner,  No.  68226- 
C,  dated  November  22,'l921,  reads: 

“8.  Provide  one  approved  double-walled  metal  cabi¬ 
net  in  each  room  or  compartment  where  examining  or 
repairing  of  inflammable  motion  picture  films  is  done, 
for  the  storage  of  all  films  not  immediately  under  ex¬ 
amination  or  repair  in  basement  and  on  2nd  story; 
each  cabinet  to  be  ventilated  to  the  exterior  of  the  build¬ 
ing  in  an  approved  manner  and  to  be  equipped  with  one 
effective  sprinkler  head.  Sec.  9,  Chap.  10,  Code  of  Or¬ 
dinances. 

“11.  Prove  that  sprinkler  system  of  building  has  two 
automatic  sources  of  water  supply,  as  required  by  the 
rules  of  the  Board  of  Standards  and  Appeals  relating 
to  Sprinkler  System.” ; 

and 

Whereas,  the  building  is  of  fireproof  (concrete)  con¬ 
struction,  2  stories  and  basement  40  ft.  in  height,  60  ft.  x 
40  ft.  in  area,  occupied  as  a  moving  picture  studio ;  and 
Whereas,  the  appellant  slates  that  practically  all  of  the 
film  used  in  the  laboratory  is  acetate  of  cellulose  (slow 
burning)  which  was  classed  as  non-inflammable  by  the  fire 
department  on  August  4,  1915,  the  only  nitrate  of  cellulose 
film  used  in  the  laboratory  being  the  original  negative  from 
which  the  positive  prints  are  made,  and  these  negatives  are 
always  kept  located  in  a  sprinklered  vault  except  when  ac¬ 
tually  in  use  and  that  less  than  5,000  feet  of  nitrate  of  cel¬ 
lulose  film  are  used  at  any  one  time  and  that  the  building 
is  fully  protected  by  sprinkler  system. 

Resolved,  that  the  order  of  the  fire  commissioner,  in  so 
far  as  it  relates  to  item  No.  8  be  and  it  hereby  is  affirmed 
and  the  appeal  in  so  far  as  it  relates  to  item  No.  8,  be  denied, 
and  that  the  order  of  the  fire  commissioner  in  so  far  as 
it  relates  to  item  No.  11  be  modified  and  the  appeal  in  so 
far  as  it  relates  to  this  item  be  granted  on  condition 
that  the  quantity  of  nitrate  of  cellulose  film  stored  in 
the  entire  premises  shall  not  exceed  10,000  feet. 


1491-21-A. 

APPELLANT — Fannie  Kelly,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — N.  S.  Hillside  avenue,  400  ft. 

east  of  Nagel  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Frank  Kelly  and  Fannie  Kelly. 
For  Administration:  Insp.  Liebermann  of  the  fire 
department. 

ACTION  OF  BOARD — Temporary  permit,  for  the  period 
of  two  years  from  the  date  of  this  action,  granted 
for  a  five-car  garage. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon ....  5 


Negative  .  0 

Absent :  Messrs.  Beatty  and  Holland .  2 


THE  RESOLUTION: 

(1491-21-A) 

Whereas,  Fannie  Kelly,  owner,  filed  November  30,  1921, 
an  appeal  with  the  board  of  appeals  from  an  order  of  the 
fire  commissioner,  affecting  premises  north  side  of  Hill¬ 
side  avenue,  400  ft.  east  of  Nagel  avenue  and  195th  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  3944- 
LC,  dated  January  8,  1921,  reads: 

“With  reference  to  your  application,  Dated  July  17, 
1920,  for  a  permit  to  maintain  a  non-storage  garage  at 
the  above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  permit  because  the  build¬ 
ing  is  of  frame  construction. 


and 


“Sec.  5  par.  4,  Chapt.  5  of  the  Code  of  Ordinances 
provides  that  no  change  of  occupancy  or  use  shall  be 
made  in  any  *  *  *  now  existing  *  *  *  building  *  *  * 
unless  such  building  conforms  to  the  provisions  of  the 
bufldmg  code  with  respect  to  buildings  hereafter 
altered  tor  the  proposed  new  occupancy  or  use 

•i  ,  90v?haPt-  5  of  the  Code  of  Ordinances  nro- 
vides  that  *  *  *  no  frame  *  *  *  structure  shall  bc’here- 
after  built  *  *  *  within  *  *  *  the  fire  limits. 

^You  are,  therefore,  ordered  to — 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  non-storage  garage. ”  * 


Whereas,  the  building  is  of  frame  and  corrugated  iron 
construction  located  in  a  residence  district,  one  story  in 
height,  20  ft.  by  30  ft.  in  area,  occupied  as  a  garage  for 
five  cars ;  and  6  8 


Whereas,  appellant  states  that  the  building  has  been  used 
as  a  garage  since  its  erection  in  1906  and  that  space  has  been 
continually  rented  out  from  1907  until  the  present  time  and 
has  filed  affidavits  as  to  the  renting  out  of  space  since  1915. 
•  the  order  of  the  fire  commissioner  be  and 

it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  temporary  use  of  the  building  as  a 
ve  car  garage  for  a  period  not  to  exceed  two  years  from 
the  date  of  this  action. 


1589-21-A. 

APPELLANT — Henry  Oswald,  owner. 

^rom  order  of  fire  commissioner. 
P^^MISES  AFFECTED — 301  Stockholm  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Feb.  28,  1922,  at  10 

a.  m. 


1665-21-A. 


APPELLANT — Otto  W.  Schluterbush,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 213  Driggs  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Otto  W.  Schluterbush. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby  and  Fire  Chief  Kenlon  5 


Negative  .  q 

Absent:  Messrs.  Beatty  and  Holland  .  2 


THE  RESOLUTION  : 

(1665-21-A) 

Whereas,  Otto  W.  Schluterbush,  owner,  filed,  Dec.  20, 
1921,  an  appeal  with  the  board  of  appeals  from  an  order 
of  the  fire  commissioner,  affecting  premises  213  Driggs 
avenue,  Brooklyn ;  ;and 

Whereas,  the  order  of  the  fire  commissioner,  No.  67139- 
LC,  dated  Oct.  5,  1921,  reads : 

“With  reference  to  your  application,  dated  May  27, 
1921,  for  a  permit  to  maintain  a  garage  at  the  above  lo¬ 
cation,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit. 

“Section  480,  chapter  5,  Code  of  Ordinances,  provides 
that  no  permit  shall  be  issued  for  garage  in  a  building 
of  frame  construction  within  the  fire  limits. 

“You  are  therefore  ordered  to  herewith: 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  discontinue  to  use  of  prem¬ 
ises  as  a  garage.”; 

and 
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Whereas,  the  premises  consist  of  a  plot  of  ground  25  ft. 
x  100  ft.  in  area,  on  the  rear  of  which  there  is  a.  one  story  v 
frame  dwelling  and  along  the  east  side  a  stable  with  4  stalls 
an  open  shed  for  storage  of  three  wagons  and  a  one  story 
frame  building  10  ft.  6  in.  x  15  ft.  3  in.  in  area,  occupied 
for  the  storage  of  one  pleasure  car  of  resident  owner,  the 
garage,  wagon  shed  and  stable  being  attached  buildings ,  and 
Whereas,  the  appellant  states  that  the  building  in  ques¬ 
tion  has  been  occupied  as  a  garage  for  one  year  and  that 
all  the  walls  and  ceilings  in  the  garage  have  been  hre- 
retarded  with  sheet  Iron,  that  the  floor  is  of  concrete  and 

all  doors  fireproof.  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  interior  walls  and  ceiling  ot 
the  garage  building  on  Driggs  avenue,  with  a  frontage  ot 
10  ft.  6  in.  and  a  depth  of  15  ft.  3  in.  be  lined  with  tin 
or  metal,  and  that  all  openings,  other  than  the  entrance  on 
Driggs  avenue,  be  built  up  and  discontinued. 


181- 22-A. 

APPELLANT— Petroleum  Heat  &  Power  Co.  _ 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 43  Exchange  Place,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Granted  request  to  withdraw. 

THE  VOTE 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby  and  Fire  Chief  Kenlon  5 

Negative  . V i .  o 

Absent:  Messrs.  Beatty  and  Holland .  ~ 

182- 22-A.  n 

APELLANT— Petroleum  Heat  and  Power  Oo. 

SUBTECT _ Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— Cor.  46th  street  and  Park  ave¬ 
nue,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Granted  request  to  withdraw. 

'pjjjv  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boul- 
ton,  Kearney,  Kerby  and  Fire  Chief  Kenlon  5 

Negative  . 

Absent:  Messrs.  Beatty  and  Holland  .  2 

585-21-A. 

APPELLANT— The  Permutit  Company.  . 

SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 5401  First  avenue,  Brooklyn. 

appearances- 

For  Appellant:  William  Vaughan.  _ 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul- 
ton,  Kearney,  Kerby  and  Fire  Chief  Kenlon  5 

Absent:  Messrs.  Beatty  and  Holland  .  2 

THE  RESOLUTION : 

(585-21-A) 

Whereas,  the  Permutit  Company,  owner  filed,  May  26, 
1921,  an  appeal  with  the  board  of  appeals,  from  a  decision 
of  the  fire  commissioner,  affecting  premises  5401  First  ave 

nUWHER°EAS,y  the  decision  of  the  fire  commissioner  ren¬ 
dered  May  7th,  1921,  in  acting  on  Alt.  App.  No.  904-19J), 

(c)  Specific  gravity  is  not  in  accordance  with 

the  fuel  oil  rules.  ... 

“4.  Enclosure  as  per  rule  5  should  be  provided. 


“5.  (b)  Manhole  must  be  of  the  nozzle  type  and  at 

least  18  in.  in  diameter.  As  to  design  of  tanks,  appeal 
may  be  made  to  board  of  appeals. 

“7.  Show  anti-siphon  system. 

“8.  (e)  A  separate  hand  pump  is  required  by  the 
rules.  Rules  require  extra  heavy  standard  steel  for 
piping.  See  rules  as  to  fittings.  Pump  must  be  of  a 
type  approved  by  Board  of  Standards  and  Appeals. 

“9.  '  (b)  Provision  shall  be  made  for  the  cessation  of 
oil  supply  when  pump  is  not  at  work. 

“10.  Show  compliance  with  rule  16,  appeal  may  be 
made  to  board  of  appeals.  Burners  must  be  of  a  type 
approved  by  the  Board  of  Standards  and  Appeals.  , 

and  .  , 

Whereas,  the  premises  consist  of  a  plot  ot  giound  on 
which  is  located  the  plant  of  the  Permutit  Co.,  the  fur¬ 
naces  used  to  manufacture  permutit  being  operated  by  fuel 

Whereas,  it  appears  that  a  similar  appeal  was  befoie 
the  board  under  Cal.  No.  90-20-A,  a  which  time  a  tem¬ 
porary  permit  was  issued  for  one  year,  it  being  proposed 
at  that  time  to  change  from  fuel  oil  to  some  other  method 

of  heating  the  furnaces;  and  .  .  . 

Whereas,  appellant  contends  that  changes  in  business 
conditions  force  the  company  to  continue  the  use  of  fuel 
oil  and  that  plans  were  filed  with  the  bureau  of  fire  pre¬ 
vention  to  make  the  system  comply  with  the  requirements , 

Whereas,  appellant  requests  modification  to  permit  the 
maintenance  of  existing  conditions  in  regard  to  certain  re- 

ql  Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  Tuly  19,  1921,  on  certain  conditions  and  those  condi¬ 
tions  further  modified  by  the  board  at  its  meeting  Nov.  o, 
1921  and  appellant  requested  a  reopening  of  the  case,  which 
request  was  granted  by  vote  of  the  board ;  and.  . 

Whereas,  it  appears  that  the  fuel  oil  installation  is  for 

manufacturing  process.  .  .  .  , 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
granted,  permitting  the  maintenance  of  the  present  installa- 
rion  and  the  use  of  the  Tate-Jones  Fuel  Oil  Burner  in 
these  premises. 


BUILDING  ZONE  CASES. 

1613-21-BZ. 

APPLICANT— Gustavus  T.  Kirby,  applicant  and  owner. 
SUBJECT— Application  to  permit  partly  in  a  residence 
and  partly  in  a  business  district  the  extension  in 
area  and  height  of  existing  business  building. 
PREMISES  AFFECTED— 55-57  East  56th  street,  571- 
579  Madison  avenue  and  30  East  57th  street,  north¬ 
west  corner  56th  street  and  Madison  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Richard  Ely.  . 

ACTION  OF  BOARD— Application  granted  on  conditions 
set  forth  in  stipulation  (signed  by  applicant  and 
objectors)  filed  with  the  board. 

THE  VOTE—  _  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon..  5 

Negative  . ••••••■ .  ® 

Absent:  Messrs.  Beatty  and  Holland  .  2 

THE  RESOLUTION : 

(1613-21-BZ) 

Whereas,  Gustavus  T.  Kirby,  owner,  filed,  Dec.  10,  1921, 
an  application  under  the  building  zone  resolution,  to  per¬ 
mit  the  extension  from  a  business  district  into  a  residence 
district  of  an  existing  business  use  by  the  alteration  and 
conversion  of  an  existing  residence  building;  premises  571 
579  Madison  avenue,  Manhattan;  and 
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Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  Feb. 
14,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  56th  street  is  a  residence  dis¬ 
trict  and  Madison  avenue  and  57th  street  are  business 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  18,  1921,  in  acting  on  Alt.  App.  No. 
2714-21,  reads : 

“21.  “a.  The  extension  of  business  use  into  a 

residence  district  is  prohibited,  Building  Zone  Reso¬ 
lution,  article  II,  sec.  3.”; 

and 

Whereas,  it  is  proposed  to  alter  two  existing  residence 
buildings  of  non-fireproof  construction,  4  stories  in  height 
with  a  frontage  of  50  ft.  and  a  depth  of  100  ft.,  for  busi¬ 
ness  use,  the  easterly  building  being  located  in  the  resi¬ 
dence  district;  and 

Whereas,  the  applicant  and  the  persons  who  have  filed 
objections  have  entered  into  certain  stipulations  and  agree¬ 
ments;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
C,  of  the  building  zone  resolution,  the  board  is  empow¬ 
ered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  on  condition  that  the 
stipulations  entered  into  between  Gustavus  T.  Kirby  and 
attorneys  for  the  owners  of  adjoining  property  who  have 
filed  objections,  which  stipulations  were  filed  with  the 
board  Feb.  14,  1922,  and  have  been  made  a  part  of  the 
record  in  this  case,  shall  be  complied  with,  and  that,  a 
copy  of  said  stipulations  shall  be  filed  with  the  superin¬ 
tendent  of  buildings. 


1143-21-BZ. 

APPLICANT — H.  A.  Morse,  on  behalf  of  Grace  C. 
Morse,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  five  motor  ve- 
hides. 

PREMISES  AFFECTED— 857  East  19th  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  March  7,  1922,  to  obtain  consents. 


1655-21-BZ. 

APPLICANT — Louis  A.  Sheinart,  architect,  on  behalf  of 
Estate  of  Max  Freund,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence 
and  partly  business  district  the  erection  of  a  two 
story  public  garage. 

PREMISES  AFFECTED — 2469-2471  Amsterdam  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  Charles  Dempsey. 

ACTION  OF  BOARD— Laid  over  to  Feb.  21,  1922,  on 
request  of  applicant. 


1454-21-BZ. 

APPLICANT — Maurice  Deutsch,  for  Maurice  Deutsch 
Building  Corporation,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  and 
partly  residence  district  the  erection  of  a  build¬ 
ing  to  be  occupied  in  part  for  business  use. 


PREMISES  AFFECTED — Northwest  corner  of  Burnside 
avenue  and  Grand  Concourse,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Miss  L.  A.  Deutsch. 

ACTION  OF  BOARD — Laid  over  to  Feb.  21,  1922,  on 
request  of  applicant’s  representative. 


882-21-BZ. 

APPLICANT — John  J.  Dunniigan,  architect,  on  behalf 
of  Henwood  Building  Company,  owner. 

SUBJECT — Application  to  permit  in  a  residence  use  (B) 
area  district  the  erection  of  a  garage  for  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 107-117  Henwood  place,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Wm.  B.  Shorer. 

For  Opposition:  Chas.  J.  Schurheck,  John  J.  Mc¬ 
Kenna,  Michael  Farrell,  Mrs.  L.  Riese,  Rich¬ 
ard  Kuhn,  Edward  J.  Woodlocks  and  Ray¬ 
mond  W.  Nally. 

ACTION  OF  BOARD — Laid  over  to  Feb.  28,  1922,  for 
final  disposition,  on  request  of  applicant.  Inspec¬ 
tion  by  committee  of  the  board  to  be  made  in 
the  meantime. 


1587-21-BZ. 

APPLICANT — Samuel  Cohn,  for  J.  Sidney  Bernstein, 
owner. 

SUBJECT — Application  to  permit  on  a  plot  partly  in  a 
business  district  and  partly  in  a  residence  district 
the  erection  of  a  business  building. 

PREMISES  AFFECTED— Southeast  corner  of  180th 
street  and  Crotona  parkway,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Sidney  Bernstein. 

ACTION  OF  BOARD — Laid  over  to  Feb.  21,  1922. 


1311-21-BZ. 

APPLICANT — A.  E.  Richardson,  architect. 

SUBJECT — Application  for  variation  of  the  requirements 
of  the  building  zone  resolution,  to  permit  the 
erection  of  a  concrete  and  brick  two  story  factory. 
PREMISES  AFFECTED — 196-198  Corona  avenue,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  A.  E.  Richardson,  Rodman  Rich¬ 
ardson,  David  McCauly. 

For  Opposition:  Alexander  Livingstone,  Anna  M. 
Hart  and  Valentine  Hart. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon..  5 


Negative  .  0 

Absent:  Messrs.  Beatty  and  Holland  .  2 


THE  RESOLUTION: 

(1311-21-JBZ) 

Whereas,  A.  E.  Richardson,  for  Corona  Braid  Works, 
owner,  filed,  Nov.  7,  1921,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  extension  in 
area  of  an  existing  factory ;  premises  northwest  corner 
of  Corona  avenue  and  Strong  or  Smith  streets,  Corona, 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Feb.  14, 
1922.  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Strong  street  is  a  residence 
district  and  Corona  avenue  is  a  business  district;  ana 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  4,  1521,  in  acting  on  N.  B.  No.  2.08- 
21  reads i 

“The  extension  of  a  factory  building  in  a  residence 
and  business  district  is  prohibited  by  the  zone  reso¬ 
lution.”  ; 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  2  stories  and  basement  in  height  with  a  front¬ 
age  of  50  ft.  and  a  depth  of  100  ft.,  to  be  occupied  for 
the  manufacture  of  braid  as  an  extension  to  an  existing 
factory  consisting  of  four  frame  buildings  now  located 
on  premises ;  and 

Whereas,  it  appears  that  the  entire  premises  were  m 
the  same  ownership  on  July  20,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that 
the  westerly  gable  wall  shall  be  unpierced  throughou 
its  entire  length  and  height,  that  the  easterly  wall  shall 
not  be  built  within  10  ft.  of  the  rear  lot  line  of  abutting 
easterly  lots,  No.  49  and  No.  51  of  block  No.  1086,  which 
lots  face  on  Corona  avenue;  that  the  windows  opening 
in  the  rear  wall  shall  be  provided  with  fixed  sash, 
one  light  of  each  window  may  be  arranged  as  ventilator 
that  the  front  wall  shall  be  faced  with  front  brick  and 
stone  trimmings;  that  the  requirements  of  the  building 
zone  resolution  as  to  height  and  area  districts  and  as 
to  rear  yards  shall  be  complied  with ;  and  that  the  archi¬ 
tect  shall  make  a  return  to  this  board  on  completion  of 
the  building  that  he  has  complied  with  these  conditions. 


1448-21-BZ. 

APPLICANT — L.  Margon  and  C.  Glaser,  for  Highbridge 
Bldg  Co.,  owner. 

SUBJECT — Application  under  the  building  zone  resolution 
to  permit  the  erection  of  one  story  stores. 

PREMISES  AFFECTED— Northeast  corner  of  176th 
street  and  Jerome  avenue,  The  Bronx. 


APPEARANCES—  ,  _  __  T 

For  Applicant:  Joseph  Sultan  and  J.  H.  Jones. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1922, 
so  that  same  may  be  heard  by  fuH  board. 


1611-21-BZ. 

APPLICANT— Edward  F.  Hammel,  for  Bruce  G.  Black- 
mar,  owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  garage. 

PREMISES  AFFECTED— 317  Ovington  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant;  Edward  F.  Hammel. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1922. 


1662-21-BZ. 

APPLICANT— William  Koppe,  for  Nathan  Wilson,  own¬ 
er. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  a  theatre. 

PREMISES  AFFECTED— 51-65  Burnside  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  Koppe. 

ACTION  OF  BOARD— Granted  request  to  withdraw. 

THE  VOTE—  „  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon..  5 

Negative  .  ® 

Absent:  Messrs.  Beatty  and  Holland  .  2 


1068-21-BZ. 

APPLICANT — Meszaros  &  Bernard. 

SUBJECT— Application  to  permit  in  a  business  district  the 
conversion  of  the  use  of  an  existing  building  to  the 
use  as  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— Northeast  corner  Astoria  ave¬ 
nue  and  Pope  street,  Queens. 

APPEARANCES— 

For  Applicant:  T.  Meszaros. 

ACTION  OF  BOARD— Reopened.  Date  of  hearing  will 
be  set. 


THE  VOTE—  _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon..  5 

Negative  . . .  ® 

Absent:  Messrs.  Beatty  and  Holland  .  3 


Adjourned,  1:45  P.  M. 

William  J. 


O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

PETITIONS  FOR  VARIATION. 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  14,  1922. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Kearney, 
Kerby,  Fire  Chief  Kenlon,  Chief  Inspector  Bastress,  Su¬ 
perintendents  Kleinert,  Reville,  Moore  and  McDermott. 

The  minutes  of  the  special  meeting  of  the  Board  of 
Standards  and  Appeals,  held  on  Friday  afternoon,  February 

3,  1922,  and  the  minutes  of  the  regular  meeting  of  the 
Board  of  Standards  and  Appeals,  held  on  Tuesday  after¬ 
noon,  February  7,  1922,  were  approved  as  printed  in  the 
Bulletin,  No.  7,  Vol.  VII. 


1698-21-S. 

PETITIONER— Randolph  H.  Almiroty,  for  Louis  Gold¬ 
stein,  owner. 

SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 20  East  13th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Randolph  H.  Almiroty. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 * — Granted  on  condition. 
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CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

•  Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert,  Moore 


and  McDermott  .  9 

Negative  . .  0 


Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon  4 

THE  RESOLUTION: 

(1698-21-S) 

Whereas,  Randolph  H.  Almiroty,  for  Louis  Goldstein, 
owner,  filed,  December  29,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  20  East  13th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  15734- 
LD,  dated  December  4,  1920,  reads : 

“2.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  as  per  section  79-B-l  of  the 
Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  basement  and  attic  in  height,  21  ft.  by  61  ft.  in 
area  at  the  1st  and  2nd  stories  and  21  ft.  by  44  ft.  4  in. 
in  area  above ;  occupied,  basement,  store,  2  persons ;  1st 
story,  furrier,  5  persons;  2nd  story,  tailor,  8  persons;  3rd 
story,  furrier,  5  persons;  4th  story,  vacant;  the  means  of 
egress  consisting  of  an  interior  wooden  stairway  extending 
from  the  1st  story  to  the  3rd  story  with  spiral  stairway  to 
attic  and  ladder  to  scuttle  in  the  roof,  the  stairway  being 
enclosed  with  hall  partitions  of  wood  stud  lath  and  plas¬ 
ter  with  metal  wainscoting  on  the  hall  side  5  ft.  in  height 
with  wood  doors  at  the  openings ;  a  fire  escape  on  the 
front  of  the  building  extending  from  the  3rd  story  to  the 
street,  the  windows  along  the  course  having  metal  sash 
glazed  with  wire  glass,  the  adjoining  buildings  being  of 
the  same  height;  and 

Whereas,  the  petitioner  states  that  a  similar  order  No. 
72920-LD,  dated  December  6,  1917,  affecting  the  same 
premises  was  taken  up  with  the  board  of  review  of  the 
fire  department  and  modified  by  them  which  modification 
was  complied  with  and  intent  of  the  order  was  then  con¬ 
sidered  as  carried  out,  pending  any  increase  in  occupancy 
and  requests  in  view  of  the  light  occupancy  and  the  fact 
that  the  building  has  a  pitched  roof  that  item  2  of  this 
order  be  waived. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  ratifies  the  action  of  the  board  of  review  of  the 
fire  department,  dated  March  22,  1918,  and  grants  this 
petition  on  condition  that  a  standard  fire  escape,  with  fire 
proof  windows  along  the  course  thereof,  be  erected  (if  not 
already  in  place),  and  that  the  occupancy  of  the  premises 
be  limited  to  twenty  persons  above  the  basement  floor,  not 
including  the  attic,  which  is  to  be  maintained^  vacant ,  and 
that  this  petition  is  granted  so  long  as  conditions  remain 
unchanged  as  to  use  and  occupancy. 


401-19-S. 

PETITIONER— 32nd  and  33rd  Street  Corporation. 
SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2-16  West  33rd  street  and  Nos. 

5,  7  and  15  West  32nd  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  February  21,  1922. 


1397-21-S. 

PETITIONER — Cornelius  Callaghan,  for  L.  Barth  &  Son, 
lessee. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 34-36  Cooper  square,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Cornelius  Callaghan. 

ACTION  OF  BOARD — Laid  over  to  February  21,  1922. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
1372-*21-S. 

PETITIONER — Ford  Regulator  Corporation. 

SUBJECT — Approval  of  Ford  Fire  Line  Reducing  Valve. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Gilroy,  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  pending  preparation  of  test  by  Fire  Chief 
Kenlon. 


744-21-S. 

PETITIONER— William  J.  Gannon. 

SUBJECT — Approval  of  the  Safand  Shur  Fire  Extin 
guisher. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher,  of  the 

fire  department. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  awaiting  submission  of  sample  for  test  by 
fire  department. 


366-21-S. 

PETITIONER— Bestwall  Mfg.  Co. 

SUBJECT — Approval  of  Bestwall. 

APPEARANCES— None. 

ACTION  OF  BOARD— Dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  .  9 

Negative  . . . .  0 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon  4 

THE  RESOLUTION: 

(366-21-S) 

Whereas,  Bestwall  Manufacturing  Company,  filed.  May 
28,  1921,  an  application  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  “Bestwall” 
a  plaster  board  ;  and 

Whereas,  the  board  of  standards  and  appeals  has  amend¬ 
ed  rules  for  fire  retarding  material  to  permit  the  use  of 
J^-inch  gypsum  wall  boards  under  certain  conditions. 
Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 


818-21-S. 

PETITIONER— Samson  Electric  Company. 

SUBJECT— Approval  of  Single  Stroke  Revised  Alarm 
Bell. 

APPEARANCES— 

For  Petitioner:  P.  W.  Mack. 
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ACTION  OF  BOARD— Approved  in  accordance  with  rec¬ 
ommendation  of  fire  commissioner,  and  report 
dated  February  11,  1922. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  .  ® 

Negative  . . . t*  * 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon  4 

THE  RESOLUTION: 

(818-21-S) 

Whereas,  Sampson  Electric  Company,  filed,  July  28, 
1921,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  Single  Stroke  Re- 

Vl  WhereI"  It matter  was  referred  to  the  ^  ^rnis- 

reported,  recommending  the 
approval  of  the  Sampson  Revised  Single  Stroke  alternating 
current  gong  to  be  used  on  110  volt  alternating  current  with 
!  frequency  of  60  cycles,  with  1  to  8  gongs  connected  in  se¬ 
ries  on  closed  circuit  without  a  condenser,  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals  for  interior 
fire  alarm  installation,  and  the  Sampson  Rev.sed  S  ng  = 
Stroke  direct  current  gong  to  be  used  on  110  volt  direct 
current  with  1V0  14  gongs  connected  in  senes  on  closed 
drcuh  in  accordance  with  the  rules  of  the  board  of  stand- 
„rf1q  and  appeals  for  interior  fire  alarm  installations. 

Resolved  that  the  board  of  standards  and  appeals  does 

hereby  approve  the  Samson  Rev.sed  Single  Stroke  a  He 
tiatinET  current  and  Samson  Revised  Single  stroke  direct 
current  gong  in  accordance  with  the  recommendations  set 
forth  in  the  report  of  the  fire  commissioner. 


897-21-S. 

PETITIONER— George  E.  Strehan,  for  Cement  Gun  Com¬ 
SUBJECT— Gunite  Slabs  (Material). 

ACTION  ^BOARD-Dismissed  as  not  having  been 
properly  presented  to  the  board. 

THE  V Affirmative :  Chairman  Walsh.  Messrs.  Boulton, 
Kearney,  Kerby,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert,  Moore 
and  McDermott  .  Q 

Abfenl?  Messrs! 'Beatty;' Holland,'  Fin .Chief 

Kenlon,  Deputy  Fire  Commissioner  Hannon  4 


Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  . .  9 

Negative  . . . .*■  0 

Absent :  Messrs.  Beatty,  Holland,  Fire  Chief 

Kenlon,  Deputy  Fire  Commissioner  Hannon  4 


1278-21-S. 

PETITIONER— Hammel  Oil  Burning  Equipment  Co. 
SUBJECT— The  Hammel  Oil  Burner. 

APPEARANCES — None. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1922, 
for  final  disposition. 


908-21-S. 

PETITIONER— The  Century  Pump  Co. 

SUBJECT— Approval  of  Century  Rotary  Pump. 

APPEARANCES— 

For  Petitioner :  W.  L.  Gass. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1922,  at  2 
p.  m.,  pending  receipt  of  report  from  fire  depart¬ 
ment. 


360-21-S. 

PETITIONER— Conran  Standpipe  Co. 

SUB TECT— Approval  of  Conran  Electric  Trip. 
APPEARANCES— 

For  Petitioner :  J.  Merdes. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  awaiting  report  from  fire  commissioner. 


1421-21-S. 

PETITIONER — Pyrene  Manufacturing  Co. 

SUBJECT — Approval  of  Guardene  Non-Slop  Extinguisher. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  awaiting  report  from  fire  commissioner. 


13-21-S. 


THE  RESOLUTION: 

(897-21-S) 

Whereas,  Gecrge  E.  Strehan  consulting  engineer  filed 
August  18,  1921,  a  petition,  with  the  board  of  standa 
and  anneals  for  approval  of  ‘Gunite  Slab  ;  ..... 

Resolved  that  the  petition  be  and  it  hereby  is  dismissed. 


PETITIONER — Bethlehem  Shipbuilding  Corp. 
SUBJECT— Dahl  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — laid  over  to  March  14,  1922,  at 
2  p.  m. 


942-21-S. 

PETITIONER— Coen  Co.  ,  .  ,  r, 

SUBJECT — Approval  of  Coen  Mechanical  Oil  Burning 

System. 

APPEARANCES—  .  ,  __  M 

For  Petitioner:  Frederick  Hall.  . 

ACTION  OF  BOARD — Withdrawn  without  prejudice. 

THE  Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Chief  Inspector  Bastress, 


1468-21-S. 

PETITIONER— General  Oil  Burner  Sales  Corporation. 
SUBJECT— Approval  of  Caloroil  Burner. 

APPEARANCES—  .  ...  4  _ 

For  Petitioner:  A.  W.  Dennen  and  Albert  it. 

Grant. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1922,  at  2 
p.  m.,  awaiting  submission  of  report  by  committee 
of  inspection  of  the  board. 
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341-21-S. 

PETITIONER — W.  S.  Rockwell  Co. 

SUBJECT — Rockwell  Fuel  Oil  Burners  and  Pumps. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  pending  receipt  of  report  of  test  held  at 
Columbia  University  Laboratory. 


1108-21-S. 

PETITIONER — The  Silent  Watchman  Corporation. 
SUBJECT — Silent  Watchman  Corporation  Panic  Bolt. 
APPEARANCES— None. 

ACT  CN  OF  BOARD — Disapproved  in  accordance  with 
recommendation  of  fire  commissioner  and  report, 


dated  February  7,  1922. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  .  9 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 


THE  RESOLUTION: 

(1108-21-S) 

Whereas,  the  Silent  Watchman  Corporation,  filed,  De¬ 
cember  28,  1921,  a  petition,  with  the  board  of  standards 
and  appeals,  for  approval  of  their  device  known  as  “Silent 
Watchman  Panic  Bolt”;  and 

Whereas,  this  matter  was  submitted  to  the  fire  com¬ 
missioner  for  test  and  report,  and  under  date  of  Feb.  10, 
1922  the  fire  commissioner  recommended  that  the  device  be 
disapproved. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  disapprove  the  device  known  as  “Silent  Watchman 
Panic  Bolt,”  in  accordance  with  a  report  of  the  fire  com¬ 
missioner. 


1705-21-S. 

PETITIONER — Klaxon  Company. 

SUBJECT— Klaxon  Single  Stroke  Bell  and  Horn. 
APPEARANCES— 

For  Petitioner:  J.  F.  Moran. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1922,  at  2 
p.  m.,  to  permit  test  and  report  by  fire  department. 


25-22-S. 

PETITIONER — Ballard  Oil  Burning  Equipment  Co. 
SUBJECT — Ballard  Oil  Burner,  approval  of. 
APPEARANCES— 

For  Petitioner :  A.  H.  Ballard. 

ACTION  OF  BOARD — Withdrawn,  without  prejudice. 


53-21-S. 

PETITIONER— T.  V.  Forster. 

SUBJECT — Approval  of  hose  angle  valve. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Gilroy,  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  for  test  and  report  by  committee  of  board. 


112-22-S. 

PETITIONER — W.  R.  Ostrander  &  Co. 

SUBJECT — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke  Os¬ 
trander  Gong;  approval  of  A.  C.  Ostrander  Trouble 
Bell. 

APPEARANCES— 

For  Petitioner  :  William  Borghard. 

For  Administration:  Inspector  Mulligan,  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  referred  to  the  fire  department  for  report 
on  test  and  recommendation. 


26-22-S. 

PETITIONER — Petroleum  Heat  and  Power  Co. 

SUBJECT — Petroleum  Heat  and  Power  Co.,  Fuel  Oil 
Burning  Equipment,  approval  of  Fess  Turbine 
Burner. 

APPEARANCES— 

For  Petitioner :  Robert  Adamson. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  subject  to  inspection,  test  and  report  by 
committee  of  the  board.  Permission  to  install 
granted  for  period  of  sixty  days. 


16-22-S. 

PETITIONER — Samson  Electric  Company. 

SUBJECT — Alternating  Current  and  Direct  Current  Con¬ 
trol  Board  for  Fire  Alarm  Systems,  approval  of. 

APPEARANCES— 

For  Petitioner :  P.  W.  Mack. 

For  Administration:  Inspector  Mulligan,  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  2 
p.  m.,  and  refer  to  fire  department  for  test,  report 
and  recommendation. 


978-21-S. 

PETITIONER— The  H.  J.  M.  Howard  Mfg.  Co.,  Inc. 
SUBJECT — Water  Pressure  Reducing  Devices. 

APPEARANCES— 

For  Petitioner :  H.  J.  M.  Howard. 

For  Administration:  Inspector  Gilroy,  for  the  fire 
department. 

ACTION  OF  BOARD — Withdrawn,  without  prejudice. 


1615-21-S. 

PETITIONER— Johns-Manville. 

SUBJECT — Approval  of  Ebony  Asbestos  Wood  for  Fire 
Alarm  Control  Panels  (Material). 

APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Approved.  Ebony  Asbestos 

Wood  for  Fire  Alarm  Control  Panels,  in  ac¬ 
cordance  with  recommendation  of  Fire  Commis¬ 
sioner,  and  report  thereon,  for  such  use  as  is  em¬ 


braced  in  said  report. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Kearney,  Chief  Inspector  Bastress, 
Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  .  9 

Negative  .  0 

Absent :  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 
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THE  RESOLUTION  : 

(1615-21-S) 

Whereas,  Johns-Manville,  Inc.,  filed,  Dec.  16,  1921,  a 
petition  with  the  board  of  standards  and  appeals,  for  ap¬ 
proval  of  their  material  known  as  “Ebony  Asbestos 
Wood”  for  use  on  Interior  Fire  Alarm  Control  Panels; 

Whereas,  this  material  was  submitted  to  the  fire  com¬ 
missioner  for  test  and  report;  and 

Whereas,  the  fire  commissioner,  under  date  of  neb. 
14,  1922,  has  recommended  this  material  for  approval. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  material  known  as  Johns-Manville 
Ebony  Asbestos  Wood  for  use  on  interior  fire  alarm 
control  panels  in  accordance  with  the  recommendation  of 
the  fire  commissioner. 


53-22-S. 

PETITIONER— D.  W.  Denin,  for  General  Oil  Burner 
Sales  Corp. 

SUBJECT— Approval  of  Champion  Pump. 
APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at 
2  p.  m.,  pending  submission  of  report  of  com¬ 
mittee  of  inspection  of  the  board. 


PETITION  FOR  VARIATION. 


and  5th  stories,  stock,  one  person  per  story;  the  means 
of  egress  consisting  of  two  interior  wooden  stairways, 
both  located  at  the  east  side  of  the  building,  these  stair¬ 
ways  leading  from  the  1st  story  to  the  5th  story  with 
ladders  to  scuttle  in  the  roof,  both  stairways  being  enclosed 
in  wooden  partitions  with  wooden  doors  at  the  openings 
and  a  fire  escape  located  on  the  Barclay  street  front  of  the 
building,  extending  from  the  1st  story  to  the  5th  story  with 
drop  ladder  to  the  street  with  ordinary  glazed  windows 
along  the  course  of  the  fire  escape ;  and 
Whereas,  Cal.  No.  543-18-S,  a  similar  petition  affecting 
the  same  premises,  was  withdrawn ;  and 
Whereas,  the  petitioner  requests  that  in  view  of  the  small 
number  of  people  above  the  ground  floor  and  the  many 
exits,  that  the  order  be  rescinded;  and 

Whereas,  under  date  of  July  8,  1919,  the  board  of  re¬ 
view  of  the  fire  department  modified  this  order  on  certain 
conditions ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified;  and  _ 
Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  Sept.  20,  1921,  on  certain  conditions,  and  pe¬ 
titioner  requested  a  reopening  of  the  case  and  a  modifica¬ 
tion  of  the  conditions  to  make  them  agree  with  the  reso¬ 
lution  of  the  board  of  review  of  the  fire  department, 
which  request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  .a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it.  hereby  is  granted 
on  condition  that  the  occupancy  be  limited  to  15  persons 
regularly  employed  and  that  conditions  otherwise  remain 
substantially  unchanged. 


553-21-S. 


PETITIONER— C.  L.  Flaccus  Glass  Company. 
SUBJECT— Petition  for  variation  of  the  requirements  of 
the  labor  law  as  cited  in  order  of  fire  commis- 


PREMISES  AFFECTED— 63  Barclay  street,  64  Park 
place,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  IB  OARD— Chairman  read  correspondence. 

Petition  reopened.  Resolution  of  this  board  cor¬ 
rected  to  conform  to  the  conditions  specified  in  the 
resolution  of  the  board  of  review  of  the  fire  de¬ 


partment  as  ratified. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby,  Fire  Chief  Kenlon, 
Superintendents  Reville,  Moore  and  Mc¬ 
Dermott  .  ® 

Negative  . .' . . .  ® 

Absent:  Messrs.  Beatty  and  Holland,  Deputy 
Fire  Commissioner  Hannon,  Chief  Inspec¬ 
tor  Bastress  and  Superintendent  Kleinert..  5 


THE  RESOLUTION : 

(553-21-S) 

Whereas,  C.  L.  Flaccus  Glass  Company,  owners,  filed, 
May  25,  1921,  a  petition  with  the  board  of  standards  and 
appeals  for  variation  from  the  requirements  of  the  labor 
law  as  cited  in  order  of  the  fire  commissioner,  affecting 
premises,  63  Barclay  street  and  64  Park  place,  Manhattan; 

Whereas,  the  order  of  the  fire  commissioner,  No.  22123- 
LD,  dated ’May  11,  1921,  reads:  . 

“1.  Extend  both  interior  stairways  at  the  east  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law.”; 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  159  ft.  5  in.  in  area,  occupied 
in  the  1st  story,  stores,  14  persons;  2nd  story,  office  and 
stock,  4  persons ;  3rd  story,  printing,  20  to  25  persons ;  4th 


183-22- S. 

PETITIONER— Petroleum  Heat  and  Power  Company. 

SUBJECT— Approval  of  Steam  Oil  Burner. 

APPEARANCES— 

For  Petitioner :  Robert  Adamson. 

ACTION  OF  BOARD— Laid  over  to  February  21,  1922, 
at  2  p.  m.,  for  inspection  and  report  by  a  com¬ 
mittee  of  the  board. 

THE  VOTE—  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Reville,  Moore  and  McDer¬ 
mott  . .  ® 

Negative  . ;••••••• . 

Absent:  Messrs.  Beatty  and  Holland,  Deputy 
Fire  Commissioner  Hannon,  Chief  Inspec¬ 
tor  Bastress  and  Superintendent  Kleinert. 


0 


THE  RESOLUTION: 


(183-22-S) 

Whereas,  the  Petroleum  Heat  and  Power  Co.  filed  a 
petition  with  thei  board  of  standards  and  appeals  for  ap¬ 
proval  of  their  device  known  as  the  Steam-Oil  Burner , 

and  .  .  .  i, 

Whereas,  the  petitioner  requests  permission  to  install 

said  device  in  the  Ritz-Carlton  Hotel  at  his  own  risk 
for  purposes  of  demonstration. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  authorize  and  permit  the  installation  of  the  .  steam- 
oil”  burner  in  connection  with  a  fuel  oil  heating  installa¬ 
tion  at  the  Ritz-Carlton  Hotel  at  the  risk  of  the  peti¬ 
tioner  for  a  temporary  period  of  60  days  from  the  date 


n ■f  tViic  srtinn 


184-22-S. 

PETITIONER— Petroleum  Heat  and  Power  Company. 
SUBJECT— Approval  of  Worthington  Steam  Pump. 
APPEARANCES— 

For  Petitioner:  Robert  Adamson. 

ACTION  OF  BOARD— Laid  over  to  February  21,  1922, 
at  2  p.  m.,  for  inspection  and  report  by  a  com¬ 
mittee  of  the  board. 
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MINUTES 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Reville,  Moore  and  McDer¬ 


mott  .  8 

Negative  . . .  0 


Absent :  Messrs.  Beatty  and  Holland,  Deputy 
Fire  Commissioner  Hannon,  Chief  Inspec¬ 
tor  Bastress  and  Superintendent  Kleinert.  5 

THE  RESOLUTION: 

( 1 84-22- S) 

Whereas,  the  Petroleum  Heat  and  Power  Co.  filed  a 
petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  their  device  known  as  the  Worthington  Steam 
Pump;  and 

Whereas,  petitioner  requests  permission  to  install  said 
device  in  the  Ritz-Carlton  Hotel  at  his  own  risk  for 
purposes  of  demonstration. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  authorize  and  permit  the  installation  of  the  Worth¬ 
ington  Steam  Pump  in  connection  with  a  fuel  oil  heat¬ 
ing  installation  at  the  Ritz-Carlton  Hotel  at  the  risk  of 
the  petitioner  for  a  temporary  period  of  60  days  from 
the  date  of  this  action. 


PROPOSED  AMENDMENTS. 

Motion  was  adopted  that  a  committee  of  the  board,  con¬ 
sisting  of  the  chairman  and  the  five  superintendents  of 
buildings,  be  appointed  to  draft  and  submit  for  considera¬ 
tion  to  the  board  of  estimate  and  apportionment  a  pro¬ 
posed  change  to  the  zoning  resolution  limiting  the  capacity 
of  garages  accessory  to  private  dwellings. 


473-21-S. 

PETITIONER — American  Fire  Prevention  Bureau,  Inc. 

SUBJECT— Approval  of  “Gas  Cut  Off.” 

ACTION  OF  BOARD — Petition  reopened;  board  recom¬ 
mended  consideration  by  the  board  of  aldermen 
of  the  enactment  of  an  ordinance  requiring  the 
installation  of  a  safety  gas  cut  off. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Fire  Chief  Kenlon,  Chief 
Inspector  Bastress,  Superintendents  Reville, 

Moore  and  McDermott  .  9 

Negative  .  0 

Absent :  Messrs.  Beatty  and  Holland,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  Kleinert  . .  4 

THE  RESOLUTION: 

(473-21-S) 


Whereas,  the  board  of  standards  and  appeals,  under 
date  of  June  3,  1921,  adopted  a  resolution  recommending 
the  enactment  of  an  ordinance  requiring  the  installation 
in  all  buildings  in  the  city  of  a  safety  gas  cut-off  valve ; 
and 

Whereas,  this  matter  was  submitted  to  the  board  of 
aldermen  in  1921  and  died  in  committee ;  and 

Whereas,  the  board  is  of  the  opinion  that  the  matter 
should  be  considered  by  the  present  board  of  aldermen. 

Resolved,  that  the  board  of  standards  and  appeals  re¬ 
spectfully  recommends  that  the  board  of  aldermen  con¬ 
sider  the  enactment  of  an  ordinance  requiring  that  all 
buildings  heretofore  or  hereafter  erected,  supplied  with 
gas  from  any  outside  source  shall  be  equipped  with  a  gas 
cut-off  valve  attached  to  the  supply  pipe  before  it  reaches 
the  meter ;  that  such  device  shall  be  so  arranged  as  to 
permit  the  supply  of  gas  to  be  shut  off  by  officers  of  the 
fire  department,  without  entering  the  building,  the  instant 
the  necessity  arises ;  that  such  valve  shall  be  so  constructed 
as  to  cut  off  the  gas  automatically  in  the  event  that  the 
heat  is  sufficient  to  melt  the  meter;  that  the  conrol  box 
shall  be  placed  on  the  exterior  of  buildings,  and  that  such 
box  shall  be  conspicuously  convenient  and  accessible  to 
the  representatives  of  the  fire  department;  that,  after 
installation,  the*  control  of  such  device  shall  be  under  the 
supervision  of  the  chief  of  the  fire  department;  and  that 
a  penalty  be  imposed  for  failure  to  install  such  device 
and  also  a  penalty  for  tampering  with  the  device. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  July  12,  1921,  as 
they  appeared  in  Bulletin  No.  29,  Vol.  VI.,  are  hereby 
corrected  as  follows : 

(607-21-S) 

Whereas,  Charles  B.  Best  for  Fred  T.  Van  Beuren,  own¬ 
er,  filed,  June  1,  1921,  a  petition  with  the  board  of  standards 
and  appeals,  for  variation  of  the  requirements  of  the  labor 
law,  as  cited  in  the  order  of  the  fire  commissioner,  affect¬ 
ing  premises  37  West  14th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  22099- 
LD,  dated  May  10,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  *  *  *. 

“2.  Arrange  the  fire  escape  on  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  sections  273  and  274  of 
the  labor  law  and  the  rules  of  the  Board  of  Standards 
and  Appeals,  or  carry  out  a  proper  alternative  method 
of  complying  with  the  requirements  of  section  271  of 
the  labor  law. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following:  All  windows  on  course  not  fireproof  nor 


self-closing.  No  counter-balanced  stairway  to  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  x  95  ft.  in  area  in  the  1st  story,  and  25  ft.  x  90 
ft.  above,  occupied,/  1st  story,  salesroom ;  2nd  story,  pol¬ 
ishing  and  stock  room,  1  person ;  3rd  story,  varnishing  and 
stock  room  pianos,  2  persons ;  4th  story,  polishing  and  stock 
room  pianos,  1  person ;  5th  story,  assembling  pianos,  5  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  5th  story  enclosed 
in  2nd  and  4th  stories  with  wooden  partitions,  with  wood 
doors  at  the  openings,  a  60  degree  party  wall  fire  escape  on 
the  front  of  the  building  with  gooseneck  ladder  to  roof  and 
counterbalanced  ladder  to  street  and  scuttle  and  ladder  to 
roof  in  the  top  story  loft;  and 

Whereas,  under  date  of  April  18,  1919,  the  Board  of  Re¬ 
view  of  the  Fire  Department  held  in  abeyance  Item  No.  1 
and  deemed  that  Item  No.  2  should  be  considered  complied 
with  when  the  windows  were  fireproofed  and  the  drop  lad¬ 
der  counterbalanced,  which  work  petitioner  contends  has 
been  done. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  so 
long  as  conditions  set  forth  in  stipulations  of  the  board  of 
review  of  the  fire  department  be  complied  with. 

*Correction :  Last  two  lines  added. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Cases  filed  up  to  and  including  Feb.  16,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . .  .  •  • 

Requests  for  modification  . 

Requests  to  rescind  . . . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Total  . 


DISPOSITION  OF  CASES. 

389  Withdrawn  . 

Dismissed  . 

Denied  . 

229  Granted  . . . . 

Granted  on  condition  . 

Appliances  approved  . 

21  Appliances  disapproved  . 

Miscellaneous  Actions. 

28  Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

2  Requests  to  amend  granted  . •  •  •  ■ 

Requests  to  amend  denied  . 

5  Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

0  Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

5  Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied . 

2  Rules  approved  . ■ 

Rules  disapproved  . 

3  Requests  to  install  granted  . 

Requests  to  install  denied  . 

0  Administrative  requests  granted  . y 

_  Administrative  requests  denied  . 

684  Requests  withdrawn  . 


Disposed  of 


226 


Cases  pending  Feb.  16,  1922 


458 


Total 


20 
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26 

24 

95 

6 

3  ^ 

26 

2 

2 

0 

4 
1 
0 
0 

5 
0 
1 
1 
3 
0 
0 
0 
0 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep- 
rescntative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 

newspapers.  ...  . 

Fourth,  That  no  one  is  entitled  to  written  notice  ot  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

appear.  . 

Fifth,  That  the  business  of  these  boards  is  to  dispose  ot 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 

- 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . . 

My  subscription  is  to  begin  with  the  issue  for . . . 1922. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk's  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  February 
21,  1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  February  21,  1922. 

Notice  of  Public  Hearings. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if 
any,  and  will  be  called  in  Room  919,  on  Tuesday,  February 
28,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  7,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

_  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cased  Filed ,  Week  Ending  February  23rd,  1922. 

Col.  No.  Department  Order  No. 

p  j) .  LD  29722 


F.D . LC  11244 

p.D .  LD  31431-31432 

rF.D .  Photo  No.  1104 


269 -22- S. 

268 -22- A. 

267-22-S. 

266-22-S. 

265-22-S . 

264- 

263-22-A. 

262-22-A. 

261-22-BZ. 

260-22- A. 

259-22-A . 

258-22- A. 

257-22-S . 

256-22-S . 

255-22-S . 

254-22-S . 

253- 

252-22-S. 

251-22-B: 

250-22-S . 

249-22-S. 

248-22-A 
247-23-S. 

246-22- S. 

245-22-A 
244-22-A 
243^22-A 
242-22-A 

241-22-S . H.D . 144  Melrose  St.,  B’klyn. 


c 

.  LD  31337 

BZ . 

. B.B.Bx.  ... 

. Alt.  58-1923 

A 

.  F  30927 

A 

. LC  69003 

R7 

.  NB  48-1922 

A 

.  ...  LD  30195-30196 

A 

.  LD  30198 

A 

. LC  69966  . 

c 

.  Appliance 

c 

.  LD  30995 

s 

....  LD  74354-74355 

c 

. LD  31378 

s . 

. . .  LD  31343-31344-31345 

c 

. Appliance 

-R7 

.  C  11407 

c 

. LD  76355 

_c 

.  LD  83725 

-A 

.  F  30743 

_Q 

.  LD  30985 

_s 

• 

.  F  96040 

-A 

.  LC  70748 

’-A 

. LC  70752 

'-A 

.  LC  70754 

:-A . 

.  LC  70535 

240-22-S . F.D .  LD  26527 

239-22-S . F.D . LD  30954 

238-22-BZ . B.B.Bx . NB  192-1922 

287-22-S  . F.D . .  LD  30982-30983 

236-22-S . F.D . , .  LD  31425 

235-22-S . F.D .  LD  31434 

234-22-S . F.D .  LD  31421 

233-22-S . F.D . L .  Appliance 

232-22-A . F.D . Alt.  1588-1921 

23 1-22- A . B.B.R .  NB  2242-1921 

230-22-BZ . F.D .  LC  68869 

Restored  to  Calendar. 

349-17-S . F.D . 112  Front  St.,  B’klyn 

1142-21-BZ . B.B.M . NB  359-1921 

'  CODE. 

FD  . Fire  Department 

.  . . Health  Department 

B  B  B . Bureau  of  Buildings,  Brooklyn 

B  B.M . Bureau  of  Buildings,  Manhattan 

B.b.q . Bureau  of  Buildings,  Queens 

Bbr . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

X  H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  28,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1449-21-BZ.  ... 

APPLICANT— Henry  J.  Schnackenberg,  applicant  and 

owner. 

PREMISES— 69  Ferguson  street,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

1481-21-BZ.  „  ^  c.  .  ,1- 

APPLICANT— Jos.  J.  Breitman,  for  Georgs  C.  Schwalb, 

owner. 

PREMISES— 619-625  Hancock  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in 
height  to  an  existing  public  garage. 

13-22-BZ. 

APPLICANT— Mathilda  Kirchner,  applicant  and  owner. 
PREMISES— 677  Grove  street  (rear),  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  two  pleasure  cars  and  one  commer¬ 
cial  truck. 

17-22-BZ. 

APPLICANT— Theobald  Engelhardt,  for  John  Spicer,  Inc., 
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’REMISES — 84-86  Woodbine  street,  Brooklyn. 

70  PERMIT  in  a  residence  district  the  extension  in  area 
and  height  to  an  existing  factory  building. 

7-22-BZ. 

VPPLICANT — Radella  Co.,  Inc.,  applicant  and  owner. 
’REMISES — 188-238  Empire  Boulevard,  Brooklyn. 

70  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  building  into  a  public  garage. 


BOARD  OF  APPEALS. 

Tuesday,  February  28,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

10-22-A — 110-118  Leroy  street,  Manhattan. 

14-22-A — 1639-1649  Broadway,  Manhattan. 

625-21-A — 539-549  Fordham  road,  The  Bronx. 

589-21-A — 301  Stockholm  street,  Brooklyn. 

S04-21-A — 154  Leroy  street,  Manhattan. 

695-21- A — 410-412  West  52nd  street,  Manhattan. 

704-21-A — 31-33  Rockaway  road,  Jamaica,  Queens. 
,603-21-A — 180  Broadway,  Manhattan. 

640-21-A — 36  Central  Park  South,  Manhattan. 

33-22-A — 141-145  Wooster  street,  Manhattan. 

36- 22-A — 126-132  West  46th  street,  Manhattan. 

37- 22-A — 415  Leonard  street,  Brooklyn. 

39-22-A— 2005-2011  86th  stretrt,  2006-2012  85th  street, 
Brooklyn. 

73-22- A — 735  Lorimer  street,  Brooklyn. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

141- 22-A — 418-426  11th  avenue,  Manhattan. 

142- 22-A — 4  Albany  street,  1-5  Carlisle  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
)uilding  zone  resolution,  Tuesday  morning,  February  28, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
he  following  matters : 

iUL.  no.  1280-21-BZ — Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Patter¬ 
son  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles;  premises  1178  Forest  avenue, 
The  Bronx. 

ul.  no.  1292-21-BZ— Application,  July  11,  1921,  under  the 
building  zone  resolution,  of  Frederick 
P.  Randolph,  attorney,  on  behalf  of 
John  Clausen,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
five  individual  garages ;  premises  54 
Richmond  street,  Brooklyn. 

:al.  no.  882-21-BZ— Application,  July  15,  1921,  under  the 
building  zone  resolution,  of  John  J. 
Duimigan,  architect,  on  behalf  of  Hen- 
wood  Building  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  one  story  public  garage; 
premises  107-117  Henwood  Place,  The 
Bronx. 

:al.  no.  1448-21-BZ— Application,  November  23.  1921,  under 
the  building  zone  resolution,  of  L 
Margon  &  C.  Glaser,  architects,  on  be¬ 
half  of  Highbridge  Building  Com- 
pany,  owner,  to  permit  partly  in  a  busi¬ 
ness  district  and  partly  residence  dis¬ 


trict  the  erection  of  stores;  premises 
northeast  corner  176th  street  and  Je¬ 
rome  avenue,  The  Bronx. 

oal.  no.  1611-21-BZ — Application,  December  9,  1921,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  F.  Hammel,  architect,  on  behalf 
of  Bruce  G.  Blackmar,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
in  area  to  existing  garage  for  four  ad¬ 
ditional  cars;  premises  317  Ovington 
avenue,  Brooklyn. 

cal.  no.  1687-21-BZ — Application,  December  28,  1921,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
Louis  Firmbach,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  three  car  garage;  premises  2022  Lin¬ 
den  street,  Queens. 

cal.  no.  1699-21-BZ— Application,  December  29,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  J.  Kessler,  consulting  engineer,  on 
behalf  of  Albert  J.  Schwarzler,  owner, 
to  permit  partly  in  a  business  district 
and  partly  residence  district  the  erec- 
-  tion  of  a  motion  picture  theatre  and 
stores;  premises  1229  Morris  avenue, 
The  Bronx. 

cal.  no.  86-22-BZ — Application,  January  10,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Car¬ 
oline  W.  Fraser,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
public  garage;  premises  4720-4732 
Third  avenue,  The  Bronx. 

cal.  no.  1454-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Maur¬ 
ice  Deutsch,  applicant,  on  behalf  of 
Maurice  Deutsch  Building  Corporation, 
owner,  to  permit  partly  in  a  business 
and  partly  residence  district  the  erec¬ 
tion  of  a  building  to  be  occupied  in  part 
for  business  use;  premises  northwest 
corner  Burnside  avenue  and  Grand 
Concourse,  The  Bronx. 

cal.  no.  18-22-BZ —  Application,  January  6,  1922,  under  the 
building  zone  resolution,  of  Euell  & 
Euell,  architects,  on  behalf  of  Amelia 
Schimmel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  four  story 
public  garage;  premises  2499-2501 
Amsterdam  avenue,  southeast  corner 
184th  street,  Manhattan. 

cal.  no.  1587-21-BZ — Application,  December  7,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Cohen,  applicant,  on  behalf  of  J. 
Sidney  Bernstein,  owner,  to  permit 
partly  in  a  business  district  and  partly 
residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  southeast  cor¬ 
ner  Crotona  Parkway  and  East  180th 
street,  The  Bronx. 

cal.  no.  268-21-BZ — Application,  February  16,  1921,  under 
the  building  zone  resolution,  of  Alfred 
A.  Scharbius,  applicant  and  owner,  for 
a  rehearing  of  an  application  previous¬ 
ly  denied  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage; 
premises  1424  East  17th  street,  Brook¬ 
lyn. 

cal.  no.  1463-18-BZ — Application,  September  10,  1918,  under 
the  building  zone  resolution,  of  Star- 
rett  &  Van  Vleck,  architects,  on  be- 
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half  of  John  Massimino,  owner,  to 
amend  an  application  previously  grant¬ 
ed  to  permit  the  removal  of  a  dividing 
wall  between  the  building  at  the  north¬ 
west  corner  162nd  street  and  Grand 
avenue  (852-19-BZ)  and  the  building 
at  233  East  162nd  street  (1463-18-BZ). 


cal.  no.  852-19- 


BZ — Application,  November  19,  1919,  under 
the  building  zone  resolution,  of  Edwin 
Wilbur,  on  behalf  of  John  Massimino, 
owner,  to  amend  an  application  pre¬ 
viously  granted  to  permit  the  removal 
of  a  dividing  wall  between  233  East 
162nd  street  (1463-18-BZ)  and  north¬ 
west  corner  162nd  street  and  Grand 
avenue  (852-19-BZ). 


CAL. 


NO.  582-21- 


BZ  —  Application,  April  27;  1921,  under  the 
building  zone  resolution,  of  Philip  J  ■ 
Sinnott,  on  behalf  of  Frederick  L. 
Cranford,  owner,  for  a  rehearing  of  an 
application  previously  denied  to  per¬ 
mit  in  a  residence  district  the  erection 
of  a  public  garage;  premises  346-370 
Schenectady  avenue,  Brooklyn. 


CAL.  NO. 


1369-21-BZ — Application,  January  20,  1922,  under 
the  building  zone  resolution  of  Otto 
Reissmann,  architect,  on  behalf  of 
Louis  Blau  &  Sons,  Inc.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  an  unrestricted  district  the 
erection  of  a  one  story  dry  cleaiung 
and  dyeing  establishment;  premises 
647  East  9th  street,  Manhattan. 


CAL.  NO.  1681- 


21-BZ— Application,  December  23,  1921  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  Lut- 
trell  H.  Redner,  owner,  to  permit  in  a 
residence  district  the  extension  in  area 
to  a  public  garage ;  premises  336  West 
70th  street,  Manhattan. 


CAL.  no.  1683- 


21-BZ — Application,  December  23,  1921,  under 
the  building  zone  resolution,  of  Peter 
Damm,  applicant  and  owner,  to  permit 
in  a  business  district  the  extension  in 
height  of  two  additional  stories  to  an 
existing  body  building,  painting  and 
garage  building;  premises  529-533  East 
80th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


97-22-S — 56  Suffolk  street,  Manhattan. 

107- 22-S — 179  Broadway,  Manhattan. 

108- 22- S — 6  Chrystie  street,  Manhattan. 
136-22-S— 652  Liberty  street,  Brooklyn. 

201-22- S — 25  Duane  street,  Manhattan. 

15-22-S — 3  Park  Place,  Manhattan. 

Appliances  Submitted  for  Approval. 
ms-21- S — Hanamel  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  7,  1922,  at  2  p.  m. 


Building  Zon*  Casts. 


1548-21-BZ. 

APPLICANT- 


-Samuel  Rosenblum,  for  Wm.  C.  Tobey, 


owner. 

PREMISES— 234  West  61st  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop. 

60-22-BZ.  a  „„ 

APPLICANT— Jas.  Whitford,  for  Charles  A.  Wiegand. 

owner. 

PREMISES— 1864  Clove  avenue,  Richmond. 

TO  PERMIT  in  a  business  district  the  extension  in  area  to 
existing  garage. 


APPLICANT— Robert  J.  Reiley,  for  Fordham  University, 

owner.  , 

PREMISES— Northwest  corner  Fordham  Road  and  Bath¬ 
gate  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  build¬ 
ing. 


APPLICANT— Joseph  S.  Byrne,  for  Chas.  Roisello,  owner. 
PREMISES— 1963-1965  East  18th  street,  Brooklyn.  _ 
TO  PERMIT  in  a  residence  district  the  extension  in  height 
of  an  existing  factory. 


APPLICANT— Meszaros  &  Bernard,  applicants  and  own- 
CTS. 

PREMISES — 41-43  Astoria  avenue,  northeast  corner  Pope 

street,  Queens.  . 

TO  PERMIT  in  a  business  district  the  conversion  ot  ex¬ 
isting  store  room  building  into  a  repair  shop. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  28,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

401-19- S — 2-16  West  33rd  street,  5-15  West  32nd  street, 
1621-21-S — 62  Dey  street,  Manhattan. 

1656-21- S — 366  Eighth  avenue,  Manhattan. 

2-22- S— 585-587  Fulton  street,  Brooklyn. 

1 023-21- S — 602  Madison  avenue,  Manhattan. 

1436-21-S — 106  West  28th  street,  Manhattan. 

1641-21-S — 125  West  22nd  street,  Manhattan. 

57-22-S — 75  Degraw  street,  Brooklyn. 

59-22- S — 41  Worth  street,  Manhattan. 

62-22-S — 124  Allen  street,  Manhattan. 

83-22- S— 1742  Bath  avenue,  Brooklyn. 

85-22- S — 241  Howard  avenue,  Brooklyn. 

95-22- S — 540  West  29th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  March  7,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1679-21- A — 6-8  Fletcher  street,  Manhattan. 

1365-21- A— 248-264  North  8th  street,  Brooklyn. 

1383-21- A — 304  West  54th  street,  Manhattan. 

19-22- A— 293  West  4th  street,  48  Bank  street,  Manhattan. 
77-22-A — 23  East  56th  street,  Manhattan. 

1671-21-A— 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1539-21-A— 12  West  50th  street,  Manhattan. 

1253-21-A — West  side  Spuyten  Duyvil  Parkway,  10.5  feet 
south  of  Broadway,  The  Bronx. 

1362-21-A— 144-146  West  57th  street,  139-153  West  56th 
street,  Manhattan. 

1645-21-A — 2333  Beaumont  avenue,  The  Bronx. 
1700-21-A— 413-415  East  109th  street,  Manhattan. 
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1711-21-A — 513-523  West  24th  street,  Manhattan. 

51-22-A — 1-5  Justice  street,  Queens. 

96-22-A — 52  East  4th  street,  Manhattan. 

104- 22- A — 416-418  Marcy  avenue,  Brooklyn. 

105- 22-A — 47  Church  street,  Manhattan. 

116-22-A — 3606  Park  avenue,  The  Bronx. 

126-22- A — 720-730  Washington  avenue,  Brooklyn. 

135-22-A — 882  Sedgwick  street,  Queens. 

138-22-A — 189-191  West  9th  street,  Brooklyn. 

149-22- A — 320  Concord  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  7,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters: 

cal,  no.  1177-18-BZ — Application,  June  4,  1918,  under  the 
building  zone  resolution,  of  Gilbert  I. 
Prowler,  architect,  for  an  extension  of 
time  to  permit  the  construction  of  a 
building  previously  granted;  premises 
702-704  Sixth  avenue,  corner  22nd 
street,  Brooklyn. 

cal.  no.  1674-21-BZ — Application,  December  22,  1921,  under 
the  building  zone  resolution,  of  De 
Pace  &  Juster,  architects,  on  behalf  of 
Highbridge  Building  Co.,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  store  and  business 
building ;  premises  northeast  corner 
Burnside  avenue  and  Creston  avenue, 
The  Bronx. 

cal.  ica  1655-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Es¬ 
tate  of  Max  Freund,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
business  district  the  erection  of  a  two 
story  public  garage;  premises  2469- 
2471  Amsterdam  avenue,  Manhattan. 

cal.  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Wm.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars;  premises  7825  87th  road,  Queens. 

cal.  no.  1540-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar  Wm. 
Swift,  attorney,  on  behalf  of  Fred  G. 
Scholl  &  Elise  Scholl,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars ;  prem¬ 
ises  7826  87th  Road,  Queens. 

cal.  -no.  1675-21-BZ — Application,  December  22,  1921,  under 
the  building  zone  resolution,  of  De 
Pace  &  Juster,  architects,  on  behalf  of 
Kemp  Jones  Realty  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  store  and  business 
building ;  premises  east  side  Creston 
avenue,  between  Tremont  avenue  and 
178th  street,  The  Bronx. 


cal.  no.  1444-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Bly 
and  Hamann,  architects,  on  behalf  of 
Patrick  McTiernan,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
public  garage;  premises  719-723  Lin¬ 
coln  Place,  Brooklyn. 

cal.  no.  1143-21-BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 
CAL.  no.  1312-21-BZ — 'Application,  November  7,  1921,  under 
the  building  zone  resolution,  of  .A.  E. 
Richardson,  architect,  on  behalf  of 
Empire  State  Dairy  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
in  area  to  existing  public  garage; 
premises  107  Lincoln  street,  Queens. 
cal.  no.  1442-21-BZ — Application,  November  22,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  consulting  engineer,  on 
behalf  of  Anthony  Schorr,  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  five  car  garage;  premises 
3  Koerner  street,  Queens. 

cal.  no.  1682-21-BZ — Application,  December  23,  1921,  under 
the  building  zone  resolution,  of  C.  B. 
Meyers,  architect,  on  behalf  of  Dora 
Steinweg,  owner,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  existing 
building  into  a  public  garage ;  premises 
41-43  West  63rd  street,  Manhattan. 
cal.  no.  80-22-BZ — Application,  January  18,  1922,  under  the 
building  zone  resolution,  of  Ordham 
Realty  Corporation,  applicant  and  own¬ 
er,  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  residence  district  the 
erection  of  a  business  building;  prem¬ 
ises  south  side  Fordham  Road,  100  feet 
west  of  Washington  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  7,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1629-21-S — 293  Monroe  street,  Manhattan. 

1718-21-S — 91  Bowery,  Manhattan. 

1720-21-S — 136  West  54th  street,  Manhattan. 

81-22-S — 111-113  Fulton  street,  Manhattan. 

100- 22-S — 345-353  Classon  avenue,  Brooklyn. 

101- 22-S — 87  South  street,  Manhattan. 

152-22-S — 86  Walker  street;  Manhattan. 

1710-21-S — 86  Walker  street,  Manhattan. 

42-22-S — 312-316  Broadway,  Manhattan. 

1689-21-S — 5-11  East  137th  street,  Manhattan. 

349-17-S — 112  Front  street,  Brooklyn. 

113-22-S — 1009  Flatbush  avenue,  Brooklyn. 

128-22-S — 220  Wooster  street,  Manhattan. 

137-22-S — 446  Adelphi  street,  Brooklyn. 

143-22-S — 28  East  Broadway,  Manhattan. 

185-22-S — 13-17  Crosby  street,  Manhattan. 

1663-21-S — 29-37  West  29th  street,  1205-1213  Broadway, 
northwest  corner,  Manhattan. 
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1702-21-S — 401-405  East  124th  street,  Manhattan. 

1714-21-S — 145  West  22nd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 
257-22-S— “Goulds”  Triplex  Plunger  Pump,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  14,  1922,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 

52-22-A — 104  West  127th  street,  Manhattan. 

75-22- A _ Corner  New  \  ork  Central  Railroad  and  East 

177th  street,  The  Bronx. 

186-22- A — Block  bounded  by  Kent  avenue.  North  11th 
street,  North  12th  street,  and  East  River, 
Brooklyn. 


187- 22- A — 5th  and  Hoyt  streets,  Brooklyn. 

188- 22-A — Block  bounded  by  2nd  avenue,  Gowanus  Canal, 

11th  and  12th  streets,  Brooklyn. 


197-22-A— 2534  East  177th  street,  The  Bronx. 

1362-21-A _ 144-146  West  57th  street,  139-153  West  56th 

street,  Manhattan. 

1664-21-A— 1205-1213  Broadway,  29-37  West  29th  street, 
Manhattan. 


1701-21-A — 259  Bowery,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  14,  1922,  at  2  p.  m. 


Appliances  Submitted  for  Approval. 

1379-31-S— - Ford  Fire  Line  Reducing  Valve,  approval  of. 
744-B1-S— Safandshur  Fire  Extinguisher. 

908-21  -S — Century  Rotary  Pump. 

360-21-S — Approval  of  Conran  Electric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher  approval  of. 
1468-21-S — Caloroil  Burner — approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
1705-21-S— Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 


18-22- S — Alternating  Current  and  Direct  Current  Control 
Board  for  Fire  Alarm  Systems,  approval 
of. 


26-23-S — Petroleum  Heat  and  Power  Company  Oil  Bur¬ 
ner,  approval  of. 

63-21-S — Angle  Hose  Valve. 

112-22- S — Approval  of  Ostrander  A.  C.  Fire  Alarin  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gonsr:  approval  of  A.  C.  Os¬ 


trander  Trouble  Bell. 
53-22-S — Approval  of  Champion  Pump. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  March  17,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21- A — 840-844  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  averue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 


355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — *47-463  Pierce  avenue,  L.  I.  C,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  April  21,  1922,  at  10  a.  m. 

The  forty-three  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River.  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1,  (Old),  North  River,  Manhattan. 

882 - 19- A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19- A — Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265-20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street 
Brooklyn. 

366-20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street 
Brooklyn. 

987- 20- A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin 

Brooklyn. 

988- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street 

Brooklyn. 

971- 80-A — Pier  27,  East  River,  foot  of  Baltic  streel 

Brooklyn. 

972- 20- A — Pier  IT,  East  River,  foot  of  Joralemon  street 

Brooklyn. 

973- 90-A — Pier  19,  East  River,  foot  of  Dark  street 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  Eai 
River,  Brooklyn. 
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353-20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E.  street*,  Brooklyn. 

853-10-A— Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F.  streets,  Brooklyn. 

383-20-A— Pier  20,  East  River,  Manhattan. 

420-20-A — Pier  5,  between  Poplar  and  Middagh  street*, 
Brooklyn. 

431-20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 


423-20-A — Pier  29,  feot  of  Harrison  street,  Brooklyn. 
423-20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1305-21-A — Pier  No.  21,  East  River,  east  side  South  street, 

foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15.  East  River,  Manhattan. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  FEBRUARY  21,  1922. 
Present:  Chairman  Walsh,  Messrs.  Boulton,  Kearney, 
Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  February  14,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  8,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1679-21-A. 

APPELLANT— L.  C.  Gillespie  &  Sons,  for  the  White  Es¬ 
tate,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED— 6  and  8  Fletcher  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1922,  at  10 
a.  m.,  pending  inspection  by  committee  of  the 
board. 


1365-21 -A. 

APPELLANT — Walzer  Brothers  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 248-264  North  8th  street, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to>  March  7,  1922,  at  10 
a.  m. 


1383-21-A. 

APPELLANT — Leo  A.  Kahn,  for  M.  &  L.  Schiavone, 
owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 304  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1922,  at  10 
a.  m. 


1690-21-A. 

APPELLANT — Russell  G.  Cory,  for  the  M.  Cohn  &  Co., 
Inc. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 2-10  Evergreen  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Walter  M.  Cory. 

For  Administration:  Inspector  Ort,  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative — Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon....  5 


Negative  .  0 

Absent :  Messrs.  Beatty  and  Holland .  2 


THE  RESOLUTION : 

(1690-21-A) 

Whereas,  Russell  G.  Cory  and  Walter  M.  Cory,  con¬ 
sulting  engineers,  for  The  M.  Cohn  &  Co.,  Inc.,  owner, 
filed,  December  28,  1921,  an  appeal  with  the  board  of  ap¬ 
peals  from  a  decision  of  the  fire  commissioner,  affecting 
premises  2-10  Evergreen  avenue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  23,  1921,  rendered  in  acting  on  N.  B.  Application 
1154-1921,  reads : 

“L  The  automatic  sprinkler  equipment  for  these 
premises  with  the  occupancy  as  stated  must  be  supplied 
from  two  sources  consisting  of  an  approved  pressure 
tank  supply,  and  an  approved  gravity  tank  supply,  as 
per  Rule  37,  Rules  for  Fire  Extinguishing  Appliances 
of  Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  of  fireproof  (reinforced  con¬ 
crete),  construction,  facing  on  two  streets,  3  stories  and 
basement  in  height,  100  ft.  by  160  ft.  in  area  in  the  1st  story 
and  90  ft.  by  160  ft.  in  area  above,  occupied,  basement,  boil¬ 
er  room,  1  person ;  1st  story,  office,  shipping  and  plating 
rooms,  90  persons;  2nd  story,  metal  stamping  and  metal 
tipping  of  corset  steels,  105  persons;  3rd  story,  tipping  cor¬ 
set  steels  with  celluloid,  making  hat  buckles  and  similar 
novelties  from  celluloid  sheets,  celluloid  vault,  105  persons; 
the  building  being  equipped  with  a  sprinkler  system  supplied 
from  a  6-inch  connection  to  a  16-inch  street  main  and  a  15,- 
000-gallon  gravity  tank;  and 
Whereas,  it  is  proposed  to  provide  a  4-inch  standpipe  line 
in  each  stairway  supplied  from  a  3,500-gallon  tank  and  with 
Siamese  connections  on  each  street  front ;  and 
Whereas,  the  appellant  states  that  the  fire  department  was 
consulted  during  the  period  of  design  of  this  building  and 
no  intimation  of  the  requirement  of  rule  37  as  revised  was 
given  until  the  November  after  the  building  had  been  com¬ 
pleted  and  the  rule  did  not  exist  when  the  buliding  was 
designed  and  built  and  the  application  of  this  rule  (as  to 
pressure  tank)  would  be  a  hardship,  as  considerable  expense 
would  be  involved  in  strengthening  the  building  to  support 
the  pressure  tanks  on  the  roof. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


10-22-A. 

APPELLANT— Renwick,  Aspinwall  &  Tucker,  for  Baker 
&  Williams,  owners. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 110-118  Leroy  street,  Manhat- 
.  tan. 

APPEARANCES— 

For  Appellant:  F.  H.  Tucker  and  Walter  A. 
Fleicher. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1922,  at 
10  a.  m. 
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20-22- A.  „ 

APPELLANT— Charles  Goodman,  for  Tower  Theatre 


Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— Southeast  corner  of  Hopkinton 
avenue  (95th  street),  &  Jerome  avenue,  Ozone 
Park,  Queens. 

APPEARANCES— 

For  Appellant :  Charles  Goodman. 

For  Administration :  Inspector  Ort,  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE— 

Affirmative :  Mr.  Boulton  . 

Negative :  Chairman.  Walsh,  Messrs.  Kearney, 

Kerby  and  Fire  Chief  Kenlon  . 

Absent :  Messrs.  Beatty  and  Holland . 


1 

4 

2 


THE  RESOLUTION : 

(20-22- A) 

Whereas,  Charles  Goodman,  for  Tower  Theatre  Corp., 
owner,  filed,  January  6,  1922,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises,  southeast  corner  of  Hopkinton  avenue  and  Jerome 
avenue,  Ozone  Park,  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  3,  1922,  in  acting  on  N.  B.  Application  No.  1361- 


“3.  File  plans  for  4-inch  standpipe  equipment  with 
3,500  gal.  gravity  tank,  located  not  less  than  26-ft.  above 
top  story,  65  gal.  per  minute  at  tank,  2)4-in.  hose  out¬ 
lets  with  necessary  lengths  of  hose  to.  reach  all  parts 
of  floor  area. 

“4.  State  seating  capacity  of  theatre. 

“5.  Standpipe  equipment  must  have  an  auxiliary  sup¬ 
ply  consisting  of  a  25  H.  P.  250  gal.  per  minute  electric 
fire  pump  operating  automatically  on  pressure,  suction¬ 
ing  from  a  steel  tank  of  at  least  5,000  gal.  capacity,  4-in. 
by-pass,  2j4-inch  relief  valve,  gauge,  etc.  All  com¬ 
ponent  parts  must  be  shown  on  plans.” ; 


and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  one  and  two  stories  in  height,  100  ft.  by  100  ft.  in 
area,  occupied  as  a  theatre  with  940  seats,  and  stores,  first 


story  and  offices,  2nd  story;  and 

Whereas,  appellant  states  that  the  theatre  portion  of  the 
building  is  less  than  10,000  sq.  ft.  in  area  and  that  the  store 
and  office  portion  of  the  building  is  separated  from  the 
theatre  by  an  8-inch  brick  wall  and  that  there  is  noi  stage  in 
connection  with  the  theatre  and  proposes  to  install  fire  ex¬ 
tinguishers  and  other  portable  fire  apparatus. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


buildings  affecting  premises  2526  3rd  avenue,  The  Bronx; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  December  21,  1921,  in  acting  on  Alt.  App.  493-21, 
reads : 

“1.  Amendment  of  December  19,  1921,  for  thickness 
of  wall  for  increase  of  height  of  two  stories  of  business 
building  denied  by  Superintendent.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  2  stories  in  height,  25  ft.  4  in.  by  88  ft.  8  in.  and 
84  ft.  in  area,  occupied  1st  story,  office  and  carpenter  shop ; 
2nd  story  carpenter  shop ;  and 

Whereas,  appellant  proposes  to  erect  a  two-story  exten¬ 
sion  in  the  rear  25  ft.  4  in.  by  15  ft.  in  area  and  to  add  two 
additional  stories  on  the  main  portion  of  the  building  mak¬ 
ing  this  main  portion  a  4-story  building,  45  ft.  1  in.  in 
height,  the  extension  and  additional  two  stories  to  be  oc¬ 
cupied  as  a  carpenter  shop,  the  existing  12-inch  walls  to 
be  carried  up  with  the  same  thickness ;  and 

Whereas,  appellant  states  that  the  walls  when  increased 
in  height  will  only  exceed  the  lawful  height  by  5  ft.  4  in. 
and  that  the  new  portion  of  the  wall  will  be  laid  in  Port¬ 
land  cement  mortar  and  that  it  will  be  impossible  to  lower 
the  roof  tier  of  beams  any  more  than  as  shown  on  plan, 
and  it  would  cause  a  hardship  to  be  compelled  to>  remove 
the  front  wall  on  the  2nd  story,  owing  to  the  change  of  win¬ 
dows,  etc. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ing  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  original  bearing 
walls  are  laid  up  in  Portland  cement  mortar  and  that  Port¬ 
land  cement  mortar  be  used  for  the  new  walls,  the  height 
of  the  walls  not  to  exceed  45  ft.  1  in.  at  the  highest  point 
of  the  roof  beams. 


14-22-A. 

APPELLANT — Moredall  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 1639-1649  Broadway,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  February  28,  1922, 
at  10  a.  m. 


19-22- A. 

APPELLANT — Christian  Yore,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 48  Bank  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1922,  at  10 
a.  m. 


9-22-A. 

APPELLANT — Philip  Bardes,  for  Garfinkel  &  Steinberg, 
owners. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 2562  3rd  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant :  Philip  Bardes. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon _  5 


Negative .  0 

Absent :  Messrs.  Beatty  and  Holland .  2 

THE  RESOLUTION: 

(9-22-A) 


Whereas,  Philip  Bardes,  architect  for  Garfinkel  and 
Steinberg,  owners,  filed,  January  4,  1922,  an  appeal  with  the 
board  of  appeals  from  a  decision  of  the  superintendent  of 


29-22-A. 

APPELLANT — H.  Buttenheim,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 866  Grand  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Henry  Buttenheim. 

For  Administration :  Inspector  Liebermann,  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative — Chairman  Walsh,  Messrs.  Boulton, 

Kearney,  Kerby  and  Fire  Chief  Kenlon _ 

Negative  . 

Absent :  Messrs.  Beatty  and  Holland . 

THE  RESOLUTION  : 

(29-22-A) 

Whereas,  .H.  Buttenheim,  owner,  filed,  January  25,  1922, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  866  Grand  street, 
Brooklyn;  and 
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Whereas,  the  order  of  the  fire  commissioner  No.  68695- 
LC,  dated  November  21,  1921,  reads: 

“With  reference  to  your  application  dated  June  2, 
1921,  for  a  permit  to  store  wool  clippings  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  for  the  following  rea¬ 
sons  : 

“Section  24,  subdiv.  3-C  Code  of  Ordinances  prohibits 
the  storage  of  combustible  fibres  (wool  clippings)  in  a 
frame  building,  except  in  sparsely  populated  districts, 
when  it  is  at  the  discretion  of  the  fire  commissioner.” 

“You  are  therefore  ordered  to  reduce  the  storage  of 
combustible  fibre  (wool  clippings)  to  one  ton.”; 
and 

Whereas,  the  building  is  of  frame  construction,  2  stories 
in  height,  91  ft.  6  in.  by  36  ft.  in  area,  facing  on  Grand 
and  La  Grange  streets,  occupied,  storage  of  compressed 
bales  of  wool  clippings;  the  means  of  egress  consisting 
of  an  interior  iron  stairway  extending  from  the  2nd  story 
to  the  1st  story ;  and 

Whereas,  appellant  states  that  the  building  is  in  a 
sparsely  populated  district  and  that  the  materials  stored 
are  animal  fibre,  which  is  not  combustible. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  storage  of  baled  wool  clip¬ 
pings  be  confined  to  the  1st  floor  and  shall  be  limited  to  ten 
(10)  tons  at  any  one  time,  and  that  no  sorting  or  baling  be 
done  on  the  premises ;  and  that  at  least  three  exits  be 
maintained  on  the  Grand  street  front. 


66-22-A. 

APPELLANT — Cascade  Automatic  Sprinkler  Corp. 
SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 149  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  M.  B.  Kitt  and  C.  Adams. 

For  Administration:  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 


Negative  .  0 

Absent :  Messrs.  Beatty  and  Holland  .  2 

THE  RESOLUTION: 

(66-22-A) 


Whereas,  the  Cascade  Automatic  Sprinkler  Corp.,  for 
Singer  Sewing  Machine  Co.,  owner,  filed,  January  16,  1922, 
an  appeal  with  the  board  of  appeals  from  a  decision 
of  the  fire  commissioner,  affecting  premises  149  Broad¬ 
way,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  December  23,  1921,  in  acting  on  Alt.  App.  No. 
1510-21,  reads: 

“1.  Sprinkler  system  must  be  supplied  by  an  ap¬ 
proved  source  of  water  supply  as  per  rules  and  regu¬ 
lations  on  sprinkler  system  as  adopted  by  the  Board 
of  Standards  and  Appeals. 

“2.  Provide  a  3  x  3  x  4  in.  Siamese  connection, 
placed  not  less  than  18  in.  nor  more  than  24  in.  above 
the  sidewalk  in  an  accessible  position  for  use  of  the 
Fire  Department,  with  clapper  valves  in  each  inlet, 
and  the  sign  reading  Automatic  Sprinkler  in  base¬ 
ment.”  ; 
and 

Whereas,  the  building  is  of  fireproof  construction,  190 
ft.  in  height  to  main  roof,  237  ft.  9  in.  by  132  ft.  10)4 
in.  in  area,  irregular,  facing  on  Broadway  and  Liberty 
street,  occupied  as  office  building,  the  building  being 
equipped  with  a  standpipe  system  supplied  by  4  tanks 
aggregating  6,000  gallons,  located  on  the  13th  mezzanine 
floor  and  by  two  500  gal.  fire  pumps  and  two  200  gal. 
house  pumps  connected  to  the  four  tanks,  there  being  4 


Siamese  connections  located  on  the  street  fronts  of  the 
building;  and 

'Whereas,  appellants  propose  to  use  only  a  portion  of 
the  basement,  about  three-fourths  of  1  per  cent,  of  the 
entire  floor  area  of  the  building  for  storing  records,  and 
propose  to  install  30  sprinklers  in  this  portion  of  the  base¬ 
ment,  supply  for  the  sprinklers  to  be  taken  trom  6  in. 
standpipe  passing  through  this  section  of  the  basement. 

Resolved,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  stairway  from  the 
1st  story  to  this  storeroom  be  enclosed  with  partitions  of  ap¬ 
proved  masonry,  with  self-closing  fireproof  door  at  foot  of 
stairs,  and  that  the  opening  to  the  dumbwaiter  shaft  be  pro¬ 
vided  with  an  approved  fireproof  self-closing  door. 


67-22-A. 

APPELLANT — Herbert  J.  Krapp,  for  Broadway  &  Ham¬ 
ilton  Place  Corp.,  owner. 

SUBJECT— Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 138th  street,  bounded  by 
139th  street,  Broadway  and  Hamilton  place,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Raymond  Irrera. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD- — Laid  over  to  March  10,  1922, 
pending  proposed  changes  in  sprinkler  and  stand¬ 
pipe  rules. 


69-22-A. 

APPELLANT — Eugene  De  Rosa,  for  Ogden  Amusement 
Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 75  Ogden  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Robert  Jahelka. 

For  Administration :  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  10,  1922, 
pending  proposed  changes  in  sprinkler  and  stand¬ 
pipe  rules. 


77-22- A 

APPELLANT— T.  M.  &  J.  M.  Fox,  lessees. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 23  East  56th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1922,  at 
10  a.  m.,  on  written  request  of  attorney  for 
appellant. 


82-22-A. 

APPELLANT — Magnuson  &  Kleinert,  for  Morris  Dob- 
zewitz,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 1371-1373  47th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  H.  E.  Magnuson. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 

Negative  .  0 

Absent :  Messrs.  Beatty  and  Holland  .  2 

THE  RESOLUTION: 

(82-22-A) 

Whereas,  Magnuson  &  Kleinert,  for  Morris  Dobze- 
witz,  owner,  filed,  Jan.  16,  1922,  an  appeal,  with  the 
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board  of  appeals,  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  1371-1373  47th  street, 
Brooklyn,  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  16,  1921,  in  acting  on  N.  B.  Appli¬ 
cation  No.  4179-21,  reads : 

“Denied  on  account  of  being  contrary  to  Section 
96  of  the  Building  Code. 

“The  Plot  area  has  been  changed  from  40  ft.  by 
100  ft.  to  45  ft.  by  100  ft.”; 

and 

Whereas,  the  building  is  of  frame  construction,  2 
stories  in  height,  25  ft.  by  56  ft.  6  in.  in  area,  located 
on  a  plot  of  ground  45  ft.  by  100  ft.  in  area,  inside  the 
fire  limits,  there  being  a  10  ft.  side  yard  on  one  side 
of  the  house  and  an  8  ft.  yard-  on  the  other  side,  the 
building  being  located  on  a  block  in  which  there  are 
24  frame  buildings  and  10  brick  buildings ;  and 

Whereas,  appellant  states  that  the  owner  started  work 
on  the  above  operation  having  obtained  a  permit  from  the 
superintendent  of  buildings  for  his  footings  and  foundations 
and  that  it  would  be  a  hardship  to  demolish  a  completed 
building;  and 

Whereas,  Cal.  No.  461-21-A,  appeal  on  same  premises 
from  a  similar  order,  was  denied  by  the  board  of  ap¬ 
peals. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  granted  on  condition  that 
permanent  side  courts  be  maintained  on  each  side  of  the 
building  running  the  full  depth  of  the  lot,  of  a  minimum 
width  of  8  ft.  on  the  westerly  side  and  10  ft.  on  the  easterly 
side  and  that  the  exterior  of  the  structure  be  finished 
with  cement  mortar  on  wire  lath. 


BUILDING  ZONE  CASES. 

1280-21-BZ. 

APPLICANT — Patterson  and  Patterson,  attorneys  on 
behalf  of  Herman  Meyer,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  two  motor  vehicles. 

PREMISES  AFFECTED — 1178  Forest  avenue,  The 
[Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  C.  Patterson. 

ACTION  OF  BOARD — Laid  over  to  Feb.  28,  1922,  pend¬ 
ing  submission  to  board  of  estimate  of  proposed 
change  in  law  as  to  garages. 


1339-21-BZ. 

APPLICANT — Oscar  Wm.  Swift,  attorney,  on  behalf  of 
Elizabeth  Ullrich,  owner. 

SUBJECT — Application  for  a  rehearing  of  an  applica¬ 
tion  previously  dismissed  for  lack  of  prosecution, 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  three  pleasure  cars. 

PREMISES  AFFECTED — 7825  87th  road,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  presented  request  for 
adjournment.  Laid  over  to  March  7th,  1922,  at 
10  a.  m. 


1540-21-BZ. 

APPLICANT — Oscar  Wm.  Swift,  attorney,  on  behalf  of 
Fred  G.  Scholl  and  Elise  Scholl,  owners. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars. 

PREMISES  AFFECTED — 7826  87th  road,  Queens. 

ACTION  OF  BOARD — Chairman  presented  request  for 
adjournment.  Laid  over  to  March  7,  1922,  at 
10  a.  m. 


1456-21 -BZ. 

APPLICANT — Thomas  Buttermark. 

SUBJECT — Application  to  permit  in  a  residence  district 
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the  maintenance  of  a  3  car  garage. 

PREMISES  AFFECTED — 434  Britton  avenue,  Richmond. 
APPEARANCES— None. 

ACTION  OF  BOARD- — Application  dismissed  for  lack 
of  prosecution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 


Negative  .  0 

Absent :  Messrs.  Beatty  and  Holland  _ _ _  2 

THE  RESOLUTION: 

(1456-21-fBZ) 


Whereas,  Thomas  Buttermark,  owner,  filed,  June  21, 

1921,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  maintenance  of  a 
garage  not  on  the  same  lot  as  residence  to  which  it  is 
accessory  and  in  which  business  cars  are  stored,  premises 
434  Stapleton  avenue,  Stapleton,  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Feb.  21, 

1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Britton  avenue  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
June  1,  1921,  in  acting  on  Order  No.  6883-C-1921,  reads: 
“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  a  dwell¬ 
ing  on  the  same  lot  on  these  premises.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  frame  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  24  ft. 
and  a  depth  of  28  ft.;  and 

Whereas,  no  one  appeared  when  this  case  was  called. 
Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


1292-21-BZ. 

APPLICANT — Frederick  P.  Randolph,  attorney,  on  be¬ 
half  of  John  Clausen,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  five  individual  garages. 

PREMISES  AFFECTED — 54  Richmond  street,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1922, 
for  final  action. 


1177-18-BZ. 

APPLICANT — Gilbert  I.  Prowler,  architect. 

SUBJECT — Application  for  an  extension  of  time  to  per¬ 
mit  the  construction  of  building,  permission  to 
erect  which  was  previously  granted. 

PREMISES  AFFECTED — 702-704  Sixth  avenue,  corner 
of  22nd  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Gilbert  I.  Prowler  and  Frank 
Ragusano. 

For  Opposition:  J.  W.  Frost,  Harris  K.  Cohen, 
Elizabeth  Warner,  Katherine  Budden,  Rose 
Castellano  and  Anna  Jatardo. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1922,  at 
10  a.  m.,  pending  inspection  by  committee  of  the 
board. 


268-21-BZ. 

APPLICANT— Alfred  A.  Scharbius. 

SUBJECT — Application  for  a  rehearing  of  an  applica¬ 
tion  previously  denied  to  permit  in  a  residence 
district  the  maintenance  of  a  garage. 
PREMISES  AFFECTED — 1424  East  17th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Scharbius  and  R.  L. 
Braineau. 

ACTION  OF  BOARD — Laid  over  to  Feb.  28,  1922,  pend- 
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ing  submission  to  board  of  estimate  of  proposed 
change  in  law  as  to  garages. 


1655-21-BZ.  .  _ 

APPLICANT — Louis  A.  Sheinart,  architect,  for  Estate 
of  Max  Freund,  owner. 

SUBJECT— Application  to  permit  in  a  residence  dis¬ 
trict  and  partly  business  district  the  erection  of 
a  two-story  public  garage. 

PREMISES  AFFECTED— 2469-2471  Amsterdam  ave¬ 
nue,  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  William  R.  Altman  and 
Charles  Dempsey. 

For  Administration:  Assistant  Engineer  Close 
of  the  Bureau  of  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1922,  at 
10  a.  m.,  for  presentation  of  further  informa¬ 
tion  required  by  the  board. 


APPLICANT— Maurice  Deutsch,  on  behalf  of  Maurice 
Deutsch  Building  Corporation,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
and  partly  residence  district  the  erection  of  a 
building  to  be  occupied  in  part  for  business  use.. 

PREMISES  AFFECTED — (Northwest  corner  Burnside 
avenue  and  Grand  Concourse,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lorraine  Deutsch. 

ACTION  OF  BOARD— Laid  over  to  February  28, 
1922,  at  10  a.  m.,  on  request  of  applicant’s  rep¬ 
resentative. 


APPLICANT — Samuel  Cohen,  applicant,  on  behalf  of 
J.  Sidney  Bernstein,  owner. 

SUBJECT— Application  to  permit  partly  in  a  business 
district  and  partly  residence  district  the  erec¬ 
tion  of  a  business  building. 

PREMISES  AFFECTED— Southeast  corner  Crotona 
Parkway  and  East  180th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  J.  Sidney  Bernstein. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1922, 
for  presentation  to  full  board. 


district,  the  erection  of  a  building  exceeding  the  height 
limit  as  defined  by  the  building  zone  resolution,  premises 
211-223  West  39th  street,  206-216  West  40th  street,  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  Feb. 
21,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  39th  street  and  40th  street 
are  unrestricted  2  times  height  “B”  area  districts  and 
7th  avenue  is  a  business  2  times  height  “B”  area  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  10,  1921,  in  acting  on  N.  B.  Appli¬ 
cation  No.  506-21,  reads: 

“1.  Proposed  height  of  building  is  excessive.  Arti¬ 
cle  III,  Building  zone  resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  16  stories  in  height,  with  a  frontage  of 
132  ft.  and  a  depth  of  98  ft.  9  in.,  with  an  extension 
to  40th  street,  the  extension  being  2  stories  in  height, 
with  a  frontage  of  85  ft.  6  in.  and  a  depth  of  98  ft.  9  in. 
It  is  proposed  to  erect  the  street  wall  on  39th  street  to 
a  height  of  171  ft. ;  the  permitted  height,  owing  to  excess 
heights  of  adjoining  buildings,  including  the  building  on 
the  southwest  corner  of  Seventh  avenue  being  deemed  by 
the  board  to  be  164  ft. ;  and 

Whereas,  owing  to  the  heights  of  these  adjoining  build¬ 
ings,  there  would  be  undue  hardship  in  preventing  appli¬ 
cant  from  erecting  his  street  wall  to  the  height  of  171 
ft.,  and  under  the  provisions  of  section  20  of  the  building 
zone  resolution,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
street  wall  shall  not  exceed  a  height  of  171  ft.  without 
set  back,  that  there  shall  be  no  projection  beyond  the 
face  of  this  wall  more  than  12  in.  except  at  the  entrance, 
and  that  the  building  shall  comply  with  all  the  require¬ 
ments  of  the  building  zone  resolution  as  to  set  backs, 
and  other  restrictions  for  towers,  dormers,  etc.,  above 
the  height  of  171  ft. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action. 


APPLICANT— Charles  B.  Meyer  and  George  and  Ed- 
ward  Blum,  architects,  on  behalf  of  205  West 
39th  St.  Company,  Inc.,  owner. 

SUBJECT— Application  to  permit  in  a  two  times  height 
district  the  erection  of  a  building  to  a  height  in 
excess  of  that  permitted  by  the  zoning  resolu¬ 
tion. 

PREMISES  AFFECTED— 211-223  West  39th  street, 
206-216  West  40th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  B.  Meyer. 

For  Administration:  Assistant  Engineer  Close, 
of  the  Bureau  of  Buildings. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  „  _  . 

Affirmative:  Chairman  Walsh,  Messrs.  Boul- 
■ton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  5 

Negative  .  0 

Absent:  Messrs.  Beatty  and  Holland  .  2 


THE  RESOLUTION: 

(1575-21 -BZ) 

Whereas,  Geo.  and  Edw.  Blum  and  Chas.  B.  Meyers, 
for  205  W.’ 39th  St.  Co.,  Inc.,  owner,  filed,  Dec.  3,  1921, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  an  unrestricted  (use)  2  times  height  (B)  area 


1675-21-IBZ. 

APPLICANT— De  Pace  &  Juster,  for  Kemp  Jones  Realty 
Co.,  owner. 

SUBJECT— Application  to  permit  partly  in  a  residence 
and  partly  in  a  business  district  the  erection  of 
an  office  building  with  stores. 

PREMISES  AFFECTED— East  side  Creston  avenue, 
from  Tremont  avenue  to  178th  street,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  request  for  ad¬ 
journment.  Laid  over  to  March  7,  1922,  at  10  a.  m. 


1674-21-BZ.  .  M1 

APPLICANT— De  Pace  &  Juster,  for  Highbridge  Build¬ 
ing  Co.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence 
and  partly  in  a  business  district  the  erection  of 
an  office  building  with  stores. 

PREMISES  AFFECTED— Northeast  corner  Burnside 
avenue  and  Creston  avenue,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  request  for  ad¬ 
journment.  Laid  over  to  March  7,  1922,  at  10  a.  m. 


18-22-BZ 

APPLICANT— Euell  &  Euell,  for  Amelia  Schimmel, 
owner. 
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SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  4  story  public  garage. 

PREMISES  AFFECTED — 2499-2501  Amsterdam  avenue, 
southeast  corner  West  184th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  George  R.  Euell. 

For  Opposition:  R.  Altman,  Charles  Dempsey  arud 
L.  Weintraub. 

ACTION  OF  BOARD — -Laid  over  to  February  28,  1922, 
at  10  a.  m.,  for  full  vote  of  board. 


1142-21-BZ. 

APPLICANT — Patrick  J.  O'Beirne,  for  N.  Y.  Society 
of  Methodist  Episcopal  Church,  owner. 
SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED — 11-19  Jane  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Patrick  J.  O’Beirne. 

ACTION  OF  BOARD — Application  reopened.  Set  for 
calendar  call. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 


Negative  .  0 

Absent:  Messrs.  Beatty  and  Holland  .  2 


1103-21-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Chelsea  Realty 
Co.,  owner;  Edward  F.  Hammel,  substitute  arch¬ 
itect. 

SUBJECT — Application  to  permit  in  a  plot  in  an  unre¬ 
stricted  district  extending  into  a  business  district 
and  into  a  residence  district  the  erection  of  a 
garage  for  more  than  5  motor  vehicles. 
PREMISES  AFFECTED— 553  West  133rd  street,  526 
West  134th  street,  Manhattan. 

APPEARANCES — None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Approved  correction  of  resolution,  which  con¬ 
tained  a  typographical  error  corrected  as  follows : 
On  line  35,  word  “no”  changed  to  “any”  and  word 
“confined”  added  on  line  36. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon..  5 


Negative  .  0 

Absent:  Messrs.  Beatty  and  Holland  .  2 

THE  RESOLUTION  (Corrected)  : 

(1103-21-BZ) 


Whereas,  Charles  B.  Meyers,  architect  for  Chelsea  Real¬ 
ty  Co ,  owner,  filed,  July  11,  1921.  an  application  under  the 
building  zone  resolution,  to  permit  the  extension  from  an 
unrestricted  district  into  a  business  district  and  into  a 
residence  district  of  a  proposed  garage  for  more  than  5 
motor  vehicles;  premises  553  West  133rd  street  and  526 
West  134th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
22,  1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals,  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  (east  side)  is  an 
unrestricted  district,  West  134th  street  is  a  business  dis¬ 
trict,  and  West  135th  street  is  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  1,  1921,  in  acting  on  N.  B.  App.  No.  210- 
1921,  reads : 

“1.  A  public  garage  may  not  be  erected  in  a  busi¬ 
ness  and  residence  district,  Art.  II,  Section  4,  Zoning 
Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height  with  a  frontage  of  85  ft. 
and  117  ft.  and  a  depth  of  199  ft.  .11  in.,  the  portion  of  the 


building  fronting  on  134th  street  to  be  one  story  in  height; 
and 

Whereas,  the  board  deemed  that  this  application  might 
be  granted  under  the  provisions  of  section  7,  subdiv.  c. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use!  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  g ranted  on  condition  that  the  building  on 
134th  street  side  be  limited  to  one  story  in  height  and  for 
a  distance  of  100  ft.  south  from  134th  street;  that  any  en¬ 
trance  for  vehicle  or  motor  equipment  be  confined  within 
20  ft.  of  the  extreme  westerly  wall  of  the  building;  that 
the  entire  easterly  gable  wall  shall  be  unpierced  throughout 
its  entire  height  and  length  from  133rd  to  134th  streets; 
that  no  skylight  in  the  roof  shall  be  within  20  ft.  of  the 
easterly  gable  wall ;  and  that  the  facades  on  the  front  of 
the  building  on  133rd  and  134th  streets  be  faced  with  fabric 
brick  and  stone  trimmings. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six  months 
of  the  date  of  this  action,  and  the  work  completed  within 
eighteen  months  of  the  date  of  this  action. 


AREAS  FIXED. 

(132-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  A.  Elliott  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage  at  premises  2743  Creston 
avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Creston  avenue  from  196th  street  to 
400  ft.  north  of  the  premises  under  appeal  and  the 
properties  directly  in  the  rear  and  for  50  ft.  on  either 
side  of  the  rear  lot  line  of  the  premises  under  appeal, 
which  properties  front  on  Morris  avenue. 


(124-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Fred  Hensel  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the 
maintenance  of  a  garage  at  premises  541  Mitchell  ave¬ 
nue,  Flushing,  Queens. 

The  following  area  was  approved  by  the  board : 

Both  Sides  of  Murray  street  from  Mitchell  ave¬ 
nue  to  Connorton  avenue  and  the  properties  directly 
in  the  rear  and  for  50  ft.  on  either  side  of  the,  rear 
lot  line  of  the  premises  under  appeal,  which  prop¬ 
erties  face  on  Bathgate  street. 


(882-21-BZ) 

The  chairman  read  report  of  a  committee  of  the  board 
which  inspected  the  premises  on  request  of  applicant  for 
consideration  of  change  of  area  of  consents.  The  report 
follows : 

A  committee  of  the  board,  consisting  of  the  Chairman, 
Fire  Chief  Kenlon  and  Messrs.  Kerby  and  Kearney,  on 
February  17th,  1922,  visited  the  premises,  Henwood  Place, 
175th  and  176th  streets,  to  inspect,  on  request  of  John  J. 
Dunnigan,  architect-appellant,  for  the  purpose  of  consider¬ 
ing  revising  the  area  of  consents  as  fixed  by  the  board. 

Morris  avenue  being  approximately  35  feet,  more  or  less, 
above  the  grade  level  of  Henwood  Place,  the  committee  rec¬ 
ommends  that  the  area  formerly  fixed  by  this  board  be  re¬ 
vised  by  omitting  the  gore  lot  formed  by  the  intersection  of 
Morris  avenue  and  the  Concourse,  known  as  Lot  72,  Block 
2826,  and  the  new  area  is  fixed  to  cover  and  include : 

Both  sides  of  Henwood  Place  from  Walton  avenue  to 
Morris  avenue:  both  sides  of  Walton  avenue  from  176th 
to  175th  street the  south  side  of  176th  street  from 
Walton  to  Morris  avenue,  and  the  west  side  of  Morris 
avenue  from  176th  street  to  Henwood  Place.” 
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The  report  of  the  committee  was  adopted  by  the  follow-  Negative  .  0 

ing  vote :  Absent :  Messrs.  Beatty  and  Holland .  2 

Affirmative:  Chairman  Walsh,  Messrs.  Boul-  - 

ton,  Kearney  and  Kerby  and  Fire  Chief  Adjourned  1  p.  m. 


Kenlon  .  5  William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  21,  1922. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Kearney, 
Kerby,  Fire  Chief  Kenlon,  Superintendents  Brady,  Klein- 
ert,  Reville,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  Febru¬ 
ary  14,  1922,  were  approved  as  printed  in  the  Bulletin, 
No.  8,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

1578-21-S. 

PETITIONER— Levine  &  Co.,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 140-6  Junius  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD— Withdrawn  on  written  request. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  8 

Negative  . - •.  ••  0 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  Reville  .  5 


PETITIONER— Herman  Lee  Leader,  treasurer,  32nd-33rd 
Street  Corporation,  lessee. 

SUBJECT— Petition  for  variation  of  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2-16  West  33rd  street,  5-7  and 
15  West  32nd  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD— Laid  over  to  February  28,  1922, 
at  2  p.  m. 

1397-21-S. 

PETITIONER— Cornelius  Callaghan. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 34-36  Cooper  square,  Manhat¬ 
tan. 

APPEARANCES—  .  ^ .  „ 

For  Petitioner :  Cornelius  Callaghan  and  Marry 

Barth. 

ACTION  OF  BOARD— Report  of  committee  adopted. 

Petition  denied. 

THE  VOTE— 

Affirmative  . .  0 

Negative:  Chairman,  Walsh,  Messrs.  Boulton, 
Kerby,  Kearney,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott.  9 
Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 

Hanqon  .  4 

THE  RESOLUTION : 

(1397-21-S) 

Whereas,  Cornelius  Callaghan,  for  L.  Barth  &  Son, 
lessee,  filed,  November  15,  1921,  a  petition  with  the  board 


of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  34-36  Cooper  square, 
Manhattan,  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  76744- 
LD,  dated  February  9,  1919,  reads : 

“1.  Arrange  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto,  and  the  windows 
opening  on  the  course  thereof,  so  that  same  are  in 
compliance  with  the  provisions  of  Section  ’79B-4  and 
79B-5  of  the  Labor  Law  and  Rule  4  of  the  Industrial 
Code,  or  carry  out  a  proper  alternative  method  of 

complying  with  the  requirements  of  Section  79B-1 

of  the  Labor  Law. 

“3.  Provide  an  additional  means  of  exit  from  the 
cellar,  said  exit  to  be  located  at  the  north  side  of 

the  building  in  accordance  with  the  provisions  of 

Section  79B-1  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
7  stories  in  height,  68  ft.  by  128  it.  in  area,  irregular, 
equipped  with  a  fire  alarm  signal,  system,  occupied,  base¬ 
ment,  stock  room,  8  persons ;  1st  story,  showroom,  8  per¬ 
sons;  2nd,  3rd  and  4th  stories,  stock  rooms,  18  persons; 
5th,  6th  and  7th  stories,  factory,  25  persons ;  the  means 
of  egress  consisting  of  an  interior  steel  and  slate  stair¬ 
way  extending  from  the  1st  story  to  the  7th  story  en¬ 
closed  in  brick  walls'  with  fireproof  doors  at  the  open¬ 
ings,  a  60  degree  fire  escape  on  the  front  of  the  building 
extending  from  the  7th  story  to  the  2nd  story  with  fire¬ 
proof  windows  along  the  course,  and  a  60  degree  fire 
escape  on  the  rear  of  the  building  extending  from  the 
7th  story  to  the  2nd  story  with  egress  through  the  build¬ 
ing  in  the  rear,  the  windows  along  the  course  being  non- 
fireproof  ;  two  horizontal  exits  on  each  story  to  the 
adjoining  building,  No.  32  Cooper  square,  these  openings 
protected  by  fire  doors  on  one  side;  the  means  of  egress 
from  the  cellar  consisting  of  a  stairway  enclosed  in  brick 
walls  leading  to  the  1st  story  and  horizontal  exits  to 
the  adjoining  cellars  of  No.  32  and  No.  38  Cooper  square, 
these  exits  being  protected  by  fire  doors ;  and 

Whereas,  a  committee  of  the  board  visited  the  prem¬ 
ises  and  recommended  that  the  petition  be  denied. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  petition  be  and  it  hereby 
is  denied. 


1391-21-S. 

PETITIONER— George  W.  Olvany. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 206  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Elias  A.  Cohen  ^nd  E.  H.  Mosher. 
For  Administration :  Inspector  Maher  of  the  fire 
department,  Inspector  Close  of  the  bureau  of 
buildings. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
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THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby,  Fire  Chief  Kenlon,.  Su¬ 
perintendents  Brady,  Reville,  Kleinert, 

Moore  and  McDermott  .  10 

Negative  . 0 

Absent:  Messrs.  Beatty,  Holland  and  Deputy 
'Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1391-21-S) 

Whereas,  Broadway-John  Street  Corporation,  owner, 
filed,  Nov.  15,  1921,  a  petition  with  the  board  of  standards 
and ’appeals,  for  variation  from  the  requirements  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  Superintendent  of 
Buildings,  affecting  premises  206  Broadway,  Manhattan; 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Oct.  26,  1921,  in  acting  on  Alt.  Application  No. 

3508-1920,  reads:  ,  . 

“This  amendment  is  disapproved  with  the  following 

objection  repeated: 

“12.  New  stairs  should  be  of  incombustible  material 
and  enclosed  in  fireproof  enclosure. 

“13.  Plans  and  amendment  should  be  made  to  agree 
as  to  location  of  proposed  opening.  New  opening 
should  be  provided  with  automatic  doors  on  each  side. 

“Additional  objections,  due  to  amendment: 

“14.  State  number  of  occupants  on  each  floor. 

“15.  Proposed  classification  of  building  cannot  be 
granted  as  same  does  not  agree  with  Labor  Law,  sec¬ 
tion  1,  Rule  10.”; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of  build¬ 
ings  to  permit  the  fireproofing  of  main  halls  where  shown 
on  plans  to  erect  an  outside  fire  stair,  to  eliminate  the  enr 
trance  to  cellar  and  to  provide  a  new  stair  in  yard  leading 
to  cellar  and  sub-cellar,  change  windows  to  doors  and  fire¬ 
proof  windows  along  the  fire  escape ;  this  application  was 
amended  in  Oct.,  1921,  to  build  a  wooden  stair  from  the 
lower  to  the  higher  level  of  the  cellar  in  the  extension  and 
to  construct  new  openings  in  the  rear  cellar  wall ;  and 

Whereas,  an  order  of  the  fire  commissioner  No.  23344- 
j)  r^cicis  * 

“Item  1.  Provide  an  additional  means  of  egress  from 
the  sub-cellar  and  an  additional  means  of  egress  from 
the  cellar,  each  located  at  the  northwest  corner  of  the 
building. 

“2.  Provide  an  exterior  screened  iron  stairway. 

“3.  Arrange  fire  escapes  on  the  south  and  east  sides 
of  the  building  so  as  to  be  structurally  safe. 

“4.  Provide  an  additional  means  of  egress  from  the 
cellar,  sub-cellar  No.  146-48  Fulton  street  located  at 
front  of  the  building. 

“5.  Enclose  the  interior  stairway  at  center  of  build¬ 
ing.” 

Order  No.  22336-LD — 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  10 
stories  in  height,  62  ft.  8  in.  x  102  ft.  4  in.  in  area,  occu¬ 
pied,  cellar  and  sub-cellar,  printing,  120  persons;  1st  story, 
stores,  2nd  to  10th  stories,  offices,  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  sub¬ 
cellar  to  the  roof,  a  fire  escape  in  the  rear  of  the  building ; 
and 

Whereas,  petitioner  contends  that  the  building  is  not  a 
factory  within  the  meaning  of  the  labor  law,  the  only  occu¬ 
pancy  that  could  be  considered  a  factory  occupancy  being 
the  printing  establishment  in  the  cellar. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  the  superstructure  above  the  1st  story  be  restricted  to 
the  labor  law  definition  of  a  factory  and  on  condition  that 
two  fireproof  enclosed  stairways  extending  from  the  sub¬ 


cellar  to  the  first  story  level  be  provided,  remote  from  each 
other,  and  that  any  openings  therein  be  protected  with  self¬ 
closing  fireproof  doors;  and  that  the  said  cellar  and  sub¬ 
cellar  be  equipped  with  non-automatic  sprinkler  and  fire 
alarm  system. 


1564-21-S. 

PETITIONER — Jean  Jeaume,  for  Mary  Jane  George,  own¬ 
er. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 355  West  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Jean  Jeaume. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  • 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  .  0 

Absent :  Messrs.  Beatty,  Holland,  Kearney 

and  Deputy  Fire  Commissioner  Hannon..  4 

THE  RESOLUTION: 

(1564-21-S) 

Whereas,  Jean  Jeaume,  for  Mary  Jane  George,  owner, 
filed,  Dec.  1,  1921,  a  petition  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
Labor  Law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  355  West  Broadway,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  18662- 
LD,  reads: 

“2.  Provide  an  additional  means  of  exit  from  1st 
story,  said  exit  to  be  located  at  rear  of  building  in 
accordance  with  the  provisions  of  section  79-B-l  of  the 
Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  and  cellar  in  height  21  ft.  8  in.  x  96  ft.  in  area  in 
the  1st  story  and  21  ft.  8  in.  x  52  ft.  in  area  above;  occu¬ 
pied,  1st  story,  store,  2  persons ;  2nd  story,  machine  manu¬ 
facturing,  6  persons;  3rd  story,  storage,  1  person;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  to  the  3rd  story,  enclosed  in  wood  parti¬ 
tions  with  wood  doors  at  the  openings ;  a  fire  escape  on  the 
front  of  the  building,  with  counterbalanced  stair  to  street 
and  fireproof  windows  along  the  course  of  the  fire  escape; 
and 

Whereas,  petitioner  contends  that  he  cannot  provide  an 
exit  from  the  1st  story  at  rear  of  building  as  he  cannot  ob¬ 
tain  permission  from  the  adjoining  owners,  and  proposes 
to  use  the  1st  story  for  storage  and  show  rooms  only. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  the  occupancy  of  the  1st  story  shall  be  limited  to  five 
persons. 


1621-21-S. 

PETITIONER — Alexander  S.  Fisher,  for  Jessie  B.  Mat¬ 
tocks,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 62  Dey  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Feb.  28th,  1922,  at  2 
p.  m. 
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1637-21-S. 

PETITIONER — J.  N.  Courtade  &  Sons,  Inc.,  lessee. 
SUBJECT — 'Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 514-518  West  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  E.  A.  Courtade. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney 

and  Deputy  Fire  Commissioner  Hannon..  4 

THE  RESOLUTION: 

(1637-21-S) 

Whereas,  J.  N.  Courtade  &  Sons,  Inc.,  for  Joseph  N. 
Courtade,  owner,  filed  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  514-518  West  24th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  15720- 
LD,  dated  December  4,  1921,  reads : 

“Provide  an  outside  iron  balcony  Ere  escape  at  the 
rear  of  building  with  balconies  4  ft.  in  width  connected 
with  stairways  not  less  than  22  ins.  wide,  placed  at  an 
incline  of  not  more  than  45  deg.,  extending  from  ground 
to  roof,  constructed  as  per  section  79B-4  of  the  labor 
law  and  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals  or  carry  out  a  proper  alternative  method  of 
complying  with  section  79B-1  of  the  labor  law.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  75  ft.  x  100  ft.  in  area,  occupied,  1st 
story,  office  and  storage,  15  persons;  2nd  story,  manufac¬ 
turing  and  storage,  20  persons;  3rd  story,  manufacturing 
and  storage,  20  persons;  the  building  being  equipped  with 
a  sprinkler  system,  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  brick  partitions  with  fire  doors  at  the  open¬ 
ings,  a  fire  escape  on  the  front  of  the  building  with  coun¬ 
terbalanced  stair  to  street  and  fireproof  doors  and  windows 
openings  on  the  fire  escape,  a  fireproof  enclosed  stairway 
leading  from  the  3rd  story  to  the  roof  in  the  open  loft;  and 
Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy  and  height  of  the 
building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  one  opening  on  the  second  story  easterly  wall  be  pro¬ 
vided  with  a  fireproof  casement  door,  with  steps  leading 
to  same,  with  electric  light  exit  sign  installed,  and  granted 
so  long  as  existing  conditions  as  to  use  and  occupancy  re¬ 
main  unchanged. 


1654-21-S. 

PETITIONER — George  McCabe,  for  Madison  Square 
Mortgage  Co.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 209  West  29th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  George  McCabe  and  W.  C.  Good- 

dale. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 


CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney 

and  Deputy  Fire  Commissioner  Hannon..  4 

THE  RESOLUTION: 

(1654-21-S)  t 

Whereas,  Geo.  M.  McCabe,  for  Madison  Square  Mort¬ 
gage  Co.,  owner,  filed  Dec.  19,  1921,  a  petition  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  209  West  29th  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  10839- 
LD,  dated  Dec.  5,  1921,  reads : 

“A  recent  inspection  of  the  above  premises  shows 
that  the  defects  on  Order  No.  10839-LD,  of  which  we 
notified  you  under  date  of  Oct.  29,  1921,  have  not  as 
yet  been  remedied. 

“With  reference  to  the  door  opening  in  fence  to 
yard  on  east  side,  we  cannot  accept  this  termination  due 
to  ruling  by  the  Corporation  Counsel  that  access  to  ad¬ 
joining  yard  does  not  fully  comply  with  the  require¬ 
ments  of  the  law.  It  will  have  to  be  approved  by  the 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
21  ft.  x  40  ft.  in  area,  occupied,  stores  and  lofts,  1st  story, 
3  persons ;  2nd  story,  4  persons ;  3rd  story,  4  persons ;  4th 
story,  4  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  wood  stud,  lath  and  plaster  partitions  with 
wood  doors  at  the  openings ;  a  fire  escape  on  the  rear  of  the 
building  with  stair  and  landing  to  roof  and  with  egress 
from  the  yard  through  fence  to  adjoining  yard  and  through 
hallway,  1st  story,  the  hallway  being  covered  with  metal. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  so  long  as 
present  conditions  as  to  use  and  occupancy  remain  un¬ 
changed  ;  and  on  condition  that  the  opening  in  fence  to 
adjoining  property  be  kept  free  of  any  fastening. 


1656-21-S. 

PETITIONER — Henry  J.  Nurick,  for  Marie  Midecourial, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 366  8th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Henry  J;  Nurick  and  Leo  Harri¬ 
son. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  Feb.  28th,  1922,  at  2 
p.  m.,  for  further  information  as  to  certificate  of 
occupancy. 


1657-21-S. 

PETITIONER — Louis  Herechman,  for  S.  A.  French, 
owner. 

SUBJECT— Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 108  West  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Louis  Herechman. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 


197 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  .  9 

Absent:  Messrs.  Beatty,  Holland,  Kearney 

and  Deputy  Fire  Commissioner  Hannon..  4 

THE  RESOLUTION : 

(1657-21-S) 

Whereas,  Louis  Herechman,  for  S.  A.  French,  owner, 
filed,  Dec.  19,  1921,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  108  West  28th  street,'  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  25084- 
LD,  dated  July  12,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  4 
stories  in  height,  20  ft.  x  98  ft.  9  in.  in  area  in  the  1st  story 
and  20  ft.  x  50  ft.  in  area  above,  occupied,  1st  story,  store ; 
2nd  story,  furrier,  6  persons ;  3rd  story,  interior  decorator, 
10  persons ;  4th  story,  2  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st  story 
to  the  4th  story  with  iron  ladder  to  scuttle  in  the  roof,  en¬ 
closed  in  the  1st  and  2nd  stories  with  wood  stud,  lath  and 
plaster  partitions,  and  unenclosed  above ;  a  fire  escape  on 
the  rear  of  the  building  with  gooseneck  ladder  to  roof, 
drop  ladder  to  extension  roof  and  thence  to  adjoining  yard 
with  fireproof  self-closing  windows  along  the  course  of  the 
fire  escape ;  and 

Whereas,  the  board  of  review  on  March  13,  1919,  adopt¬ 
ed  a  resolution  reading:  “Resolved,  that  enforcement  of 
Item  2  of  Photo  No.  2173  can  be  withheld  pending  change 
in  occupancy  conditions” ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  March  13,  1919,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  so  long  as 
conditions  remain  unchanged. 


1712-21-S. 

PETITIONER — A.  F.  Supeau,  for  Caroline  De  Rosa, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 80  West  Houston  street,  Man- 
,  hattan. 

APPEARANCES— 

For  Petitioner :  E.  F.  Hammel  and  A.  F.  Supeau. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  . . ' .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney 

and  Deputy  Fire  Commissioner  Hannon..  4 

THE  RESOLUTION: 

(1712-21-S) 

Whereas,  A.  F.  Supeau,  part  owner,  filed,  Dec.  30th, 
1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  80  West  Houston  street,  Manhattan;  and 


Whereas,  the  order  of  the  fire  commissioner,  No.  29035- 
LD,  dated  Dec.  10,  1921,  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  *  *  *. 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are:  No  60  degree  connecting  stairway  between  bal¬ 
conies.  No  stairway  from  top  balcony  to  roof.  No 
stairway  from  lowest  balcony  to  ground.  No  passage¬ 
way  from  termination  of  fire  escape  to  street.  No  hand¬ 
rails  on  balcony  openings.  Windows  on  course  not  fire¬ 
proof,  not  self-closing. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law. 

“3.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  at  east 
side  of  building  to  the  street,  said  passageway  to  have 
a  width  of  not  less  than  the  width  of  the  stairway,  as 
per  section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
21  ft.  x  68  ft.  in  area  in  the  1st  story  and  21  ft.  x  65  ft. 
in  area  above;  occupied,  macaroni  manufacture,  cellar  and 
1st  story,  4  persons ;  2nd  story,  macaroni  factory,  5  persons ; 
3rd,  4th  and  5th  stories,  macaroni  drying  rooms,  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  5th  story  with  double  rung  ladder  lead¬ 
ing  to  scuttle  in  the  roof,  enclosed  in  wood  partitions  with 
wood  and  glass  doors  at  the  openings  and  a  fire  escape  on 
the  rear  of  the  building  with  balconies  connected  by  70  de¬ 
gree  stairs  with  egress  across  roof  of  adjoining  extension  in 
the  2nd  story  and  balcony  and  drop  ladder  to  yard  at  the 
cellar  level  with  egress  from  this  yard  through  cellar  or 
1st  story;  and 

Whereas,  appellant  contends  that  in  view  of  the  small  oc¬ 
cupancy  the  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  the  petition  be  and  hereby  is  granted,  on 
condition  that  a  goose-neck  ladder  be  provided  from  the 
top  balcony  rear  fire  escape  to  the  roof  and  that  a  balcony  be 
provided  at  the  second  floor  connected  by  iron  steps  to  the 
extension  of  the  adjoining  property,  and  that  the  occu¬ 
pancy  be  limited  to  five  persons  above  and  including  the 
second  story. 


24-22-S. 

PETITIONER — Murray  Klein,  for  Max  Katz,  owner. 
SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 196-198  Seigel  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Murray  Klein. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  9 

Negative  .  0 


Absent:  Messrs.  Beatty,  Holland,  Kearney 

and  Deputy  Fire  Commissioner  Hannon..  4 
THE  RESOLUTION : 

(  24-22- S) 

Whereas,  Murray  Klein,  for  Max  Katz,  owner,  filed, 
January  7,  1922,  a  petition  with  the  board  of  standards  and 
appeals  for  variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  196-8  Seigel  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  29214- 
LD,  reads: 

“Arrange  the  fire  escapes  on  the  east  and  west  sides 
of  building  and  the  openings  leading  thereto  and  the 
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windows  opening  on  the  course  thereof  - 

“Note:  Among  the  defects  noted  on  these  fire  es¬ 
capes  are  the  following:  Windows  on  course  not  self¬ 
closing.  No  steps  to  sills  of  openings  to  balconies  not 
screened  to  a  height  of  4  ft.  6  in.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  6 
stories  in  height,  55  ft.  x  95  ft.  in  area,  occupied,  1st  story, 
2  persons;  2nd  story,  manufacturing  of  sweaters,  15  per¬ 
sons  ;  3rd  story,  manufacturing  of  clothing,  35  persons ; 
4th  story,  manufacturing  of  sweaters,  30  persons ;  5th  story, 
manufacturing  of  clothing,  35  persons;  6th  story,  manufac¬ 
turing  of  tape,  15  persons ;  the  means  of  egress  consisting  of 
an  interior  stairway  extending  from  the  1st  story  to  the 
roof,  enclosed  in  brick  partitions  with  fireproof  self  closing 
doors  at  the  openings,  a  fire  escape  in  each  of  the  easterly 
and  westerly  courts,  consisting  of  balconies  and  45  degree 
stairs  with  gooseneck  ladder  to  roof  and  egress  from  court 
through  fireproof  passage  to  street  in  the  1st  story  with 
fireproof  windows  along  the  course  of  the  fire  escape  and 

Whereas,  petitioner  proposes  to  make  the  windows  self¬ 
closing  and  to  provide  steps  to  sills  of  openings  and  re¬ 
quests  to  be  relieved  of  increasing  the  heights  of  the  rail¬ 
ings  to  4  ft.  6  in.,  the  present  railings  being  2  ft.  10  in. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  a  handrail  54  inches  in  height  be  provided  on  the  con¬ 
necting  stairways  of  the  fire  escapes. 


46-22-S. 

PETITIONER— John  I.  Downey,  Inc. 

SUBJECT— Petition  from  variation  of  the  labor  law. 
PREMISES  AFFECTED— 19  West  26th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  J.  F.  Burrowes. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition,  ratifying 
action  of  the  board  of  review  of  the  fire  department. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  . 

Negative  . 

Absent:  Messrs.  Beatty,  Holland,  Kearney 

and  Deputy  Fire  Commissioner  Hannon.. 
THE  RESOLUTION : 

(46-22-S) 

Whereas,  John  I.  Downey,  Inc.,  for  Farmers  Loan  and 
Trust  Co.,  trustee,  filed,  Jan.  12,  1922,  a  petition  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  19  West  26th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29362- 
LD,  reads : 

“1.  Arrange  the  fire  escape  on  the  northeast  corner  of 
building  and  the  openings  leading  thereto  *  *  * 

“Note :  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Parapet  wall  not  cut  down  to  allow  free  passage 
to  roof.  No  passageway  from  termination  of  fire 
escape  to  street.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height,  25  ft.  x  98  ft.  9  in.  in  area  in  the  1st  story 
and  25  ft.  x  84  ft.  in  area  above ;  occupied,  1st  story,  store, 
3  persons;  2nd  story,  office,  3  persons;  3rd  story,  furrier, 
3  persons ;  4th  story,  furrier,  7  persons ;  5th  story,  furrier, 
8  persons  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof  enclosed 


in  lath  and  plaster  partitions  with  wood  doors  at  the  open¬ 
ings,  a  fire  escape  in  the  side  court  at  the  rear  of  the  build¬ 
ing,  consisting  of  balconies  connected  by  stairs  at  an  angle 
of  45  degrees,  with  fireproof  windows  along  the  course  of 
the  fire  escape  and  egress  from  court  through  1st  story  hall ; 
and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  on  Oct.  1,  1918,  adopted  the  follow¬ 
ing  resolution : 

“Resolved,  that  when  wire  lath  in  in.  of  plaster  is 
installed  on  the  stair  side  of  partition  and  doors  cov¬ 
ered  with  metal  and  made  self-closing  and  windows  on 
course  of  fire  escape  made  automatic  self-closing  the 
exit  through  the  main  hallway  can  be  considered  as  fur¬ 
nishing  the  proper  exit  from  the  fire  escape  and  Item  1 
of  order  No.  72987-LD  can  be  considered  as  being  suf¬ 
ficiently  complied  with.” ; 

and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  the  stipulations  set  forth  in  the  action  of  the  board  of 
review  of  the  fire  department  be  complied  with,  and  that 
the  parapet  wall  be  cut  down  to  the  roof  level  to  provide  an 
unobstructed  means  of  egress  from  the  fire  escape  balcony 
to  the  roof. 


1023-21-S. 

PETITIONER— Thomas  A.  Weatherly. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 602  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  James  Beha  and  J.  Bernstein. 
ACTION  OF  BOARD — Laid  over  to  Feb.  28,  1922,  at  2 
p.  m.,  on  request  of  petitioner’s  representative. 


349-17-S. 

PETITIONER — John  T.  Allan,  agent,  on  behalf  of  Mrs. 
A.  M.  Bowie,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  fire  commissioner. 

0  PREMISES  AFFECTED — 112  Front  street,  Brooklyn. 

,  APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Reopened.  Date  of  hearing  set  for  March  7,  1922, 
at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
and  Kerby,  Chief  Inspector  Bastress,  Super¬ 
intendents  Kleinert,  Reville,  Moore  and 


McDermott  .  8 

Negative  .  0 

Absent :  Messrs.  Beatty,  Holland,  Kearney, 

Fire  Chief  Kenlon  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 


1689-21-S. 

PETITIONER — Fischer  Bros.,  lessees. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 5-11  East  137th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Mar.  7,  1922,  at  2  p. 
m. 
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PETITIONER— James  N.  Murphy,  for  Patrick  Murphy, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 86  Walker  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Mar.  7,  1922,  at  2  p. 

m. 

2-2&-S 

PETITIONER — David  Schwartz,  for  Jerome  Realty  Co., 
owner. 

SUBJECT — ‘Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED- — 585-587  Fulton  street,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Feb.  28th,  1923,  at  2 
p.  m. 


42-22-S. 

PETITIONER— Maurice  Deutsch,  for  O.  B.  Potter  Trust 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 312-316  Broadway,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to-  March  7,  1922,  at  2 
p.  m. 


47-22-S. 

PETITIONER — Louis  A.  Sheinart,  for  Irwin  M.  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 475  Broadway,  48  Mercer 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Louis  A.  Sheinart. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition,  ratifying 
action  of  board  of  review  of  the  fire  department. 

CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Chief  Inspec¬ 
tor  Bastress,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott  .  9 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney  and 
Deputy  Fire  Commissioner  Hannon  .  4 


THE  RESOLUTION : 

(47-22-S) 

Whereas,  Louis  A.  Sheinart,  for  Irwin  M.  Realty  Corp., 
owner,  filed,  January  12,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  475  Broadway  and  48 
Mercer  street,  Manhattan,  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  27588- 
LD,  reads : 

“1.  Enclose  all  interior  stairways  serving  as  a  re¬ 
quired  means  of  exit,  and  the  landings,  platforms  and 
passageways  connecting  therewith  on  all  sides  with  par¬ 
titions  of  fire  resisting  material  extending  continu¬ 
ously  from  the  cellar  to  3  ft.  above  the  roof,  con¬ 
structed  as  per  section  271  of  the  Labor  Law  or 


carry  out  a  proper  alternative  method  of  complying 
with  the  requirements  of  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
8  stories  in  height,  26  ft.  5  in.  by  200  ft.  in  area;  occu¬ 
pied,  1st  story,  store;  2nd  story,  shirt  mfg.,  5  persons; 
3rd  story,  bead  sales  room,  20  persons ;  4th  story,  handker¬ 
chief  mfg.,  7  persons;  5-th  story,  clothing  mfg.,  25  per¬ 
sons  ;  6th  story,  stock  and  show  room,  10  persons ;  7th 
story,  knitting  mills,  50  persons.  8th  story,  vacant;  the 
means  of  egress  consisting  of  an  interior  stairway  at 
the  Broadway  front  and  an  interior  stairway  at  the  Mer¬ 
cer  street  front,  each  stairway  extending  from  the  1st 
story  to  the  roof  and  enclosed  in  terra  cotta  block  par¬ 
titions  with  fire  doors  at  the  openings ;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
on  Feb.  20,  1919,  accepted  the  present  stair  enclosure  with 
the  window  openings  leading  to  the  stair  hall  on  condi¬ 
tion  that  the  lights  of  glass  be  cut  up  so  they  would 
not  contain  more  than  360  square  inches  and  that  this 
work  was  completed  on  July  23,  1919,  and  the  owner  re¬ 
ceived  a  letter  from  the  fire  department  accepting  the  en¬ 
closure  as  satisfactory;  and 

Whereas,  the  board  deemed  that  the  action  of  the 
board  of  review  of  the  fire  department  of  Feb.  20,  1919, 
should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  the  petition  be  and  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  be  complied  with  and  that  use 
and  occupancy  remain  unchanged. 


48-22-S. 

PETITIONER — S.  B.  Eisendrath,  for  Knitwear  Mfg. 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 6-10  Stanwix  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  S.  B.  Eisendrath. 

For  -Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  8 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney,  Fire 
Chief  Kenlon  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  5 

THE  RESOLUTION: 

(48-22-S) 


Whereas,  S.  B.  Eisendrath,  for  Knitwear  Mfg.  Co., 
owner,  filed,  January  12,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  6-10  Stanwix  street, 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  28311- 
LD,  reads: 

“1.  Provide  an  additional  means  of  exit  from 
the  cellar,  said  exit  to  be  located  at  the  rear  of  build¬ 
ing  in  accordance  with  the  provisions  of  section  271 
of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  4 
stories  in  height,  99  ft.  by  100  ft.  in  area  in  the  1st 
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story  and  99  ft.  by  100  ft.  in  area  above ;  equipped  with 
a  sprinkler  system  and  a  fire  alarm  signal  system ;  occu¬ 
pied  for  the  manufacture  of  sweaters ;  1st  story,  offices 
and  shipping,  95  persons;  2nd  story,  factory,  75  persons. 
3rd  story,  75  persons ;  4th  story,  factory,  75  persons ;  the 
means  of  egress  consisting  of  two  interior  fireproof  stair¬ 
ways,  one  stairway  extending  from  the  cellar  to  the  roof ; 
the  other  stairway  extending  from  the  1st  story  to  the 
roof,  enclosed  in  reinforced  concrete  with  fire  doors  at 
the  openings ;  and 

Whereas,  the  petitioner  contends  that  a  portion  of  the 
cellar  is  unexcavated,  that  there  is  only  one  person  in 
the  cellar,  the  engineer  having  charge  of  the  boilers, 
which  are  located  near  the  stairway,  and  that  the  remainder 
of  the  cellar  is  used  for  storage. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  the  petition  be  and  hereby  is  granted  on 
condition  that  an  engineer’s  ladder  be  provided  with  exit 
to  street  on  the  Jefferson  street  side  through  a  window  pro¬ 
vided  with  hinged  sash. 


49-22-S. 

PETITIONER— Alexander  S.  Traub,  for  S.  Charles 
Welsh,  owner. 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 84-86  West  Broadway,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Alexander  S.  Traub. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — 'Granted  on  condition,  ratifying 
the  action  of  the  board  of  review  of  the  fire  de¬ 
partment. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  . .  •  •  •  8 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney,  Fire 
Chief  Kenlon  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  5 

THE  RESOLUTION : 

(49-22-S) 

Whereas,  Alexander  S.  Traub,  for  S.  Charles  Welsh, 
owner,  filed  January  12,  1922,  a  petition,  with  the  board 
of  standards  and  appeals  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  84-6  West  Broadway, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  28760- 

LD,  reads: 

“1.  Enclose  the  interior  stairway  at  east  side  cen¬ 
ter  of  building  serving  as  a  required  means  of  exit, 
and  the  landings,  platforms  and  passageways  con¬ 
necting  therewith  on  all  sides,  with  partitions  of  fire 
resisting  material  extending  continuously  from  the 
first  story  to  3  feet  above  the  roof,  constructed  as 
per  section  271  of  the  labor  law,  and  Sec.  272  of  the 
Labor  Law  or  carry  out  a  proper  alternative  method 
of  complying  with  the  requirements  of  Section  271 
of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  at  Warren  St.  side 
of  building  and  the  openings  leading  thereto  and 
the  windows  openings  on  the  course  thereof  so  that 
same  are  in  compliance  with  the  provisions  of  sec¬ 


tions  273  and  274  of  the  Labor  Law  and  the  rules 
of  the  Board  of  Standards  and  Appeals,  or  carry  out 
a  proper  alternative  method  of  complying  with  the 
requirements  of  section  271  of  the  Labor  Law.  SEE 
NOTE : 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are :  Doors  to  balconies  2  ft.  x  6  ft.  not  pro¬ 
vided.  Windows  on  course  not  fireproof  self-clos¬ 
ing.  No  counterbalanced  stairway  to  street.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construc¬ 
tion,  5  stories  in  height,  100  ft.  by  25  ft.  4)4  in.  and  50 
ft.  4)4  in.  irregular  in  area,  occupied,  1st  story,  store;  2nd 
story,  office,  5  persons.  3rd  story,  office  and  storage,  4 
persons;  4th  story,  office  and  storage,  2  persons ;  5th  story, 
pacifiers,  4. persons,  south  half  of  building;  also,  1st  story, 
store;  2nd  story,  office,  1  person;  3rd  story,  storage,  3 
persons;  4th  story,  metal  goods,  4  persons.  5th  story, 
water  coolers,  5  persons,  north  half  of  building;  the 
means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  story  to  the  roof,  enclosed  in  brick, 
terra  cotta  and  wood  partitions  with  wood  and  fireproof 
doors  at  the  openings,  and  a  party  wall  fire  escape  on 
the  Warren  street  front  connecting  with  the  building 
adjoining  at  No.  70  Warren  street,  a  fire  escape  in  the 
rear  court  connecting  Nos.  86  and  70  Warren  street,  an 
opening  in  the  division  wall  between  84  and  86,  protected 
by  fire  doors  in  each  story;  and 

Whereas,  the  petitioner  contends  that  on  July  18,  1919, 
the  fire  department  issued  a  similar  order  calling  for 
provision  of  counterbalanced  stairway  to  street,  and  the 
board  of  review  at  a  meeting  held  on  December  16, 
1919,  waived  this  requirement;  and 

Whereas,  the  board  deemed  that  the  action  of  the 
board  of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  the  stipulations  set  forth  in  the  action  of  the 
board  of  review  be  complied  with,  and  on  condition  as 
to  item  No.  1  that  the  occupancy  be  limited  to  25  per¬ 
sons  above  the  first  story. 


55-22-S. 

PETITIONER — F.  P.  Keniston,  for  Samuel  Blecher, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 18  Division  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  8 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney,  Fire 
Chief  Kenlon  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  5 


THE  RESOLUTION: 

(55-22-S) 

Whereas,  F.  P.  Keniston,  for  Samuel  Blecher,  owner, 
filed,  Jan.  13;  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  18  Division  street,  Manhattan; 
and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  29377- 
LD,  reads : 

“1.  Provide  a  counterbalanced  stairway  from  the 
lowest  balcony  to  fire  escape  at  front  of  building 

to  the  street  as  per  sec.  274  of  the  Labor  Law. 

“2.  Provide  an  additional  means  of  exit  from 

the  1st  story,  said  exit  to  be  located  at  the  rear  of 
building,  sec.  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  13  ft.  by  110  ft.  in  area  in  the  1st 

story  and  13  ft.  by  50  ft.  in  area  above,  occupied  in  the 

1st  story  as  stores,  3  persons ;  2nd  and  3rd  stories,  stock- 
rooms,  no  persons ;  4th  story,  mfg.  cloaks  and  suits,  6 
persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  en- 
closed  in  lath  and  plaster  partitions  with  wood  doors  at 
the  openings,  a  party  wall  fire  escape  on  the  front  of 
the  building,  connecting  with  building  adjoining  with  fire¬ 
proof  doors  and  windows  along  the  course  of  the  fire 
escape;  and 

Whereas,  petitioner  contends  that  the  width  of  the 
building  prevents  the  provision  of  a  counterbalanced  stair¬ 
way  as  also  does  the  height  of  the  2nd  story  balcony, 
which  is  13  ft.  from  the  ground,  and  as  to  the  means  of 
egress  from  the  rear  of  the  1st  story,  there  is  only  one 
person  employed  and  there  is  a  small  window  on  the  rear 
west  side. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  the  petition  be  and  hereby  is  granted  on 
condition  that  a  drop  ladder  in  guides  be  provided  on  the 
front  fire  escape  and  that  the  occupancy  of  the  extension 
1st  story  be  limited  to  one  person. 


78-22-S. 

PETITIONER — Egan  &  Hausman,  owners. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  bureau  of  buildings. 

PREMISES  AFFECTED— Southeast  corner  Bodine  and 
Hamilton  streets,  Long  Island  City,  Queens. 

APPEARANCES— 

For  Petitioner:  Walter  C.  Sheppard. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  . 8 

Absent:  Messrs.  Beatty,  Holland,  Kearney,  Fire 
Chief  Kenlon  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  5 


THE  RESOLUTION : 

(78-22-S) 

Whereas,  Egan  &  Hausman,  owners,  filed,  Jan.  18,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  a  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  southeast  corner  of  Bodine  and  Hamilton 
streets,  Long  Island  City,  Queens;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  in  acting  on  N.  B.  Application  No.  12910-21, 
reads : 

“1.  Provide  two  means  of  exit  from  the  2nd  floor 
as  required  by  sec.  79-A  of  the  Labor  Law.”; 

and 


Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  concrete,  with  floors  of  3  in.  planks,  laid  on  steel 
girders,  2  stories  in  height,  49  ft.  4)4  in.  by  92  ft.  3  in., 
irregular,  to  be  occupied  for  light  manufacturing,  6  persons 
per  story,  the  means  of  egress  to  consist  of  one  interior 
stairway  on  the  northeast  corner  of  the  building  extend¬ 
ing  from  the  1st  story  to  the  roof,  enclosed  in  reinforced 
concrete  with  tin  clad  fire  doors  at  the  openings ;  and 
Whereas,  the  petitioner  contends  that  the  means  of 
egress  are  adequate  for  the  occupancy. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  petition  be 
and  it  hereby  is  denied. 


79-22-S 

PETITIONER — Robert  Teichman,  for  Charles  W.  Ams, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 52  East  4th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Robert  Teichman. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  8 

Negative  . 0 

Absent:  Messrs.  Beatty,  Holland,  Kearney,  Fire 
Chief  Kenlon  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  i 


THE  RESOLUTION : 

(79-22-S) 

Whereas,  Robert  Teichman,  for  Farmers  Loan  and 
Trust  Co.,  agent  for  Charles  W.  Arns,  owner,  filed,  Jan. 
19,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  52  East  4th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29677- 
LD,  dated  Jan.  3,  1922,  reads: 

“1.  Enclose  the  interior  stairway  at  the  east  side 
of  building,  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connected 
therewith  on  all  sides  with  partitions  of  approved  fire 
resisting  material.  *  *  * 

“2.  Arrange  the  fire  escape  on  the  front  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  section  273 
and  274  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  section  271  of  the  Labor  Law. 

“NOTE :  Among  the  defects  noted  are : 

“Doors  to  balconies  2  ft.  x  6  ft.  not  provided.  Win¬ 
dows  on  course  not  fireproof,  self-closing.  No  coun¬ 
terbalanced  stairway  to  street.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  and  basement  in  height,  19  ft.  6  in.  by  54  ft.  in 
area  in  the  1st  story  and  19  ft.  6  in.  by  41  ft.  8  in.  in 
area  above;  occupied,  basement,  restaurant,  3  persons;  1st 
story,  tailor,  3  persons;  2nd  story,  hat  factory,  6  persons; 
3rd  story,  dress  lining  factory,  8  persons;  4th  story,  hat 
frame  factory,  5  persons;  the  means  of  egress  consist¬ 
ing  of  an  interior  stairway  extending  from  the  basement 
to  the  4th  story  enclosed  in  wood  stud  lath  and  plaster 
partitions  with  wood  doors  at  the  openings,  a  fire  escape 
on  the  front  of  the  building,  with  drop  ladder  to  street 
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and  non-fireproof  windows  along  the  course  of  the  fire 
escape ;  and 

Whereas,  the  petitioner  contends  that  the  means  of 
egress  are  adequate  for  the  number  of  occupants  and  that 
there  will  not  be  more  than  20  persons  above  the  1st 
story  at  any  one  time  and  that  there  will  be  no  hazardous 
business  in  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  rnaIPe  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  item  No.  1  on  condition  that  the  occupancy  shall  not 
exceed  25  persons,  and  as  to  item  No.  2  on  condition 
that  the  opening  to  the  4th  story  balcony  ibe  provided 
with  casement  sash  and  that  the  openings  to  the  2nd 
and  3rd  story  balconies  be  provided  with  fireproof  frames 
and  casement  sash  and  that  a  counterbalanced  drop  ladder 
in  guides  be  provided  on  the  front  fire,  escape. 


84-22-S. 

PETITIONER — Charles  P.  Cannella,  for  Leonardo 
Ausilio,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED — 42  Meeker  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Charles  P.  Cannella. 

ACTION  OF  BOARD— Granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  8 

Negative  . <. .  0 


Absent:  Messrs.  Beatty,  Holland,  Kearney,  Fire 
Chief  Kenlon  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  5 

THE  RESOLUTION: 

(84-22-S) 

Whereas,  Charles  P.  Cannella,  architect  for  Leonardo 
Ausilio,  owner,  filed,  Jan.  29,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  health  commissioner,  affecting  premises  42  Meeker  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  health  commissioner  reads: 

“This  is  to  advise  you  that  application  for  a  sani¬ 
tary  certificate  to  conduct  a  cellar  bakery  at  42  Meeker 
Avenue,  Borough  of  Brooklyn,  was  denied  at  a  Board 
meeting  of  the  Health  Department  Jan.  27,  1921,  for 
the  reason  that  no  certificate  of  exemption  had  been 
issued  therefor.”. 

and 

Whereas,  the  building  is  of  frame  construction,  2  stories 
in  height,  20  ft.  6  in.  by  55  ft.  in  area  in  the  1st  story, 
occupied  in  the  front  portion  of  cellar  as  bakery  shop,  the 
rear  as  public  cellar,  store  and  dwelling  for  two  families 
above;  the  height  of  the  bakery1  from  floor  to  ceiling  be¬ 
ing  8  ft.,  the  ceiling  being  16  ft.  above  the  curb  level, 
the  means  of  ventilation  consisting  of  a  window  S'  ft.  9  in. 
by  1  ft.  8  in.  over  the  oven  and  two  windows  3  ft.  8  in. 
by  3  ft.  8  in.  and  one  window  2  ft.  by  3  ft.  8  in.  opening 
to  areas  by  side  of  building;  and 

Whereas,  the  petitioner  contends  that  the  building  and 
oven  were  erected  in  1886  and  that  the  cellar  has  been 
occupied  as  a  bakery  since  the  time  of  its  erection. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted. 


1176-21-S. 

PETITIONER — Harold  Birkmire,  for  D.  A.  Schulte  Co., 
owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 


PREMISES  AFFECTED — 113  Park  Row,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Harold  Birkmire. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Dismissed  for  improper  presen¬ 


tation. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Chief  Inspector  Bastress,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  8 

Negative .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney, 

Fire  Chief  Kenlon  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 

THE  RESOLUTION : 

(1176-21-S) 


Whereas,  Harold  Birkmire  for  D.  A.  Schulte  Co.,  own¬ 
er,  filed,  February  1,  1922,  a  petition  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  order  of  the  fire  commissioner, 
affecting  premises  113  Park  Row,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
16088-LD,  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  16.10  ft.  by  52.4  ft.,  irregular  in  area,  occupied,  1st 
story,  store,  4  persons ;  2nd  story,  stockroom ;  3rd  story, 
printing,  3  persons ;  4th  story,  printing,  3  persons ;  5th  story, 
book  binding,  3  persons ;  the  means  of  egress  consisting  of 
an  interior  stairway  extending  from  1st  story  to  5th  story 
with  3x7  fireproof  self-closing  door  opening  from  5th 
story  to  roof  of  adjoining  4  story  building,  a  fire  escape  on 
the  front  of  the  building  with  fireproof  windows  along 
course;  and 

Whereas,  this  petition  was  not  properly  presented  to  the 
board. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  improper  presentation. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
183-22-S. 


PETITIONER — Petroleum  Heat  and  Power  Company. 
SUBJECT — Approval  of  “Steamoil”  burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Approved  report  of  committee. 
Approved  “Steamoil”  burner. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kerby,  Chief  Inspector  Bastress,  Su¬ 
perintendents  Reville,  Kleinert,  Moore  and 

McDermott  .  8 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Kearney 

Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon  . 5 

THE  RESOLUTION : 


(183-22-S) 

Whereas,  the  Petroleum  Heat  and  Power  Co.,  filed,  Feb. 
2,  1922,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  “Steam-Oil  Burner” ; 
and 

Whereas,  a  committee  of  the  board  visited  the  premises 
Ritz-Carlton  Hotel,  Madison  avenue,  46th  to  47th  street  and 
inspected  this  device  in  operation ;  and 

Whereas,  the  committee  recommends  the  approval  of 
this  device  for  fuel  oil  burning  installations  for  Grade  A 
fuel  oil  combustion. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  Steam-Oil  Burner  for 
use  in  fuel  oil  burning  installations'. 
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Resolved,  further,  that  a  certified  copy  of  the  design  and 
detailed  drawing  of  the  burner  as  approved  by  this  board 
shall  be  filed  with  the  fire  commissioner. 


PETITIONER— Petroleum  Heat  and  Power  Company. 
SUB  TECT— Approval  of  Worthington  Steam  Pumps. 
APPEARANCES— None. 

ACTION  OF  BOARD— Approved  report  of  committee. 
Approved  Worthington  Steam  Pump.  « 


THE  VOTE—  ,,  _  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kerby,  Chief  Inspector  Bastress,  Su¬ 
perintendents  Reville,  Kleinert,  Moore  and 

McDermott  .  ® 

Negative  . 

Absent:  Messrs.  Beatty,  Holland,  Kearney,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon  .  5 


0 


THE  RESOLUTION : 

(184-22-S) 

Whereas,  Petroleum  Heat  &  Power  Co.,  filed,  Fob.  4, 
19:22,  a  petition,  with  the  board  of  standards  and  appeals, 
for  approval  of  their  device  known  as  Worthington  Duplex 
Double-Acting  Steam  Pump;  and 
Whereas,  a  committee  of  the  board  visited  the  premises 
Ritz-Carlton  Hotel,  Madison  avenue,  46th  to  47th  streets, 
and  inspected  this  device  in  operation ;  and 

Whereas,  the  committee  recommends  the  approval  of  the 
Worthington  Duplex  Double-Acting  Steam  Pump  for  use 
in  fuel  oil  burning  installations. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  Worthington  Duplex 
Double-Acting  Steam  Pump  for  use  in  fuel  oil  burning 
installations. 


Adjourned  at  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARINGS 

RECOMMENDATION  TO  THE  BOARD  F0R  AMENDMENTS  T0  THE  C0DE 


(Cal.  No.  280-22- S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at 
a  special  meeting  on  Friday,  March  10,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building. 

Proposed  Amendments  to  Article  25,  Chapter  5,  Code  of 
Ordinances,  New  York. 

New  matter  in  italics.  Matter  to  be  omitted  in  paren¬ 
thesis  (  ). 

524.  Fire-extinguishing  appliances.  In  every  building 
described  in  Section  520  of  this  Article  and  not  now  pro¬ 
vided  with  a  standpipe  fire  extinguishing  equipment  used 
exclusively  for  the  exhibition  of  Motion  Pictures  and 
which — 

(a)  Have  no  stage,  scenery  or  dressing-room. 

(b)  Have  a  total  auditorium  floor  area,  exclusive  of 
lobby  rest-rooms,  office  and  smoking  rooms  of  not  more 
than  15,000  square  feet. 

(c)  Have  no  other  occupancy  or  occupancies  on  the 
same  plot  which  occupancies  exceed  10  per  cent  of  the 
total  area  of  the  building. 

(d)  Have  all  seats  on  the  grade  floor,  seats  banked  to 
a  horizontal  depth  of  more  than  20  feet  and  a  gradient 
of  more  than  one  foot  and  tzvelve  feet  shall  not  be  con¬ 
sidered  as  on  the  grade  floor. 

There  shall  be  provided : 

1.  HOSE.  A  proper  and  sufficient  quantity  of  two  and 
one-half  inch  hose  (not  less  than  100  ft.  in  length),  fitted 
with  regulation  couplings  of  the  Fire  ’Department  and  with 
nozzles  attached  thereto,  and  with  a  hosq  spanner  (span¬ 
ners)  at  each  outlet,  shall  always  be  kept  attached  to 
each  hose  outlet  valve  (attachment)  as  the  Fire  Commis¬ 
sioner  may  direct. 

2.  SPRINKLER  SYSTEM.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible  plugs,  ap¬ 
proved  by  the  (Superintendent  of  Buildings)  Fire  Com¬ 
missioner  as  conforming  to  the  provisions  of  Rules  gov¬ 
erning  sprinkler  installations,  supplied  with  water  from 
a  tank  located  on  the  roof  over  the  stage  and  not  con¬ 
nected  in  any  manner  with  standpipes,  shall  be  placed 
on  each  side  of  the  proscenium  opening  and  on  the  ceil¬ 
ing  or  roof  over  the  stage  at  such  intervals  as  will  pro¬ 
tect  every  square  foot  of  stage  surface  when  sprinklers 
are  in  operation.  Automatic  sprinklers  shall  also)  be 
placed,  wherever  practicable,  in  the  dressing  rooms,  unQer 
the  stage  and  in  the  carpenter  shop,  paint  rooms,  store¬ 
rooms  and  property  rooms. 


3.  STANDPIPES.  Standpipes  4  inches  in  diameter 
shall  be  provided  with  hose  attachments  on  every  floor 
and  gallery  as  follows,  namely:  One  on  each  side  of  the 
auditorium  in  each  tier,  also  one  in  each  mezzanine,  also 
on  each  side  of  the  stage  in  each  tier,  one !  in  each  tier  of 
dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop,  if  same  be  contiguous  to 
the  building.  All  such  standpipes  shall  he  kept  clear 
from  obstructions.  Said  standpipes  shall  be  separate  and 
distinct  receiving  their  supply  of  water  direct  from  a  grav¬ 
ity  tank  above  the  roof  and  from  the  power  pump  or 
pumps,  and  shall  be  fitted  with  regulations  couplings  of 
the  Fire  Department,  and  shall  be  kept  constantly  filled 
with  water  by  means  of  an  automatic  power  pump  or 
pumps,  of  sufficient  capacity  (to  supply  all  the  lines  of  hose 
when  operated  simultaneously)  as  prescribed  in  Rules  of 
the  Board  of  Standards  and  Appeals,  and  said  pump  or 
pumps  shall  be  supplied  from  the  street  main  and  be  ready 
for  immediate  use  at  all  times  (during  any  performance 
in  said  building),  except  that  any  theatre  building  used 
exclusively  for  the  exhibition  of  motion  pictures  and  hav¬ 
ing  no  stage,  dressing  rooms  or  scenery  and  having  not 
more  than  one  balcony  shall  not  be  required  to  have  power 
pump  or  pumps  unless  required  to  fill  the  standpipe  sup¬ 
ply  tank  as  prescribed  in  Rules  of  the  Board  of  Standards 
and  Appeals.  In  addition  to  the  requirements  contained 
in  •  this  Section  the  standpipe  shall  also  conform  to  the 
requirements  contained  in  Section  581  of  this  Chapter. 
Buildings  having  not  more  than  one  balcony  and  haying 
no  stage,  dressing  rooms  or  scenery  and  used  exclusively 
for  the  exhibition  of  motion  pictures,  shall  not  be  required 
to  provide  a  gravity  tank  supply  for  standpipe  fire  lines 
when  there  is  a  four  inch  direct  connection  of  the  stand¬ 
pipe  equipment  to  a  city  water  main,  fed  two  ways  or 
one  connection  on  each  of  two  street  fronts  each  main  so 
fed  that  the  shitting  off  of  the  supply  of  one  main  will 
not  interfere  with  the  supply  of  the  other  main,  and  hav¬ 
ing  sufficient  pressure  to  maintain  a  minimum  of  twenty- 
five  (25)  pounds  per  square  inch  static  pressure  at  the 
highest  outlet,  provided  evidence  is  submitted  establish¬ 
ing  the  fact  that  main  conditions  are  as  required. 

526.  LIGHTS.  1.  Adequacy.  Every  portion  of  the 
building  devoted  to  the  uses  or  accommodations  of  the  pub¬ 
lic,  also  all  outlets  leading  to  the  streets  and  including  the 
open  courts  or  corridors,  shall  be  well  and  properly  lighted 
during  every  performance,  and  the  same  shall  remain 
lighted  until  the  entire  audience  has  left  the  premises. 
When  interior  gas  lights  are  not  lighted  by  electricity, 
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other  suitable  appliances  to  be  approved  by  the  Superin¬ 
tendent  of  Buildings  shall  be  provided.  All  the  electric 
wiring  connections,  fixtures  and  all  electric  appliances  in¬ 
stalled,  except  fire  alarm  system  and  electrical  installa¬ 
tions  that  are  used  in  connection  with  fire  extinguishing 
equipment  shall  he  approved  by  the  Department  of  Water 
Supply,  Gas  and  Electricity, 

527.  MEANS  EGRESS.  1.  Exits  to  streets.  Every 
theatre  accommodating  300  persons  shall  have  at  least  two 
exits;  when  accommodating  500  persons,  at  least  3  such 
exits  shall  be  provided;  these  exits  not  referring  to  or 
including  the  exits  to  the  open  court  at  the  side  of  the 
theatre.  Every  such  building  shall  have  one  or  more 
fronts  on  the  streets,  and  in  such  fronts  there  shall  be 
suitable  means  of  entrance  and  exit  for  the  audience,  aggre¬ 
gating  not  less  than  25  ft.  in  width.  The  entrance  of 
the  main  front  of  the  building  shall  be  not  on  a  higher 
level  from  the  sidewalk  than  four  steps,  unless  approved 
by  the  superintendent  of  buildings.  Each  exit  shall  be 
at  least  five  feet  in  width  in  the  clear  and  provided  with 
doors  of  iron  or  wood;  if  of  wood,  the  doors  shall  be 
constructed  as  hereinbefore  prescribed  in  this  Chapter. 
All  of  said  doors  shall  open  outwardly,  and  shall  be  fas¬ 
tened  with  (movable)  panic  bolts  which  will  open  when 
one  or  more  persons  press  against  inner  side  of  said  door. 
Ordinary  door  bolts  at  present  installed  and  approved  by 
the  authority  having  jurisdiction  need  not  be  removed  but 
(the)  such' bolts  (to)  shall  be  kept  drawn  during  per¬ 
formances. 

536.  USE  AND  OCCUPANCY.  3.  Location  restric¬ 
tions.  No  building  described  in  Section  520  of  this  Article 
shall  be  erected,  and  no  building  shall  be .  hereafter  convert¬ 
ed  or  altered  to  a  use  described  in  Section  520  of  this  Ar¬ 
ticle,  which  is: 

(a)  Within  twenty  (20)  feet  of  the  nearest  wall  of  a 
building  occupied  as  a  storage  garage. 

( b )  Within  twenty  (20)  feet  of  a  gasoline  pump  and 
tank  system  station. 

( c )  Within  fifty  (50)  feet  of  the  nearest  wall  of  a  build¬ 
ing  in  which  volatile  inflammable  mixtures  are  manufac¬ 
tured  or  stored,  or  in  which  there  is  a  wholesale  drug  store 
or  a  drug  and  chemical  business,  or  in  which  there  is  op¬ 
erated  a  dry  cleaning  and  dyeing  establishment,  or  in  which 
there  is  manufacturing,  mixing  or  compounding  of  paints, 
varnishes  or  lacquers,  or  in  which  there  is  storage,  of  cal¬ 
cium  carbide  in  excess  of  six  hundred  pounds ,  or  in  which 
liquefied  chlorine  is  used  or  stored,  or  in  which  nitro  cellu¬ 
lose  products  in  a  quantity  of  one  hundred  pounds  or  more 
is  manufactured,  stored  or  sold,  or  in  which  inflammable 
motion  picture  films  in  excess  of  five  reels  or  aggregating 
more  than  five  thousand  feet  in  length,  are  manufactured, 
sold,  stored  or  used  except  that  films  in  excess  of  these 
quantities  and  for  the  current  day  projections  only  may  be 
permitted  in  theatres  unless  prohibited  by  provisions  of 
Chapter  10,  Code  of  Ordinances,  or  in  which  there  is  the 
manufacture,  distillation,  rectifying  or  storage  of  distilled 
liquors,  spirits  or  alcohol,  or  in  which  there  is  storage  of 
oils,  fat,  greases  or  soap  stock,  or  in  which  combustible  fibre 
or  material  as  defined  in  Paragraph  1,  Section  24,  Article  2, 
Chapter  12,  Code  of  Ordinances  is  stored  or  kept  on  hand  in 
quantities  in  excess  of  one  ton,  or  in  which  there  is  stored 
empty  wooden  packing  cases  or  barrels  in  a  quantity  occu¬ 
pying  a  space  greater  than  two  thousand  cubic  feet,  when 
the  occupancy  or  use  as  hereinbefore  listed  in  this  Section 
under  (a),  (b)  and  (c)  is  operating  under  a  permit  or  has 
been  operating  under  a  permit  from  the  Fire  Commissioner. 

All  required  courts  or  passageways  shall  be  considered  as 
a  portion  of  the  building  defined  in  Section  520  of  this  Ar¬ 
ticle.  The  provisions  of  this  sub-division  of  this  Section 
shall  not  apply  to  buildings  for  which  plans  were  filed  with 


the  administrative  authority  having  jurisdiction,  prior  to  the 
date  on  which  this  sub-division  becomes  effective. 

Proposed  Amendment  to  Section  492,  Chapter  5,  Code  of 
Ordinances,  New  York. 

492.  ENFORCEMENT  OF  ARTICLE.  The  Fire  Com¬ 
missioner  (Superintendent  of  Buildings)  may  at  any  time 
serve  a  written  or  printed  notice  upon  the  owner,  lessee  or 
manager  of  any  said  buildings,  directing  any  act  or  thing  to 
be  done  or  provided  in  or  about  said  buildings,  and  several 
appliances  therewith  connected,  such  as  halls,  doors,  stairs, 
windows,  seats,  aisles,  fire  walls,  fire  apparatus  and  fire- 
escapes,  as  he  may  deem  necessary. 


Proposed  Amendment  to  Article  28,  Section  581,  Code  of 
Ordinances,  New  York. 

581.  STANDPIPES.  1.  (When  required)  standpipes, 
constructed  and  installed  as  hereinafter  required  and  as 
prescribed  in  Rules  of  the  Board  of  Standards  and  Appeals 
shall  be  provided : 

a.  UNCHANGED. 

b.  UNCHANGED. 

c.  In  every  building  exceeding  ten  thousand  square  feet 

in  area,  except  in  buildings  specifically  exempted  in  Article 
25  of  this  Chapter  and  buildings  not  exceeding  fifteen  thou¬ 
sand  square  feet  in  area  and  occupied  solely  as  places  of 
religious  worship. 

d.  In  amusement  or  exhibition  parks  or  enclosures  when 
deemed  necessary  by  the  Fire  Commissioner  or  the  Board 
of  Standards  and  Appeals. 

e.  In  oil  storage  plants,  ship-yards,  and  other  industrial 
plants  of  an  area  in  excess  of  ten  thousand  square  feet. 

2.  UNCHANGED. 

3.  Number  and  Location.  The  number  of  standpipes  in 
any  building  shall  be  such  that  all  parts  of  each  story  are 
within  the  reach  of  at  least  one  stream  supplied  by  hose  not 
exceeding  one  hundred  feet  in  length. 

When  a  building  requiring  standpipes  faces  on  more  than 
one  street,  at  least  one  standpipe  shall  be  installed  for  each 
street  front,  provided  for  intersecting  street  fronts  one 
standpipe  shall  'be  sufficient  for  each  intersection,  when  all 
portions  of  each  area  may  be  reached  by  a  stream  from  not 
more  than  100  feet  of  hose.  So  far  as  practicable  stand¬ 
pipes  shall  be  placed  within  stair  enclosures  otherwise  they 
shall  be  as  near  the  stair  as  possible.  All  standpipes  shall 
extend  from  the  lower  story  to  and  above  the  roof,  except 
where  there  is  more  than  one  standpipe  riser,  when  every 
second  riser  shall  be  required  to  extend  through  the  roof, 
and  except  where  buildings  do  not  exceed  40  ft.  in  height 
and  have  a  standpipe  equipment  separate  and  distinct  from 
the  standpipe  equipment  of  a  plant  or  of  any  other  building 
when  no  riser  shall  be  required  to  extend  through  the  roof. 

4.  CONSTRUCTION.  All  standpipes  hereinafter  in¬ 
stalled  shall  be  constructed  as  prescribed  by  the  Rules  of  the 
(Fire  Commissioner)  Board  of  Standards  arid  Appeals  and 
shall  be  provided  with  such  outlets  and  equipped  with  such 
appliances  as  required  by  said  rules.  All  standpipes  shall 
extend  to  the  street  and  shall  be  provided  with  approved 
Siamese  connections.  When  there  is  more  than  one  stand¬ 
pipe  in  any  building  ail  shall  be  cross-connected  in  an  ap¬ 
proved  manner  below  the  side-walk  level  or  if  there  is  no 
cellar  they  shall  be  cross-connected  below  the  ceiling  of  the 
basement  or  lowest  story. 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  March  10,  1922,  at  2  p.  m.,  R 
oom  919,  Municipal  Building,  on  a  proposed  rule  governing 
fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 
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PROGRESS  REPORT 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and'  of  the  further  publication 
of  the  calendars  in  The  Recotd  and  Guide  and  in  various 
newspapers.  . 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

appear.  . 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  .an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 


My  subscription  is  to  begin  with  the  issue  for 


1922. 


206 


1 

BULLETIN 

OF  THE 

BOARD  OF  STANDARDS  AND 

CITY  OF  NEW  YORK 


UNIVERSITY  OF  ILLINOIS  LIBRARY 

MAR  11  1922 

APPEALS 


Imu*<1  under  authority  ef  Sec.  718  ef  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  191«, 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  Room  914,  Municipal  Building,  New  York  City. 


Vol  VII 


Subscription 
$2.50  a  year 


MARCH  7,  1922  Single  Copies,  5  cents  No.  10 

7  By  mail,  7  cents 


DIRECTORY 


BOARD  OF  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerry  Fire  Chief  John  Kenlon 


BOARD  OF  STANDARDS  AND  APPEALS. 
William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  . , . Fire  Commissioner 

Charles  Brady  . . . . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt .  of  Buildings,  Brooklyn 

John  W.  Moore . Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  »  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  February 
28,  1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 

peals,  February  28,  1922. 

Notice  of  Public  Hearings. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if 

any,  and  will  be  called  in  Room  919,  on  Tuesday,  March 

7,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  14,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

#  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cases  Filed,  Week  Ending  March  2nd ,  1922. 


Cal.  No.  Department  Order  N o. 

319-22-A . F.D . F  30074 

3 18-22- A . F.D . F  28944 

31'7-22-A . F.D . LC  70299 

316-22-A . F.D . C  69807 

315-22-S . F.D . Appliance 

314-22-BZ . F.D . F  30932-30933 

313-22-BZ . B.B.Bx . . . NB  2556-1921 

312-22-S . F.D . LD  32159 

311-22-BZ . F.D . C  11249 

310-22-S . F.D . LD  32235 

309-22-S . F.D . . Appliance 

308-22-S . F.D . Appliance 

307-22-S . F.D . LD  29372 

306-22-S . B.B.M . .  .Alt.  3431-1920 

305-22-S . F.D . LD  31993 

304-22-S . F.D . LD  28249 

303-22-S . F.D . . . LD  32135 

3 02-22- S . F.D . LD  32151 

301-22-BZ . B.B.B . NB  1439-1922 

300-22-S . F.D . .....LD  32208 

299-22- S. . . F.D . C  70153 

298-22-BZ . B.B.Bx . NB  286-1922 

297-22-BZ . F.D . F  31039 

296-22-;S . F.D . LD  31834 

295-22-IBZ . B.B.Q . NB  1039-1922 

294-22-S . F.D . LD  31752 

293-22- A . F.D . F  28912 

292-22-A . F.D . F  30751 

291-22-S . F.D . LD  31996-31997 


290-22-S . 

. LD  31450 

289-22-S . 

. B.B.M. 

...Alt.  224-1922 

288-22-S . . 

. LD  31820 

287-22-A . 

286-22-A . 

. F.D.  . 

..Alt.  1378-1921 

285-22-S . 

. LD  31340 

284-22-S . 

. LD  32144 

283-22- A . 

. F.D.  . 

. ..F  30414-30948 

282-22-A . 

. B.B.M. 

i 

.  ...NB  214-1921 

281-22-S . 

. F.D.  .. 

Prop.  Rules 

“Standpipe,”  etc. 

280-22-S . 

. F.D.  .. 

.  Prop.  Amendment  to  Code. 

279-22- A . 

. F.D.  . 

.  LC  10137 

278-22-S . 

. H.D.  . 

277-22-S . 

. F.D.  .. 

.Photo  No.  1626 

276-22-S . 

. LD  30944 

275-22-A . 

. F.D.  . 

. NB  52-1922 

274-22- A . 

. F.D.  . 

.  C  11248 

1  7) 

273-22-S . 

. F.D.  . 

. LD  29120 

272-22-BZ.. . . 

. B.B.Q. 

.  NB  9048-21 

271-22-A _ 

. F.D. 

. LC  11276 

270-22-S . 

. LD  28911 

1159-21-S - 

Restored 

t 

to  Calendar. 

. LD  4716 

1176-21-S. . . . 

. LD  16086 

1067-21-BZ. . . 

...Alt.  1721-1921 

1149-21-BZ . . . 

. LC  66837 

F.D . 

H  D  . 

CODE. 

B.B.B . 

B.B.M . 

B.B.Q . 

B.B.R . 

B.B.Bx . 

T.H . 
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CALENDAR 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  March  7,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

154S-21-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Win.  C.  Tobey, 
owner. 

PREMISES — 234  West  61st  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop. 

60-22-BZ. 

APPLICANT — Jas.  Whitford,  for  Charles  A.  Wiegand, 
owner. 

PREMISES — 1864  Clove  avenue,  Richmond. 

TO  PERMIT  in  a  business  district  the  extension  in  area  to 
existing  garage. 

71-22-BZ. 

APPLICANT — Robert  J.  Reiiey,  for  Fordham  University, 
owner. 

PREMISES — Northwest  corner  Fordham  Road  and  Bath¬ 
gate  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  build¬ 
ing. 

142-21-BZ. 

APPLICANT — Joseph  S.  Byrne,  for  Chas.  Roisello,  owner. 

PREMISES — 1963-1965  East  18th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  height 
of  an  existing  factory. 

1068-21-BZ. 

APPLICANT — Meszaros  &  Bernard,  applicants  and  own¬ 
ers. 

PREMISES — 41-43  Astoria  avenue,  northeast  corner  Pope 
street,  Queens. 

TO  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  store  room  building  into  a  repair  shop. 

1449-21-BZ. 

APPLICANT— Henry  J.  Schnackeuberg,  applicant  and 
owner. 

PREMISES — 69  Ferguson  street,  Corona,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 

garage. 


BOARD  OF  APPEALS. 

Tuesday,  March  7,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

36-22-A — 126-132  West  46th  street,  Manhattan. 

1679-21-A — 6-8  Fletcher  street,  Manhattan. 

1365-21-A — 248-264  North  8th  street,  Brooklyn. 

1383-21-A — 304  West  54th  street,  Manhattan. 

19-22-A — 293  West  4th  street,  48  Bank  street,  Manhattan. 
77-22- A — 23  East  56th  street,  Manhattan. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street.  The  Bronx. 

1539-21-A — 12  West  50th  street,  Manhattan. 

1253-21-A — West  side  Spuyten  Duyvil  Parkway,  10.5  feet 
south  of  Broadway,  The  Bronx. 
1362-21-A— 144-146  West  57th  street,  139-153  West  56th 
street,  Manhattan. 

1645-21-A — 2333  Beaumont  avenue,  The  Bronx. 

1700-21-A — 413-415  East  109th  street,  Manhattan. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

51-22-A — 1-5  Justice  street,  Queens. 

96-22-A — 52  East  4th  street,  Manhattan. 

104- 22-A — 416-418  Marcy  avenue,  Brooklyn. 

105- 22-A — 47  Church  street,  Manhattan. 

116-22-A — 3606  Park  avenue,  The  Bronx. 


126-22-A — 720-730  Washington  avenue,  Brooklyn. 

135-22-A — 882  Sedgwick  street,  Queens. 

138-22-A — 189-191  West  9th  street,  Brooklyn. 

149-22-A — 320  Concord  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GTVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  7,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  1611-21-BZ — Application,  December  9,  1921,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  F.  Hammel,  architect,  on  behalf 
of  Bruce  G.  Blackmar,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
in  area  to  existing  garage  for  four  ad¬ 
ditional  cars ;  premises  317  Ovington 
avenue,  Brooklyn. 

cal,  no.  1177-18-BZ — Application,  June  4,  1918,  under  the 
building  zone  resolution,  of  Gilbert  I. 
Prowler,  architect,  for  an  extension  of 
time  to  permit  the  construction  of  a 
building  previously  granted;  premises 
702-704  Sixth  avenue,  corner  22nd 
street,  Brooklyn. 

cal.  no.  1369-21-BZ — Application,  January  20,  1922,  under 
the  building  zone  resolution,  of  Otto 
Reissmann,  architect,  on  behalf  of 
Louis  Blau  &  Sons,  Inc.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  an  unrestricted  district  the 
erection  of  a  one  story  dry  cleaning 
and  dyeing  establishment;  premises 
647  East  9th  street,  Manhattan. 
cal.  no.  1674-21-BZ — Application,  December  22,  1921,  under 
the  building  zone  resolution,  of  De 
Pace  &  Juster,  architects,  on  behalf  of 
Highbridge  Building  Co.,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  store  and  business 
building;  premises  northeast  comer 
Burnside  avenue  and  Creston  avenue, 
The  Bronx. 

cal.  no.  1655-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Es¬ 
tate  of  Max  Freund,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
business  district  the  erection  of  a  two 
story  public  garage;  premises  2469- 
2471  Amsterdam  avenue,  Manhattan. 
cal.  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Wm.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
ears;  premises  7825  87th  road,  Queens. 
cal.  no.  1540-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar  Wm. 
Swift,  attorney,  on  behalf  of  Fred  G. 
Scholl  &  Elise  Scholl,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars;  prem¬ 
ises  7826  87th  Road,  Queens. 

CAL.  no.  1675-21-BZ — Application,  December  22,  1921,  under 
the  building  zone  resolution,  of  De 
Pace  &  Juster,  architects,  on  behalf  of 
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Kemp  Jones  Realty  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  store  and  business 
building;  premises  east  side  Creston 
avenue,  between  Tremont  avenue  and 
178th  street,  The  Bronx. 

cal.  no.  1444-21-BZ— Application,  November  23,  1921,  under 
the  building  zone  resolution,  ol  Hlj 
and  Hamann,  architects,  on  behalf  of 
Patrick  McTieman,  owner,  to  permit 
in  a  residence  district  the  erection  of  a 
public  garage ;  premises  719-723  Lin¬ 
coln  Place,  Brooklyn. 

ho.  1148-21-BZ — Application,  October  6,  1921,  under 
the  building  zone  resolution,  of  H.  A. 
Morse,  applicant,  on  behalf  of  Grace 
C.  Morse,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  five  motor  vehicles;  prem¬ 
ises  857  East  19th  street,  Brooklyn. 


cal.  no.  1312-21-BZ — 'Application,  November  7,  1921,  under 
the  building  zone  resolution,  of  A.  R. 
Richardson,  architect,  on  behalf  of 
Empire  State  Dairy  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  extension 
in  area  to  existing  public  garage ; 
premises  107  Lincoln  street,  Queens. 

cal  xo.  1442-21-BZ— Application,  November  22,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  consulting  engineer,  on 
behalf  of  Anthony  Schorr,  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  five  car  garage ;  premises 
3  Koerner  street,  Queens. 


CAL.  NO. 


CAL  NO. 


1682-21-BZ — Application,  December  23,  1921,  under 
the  building  zone  resolution,  of  C.  B. 
Meyers,  architect,  on  behalf  of  Dora 
Steinweg,  owner,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  existing 
building  into  a  public  garage ;  premises 
41-43  West  63rd  street,  Manhattan. 

80-22-BZ — Application,  January  18,  1922,  under  the 
building  zone  resolution,  of  Ordham 
Realty  Corporation,  applicant  and  own¬ 
er,  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  residence  district  the 
erection  of  a  business  building;  prem¬ 
ises  south  side  Fordham  Road,  100  feet 
west  of  Washington  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  7,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1629-21-S — 293  Monroe  street,  Manhattan. 

1718-21-S — 91  Bowery,  Manhattan. 

1720-21-S — 136  West  54th  street,  Manhattan. 

81-22-S — 111-113  Fulton  street,  Manhattan. 

62-22-S — 124  Allen  street,  Manhattan. 

100- 22-S— 345-353  Classon  avenue,  Brooklyn. 

101- 22-S — 87  South  street,  Manhattan. 

152-22-S — 86  Walker  street,  Manhattan. 

1710-21-S — 86  Walker  street,  Manhattan. 

42-22- S — 312-316  Broadway,  Manhattan. 

1689-21-S— 5-11  East  137th  street,  Manhattan, 


349-17-S — 112  Front  street,  Brooklyn. 

113-22-S — 1009  Flatbush  avenue,  Brooklyn. 

123-22-S — 220  Wooster  street,  Manhattan. 

137-22- S — 446  Adelphi  street,  Brooklyn. 

143 -22- S — 28  East  Broadway,  Manhattan. 

185-22-S — 13-17  Crosby  street,  Manhattan. 

1663-21-S — 29-37  West  29th  street,  1205-1213  Broadway, 
northwest  corner,  Manhattan. 

1702-21-S — 401-405  East  124th  street,  Manhattan. 

1714-21-S — 145  West  22nd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

233-22- S—Nokol  Automatic  Heater,  approval  of. 

357-22- S— "Goulds”  Triplex  Plunger  Pump,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  14,  1922,  at  2  p.  m. 


Building  Zone  Cases. 

-John  J.  Dunnigan,  for  Philip  Schaefer, 


74-22-BZ. 

APPLICANT- 
owner. 

PREMISES— 1720  Van  Buren  street,  The  Bronx.  < 

TO  PERMIT  in  a  residence  district  the  conversion  ot  a 
private  garage  into  a  public  garage. 

APPLICANT— Jacob  Lefkow  and  William  Cohen,  for 
Pauline  Lefkow,  owner. 

PREMISES— 611-619  West  163rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  use  of  a  basement 
apartment  for  business  purposes. 

APPLICANT— P.  J.  O’Beirne,  for  N.  Y.  Society  of  Meth¬ 
odist  Episcopal  Church,  owner. 

PREMISES— 11-19  Jane  street,  Manhattan.  . 

TO  PERMIT  in  a  business  district  the  erection  ot  a 
garage  for  more  than  five  motor  vehicles. 

APPLICANT — Walter  J.  Vreeland,  for  W.  H.  Holmes, 

owner.  _  .  _  „  . 

PREMISES — 112  Collins  avenue,  South  Ozone  rark, 

Queens.  ..  .  ,  .  .  f  „ 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  a 
garage  for  one  commercial  car. 

APPLICANT— James  J.  F.  Gavigan,  for  Meyer  Monsky, 
owner. 

PREMISES— 112-138  West  105th  street,  Manhattan.  # 

TO  PERMIT  in  a  residence  district  the  extension  in  height 
of  an  existing  garage  for  more  than  five  motor 


1149-21-BZ. 

APPLICANT— Alice  F.  Feldmann,  applicant  and  owner. 
PREMISES— 1711  Centre  street,  Borough  of  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  three  cars. 


BOARD  OF  APPEALS. 

Tuesday,  March  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

14-22-A— 1639-1649  Broadway,  Manhattan. 

1704-21- A— 31-33  Rockaway  road,  Jamaica,  Queens. 

33-22-A — 141-145  Wooster  street,  Manhattan. 

52-22-A— 104  West  127th  street,  Manhattan. 

75-22-A — Corner  New  York  Central  Railroad  and  East 
177th  street,  The  Bronx. 
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186- 22-A — Block  bounded  by  Kent  avenue,  North  11th 

street,  North  12th  street,  and  East  River, 
Brooklyn. 

187- 22-A — 5th  and  Hoyt  streets,  Brooklyn. 

188- 22-A — Block  bounded  by  2nd  avenue,  Gowanus  Canal, 

11th  and  12th  streets,  Brooklyn. 

197-22-A— 2534  East  177th  street,  The  Bronx. 

1362-21-A— 144-146  West  57th  street,  139-153  West  56th 
street,  Manhattan. 

1664-21-A— 1205-1213  Broadway,  29-37  West  29th  street, 
Manhattan. 

1701-21-A — 259  Bowery,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning ,  March  14,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  1699-21-BZ — Application,  December  29,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  J.  Kessler,  consulting  engineer,  on 
behalf  of  Albert  J.  Schwarzler,  owner, 
to  permit  partly  in  a  business  district 
and  partly  residence  district  the  erec¬ 
tion  of  a  motion  picture  theatre  and 
stores ;  premises  1229  Morris  avenue, 
The  Bronx. 

cal.  no.  13-22-BZ — Application,  January  5,  1922,  under  the 
building  zone  resolution,  of  Mathilda 
Kirchner,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainte¬ 
nance  of  a  garage  for  two  pleasure 
cars  and  one  commercial  truck;  prem¬ 
ises  677  Grove  street,  rear,  Ridgewood, 
Queens. 

cal.  no.  17-22-BZ — Application,  January  6,  1922,  under  the 
building  zone  resolution,  of  Theobald 
Engelhardt,  architect,  on  behalf  of 
John  Spicer,  Inc.,  owner,  to  permit  in 
a  residence  district  the  extension  in 
area  and  height  to  existing  factory 
building;  premises  84-86  Woodbine 
street,  Brooklyn. 

cal.  no.  27-22-BZ — Application,  January  7,  1922,  under  the 
building  zone  resolution,  of  Radella 
Co.,  Inc.,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  conver¬ 
sion  of  existing  building  into  a  public 
garage ;  premises  188-238  Empire 
Boulevard,  Brooklyn. 

cal.  no.  1481-21-BZ — Application,  November  30,  1921,  under 
the  building  zone  resolution,  of  Jos.  J. 
Breitman,  architect,  on  behalf  of  Geo. 
C.  Schwalb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  height 
to  existing  public  garage;  premises 
619-625  Hancock  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  14,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

83-22-S — 1742  Bath  avenue,  Brooklyn. 

85-22-S — 241  Howard  avenue,  Brooklyn. 

1656-21- S — 366  Eighth  avenue,  Manhattan. 

1159-21-S — 348  Sixth- avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

1373-31-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
744-21-S — Safandshur  Fire  Extinguisher. 


#08-21  -S — Century  Rotary  Pump. 

360-21-S — Approval  of  Conran  Electric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher — approval  ®f. 

1468-21-S-^-Caloroil  Burner — approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

1705-21-S — Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 

16-22-S — Alternating  Current  and  Direct  Current  Control 
Board  for  Fire  Alarm  Systems,  approval 
of. 

26-23-S — Petroleum  Heat  and  Power  Company  Oil  Bur¬ 
ner,  approval  of. 

53-21-S — Angle  Hose  Valve. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Os¬ 
trander  Trouble  Bell. 

53-22-S — Approval  of  Champion  Pump. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1625-21-A — 539-549  Fordham  road,  The  Bronx. 

1685- 21-A — 21  Bowery,  Manhattan. 

1686- 21-A — 125  East  22nd  street,  Manhattan. 

89-22-A — 190  Union  Hall  street,  Jamaica,  Queens. 

9 4-22- A — 1246-1260  First  avenue,  401-423  East  67th  street, 
Manhattan. 

118- 22-A — 66  Grand  street,  Manhattan. 

119- 22-A — 34  Howard  street,  Manhattan. 

120- 22-A — 69  Mercer  street,  Manhattan. 

131-22-A — 62  Delancey  street,  Manhattan. 

140-22-A — 9  East  54th  street,  Manhattan. 

150- 22- A — 146  East  57th  street,  Manhattan. 

151- 22-A — 71-73  Nassau  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  proviaioas  of  tbe 
building  zone  resolution,  Tuesday  morning,  March  21, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

CAL.  NO.  18-22-BZ —  Application,  January  6,  1922,  under  the 
building  zone  resolution,  of  Euell  & 
Euell,  architects,  on  behalf  of  Amelia 
Schimmel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  four  story 
public  garage;  premises  2499-2501 
Amsterdam  avenue,  southeast  corner 
184th  street,  Manhattan. 

cal.  no.  86-22-BZ — Application,  January  10,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Car¬ 
oline  W.  Fraser,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
public  garage ;  premises  4720-4732 
Third  avenue,  The  Bronx. 

cal.  no.  1687-21-BZ — Application,  December  28,  1921,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
Louis  Firmbach,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  three  car  garage ;  premises  2022  Lin¬ 
den  street,  Queens. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  21,  1922,  at  2  p.  m. 


Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 


Petitions  for  Variations. 

2-22- S — 585-587  Fulton  street,  Brooklyn. 

1680-21-S — 344  6th  avenue,  Manhattan. 

7-<22-S — 390  Canal  street,  Manhattan. 

34-22-S — 39-41  West  38th  street,  Manhattan. 

147-22-S — 637  6th  avenue,  Manhattan. 

64-22-S — 94  Warren  street,  Manhattan. 

76-22-S — 57  Richards  street,  36-40  Delavan  street,  Brook¬ 
lyn. 

117-22-S — 67  Pearl  street,  Manhattan. 

129- 22-S — 122  West  34th  street,  Manhattan. 

130- 22-S— 125-127  West  29th  street,  Manhattan. 

139-22- S— 9  East  54th  street,  Manhattan. 

152-22-S — 86  Walker  street,  Manhattan. 

171-22-S — 369  Third  avenue,  Manhattan. 

198-22-S — 144-150  William  street,  99-101  Fulton  street, 
Manhattan. 

205-22-S— 479  6th  avenue,  Manhattan. 

210-22-S — 462  Greenwich  street,  Manhattan. 

224-22-S— 292-314  Kent  avenue,  Brooklyn. 

236-22- S— 9  West  29th  street,  Manhattan. 

1176-21-S — 113  Park  Row,  Manhattan, 

Appliance  Submitted  for  Approval. 

252-22-S — Samson  Vibrating  Bell,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  28,  1922,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 

1695-21-A — 410-412  West  52nd  street,  Manhattan. 

161-22- A — 170-186  Van  Brunt  street,  Brooklyn. 

165-22-A — 3917  White  Plains  avenue,  The  Bronx. 

169- 22-A— 209  East  26th  street,  Manhattan. 

170- 22-A— 204-208  East  27th  street,  Manhattan. 

175-22- A — 429-459  West  15th  street,  450-460  West  16th 
Street,  Manhattan. 

180-22-A — 176  East  119th  street,  Manhattan. 

191-22-A — 280  Broadway,  Manhattan. 

196-22- A — 71-73  Nassau  street,  Manhattan. 

225-22-A— 851  Prospect  avenue,  The  Bronx. 

231-22-A — 1  Ferry  street,  Richmond. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  „8,  19~2, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  oif  the  fol¬ 
lowing  matters:  -- 

CAL.  no.  882-21-BZ— Application,  July  15,  1921,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Hen- 
wood  Building  Company, _  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  one  story  public  garage ; 
premises  107-117  Henwood  Place,  The 
Bronx. 

Wiittau  F..  Walsh.  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 
Friday,  April  7,  1922,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  averue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 147-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — 2152  Metropolitan  avenue.  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  April  21,  1922,  at  10  a.  m. 

The  forty-three  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5.  North  River.  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 1 9-A— Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95585-F.', 
981-19-A— Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

8 90-19- A — Pier  70,  East  River,  Manhattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 
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270- 20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 30- A— Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 


383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

42 1- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21- A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15.  East  River,  Manhattan. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  FEBRUARY  28,  1922. 
Present — Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  February  21,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  9,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
10-22-A. 

APPELLANT — Renwick,  Aspinwall  and  Tucker,  for 
Baker  &  Williams,  owner. 

SUBJECT — Appeal  from  an  order  of  fire  commissioner. 
PREMISES  AFFECTED— 110-118  Leroy  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  F.  H.  Tucker  and  Walter  L. 
Fleicher. 

For  Administration:  Inspectors  Gilroy  and  Maher 
of  the  fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  the  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon 

Negative  . 

Absent  . 


stories  (112  ft.)  in  height  and  100  ft.  x  125  ft.  (irregular) 
in  area,  facing  on  Leroy  and  Greenwich  streets  and  known 
as  120-128  Leroy  street;  both  buildings  occupied  as  a  ware¬ 
house  throughout  with  not  more  than  10  persons  per  story; 
and 

Whereas,  the  appellant  states  that  the  building  is  com¬ 
pletely  sprinklered,  the  sprinkler  system  being  supplied  by 
pressure  and  gravity  tanks  and  automatic  fire  pump  and  that 
the  main  building  (120-128  Leroy  street),  is  equipped  with 
two  complete  6  in.  standpipe  lines,  installed  in  compliance 
with  the  rules  of  the  fire  department  and  supplied  from  a 
tank  and  automatic  electric  fire  pump,  these  standpipes  being 
located  on  the  stairway  enclosures  leading  to  Leroy  street 
and  Greenwich  street,  there  being  sufficient  length  of  hose 
attached  to  the  standpipe  in  the  Leroy  street  stairhall  of  the 
original  building  to  reach  every  portion  of  the  new  addi¬ 
tion,  and  contends  that  the  new  addition  is  an  integral  part 
of  the  main  building  and  that  the  existing  standpipe  com¬ 
plies  in  all  respects  with  the  requirements  of  the  fire  de¬ 
partment. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  valves  at  the  base  of  each 
riser  line  in  each  stair  hall  be  sealed  open;  and  on  further 
condition  that  not  less  than  125  ft.  of  hose  to  each  riser 
line  be  provided  for  the  new  or  easterly  section  of  the 
building,  on  each  floor. 


0 

o  14-22-A. 


THE  RESOLUTION: 

(10-22-A) 

Whereas,  Renwick,  Aspinwall  &  Tucker,  for  Baker  & 
Williams,  owners,  filed,  Jan.  4,  1922,  an  appeal  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  110-118  Leroy  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No  28792- 
F,  dated  Dec.  20,  1921,  reads : 

“Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch  extending  from  cellar  to  roof  with  neces¬ 
sary  check  valves  and  V/2  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cel¬ 
lars  and  roofs),  placed  within  main  stairway  enclosure. 
Each  outlet  to  be  provided  with  sufficient  feet  of  2)4  in. 
standard  hose  attached  thereto  *  *  ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  9 
stories  (112  ft.)  in  height,  75  ft.  x  100  ft.  in  area,  erected 
in  1921  as  an  addition  to  an  existing  fireproof  building,  9 


APPELLANT — Moredall  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1639-49  Broadway,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at  10 
a.  m.,  for  final  action. 


39-22-A. 

APPELLANT — George  Keister,  for  Herman  Becker,  own¬ 
er. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED1 — 2005-11  86th  street,  2006-12 
85th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Vernon  Knapp. 

ACTION  OF  BOARD — Laid  over  to  March  17th,  1922, 
pending  submission  of  proposed  revised  ordinance 
relating  to  motion  picture  theatres  to  and  action 
thereon  by  the  board  of  aldermen. 
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103-22-A. 

APPELLANT — Buckeye  Investing  Co.,  owner. 
SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1685-1695  78th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Mainard  Schill. 

ACTION  OF  BOARD— Laid  over  to  March  17th,  1922,  at 
10  a.  m. 


36-22- A. 

APPELLANT— Seymour  Schampain,  for  Leavitt  Realty 
Co.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— 126-32  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Seymour  Schampain. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1922,  at  10 
a.  m. 


1625-21-A. 

APPELLANT— John  J.  Dunnigan  for  Louis  J.  Lowenthal, 
owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 539-549  Fordham  Road,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1922,  at  10 
a.  m.,  on  written  request  of  appellant. 


1589-21-A. 

APPELLANT — Henry  Oswald,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 301  Stockholm  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Henry  Oswald  and  Henry  Schieb. 
For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD- — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(1589-21-A) 

Whereas,  Henry  Oswald,  owner,  filed  December  6,  1921, 
an  appeal  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  301  Stockholm  street, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  68041- 
LC,  dated  November  4,  1921,  reads : 

“With  reference  to  your  application  dated  June  21, 
1921,  for  a  permit  to  maintain  a  garage  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without  pow¬ 
er  to  grant  such  a  permit. 

“Section  480,  Chapt.  5,  Code  of  Ordinances,  provides 
that  no  permit  shall  be  issued  for  a  garage  in  a  build¬ 
ing  of  frame  construction  within  the  fire  limits. 

“You  are  therefore  ordered  to 

“1. — Remove  all  motor  vehicles  the  fuel  tanks  of 
which  are  not  empty  and  discontinue  the  use  of  prem¬ 
ises  as  a  garage.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  located 
in  an  unrestricted  district,  upon  the  front  of  which  there  is 
a  two  story  frame  dwelling  and  upon  the  rear  a  1  y2  story 
frame  building,  brick  lined,  25  ft.  x  15  ft.  in  area,  used  as  a 
stable  for  one  horse  and  garage  for  two  business  cars  and 
hay  loft;  and 


Whereas,  the  appellant  states  that  the  side  walls  and 
ceiling  o i  the  garage  portion  of  the  building  will  be  covered 
with  1)4  in.  thick  plaster  boards  and  has  filed  affidavits  that 
the  motor  vehicles  have  been  stored  in  the  premises  for  over 
six  years  past. 

Resolved,  That  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  sidewalls  and  ceiling  of  that 
portion  of  the  building  occupied  as  a  garage  be  fire  re¬ 
tarded  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals. 


1604^21-A. 

APPELLANT — Rice  and  Giorgio,  lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 154  Leroy  street,  Manhattan. 
APPEARANCES— None. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby  and 


Fire  Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION : 

(1604-21-A) 

Whereas,  Rice  and  Giorgio,  lessees,  filed,  Dec.  8,  1921,  an 
appeal  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  154  Leroy  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9892- 
LC,  dated  Nov.  18,  1921,  reads : 

“With  reference  to  your  application,  dated  May  24, 
1921,  for  a  permit  to  maintain  a  motor  vehicle  repair 
shop  and  garage  at  the  above  location,  I  regret  to  in¬ 
form  you  that  I  am  without  power  to  grant  such  a 
permit  because  the  building  is  of  frame  construction. 

“Section  5,  paragraph  4,  chapter  5  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  —  now  existing  building  — 
unless  —  such  building  conforms  to  the  provisions  of 
the  building  code  with  respect  to  buildings  hereafter  al¬ 
tered  for  the  proposed  new  occupancy  or  use.’ 

“Section  90,  chapter  5  of  the  Code  of  Ordinances, 
provides  that  -‘No  frame  —  structure  shall  be  hereafter 
built  —  within  —  the  fire  limits.” 

You  are  therefore  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage  and  motor  vehicle  repair  shop.”; 

and 

Whereas,  the  building  is  one  story  in  height  25  ft.  by  100 
ft.  in  area  of  partly  frame  and  partly  brick  construction,  the 
north,  east  and  south  walls  being  of  brick  construction,  the 
west  wall  being  a  wood  partition,  the  roof  being  5-ply  slag 
supported  on  wooden  columns,  the  floor  being  of  concrete ; 
the  building  is  located  in  an  unrestricted  district,  occupied 
as  a  garage  and  motor  vehicle  repair  shop. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  frame  partition  wall  be  lined 
on  both  sides  in  accordance  with  the  fire  retarding  rules  of 
the  board  of  standards  and  appeals,  and  that  the  ceiling  of 
the  garage  portion  be  fire  retarded. 


1695-21-A. 

APPELLANT — A.  J.  Diefenderfer  Corporation,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 410  West  52nd  street,  Man¬ 
hattan. 
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APPEARANCES— 

For  Appellant:  Alfred  J.  Diefenderfer. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1922,  so 
that  fire  department  may  issue  order  both  to  owner 
and  lessee. 


1704-21-A. 

APPELLANT — Dumont  Paint  Mfg.  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 31-33  Rockaway  road,  Ja¬ 
maica,  Queens. 

APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922,  at 
10  a.  m.,  for  final  action.  ' 


1603-21-A. 

APPELLANT — Samuel  Rosenblum,  for  the  Estate  of 
Charles  A.  Baudouine,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 180  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1603-21-A) 

Whereas,  Samuel  Rosenblum,  for  Estate  of  Charles  A. 
iBaudouine,  owner,  filed,  Dec.  8,  1921,  an  appeal,  with  the 
board  of  appeals,  from  orders  of  the  fire  commissioner, 
affecting  premises  180  Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
28433-F,  dated  Nov.  21,  1921,  reads; 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  ft. 
above  the  hose  outlet  of  the  top  story.  Sec.  20,  ch. 
12,  Code  of  Ordinances.”. 

and  Order  No.  28434-F,  dated  Nov.  21,  1921,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all 
openings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  north,  south  and  east 
sides  of  building,  or  other  approved  protection,  as  per 
sec.  375,  article  18,  Chapter  5  of  the  Code  of  Ordi¬ 
nances.”  ; 
and 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  in  height,  26  ft.  2  in.  by  99  ft.  6  in.  in  area  in  the 
1st  story  and  26  ft.  2  in.  by  74  ft.  6  in.  in  area  above ; 
occupied,  1st  story,  jewelry  store;  offices  above;  2nd  story, 
8  persons ;  3rd  story,  4  persons ;  4th  story,  8  persons ;  5th 
story,  9  persons;  6th  story,  6  persons.  7th  story,  7  per¬ 
sons;  8th  story,  8  persons;  9th  story,  14  persons;  10th 
story,  16  persons;  11th  story,  9  persons;  12th  story,  15 
persons ;  the  building  being  equipped  with  a  standpipe  sys¬ 
tem  supplied  from  a  2150  gallon  tank  located  13  ft.  6  in. 
above  the  top  outlet,  there  being  1750  gallons  reserved  for 
standpipe  purposes ;  and 

Whereas,  the  appellant  states  that  a  similar  order  as  to 
installation  of  fire  shutters  was  issued  in  1903  by  the  bu¬ 
reau  of  buildings  and  the  board  of  examiners  of  the  City 
of  New  York  approved  the  appeal  for  the  rescindment  of 


such  order,  since  such  action  of  the  board  of  examiners 
the  building  to  the  south  has  been  built  up  several  stories, 
cutting  off  some  of  the  windows  that  were  waived,  and  in 
the  rear  a  new  six  story  building  has  been  erected  and  the 
condition  to  the  north  has  not  been  changed,  and  asks  that 
this  action  of  the  board  of  examiners  be  accepted  in  lieu 
of  complying  with  the  order  and  on  account  of  the  small 
area  of  the  building  that  the  present  standpipe  system  be 
approved ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  examiners  as  to  conditions  covered  by  order  No.  28434F 
should  be  ratified. 

Resolved,  that  order  No.  28433-F  of  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  house  supply 
outlet  from  the  tank  be  arranged  so  as  to  maintain  a 
reserve  of  1000  gallons  for  the  standpipe  line,  and  on 
further  condition  that  two  40-gallon  fire  extinguishers  with 
hose  be  installed,  one  on  the  11th  and  one  on  the  12th  story, 
and  that  the  order  of  the  fire  commissioner,  No.  28434-F, 
be  reversed  and  the  appeal  as  to  this  order  be  granted. 


1640-21-A. 


APPELLANT  Randolph  Realty  Corporation,  owner. 
SUBJECT  -Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 36  Central  Park  S„  Manhat¬ 
tan. 

APPEARAN  CES — 

For  Appellant:  Mathew  P.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Negative:  Fire  Chief  Kenlon  .  i 

Absent  . .  o 


THE  RESOLUTION: 

(1640-21-A) 

Whereas,  M.  P.  Doyle,  for  Randolph  Realty  Corpora¬ 
tion,  owner,  filed,  December  14,  1922,  an  appeal  with  the 
board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  36  Central  Park,  South,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
19693-F,  dated  December  14,  1921,  reads : 

“1.  Provide  a  tank  on  roof  of  at  least  3500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be 
so  elevated  that  the  bottom  will  not  be  less  than  20 
feet  above  the  hose  outlet  of  the  top  story.  Sec.  20, 
Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  15  stories  in  height, 
50  ft.  by  100  ft.  in  area  in  the  1st  story  and  50  ft.  by 
90  ft.  in  area  above ;  occupied,  non-housekeeping  apart¬ 
ments  ;  and 

Whereas,  it  appears  that  Order  No.  59284-F  originally 
issued  by  the  fire  department  May  15,  1917,  this  order 
was  modified  May  11,  1920,  reads: 

“That  when  the  pumps  and  tanks  are  enclosed  as 
outlined  in  sketch  submitted,  which  is  part  of  the 
records  in  this  case  order  No.  59284-F  can  be  con¬ 
sidered  as  having  been  sufficiently  complied  with.” ; 
and  that  this  work  was  done  and  that  the  requirements 
have  been  complied  with  and  that  Order  No.  19693-F 
should  not  have  been  issued;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  May  11,  1920,  should 
be  ratified. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  so  long  as  conditions  as  to  use  and  occupancy 
remain  unchanged. 
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APPELLANT— Louis  E.  Felix,  for  Chisholm  Realty  Co., 
owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 141  Wooster  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1922,  at 
10  a.  m.,  for  final  action. 


APPELLANT— James  Miccucci,  for  Galla  &  Miccucci, 
lessees. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 415  Leonard  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  ® 

Absent  .  ® 


THE  RESOLUTION: 

(37-22- A) 

Whereas,  James  Miccucci,  for  Henry  Hughes,  owner, 
filed,  January  10,  1922,  an  appeal  with'  the  board  of  ap¬ 
peals  from  an  order  of  the  fire  commissioner,  affecting 
premises  415  Leonard  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  69237- 
LC,  dated  December  21,  1921,  reads: 

“With  reference  to  your  application,  dated  June  11, 
1921,  for  a  permit  to  maintain  your  business  as  (junk 
shop),  at  the  above  location,  I  regret  to  inform  you 
that  I  am  without  power  to  grant  such  a  permit  for 
the  following  reasons: —  _  . 

“Maintenance  of  your  business  is  a  violation  of  sec¬ 
tion  4,  art.  2,  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.,  adopted  July  25,  1916,  inasmuch  as  a  junk  shop 
is  prohibited  in  a  building  located  in  a  business  dis- 
trict. 

“And  in  addition  to  the  above,  the  use  of  a  frame 
building  for  the  storage  of  Combustible  Fibre  (rags 
and  paper  stock)  is  a  violation  of  sub.  div.  3-C  sec. 
24,  Chap.  12,  Code  of  Ord. 

“You  are  therefore  ordered  to  remove  all  combusti¬ 
ble  Fibre  (rags  and  paper  stock)  and  discontinue  the 
use  of  premises  for  the  conduct  of  a  business,  han¬ 
dling  rags  and  paper  stock.”; 

and 

Whereas  the  building  is  of  frame  construction,  one 
story  in  height,  28  ft.  by  44 y2  ft.  in  area  (irregular), 
located  in  a  business  district;  occupied  as  a  junk  shop; 


Whereas,  appellant  has  filed  affidavits  that  the  premises 
has  been  occupied  continuously  for  the  past  seventeen 
years  as  a  metal  yard  and  junk  shop.  _  . 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  interior  of  the  building, 
walls  and  ceilings  be  lined  with  metal,  and  that  the 
storage  be  confined  to  baled  material  and  limited  to  ten 
bales. 


73-22-A. 

APPELLANT— Valentine  &  Company,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  .  _  , , 

PREMISES  AFFECTED— 735  Lorimer  street,  Brooklyn. 


APPEARANCES— 

For  Appellant:  F.  R.  Blaunt. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(73-22-A) 

Whereas,  Valentine  &  Company,  owner,  filed,  January 
17,  1922,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  733- 
737  Lorimer  street  and  32-50  Bayard  street,  Brooklyn; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  10,  1922,  reads: 

“You  are  hereby  advised  that  a  recent  inspection 
by  this  Department  shows  that  the  requirements  of 
Order  No.  17074  FA  issued  against  the  above  prem¬ 
ises  and  reading : — 

“  ‘Install  standpipe  4  inches  in  diameter  tested  to 
withstand  a  pressure  of  300  lbs.  per  square  inch  ex¬ 
tending  from  cellar  to  roof,  etc.’; 
have  not  been  complied  with. 

“The  above  order  has  been  pending  since  January 
17th,  1921,  and  is  mandatory  under  the  provisions  of 
the  Law.  You  are  requested  to  give  same  your  im¬ 
mediate  attention. 

“Unless  a  reply  is  received  at  this  office  within  the 
next  five  days,  advising  me  as  to  your  intentions  in 
the  matter,  final  reinspection  will  be  made  and  if  the 
order  is  found  not  complied  with,  I  regret  to  state 
that  there  will  be  no  other  alternative  but  to  take 
the  necessary  court  action  towards  enforcement  of 
same.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  and  basement  in  height  (59  ft.),  240  ft.  8  in. 
by  50  ft.  in  area,  extending  through  from  Lorimer  street 
to  Bayard  street;  occupied  for  the  canning  of  finished 
varnishes  and  enamels ;  1st  story,  12  persons ;  2nd  story, 
14  persons;  3rd  story,  4  persons;  4th  story,  4  persons;  the 
building  being  equipped  with  sprinkler  system,  with  a  two 
source  supply  and  three  steamer  connections  on  street 
fronts  and  sufficient  lengths  of  hose  on  each  story;  and 

Whereas,  appellant  requests  that  in  view  of  the  instal¬ 
lation  of  a  sprinkler  system  and  the  excellent  exit  facili¬ 
ties  and  that  no  manufacturing  is  conducted  on  the  prem¬ 
ises  and  that  the  use  of  the  hoistway  will  not  be  maintained 
permanently  that  the  order  be  rescinded. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  elevator  shaft  or  hoistway 
in  Building  No.  1  be  enclosed  in  approved  fire-retarding 
material,  and  that  any  openings  thereto  be  protected  with 
fireproof,  self-closing  doors. 


141-22-A. 

APPELLANT — Levering  &  Garrigues  Co. 

SUBJECT — Appeal  from  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 418-426  11th  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  as  law  has 
been  repealed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  .  ^ 
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Negative  .  0 

Absent  .  0 


42-22-A. 

\PPELLANT — Levering  &  Garrigues  Co. 
iUBJECT— Appeal  from  order  of  the  superintendent  of 
buildings. 

’REMISES  AFbECTED — 4  Albany  street,  1-5  Carlisle 
and  123  Washington  street,  Manhattan. 
APPEARANCES — 

For  Appellant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  as  law  has 
been  repealed. 

"HE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 


99-22-A. 

APPELLANT— Acton  Auto.  Supply  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

’REMISES  AFFECTED — Northwest  corner  Ocean  park¬ 
way  and  Prospect  circle,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

"HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


BUILDING  ZONE  CASES. 

280-21-BZ. 

APPLICANT — Patterson  and  Patterson,  attorneys,  on  be¬ 
half  of  Herman  Meyer,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  two  motor  vehicles. 
’REMISES  AFFECTED— 1178  Forest  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Thos.  C.  Patterson. 
iCTION  OF  BOARD — Granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

'HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative :  Fire  Chief  Kenlon  .  1 

Absent  .  0 

THE  RESOLUTION : 

(1280-21-BZ) 


Whereas,  Herman  Meyer,  owner,  filed,  Aug.  22,  1921,  an 
Jplication,  under  the  building  zone  resolution,  to  permit 
!  a  plot  in  a  residence  district  extending  into  a  business 
istrict  the  maintenance  of  a  garage,  space  in  which  is 
:nted  to  persons  not  residing  on  the  premises ;  premises 
>0  East  168th  street,  1178  Forest  avenue,  The  Bronx; 
id 

Whereas,  a  public  hearing  was  held  on  this  application 
’  the  board  of  appeals,  at  its  regular  meeting  Feb.  28, 
*22,  after  due  notice  by  publication  in  the  Bulletin  of  the 
)ard  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
g  zone  resolution  show  that  168th  street  is  a  business 
strict  and  Forest  avenue  is  a  residence  district;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
dy  5,  1921,  Order  No.  7446-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  a  dwell¬ 
ing  on  the  same  lot.”: 
id 


Whereas,  the  building  is  of  metal  construction,  one 
story  in  height,  with  a  frontage  of  18  ft.  and  a  depth  of 
18  ft.,,  occupied  as  a  garage  for  two  automobiles,  space 
in  which  is  rented  to  persons  not  residing  on  the  prem¬ 
ises;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  84  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
use  of  the  garage  be  limited  to  two  automobiles  of  the 
pleasure  car  type. 


1292-21-BZ. 

-APPLICANT — Frederick  P.  Randolph,  attorney,  on 
behalf  of  John  Clausen,  owner. 

SUBJECT  Application  to  permit  in  a  residence  district 
the  maintenance  of  five  individual  garages. 
PREMISES  AFFECTED — 54  Richmond  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Francis  D.  McGarry. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney  and  Ker¬ 


by  .  6 

Negative:  Fire  Chief  Kenlon  .  1 

Absent  . 0 


THE  RESOLUTION: 

(1292-21-BZ) 

Whereas,  John  Clausen,  owner,  filed,  July  11,  1921,  an  ap¬ 
plication  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  maintenance  of  a  garage,  space  in 
which  is  rented  to  persons  not  residing  on  the  premises  ; 
premises  54  Richmond  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Feb.  28, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Richmond  street,  Etna  street 
and  Logan  street  are  residence  districts  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
20,  1921,  Order  No.  65890-1921,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  section 
3  of  article  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or  are 
subject  to  charges  for  storage. 

“You  are  therefore  ordered  to  remove  all  motor  ve¬ 
hicles,  stored  by  others  than  occupants  of  dwellings  on 
lot  where  garage  is  situated”; 

and 

Whereas  the  building  is  of  non-fireproof  (metal)  con¬ 
struction,  1  story  in  height  with  a  frontage  of  46  ft.  and  a 
depth  of  20  ft.,  occupied  as  a  garage  for  5  automobiles, 
space  for  4  automobiles  being  rented  to  persons  not  resid¬ 
ing  on  the  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  81  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  use  of  the 
garage  be  limited  to  four  automobiles  of  the  pleafiure  car 
type. 


217 


MINUTES 


882-21-BZ. 

APPLICANT— John  J.  Dunnigan,  architect,  on  behalf 
of  Henwood  Building  Company,  owner. 
SUBJECT — Application  to  permit  in  a  residence  dis¬ 
trict  the  erection  of  a  one-story  public  garage. 
PREMISES  AFFECTED— 107-117  Henwood  place, 
The  Bronx. 


APPEARANCES— 

For  Applicant:  William  Shorer. 

For  Opposition:  Michael  Farrell,  S.  Mork,  R. 

H.  Baxter,  John  McKenna,  et  al. 

ACTION  OF’  BOARD— Report  of  committee  of  in¬ 
spection  adopted,  omitting  lot  formed  by  the  inter¬ 
section  of  Morris  avenue  and  the  Concourse  from 
the  area  affected.  Hearing  laid  over  to  March 
28,  1922,  at  10  a.  m.,  for  final  disposition. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby 

and  Fire  Chief  Kenlon  .  ? 

Negative  .  ® 

Absent  .  0 


APPLICANT — I.  Margon  and  C.  Glaser,  for  High- 
bridge  Building  Company,  owner. . 

SUBJECT— Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the 
erection  of  a  business  building. 

PREMISES  AFFECTED— Northeast  corner  of  176th 
street  and  Jerome  avenue,  The  Bronx. 


APPEARANCES—  .  _  ,  T 

For  Applicant:  J.  Harris  Jones  and  James 
ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


Sultan. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby 

and  Fire  Chief  Kenlon  .  ? 

Negative  . 

Absent  . 


0 


THE  RESOLUTION: 

(1448-21-BZ) 

Whereas,  I.  Margon  &  C.  Glaser,  for  Highbridge  Bldg. 
Co.  owner,  filed,  Nov.  23,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection  of  a. 
business  building ;  premises  northeast  corner  of  176th  street 
and  Jerome  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Feb.  28  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 

of  Standards  and  Appeals;  and  .  ,  ... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  a  business 
district  and  176th  street  is  a  residence  district,  an^ 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Nov.  14,  1921,  in  acting  on  N.  B.  Application  No. 

2181-21,  reads:  .  '  ... 

“1.  Erection  of  proposed  business  building  in  busi¬ 
ness  district  extending  into  residence  district  is  ^con¬ 
trary  to  provisions  of  Building  Zone  Resolution.’  ; 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  25  ft.  9 
in  and  a  depth  of  120  ft.  2J4  in.  and  126  ft.  4  in.,  irregular, 
to  be  occupied  as  stores,  the  portion  in  the  residence  dis¬ 
trict  being  approximately  26  ft.  by  20  ft.  2J4  in. ;  and 
Whereas,  the  property  was  in  one  ownership  on  July  25, 
1916,  and  under  the  provisions  of  sect,  7,  subdiv.  c,  the  board 
is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  rear  and 


gable  walls  extending  into  the  residence  district  be  un¬ 
pierced  throughout  their  entire  length  and  height. 


1611-21-BZ. 

APPLICANT — Edward  F.  Hammel,  for  Bruce  G. 
Blackmar,  owner. 

SUBJECT — Application  to  permit  on  a  lot  partly  in  a 
business  district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  garage  for  four  motor 
vehicles  as  an  extension  to  an  existing  garage  for 
four  motor  vehicles. 

PREMISES  AFFECTED — 317  Ovington  avenue  (rear), 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  F.  Hammel  and  B.  G. 
Blackmar,  M.  D. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1922,  at 
10  a.  m.,  pending  inspection  by  committee  of  the 
board. 


1687-21-BZ. 

APPLICANT — Henry  C.  Brucker,  architect,  on  behalf 
of  Louis  Firmbach,  owner. 

SUBJECT — Application  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  three-car  garage. 

PREMISES  AFFECTED — 2022  Linden  street,  Queens. 

APPEARANCES— Henry  A.  Geissler. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1922, 
to  obtain  further  consents. 


1699-21-BZ. 

APPLICANT — Samuel  J.  Kessler,  consulting  engineer, 
on  behalf  of  Albert  J.  Schwarzler,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the 
erection  of  a  motion  picture  theatre  and  stores. 

PREMISES  AFFECTED — 1229  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  L.  M.  Rothman. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922, 
at  10  a.  m.,  on  request  of  applicant’s  represen¬ 
tative. 


86-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf 
of  Caroline  W.  Fraser,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the 
erection  of  a  public  garage. 

PREMISES  AFFECTED — 4720-4732  Third  Avenue, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1922, 
at  10  a.  m.,  on  written  request  of  applicant. 


1454-21-BZ. 

APPLICANT — .Maurice  Deutsch,  on  behalf  of  Maurice 
Deutsch  Building  Corporation,  owner. 
SUBJECT — Application  to  permit  partly  in  a  business 
and  partly  residence  district  the  erection  of  a 
building  to  be  occupied  in  part  for  business  use. 
PREMISES  AFFECTED — Northwest  corner  Burnside 
avenue  and  Grand  Concourse,  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  Strehan  and  Maurice 
Deutsch. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative:  Chairman  Walsh  .  1 

Absent  .  0 
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THE  RESOLUTION: 

(1454-21-BZ)  . 

Whereas,  Maurice  Deutsch,  for  Maurice  Deutsch  Build¬ 
ing  Corp.,  owner,  filed,  Nov.  23,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  on  a  plot  in  a  resi¬ 
dence  district  the  erection  of  a  building  to  be  used  in  part 
for  business  use;  northwest  corner  Burnside  avenue  and 
Grand  Concourse ;  the  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Feb.  28, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  Boulevard  is  a  resi¬ 
dence  district,  Burnside  avenue  is  a  business  district  and 
Creston  avenue  is  a  residence  district ;  and 

W hereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  5,  1921,  in  acting  on  N.  B.  Applica¬ 
tion  No.  2251-21,  reads: 

“1.  Erection  of  proposed  building  with  stores  in 
basement  floor  to  be  used  for  business  purposes,  in 
residence  district  is  contrary  to  provisions  of  Build¬ 
ing  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  5  stories  and  basement  in  height.,  with 
a  frontage  of  133  ft.  5  in.  and  a  depth  of  104  ft.  5  in. ;  it 
is.  proposed  to  place  stores  in  the  1st  story  on  the  Burn¬ 
side  ave.  front,  no  store  to  be  within  21  ft.  of  the  Grand 
Concourse ;  and 

Whereas,  applicant  contends  that  the  provisions  of  sec¬ 
tion  7,  subdivision  C  of  the  building  zone  resolution  ap¬ 
ply  and  that  there  would  be  undue  hardship  in  prevent¬ 
ing  him  from  using  this  front  for  store  purposes  owing 
to  the  grade  of  the  street. 

Resolved,  that  the  board  of  appeals  does,  hereby  make 
a  zrariation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
store  use  shall  be  confined  to  Burnside  avenue  and  .  shall 
not  extend  within  21  ft.  of  the  corner  formed  by  the  inter¬ 
section  of  Burnside  avenue  and  the  Concourse. 

Resolved,  further,  that  any  permits  necessary,  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


18-22-BZ. 

APPLICANT— Euell  and  Euell,  architects,  on  behalf 
of  Amelia  Schimmel,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  four-story  public  garage. 

PREMISES  AFFECTED— 2499-2501  Amsterdam  ave¬ 
nue,  southeast  corner  of  184th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  George  R.  Euell. 

For  Opposition:  John  G.  Dyer,  Francis  J. 

Hoyt  and  others. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1922,  at 
10  a.  m.,  on  request  of  objectors. 


APPLICANT— Samuel  Cohen,  on  behalf  of  J.  Sidney 
Bernstein,  owner.  .  . 

SUBTECT— Application  to  permit  partly,  in  a  business 
district  and  partlv  residence  district  the  erection 
of  a  business  building. 

PREMISES  AFFECTED — Southeast  corner  Crotona 
oarkwav  and  East  180th  street,  The  Bronx. 


APPEARANCES— 

For  Applicant:  J.  Sidney  Bernstein. 
ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  „  ,  TT  , 

Affirmative:  Messrs.  Beatty,  Boulton,  Hol- 


S 


land,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative:  Chairman  Walsh  . 1 

Absent  .  0 

THE  RESOLUTION: 

(1587-21-BZ) 


Whereas,  Samuel  Cohn,  for  J.  Sidney  Bernstein,  owner, 
filed,  Dec  7,  1921,  an  application  under  the  building  zone 
resolution,  to  permit  on  a  plot  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  southeast  corner  of  180th  street 
and  Crotona  Parkway;  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Feb.  28, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  180th  street  is  a  business 
district  and  Crotona  Parkway  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  21,  1921,  in  acting  on  N.  B.  Appli¬ 
cation  No.  2132-21,  reads: 

“1.  Obtain  permit  board  of  appeals  for  proposed 
erection  of  business  building  extended  into  residence 
district  at  Crotona  Parkway.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height,  with  a  frontage  of 
75.09  ft.  and  a  depth  of  118.19  ft.,  extending  approxi¬ 
mately  18  ft.  2  in.  by  75  ft.  into  the  residence  district; 
and 

Whereas,  the  plot  was  in  one  ownership  on  July  25, 
1916,  and  is  in  the  same  ownership  at  this  date  and,  under 
the  provisions  of  section  7,  subdivision  C,  the  board  is 
empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  ,  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
store  area  be  divided  by  a  brick  partition  wall  as  a  fire  stop 
erected  at  the  rear  of  the  stores  facing  on  180th  street, 
running  the  entire  depth  of  the  building  and  extending 
three  feet  above  the  roof,  the  same  to  be  unpierced  through¬ 
out  its  entire  length  and  height ;  and  that  the  rear  wall  and 
gable  wall  of  the  premises,  extending  into  the  residence  dis¬ 
trict,  be  unpierced  throughout  their  entire  height  and  length. 


268-21-BZ. 


APPLICANT— A.lfred  A.  Scharbius,  owner. 
SUBJECT— Application  for  a  rehearing  of  an  applica¬ 
tion  previously  denied  to  permit  in  a  residence 
district  the  maintenance  of  a  garage. 
PREMISES  AFFECTED— 1424  East  17th  street, 
Brooklyn. 

APPEARANCES—  .  J  _  . 

For  Applicant:  Alfred  A.  Scharbius,  and  Cath¬ 
erine  M.  Scharbius. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  .  ,  ,  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney  and  Ker¬ 
by  . ® 

Negative:  Fire  Chief  Kenlon  .  1 

Absent  . ® 


THE  RESOLUTION: 

(268-21-BZ) 

Whereas,  Alfred  A.  Scharbius,  owner,  filed,.  February 
16,  1921,  with  the  board  of  appeals,  an  application,  under 
the  building  zone  resolution  to  permit. in  a  residence  district 
the  maintenance  of  a  garage,  space  in  which  is  rented  to 
persons  not  residing  on  the  premises ;  premises  1424  Eas 
17th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  3rd, 
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1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  shows  that  East  17th  street  is  a  resi¬ 
dence  district  and  Avenue  N  is  a  residence  district;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
62144-LC,  dated  January  12,  1921,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3  of  article  2  of  the  building  zone  resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as 
motor  vehicles  stored  are  for  sale,  for  rent  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are  therefore,  ordered  to  remove  all  motor 
vehicles  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupants  of  dwelling  on  lot  where 
garage  is  situated.” ; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground  in  a 
residence  district  on  the  front  of  which  is  a  dwelling  and 
on  the  rear  a  one  story  non-fireproof  building  38  ft.  by 
18.8  ft.  in  area,  erected  in  1917  and  occupied  as  a  garage 
for  four  automobiles,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises ;  and 
Whereas,  this  application  was  denied  by  the  board  at  its 
meeting  May  3,  1921,  applicant  having  established  no  ground 
for  his  application  ;  and 

Whereas,  applicant  requested  a  reopening  of  his  case, 
which  request  was  granted  by  vote  of  the  board ;  and 
Whereas,  applicant  has  filed  the  duly  acknowledged  con¬ 
sents  of  the  owners  of  84  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted ,  on  condition  that  space  for  not 
more  than  3  automobiles  of  the  pleasure  car  type  and  use  be 
rented  to  persons  not  residing  on  the  premises. 


1463-18-BZ. 

APPLICANT — Starrett  &  Van  Vleck,  architects,  on 
behalf  of  John  Marsimino,  owner,  M.  W.  Del 
Gaudio,  substitute  architect. 

SUBJECT — Application  to  amend  an  application  pre¬ 
viously  granted  to  permit  the  removal  of  a  di¬ 
viding  wall  between  two  buildings. 

PREMISES  AFFECTED — Northwest  corner  of  162nd 
street  and  Grant  avenue  (852-19-BZ)  and  build¬ 
ing  at  233  East  162nd  street  (1463-18-iBZ),  The 
Bronx. 

APPEARANCES— 

For  Applicant:  E.  H.  McLeod  and  Samuel  Allen. 
ACTION  OF  BOARD — ‘Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  covering 
case  852-19-BZ  which  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby 


and  Fire  Chief  Kenlon  . .  7 

Negative  .  0 

Absent  .  0 


852-19-BZ. 

APPLICANT — Edwin  Wilbur,  on  behalf  of  John  Mas- 
simino,  owner.  M.  W.  Del  Gaudio,  substitute  archi¬ 
tect. 

SUBJECT — Application  to  amend  an  application  pre¬ 
viously  granted  to  permit  the  removal  of  a  di¬ 
viding  wall  between  two  buildings. 
PREMISES  AFFECTED — 233  East  162nd  street  (146°- 
18-BZ)  and  northwest  corner  of  162nd  street 
and  Grant  avenue  (852-19-BZ),  The  Bronx. 
APPEARANCES— 

For  Applicant:  E.  H.  McLeod  and  Samuel  Al¬ 
len. 

ACTION  OF  BOARD — Granted  on  condition. 
flONDTTIONS— As  specified  in  resolution. 


THE  RESOLUTION: 

.  (1463-18-BZ) 

(852-19-BZ) 

Whereas,  Matthew  W.  Del  Gaudeo,  architect  for  John 
Massimino,  owner,  filed  an  application  with  the  board  of 
appeals  for  a  reopening  of  calendar  No.  1463-18-BZ 
granted  by  the  board  April  8,  1919,  and  of  calendar  No. 
852-19-BZ  granted  by  the  board  Dec.  10,  1919,  and  a  modi¬ 
fication  of  the  conditions  imposed  in  granting  these  appli¬ 
cations  ;  and 

Whereas,  a  public  hearing  was  held  by  the  board  on 
these  applications  at  its  regular  meeting  Feb.  28,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  board 
of  standards  and  appeals ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
Feb.  10,  1922,  reads: 

“1.  Cal.  1463-18-BZ.  (April  8th,  1919)  permitted 
a  garage  for  more  than  five  cars,  fronting  68  ft.  8 
in.  on  East  162nd  Street  and  115  ft.  on  Grant  Avenue. 
Cal.  852-19-BZ.  permitted  a  garage  for  more  than  five 
cars,  at  premises  north  side  of  East  162nd  Street  68  ft. 
8  m.  West  of  Grant  Avenue  with  a  frontage  of  31  ft. 
4  in.  x  115  ft.  deep.  All  conditions  imposed  by  these 
resolutions  must  be  complied  with.  The  removal  of 
the  party  wall  between  both  garages,  making  one 
garage,  is  not  consistent  with  the  literal  interpretation 
of  the  resolutions  of  the  Board  of  Appeals.”; 

and 

Whereas,  there  was  no  opposition  to  the  granting  of 
this  application. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  from  the  con¬ 
ditions  imposed  by  the  board  in  granting  applications  1463- 
18-BZ  and  852-19-BZ  and  that  the  application  be  and  it 
hereby  is  granted  permitting  the  removal  of  the  existing 
wall  separating  the  two  garages  on  condition  that  all  re¬ 
quirements  as  to  standpipe  equipment  be  complied  with, 
and  on  the  further  condition  that  all  other  original  require¬ 
ments  shall  be  carried  out. 


582-21-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Frederick  L.  Cran¬ 
ford,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  public  garage  for  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 346-370  Schenectady  avenue, 
Brooklvn. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott  and  Congressman 
Rowe. 

For  Opposition :  Levi  Merovitz,  David  Steckler, 
M.  N.  Slotnizk  and  Bridget  McMahon. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE—  . 

Affirmative :  Messrs.  Holland  and  Kearney  and 

Fire  Chief  Kenlon  .  3 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  and  Kerby .  4 

Absent  .  0 

THE  RESOLUTION: 

(582-21-BZ) 

Whereas,  Philip  J.  Sinnott,  attorney,  for  Frederick  L. 
Cranford,  owner,  filed,  April  27,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  of  a  garage  for  more  than  five  motor 
vehicles ;  premises  346-370  Schenectady  avenue,  Brooklyn ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  29, 
1921.  after  due  notice  by  publication  in  the  bulletin  of 
the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
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ing  zone  resolution  show  that  Schenectady  avenue,  Crown 
street  and  Carroll  street  are  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  26,  1921,  in  acting  on  N.  B.  Application 
No.  6142-21,  reads: 

“1.  Proposition  contrary  to  Building  Zone  Reso¬ 
lution,  Art.  II,  Par.  No.  3.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height  with  a  frontage  of  230  ft. 
7  in.  and  a  depth  of  100  ft.,,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  this  application  was  denied  by  the  board  at 
its  meeting  Nov.  29,  1921,  and  applicant  requested  a  re¬ 
opening  of  the  case,  which  request  was  granted  by  vote 
of  the  board;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  budd¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


-Otto  Reissmann  for  Louis  Blau  &  Sons, 


1369-21-BZ. 

APPLICANT- 

owners.  .  . 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district,  the  erec¬ 
tion  of  a  one  story  dry  cleaning  and  dyeing  estab¬ 
lishment.  , 

PREMISES  AFFECTED— 647  East  9th  street,  Manhattan. 

APPEARANCES—  .  ^  „  . 

For  Applicant:  Joseph  Blau  and  Otto  Reissmann. 
For  Opposition:'  N.  Taylor  Phillips,  Emanuel  B. 
Cohen,  Michael  Kiviet,  Joseph  Appleborne, 
Meyer  Falk,  Adolph  Rosenstein,  Morris  Levin. 
H.  M.  Kaplan  and  Miss  M.  E.  Cheesman. 
ACTION  OF  BOARD — Laid  over  to  March  7,  1922,  at 
10  a.  m.  for  full  vote  of  board. 

VOTE _ 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  and  Kerby .  4 

Negative:  Messrs.  Holland  and  Kearney  .  2 

Absent:  Fire  Chief  Kenlon  .  1 


1681-21-BZ.  ,  T  „  . 

APPLICANT— Charles  B.  Meyers,  for  Luttrell  H.  Red- 

ner,  owner.  .  ,.  ,  .  , 

SUBJECT— Application  to  permit  in  a  residence  district 
the  alteration  of  an  existing  garage. 

PREMISES  AFFECTED— 336  West  70th  street,  Manhat¬ 
tan. 

APPEARANCES-  „  ,r  4  ...  p 

For  Applicant:  Charles  B.  Meyers  and  W.  P. 

CcLVcHTcL^ll. 

For  Opposition:  Harold  Strauss,  Helen  Lord,  M. 
Card,  H.  V.  W.  Card,  H  C.  Card,  Sydney  A. 
Guggenheimer,  J.  F.  Mantilla,  G.  H.  Bradford, 
Everett  Jacobs,  J  Iscal,  Mrs.  Emily  F.  Elliott, 
Miss  Henrietta  Solomon. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Holland  and  Kerby  -  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  and  Kerby  .  4 

Absent :  Fire  Chief  Kenlon  .  4 


THE  RESOLUTION: 

(1681-21-BZ) 

Whereas,  Charles  B.  Meyers,  for  Luttrell  H.  Redner, 
owner,  filed,  Dec.  23,  1921,  an  application  under  the  build¬ 
ing  zone  resolution;  to  permit  in  an  unrestricted  district  the 
erection  of  a  motor  vehicle  repair  shop  and  garage  for  more 
than  5  motor  vehicles  or  an  extension  of  an  existing  garage 
for  more  than  5  motor  vehicles:  premises  336  West  70th 
street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 


by  the  board  of  appeals,  at  its  regular  meeting  Feb.  28,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  70th  street  is  a  residence  dis¬ 
trict  and  69th  street  is  an  unrestricted  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  10,  1921,  in  acting  on  Amendment  to  N. 
B.  Application  No.  252-21,  reads: 

“1.  Inasmuch  as  building  at  No.  336  West  70th  street 
is  located  in  a  residence  district,  the  proposed  extension 
of  the  garage  on  69th  street  to  the  2nd  story  of  the 
same  is  unlawful.  Building  Zone  Resolution,  Section 
6.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non  fireproof 
construction,  3  stories  in  height  with  a  frontage  of  25  ft. 
and  a  depth  of  90  ft.  6  in.,  facing  on  69th  street  m  the  un¬ 
restricted  district,  and  to  connect  with  an  existing  garage 
on  70th  street  in  the  1st  and  2nd  stories ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


1683-21-BZ. 

APPLICANT — Peter  Damm,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED — -529-533  East  80th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Peter  Damm. 

For  Opposition:  Jos.  Resch  withdrew  and  H.  J. 
Crookes. 

For  Administration:  Assistant  Engineer  Close, 
of  the  bureau  of  buildings. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  the  resolution. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney  and  Ker¬ 
by  . 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 


6 

0 

1 


THE  RESOLUTION: 

(1683-21-BZ) 

Whereas.  Peter  Damm,  owner,  filed,  Dec.  23,  1921, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  district  the  extension  in  height  of  an 
existing  building  used  as  a  garage  for  more  than  five 
mo+or  vehicles  and  as  an  auto  bodv  building  establishment; 
premises  5 “>9-533  Fait  80th  street.  Manhattan:  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  Feb. 
28.  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  80th  street  and  81st  street 
are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings.  rendered  Nov.  28,  1921,  in  acting  on  App.  No.  2820- 
1921,  reads: 

“1.  The  enlargement  of  this  building  in  a  busi¬ 
ness  district  for  use  as  a  garage  is  unlawful.  Build¬ 
ing  Zone  Resolution,  Sect.  6A.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction  1 
storv  in  height  with  a  frontage  of  75  ft.  and  a  depth 
of  102  ft.  2  in.,  it  is  proposed  to  increase  the  height  of 
the  building  an  additional  two  stories  of  fireproof  con¬ 
struction  ;  and 
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Whereas,  the  original  permission  for  the  erection  of 
this  building  was  granted  by  the  board  at  its  meeting  June 
12,  1917,  under  Cal.  No.  666-17-BZ;  and 
Whereas,  applicant  contends  that  there  would  be  un¬ 
due  hardship  in  preventing  him  from  making  a  further  de¬ 
velopment  of  the  property  and  conditions  on  which  original 
application  was  granted  still  exist. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  be  of  fireproof  construction  and  that  the  require¬ 
ments  of  the  building  zone  resolution  as  to  yards,  area, 
and  height  restrictions  be  complied  with. 

Resolved ,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


1067-21-BZ. 

APPLICANT — James  J.  F.  Gavigan. 

SUBJECT — Application  to  permit  in  a  residence  dis¬ 
trict  the  extension  in  height  of  an  existing 
garage  for  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 112-138  West  105th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Fiorello  La  Guardia. 

ACTION  OF  BOARD — Application  reopened. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby 


and  Fire  Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


1149-21-BZ. 

APPLICANT — Alice  F.  Feldmann. 

SUBJECT — Application  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for  three 
cars 

PREMISES'  AFFECTED— 1711  Centre  street,  Ridge¬ 
wood,  Queens. 

APPEARANCES— 

For  Applicant:  Alice  Feldmann. 

ACTION  OF  BOARD — Application  restored  to  cal¬ 
endar,  papers  having  been  completed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney  and -Ker¬ 
by  .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


7-20-BZ. 

APPLICANT — Louis  Maier. 

SUBJECT — Application  to  permit  in  a  residence  dis¬ 
trict  a  further  extension  of  permit  for  the  main¬ 
tenance  of  a  garage  for  two  commercial  cars,  used 
bv  lessee  in  his  business. 

PREMISES  AFFECTED— 10  Hemlock  place,  Maspeth, 
Queens. 

APPEARANCES— 

For  Applicant:  C.  J.  Hettrick  and  Louis  Maier. 
ACTION  OF  BOARD — 'Granted  temporary  extension 
of  permit  for  two  years  from  date  of  expiration 
of  first  permit. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney  and  Ker¬ 


by  .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(7-20-BZ) 


Whereas,  Louis  Maier,  lessee,  on  behalf  of  Martha 


Lewis,  owner,  filed  December  23,  1919,  with  the  board  of 
appeals,  an  application  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  erection  of  a  garage  for 
two  commercial  cars  used  by  lessee  of  premises  in  his 
business;  premises  10  Hemlock  street,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January  27, 
1920,  aftei  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hemlock  place  and  Mary 
street  are  both  located  in  residence  districts ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  55904- 
LC,  dated  December  18,  1919,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  section 
3  of  art.  2  of  the  building  zone  resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  used  for  commercial  purposes. 
*  *  *_ 

“You  are,  therefore,  ordered  to  remove  all  com¬ 
mercial  automobiles  from  the  premises  and  discontinue 
the  storage  o*  automobiles  other  than  private  cars 
owned  and  stored  by  the  occupants  of  the  dwelling  on 
lot  where  garage  is  located.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  18  ft. 
and  a  depth  of  23  ft.  to  be  occupied  as  a  garage  for  two 
commercial  cars  owned  by  the  lessee  of  the  premises  and 
used  by  him  in  his  business ;  and 
Whereas,  applicant  has  filed  consents  of  owners  of  prop¬ 
erty  deemed  by  the  board  +o  be  affected,  has  occupied 
premises  for  30  years  and  uses  a  Ford  car  and  a  Standard 
truck  in  his  business,  which  is  the  erection  and  setting  of 
monumental  stone  work ;  and 
Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  January  27,  1920,  for  a  temporary  period  of  2 
years  and  applicant  requested  a  further  extension  of  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  temporary  permit  for  the 
maintenance  of  a  garage  for  two  commercial  vehicles  the 
property  of  the  lessee  of  the  premises  for  a  period  of  two 
years  from  January  27,  1922. 


AREAS  FIXED. 

(206-22-BZ) 

The  Chairman  presented  and  read  a  communication  from 
John  D.  Armstrong,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage  at  premises  No.  1270  East 
19th  street,  Brooklyn. 

The  following  area  was  approved  by  the  Board : 

Both  sides  of  East  19th  street  from  Avenue  L  to 
100  feql  north  of  Avenue  M  and  the  lots  facing  on  Old 
Ocean  avenue  between  18th  and  19th  streets,  as  shown 
on  block  diagram  filed. 


(115-22-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Jefferson  D.  Edwards,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  of  a  garage  at  premises  N.  W.  corner  of  92nd 
street  and  Ft.  Hamilton  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  Board : 

Both  sides  of  92nd  street  from  Gelston  avenue  to 
200  feet  east  of  Fort  Hamilton  avenue,  and  both  sides 
of  Fort  Hamilton  avenue  from  90th  street  to  200  feet 
south  of  92nd  street,  and  include  the  Board  of  Educa¬ 
tion  on  the  list  of  owners  for  purpose  of  notification. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  28,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents  Brady,  Re- 
ville,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals,  held  on  Tuesday  afternoon, 
February  21,  1922,  were  approved  as  printed  in  the 
Bulletin,  No.  9,  Vol.  VII. 


that  the  petition  be  and  it  hereby  is  granted  on  condition 
that  the  13th  story  be  sprinklered,  with  the  exception  of 
the  suite  of  rooms  at  the  southerly  end  of  the  pent  house, 
and  the  rooms  marked  and  used  as  superintendent’s  suite, 
and  the  two  adjoining  suites  to  the  west,  with  the  excep¬ 
tion  of  the  pantry  and  kitchen,  and  that  this  variation  is 
granted  only  during  such  time  as  the  present  use  and  occu¬ 
pancy  of  the  13th  story  remain  unchanged. 


PETITIONS  FOR  VARIATIONS. 

401-19-S. 

PETITIONER— Herman  Lee  Meader,  treasurer  32nd- 
33rd  Street  Corporation,  lessee. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2-16  West  33rd  street,  5,  7 
&  15  West  32nd  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Herman  Lee  Meader. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD— Interpretation  of  previous  res¬ 
olution  to  clarify  same. 

CONDITIONS— As  specified  in  the  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby, 
Superintendents  Reville,  Kleinert,  Moore 

and  McDermott  .  1° 

Negative  . •  •  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  3 

THE  RESOLUTION: 

(401-19-S) 

Whereas  Herman  Lee  Meader,  treasurer,  32nd-33d  St. 
Corporation’  lessee,  William  Vincent  Astor,  owner  filed 
Tune  6,  1919,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  of  the  requirements  of  section  83-b, 
labor  law.  as  cited  in  order  of  the  fire  commissioner,  af¬ 
fecting  premises  2-16  West  33d  street,  5-7  and  15  West 

32d  street,  Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  No.  5/640- 

F  reads  i 

“1.  Extend  the  sprinkler  system  so  as  to  protect 
every  square  foot  of  the  13th  floor  as  per  Section 
83-B  of  the  Labor  Law.  *  *  ; 

Whereas  the  building  is  fireproof,  twelve  stories  and 
pent  house  in  height,  200  ft.  by  197  ft.  6  in  in  area,  occu¬ 
pied  as  offices  and  factory,  with  not  more  than  ninety-five 
•  persons  per  floor,  equipped  with  a  100  per  cent  sprinkler 
system,  except  the  pent  house  on  the  roof ;  the  means  o 
egress  consisting  of  four  interior  stairways  enclosed  in 
fireproof  partitions  with  fire  doors  at  the  openings,  ex¬ 
tending  from  the  first  story  to  the  roof,  a  fire  tower  ex¬ 
tending  from  the  first  story  to  the  roof;  and  . 

Whereas,  the  pent  house  or  13th  story  is  occupied  by 
tanks,  elevator  machinery,  the  living  quarters  of  a  nian- 
aging  director  of  the  owning  company  and  three  office 
tenants,  no  part  of  this  area  is  used  as  a  factory,  the 
greater  part  of  the  pent  house  being  protected  bv  sprink¬ 
lers,  except  for  certain  rooms,  which,  owing,  to  their  char¬ 
acter,  the  placing  of  pipes  would  badly  disfigure;  these 
room’s  have  tiled  floors  and  are  fireproof  throughout;  and 
Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  June  24,  1919,  on  certain  conditions  and  peti¬ 
tioner  appeared  before  the  board  and  requested  an  inter 
pretation  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commissioner,  and 


1656-21-S. 

PETITIONER — Henry  J.  Nurick,  for  Marie  M.  I.  De 
Courval,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 366  Eighth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Leo  Harrison. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922, 
for  final  hearing. 


2-22-S. 

PETITIONER — Jerome  Realty  Company,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 685-587  Fulton  street, 

Brooklyn. 

APPEARANCES— 

For  Petitioner:  Louis  D.  Schwartz. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1922,  as 
work  is  in  progress. 


1023-21-S. 

PETITIONER — Thomas  A.  Weatherly,  lessee. 
SUBJECT — Petition  for  variation  of  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 602  Madison  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  James  A.  Beha  and  Wm.  J. 

Pedrick,  of  5th  Ave.  Assn. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby, 
Superintendents  Brady,  Reville,  Klein¬ 
ert,  Moore  and  McDermott  .  11 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon  and  Deputy 

Fire  Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(1023-21-S) 

Whereas,  Thomas  A.  Weatherly,  lessee,  filed,  Sept. 
17,  1921,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  a  variation  of  the  requirements  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner,  affect- 
ins:  premises  602  Madison  avenue,  Manhattan ;  and 
\Vhereas,  the  order  of  the  fire  commissioner,  No.  6901- 
LD,  dated  May  27,  1920,  reads  : 

“1.  Provide  an  outside  iron  balcony  fire  escape.  on 
the  rear  of  building  with  balconies  4  ft..  in  width 
connected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees  extending 
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from  ground  to  roof,  constructed  as  per  Section  79B-4 
of  the  Labor  Law  and  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals  or  carry  out  a  proper  alternative 
method  of  complying  with  Section  79B-1  of  the  Labor 

Law.  .  ; 

“2.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof  as  per  Sections  79B-1  and 
79C-1  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  70  ft.  in  area  at  the  1st  story, 
25  ft.  by  54  ft.  in  area  above;  occupied,  1st  story,  store, 
wearing  apparel ;  2nd  story,  millinery  manufacture,  35 
persons ;  3rd,  4th  and  5th  stories,  living  apartments ,  the 
means  of  egress  consisting  of  an  interior  wooden  stair¬ 
way  extending  from  the  1st  story  to  the  5th  story  with 
ladder  to  scuttle  in  roof  enclosed  in  wood  stud  and  wire 
lath  and  cement  partitions  on  the  1st  and  2nd  stories  and 
wood  studs  and  lath  and  plaster  partitions  above  with 
fireproof  self-closing  doors  on  the  1st  and  2nd  stories 
and  wood  doors  above ;  and 

Whereas,  the  petitioner  requests  that  the  order  to  ex¬ 
tend  the  stairs  to  the  roof  be  modified  to  accept  an  iron 
ladder  to  scuttle  in  the  roof  in  place  of  extending  stair¬ 
way  to  roof  and  also  that  the  order  to  fireproof  the  win¬ 
dows  on  the  course  of  the  fire  escape  be  rescinded  in 
view  of  the  fact  that  a  45  degree  fire  escape  is  being 
erected  on  the  front  of  the  building  and  that  the  manu¬ 
facturing  is  to  be  limited  to  the  2nd  story  with  only 
apartments  above ;  and 

Whereas,  Cal.  No.  448-20-S,  a  petition  on  the  same 
premises  and  the  same  order,  was  withdrawn. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commissioner. .  and 
that  the  petition  be  and  it  hereby  is  granted  on  condition 
that  a  fixed  iron  ladder  be  provided  to  the  scuttle  in  the 
roof,  any  door  at  the  foot  of  ladder  to  be  removed  perma¬ 
nently  and  that  a  goose-neck  ladder  be  provided  from  top 
balcony  of  the  rear  fire  escape  to  the  roof ;  the  fire  escape 
balconies  to  be  connected  by  60  degree  stairs  from  2nd 
to  5th  floors,  and  bv  45  degree  stairs  from  2nd  story 
to  vard ;  the  fireproofing  of  windows  on  the  course  of 
the  fire  escape,  above  and  including  the  3rd  floor,  is  waived; 
further  that  egress  be  provided  from  the  termination  of 
the  rear  fire  escape  by  means  of  an  opening  in  the  fence  to 
the  north,  which  shall  be  maintained  without  any  bolts  or 
fastenings:  that  the  egress  to  the  rear  fire  escape  from  the 
2nd  story  shall  be  by  means  of  a  fireproof  casement  sash ; 
that  a  sash  door  be  provided  in  the  hall  to  the  room  in  the 
rear  leading  to  the  fire  escape,  and  that  an  approved  fire 
hook  be  maintained  on  the  hall  side  of  said  door  on  the 
3rd,  4th,  and  5th  stories ;  and  that  this  variation  be  granted 
only  so  long  as  conditions  as  to  use  and  occupancy  remain 
as  at  present. 


1436-21-S. 

PETITIONER— Louis  Hershman,  for  S.  A.  French, 
owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 106  West  28th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Louis  Hershman. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 

rONDTTTONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland.  Kearney,  Kerby, 
Superintendents  Brady,  Reville,  Klein- 
ert,  Moore  and  McDermott  .  11 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy 

Fire  Commissioner  Hanncn  .  3 

THE  RESOLUTION: 

(1436-21-S) 


Whereas,  Louis  Herschman,  for  P.  A.  French,  owner, 
filed,  Nov.  22,  1921,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  106  West  28th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  80912- 
LD,  dated  May  21,  1918,  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  at 
rear  of  building  with  balconies  4  ft.  in  width  con¬ 
nected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees,  extending 
from  ground  to  roof,  constructed  as  per  section  79-B-4 
of  the  Labor  Law,  or  carry  out  a  proper  alternative 
method  of  complying  with  section  79-B-l  of  the  Labor 
Law”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  22  ft.  by  47  ft.  in  area,  occupied,  mfg. 
furs,  1  person,  1st  story;  6  persons,  2nd  story;  6  persons, 
3rd  story;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  to  the  3rd  story  enclosed 
in  lath  and  plaster  partitions  with  wood  doors  at  the 
openings ;  and 

Whereas,  it  is  proposed  to  erect  a  fire  escape  on  the 
rear  of  the  building,  with  balconies  connected  by  60  degree 
stairs,  with  gooseneck  ladder  to  roof  and  stationary  stairs 
to  yard  with  egress  from  yard  by  gate  in  fence  to  adjoin¬ 
ing  premises. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commissioner,  and 
that  the  petition  be  and  it  hereby  is  granted  on  condition 
that  the  fire  escape  balconies  embrace  the  entire  width 
of  the  window  on  each  floor,  and  that  a  goose-neck  ladder 
be  provided  from  the  top  balcony  to  the  roof;  that  the 
railing  on  the  stairs  of  the  fire  escape  be  at  least  54 
in.  in  height ;  that  a  scuttle  at  least  2  by  3  ft.  be  provided 
in  the  roof  over  the  hallway  with  a  fixed  iron  ladder  to 
same ;  and  that  the  windows  along  the  course  of  the  fire 
escape  be  made  fireproof,  one  casement  sash  on  each  floor. 


57-22-S 

PETITIONER— Charles  P.  Cannella,  for  Frank  Mis- 
tretta,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  health  commissioner. 

PREMISES  AFFECTED— 75  Degraw  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD— Granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty.  Boulton.  Kear- 
nev,  Kerby,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott  9 

Negative:  Chairman  Walsh  .  1 

Absent:  Mr.  Holland,  Fire  Chief.  Kenlon 
and  Deputy  Fire  Commissioner  Hannon  3 
THE  RESOLUTION: 

(57-22-S) 

Whereas,  Charles  P.  Cannella,  architect,  for  Frank 
Mistretta.  owner,  filed  January  13,  1922,  a  petition  with 
the  board  of  standards  and  appeals  for  variation,  from 
the  requirements  of  the  labor  law  as  cited  in  decision  of 
the  department  of  health,  affecting  premises  75  Degraw 
street,  Brooklyn ;  and 

Whereas,  the’  decision  of  the  department  of  health 
reads : 

“At  the  meeting  of  the  Board  of  Health  of  the 
Department  of  Health  of  the  City  of  New  York,  held 
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Dec.  22,  1921,  your  application  for  a  sanitary  certifi¬ 
cate  for  a  cellar  bakery  at  75  Degraw  St.  in  the  Bor¬ 
ough  of  Brooklyn,  was  denied  by  order  of  the  Board 
of  Health”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  25  ft.  by  50  ft.  in  area,  occupied  in 
the  cellar  as  a  bakery,  2  persons ;  tenement  above,  the 
height  of  the  bakery  from  floor  to  ceiling  being  7  ft.  8 
in.,  the  ceiling  of  the  bakery  being  1  ft.  10  in.  above  the 
curb  level ;  the  means  of  ventilation  consisting  of  two 
windows,  each  3  ft.  by  1  ft.  6  in.,  one  opening  to  the 
street  and  one  opening  to  the  yard ;  and 

Whereas,  the  petitioner  has  filed  a  letter  from  the  tene¬ 
ment  house  department,  stating  that  the  bakery  was  in 
operation  in  1910. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted. 


62-22-S. 

PETITIONER— Charles  P.  Cannella,  for  Rosa  Gold, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  health  commissioner. 

PREMISES  AFFECTED— 124  Allen  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD — Laid  over  for  vote  of  full 
board. 

THE  VOTE— (Motion  to  Grant) 

Affirmative:  Messrs.  Beatty,  Boulton,  Ker- 
by,  Superintendents  Brady,  Kleinert,  and 

McDermott  .  6 

Negative:  Chairman  Walsh,  Superintend¬ 
ents  Reville  and  Moore  . •  •  3 

Absent:  Messrs.  Holland,  Kearney,  Fire 

Chief  Kenlon,  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  4 


83-22-S. 

PETITIONER— 'Charles  P.  Cannella,  for  Giuseppina 
La  Barbera,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  health  commissioner. 

PREMISES  AFFECTED— 1742  Bath  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922, 
for  information  from  the  health  department. 


85-22-S. 

PETITIONER — Charles  P.  Cannella,  for  Anthony 
Egenberger,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  health  commissioner. 

PREMISES  AFFECTED — 241  Howard  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1922, 
for  further  information  from  health  depart¬ 
ment. 


1176-21-S. 

PETITIONER — W.  H.  Birkmire’s  Sons. 

SUBJECT— Petition  for  reopening. 

PREMISES  AFFECTED— 113  Park  Row,  Manhattan. 
APPEARANCES—  . 

For  Petitioner:  Harold  Birkmire. 

ACTION  OF  BOARD— Reopened,  hearing  set,  for 
March  21,  1922,  at  2  p.  m. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Kleinert  and  McDer¬ 
mott  .  8 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Reville  and  Moore  .  5 


1159-21-S. 

PETITIONER— W.  H.  Birkmire’s  Sons. 

SUBJECT — Petition  for  reopening. 

PREMISES  AFFECTED — 348  Sixth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Harold  Birkmire. 

ACTION  OF  BOARD — Reopened;  hearing  set  for 


March  14. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Kleinert  and  McDer¬ 
mott  .  8 

Negative  . 0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Reville  and  Moore  .  5 


59-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Daniel  Birdsall 
&  Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire1  commissioner. 

PREMISES  AFFECTED— 41  Worth  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition,  ratifying 
the  actions  of  the  board  of  review  of  the  fire  de¬ 
partment,  dated  Dec.  4,  1919,  and  May  13,  1920. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  .  0 

Absent:  Mr  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION : 

(59-22-S) 


Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Samuel  A.  Wood  Estate,  owner,  filed,  January  14,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises  41 
Worth  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
8,  1919,  Order  No.  93734-LD,  reads: 

“1.  Enclose  the  interior  stairway  at  the  east  side 
of  building. 

“Among  the  defects  noted  on  this  fire  escape  are: 

“Windows  on  course  not  fireproof,  not  self-closing. 
No  counterbalanced  stairway  to  street.  Rails  are  not 
3  ft.  high.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  29  ft.  10  in  by  93  ft.  in  area  in  the 
1st  story  and  29  ft.  10  in.  by  85  ft.  in  area  above,  oc¬ 
cupied,  1st  story,  offices,  10  persons;  2nd  story,  offices,  30 
persons ;  3rd  story,  stock  and  store  rooms,  4  persons ;  4th 
story;  stock  rooms;  5th  story,  mfg.  linen  toweling,  25 
persons ;  the  means  of  egress  consisting  of  an  interior 
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stairway  extending  from  the  1st  story  to  the  roof,  unen¬ 
closed,  except  partially  in  the  1st  and  2nd  stories,  and  in 
the  5th  story,  where  it  is  enclosed  in  wood  partitions,  a 
fire  escape  on  the  front  of  the  building  with  drop  ladder 
in  guides  to  the  street,  a  party  wall  fire  escape  on  the 
rear  of  the  building  in  the  3rd,  4th  and  5th  stories  leading 
to  No.  43,  a  horizontal  exit  protected  by  self-closing  fire 
doors  on  both  sides  in  3rd,  4th  and  5th  stories  leading  to 
No.  39,  the  building  being  equipped  with  an  automatic 
sprinkler  system  and  an  interior  fire  alarm  signal  system ; 
and 

Whereas,  the  petitioner  contends  that  the  board  of  re¬ 
view  under  date  of  Dec.  12,  1919,  and  May  13,  1920,  ac¬ 
cepted  the  existing  exit  facilities  as  long  as  the  occupancy 
of  No.  39,  the  building  adjoining,  does  not  exceed  25  per¬ 
sons  above  the  2nd  story  and  that  these  stipulations  have 
been  carried  out;  and 

Whereas,  the  board  deemed  that  the  actions  of  the  board 
of  review  of  the  fire  department  of  Dec.  12,  1919,  and 
May  13,  1920,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  actions 
of  the  board  of  review  of  the  fire  department  of  Dec.  12, 
1919,  and  May  13,  1920,  be  complied  with. 

Resolved ,  further,  that  this  variation  is  granted  only  so 
long  as  both  buildings  remain  in  control  and  operation  of 
the  one  lessee. 


95-22-S. 

PETITIONER — Dietrich  Wortman,  for  Hencken  Realty 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order' 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 540  West  29th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Dietrich  Wortman. 

For  Administration :  Inspector  Maher  of  the  fire 
department.  Inspector  Close  of  the  bureau  of 
buildings. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE— 

Affirmative  . . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
IBoulton,  Kearney,  Kerby,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott..  9 
Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Reville  .  4 

THE  RESOLUTION : 

(95-22-S) 

Whereas,  Dietrich  Wortman,  for  Hencken  Realty  Co., 
owner,  filed,  Jan.  23,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law.  as  cited  in  a  decision  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  540  West  29th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings.  rendered  Jan.  10,  1922,  in  acting  on  Alteration  Appli¬ 
cation  No  3089-1921,  reads: 

“6.  Safe  and  unobstructed  egress  should  be  pro¬ 
vided  from  fire  escape  in  accordance  with  section  273, 
subdivision  9  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  24  ft.  6  in.  by  98  ft.  5  in.  in  area  in 
the  1st  story  and  24  ft.  6  in.  by  93  ft.  9  in.  in  area  above; 
occupied,  1st  story,  carpenter  shop,  6  persons;  2nd  story, 
sign  making,  10  persons;  3rd  story,  shoemaking,  22  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  stair- 
wav  extending  from  the  1st  story  to  the  roof  enclosed 
in  2  in.  terra  cotta  block  partitions  with  wood  doors  at 
the  openings,  a  fire  escape  on  the  rear  of  the  building 


with  egress  from  the  foot  of  the  fire  escape  over  roof  of 
coal  yard  shed  adjoining,  with  fireproof  windows  along 
course  of  the  fire  escape;  and 

Whereas,  petitioner  contends  that  there  is  a  stairway 
leading  from  roof  of  the  coal  yard  shed  to  the  coal  yard 
with  direct  egress  to  28th  street  and  that  the  number  of 
persons  in  the  building  will  never  exceed  22. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  petition 
be  and  it  hereby  is  denied. 


97-22- S. 

PETITIONER — F.  P.  Keniston,  for  Jeannette  Levinson, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 56  Suffolk  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE—  . 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  . .  9 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Reville  .  4 


THE  RESOLUTION: 

(97-22-S) 

Whereas,  F.  P.  Keniston,  for  Jeannette  Levinson,  owner, 
filed,  Jan.  24,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  56  Suffolk  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  29665- 
LD,  dated  Jan.  3,  1922,  reads: 

“1.  Extend  the  interior  stairway  at  north  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law. 

“2.  Enclose  the  interior  stairway  at  north  side  of 
building  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides  with  platforms  of  fire  resisting 
material.  *  *  * 

“3.  Arrange  the  fire  escape  on  the  front  of  the 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  *  *  *. 

“NOTE :  Among  the  defects  noted  on  this  fire 
escape  are  the  following: 

“Doors  to  balconies  2  ft.  x  6  ft.  not  provided.  Win¬ 
dows  on  course  not  fireproof  self-closing.  Stairs  not 
45  degrees.  No  counterbalanced  stairway  to  street. 
Not  screened  to  a  height  of  4  ft.  6  in.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  19  ft.  by  50  ft.  in  area ;  occupied,  1st  story,  wine 
store,  2  persons;  2nd  story,  storage,  horse  clothing,  2  per¬ 
sons  ;  3rd  story,  mfg.  horse  clothing,  3  persons ;  4th  story, 
mfr.  coats,  12  persons;  5th  story,  mfr.  artificial  fruits,  5 
persons ;  6th  story,  textile  printing,  3  persons ;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  6th  story  with  scuttle  and  ladder  to 
roof  enclosed  in  %  in.  board  partitions  covered  both  sides 
with  metal,  with  wooden  doors  partly  metal  covered  at 
the  openings;  a  fire  escape  on  the  front  of  the  building 
with  drop  ladder  to  the  street;  and 
Whereas,  petitioner  proposes  to  provide  a  counterbal¬ 
anced  stairway  from  the  2nd  story  to  the  street,  to  fire¬ 
proof  windows  on  course  of  fire  escape  on  2nd,  3rd,  4th 
and  5th  stories,  to  install  casement  doors,  and  requests 
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that  the  present  windows  at  top  story  and  the  60  degree 
connecting  stairway  be  accepted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  counterbalanced  stair  from  the  lowest  bal¬ 
cony  be  provided;  windows  along  the  course  of  the  fire 
escape,  2rd,  3rd,  4th  and  5th  stories,  to  be  made  fireproof; 
casement  doors  to  be  installed  on  each  floor,  leading  to  the 
balconies,  with  steps  from  floor  to  the  sills ;  that  the  rail¬ 
ings  of  the  stairs  connecting  balconies  be  not  less  than 
54  in.  in  height;  and 

Resolved,  further,  that  this  variation  be  granted  only 
so  long  as  present  occupancy  remains  unchanged. 


107-22-S. 

PETITIONER— Richard  Lamb,  for  Geo.  E.  Keith  Estate,  ■ 

owner.  ... 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 179  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Richard  Lamb,  Herbert  Lau. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  ...  9 

Negative  . •••••  ® 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Reville  .  * 

THE  RESOLUTION : 

(107-22-S) 

Whereas,  Richard  Lamb,  for  Geo.  E.  Keith  Estate,  filed, 
January  25,  1922,  a  petition  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  orders  of  the  fire  commissioner,  af¬ 
fecting  premises  179  Broadway,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  29848- 
LD  and  29849-LD,  dated  January  5,  1922,  read: 

No.  29848-LD — “1.  Enclose  the  interior  stairway  at 
the  south  side  of  building  *  *  *. 

“2.  Arrange  the  fire  escape  in  the  rear  of  the  building 
and  openings  leading  thereto  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following:  No  stairway  from  top  balcony  to  roof. 
No  handrail  on  balcony  opening.  No  stairway  from 
lowest  balcony  to  ground.  No  passageway  from  ter¬ 
mination  of  fire  escape  to  street.  Not  screened  to  a 
height  of  4  ft.  6  in.  No  steps  to  sills  of  openings  to 
balconies.  Doors  to  balconies  at  least  2  ft.  x  6  ft.  not 
provided.  Windows  on  course  not  fireproof  not  self¬ 
closing.”  . 

No.  29849-LD — “1.  Provide  exit  signs,  letters  to  be 
at  least  8  ins.  in  height,  at  all  means  of  egress  with  a 
red  light  over  all  such  exits  for  use  in  time  of  dark¬ 
ness  *  *  *.”; 

and  ...  . 

Whereas,  the  building'  is  non-fireproof,  6  stories  in 
height,  25  ft.  2  in.  x  100  ft.  in  area  in  the  1st  story,  and 
25  ft.  2  in.  x  90  ft.  in  aiea  above;  occupied,  1st  story, 
stores,  6  persons;  2nd  story,  vacant;  3rd  story,  merchant 
tailor,  4  persons;  4th  story,  tailor,  12  persons;  5th  story, 
tailor,  10  persons ;  6th  story,  offices,  7  persons ;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  wood  studs,  lath  and 
plaster  partitions,  with  wood  doors  at  the  openings,  a  fire 
escape  on  the  rear  of  the  building  with  gooseneck  ladder 
to  roof  and  with  egress  in  the  2nd  story  across  the  exten¬ 
sion  roof  to  the  adjoining  premises;  and 
Whereas,  petitioner  proposes  to  alter  the  present  fire  es¬ 


cape  on  the  rear  of  the  building  to  conform  with  the  re¬ 
quirements  of  the  law  and  to  install  an  electric  fire  alarm 
signal  system  and  to  erect  an  iron  ladder  from  the  roof 
of  No.  179  Broadway  to  No.  181  and  to  provide  exit  signs 
and  claims  that  the  building  as  now  occupied  does  not  con¬ 
stitute  a  hazard. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  in  so  far  as  it  relates  to  order  No. 
291848-LD,  be  and  it  hereby  is  granted,  on  condition  as  to 
item  No.  1,  that  the  present  door  to  the  stair  hall  be  made 
self-closing  and  the  transoms  made  stationary;  as  to  item 
No.  2,  on  condition  that  the  rear  fire  escape  be  connected 
by  a  horizontal  balcony  with  the  premises  immediately  ad¬ 
joining  to  the  south  and  that  an  iron  ladder  be  provided 
from  the  roof  of  No.  179  to  the  roof  of  No.  181  and  that 
the  order  of  the  fire  commissioner,  No.  29849-LD,  be  af¬ 
firmed  and  the  petition  in  so  far  as  it  relates  to  that  order 
be  denied. 


136h22-S. 

PETITIONER— Nicholas  Marty,  for  Carmella  Di  Piazza, 

owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  the  health  commissioner. 

PREMISES  AFFECTED— 652  Liberty  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Nicholas  Marty. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  ...  9 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Reville  .  4 

THE  RESOLUTION : 

(136-22-S) 

Whereas,  Nicholas  Marty,  for  Carmella  Di  Piazza,  own¬ 
er,  filed  February  2,  1922,  a  petition  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  department  of 
health,  affecting  premises  652  Liberty  avenue,  Brooklyn;  and 
Whereas,  the  decision  of  the  department  of  health,  ren¬ 
dered  January  26,  1922,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  De¬ 
partment  of  Health  of  the  City  of  New  York,  held 
Jan.  26,  1922,  your  application  for  a  sanitary  certificate 
for  a  cellar  bakery  at  652  Liberty  avenue,  in  the  Bor¬ 
ough  of  Brooklyn,  was  denied.” ; 

and 

Whereas,  the  building  is  frame,  2  stories  in  height,  35 
ft.  x  42  ft.  in  area,  occupied,  cellar,  at  present  vacant,  but 
arranged  as  a  bakery ;  1st  and  2nd  stories,  store  and  dwell¬ 
ing,  2  families ;  the  height  of  the  bakery  from  floor  to  ceil¬ 
ing  being  8  ft.  6  in.,  the  ceiling  being  1  ft.  4  in.  above  the 
curb ;  and 

Whereas,  petitioner  proposes  in  addition  to  the  two  ex¬ 
isting  1  ft.  6  in.  x.  2  ft.  6  in.  windows,  to  construct  new  areas 
on  the  Liberty  avenue  side  of  the  building  3  ft.  by  2  ft., 
covered  with  iron  gratings  and  to  provide  a  double  hung 
12  ft.  6  in.  by  6  ft.  window  opening  to  each  area;  also  to 
provide  sash  doors  to  steps  leading  to  yard  and  street,  the 
floor  of  cellar  to  be  excavated  to  give  a  clear  height  of  8 
ft.  and  a  new  plasterboard  ceiling  provided. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  work  proposed  by  petitioner  be  carried 
out. 
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1621-21-S. 

PETITIONER — Alexander  S.  Fisher,  for  Jessie  B.  Lat- 
tocks,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 62  Dey  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Alexander  S.  Fisher. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Brady,  Kleinert  and  McDermott  .  8 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Reville  and  Moore  .  5 

THE  RESOLUTION: 

(1621-21-S) 


Whereas,  Alexander  S  Fisher,  for  Jessie  B.  Lattocks, 
owner,  filed  December  10,  1921,  a  petition  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner  affecting  premises  62  Dey  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  82551- 
LD,  reads : 

“Arrange  the  fire  escape  on  east  side  of  building  and 
the  openings  leading  thereto  and  the  window  opening  on 
the  course  thereof  so  that  same  are  in  compliance  with 
the  provisions  of  section  79B-4  and  79B-5  of  the  labor 
law  and  Rule  4  of  the  Industrial  Code,  or  carry  out  a 
proper  alternative  method  of  complying  with  the  re¬ 
quirements  of  section  79B-1  of  the  labor  law. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are:  Stairs  are  not  60  degrees.  No  counterbalanced 
stairway  to  street.  No  stairway  from  top  balcony  to 
roof.  Windows  on  course  not  fireproof  and  do  not 
allow  of  an  unobstructed  opening  of  3  ft.  x  3  ft. 

“Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  as  per  section  79B-1  and  79C-1  of 
the  labor  law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  4 
stories  and  mezzanine  in  height,  25  ft.  x  68  ft.  in  area  in  the 
1st  story  and  25  ft.  x  60  ft.  in  area  above,  occupied,  1st 
story,  machine  shop,  4  persons ;  2nd  story,  plumbing  fix¬ 
tures  and  supplies,  3  persons;  3rd  story,  electric  work,  5 
persons ;  4th  story  and  mezzanine,  storage  of  plumbing  fix¬ 
tures,  no  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  4th 
story,  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings,  a  60  degree  iron  stair  to  counterbalanced  scuttle 
in  roof  over  loft,  a  fire  escape  on  the  Greenwich  street  side 
of  the  building  with  balconies  connected  by  stairs  at  an 
angle  of  80  degrees  with  60  degree  stairs  to  roof  and  ladder 
to  street,  non-fireproof  windows  along  the  course  of  the 
fire  escape;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy  and  small  height  and 
area  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  fire  escape  be  continued  to  roof  by  60 
degree  stairway  and  platform  at  roof  level  and  that  a  coun¬ 
terbalanced  drop  ladder  in  guides  be  provided  from  2nd 
story  balcony  to  the  street  and  that  the  occupancy  be  lim¬ 
ited  to  8  persons  above  the  1st  story. 


108-22-S 

PETITIONER — Jacob  Kottek,  for  Hattie  Kottek,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED — 6  Chrystie  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Jacob  Kottek,  L.  K.  Fries. 

For  Adminuistration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Dismissed. 

CONDITIONS— None. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 


Brady,  Kleinert,  Moore  and  McDermott...  9 

Negative  .  o 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Reville  .  4 

THE  RESOLUTION: 

(108-22-S) 


Whereas,  Jacob  Kottek,  for  Hattie  Kottek,  owner,  filed, 
January  26,  1922,  a  petition  with  the  board  of  standards  and 
appeals  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  6  Chrystie  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29910- 
LF,  dated  J  anuary  7,  1922,  reads : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals  and  the  enclosed  approved  lay¬ 
out.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  32  ft.  7  in.  x  20  ft.,  irregular  in  area;  occupied  for 
the  manufacture  of -clothing;  2nd  story,  6  persons;  3rd 
story,  2  persons ;  4th  story,  3  persons ;  5th  story,  5  persons ; 
6th  story,  3  persons;  7th  story,  2  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from  the 
1st  story  to  the  roof  enclosed  in  fire  retarding  partitions 
with  fire  doors  at  the  openings;  a  fire  escape  on  the  front 
of  the  building  with  fireproof  windows  along  the  course; 
and 

Whereas,  petitioner  contends  that  there  are  less  than  25 
persons  in  the  entire  building  and  that  in  1916  a  similar 
order  was  rescinded  because  there  were  less  than  25  per¬ 
sons  in  the  building. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
as  the  present  occupancy  of  the  building  does  not  require 
the  installation  of  a  fire  alarm  signal  system. 


201-22-S. 

PETITIONER — James  M.  Shaw  &  Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 25  Duane  street,  Manhattan 
APPEARANCES— 

For  Petitioner:  William  R.  Conklin,  James  H. 
Shaw. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Brady,  Kleinert  and.  McDermott  .  8 

Negative  .  q 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Reville  and  Moore  .  5 

THE  RESOLUTION: 

(201-22-S) 

Whereas,  James  M.  Shaw  &  Co.,  for  the  City  of  New 
York,  owner,  filed,  Feb.  10,  1922,  a  petition  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  25  Duane  street,  Manhattan: 
and 
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Whereas,  the  orders  of  the  fire  commissioner,  No.  56050- 
LD  and  No.  56051-LD,  read: 

No.  56050-LD — “1.  Arrange  entrance  doors  at  pres¬ 
ent  so  as  to  open  outwardly  without  obstructing  stair¬ 
way  as  per  Sec.  79-B-3  of  the  Labor  Law.” 

No.  56051-LD — “1.  Extend  the  stairway  at  the  west 
side  of  building  to  the  roof  as  per  sections  79-B-l  and 
79-C-l  of  the  Labor  Law. 

“2.  Enclose  the  interior  stairway  serving  as  a  required 
means  of  exit  and  the  landings,  platforms  and  passage¬ 
ways  connecting  therewith  on  all  sides  with  partitions 
of  fire  resisting  material  extending  from  cellar  to  - 
3  ft.  above  roof  *  *  *. 

‘‘3.  Provide  an  outside  iron  balcony  fire  escape  on  the 
south  side  of  building  with  balconies  4  ft.  in  width  con¬ 
nected  by  stairways  not  less  than  22  in.  wide,  placed  at 
an  incline  of  not  more  than  45  degrees,  extending  from 
ground  to  roof,  constructed  as  per  section  79-B-4  of  the 
Labor  Law,  or  carry  out  a  proper  alternative  method 
of  complying  with  section  79-B-l  of  the  Labor  Law. 
The  fire  escape  will  be  required  in  the  above  men¬ 
tioned  location  only  if  the  stairway  enclosure  is  pro¬ 
vided  for  the  stairway  in  its  present  location,  otherwise 
some  alternative  method  of  providing  a  secondary 
means  of  egress  must  be  followed.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  22  ft.  x  92  ft.  in  area,  occupied,  sub-cellar,  engine 
room  and  storage;  cellar,  storage  and  packing;  1st  story, 
store  and  office ;  2nd,  3rd  and  4th  stories,  storage ;  5th  story, 
storage  and  decorating,  8  persons ;  6th  story,  storage  and 
kiln,  1  person;  the  means  of  egress  consisting  of  an 
interior  wooden  stairway  extending  from  the  1st  story  to 
the  6th  story,  unenclosed,  with  scuttle  and  ladder  to  the 
roof  in  the  top  loft,  with  iron  steps  from  doorway  in  the 
side  of  the  building  in  the  5th  story  leading  to  adjoining 
fire  escape  on  Park  Row;  and 

Whereas,  petitioner  contends  that  the  persons  in  the  5th 
story  are  employed  in  decorating  glazed  china  and  glass¬ 
ware;  the  decorating  materials  are  metal  colors  and  gold 
and  that  the  kiln  on  the  6th  story  is  set  up  on  steel  beams 
with  brick  arches  underneath  and  an  asbestos  ceiling,  and 
there  is  nothing  inflammable  in  the  kiln. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  long 
as  conditions  as  to  occupancy  be  not  increased  beyond  ten 
persons  above  the  1st  story. 


15-22-S. 

PETITIONER — David  O.  Haynes,  for  lessee. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 3  Park  place,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum,  Clarence  H. 
Fay. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Brady,  Kleinert  and  McDermott  . 8 

Negative  . 0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Reville  and  Moore  .  5 


THE  RESOLUTION: 

(15-22-S) 

Whereas,  David  O.  Haynes,  lessee,  for  Alice  Davis 
Estate,  owner,  filed,  Jan.  5,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 


ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  3  Park  place,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
November  14,  1921,  reads : 

28510-LF.  “1.  Install  an  adequate  interior  electric 

fire  alarm  system  in  accordance  with  the  Rules  of 
the  Board  of  Standards  and  Appeals  and  the  enclosed 
approved  layout.” 

28511-LF.  “An  inspection  of  premises  3  Park  Place, 
iBorough  of  Manhattan,  shows  that  a  fire  drill  should 
be  established  and  maintained  therein.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  26  ft.  7  in.  by  75  ft.  6  in.  in  area  in  the  1st  story 
and  26  ft.  6  in.  by  70  ft.  in  area  above ;  occupied,  1st  story, 
dairy  lunch ;  2nd  story,  offices,  8  persons ;  3rd  story,  offices, 
12  persons ;  4th  story,  offices,  5  persons ;  5th  story,  com¬ 
posing  room,  6  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  5th  story  with  double  rung  ladder  to  scuttle  in  the 
roof,  enclosed  in  wood  stud  and  metal  covered  partitions 
in  the  1st  and  2nd  stories  and  unenclosed  above;  a  fire 
escape  on  the  front  of  the  building  with  gooseneck  ladder 
to  the  roof  and  counterbalanced  stair  to  street  with  fire¬ 
proof  windows  along  the  course  of  the  fire  escape;  one  of 
the  windows  being  a  casement  sash ;  the  building  being 
provided  with  sprinkler  system  in  the  cellar  and  sub-cellar ; 
and 

Whereas,  petitioner  contends  that  only  a  portion  of  the 
top  story  is  used  for  factory  use  and  that  his  lease  expires 
May  1st,  1923,  at  which  time  he  will  vacate  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  not  more  than  five  persons  be  employed  in 
factory  work  above  the  first  story,  and  granted  so  long 
as  all  other  conditions  as  to  occupancy  and  ■  use  remain 
unchanged. 


1641-21-S. 

PETITIONER— Samuel  Rosenblum,  for  Stebbins  Realty 
&  Construction  Co.,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 125  West  22nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  10 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1641-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Stebbins  Realty  &  Construction  Co.,  owner,  filed,  Dec.  14, 
1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  125  West  22nd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  28649- 
LD,  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  at 
the  front  of  the  building  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  *  *  *■ 

and 
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Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  21  ft.  by  91  ft.  in  area  in  the  1st  story 
and  21  ft.  by  50  ft.  in  area  above,  occupied,  1st  story, 
salesrooms,  4  persons;  2nd  story,  embroidery  mfg.,  12 
persons;  3rd  story,  dress  mfg.,  12  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  basement  to  the  3rd  story  enclosed  in  wood  stud  lath 
and  plaster  partitions  with  wood  doors  at  the  openings, 
with  scuttle  and  ladder  to  roof  in  top  story  loft;  and 

Whereas,  petitioner  proposes  to  provide  a  party  wall 
fire  escape  on  the  rear  of  this  building  and  No.  123  with 
balconies  connected  by  a  60  degree  stairs  with  stair  and 
platform  to  roof  and  landing  in  roof  of  extension;  and 

Whereas,  petitioner  claims  that  it  is  difficult  to  erect 
a  fire  escape  on  the  front  of  the  building  owing  to  an 
extension  on  the  1st  story. 

Resolved,  that  the  board  of  standards  and  appeals  doe^ 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  party  wall  fire  escape  be  provided 
in  the  rear,  on  second  and  third  stories,  connecting  with 
No.  123  West  22nd  street;  on  further  condition  that  the 
occupancy  be  limited  to  the  number  stipulated  in  this  pe¬ 
tition,  that  a  fixed  iron  ladder  be  provided  to  the  scuttle 
in  the  roof,  and  that  any  door  at  the  termination  of  the 
scuttle  ladder  be  permanently  removed  and  that  this  vari¬ 
ation  is  granted  only  so  long  as  the  buildings  No.  123  and 
125  remain  in  the  one  ownership. 


INTERPRETATION. 

The  following  interpretation  of  the  requirements  of  the 
sprinkler  rules  contained  in  a  letter  of  the  chairman  to 
the  Raisler  Sprinkler  Company  was  approved  by  the  board. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Holland,  Su¬ 
perintendents  Brady,  Kleinert  and  McDer¬ 
mott  .  9 

Negative  . 0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville 
and  Moore  . .  4 


THE  LETTER— 


Feb.  25,  1922. 

Raisler  Sprinkler  Company, 

129  Amsterdam  Avenue, 

New  York  City. 

Gentlemen : — 

Replying  to  your  communication  of  Feb.  4th,  re¬ 
questing  an  interpretation  of  the  last  paragraph  of 
Rule  5  of  the  rules  of  the  Board  of  Standards  and 
Appeals  regarding  filling  line  for  gravity  tanks,  I 
would  state  that  the  provisions  of  Rule  5  require  a 
two  inch  (2")  pipe  discharging  at  the  top  of  the  tank 
or  through  a  by-pass  not  less  than  two  inch  in  size, 
around  the  check  valve  in  the  discharge  pipe,  providing 
supply  is  of  sufficient  pressure  to  fill  the  tanks. 

So  far  as  this  relates  to  sprinkler  tanks,  which  are 
usually  housed,  the  question  of  freezing  is  remote. 

However,  the  rule  does  not  specifically  provide  that 
the  pipe  must  be  run  around  the  outside  of  the  tank 
and  as  long  as  it  discharges  into  the  top  of  the  tank 
there  does  not  seem  to  be  any  objection,  except  the 
difficulty  of  inspection,  to  its  being  placed  in  the  bot¬ 
tom  and  run  through  the  water  to  discharge  at  the 
top  of  the  tank  with  gooseneck. 

The  point  you  make  as  to  the  non-corrosive  pipe 
being  installed  inside  of  the  tank  is  well  taken  and 
I  personally  subscribe  to  the  suggestion. 

Your  inquiry  together  with  my  reply  will  be  sub¬ 
mitted  to  the  Board  of  Standards  and  Appeals  on 
Tuesday,  Feb.  28th  for  its  consideration,  and  unless 
they  take  the  contrary  view  of  interpretation  above 
expressed  by  me,  you  may  consider  this  as  a  correct 
interpretation  of  requirements. 

Very  truly  yours, 

William  E.  Walsh, 

Chairman. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
1278-21-S. 

PETITIONER — Hammel  Oil  Burning  (Equipment  Co. 
SUBJECT — The  Hammel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1922, 
at  2  p.  m. 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
on  Tuesday  Morning,  February  21,  1922,  as  they  appeared 
in  Bulletin  No.  9,  Vol.  VII.,  are  hereby  corrected  as  fol¬ 
lows  : 

(82-22- A) 

Whereas,  Magnuson  &  Kleinert,  for  Morris  Dobze- 
witz,  owner,  filed,  Jan.  16,  1922,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  1371-1373  47th  street, 
Brooklyn,  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  16,  1921,  in  acting  on  N.  B.  Appli¬ 
cation  No.  4179-21,  reads: 

“Denied  on  account  of  being  contrary  to  Section 
96  of  the  Building  Code. 

“The  Plot  area  has  been  changed  from  40  ft.  by 
100  ft.  to  45  ft.  by  100  ft.”; 

and 

Whereas,  the  building  is  of  frame  construction,  2 
stories  in  height,  25  ft.  by  56  ft.  6  in.  in  area,  located 
on  a  plot  of  ground  45  ft.  by  100  ft.  in  area,  inside  the 
fire  limits,  there  being  a  10  ft.  side  yard  on  one  side 


.of  the  house  and  an  8  ft.  yard  on  the  other  side,  the 
building  being  located  on  a  block  in  which  there  are 
24  frame  buildings  and  10  brick  buildings;  and 
Whereas,  appellant  states  that  the  owner  started  work 
on  the  above  operation  having  obtained  a  permit  from  the 
superintendent  of  buildings  for  the  footings  and  foundations 
as  now  built  which  statement  was  verified  by  letter  from 
the  superintendent  of  buildings  and  that  it  would  be  a 
hardship  to  demolish  a  completed  building;  and 
Whereas,  Cal.  No.  461-21- A,  appeal  on  same  premises 
from  a  similar  order,  was  denied  by  the  board  of  ap¬ 
peals. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  permanent  side 
courts  be  maintained  on  each  side  of  the  building  run¬ 
ning  the  full  depth  of  the  lot,  of  a  minimum  width  of 
8  ft.  on  the  westerly  side  and  10  ft.  on  the  easterly  side 
and  that  the  exterior  of  the  structure  be  finished  with 
cement  mortar  on  wire  lath. 

*Correction — The  words  ‘modified  and  the  appeal  be 
and  it  hereby  is”  inserted  in  the  thirtieth  line  and  wording 
changed  in  fourth  preamble. 
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RECOMMENDATION  TO  THE  BOARD  OF  ALDERMEN  FOR  AMENDMENTS  TO  THE  CODE  OF 

ORDINANCES. 


(Cal.  No.  280-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at 
a  special  meeting  on  Friday,  March  10,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building. 

Proposed  Amendments  to  Article  25,  Chapter  5,  Code  of 
Ordinances,  New  York. 

New  matter  in  italics.  Matter  to  be  omitted  in  paren¬ 
thesis  (  ). 

524.  Fire-extinguishing  appliances.  In  every  building 
described  in  Section  520  of  this  Article  and  not  now  pro¬ 
vided  with  a  standpipe  fire  extinguishing  equipment  used 
exclusively  for  the  exhibition  of  Motion  Pictures  and 
which — 

(a)  Have  no  stage,  scenery  or  dressing-room. 

( b )  Have  a  total  auditorium  floor  area,  exclusive  of 
lobby  rest-rooms,  office  and  smoking  rooms  of  not  more 
than  15,000  square  feet. 

(c)  Have  no  other  occupancy  or  occupancies  on  the 
same  plot  which  occupancies  exceed  10  per  cent  of  the 
total  area  of  the  building. 

{d)  Have  all  seats  on  the  grade  floor,  scats  banked  to 
a  horizontal  depth  of  more  than  20  feet  and  a  gradient 
of  more  than  one  foot  and  twelve  feet  shall  not  be  con¬ 
sidered  as  on  the  grade  floor. 

There  shall  be  provided : 

1.  HOSE.  A  proper  and  sufficient  quantity  of  two  and 
one-half  inch  hose  (not  less  than  100  ft.  in  length),  fitted 
with  regulation  couplings  of  the  Fire  Department  and  with 
nozzles  attached  thereto,  and  with  a  hosq  spanner  (span¬ 
ners)  at  each  outlet,  shall  always  be  kept  attached  to 
each  hose  outlet  valve  (attachment)  as  the  Fire  Commis¬ 
sioner  may  direct. 

2.  SPRINKLER  SYSTEM.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible  plugs,  ap¬ 
proved  by  the  (Superintendent  of  Buildings)  Fire  Com¬ 
missioner  as  conforming  to  the  provisions  of  Rules  gov¬ 
erning  sprinkler  installations,  supplied  with  water  from 
a  tank  located  on  the  roof  over  the  stage  and  not  con¬ 
nected  in  any  manner  with  standpipes,  shall  be  placed 
on  each  side  of  the  proscenium  opening  and  on  the  ceil¬ 
ing  or  roof  over  the  stage  at  such  intervals  as  will  pro¬ 
tect  every  square  foot  of  stage  surface  when  sprinklers 
are  in  operation.  Automatic  sprinklers  shall  also;  be 
placed,  wherever  .practicable,  in  the  dressing  rooms,  under 
the  stage  and  in  the  carpenter  shop,  paint  rooms,  store¬ 
rooms  and  property  rooms. 

3.  STANDPIPES.  Standpipes  4  inches  m  diameter 
shall  be  provided  with  hose  attachments  on  every  floor 
and  gallery  as  follows,  namely:  One  on  each  side  of  the 
auditorium  in  each  tier,  also  one  in  each  mezzanine,  also 
on  each  side  of  the  stage  in  each  tier,  one]  in  each  tier  of 
dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop,  if  same  be  contiguous  to 
the  building.  All  such  standpipes  shall  be  kept  clear 
from  obstructions.  Said  standpipes  shall  be  separate  and 
distinct  receiving  their  supply  of  water  direct  from  a  grav¬ 
ity  tank  above  the  roof  and  from  the  power  pump  or 
pumps,  and  shall  be  fitted  with  regulations  couplings  of 
the  Fire  Department,  and  shall  be  kept  constantly  filled 
with  water  by  means  of  an  automatic  power  pump  or 
pumps,  of  sufficient  capacity  (to  supply  all  the  lines  of  hose 
when  operated  simultaneously)  as  prescribed  in  Rules  of 
the  Board  of  Standards  and  Appeals,  and  said  pump  or 
pumps  shall  be  supplied  from  the  street  main  and  be  ready 
for  immediate  use  at  all  times  (during  any  performance 
in  said  building),  except  that  any  theatre  building  used 
exclusively  for  the  exhibition  of  motion  pictures  and  hav¬ 
ing  no  stage,  dressing  rooms  or  scenery  and  having  not 
more  than  one  balcony  shall  not  be  required  to  have  power 
pump  or  pumps  unless  required  to  fill  the  standpipe  sup¬ 
ply  tank  as  prescribed  in  Rules  of  the  Board  of  Standards 
and  Appeals.  In  addition  to  the  requirements  contained 


in  this  Section  the  standpipe  shall  also  conform  to  the 
requirements  contained  in  Section  581  of  this  Chapter. 
Buildings  having  not  more  than  one  balcony  and  having 
no  stage,  dressing  rooms  or  scenery  and  used  exclusively 
for  the  exhibition  of  motion  pictures,  shall  not  be  required 
to  provide  a  gravity  tank  supply  for  standpipe  fire  lines 
when  there  is  a  four  inch  direct  connection  of  the  stand¬ 
pipe  equipment  to  a  city  water  main,  fed  two  ways  or 
one  connection  on  each  of  two  street  fronts  each  main  so 
fed  that  the  shutting  off  of  the  supply  of  one  main  will 
not  interfere  with  the  supply  of  the  other  main,  and  hav¬ 
ing  sufficient  pressure  to  maintain  a  minimum  of  twenty- 
five  (25)  pounds  per  square  inch  static  pressure  at  the 
highest  outlet,  provided  evidence  is  submitted  establish¬ 
ing  the  fact  that  main  conditions  are  as  required. 

526.  LIGHTS.  1.  Adequacy.  Every  portion  of  the 
building  devoted  to  the  uses  or  accommodations  of  the  pub¬ 
lic,  also  all  outlets  leading  to  the  streets  and  including  the 
open  courts  or  corridors,  shall  be  well  and  properly  lighted 
during  every  performance,  and  the  same  shall  remain 
lighted  until  the  entire  audience  has  left  the  premises. 
When  interior  gas  lights  are  not  lighted  by  electricity, 
other  suitable  appliances  to  be  approved  by  the  Superin¬ 
tendent  of  Buildings  shall  be  provided.  All  the  electric 
wiring  connections,  fixtures  and  all  electric  appliances  in¬ 
stalled,  except  fire  alarm  system  and  electrical  installa¬ 
tions  that  are  used  in  connection  with  fire  extinguishing 
equipment  shall  be  approved  by  the  Department  of  Water 
Supply,  Gas  and  Electricity. 

527.  MEANS  EGRESS.  1.  Exits  to  streets.  Every 
theatre  accommodating  300  persons  shall  have  at  least  two 
exits;  when  accommodating  500  pexsons,  at  least  3  such 
exits  shall  be  provided;  these  exits  not  referring  to  or 
including  the  exits  to  the  open  court  at  the  side  of  the 
theatre.  Every  such  building  shall  have  one  or  more 
fronts  on  the  streets,  and  in  such  fronts  there  shall  be 
suitable  means  of  entrance  and  exit  for  the  audience,  aggre¬ 
gating  not  less  than  25  ft.  in  width.  The  entrance  of 
the  main  front  of  the  building  shall  be  not  on  a  higher 
level  from  the  sidewalk  than  four  steps,  unless  approved 
by  the  superintendent  of  buildings.  Each  exit  shall  be 
at  least  five  feet  in  width  in  the  clear  and  provided  with 
doors  of  iron  or  wood;  if  of  wood,  the  doors  shall  be 
constructed  as  hereinbefore  prescribed  in  this  Chapter. 
All  of  said  doors  shall  open  outwardly,  and  shall  be  fas¬ 
tened  with  (movable)  panic  bolts  which  will  open  when 
one  or  more  persons  press  against  inner  side  of  said  door. 
Ordinary  door  bolts  at  present  installed  and  approved  by 
the  authority  having  jurisdiction  need  not  be  removed  but 
(the)  such  bolts  (to)  shall  be  kept  drawn  during  per¬ 
formances. 

536.  USE  AND  OCCUPANCY.  3.  Location  restric¬ 
tions.  No  building  described  in  Section  520  of  this  Article 
shall  be  erected,  and  no  building  shall  be  hereafter  convert¬ 
ed  or  altered  to  a  use  described  in  Section  520  of  this  Ar¬ 
ticle,  which  is: 

(a)  Within  twenty  (20)  feet  of  the  nearest  wall  of  a 
building  occupied  as  a  storage  garage. 

( b )  Within  twenty  (20)  feet  of  a  gasoline  pump  and 
tank  system  station. 

( c )  Within  fifty  (50)  feet  of  the  nearest  wall  of  a  build¬ 
ing  in  which  volatile  inflammable  mixtures  are  manufac¬ 
tured  or  stored,  or  in  which  there  is  a  wholesale  drug  store 
or  a  drug  and  chemical  business,  or  in  which  there  is  op¬ 
erated  a.  dry  cleaning  and  dyeing  establishment,  or  in  which 
there  is  manufacturing,  mixing  or  compounding  of  paints, 
varnishes  or  lacquers,  or  in  which  there  is  storage,  of  cal¬ 
cium  carbide  in  excess  of  six  hundred  pounds,  or  in  zvhich 
liquefied  chlorine  is  used  or  stored,  or  in  which  nitro  cellu¬ 
lose  products  in  a  quantity  of  one  hundred  pounds  or  more 
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is  manufactured,  stored  or  sold,  or  in  which  inflammable 
motion  picture  films  in  excess  of  five  reels  or  aggregating 
more  than  five  thousaiid  feet  in  length,  are  manufactured, 
sold,  stored  or  used  except  that  films  in  excess  of  these 
quantities  and  for  the  current  day  projections  only  may  be 
permitted  in  theatres  unless  prohibited  by  provisions  of 
Chapter  10,  Code  of  Ordinances,  or  in  which  there  is  the 
manufacture,  distillation,  rectifying  or  storage,  of  distilled 
liquors,  spirits  or  alcohol,  or  in  which  there  is  storage  of 
oils,  fat,  greases  or  soap  stock,  or  in  which  combustible  fibre 
or  material  as  defined  in  Paragraph  1,  Section  24,  Article  2, 
Chapter  12,  Code  of  Ordinances  is  stored  or  kept  on  hand  in 
quantities  in  excess  of  one  ton,  or  in  which  there  is  stored 
empty  wooden  packing  cases  or  barrels  in  a  quantity  occu¬ 
pying  a  space  greater  than  two  thousand  cubic  feet,  when 
the  occupancy  or  use  as  hereinbefore  listed  in  this  Section 
under  (a),  ( b )  and  (c)  is  operating  under  a  permit  or  has 
been  operating  under  a  permit  from  the  Fire  Commissioner. 

All  required  courts  or  passageways  shall  be  considered  as 
a  portion  of  the  building  defined  in  Section  520  of  this  Ar¬ 
ticle.  The  provisions  of  this  sub-division  of  this  Section 
shall  not  apply  to  buildings  for  which  plans  were  filed  with 
the  administrative  authority  having  jurisdiction ,  prior  to  the 
date  on  which  this  sub-division  becomes  effective. 

Proposed  Amendment  to  Section  493,  Chapter  5,  Code  of 
Ordinances,  New  York. 

492.  ENFORCEMENT  OF  ARTICLE.  The  Fire  Com¬ 
missioner  (Superintendent  of  Buildings)  may  at  any  time 
serve  a  written  or  printed  notice  upon  the  owner,  lessee  or 
manager  of  any  said  buildings,  directing  any  act  or  thing  to 
be  done  or  provided  in  or  about  said  buildings,  and  several 
appliances  therewith  connected,  such  as  halls,  doors,  stairs, 
windows,  seats,  aisles,  fire  walls,  fire  apparatus  and  fire- 
escapes,  as  he  may  deem  necessary. 


Proposed  Amendment  to  Article  28,  Section  581,  Code  of 
Ordinances,  New  York. 

581.  STANDPIPES.  1.  (When  required)  standpipes, 
constructed  and  installed  as  hereinafter  required  and  as 
prescribed  in  Rules  of  the  Board  of  Standards  and  Appeals 
shall  be  provided : 


a.  UNCHANGED. 

b.  UNCHANGED. 

c.  In  every  building  exceeding  ten  thousand  square  feet 
in  area,  except  in  buildings  specifically  exempted  in  Article 
25  of  this  Chapter  and  buildings  not  exceeding  fifteen  thou¬ 
sand  square  feet  in  area  and  occupied  solely  as  places  of 
religious  worship. 

d.  In  amusement  or  exhibition  parks  or  enclosures  when 
deemed  necessary  by  the  Fire  Commissioner  or  the  Board 
of  Standards  and  Appeals. 

e.  hi  oil  storage  plants,  ship-yards,  and  other  industrial 
plants  of  an  area  in  excess  of  ten  thousand  square  feet. 

2.  UNCHANGED. 

3.  Number  and  Location.  The  number  of  standpipes  in 
any  building  shall  be  such  that  all  parts  of  each  story  are 
within  the  reach  of  at  least  one  stream  supplied  by  hose  not 
exceeding  one  hundred  feet  in  length. 

When  a  building  requiring  standpipes  faces  on  more  than 
one  street,  at  least  one  standpipe  shall  be  installed  for  each 
street  front,  provided  for  intersecting  street  fronts  one 
standpipe  shall  be  sufficient  for  each  intersection,  when  all 
portions  of  each  area  may  be  reached  by  a  stream  from  not 
more  than  100  feet  of  hose.  So  far  as  practicable  stand¬ 
pipes  shall  be  placed  within  stair  enclosures  otherwise  they 
shall  be  as  near  the  stair  as  possible.  All  standpipes  shall 
extend  from  the  lower  story  to  and  above  the  roof,  except 
where  there  is  more  than  one  standpipe  riser,  when  every 
second  riser  shall  be  required  to  extend  through  the  roof, 
and  except  where  buildings  do  not  exceed  40  ft.  in  height 
and  have  a  standpipe  equipment  separate  and  distinct  from 
the  standpipe  equipment  of  a  plant  or  of  any  other  building 
when  no  riser  shall  be  required  to  extend  through  the  roof. 

4.  CONSTRUCTION.  All  standpipes  hereinafter  in¬ 
stalled  shall  be  constructed  as  prescribed  by  the  Rules  of  the 
(Fire  Commissioner)  Board  of  Standards  and  Appeals  and 
shall  be  provided  with  such  outlets  and  equipped  with  such 
appliances  as  required  by  said  rules.  All  standpipes  shall 
extend  to  the  street  and  shall  be  provided  with  approved 
Siamese  connections.  When  there  is  more  than  one  stand¬ 
pipe  in  any  building  all  shall  be  cross-connected  in  an  ap¬ 
proved  manner  below  the  side-walk  level  or  if  there  is  no 
cellar  they  shall  be  cross-connected  below  the  ceiling  of  the 
basement  or  lowest  story. 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES- 

“STANDPIPE” — “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  March  10,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe”— “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
J4-inch  or  by  permission  of  the  Fire  Commissioner  J^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 


the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
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20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8)4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

'  He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the .  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
■  operation.  ^ 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
of  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  ofi  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
bed  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 


tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 

sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules.  ...  . 

(d)  Modified  systems,  in  which  the  piping  is  2)4  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of!  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  oif  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand- 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 
When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

“  Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 
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Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  bras* 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  inches  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm,  as  defined  elsewhere  in  these  rules 
or  with  a  flow1  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by!  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  1^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  400  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 


days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  ifl  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or,  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  noi  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
except  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit- 
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tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra- 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend- 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  FROM  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight,  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 


holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 


from  frost. 


Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  this  rule  a  corner  building  shall,  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area. most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 


length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 


the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  From  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in,  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O..S.  & 
Y.  gate* valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  discharge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 
have  a  siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
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of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  siamese  and  its  check  valve  there  shall  be  placed  either  a 
54-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
54-in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR,  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  354  in. 
x  3 in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  54jin.  open  drip  without  valve 
or  cock,  or  a  Y~m-  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  and  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  is  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2)4  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle-  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  54  in.  open  drip  extending  to  a  sink  or  a 
Y  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2)4  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  ont  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

■Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  254  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  254-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  net  less  than  1  in.  nor  more  than 
154  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  254  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 


equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  254  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  254-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than'  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 
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Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper- 
atiq  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the?  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically,  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2^4  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
dccrea.se  in  the  Quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals, #  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 


be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All1  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
the  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  Cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  54  in-  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  _  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2*4  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 
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All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 

by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 


valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  Ys  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 
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HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  March  14, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  21,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  March 
7,  1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  March  7,  1922. 

Notice  of  Public  Hearing 
Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of-, 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed ,  Week  Ending  March  9th,  1922. 


Cal.  No. 
356-22-A 

355^22-BZ 


353-22-S 


3  52- 22- S 


351-22-A 


3  50-22- A 


349-22-S 


348-22-A 


347-22-BZ 


346-22-BZ 


345-22hS 


344-22-A 


343-22-A 


342-22-A 


341-22-A 


340t22-S 


339-22-A 


338-22-A 


337-22-S 


336-22-A. . 


335-22-S 


Department 

Order  No. 
. C  5008 

z 

..F.D . 

. LC  70789 

. F.D . 

. .  Standpipe  App.  671-1919 

. LD  10834 

. . .  .F.D . 

. LD  10836 

. Viol.  977-22 

. F.D . 

. F  31778-31779 

. LD  31473 

. F  31508 

z 

....B.B.M.  ... 

. Alt.  107-22 

z . 

....B.B.M.  .. 

. Alt.  308-22 

. NB  518-1921 

. F.D . 

. LC  70454 

. LC  70905 

. C  70397 

. . .  .F.D . 

. LC  11431 

F.D . 

. LD  26964 

...F.D . 

. LC  7810 

....F.D . 

. F  31998 

. F.D. 

236  Empire  Blvd.,  B’klyn 

. LD  24002 

. LC  7208 

. B.B.M.  .. 

. Alt.  313-1922 

.  LD  30834 

. F.D  .... 

. LC  10244 

1Z . 

. B.B.B.  .. 

. NB  19302-1921 

. F.D . 

. LC  11462 

. LD  31427 

327-22-BZ. . . . 

. F.D . 

. C  11404 

326-22-BZ. . . . 

.  F.D.  . 

. LC  70689 

325-22-S . 

. F.D . 

. LD  3896 

324-22-A . 

. F.D . 

_ Alt.  28-1922 

323-22-BZ.. . . 

. B.B.M . 

..Alt.  1268-1921 

322-22- S . 

. F.D . 

. LD  31828 

321-22-S . 

. FD . 

. LD  28546 

320-22- S . 

. F.D . . 

. LD  16924 

1489-21 A . 

Restored  to  Calendar. 
. F.D.  . 

. F  27981 

CORRECTION. 

Case  168-22-BZ  as  recorded  in  Docket  of  Bulletin  No. 
7,  Vol.  VII.,  is  corrected  as  follows: 

168-22-A . F.D . LC  69984 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  March  14,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

74-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Philip  Schaefer, 
owner. 

PREMISES — 1720  Van  Buren  street,  The  Bronx, 

TO  PERMIT  in  a  residence  district  the  conversion  of  a 
private  garage  into  a  public  garage. 


134-22-BZ. 

APPLICANT— Jacob  Lefkow  and  William  Cohen,  for 
Pauline  Lefkow,  owner. 

PREMISES — 611-619  West  163rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  use  of  a  basement 
apartment  for  business  purposes. 

1142-21-BZ. 

APPLICANT— P.  J.  O’Beirne,  for  N.  Y.  Society  of  Meth¬ 
odist  Episcopal  Church,  owner. 

PREMISES — 11-19  Jane  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 

1620-21-BZ. 

APPLICANT — Walter  J.  Vreeland,  for  W.  H.  Holmes, 
owner. 

PREMISES — 112  Collins  avenue,  South  Ozone  Park, 
Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  one  commercial  car. 
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1067- 21-BZ. 

APPLICANT — James  J.  F.  Gavigan,  for  Meyer  Monsky, 
owner. 

PREMISES — '112-138  West  105th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  extension  in  height 
of  an  existing  garage  for  more  than  five  motor 
vehicles. 

1149-21-BZ. 

APPLICANT — Alice  F.  Feldmann,  applicant  and  owner. 

PREMISES — 1711  Centre  street,  Borough  of  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  three  cars. 

1068- 21-BZ. 

APPLICANT — Meszaros  &  Bernard,  applicants  and  own¬ 
ers. 

PREMISES — 41-43  Astoria  avenue,  northeast  corner  Pope 
street,  Queens. 

TO  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  store  room  building  into  a  repair  shop. 


BOARD  OF  APPEALS. 

Tuesday,  March  14,  1922,  at  10  a.  tn. 

Appeals  front  Administrative  Orders. 

1362-21-A— 144-146  West  57th  street,  139-153  West  56th 
street,  Manhattan. 

138-22-A — 189-191  West  9th  street,  Brooklyn. 

1489-21-A — 790-2  Seventh  avenue  and  1652-60  Broadway, 
Manhattan. 

14-22- A — 1639-1649  Broadway,  Manhattan. 

1704-21-A — 31-33  Rockaway  road,  Jamaica,  Queens. 

33-22-A — 141-145  Wooster  street,  Manhattan. 

52-22-A — 104  West  127th  street,  Manhattan. 

75-22-A — Corner  New  York  Central  Railroad  and  East 
177th  street,  The  Bronx. 

186- 22-A — Block  bounded  by  Kent  avenue,  North  11th 

street,  North  12th  street,  and  East  River, 
Brooklyn. 

187- 22-A — 5th  and  Hoyt  streets,  Brooklyn. 

188- 22-A — Block  bounded  by  2nd  avenue,  Gowanus  Canal, 

11th  and  12th  streets,  Brooklyn. 

197-22-A — 2534  East  177th  street,  The  Bronx. 

1362-21-A— 144-146  West  57th  street,  139-153  West  56th 
street,  Manhattan. 

1664-21-A— 1205-1213  Broadway,  29-37  West  29th  street, 
Manhattan. 

1701-21-A — 259  Bowery,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  piovisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  14,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  1682-21-BZ — Application,  December  23,  1921,  under 
the  building  zone  resolution,  of  C.  B. 
Meyers,  architect,  on  behalf  of  Dora 
Steinweg,  owner,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  existing 
building  into  a  public  garage ;  premises 
41-43  West  63rd  street,  Manhattan. 

cal.  no.  1699-21-BZ — Application,  December  29,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  J.  Kessler,  consulting  engineer,  on 
behalf  of  Albert  J.  Schwarzler,  owner, 


to  permit  partly  in  a  business  district 
and  partly  residence  district  the  erec¬ 
tion  of  a  motion  picture  theatre  and 
stores ;  premises  1229  Morris  avenue, 
The  Bronx. 

cal.  no.  13-22-BZ — Application,  January  5,  1922,  under  the 
building  zone  resolution,  of  Mathilda 
Kirchner,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainte¬ 
nance  of  a  garage  for  two  pleasure 
cars  and  one  commercial  truck;  prem¬ 
ises  677  Grove  street,  rear,  Ridgewood, 
Queens. 

cal.  no.  17-22-BZ — Application,  January  6,  1922,  under  the 
building  zone  resolution,  of  Theobald 
Engelhardt,  architect,  on  behalf  of 
John  Spicer,  Inc.,  owner,  to  permit  in 
a  residence  district  the  extension  in 
area  and  height  to  existing  factory 
building;  premises  84-86  Woodbine 
street,  Brooklyn. 

cal.  no.  27-22-BZ — Application,  January  7,  1922,  under  the 
building  zone  resolution,  of  Radella 
Co.,  Inc.,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  conver¬ 
sion  of  existing  building  into  a  public 
garage ;  premises  188-238  Empire 
Boulevard,  Brooklyn. 

cal.  no.  1481-21-BZ — Application,  November  30,  1921,  under 
the.  building  zone  resolution,  of  Jos.  J. 
Breitman,  architect,  on  behalf  of  Geo. 
C.  Schwalb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  height 
to  existing  public  garage;  premises 
619-625  Hancock  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  14,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

83-22-S — 1742  Bath  avenue,  Brooklyn. 

85-22-S — 241  Howard  avenue,  Brooklyn. 

1656-21-S — 366  Eighth  avenue,  Manhattan. 

1159-21-S — 348  Sixth  avenue,  Manhattan. 

1689-21 -S — 5-11  East  137th  street,  Manhattan. 

113-22-S — 1009  Flatbush  avenue,  Brooklyn. 

1663-21-S— 29-37  West  29th  street,  1205-1213  Broadway, 
northwest  corner,  Manhattan. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
744-21-S — Safandshur  Fire  Extinguisher. 

908-21-S — Century  Rotary  Pump. 

360-21-S — Approval  of  Conran  Flectric  Trip. 

1421-21-S — Guardene  Non-Slop  Extinguisher — approval  ®f. 
1468-21-S — Caloroil  Burner — approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
1705-21-S — Klaxon  Single  Stroke  Bell  and  Horn,  approval 
of. 

16-22-S — Alternating  Current  and  Direct  Current  Control 
Board  for  Fire  Alarm  Systems,  approval 
of. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Bur¬ 
ner,  approval  of. 
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53-21-S — Angle  Hose  Valve. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Os¬ 
trander  Trouble  Bell. 

53-22-S — Approval  of  Champion  Pump. 

1378-21-S — Hammel  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  21,  1922,  at  2  p.  m. 

Building  Zone  Caste. 

215-22-BZ. 

APPLICANT — Jeremiah  K.  Cronin,  for  Ella  Crawford, 
owner. 

PREMISES — 203  West  77th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  six  story  building  into  a  public  garage. 

228- 22-BZ. 

APPLICANT — Joseph  Hernon,  for  Charles  S.  Brown, 
owner. 

PREMISES — 247  Lexington  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  ex¬ 
isting  building  for  business  use. 

229- 22-BZ. 

APPLICANT — Arthur  O.  Freidman,  applicant  and  owner. 

PREMISES — 3402  Edgemere  avenue,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  busi¬ 
ness  building. 

142-21-BZ. 

APPLICANT — Joseph  S.  Byrne,  for  Chas.  Roisello,  owner. 

PREMISES — 1963-1965  East  18th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  height 
of  an  existing  factory. 


BOARD  OF  APPEALS. 

Tuesday,  March  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1383-21-A — 304  West  54th  street,  Manhattan. 

1539-21-A — 12  West  50th  street,  Manhattan. 

1625-21-A — 539-549  Fordham  road,  The  Bronx. 

1685- 21-A — 21  Bowery,  Manhattan. 

1686- 21-A — 125  East  22nd  street,  Manhattan. 

89-22-A — 190  Union  Hall  street,  Jamaica,  Queens. 
94-22-A — 1246-1260  First  avenue,  401-423  East  67th  street, 

Manhattan. 

118- 22-A — 66  Grand  street,  Manhattan. 

119- 22-A — 34  Howard  street,  Manhattan. 

120- 22-A — 69  Mercer  street,  Manhattan. 

131-22-A — 62  Delancey  street,  Manhattan. 

140-22-A — 9  East  54th  rtreet,  Manhattan. 

150- 22-A — 146  East  57th  street,  Manhattan. 

151- 22-A — 71-73  Nassau  street,  Manhattan. 

178-22- A — 45-47  West  57th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  21, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters : 

cal.  no.  1655-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Es¬ 
tate  of  Max  Freund,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
business  district  the  erection  of  a  two 


story  public  garage;  premises  2469- 
2471  Amsterdam  avenue,  Manhattan. 

cal  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar 
Wfli.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars;  premises  7825  87th  road,  Queens. 

cal  no.  1540-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar  Wm. 
Swift,  attorney,  on  behalf  of  Fred  G. 
Scholl  k  Elise  Scholl,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars ;  prem¬ 
ises  7826  87th  Road,  Queens. 

cal  no.  18-22-BZ —  Application,  January  6,  1922,  under  the 

building  zone  resolution,  of  Euell  & 
Euell,  architects,  on  behalf  of  Amelia 
Schimmel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  four  story 
public  garage ;  premises  2499-2501 
Amsterdam  avenue,  southeast  corner 
184th  street.  Manhattan. 

cal.  no.  86-22-BZ — Application,  January  10,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Car¬ 
oline  W.  Fraser,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
public  garage ;  premises  4720-4732 
Third  avenue,  The  Bronx. 

cal.  no.  1687-21-BZ — Application,  December  28,  1921,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
Louis  Firmbach,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  three  car  garage ;  premises  2022  Lin¬ 
den  street,  Queens. 

cal.  no.  1449-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Henry 
J.  Schnackenberg,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage;  premises  69  Ferguson  street, 
Queens. 

cal.  no.  1548-21-B — Application,  December  23.  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  consulting  engineer,  on 
behalf  of  Wm.  C.  Tobey,  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  garage  and  repair  shop ; 
premises  234  West  61st  street,  Manhat¬ 
tan. 

cal.  no.  60-22-BZ — Application,  January  14,  1922,  under  the 
building  zone  resolution,  of  Jas.  Whit- 
ford,  architect,  on  behalf  of  Charles 
A.  Wiegand,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  existing  garage  and  repair  shop ; 
premises  1864  Clove  avenue,  Rich¬ 
mond. 

cal.  no.  71-22-BZ — Application,  February  6,  1922,  under  the 
building  zone  resolution,  of  Robert  J. 
Reiley,  architect,  on  behalf  of  Ford- 
ham  University,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
business  building ;  premises  northwest 
corner  Bathgate  avenue  and  Fordham 
Road,  The  Bronx. 

William  EX  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  21,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

2-22-S — 585-587  Fulton  street,  Brooklyn. 

1680-21-S — 344  6th  avenue,  Manhattan. 

7-22-S— 390  Canal  street,  Manhattan. 

34-22-S — 39-41  West  38th  street,  Manhattan. 

147 -22- S — 637  6th  avenue,  Manhattan. 

64-22-S — 94  Warren  street,  Manhattan. 

76-22-S — 57  Richards  street,  36-40  Delavan  street,  Brook¬ 
lyn. 

117-22-S — 67  Pearl  street,  Manhattan. 

129 - 22 -S — 122  West  34th  street,  Manhattan. 

130- 22-S — 125-127  West  29th  street,  Manhattan. 

139-22-S — 9  East  54th  street,  Manhattan. 

152-22- S — 86  Walker  street,  Manhattan. 

171-22-S — 369  Third  avenue,  Manhattan. 

198-22-S — 144-150  William  street,  99-101  Fulton  street, 
Manhattan. 

205-22-S — 479  6th  avenue,  Manhattan. 

210-22-S — 462  Greenwich  street,  Manhattan. 

224- 22- S— 292-314  Kent  avenue,  Brooklyn. 

236-22-S — 9  West  29th  street,  Manhattan. 

1176-21-S — 113  Park  Row,  Manhattan. 

192-22- S — 442  West  42nd  street,  439-441  West  41st  street, 
Manhattan. 

Appliance  Submitted  for  Approval. 

252-22- S — Samson  Vibrating  Bell,  approval  of. 

PUBLIC  HEARINGS. 

Friday,  March  24,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matters  have  been  adjourned  to 
Friday,  March  24th,  1922,  at  2  p.  m. : 

280- 22-S — Proposed  Amendments  to  Code  of  Ordinances. 

281- 22-S — Proposed  Rules  “Standpipe” — “Fire  Line.’” 

BOARD  OF  APPEALS. 

Tuesday,  March  28,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1695-21-A— 410-412  West  52nd  street,  Manhattan. 

161-22-A— 170-186  Van  Brunt  street,  Brooklyn. 

165-22-A — 3917  White  Plains  avenue,  The  Bronx. 

169- 22-A— 209  East  26th  street,  Manhattan. 

170- 22-A— 204-208  East  27th  street,  Manhattan. 

175-22-A — 429-459  West  15th  street,  450-460  West  16th 

Street,  Manhattan. 

180-22-A— 176  East  119th  street,  Manhattan. 

191-22-A— 280  Broadway,  Manhattan. 

196-22-A — 71-73  Nassau  street,  Manhattan. 

225- 22-A — 851  Prospect  avenue,  The  Bronx. 

231-22- A — 1  Ferry  street,  Richmond. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning ,  March  28,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

CAL.  NO.  882-21-BZ— Application,  July  15,  1921,  under  the 
building  zone  resolution,  of  John  J. 
Duimigan,  architect,  on  behalf  of  Hen- 
wood  Building  Company,  owner,  to 


permit  in  a  residence  district  the  erec¬ 
tion  of  a  one  story  public  garage ; 
premises  107-117  Henwood  Place,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  28,  1922,  at  2  p.m. 

Petitions  for  Variations . 

208-22-S — 26-28  North  William  street,  Manhattan. 
1303-21-S — 30  West  32nd  street,  Manhattan. 

1368-21-S — 223-225  West  19th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 

308- 22-S — Josam  Combined  Double  Drainage  Floor  Drain, 

approval  of. 

309- 22-S — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 

proval  of. 

315-22- S — Conran  Pressure  Reducer,  approval  of. 

337-22hS — Elkhard  Brass  Company  Siamese  Connection, 
approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  April  4,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

148 -22- A — 11  Azolea  street,  Middle  Village,  Queens. 
168-22-A — 102  Jamaica  avenue,  Flushing,  Queens. 
1251-21-A — Pier  No.  3,  foot  of  47th  street,  Brooklyn. 
1275-21-A — Southwest  corner  Richmond  Terrace  and  West¬ 
ern  avenue,  Richmond. 

1483-21-A — 1628  Decatur  street,  Queens. 

21 6 -22- A — 203  West  77th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  April  7,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21- A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  averue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

5C3-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1671-21-A— 475-487  Concord  avenue,  southwest  corner  147tk 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  April  21,  1922,  at  10  a.  m. 

The  forty-three  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19- A — Piers  4  and  5,  North  River,  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879-  19- A — Pier  15,  North  River,  Manhattan. 

880- 19- A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 1 9- A — Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan 

884- 19- A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19- A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

•50-19-A — Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95585-FD 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

8 90-19- A — Pier  70,  East  River,  Manhattan. 


265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20- A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

2 69- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

2 73 - 20- A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

3 53- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklya 

423 - 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15.  East  River,  Manhattan. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  7,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  Minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  February  28,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  10,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
16-22-A. 

APPELLANT — Seymour  Schampain  for  Leavitt  Realty 
Company,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 126-132  West  46th  street  (3rd 
floor  east),  Manhattan. 

APPEARANCES— 

For  Appellant:  Seymour  Schampain  and  Wm.  M. 
McCarthy. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  .  o 

Absent :  Fire  Chief  Kenlon  ' . . . .  1 


THE  RESOLUTION: 

(36-22-A) 

Whereas,  Seymour  Schampain  for  Leavitt  Realty  Com¬ 
pany,  owner,  filed,  January  10,  1922,  an  appeal  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  126-132  West  46th  street,  3rd  floor  east, 
Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  6,  1922,  in  acting  on  Alt.  App.  No.  719-21,  reads: 

“1.  Proposed  use  of  vault,  formerly  used  for  the 
storage  of  film,  will  not  be  permitted  now.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  (160  ft.)  in  height,  80  ft.  x  100  ft.  5  in.  in  area  in 
the  1st  story  and  80  ft.  x  90  ft.  in  area  above,  occupied, 
1st  story,  film  exchange,  30  persons ;  mezzanine,  dentist, 
1  person ;  2nd  story,  jewelers  and  film  exchange,  32  persons ; 
3rd  story,  film  announcements  and  export  and  import  of 
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films,  28  persons ;  4th  story,  film  exchange,  18  persons ;  5th 
story,  film  exchange,  30  persons;  6th  story,  export  and  im¬ 
port  and  storage  of  films,  25  persons;  7th  story,  film  ex¬ 
change,  22  persons;  8th  story,  film  exchange,  21  persons; 
9th  story,  jewelers  and  film  exchange,  36  persons,  10th 
story,  film  exchange,  60  persons;  11th  story,  film  exchange 
and  coloring  films,  20  persons;  12th  story,  jewelers,  35 
persons ;  and 

Whereas,  appellant  states  that  the  tenant  proposing  to 
use  the  vault  is  simply  moving  from  one  floor  of  the  build- 
ing  to  another  floor  (3rd)  which  3rd  floor  has  been  used 
for  film  purposes  for  many  years  and  that  no  change  in 
the  construction  are  contemplated,  that  the  vault  intended 
to  be  used  was  at  one  time  used  for  film  storage  and  if 
they  are  permitted  to  use  same  they  will  install  a  safe 
door,  sprinkler  heads,  baffle  plates,  duct  to  the  outer  air 
and  everything  necessary  to  comply  with  the  rules  and  reg¬ 
ulations  of  the  fire  department,  and  that  the  building  is  100 
per  cent  sprinklered  and  equipped  with  standpipe  lines ,  and 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  a  vestibule  be  erected,  outside 
of  the  vault,  and  that  opening  to  both  vestibule  and  vault 
be  equipped  with  safe  doors,  and  that  the  vault  be  equipped 
and  completed  in  accordance  with  the  rules  and  regula¬ 
tions  of  the  fire  department,  and  that  all  necessary  per¬ 
mits  be  obtained  from  the  fire  department. 


1679-21-A.  „  ,  ,  _ 

APPELLANT— L.  C.  Gillespie  &  Sons  for  the  White  Es¬ 
tate,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 6  and  8  Fletcher  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Max  A.  Zeiler. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Report  of  committee  adopted  and 
appeal  denied. 

THE  VOTE  ON  ADOPTION  OF  REPORT*— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon .  1 

THE  VOTE  TO  GRANT  APPEAL — 

Affirmative  . ;•••••' . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1679-21-A) 

Whereas,  L.  C.  Gillespie  &  Sons,  lessee,  filed,  Dec.  22, 
1921  an  appeal  with  the  board  of  appeals  from  an  oider 
of  the  fire  commissioner,  affecting  premises  6-8  Fletcher 

street,  Manhattan;  and  .  .  XT 

Whereas,  the  order  of  the  fire  commissioner,  No.  7116- 

LC,  dated  June  4,  1921,  reads:  ..... 

“1.  Provide  automatic  fireproof  doors  on  both  sides 
of  division  wall  on  the  1st,  2nd,  3rd  and  4th  stories 
between  building  6  and  8  as  per  section  20,  chapter  12, 
Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  and  attic  in  height,  50  ft.  x  60  ft.  in  area,  divided 
into  two  sections,  known  as  No.  6  and  8  Fletcher  street, 
by  fore  and  aft  partitions,  occupied,  cellar,  storage  china 
wood  oil ;  1st  story,  storage  and  shipping,  7  persons ;  2nd 
story  office,  29  persons;  3rd  story,  office  and  storage,  9 
persons;  4th  story,  storage;  the  means  of  egress  consisting 
of  an  interior  wooden  stairway  in  No.  8  Fletcher  street, 
extending  from  the  cellar  to  the  attic,  enclosed  in  cellar, 
3rd  and  4th  stories  and  enclosed  on  other  stories,  an  in¬ 
terior  wooden  stairway  in  No.  6  Fletcher  street  extending 


from  the  cellar  to  the  attic,  unenclosed,  and  horizontal 
exits  between  the  two  buildings  on  the  1st,  2nd,  3rd  and  4th 
stories  and  stairway  from  each  cellar  direct  to  the  street; 
and 

Whereas,  appellant  states  that  the  oils  referred  to  are 
vegetable  oils,  the  flash  point  being  between  650  and  700 
degrees  Fahrenheit  and  are  stored  in  the  cellar  of  No.  6 
Fletcher  street  and  in  no  other  portion  of  the  premises, 
and  that  it  would  be  impractical  to  install  the  doors  re¬ 
quired  in  No.  5  Fletcher  street,  and  proposes  in  lieu  of 
complying  with  the  order  to  install  a  fireproof  door  at  the 
opening  in  the  cellar  between  No.  6  and  No.  8  and  to  in¬ 
stall  a  fastening  arrangement  with  fusible  link  to  hold  up 
the  trap  door  under  the  stairway  leading  from  the  cellar 
to  the  1st  story  of  No.  6  Fletcher  street,  which  installa¬ 
tions  would  serve  to  isolate  the  cellar  of  No.  6  from  other 
portions  of  the  building;  and 

Whereas,  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Walsh,  Messrs.  Holland,  Kearney  and  Fire  Chief  Ken¬ 
lon,  visited  the  premises  6-8  Fletcher  street,  Manhattan,  on 
March  3rd,  1922,  and  recommends  the  order  of  the  fire 
commissioner  be  sustained  and  the  appeal  be  denied. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


148 9-21- A. 

APPELLANT — Patrick  J.  Murray. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1652-1660  Broadway,  790-793 
Seventh  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  Clarence  L.  Fay. 

ACTION  OF  BOARD — Appeal  reopened;  marked  for 
hearing  March  14,  1922. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  C 


Negative  . . .  o 

Absent :  Fire  Chief  Kenlon  .  i 


1365-21-A. 

APPELLANT — Tobias  Goldstone  for  Walzer  Brothers 
Corp.,  owner. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 248-264  North  8th  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Henry  Hetkin  and  Tobias  Gold- 
stone. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland,' 


Kearney  and  Kerby .  a 

Negative:  Chairman  Walsh .  l 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1365-21-A) 

Whereas,  Tobias  Goldstone  for  Walzer  Brothers  Corp., 
owner,  filed  November  10,  1921,  an  appeal  with  the  board  of 
appeals  from  a  decision  of  the  fire  commissioner,  affecting 
premises  248-264  North  8th  street,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  9,  1921,  in  acting  on  N.  B.  App.  686-1921,  reads : 
“1.  A  regulation  4  in.  standpipe  must  be  installed 
with  3500  gal.  gravity  tank  and  filling  pump  65  gals, 
per  minute.  Plans  and  specifications  must  be  filed.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  (14  ft  10  in.)  in  height,  175  ft.  x  100  ft.  in 
area,  located  on  an  interior  lot,  occupied  as  a  garage;  and 
Whereas,  the  appellant  states  that  the  building  is 
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equipped  with  a  2 in.  standpipe  system,  as  per  rules  and 
regulations  of  the  board  of  standards  and  appeals,  that  the 
superintendent  of  buildings  had  previous  filed  an  objection 
reading:  ‘‘Area  excessive  for  interior  lot,”  which  objec¬ 
tion  was  waived,  due  to  the  fact  that  the  area  of  the  build¬ 
ing  is  only  slightly  over  the  maximum  allowed  for  a  build¬ 
ing  on  an  interior  lot  and  for  the  further  reasons  that  the 
ceiling  of  the  garage  was  to  be  covered  with  in.  plaster 
boards  and  a  2)4  in.  standpipe  system  was  to  be  installed, 
and  further  states  that  the  fire  department  has  accepted  the 
standpipe  as  installed  in  lieu  of  sprinkler  system,  but  still 
requires  a  4  in.  standpipe. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


19-22-A. 

APPELLANT — Christian  Yore,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 293  West  4th  street  and  48 
Bank  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Victor  A.  Clemens. 

For  Administration:  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


THE  RESOLUTION  : 

(19-22-A) 

Whereas,  Christian  Yore,  owner,  filed,  Jan.  27,  1922,  an 
appeal  with  the  board  of  appeals  from  an  order  of  the  fire 
commissioner,  affecting  premises  293  West  4th  street  and 
48  Bank  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  10223- 
LC,  dated  Dec.  10,  1921,  reads : 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  No.  48  Bank  street,  Manhattan,  used  as  a  non-stor¬ 
age  garage,  shows  that  the  following  must  be  done  be¬ 
fore  permit  requested  by  you  can  be  issued: 

“1.  Separate  the  boiler  from  the  remainder  of  the 
building  by  an  unpierced  fireproof  wall  consisting  of 
solid  brick  masonry  of  at  least  8  in.  in  thickness  or  its 
equivalent,  as  per  section  159,  chapter  10;  Code  of 
Ordinances. 

“3.  Provide  a  fireproof  self-closing  door  for  opening 
in  partitions,  between  48  Bank  street  and  293  West  4th 
street,  as  per  section  20,  chapter  12,  Code  of  Ordi¬ 
nances. 

“4.  Provide  a  fireproof  self-closing  door  at  entrance 
to  ramp,  1st  story,  as  per  section  20,  chapter  12,  Code 
of  Ordinances. 

“9.  Obtain  certificate  of  occupancy  from  Superinten¬ 
dent  of  Buildings  and  file  copy  of  same  with  this  De¬ 
partment,  as  per  section  5,  chapter  5,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  of  fire  proof  construction,  fac¬ 
ing  on  Bank  street  and  West  4th  street,  2  stories  and  base¬ 
ment  in  height,  85  ft.  x  91.3  ft.  in  area,  irregular;  occupied 
as  follows:  No.  48  Bank  street,  basement,  boiler  room  and 
storage;  1st  story,  garage,  2nd  story;  storage  for  bakery; 
No.  293  West  4th  street,  basement,  baking  plant;  1st  story, 
shipping  room  and  stores ;  2nd  story,  living  apartments ;  and 
Whereas,  appellant  states  that  enclosing  boiler  only 
would  not  comply  with  section  159,  chapter  10,  Code  of  Or¬ 
dinances,  as  there  are  four  bake  ovens  in  the  basement  of 
No.  293  West  4th  street  and  that  the  garage  portion  of  the 
premises  houses  18  light  electric  delivery  cars,  and  that  in 
the  winter  months  two  gasoline  cars  are  required  for  tow¬ 


ing  purposes  in  emergencies,  and  proposes  in  lieu  of  com¬ 
plying  with  the  order  to  store  no  gasoline  or  oil  on  the 
premises  and  to  have  tanks  of  cars  unopened  while  on 
premises,  remove  gasoline  cars  entirely  when  snow  prob¬ 
abilities  do  not  exist,  isolate  in  a  fireproof  enclosure  the 
gasoline  cars  during  the  winter  months;  install  fireproof 
doors  as  requested  between  48  Bank  street  and  293  West 
4th  street,  and  to  install  a  bulkhead  2  ft.  high  between  293 
West  4th  street  and  48  Bank  street,  and  requests  that  the 
openings  between  the  two  buildings  be  left  open  during  the 
summer  months  for  ventilation. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


77-22-A. 

APPELLANT — T.  M.  &  J.  M.  Fox,  lessees. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 23  East  56th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Thomas  J.  Brady. 

For  Administration:  Assistant  Engineer  Close  of 
the  building  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  . 7 

Negative  . . .  0 

Absent  .  0 


THE  RESOLUTION: 

(77-22-A) 

Whereas,  T.  M.  &  J.  M.  Fox,  lessees,  filed  January  18, 
1922,  an  appeal  with  the  board  of  appeals  from  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  23 
East  56th  street,  Manhattan  ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  17,  1922,  reads: 

“Answering  your  letter  of  January  12,  1922,  in  which 
you  request  a  certificate  of  occupancy  for  the  increased 
occupancy  as  approved  under  alteration  1732-1921,  beg 
to  advise  you  that  before  a  certificate  can  be  issued, 
it  will  be  necessary  to  provide  fire  shutters  or  fireproof 
windows  at  the  window  openings,  where  they  are  re¬ 
quired  on  account  of  exposure.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
located  in  a  business  district,  6  stories,  in  height,  22.11  ft.  x 
100  ft.  in  area,  occupied,  factory  and  offices,  25  per  cent  of 
floor  area  being  used  for  factory  purposes;  basement, 
dressmaking,  factory  and  storage,  35  persons;  1st  story, 
office  and  showrooms,  15  persons;  2nd  story,  office  and 
showrooms,  15  persons;  3rd  story,  office,  10  persons;  4th 
story,  office,  10  persons ;  5th  story,  dressmaking  factory,  32 
persons ;  6th  story,  dressmaking  factory,  32  persons ;  and 
Wheras,  appellant  states  that  in  the  latter  part  of  1920 
the  building  was  altered  for  occupancy  as  factory,  offices 
and  dwelling  with  not  more  than  25  per  cent  of  the  floor 
area  used  for  factory  purposes,  and  a  certificates  of  occu¬ 
pancy  granted  by  the  bureau  of  buildings,  and  later  on  alter¬ 
ation  application  was  filed  and  approved  for  the  enclosure 
of  the  stairway  with  fire  retarding  partitions  in  order  to 
obtain  an  increased  occupancy  on  the  top  two  stories,  work 
was  completed  and  approved,  but  upon  application  for  a 
certificate  of  occupancy  the  bureau  of  buildings  in  October 
stated  that  as  soon  as  fireproof  shutters  were  installed  a 
certificate  would  be  granted,  and  states  that  at  this  time 
there  is  a  certificate  of  occupancy  for  the  building  issued 
in  February,  1921,  and  requests  that  the  present  certificate 
be  amended  for  the  increased  occupancy  or  a  new  certifi¬ 
cate  issued  without  requiring  the  installation  of  fire  shut¬ 
ters  as  the  fire  hazard  is  very  small. 
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Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  window  openings 
in  the  rear  wall  and  extension  be  provided  with  fireproof 
frames  and  sash. 


1671-21-A. 

APPELLANT— Louis  Ravitch  for  Walter  E.  Pruzan,  own¬ 
er. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 475-487  Concord  avenue,  south¬ 
west  corner  of  East  147th  street,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Louis  Ravitch. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  7th,  1922,  pend¬ 
ing  action  on  proposed  standpipe  rules. 


135-22-A. 

APPELLANT — Ray  Brooks,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 882  Sedgwick  street,  Queens. 
APPEARANCES— 

For  Appellant :  Ray  Brooks. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  the  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(135-22-A) 

Whereas,  Ray  Brooks,  owner,  filed,  Jan.  30,  1922,  an  ap¬ 
peal  with  the  board  of  appeals  from  an  order  of  the  fire 

commissioner,  affecting  premises  882-84  Sedgwick  street, 

Evergreen,  Queens ;  and  - 

Whereas,  the  order  of  the  fire  commissioner,  No.  69728- 
v  LC,  dated  Jan.  30,  1922,  reads:  . 

“Maintenance  of  a  garage  is  a  violation  of  section  3 
of  Art.  2  of  the  Building  Zone  Resolution  of  the  Board 
of  Estimate  and  Apportionment  of  the  City  of  New 
York,  adopted  July  25,  1916,  inasmuch  as  motor  vehicles 
Stored  are  for  sale,  for  rent  or  for  hire  and  are  sub¬ 
ject  to  charges  for  storage. 

“You  are  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  locat¬ 
ed  in  a  residence  district,  40  ft.  x  100  ft.  in  area,  upon  the 
front  of  which  there  is  a  dwelling  and  upon  the  rear  a  one 
story  building,  30  ft.  x  20  ft.  in  area,  used  as  a  garage  for 
the  storage  of  3  pleasure  cars;  and 

Whereas,  the  appellant  has  filed  affidavits  that  space  in 
the  garage  has  been  rented  since  1912  to  non-residents. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted ,  on  condition  that  the  walls  and  ceiling  of  the  garage 
be  covered  with  metal  and  that  the  use  be  limited  to  three 
automobiles  of  the  pleasure  car  type. 


IcJOCJ” k/-L”X  V.  C*  1 

APPELLANT— William  H.  Ludwig,  for  Gustav  Sattler, 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  ,  r  , 

PREMISES  AFFECTED— 12  West  50th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 


ACTION  OF  BOARD— Laid  over  to  March  21,  1922,  at 
10  a.  m. 


1253-21-A. 

APPELLANT — James  W.  O’Connor  and  James  F.  De- 
lany,  for  Manhattan  College  Corp.,  owner. 
SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— West  side  Spuyten  Duyvil 
parkway,  10.5  ft.  south  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  James  W.  O’Connor  and  James  F. 
Delany,  Philip  J.  Sinnott,  attorney. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(1253-21-A) 

Whereas,  James  W.  O’Connor,  architect,  for  Manhat¬ 
tan  College  Corporation,  owner,  filed,  February  9,  1922,  an 
appeal  with  the  board  of  appeals  from  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  west  side  of 
Spuyten  Duyvil  parkway,  10.5  ft.  south  of  Broadway,  The 
iBronx;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  in  acting  on  N.  B.  Application  No.  1575, 
reads : 


“1.  Proposed  wood  beam  roof  construction  unlaw¬ 
ful  in  buildings  required  to  be  erected  of  fireproof 
construction. 

“2.  Show  number  of  occupants  on  each  floor  of 
building.” ; 


Whereas,  an  application  was  filed  in  the  bureau  of  build¬ 
ings  to  permit  the  erection  on  a  plot  of  ground  outside 
the  fire  limits  and  back  from  surrounding  property  and 
building  lines  of  a  U-shaped  building,  to  be  occupied  for 
high  school,  administration,  and  college  buildings,  and 
constructed  of  fireproof  material,  except  the  roof,  the  roof 
to  be  constructed  of  wood  rafters,  covered  with  slate  on 
slopes  and  copper  covered  on  flat  decks ;  80  per  cent,  of 
the  space  in  the  roof  is  unoccupied,  the  remainder  is  used 
for  servant’s  rooms ;  and 

Whereas,  the  appellant  contends  that  the  attic  floor  slab 
of  reinforced  concrete  constitutes  the  real  roof  of  the 
building  and  the  attic  of  the  main  portion  of  the  building 
has  been  separated  into  three  areas  by  12  in.  brick  walls 
with  automatic  fire  doors  both  sides  and  that  the  attics 
of  the  easterly  and  westerly  wings  are  separated  from 
the!  main  portion  by  terra  cotta  block  partitions  with  fire 
doors  at  openings. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  two  wings 
be  subdivided  by  fireproof  partitions,,  as  indicated  on  the 
plans  filed  with  this  appeal;  any  openings  therein  to  be 
protected  with  self-closing  fireproof  doors that  the  main 
portion  of  the  building  (administrative  building)  be  sub¬ 
divided  into  three  equal  areas,  by  12-inch  brick  walls, 
extending  through  and  above  the  roof,  any  openings  there¬ 
in  to  be  protected  by  self-closing  fireproof  doors;  that 
the  rafters  throughout  the  westerly  wing,  occupied  as  dor¬ 
mitory,  be  fire-retarded  with  cement  mortar  on  expanded 
metal  lath ;  and  that  no'  storage  be  permitted  in  the  attic 
of  the  entire  building;  and  that  the  roof  covering  of  the 
entire  building  be  of  slate. 


1645-21-A. 

APPELLANT' — J.  De  Matteis,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 2333  Beaumont  avenue,  The 

Bronx. 
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APPEARANCES— 


For  Appellant:  Mrs.  J.  De  Matteis. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 


Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 

THE  RESOLUTION: 


7 

0 

0 


(1645-21 -A) 

Whereas,  J.  De  Matteis,  owner,  filed,  December  12, 
1921,  an  appeal  with  the  board  of  appeals  from  an  order 
of  the  fire  commissioner,  affecting  premises  2333  Beaumont 
avenue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9441- 
LC,  dated  October  28,  1921,  reads : 

“With  reference  to  your  application,  dated  August 
19,  1921,  for  a  permit  to  maintain  a  garage  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  permit  because  the  building  is 
of  frame  construction. 

“Section  5,  paragraph  4,  Chapter  5,  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  *  *  *  now  existing  building 
*  *  *  unless  *  *  *  such  building  conforms  to  the  pro¬ 
visions  of  the  building  code  with  respeot  to  build¬ 
ings  hereafter  altered  for  the  proposed  new  occupancy 
or  use.’ 

“Section  20,  Chapter  5,  of  the  Code  of  Ordinances, 
provides  that  ‘*  *  *  no  frame  *  *  *  structure  shall  be 
hereafter  built  *  *  *  within  *  *  *  the  fire  limits.’ 

“You  are,  therefore,  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
located  in  an  unrestricted  district,  on  the  front  of  which 
there  is  a  residence  and  on  the  rear  a  two-story  frame 
building,  30  ft.  by  17  ft.  in  area;  occupied  as  a  garage 
for  two  cars,  owned  by  persons  not  residing  on  the  prem¬ 
ises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  interior  side  walls  and 
ceiling  be  covered  with  fire-retarding  material,  and  that 
no  occupancy  above  the  garage  portion  be  permitted. 


1700-21-A. 

APPELLANT — Simon  Wiesenberg,  for  Moses  Schwartz, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 413-415  East  109th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Simon  Wiesenberg. 

For  Administration :  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . .  6 

Absent:  Mr.  Beatty  .  1 


THE  RESOLUTION : 

(1700-21-A) 

Whereas,  Simon  Wiesenberg,  for  Moses  Schwartz, 
owner,  filed,  Dec.  29,  1921,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  413-15  East  109th  street,  Manhattan;  and 


Whereas,  the  order  of  the  fire  commissioner,  No. 
20293-F,  reads : 

“Provide  a  separate  and  distinct  system  of  automatic 
sprinklers  throughout  building  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  pro¬ 
vided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals  May 
24,  1917,  as  amended  May  2,  1918,  and  January  21, 
1919,  effective  February  17;  1919.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  50  ft.  by  98  ft.  in  area,  occupied  as  a 
wood  turning  establishment,  1st  story,  3  persons ;  2nd  story, 
6  persons;  3rd  story,  6  persons;  4th  story,  6  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  story  to  the  4th  story  enclosed  in 
wood  partitions ;  a  60  degree  fire  escape  on  the  west  side 
of  building,  a  drop  ladder  to  the  yard  and  direct  egress 
to  the  street;  a  60  degree  fire  escape  on  the  rear  of  the 
building  and  a  drop  ladder  to  the  yard,  a  fire  escape  on 
the  front  of  the  building;  and 

Whereas,  appellant  contends  that  no  shavings  are  al¬ 
lowed  to  accumulate,  that  all  the  openings  are  protected 
by  fireproof  windows  and  shutters,  and  that  there  are  less 
than  25  persons  employed  throughout  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1711-21-A. 

APPELLANT — Thomas  J.  Dorsey,  for  Gimbel  Bros., 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED' — 513-23  West  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Thomas  J.  Dorsey,  M.  A.  Cahill 
and  Cyrus  Graham. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  7th,  1922,  pend¬ 
ing  adoption  of  proposed  standpipe  rules. 

51-22-A. 

APPELLANT — H.  S.  Johnston  Drug  Co.,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 3-5  Justice  street,  Queens 
APPEARANCES— 

For  Appellant:  H.  S.  Johnston,  Jos.  Haas  and 
Lewis  Patterson. 

For  Administration:  Inspector  Liebermann  of  tke 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE! — 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  S 
Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  and  Fire  Chief  Kenlon  _  4 

Absent  .  o 

THE  RESOLUTION: 

(51-22-A) 

Whereas,  H.  S.  Johnston  Drug  Co.,  lessee,  filed,  Janu- 
ary  13,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  1, 
3  and  5  Justice  street,  Elmhurst,  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  69327- 
LC,  dated  December  22,  1921,  reads: 

“With  reference  to  your  application  for  a  permit  to 
maintain  a  Wholesale  Drug  Store  at  the  above  loca¬ 
tion,  I  regret  to  inform  you  that  I  am  without  power 
to  grant  such  a  permit  for  the  following  reasons: 

“No  permit  shall  be  issued  for  a  wholesale  drug  store 
in  any  building  of  frame  construction.  Section  272, 
Sub.  Div.  E,  Chap.  10,  Code  of  Ordinances. 

“You  are  therefore  ordered  forthwith  to  remove 
all  drugs,  inflammable  liquids  and  acids  from  the 
premises  and  discontinue  the  use  of  said  premises 
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as  a  wholesale  drug  store.” ; 

and 

Whereas,  the  premises  consist  of  three  buildings  of 
ordinary  construction,  No.  1  and  No.  5  being  stories 
in  height,  and  No.  3,  2  stories  in  height,  No.  5  being  16 
ft.  10  in.  by  38  ft.;  No.  3  being  16  ft.  3  in  by  71  ft.  3 
in.  and  No.  1  being  22  ft.  8  in.  by  89  ft.  in  area  in  the 
1st  story;  occupied,  No.  1,  1st  story,  drug  store,  5  per¬ 
sons;  2nd  story,  laboratory;  No  3,  1st  story,  stockroom, 
7  persons;  2nd  story,  stockroom;  No.  5,  1st  story,  office, 
5  persons ;  2nd  story,  office,  6  persons ;  attic  story,  sup¬ 
ply  room;  the  means  of  egress  consisting  of  an  interior 
stairway  in  each  building  and  a  bridge  at  the  2nd  story 
between  No.  1  and  No.  3;  and 

Whereas,  appellant  contends  that  they  have  an  archi¬ 
tect  working  on  plans  for  a  new  fireproof  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


96-22-A. 

APPELLANT — Robert  Teichman,  for  The  Farmers’  Loan 
&  Trust  Co.,  agent  for  Charles  W.  Arns,  owner. 
SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 52  East  4th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Robert  Teichman. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD’ — Appeal  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


THE  RESOLUTION: 

(96-22-A) 

Whereas,  Robert  Teichman,  for  Farmers’  Loan  &  Trust 
Co.,  agent  for  Charles  W.  Arns,  owner,  filed,  January  23, 
1922,  an  appeal  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  52  East  4th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
29676-F,  dated  January  6,  1922,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all 
openings  in  the  exterior  wall  above  1st  story  which 
are  distant  in  a  direct  line  less  than  30  ft.  from  any 

opening  in  any  other  building  and  not  in  the  same 

plane  with  said  openings  and  which  are  not  more 

than  50  ft.  above  a  neighboring  roof  at  west  side  of 

rear  building,  or  other  approved  protection,  as  per 
Sec.  375,  Article  18,  Chapter  5  of  the  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  and  basement  in  height,  19  ft.  6  in.  by  54  ft.  in 
area  at  the  1st  story  and  19  ft.  6  in.  by  41  ft.  8  in.  in  area 
above ;  occupied,  basement,  restaurant,  3  persons ;  1st  story, 
tailor,  3  persons;  2nd  story,  manufacture  of  hats,  6  per¬ 
sons;  3rd  story,  manufacture  of  dress  lining,  8  persons; 
4th  story,  manufacture  of  hat  frames,  5  persons ;  there 
being  windows  in  the  rear  exposed  to  a  5  story  brick 
apartment  on  the  east?  and 

Whereas,  the  appellant  states  that  the  rear  windows 
of  the  building  upon  which  the  order  is  issued  are  more 
than  30  ft.  awav  from  the  rear  lot  line  and  that  the  win¬ 
dows  in  the  side  wall  of  the  building  adjoining  in  the 
east  are  illegal  windows. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied . 


104-22-A. 

APPELLANT — Independent  Aetna  Sprinkler  Co.,  for  M. 
Greenberg,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 416-418  Marcy  avenue,  south¬ 
west  corner  Walton  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Louis  J.  Frantz,  Morris  Greenberg 
and  Samuel  Storch. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION : 

(104-22-A) 

Whereas,  Independent  Aetna  Sprinkler  Co.,  for  Astor- 
loid  Manufacturing  Co.,  lessee,  filed,  January  25,  1922, 
an  appeal  with  the  board  of  appeals,  from  a  decision 
of  the  fire  commissioner,  affecting  premises  416-418  Marcy 
avenue,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  18,  1922,  in  acting  on  Alteration  Application  No. 
19-22,  reads : 

“The  Automatic  sprinkler  equipment  for  these  prem¬ 
ises  with  the  occupancy  as  stated  must  be  supplied 
from  two  sources,  consisting  of  an  approved  gravity 
tank  supply,  and  an  approved  pressure  tank  supply  as 
per  Rule  37,  Rules  for  Fire  Extinguishing  Appliances 
of  Board  of  Standards  &  Appeals,  adopted  Dec.  30th, 
1921.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  3 
stories  (36  ft.)  in  height,  36  ft.  by  74  ft.  in  area,  facing 
on  Marcy  avenue  and  Walton  street ;  occupied,  1st  story, 
manufacture  of  bag  frames  and  toilet  articles,  20  persons ; 
2nd  story,  manufacture  of  optical  goods,  frames,  18  per¬ 
sons;  3rd  story,  manufacture  of  clothing,  25  persons;  the 
tenant  on  the  1st  story  having  in  storage  50  pounds  of 
celluloid,  the  tenant  on  the  2nd  story  having  the  same 
amount  of  storage;  and 

Whereas,  the  appellant  proposes  in  lieu  of  complying 
with  the  decision  to  install  an  automatic  sprinkler  equip¬ 
ment,  making  connections!  with  the  16  in.  main  on  Marcy 
avenue  and  the  6  in.  main  on  Walton  street,  and  asked 
to  be  relieved  of  installing  pressure  and  gravity  tanks; 
and 

Whereas,  Cal.  No.  1410-21- A,  the  board  granted  per¬ 
mission  for  more  than  100  pounds  of  celluloid  in  the 
building  under  appeal ;  and  applicant  now  proposes  to 
store  a  larger  amount  in  vault  in  yard. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  celluloid,  except  that  being 
worked  up  by  employees,  under  regulations  of  the  fire  de¬ 
partment,  be  kept  in  an  approved  vault  outside  of  the 
building. 


105-22-A 

APPELLANT — Eugene  De  Rosa,  for  Fulton-Church  Co., 
Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED— 47  Church  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  A.  J.  MaoManus. 

For  Administration :  Assistant  Engineer  Close  of 
the  building  department. 

ACTION  OF  BOARD' — Appeal  denied. 
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THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(105-22- A) 


Whereas,  Eugene  De  Rosa,  for  the  Fulton-Church  Co., 
Inc.,  lessee,  filed,  January  25,  1922,  an  appeal  with  the 
board  of  appeals  from!  an  order  of  the  superintendent  of 
buildings,  affecting  premises  47  Church  street,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
Exit  Order  No.  1-22,  dated  January  5,  1922,  reads: 

“YOU  ARE  HEREBY  DIRECTED  TO:  Provide 
a  fire  escape  balcony  at;  least  3  ft.  6  in.  wide  on  the 
north  side  of  the  building  with  guard,  rails  3  ft.  high 
and  a  counterbalanced  stairs  from  said  balcony  to  the 
ground,  and  change  on  window  to  a  casement  sash 
to  open  out;  also  provide  an  exit  sign  and  red  light 
over  casement  sash.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
two  stories  in  height,  78  ft.  7%  in*  by  25  ft.  and  33  ft. 
(irregular)  in  area,  facing  on  Fulton  and  Church  streets; 
occupied,  1st  story,  stores;  2nd  story,  tea  room,  average 
occupancy  100  persons ;  the  means  of  egress  consisting  of 
interior  stairway  extending  from  the  1st  story  to  the  2nd 
story  with  iron  ladder  to  scuttle  in  the  roof ;  and  _ 
Whereas,  the  appellant  states  that  the  building  is  only 
two  stories  in  height  and  that  the  floor  area  is  less  than 
2500  square  feet  so  that  only  one  means  of  exit  is  re¬ 
quired. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied . 

116-22-A. 

APPELLANT— William  A.  Kiehnle,  owner. 

SUBJECT— Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 3606  Park  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant :  William  A.  Kiehnle. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs^  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  . . .  ® 

Absent :  Fire  Chief  Kenlon  . .  1 

THE  RESOLUTION: 

(116-22-A) 

Whereas,  William  A.  Kiehnle,  owner,  filed,  January  27, 
1922,  an  appeal  with  the  board  of  appeals,  from  a  decision 
of  the  fire  commissioner,  affecting  premises  3606  Park 
avenue,  The  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  10,  1921,  in  acting  on  Alteration  Application  No. 
1394-21  rebels ! 

“1.  Storage  garage  not  permitted  within  20  ft.  of 
a  place  of  public  assembly  (Motion  Picture  Theatre), 
Sec.  51,  Sub.  E,  Chapter  10,  Code  of  Ordinances. 

"2.  Storage  garage  not  permitted  where  dry  goods 
or  other  highly  inflammable  matter  are  manufactured, 
Sec.  51,  Sub.  C.” ; 

Whereas,  the  premises  consists  of  a  plot  of  ground,  on 
the  front  of  which  there  is  a  two-story  office  and  shop 
building  and  upon  the  rear  a  two-story  brick  building,  25 
ft.  by  40  ft.  in  area ;  occupied  in  the  1st  story  as  garage 
and  2nd  story,  manufacture  of  inlay  woodwork,  this  rear 
garage  'building  being  located  within  one  foot  of  a  five- 
story  brick  factory  building  used  for  the  manufacture  of 
silk  and  within  4  ft.  of  a  one-story  brick  motion  picture 
theatre;  and 


Whereas,  the  appellant  states  that  they  desire  to  install 
a  280-galoln  gasoline  tank  and  it  will  be  impossible  to  place 
the  tank  in  the  garage  so  that  it  is  more  than  20  ft.  away 
from  the  adjoining  motion  picture  theatre  and  silk  manu¬ 
facturing  building  and  that  the  portion  of  the  silk  manu¬ 
facturing  building  adjoining  is  used  solely  as  a  store-room. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  capacity  of  the  storage 
uank  be  limited  to  150  gallons,  and  that  the  tank  be  buried 
at  the  extreme  northerly  corner  of  the  building,  and  that 
the  garage  use  be  limited  to  four  cars. 


126-22-A. 

APPELLANT — Martin  Labe,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 720-730  Washington  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  L,  L.  Levine  and  Samuel  Mar¬ 
kowitz. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Messrs.  Holland 


and  Kearney  .  3 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(126-22-A) 

Whereas,  Martin  Labe,  owner,  filed,  January  30,  1922, 
an  appeal,  with  the  board  of  appeals,  from  a  decision  of 
the  fire  commissioner,  affecting  premises  720-730  Washing¬ 
ton  avenue,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  11,  1922,  in  acting  on  N.  B.  Application  of  451- 
21,  reads : 

“3.  A  pump  capable  of  filling  tank  at  the  rate  of 
65  gal.  per  minute  must  be  provided. 

“4.  A  2 J4  in.  roof  outlet  for  each  riser  must  be 
provided. 

“5.  2J4  in.  hose  outlets  with  sufficient  length  of 

hose,  one  on  each  side  of  auditorium,  one  on  each  side 
of  balcony  must  be  provided. 

“6.  The  standpipe  (fireline)  shall  be  supplied  by 
approved  electric  pump  having  a  capacity  of  at  least 
250  gal.  per  minute  and  connected  from  pump  to  suc¬ 
tion  tank  shall  be  provided,  said  by  pass  having  a 
2l/2  in.  relief  valve.  Pumps  shall  be  connected  to  a 
approved  electric  device  which  upon  reduction  of 
pressure  will  automatically  shut  off  pump.  A  check 
valve  shall  be  set  in  discharge  of  pump. 

“8.  Pump  shall  be)  supplied  by  approved  steel  suc¬ 
tion  tank  of  5000  gals,  capacity.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  one 
story  (45  ft.)  in  height,  80  ft.  by  137  ft.  9  in.  in  area,  oc¬ 
cupied  as  stores  and  theatre ;  the  theatre  seating  1262 
persons ;  and 

Whereas,  the  appellant,  in  lieu  of  complying  with  the 
decision  of  the  fire  commissioner,  proposes;  to  install 
a  3500  gallon  gravity  tank  20  ft.  above  the  highest  out¬ 
let  with  a  long  stem  valve  near  the  roof  tank  and  to  pro¬ 
vide  100  ft.  of  hose  on  each  side  of  the  auditorium,  and 
contends  that  there  is  no  balcony  and  states  that  the  stores 
are  entirely  separated  from  the  theatre  portion  of  the 
building  by  a  12  in.  brick  wall ;  and 

Whereas,  Cal.  No.  793-20-BZ,  the  board  granted  a  per¬ 
mit  for  the  erection  of  a  theatre  and  store  building  on 
these  premises. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 
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149-22- A. 

APPELLANT — Mabel  W.  Stimson,  for  Lincoln  Hospital 
&  Home,  owner. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 320  Concord  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Dr.  Fredk.  W.  Gwyer  and  Hilda 
Sander. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative:  Mr.  Kearney  .  1 

Absent:  Fire  Chief  Kenlon1  .  1 

THE  RESOLUTION : 

(149-22-A) 

Whereas,  Mabel  W.  Stimson,  for  Lincoln  Hospital  & 
Home,  owner,  filed,  Feb.  3,  1922,  an  appeal,  with  the 
board  of  appeals,  from  orders  of  the  fire  commissioner, 
affecting  premises  320  Concord  avenue,  The.  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
29127-F  and  No.  29128-F,  dated  January  16,  1922,  read: 
No.  29127-F.  “1.  Install  an  adequate  interior  elec¬ 

tric  fire  alarm  system  in  accordance  with  the  attached 
layout.  Sec.  21,  Ch.  12,  Code  of  Ordinances.” 

No.  29128-F.  “Install  a  standpipe  system  with  risers 
4  in.  in  diameter  tested  to  withstand  a  pressure  of 
300  lbs.  per  square  inch,  extending  from,  cellar  to 
roof,  with  necessary  check  valves  and  2J4  inch,  regu¬ 
lation  Fire  Department  outlets  on  each  story  (includ¬ 
ing  basements,  cellars  and  roofs),  placed  within  main 
stairway  enclosure.  Each  outlet  to  be  provided  with 
sufficient  feet  of  2J2  inch  standard  hose  attached 
thereto.  *  *  *.M; 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  are  located  several  buildings  occupied  as  a  hospi¬ 
tal,  the  main  building  being  of  fireproof  construction,  4 
stories  and  basement  in  height  (75  .  ft.)  and .  225  ft.  by 
150  ft.  in  area ;  equipped  with  2}4  in.  standpipes  with  2 
in.  hose  outlets  and  hose  at  each  story  and  2  in.  exten¬ 
sions  to  all  out  buildings  and  with  siame.se  connection, 
the  standpipe  being  supplied  from  the  City  main  and 
from  two  2500  gal.  tanks  on  the  roof,  the  tanks  being 
supplied  by  steam  and  electric  pump;  the  main  building’ 
being  equipped  with  sub-standard  fire  alarm  systems ,  and 
Whereas,  the  board  deemed  that  in.  view  of  the  present 
housekeeping  conditions  and  the  admitted  cautious  opera¬ 
tion  and  management  and  the  number  of  auxiliary  fire  ex¬ 
tinguishing  appliances,  that  the  appeal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby 
is  granted. 


APPELLANT— General  Oil  Gas  Corp.,  for  Doehler  Die 
Casting  Co.  .  . 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 189-191  West  9th  street,  Brook¬ 


lyn. 

APPEARANCES— 

For  Appellant :  Thos.  W.  Churchill. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1922,  at 


10  a.  m. 


1362-21-A.  „  ..  .  A1 

APPELLANT— McKenzie,  Voorhees  &  Gmelin,  for  Al¬ 
fred  H.  Brown,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 144-46  West  57th  street,  and 
139-53  West  56th  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  March  14th,  1922. 


1383-21-A 

APPELLANT— Leo  A.  Kahn,  for  M.  &  L.  Schiavone, 
owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFF ECT ED — 3 04  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1922,  on 
written  request  of  attorney  for  appellant. 


BUILDING  ZONE  CASES. 

1546-21-BZ. 

APPLICANT — Mrs.  Petterson. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED— 7102  10th  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon.  3 


1339-21-BZ. 

APPLICANT— Oscar  Wm.  Swift,  for  Elizabeth  Ullrich, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the  premises. 

PREMISES  AFFECTED'— 7825  87th  road,  Woodhaven, 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1922,  at 
10  a.  m.,  on  written  request. 


1540-21-BZ. 

APPLICANT — Oscar  Wm.  Swift,  on  behalf  of  Fred  G. 
Scholl  and  Elise  Scholl,  owners. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  one  commercial 
car  and  three  pleasure  cars. 

PREMISES  AFFECTED— 7826  87th  road,  Queens. 

APPEARANCES — None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1922,  at  10 
a.  m.,  on  written  request. 


1655-21-BZ. 

APPLICANT — Estate  of  Max  Freund,  owner. 

SUBJECT — Application  to  permit  on  a  plot  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district  the 
erection  of  a  garage  for  more  than  5  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 2469-2471  Amsterdam  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  H.  Sheinart. 

For  Opposition:  John  G.  Dyer,  William  R.  Alt¬ 
man. 

ACTION  OF  BOARD— Laid  over  March  21st,  1922,  at 
10  a.  m. 


1682-21-BZ. 

APPLICANT — 'Charles  B.  Meyers,  for  Dora  Steinweg, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
conversion  of  an  existing  building  into  a  garage 
for  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 41-43  West  63rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Chas.  B.  Meyers. 

For  Opposition :  Mary  Gifford,  George  Lord,  H. 

A.  Wolff  and  F.  E.  Vitollo. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1922. 
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1611-21-BZ.  ,  ,  .  A 

APPLICANT — Edward  F.  Hammel,  architect,  on  behalf 

of  Bruce  G.  Blackmar,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  extension  in  area  to  existing  garage  for  four 
additional  cars. 

PREMISES  AFFECTED— 317  Ovington  avenue,  Brook¬ 
lyn. 

APPEARANCES—  J  _  „  , 

For  Applicant:  Edward  F.  Hammel. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  ON  ADOPTION  OF  REPORT- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  .... 

Negative  .  1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  VOTE _ 

Affirmative :  Messrs.  Beatty,  Boulton  and 

Negativef  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  . .  3 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1611-21-BZ)  . 

Whereas,  Edward  F.  Hammel,  consulting  engineer,  tor 
Bruce  G.  Blackmar,  owner,  filed  Dec.  9,  1921,  an  applica¬ 
tion  under  the  building  zone  resolution,  to  permit  on  a  plo 
partly  in  a  business  district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  garage  for  four  motor  vehicles  as  an 
extension  to  an  existing  garage  for  more  than  five  motor 
vehicles;  premises  317  Ovington  avenue  (rear)  Brooklyn, 

^Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  7t£ 

1922,  after  due  notice  by  publication  in  the  Bulletin  of  t 
Board  of  Standards  and  Appeals ;  and  . 

Whereas  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ovington  avenue  is  a  resi¬ 
dence  district  and  Bay  Ridge  avenue  and  Third  avenue  are 

business  districts ;  and  .  .  ,  , 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

'rendered  Nov.  28,  1921,  in  acting  on  App.  No.  1/911-21, 

reads : 


T. 


and 


Contrary  to  Building  Zone  Resolution.  , 


Whereas,  the  proposed  building  is  to  be  of  metal  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  232  ft.  and 
a  depth  of  13  ft.,  to  be  occupied  as  a  garage  for  four  mo¬ 
tor  vehicles ;  and  f  r,  . 

Whereas,  a  committee  of  the  board,  consisting  of  Chair- 
man  Walsh,  Messrs.  Kearney,  Holland  and  Fire  Chief 
Kenlonv  visited  the  premises  317  Ovington  avenue  (rear) 
Brooklyn,  on  March  3rd,  1922,  and  after  a  careful  survey 
and  general  observation  of  the  surrounding  and  adjacent 
properties  and  locality,  practically  confined  to  dwelling  de¬ 
velopment  and  use,  recommends  denial.  >  , 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


Negative  . 

Absent  . 

THE  VOTE  TO  GRANT  APPLICATION— 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby 
Negative :  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  and  Fire  Chief  Kenlon . 

Absent  . 

THE  RESOLUTION: 

(1177-18-BZ) 

Whereas,  W.  T.  McCarthy,  architect,  filed  June  4,  1918, 
an  application  with  the  building  zone  resolution,  with  the 
board  of  appeals,  to  permit  the  reconstruction  of  a  stable 
building  and  its  conversion  into  a  public  garage;  premises 
702-704  Sixth  avenue,  corner  22nd  street,  Brooklyn ;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  the  regular  meeting  June  25, 
1918,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  premises  are  located  in 
a  business  district;  and 

Whereas,  it  appears  that  the  existing  stable  is  two 
stories  and  basement  in  height,  of  frame  construction  above 
the  basement,  with  a  frontage  of  46  ft.  on  Sixth  avenue  and 
100  ft.  on  22nd  street ;  that  it  is  proposed  to  remove  the 
frame  portion  of  the  building  and  increase  the  height  of  the 
basement  walls  by  approximately  4  ft.,  thereby  making  a 
one-story  non-fireproof  building,  to  be  occupied  as  a  public 
garage ;  that  the  existing  stable  has  been  occupied  for  the 
accommodation  of  over  fifteen  horses  for  the  past  twenty 
years ;  and 

Whereas,  the  application  was  granted  by  the  board  at  its 
meeting  June  25,  1918,  on  condition  that  the  work  should  be 
completed  and  applicant  failed  to  start  the  work  and  re¬ 
quested  a  reopening  of  the  case  and  a  modification  of  the 
condition,  and  the  case  was  reopened  by  vote  of  the  board; 
and 

Whereas,  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Walsh,  Messrs.  Beatty,  Holland,  Kearney  and  Fire 
Chief  Kenlon.  visited  702-704  Sixth  avenue,  corner  of  22nd 
street.  Brooklyn,  on  March  3rd,  1922. 

“This  variation  of  the  building  zone  resolution  was  grant¬ 
ed  in  1918  on  condition  that  the  necessary  permits  be  ob¬ 
tained  within  nine  months  and  the  building  completed  with¬ 
in  eighteen  months,  on  the  grounds  that  the  then  existing 
frame  structure  was  a  stable. 

An  inspection  of  the  premises  discloses  the  fact  that  the 
corner  structure  is  occupied  as  a  general  storage  warehouse 
and  the  adj'oining  building  on  Sixth  avenue  occupied  as  a 
dwelling. 

There  is  no  other  garage  or  stable  on  the  street  or  ave¬ 
nue,  22nd  street  is  almost  exclusively  occupied  by  two-story 
frame  dwellings. 

The  avenue  on  both  sides  of  22nd  street  is  occupied  by 
dwellings,  with  the  exception  of  a  one-story  brick  building 
occupied  as  a  pump  works. 

The  committee  recommends  denial.” 

Resolved .  that  the  action  of  the  board  of  July  25,  1918, 
be  and  it  hereby  is  vacated,  and  the  application  be  and  it 
hereby  is  denied. 


0 

0 

3 

4 
0 


1177-18-BZ. 

APPLICANT— W.  T.  McCarthy,  architect. 

SUBJECT— Application  for  extension  of  time  on  a  permit 
previously  granted  for  the  construction  of  a  build¬ 
ing. 

PREMISES  AFFECTED— 702-704  Sixth  avenue,  corner 
22nd  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Gilbert  I.  Prowler.  . 

ACTION  OF  BOARD— Report  of  committee  adopted. 
Application  denied. 

THE  VOTE— REPORT  ADOPTED — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  .  7 


1369-21-BZ. 

APPLICANT — Otto  Relssman  for  Louis  Blau  ft  Sons,  Inc. 
SUBJECT — Application  to  permit  partly  in  an  unrestricted 
district  and  partly  in  a  business  district  the  erec¬ 
tion  of  an  addition  to  an  existing  building  used  as 
a  dry  cleaning  and  dyeing  establishment. 
PREMISES  AFFECTED — 647  East  9th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Emanuel  B.  Cohen  and  Otto  Reiss- 
man. 

For  Opposition:  N.  Taylor  Phillips,  Meyer  Falk, 
R.  T.  Wittstein  and  Miss  Cheesman. 

ACTION  OF  BOARD — Application  denied. 
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THE  VOTE— 

Affirmative :  Messrs.  Beatty  and  Kerby .  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney  and  Fire  Chief  Kenlon..  5 

Absent .  0 

THE  RESOLUTION: 

(1369-21-BZ) 


Whereas,  Otto  Reissman,  for  Louis  Blau  &  Sons,  Inc., 
owner,  filed,  November  12th,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  partly  in  a  business 
district  the  erection  of  an  addition  to  an  existing  building 
used  as  a  dry  cleaning  and  dyeing  establishment;  premises 
647  East  9th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  7th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Avenue  C  is  an  unrestricted 
district  and  that  East  9th  and  East  10th  streets  are  busi¬ 
ness  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  24th,  1921,  in  acting  on  N.  B.  No.  455-21, 
reads : 

“Inasmuch  as  a  part  of  the  premises  is  located  in  a 
business  district  the  proposed  use  or  occupancy  of  the 
building  is  prohibited  by  the  Building  Zone  Resolution, 
Sec.  4.”; 

and  decision  of  fire  commissioner,  rendered  Oct.  21,  1921, 
N.  B.  No.  1286-21,  reads: 

“Dry  cleaning  and  dyeing  establishment  not  permit¬ 
ted  at  this  location,  which  is  a  business  zone.” ; 

and 

Whereas,  it  is  proposed  to  extend  an  existing  dry  clean¬ 
ing  and  dyeing  establishment  located  in  an  unrestricted  dis¬ 
trict  by  adding  thereto  an  existing  3  story  building  25  ft.  by 
54  ft.  3  in.,  this  building  extending  8  ft.  by  43  ft.  into  a 
business  district;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application. 

Resolved,  vhat  the  decision  of  the  superintendent  of  build¬ 
ings  and  the  fire  commissioner  be  and  they  hereby  are  af¬ 
firmed  and  that  the  application  be  and  it  hereby  is  denied. 


1674-21-BZ. 

APPLICANT— De  Pace  and  Juster,  for  Highbridge  Build¬ 
ing  Co.,  owner. 

SUBJECT — Application  to  permit  on  a  lot  in  a  business 
district  extending  into  a  residence  (B)  area  dis¬ 
trict,  the  erection  of  a  building  to  be  used  for  busi¬ 
ness  purposes. 

PREMISES  AFFECTED — N.  E.  corner  Burnside  avenue 
and  Creston  avenue.  Block  3160,  Lot  1,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  J.  H.  Jones. 

For  Opposition:  Frank  Steinberg. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  stated  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby .  5 

Negative .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION : 

(1674-21-BZ) 

Whereas,  De  Pace  and  Juster,  for  Highbridge  Building 
Co.,  owner,  filed  Dec.  22nd,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  on  a  lot  extending  into  a 
residence  (B)  area  district,  the  erection  of  a  building  to  be 
used  for  business  purposes ;  premises  'northeast  corner  of 
Burnside  avenue  and  Creston  avenue,  Block  No.  3160, 
Lot  1,  Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  March  7th,  1922, 


after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Burnside  avenue  is  a  busi¬ 
ness  (B)  area  district  and  Creston  avenue  is  a  residence  (B) 
area  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Dec.  15,  1921,  in  acting  on  N.  B.  Application  No. 
2710-21,  reads: 

“1.  Erection  of  proposed  business  building  in  business 
district  extending  into  residence  district  is  contrary  to 
provisions  of  Building  Zone  Resolution ;  and 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height,  with  a  frontage  of  115  ft. 
and  a  depth  of  90  5  ft.  and  79.4  ft.,  irregular,  to  be  occu¬ 
pied  as  stores  and  offices,  extending  approximately  15  ft.  by 
80  ft.  into  the  residence  district ;  and 

Whereas,  the  property  was  in  one  ownership  on  July  25, 
1916,  and  applicant  states  that  there  would  be  undue  hard¬ 
ship  in  preventing  him  from  making  full  use  of  his  prop¬ 
erty. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution  and  that  the  application  be  and 
it  hereby  is  granted,  on  condition  that  the  northerly  rear 
wall  be  unpierced  throughout  its  entire  height  and  depth ; 
that  the  building  zone  restrictions  as  to  yard  and  area  re¬ 
quirements  be  maintained. 

Resolved,  further,  that  any  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  six  months  of 
the  date!  of  this  action  and  that  the  building  shall  be  com¬ 
pleted  within  one  year  of  the  date  of  this  action/ 


1675-21-BZ. 

APPLICANT — De  Pace  &  Juster,  for  Kemp  Jones  Realty 
Co.,  owner. 

SUBJECT — Application  to  permit  on  a  plot  in  a  business 
district  extending  into  a  residence  (B)  area  dis¬ 
trict  the  erection  of  a  building  to  be  used  for  busi¬ 
ness  purposes. 

PREMISES  AFFECTED — East  side  of  Creston  avenue, 
from  Tremont  avenue  to  178th  street  (Block  2808, 
Lot  485),  The  Bronx. 

APPEARANCES— 

For  Applicant:  J.  H.  Jones  and  Anthony  De  Pace. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  _ 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(1675-21-BZ) 

Wherfas,  De  Pace  &  Juster,  for  Kemp  Jones  Realty  Co., 
owner,  filed  Dec.  22nd.  1921,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  on  a  plot  in  a  business  use 
district  extending  into  a  residence  use,  B  area  district  the 
erection  of  a  building  to  be  used  for  business  purposes ; 
premises  east  side  of  Creston  avenue  from  Tremont  avenue 
to  178th  street,  (Block  No.  2808,  Lots  4  and  5),  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Feb.  21, 
1922,  after  due  notice  bv  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Tremont  avenue  is  a  business 
use,  B  area  district  and  Creston  avenue,  178th  street  and 
Grand  Concourse  are  residence  use,  B  area  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Dec.  15,  1921,  in  acting  on  N.  B.  Application  No. 
2711-1921.  reads; 

“1.  Erection  of  proposed  business  building  in  business 
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district  extending  into  residence  district^is  contrary  to 
provisions  of  Building  Zone  Resolution.’  ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  126.2  ft. 
and  a  depth  of  21  ft.  6  in.  and  82  ft.  1  in,,  irregular,  to  be 
occupied  as  stores  and  offices,  extending  approximately  23 
by  34  ft.  and  21  ft.,  irregular;  and 

Whereas,  the  premises  was  in  one  ownership  on  July  25, 
1916,  and  applicant  states  that  there  would  be  undue  hard¬ 
ship  in  preventing  him  from  making  full  use  of  his  prop- 
erty. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  wall  on  the 
178th  street  end  be  finished  with  front  brick  and  stone  trim¬ 
mings ;  that*  there  shall  be  no  openings  on  this  front,  and 
that  no  openings  in  the  rear  wall  be  permitted  within  the 
residence  district. 


1444-21-BZ. 

APPLICANT— iBly  and  Hamann,  for  Patrick  McTieman, 
owner, 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED— 719-723'  Lincoln  place,  Brook¬ 
lyn. 

APPEARANCES — 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  Thomas  J.  Evers,  Myles  Farrell, 
H.  Beerek,  C.  Walter,  I.  Klein,  J.  Cudland, 
J.  White,  P.  Murray,  R.  Marshall  and  R. 
White. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney 

and  Kerby  . 4 

Negative:  Chairman  Walsh,  Mr.  Holland  and 

Fire  Chief  Kenlon  .  3 

Absent  .  ® 

THE  RESOLUTION: 

(1444-21-BZ) 

Whereas,  Bly  and  Hamann,  for  Patrick  McTieman, 
owner,  filed,  November  23,  1921,  an  application,  under 

the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  erection  of  a  garage  for  more  than  5  motor  ve¬ 
hicles,  premises  719-723  Lincoln  place,  Brooklyn;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  meeting  March  7,  1922,  after 
due  notice  by  publication  in  the  Bulletin  of  the  board  of 

standards  and  appeals;  and  ,  ,  ... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lincoln  place  is  a  residence 
district  and  that  Rogers  avenue  and  St.  Johns  place  are 
business  districts;  and 

Whereas  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  9th,  1921,  in  acting  on  N.  B. 
No.  16743-21,  reads: 

“1.  Denied — Proposition  contrary  to  Zone  Resolu¬ 
tion,  Art.  11,  Paragraph  3.”; 

Whereas,  the  building  is  to  be  of  non-fireproof  con¬ 
struction,  1  and  2  stories  in  height  with  a  frontage  of 
45  ft.  7  in.  and  a  depth  of  124  ft.  8  in.  (irregular),  to  be 
occupied  as  a  garage  for  more  than  four  motor  vehicles, 

and  ,  ,  . 

Whereas,  there  was  opposition  to  the  granting  ot  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affivvicd  and  that  the  appli- 
cation  be  and  it  hereby  is  denied. 


1143-21-BZ. 

APPLICANT— H.  A.  Morse,  for  Grace  C.  Morse,  owner. 


SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED— 857  East  19th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  H.  A.  Morse. 

ACTION  OF  BOARD— Granted  temporary  permit  for 
two  years  from  date  of  this  action. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(1143-21-BZ) 

Whereas,  H.  A.  Morse,  for  Grace  C.  Morse,  owner, 
filed,  October  6,  1921,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises,  premises  857  East  19th  street, 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  7th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  19th  street.  Aver1. 

H  and  Ocean  avenue  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
September  17,  1921,, in  acting  on  order . No.  66926-LC,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent,  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  stored  by  others  than  occupants  of  dwellings 
on  lot  where  garage  is  situated.”; 

and 

Whereas,  the  building  is  one  story  in  height  with  a 
frontage  of  40  ft.  and  a  depth  of  21  ft.,  occupied  as  a 
garage  for  5  cars,  3  spaces  in  which  are  rented  to  persons 
not  residing  on  the  premises ;  and 

Whereas,  applicant  states  that  there  would  be  undue 
hardship  in  preventing  him,  from  using  the  garage,  as  he 
erected  it  in  good  faith,  understanding  that  he  could  rent 
space  therein. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  the  renting  of  space 
in  this  garage  to  persons  not  residing  on  premises  for  3 
automobiles  of  the  pleasure  car  type  for  a  period  not  to 
extend  beyond  two  years  from  the  date  of  this  action. 


1312-21-BZ. 

APPLICANT — A.  E.  Richardson. 

SUBJECT— Application  for  variation  of  the  requirements 
of  the  building  zone  resolution  to  permit  the  erec¬ 
tion  of  a  stable  for  more  than  five  horses. 
PREMISES  AFFECTED— 107  Lincoln  street,  Queens. 
APPEARANCES— 

For  Applicant:  A.  E.  Richardson,  R.  R.  Richard¬ 
son  and  C.  W.  Wohlers. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  . 

Negative  . ...... .^ . 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. 
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THE  RESOLUTION: 

(1312-21-BZ) 

Whereas,  A.  E.  Richardson,  for  Empire  State  Dairy 
Company,  owner,  filed,  November  7,  1921,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  extension  in  area  of  an  existing  stable 
for  more  than  5  horses,  premises  south  side  Lincoln 
street,  275  ft.  east  of  Main  street,  Flushing,  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  March 
7,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lincoln  street  and  39th 
avenue  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  3,  1921,  in  acting  on  Plan  No. 
6501-21  N.  B.,  reads:  .  . 

“1.  Stable  for  more  than  5  horses  is  prohibited  in 

a  business  district.” ; 

and  •  1 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  with  a  frontage  of  25  ft.  and  a  depth 
of  83  ft.,  occupied  as  a  stable  for  more  than  5  horses; 
it  is  proposed  to  extend  the  building,  the  extension  to  be 
non-fireproof,  one  story  in  height,  25  ft.  by  83  ft.  in  area, 
to  be  occupied  as  a  stable  for  more  than  5  horses ;  and  _ 
Whereas  there  existed  on  this  street  between  the  in¬ 
tersecting  street  on  July  25,  1916,  a  stable  for  more  than 
5  horses,  which  stable  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
gable  wall,  abutting  the  adjoining  property,  be  unpierced ; 
and  that  the  facade  of  the  building  be  faced  with  front  brick 
and  stone  trimmings. 


1442-21-BZ.  ,  ,  ,  „  , 

APPLICANT— Samuel  Rosenblum,  for  Anthony  Schorr, 

owner.  ... 

SUBJECT — Application  for  variation  of  the  requirements 
of  the  building  zone  resolution  to  permit  the  main¬ 
tenance  of  a  garage  for  five  cars. 

PREMISES  AFFECTED— 3  Koerner  street,  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum.  _ 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  .  „T  „  ,  „  ^ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  ^ 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION : 

(1442-21-BZ) 

Whereas  Samuel  Rosenblum,  consulting  engineer  for 
Anthony  Schorr,  owner,  filed,  November  #  22,  1921,  an 
application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance,  of  a  garage,  space 
in  which  is  rented  to  persons  not  residing  on  the  premises, 
3  Koerner  street,  Newton,  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  March 
7th,  1922,  after  due  notice  by  publication  m  the  Bulletin 
of  the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Koerner  street  is  a  resi¬ 
dence  district  and  that  Grand  street  is  a  business  district 

^Whereas,  the  order  of  the  fire  commissioner,  rendered 
November  5,  1921,  in  acting  on  Order  No.  6809-,-EC, 

rcsds *  •  •  c 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3  of  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as  mo¬ 


tor  vehicles  stored  are  for  sale,  for  rent,  or  for  hire 
or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  1  story 
in  height,  with  a  frontage  of  53  ft.  6)4  in.  and  a  depth 
of  20  ft.,  occupied  as-  a  garage  for  5  automobiles,  space 
being  rented  to  persons  not  residing  on  the  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  100  per  cent,  of  the  frontage 
deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation,  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  application 
be  and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  five  automobiles  of  the  pleasure 
car  type. 


80-22-BZ. 

APPLICANT — Ordham  Realty  Corporation,  owner. 

SUBJECT— Application  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  erec¬ 
tion  of  a  business  building. 

PREMISES  AFFECTED— South  side  Fordham  road,  100 
ft.  west  Washington  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Sol  Bloom. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  . 

Negative  . . . •.•••••••• - 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon.. 


5 

0 

2 


THE  RESOLUTION : 

(80-22-BZ) 

Whereas,  Sol  Bloom,  for  Ordham  Realty  Corp.,  owner, 
filed,  January  18,  1922,  an  application,  under  the  building 
zone  resolution,  to  permit  the  erection  of  one  story  busi¬ 
ness  building  in  a  business  district  and  extending  partly 
into  a  residence  district,  premises  south  side  of  Fordham 
road,  200  ft.  east  of  3rd  avenue,  lot  No.  60,  Block  No.  3033, 

The  Bronx;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  7th 
1922,  after  due  notice  by  publication  in  the  'Bulletin  ot 
the  board  of  standards  and  appeals  ;•  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Washington  avenue  is  a 
residence  district  and  that  Fordham  road,  189th  street 
and  3rd  avenue  are  business  districts;  and 

Whereas  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  17,  1922,  in  acting  on  N.  B.  App. 

No.  2129-21,  reads:  ,  ,  .  ,  •  *  u 

“1.  Erection  of  proposed  business  building  is  to  be 
of  non-fireproof  construction,  one  story  in  height,  with 
a  frontage  of  80  ft.  6  in.  and  a  depth  of  226  ft.,  the 
approximate  area  in  the  residence  district  being  a  tri¬ 
angular  section  of  5000  sq.  ft.” ; 

and 

Whereas,  the  board  deemed  that  there  would  be  un¬ 
due  hardship  in  preventing  applicant  from  using  the  tri¬ 
angular  piece  in  question,  its  location  in  the  residence  dis¬ 
trict  being  based  on  a  technical  application  of  the  building 

zone  resolution.  .  ,  ,  , 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
rear  walls  be  unpierced  throughout  their  entire  length  and 
height :  and  that  any  entrance  to  this  property  be  confined 
to  the  business  district. 


Adjourned  2  p.  m. 

William  J. 


O’Gorman,  Secretary. 


255 


MINU1 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  7th,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady,  Kleinert,  Reville,  Moore  and 
McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  Febru¬ 
ary  28,  1922,  were  approved  as  printed  in  the  Bulletin,  No. 
10,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

114-22-S. 

PETITIONER— A.  C.  McNulty. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 502-4  Broadway  and  44-52 
Crosby  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  letter.  Petition 


withdrawn. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott..  9 

Negative .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  Brady  .  4 


1 629-21- S. 

PETITIONER — Samuel  Rosenblum.  for  Herman  Otten- 
berg,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 293  Monroe  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 


mott  .  10 

Negative  . 0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1629-22-S) 


Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Herman  Ottenberg,  owner,  filed,  Dec.  14,  1922,  a  petition 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  293  Monroe  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  13499- 
LD,  dated  Oct.  23,  1920,  reads : 

“1.  Extend  the  interior  stairway  to  the  roof,  as  per 
sections  79-B-l  and  79-C-l  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height  50  ft.  x  95  ft.  in  area  in  the  1st  story  and  50  ft.  x 
82  ft.  in  area  above ;  occupied,  cigar  box  manufacturing, 
1st  story,  5  persons ;  2nd  story,  21  persons ;  3rd  story,  2 
persons;  4th  story,  5  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st  story 
to  the  4th  story,  enclosed  in  wood  partitions  on  the  2nd  and 
3rd  stories  with  wire  glass  windows,  a  horizontal  exit  in  the 
2nd  3rd  and  4th  stories  leading  to  building  adjoining  with 
sliding  and  swinging  fire  doors ;  a  fire  escape  on  the  front 
of  the  building  with  counter-balanced  stairs  to  street  and 


fire  windows  along  the  course  of  the  fire  escape;  and 
Whereas,  petitioner  contends  that  a  similar  order  was 
issued  by  the  fire  department  on  Oct.  23,  1920,  and  held  in 
abeyance  owing  to  present  conditions;  and 
Whereas,  the  board  deemed  that  the  recommendations  of 
the  bureau  of  fire  prevention,  dated  Dec.  21,  1920,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  so  long  as 
conditions  remain  unchanged. 


1718-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Rosenbaum  & 
Mogal,  sub-lessees. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
the  file  commissioner. 

PREMISES  AFFECTED — 91  Bowerv,  Manhattan. 
APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Granted  on>  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 


Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  10 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1718-21-S) 


Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Robert  W.  Goelet,  owner,  filed,  December  31,  1921.  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  91  Bowery, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16064- 
LD,  dated  December  8,  1920,  reads : 

“1.  Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof  as  per  Sections  79B-1  and  79C-1  of 
the  Labor  Law. 

“3.  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  *  *  *. 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  No  60  degree  connecting  stairway  be¬ 
tween  balconies.  No  counterbalanced  stairway  to 
street.” ; 
and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height.  25  ft.  3  in.  x  60  ft.  in  area,  occupied,  1st  story,  store ; 
2nd  and  3rd  stories,  carpeptrv  shop,  9  persons;  the  means 
of  egress  consisting  of  an  interior  wooden  stairway  extend¬ 
ing  from  the  1st  story  to  the  3rd  story  with  scuttle  and  lad¬ 
der  to  roof,  enclosed  in  wood  partitions  with  wood  doors 
at  opening,  a  fire  escape  on  the  front  of  the  building  with 
drop  ladder  to  street  and  non-fireproof  windows  along  the 
course  of  the  fire  escane.  the  building  to  the  north  is  the 
same  height  as  the  building  in  question;  and 

Whereas,  petitioner  proposed  to  fireproof  openings  on  the 
fire  escape  on  the  2nd  story  and  to  arrange  the  drop  ladder 
in  guides  and  contends  that  the  maximum  occupancy  will 
not  exceed  9  persons. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  on  condition 
that  the  windows  leading  to  the  fire  escape  on  the  2nd  story 
he  made  fireproof  and  that  a  counter  balanced  drop  ladder 
m  guides  be  provided  from  the  2nd  story  balcony  to  the 
street. 
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Resolved,  further,  that  this  variation  be  granted  only  so 
long  as  the  occupancy  does  not  exceed  nine  (9)  persons 
above  the  1st  story. 

1720-21-S. 

PETITIONER— Charles  Zumbach  for  Zumbach  Motor 
Repair  Co.,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 136  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Julius  Hess. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE — 

Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  10 

Negative  . . . _ .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon .  3 

THE  RESOLUTION : 

(1720-21-S) 

Whereas,  Charles  Zumbach,  for  Yale  University,  owner, 
filed,  December  31,  1921,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  136  West  54th  street, .  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  65618- 
LD,  dated  August  27,  1917,  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
rear  of  building  with  balconies  4  ft.  in  width,  connect¬ 
ed  by  stairways  not  less  than  22  ins.  wide,  placed  at  an 
incline  of  not  more  than  45  degrees,  extending  from 
ground  to  roof,  constructed  as  per  Section  79B-4  of  the 
Labor  Law,  or  earn'-  out  a  proper  alternative  method  of 
complying  with  Section  79B-1  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  25  ft.  x  90  ft.  in  area,  occupied,  1st  story,  auto  re¬ 
pairs,  5  persons ;  2nd  story,  machine  shop,  3  persons  ;  3rd 
story,  automobile  storage;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to  the 
3rd  story,  enclosed  in  wood  partitions  in  the  2nd  and  3rd 
stories  and  with  wood  partitions  covered  with  plaster  boards 
on  the  1st  story,  with  wood  doors  at  the  openings,  a  horizon¬ 
tal  exit  in  the  1st  and  2nd  stories  protected  by  fire  doors 
leading  to  building  adjoining  at  the  east;  and 

Whereas,  petitioner  contends  that  this  order  was  held 
in  ahevance  by  the  fire  department  under  date  of  Oct.  3,  1918, 
there  being  two  suitable  means  of  egress  from  the  1st  and 
2nd  stories,  the  3rd  story  being  vacant ;  and 
Whereas,  the  board  deemed  that  the  action  of  the  chief 
of  the  bureau  of  fire  prevention  dated  Sept.  30,  1918,  should 
he  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
herebv  make  a  variation  from  the  requirements  of  the  labor 
law,  and  the  petition  be  and  hereby  is  granted  for  a  tem¬ 
porary  period  not  to  extend  beyond  Oct.  1,  1922,  on  con¬ 
dition  that  the  existing  use  and  occupancy  remain  un¬ 
changed. 


81-22-S 

PETITIONER— Elward  Smith  &  Co.,  Inc.,  for  Coll.  Re¬ 
formed  Dutch  Church,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 111-113  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Robert  A.  Birmingham. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 


ACTION  OF  BOARD— Dismissed. 

THE  VOTE — 

Affirmative :  Chairman  Waish,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(81-22-S) 


Whereas,  Elward  Smith  &  Co.,  Inc.,  for  Collegiate  Ref. 
Dutch  Church,  owner,  filed,  Feb.  11,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner,  affecting  premises  111-113  Fulton 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29360- 
LD  and  No.  29361-LD,  dated  Dec.  23,  1921,  read: 

No.  29360-LD.  “1.  Arrange  the  fire  escape  on  the 

Ann  St.  side  of  building  and  the  openings  leading 
thereto  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following:  No  balcony  on  fifth  story. 
Connecting  stairways  not  60  degrees.  Windows  on 
course  not  fireproof,  self-closing.  No  counterbalanced 
stairway  from  lowest  balcony  to  street.  Doors  2/0 
x  6/0  not  provided. 

“2.  Arrange  the  fire  escape  on  the  Fulton  Street 
side  of  building  and  the  openings  leading  thereto  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following:  Connecting  stairways  not 
60  degrees.  Windows  on  course  not  fireproof  self¬ 
closing.  Doors  2/0  x  6/0  not  provided.  No  counter¬ 
balanced  stairway  from  lowest  balcony  to  street.” 

Order  No.  29361-LD.  “1.  Provide  exit  signs,  let¬ 

ters  to  be  at  least  8  in.  in  height,  at  all  means  of 
egress  with  a  red  light  over  all  such  exits  for  use 
in  time  of  darkness  as  per  section  273  of  the  Labor 
Law”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  40  ft.  by  119  ft.  in  area,  running  through  from 
Fulton  street  to  Ann  street,  Nos.  111-113  Fulton  street, 
occupied,  basement  and  sub-basement,  storage ;  1st  story, 
salesroom,  office  furniture,  8  persons;  2nd  story,  offices, 
6  persons ;  chapel ;  4th  story,  storerooms ;  Nos.  56-58  Ann 
street,  occupied,  basement  and.  sub-basement,  storerooms, 
no  persons;  1st  story,  office  furniture  salesrooms,  8  per¬ 
sons;  2nd  story,  no  occupants;  3rd  story,  offices,  7  per¬ 
sons;  4th  story,  printer  and  engravers,  14  persons;  5th 
story,  janitor’s  apartment the  means  of  egress  consisting 
of  an  interior  wooden  stairway  in  the  Fulton  street  por¬ 
tion  of  the  building  extending  from  the  1st  story  to  the 
4th  story  w-ith  ladder  to  scuttle  in  the  roof,  enclosed  in 
wood  stud,  lath  and  plaster  partitions  with  wood  doors 
at  the  openings,  an  interior  wooden  stairway  in  the  Ann 
street  portion  of  the  building  extending  from  the  sub¬ 
basement  to  the  5th  story  with  ladder  to  scuttle  in  the 
roof,  enclosed  in  wood  stud  lath  and  plaster  partitions  with 
wood  doors  at  the  openings;  a  fire  escape  on  the  Fulton 
street  front  of  the  building  and  a  fire  escape  on  the  Ann 
street  front  of  the  building,  with  drop  ladders  to  the 
street  and  non-fireproof  windows  along  the  course  of  the 
fire  escapes;  and 

Whereas,  petitioner  states  that  the  occupancy  does  not 
exceed  6  persons  and  that  the  orders  do  not  apply  to  the 
building. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 


PETITIONER— John  G.  Eddy,  for  George  M.  Eddy 
Estate,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 


157 


MINUTES 


PREMISES  AFFECTED— 345-353  Classon  avenue, 

Brooklyn. 

APPEARANCES— 

For  Petitioner:  John  G.  Eddy,  Wilfred  Burr. 
For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Bolton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  U 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  . 2 

THE  RESOLUTION: 

(100-22-S) 

Whereas,  John  G.  Eddy,  for  Estate  of  George  M.  Eddy, 
Inc.,  owner,  filed,  Jan.  24,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  345-353  Classon  avenue, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29719- 
LD,  dated  Jan.  4,  1922,  reads:. 

“Enclose  the  interior  stairway  at  the  south  side  of 
building  ‘A’ '  and  also  the  interior  stairway  at  the 
north  side  of  building  ‘C,’  both  of  which  serve  as  a 
required  means  of  exit,  and  the  landings,  platforms 
and  passageways  connecting  therewith  on  all  sides, 
with  partitions’  of  fire  resisting  material  extending 
continuously  from  the  cellar  to  3  ft.  above  the  roof, 
constructed  as  per  section  271  of  the  Labor  Law,  and 
Rule  2  of  the  Industrial  Code  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  section  271  of  the  Labor  Law”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  on 
which  are  located  six  buildings,  the  buildings  in  question, 
Building  “A”  being  a  3  story  brick  factory  building.,  49  ft. 
by  29  ft.  6  in. ;  Building  “C”  a  1  story  factory  building,  1st 
story  brick,  upper  stories  frame,  96  ft.  by  46  ft.,  irregular 
in  area;  occupied,  Building  “A,”  manufacture  of  wire 
springs,  1st  story,  4  persons;  2nd  story,  6  persons;  3rd 
story," 4  persons;  Building  “C,”  1st  story,  plaster  ornaments, 
10  persons ;  2nd  story,  shoe  factory,  20  persons ;  3rd  story, 
shoe  factory,  18  persons  distributed  through  buildings;  the 
means  of  egress  in  Building  “C”  consisting,  of  an  interior 
wooden  stairway  enclosed  in  wood  partitions  extending 
from  the  1st  story  to  the  3rd  story  with  ladder,  to.  scuttle 
in  the  roof ;  an  interior  wooden  stairway  in  Building  “A” 
extending  from  the  cellar  to  the  3rd  story,  enclosed  in 
wood  partitions  with  wood  doors  at  the  openings,  a  fire 
escape  on  the  rear  of  the  building  with  landing  on  roof 
of  extension  and  stairway  from  extension  roof  to  ground, 
the  buildings  are  inter-connected  by  horizontal,  openings. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed, 
as  the  order  issued  is  not  enforceable  under  conditions 
now  existing. 

152-22-S. 

PETITIONER— James  N.  Murphy,  for  Patrick  Murphy, 
owner. 

SUBJECT— Variation  of  .  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 86  Walker  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  James  N.  Murphy. 

(For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 
and  McDermott  .  U 


Negative . .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(152-22-S) 

Whereas,  James  N.  Murphy,  for  Patrick  Murphy, 
owner,  filed,  Feb.  3rd,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  86  Walker  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  13953- 
LD,  dated  Oct.  28,  1920,  reads: 

“Enclose  the  interior  stairway  at  the  east  side  of 
building,  serving  as  a  required  means  of  exit;  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resist¬ 
ing  material  extending  continuously  from  the  1st  story 
to  3  ft.  above  the  roof,  constructed  as  per  sections 
79-B-2  and  79-B-3  of  the  Labor  Law,  or  carry  out 
a  proper  alternative  method  of  complying  with  the 
requirements  of  Section  79-B-l  of  the  Labor  Law. 

“2.  Provide  an  additional  means  of  exit  from  1st 
story  and  basement,  said  exit  to  be  located  at  the  rear 
of  building  in  accordance  with  the  provisions  of  sec¬ 
tion  79-B-l  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  22  ft.  by  80  ft.  in  area,  in  the  1st  story 
and  22  ft.  by  75  ft.  in  area  above;  occupied,  in  the  base¬ 
ment,  forges,  1  person;  1st  story,  forges,  4  persons;  2nd 
story,  office  and  typewriter  repairs,  4  persons ;  3rd  story, 
melting  lead,  4  persons ;  4th  story,  office  and  stock  room, 
2  persons;  5th  story,  printing,  5  persons;  6th  story,  office 
and  stock  room,  1  person;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  6th  story,  enclosed  in  wood  partitions  with  wood  and 
sash  doors  at  the  openings;  a  standard  fire  escape  on  the 
front  of  the  building  with  fireproof  windows  along  the 
course  of  same,  a  sub-standard  fire  escape  on  the  rear 
of  the  building;  and 

Whereas,  petitioner  contends  that  there  are  no  hazard¬ 
ous  occupancies  in  the  building  and  the  number  of  em¬ 
ployees  above  the  2nd  floor  does  not  exceed  7  persons; 
and 

Whereas,  Cal.  No.  1710-21-S,  a  similar  petition,  was  to 
be  relieved  of  providing  additional  means  of  egress  from 
the  basement  is  pending;  under  Cal.  No.  1662-1’7-S,  a 
petition  to  be  relieved  from  extending  stairs  to  roof  and 
from  enclosing  stairway,  was  granted  on  condition  that 
recommendation  of  the  bureau  of  fire  prevention  be  com¬ 
plied  with. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  as  to 
item  No.  1  of  order  No.  13953-LD  on  condition  that  the 
occupancy  be  limited  to  five  (5)  persons  on  any  floor  above 
the  ground  floor  and  granted  as  to  item  No.  2  on  condi¬ 
tion  that  a  vertical  ladder  fire-escape  be  provided  at  north 
east  corner  of  building  with  landing  platform  at  cellar  win¬ 
dow  sill  level  and  landing  platform  at  1st  story  with  goose¬ 
neck  ladder  from  1st  story  to  roof  of  extension  to  east, 
opening  to  fire-escape  in  cellar  and  1st  story  to  be  made 
fireproof. 


1710-21-S. 

PETITIONER: — James  N.  Murphy,  for  Patrick  Murphy, 
owner. 

SUBJECT — Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 86  Walker  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  James  N.  Murphy. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Withdrawn. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


42-22-S.  „  _ 

PETITIONER— Maurice  Deutsch,  for  O.  B.  Potter  Trust 

Co.,  owner. 

SUBJECT— Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 312-314-316  Broadway,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Maurice  Deutsch. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

N  egative  . .  •  •  . .  \  *  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(42-22-S) 

Whereas,  Maurice  Deutsch,  consulting  engineer  for 
O.  B.  Potter  Trust  Co.,  owner,  filed,  Jan.  11,  1922,  a  pe¬ 
tition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  312- 
14-16  Broadway,  Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  No.  29168- 

LD,  reads:  ,  ,  .  ,  , 

“1.  Provide  continuous  safe  and  unobstructed  pas¬ 
sageway  at  least  3  ft.  wide  throughout  their  length, 
leading  directly  to  both  required  means  of  exit  by 
cutting  a  door  at  least  3  ft.  wide  through  the  dividing 
wall  on  the  1st  story  in  building  No.  314, _  said  doors 
shall  not  be  locked,  bolted  or  fastened  during^  working 
hours,  as  per  section  272  of  the  Labor  Law.  ; 

an(l 

Whereas,  the  building  is  of  non-fireproof  construction,  6 
stories  in  height,  100  ft.  by  150  ft.  in  area  in  the  1st  story 
and  100  ft.  by  130  ft.  in  area  above;  occupied,  1st  story, 
stores;  2nd  story,  offices,  10  persons ;  3rd  4  th  and  5tii 
stories,  offices  and  manufacturing  of  handkerchiefs;  No. 
312,  3rd  and  4th  stories,  30  persons ;  5th  story,  5  persons , 
No  314  3rd  and  4th  stories,  125  persons ;  5th  story,  30 
persons;  the  means  of  egress  consisting  of  an  interior 
stairway  at  the  front  of  No.  312,  one  at  the  front  of 
No.  314  and  one  on  the  rear  of  316,  extending  from  the 
1st  story  to  the  roof,  enclosed  in  fireproof  partitions  with 
fireproof  doors  at  the  openings,  the  building  being  equipped 
with  a  fire  alarm  signal  system;  and 
Whereas,  petitioner  proposes  to  construct  a  new  tire- 
proof  stairway  enclosed  in  fireproof  partitions  leading  from 
the  rear  of  the  1st  story  of  No.  314  to  the  basement  with 
egress  thence  to  the  court  in  the  rear  of  this  build  ng, 
which  court  runs  north  and  south,  the  bottom  being  about 
12  ft.  below  the  level  of  the  1st  story  and  the  court  con¬ 
nects  by  alleyway  direct  to  Pearl  street,  _  and  states  tha 
the  stores  have  windows  at  the  rear  opening  to  the  court. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  o 
labor 'law  and  the  petition  be  and  hereby  is  granted,  on  con¬ 
dition  that  a  fireproof  stairway  be  constructed,  enclosed 
in  fireproof  partitions  leading  from  the  rear  of  the  1st 
story  to  the  basement,  and  with  egress  thence  to  the  court, 
doors  leading  to  the  court  to  open  out. 


349-17-S. 

PETITIONER— John  T.  Allan,  agent,  on  behalf  of  Mrs. 
A.  M.  Bowie,  owner. 

SUBJECT — Petition  for1  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 112  Front  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  No  appearance. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that'  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  H 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  . 1 

Not  Voting:  Deputy  Fire  Commissioner  Han¬ 
non  .  1 

THE  RESOLUTION: 

(349-17-S) 

Whereas,  John  T.  Allen,  agent  on  behalf  of  Mrs.  A. 
M.  Bowie,  owner,  filed,  March  6,  1917,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  112  Front 

street,  Manhattan;  and 

Whereas,  the  original  order  required  the  enclosing  of 
the  interior  stairway;  and 

Whereas,  this  petition  was  granted  by  the  board  at 
its  meeting  on  April  5,  1917,  on  condition  that  a  portable 
iron  drop  ladder  be  provided  for  use  from  the  roof  of 
the  extension  to  the  street,  the  number  of  persons  stated 
in  the  petition  as  occupying  the  premises  being  35  above 
the  1st  story;  and 

Whereas,  the  ’  petitioner  now  requests  a  modification 
of  the  original  condition  to  permit  50  persons  above  the 
1st  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  ituike  cl  vaviatioyi  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  on 
condition  that  the  occupancy  be  limited  to  fifty  (50)  per- 
sons  above  the  1st  story  and  so  long  as  the  conditions 
of  occupancy  and  use  remain  unchanged. 

113-22-S. 

PETITIONER— Charles  P.  Cannella,  for  Frederick  L. 

Doerr,  lessee.  .  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  the 
decision  of  the  health  commissioner. 

PREMISES  AFFECTED— 1009  Flatbush  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD — Laid  over  to  March  14th,  1922, 
at  2  p.  m. 


62-22-S 

PETITIONER— Charles  P.  Cannella,  for  Rosa  Gold, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  decision  of  department  of  health. 

PREMISES  AFFECTED— 124  Allen  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD — Granted. 

THE  VOTE—  „  .  jr 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Superintendents  Brady,  Kleinert, 

Moore  and  McDermott  . •••••••  8 

Negative:  Chairman  Walsh,  Mr.  Holland,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendent  Reville  .  * 

Absent:  Fire  Chief  Kenlon  .  1 
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THE  RESOLUTION: 

(62-22-S) 

Whereas,  Charles  P.  Cannella,  for  Rosa  Gold,  owner, 
filed,  Jan.  14,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  department 
of  health,  affecting  premises  124  Allen  street,  Manhattan; 
and 

Whereas,  the  decision  of  the  department  of  health,  ren¬ 
dered  March  31,  1920,  reads : 

“At  a  meeting  of  the  Board  of  Health  of  the  De¬ 
partment  of  Health  of  the  City  of  New  York,  held 
March  31,  1920,  your  application  for  a  sanitary  cer¬ 
tificate  for  a  cellar  bakery  at  124  Allen  Street,  in  the 
Borough  of  Manhattan,  was  denied  by  the  Board  of 
Health.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  33  ft.  8  in.  by  72  ft.  6  in.  in  area,  oc¬ 
cupied  in  the  cellar  as  a  bakery,  2  persons ;  store  and  apart¬ 
ments  above;  the  height  of  the  bakery  from  floor  to  ceil¬ 
ing  being  8  ft.,  the  ceiling  being  4  ft.  above  the  curb, 
the  means  of  ventilation  consisting  of  two  windows  2 
ft.  by  1  ft.  8  in.,  opening  over  the  oven  to  the  yard ;  and 

Whereas,  petitioner  proposes  to  make  certain  changes 
in  the  bakery,  to  remove  an  8  in.  brick  cross  wall  and 
to  put  a  new  window  4  ft.  by  7  ft.  2  in.  to  an  open  area 
at  the  front  of  the  building,  and  to  place  an  iron  grating 
door  in  lieu  of  the  present  door  over  steps  at  sidewalk 
level  and  to  provide  a  movable  sash  in  door  at  foot  of 
stairs  and  to  place  a  new  fireproof  self-closing  door  be¬ 
tween  the  bakery  and  the  coal  bin;  and 

Whereas,  a  similar  petition  was  denied  by  the  board 
under  Cal.  No.  289-20-S. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  on 
condition  that  the  work  proposed  by  the  petitioner  be 
complied  with. 


128-22-S. 

PETTIONER — Louis  Kasoff,  for  James  W.  Meyer, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 220  Wooster  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Louis  Kasoff. 
iFor  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Kleinert,  Moore  and 


McDermott  . 12 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(128-22-S) 

Whereas,  Louis  Kasoff,  for  James  W.  Meyer,  owner, 
filed,  Jan.  30,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  220  Wooster  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  10457- 
LD,  dated  Aug.  20,  1920,  reads : 

“Arrange  the  fire  escape  at  the  front  of  the  build¬ 
ing  and  the  openings  leading  thereto  *  *  *. 

“Among  the  defects  noted  on  this  fire-escape  are 
the  following: 

“Windows  on  course  not  fireproof,  not  self-closing. 


“No  counterbalanced  stairway  to  street. 

“No  hand  rails  on  balcony  openings. 

“No  hand  rails  on  connecting  stairways. 

“Entire  fire  escape  needs  scraping  and  painting.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  and  basement  in  height,  20  ft.  6  in.  by  60  ft.  in 
area  at  the  1st  story  and  20  ft.  6  in.  by  35  ft.  in  area 
above,  occupied  in  the  basement  as  carpenter  shop,  3 
persons;  1st  story,  manufacturing  of  leather  goods,  6 
persons ;  2nd  and  3rd  stories,  manufacturing  of  caps,  5 
persons  in  each  story;  the  means  of  egress  consisting  of 
an  interior  wooden  stairway  extending  from  the  1st  story 
to  the  roof,  enclosed  in  wood  studs  and  lath  and  plaster 
partitions  with  wood  doors  at  the  openings,  a  fire  escape 
on  the  front  of  the  building  extending  from  the  3rd 
story  to  the  2nd  story,  the  windows  along  the  course  be¬ 
ing  non-fireproof,  only  3  ft.  in  height;  and 

Whereas,  the  petitioner,  in  lieu  of  complying  with  the 
order,  proposes  to  install  a  counterbalanced  sliding  drop 
ladder  for  the  reason  that  the  2nd  story  balcony  is  only 
18  ft.  above  the  sidewalk  and  counterbalanced  stairway 
would  extend  beyond  the  property  line. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  on 
condition  that  a  counterbalanced  drop  ladder  in  guides 
be  provided  and  that  the  other  items  of  the  order  be 
complied  with  and  that  this  variation  be  granted  only 
so  long  as  conditions  as  to  occupancy  and  use  be  un¬ 
changed. 


137-22-S 

PETITIONER— William  J.  Kelly,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 446  Adelphi  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  William  J.  Kelly. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE—  _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Kleinert,  Moore  and 


McDermott  . 12 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(137-22-S) 


Whereas,  Wm.  J.  Kelly,  owner,  filed,  Feb.  2,  192 2,  a 
petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
446  Adelphi  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  24652- 
LD,  dated  June  25,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  section  271  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height  at  the  front  and  3  stories  in  height  at 
the  rear,  28  ft.  by  142  ft.  in  area  (irregular)  ;  occupied, 
1st  story,  mfg.  silverware,  12  persons ;  2nd  story,  mfg. 
silverware,  20  persons;  3rd  story,  lithographers,  12  per¬ 
sons  ;  4th  story,  store  room,  no  persons ;  the  means  of 
egress  consisting  of  an  interior  stairway  at  the  front  of 
the  building  extending  from  the  1st  story  to  the  4th 
story,  enclosed  in  metal  covered  partitions  with  metal  cov¬ 
ered  doors  at  the  openings ;  an  interior  stairway  at  the 
rear  of  the  building  extending  from  the  1st  story  to  the 
roof,  enclosed  in  metal  covered  partitions  with  metal  cov- 
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ercd  doors  at  the  openings ;  a  fire  escape  on  the  rear 
of  the  building  extending  from  the  roof  to  the  ground 
with  egress  through  open  runway  to  thei  street,  with  fire 
windows  along  the  course  of  the  fire  escape;  an  iron 
stairway  from  the  roof  level  of  the  front  portion  to  the 
roof  level  of  the  rear  portion  of  the  building;  and 

Whereas,  petitioner  has  filed  a  copy  of  resolution  of 
the  bureau  of  fire  prevention  dated  June  23,  1917,  rescind¬ 
ing  similar  order,  and  asks  that  the  present  protection 
be  deemed  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  on 
condition  that  the  4th  story  (roof  structure)  be  main¬ 
tained  vacant. 


143-22iS. 

PETITIONER — Samuel  Rosenblum,  for  David  Shaff, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 28  East  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  .  10 

Negative  . . ! .  0 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon 

and  Superintendent  McDermott  .  3 

THE  RESOLUTION: 

(143-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
David  Shaff,  owner,  filed,  February  3,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  28  East 
Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  66243- 
LD,  dated  September  4,  1917,  reads : 

“1.  Enclose  the  interior  stairway,  serving  as  a  re¬ 
quired  means  of  exit,  and  the  landings,  platforms, 
and  passageways  connecting  therewith  on  all  sides, 
with  partitions  of  fire  resisting  material  extending  con¬ 
tinuously  from  the  cellar  to  3  feet  above  the  roof, 
constructed  as  per  Sections  79B-2  and  79B-3  of  the 
Labor  Law  or  carry  out  a  proper  alternative  method 
of  complying  with  the  requirements  of  Section  79B-1 
of  the  Labor  Law. 

“Note:  The  enclosure  provided  for  this  stairway 
does  not  comply  with  the  requirements  of  Section 
79B-2  of  the  Labor  Law.  The  dismissal  granted  by 
the  State  Department  of  Labor  was  based  on  a  report 
of  inspection  which  indicated  that  the  work  was  done 
in  a  satisfactory  manner,  but  a  later  inspection  made 
by  the  Bureau  of  Buildings,  shows  that  the  work  done 
cannot  be  accepted  as  a  satisfactory  enclosure  for  the 
stairway.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  70  ft.  5  in.  in  area  at  the 
street  level  and  25  ft.  by  56  ft.  above;  occupied  in  the  1st 
story,  cloaks  and  suits,  4  persons;  2nd  story,  show  room; 
3rd  story,  cloak  manufacturing,  16  persons;  4th  story,  va¬ 
cant;  5th  story,  cloak  and  suit  manufacturing,  21  persons; 
the  building  being  equipped  with  fire  alarm  signal  system ; 
the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  roof,  enclosed  in 
lath  and  plaster  partitions,  metal  covered  on  the  loft 


side  with  metal  covered  wood  doors  at  the  openings,  a 
fire  escape  on  the  front  of  the  building  connecting  on 
the  1st  story  with  the  fire  escape  on  the  building  adjoin¬ 
ing,  No.  26,  with  stair  and  landing  to  roof  and  fireproof 
windows  along  the  course  of  the  fire  escape;  and 

Whereas,  petitioner  contends  that  the  order  was  held 
in  abeyance  by  the  fire  department  under  date  of  Novem¬ 
ber  14,  1918;  and 

Whereas,  the  board  deemed  that  the  recommendation 
of  the  chief  of  the  bureau  of  fire  prevention,  dated  Nov. 
6,  1918,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  only  as 
long  as  existing  conditions  remain  unchanged. 


185-22-S. 

PETITIONER — Fai'bro  Corporation. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 13-17  Crosby  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  J.  G.  Slater,  Harry  Farber. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kleinert  and  Moore  .  10 

Negative  . 1 .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon 

and  Superintendent  McDermott  .  3 

THE  RESOLUTION: 

(185-22-S) 


Whereas,  Farbro  Corporation,  owner,  filed,  February 
8,  1922,  a  petition  with  the  board  of  standards  and  ap¬ 
peals  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  13-15-17  Crosby  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  78169- 
LD,  dated  March  21,  1918,  reads: 

“1.  Enclose  the  interior  stairway  at  south  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms,  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  basement  to 
3  ft.  above  the  roof,  constructed  as  per  Sections  79B-2 
and  79B-3  of  the  Labor  Law,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  Sec.  79B-1  of  L.  L.  Plans  for  all  structural  changes 
should  be  filed  in  the  Bureau  of  Buildings  as  required 
iby  Chapter  503,  laws  of  1916.” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  75  ft.  by  85  ft.  in  area;  occupied,  1st  story,  mfg. 
glass  mirrors,  12  persons ;  2nd  story,  mfg.  brushes,  20  per¬ 
sons  ;  3rd  story,  mfg.  brushes,  15  persons ;  4th  story,  office 
and  show-room,  4  persons;  5th  story,  buffing  and  plating 
metals,  22  persons;  6th  story,  buffing  metals,  18  persons; 
the  building  being  equipped  with  a  sprinkler  system ;  the 
means  of  egress  consisting  of  two  interior  stairways,  one 
of  which  extends  from  street  to  roof,  enclosed  with  fire 
resisting  partitions  and  fireproof  doors  at  openings,  the 
other  from  street  to  6th  story,  enclosed  with  lath  and 
plaster  partitions  and  wood  doors  at  openings ;  also  fire 
escapes  on  rear,  the  balconies  covering  entire  width  of 
building  with  two  lines  of  60  degree  connecting  stairs 
from  rear  yard  to  6th  story  and  two  gooseneck  ladders 
to  roof ;  and 

Whereas,  the  petitioner  contends  that  the  order  in  ques¬ 
tion  was  modified  Dec.  5,  1918,  by  the  board  of  review 
of  the  fire  department  as  follows : 
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“If  the  north  stairway  is  enclosed  with  fire  resist¬ 
ing  material  extending  continuously  from  basement  to 
3  ft.  above  roof  and  if  a  sprinkler  system  is  installed 
and  the  limit  of  the  occupancy  is  not  greater  than  150 
persons  above  ground  floor,  the  order  will  be  held 
in  abeyance ;  and  in  view  of  the  fact  that  such  modi¬ 
fication  has  been  strictly  carried  out  at  a  great  ex¬ 
pense,  also  that  iron  steps  connects  fire  escapes  to 
adjoining  building  at  north  and  the  manufacturing  car¬ 
ried  on  is  not  of  a  hazardous  character.”; 

and  .  , 

Whereas,  the  board  deemed  that  the  action  of.  the 
board  of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  resolution 
of  the  board  of  review  of  the  fire  department,  dated  Dec. 
5,  1918,  be  complied  with,  and  as  long  as  conditions  as 
to  use  and  occupancy  so  stipulated  remain  unchanged. 


aUv/0"w1.  wJ  •  9  *  -  - 

PETITIONER— Edward  F.  Hammel,  for  Bing  &  Bing, 
owners.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1205-13  Broadway,  29-37  West 
29th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Edward  F.  Hammel. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  March  14th,  1922,  at 
2  p.  m. 


on  a  sub-standard  F.  E.”; 

and 

Whereas,  the  building  is  of  non-fireproof  (mill)  con¬ 
struction,  5  stories  in  height,  97  ft.  by  100  ft.  11  in.  in 
area,  occupied  in  the  basement  for  storage  of  rugs  in 
bales;  1st  story,  store  and  manufacturing,  30  persons; 
2nd  story,  factory,  25  persons ;  3rd  story,  factory,  43  per¬ 
sons ;  4th  story,  factory,  50  persons;  5th  story,  vacant, 
equipped  with  fire  alarm  signal  system;  the  means  of 
egress  consisting  of  two  interior  stairways,  one  on  the 
north  corner  and  the  other  on  the  south  corner,  extending 
from  the  basement  to  the  roof,  enclosed  in  fireproof  par¬ 
titions  with  fire  doors  at  the  openings,  a  standard  fire 
escape  on  the  front  of  the  building  and  a  standard  fire 
escape  on  the  east  side  of  the  building,  with  egress  to 
street  through  fireproof  passageway  from  rear;  there  are 
18  windows  in  the  basement  opening  to  an  area  way,  which 
are  protected  by  fixed  iron  bars,  and  17  windows  in  the 
1st  story  similarly  protected;  and 

Whereas,  petitioner  contends  that  he  is  installing  a  100 
per  cent  sprinkler  system,  that  there  are  seven  exits  in  the 
basement  and  five  on  the  1st  story  and  that  the  basement 
is  not  a  factory  floor  in  the  meaning  of  the  labor  law, 
as  it  is  used  for  storage  only. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted,  on  con¬ 
dition  that  an  aisle  of  a  minimum  width  of  3  ft.  be  main¬ 
tained  around  all  the  walls  of  the  cellar  with  two  inter¬ 
secting  aisles  through  the  centre  of  cellar  of  not  less  than 
4  ft.  in  width  and  that  the  guards  on  the  lower  half  of 
window  openings,  1st  story  south  and  west  walls,  be  ar¬ 
ranged  to  open  out  and  as  to  item  2,  granted,  on  condition 
that  electric  lights  and  exit  signs  be  maintained  at  all  exits 
on  the  2nd,  3rd,  4th  and  5th  stories. 


_L  i 

PETITIONER— V.  Hugo  Koehler,  for  Edward  Blum,  et 
al.,  owners. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 401-405  East  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  V.  Hugo  Koehler. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 

Brady,  Reville  and  Moore  .  10 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon  and  Superinten¬ 
dents  Kleinert  and  McDermott  .  3 

THE  RESOLUTION: 

(1702-21-S) 

Whereas,  V.  Hugo  Koehler,  architect  for  Edward  Blum, 
owner,  filed,  December  29,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  401-5  East  24th  street, 

Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16847- 
LD  reads ! 

“1.  Arrange  bars  on  windows  on  the  North  and 
East  sides  of  First  Story,  and  on  windows  in  Base¬ 
ment  Story  West  and  South  sides,  also  the  wire 
screens  on  windows  south  of  1st  story  so  as.  to  be 
readily  movable  or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use 
of  such  windows  for1  purposes  of  egress  as  per  Sec¬ 
tion  79C-2  of  the  Labor  Law. 

“11.  On  the  East  side  there  are  3  windows  on  each 
story  2nd  to  5th  with  stationary  iron  bars  opening 


1714-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Herman  Yon- 
ker,  et  al.,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 145  West  22nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD; — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superinten¬ 


dents  Brady,  Reville  and  Moore  .  10 

N  egative  .  0 

Absent:  Fire  Chief  Kenlon,  Superintendents 

Kleinert  and  McDermott  .  3 

THE  RESOLUTION: 

(1714-21-S) 


Whereas,  Samuel  Rosenblum,  for  Wachtell  &  Aus- 
lander,  lessee,  filed,  December  30,  1921,  a  petition  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  145  West  22nd 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29044- 
LD,  items,  1  &  2,  dated  December  10,  1921,  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape 
on  the  rear  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees,  extending 
from  ground  to  roof,  constructed  as  per  Section  273 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  Section  271  of  the  Labor 
Law. 
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“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law.” ; 
and 

Whereas,  the  building  is  non- fireproof,  3  stories  and 
basement  in  height,  20  ft.  10  in.  by  55  ft.  5  in.  in  area 
in  the  1st  story  and  20  ft.  10  in.  by  40  ft.  above;  occupied, 
1st  story,  dress  mfg.,  3  persons;  2nd  story,  furrier,  4  per¬ 
sons;  3rd  story,  embroidery,  12  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  from  1st  to  3rd 
story,  enclosed  with  lath  plaster  partitions  with  wood  doors 
at  openings  and  scuttle  and  wood  ladder  to  roof ;  and 

Whereas,  the  petitioner  proposes  to  construct  a  balcony 
at  rear  of  3rd  story  with  stairs  to  the  extension,  from 
which  access  can  be  had  to  the  adjoining  building,  and 
openings  at  2nd  story  on  course  of  fire  escapes  made  fire¬ 
proof  and  self-closing;  also  to  replace  the  wood  ladder 
to  roof  with  a  fixed  iron  ladder,  and  contends  that  the 
building  is  small  with  a  very  small  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  on 
cotidition  that  a  fire  escape  be  provided  on  rear  of  build¬ 
ing  with  stairs  and  landing  on  extension  roof,  with  fixed 
iron  ladder  to  platform  at  main  roof  level  and  fireproof 
casement  door  leading  to  fire  escape  on  the  2nd  and  3rd 
stories. 


101-22-S. 

PETITIONER— Louis  A.  Sheinart,  for  Estate  of  Patrick 
Skelly,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 87  South  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Louis  A.  Sheinart. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superinten¬ 
dents  Brady,  Reville  and  Moore  .  10 

Negative .  ^ 

Absent:  Fire  Chief  Kenlon,  Superintendents 
Kleinert  and  McDermott  .  3 

THE  RESOLUTION : 

(101-22-S) 

Whereas,  Louis  A.  Sheinart,  for  Estate  of  Patrick 
Skelly,  owner,  filed,  Jan.  25,  1922,  a  petition  with  the 
.board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  87  South  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29956- 
LD,  dated  January  7,  1922,  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  require¬ 
ments  of  the  Labor  Law: 

“1.  Reduce  the  area  of  wire  glass  in  doors  lead¬ 
ing  to  the  stairway  enclosure  and  in  windows  opening 
from  elevator  shaft  to  stairway  so  as  not  to  exceed 
360  sq.  in.  in  a  single  pane  and  720  sq.  in.  on  any  one 
story,  as  per  Rule  505  of  the  Industrial  Code. 

“2.  Provide  a  fireproof  base  for  stairway  enclo¬ 
sure  at  the  first  story  as  per  Sec.  271  of  the  Labor 
Law. 

“3.  Arrange  the  present  fireproof  windows  which 
open  on  the  course  of  the  fire  escape  at  front  of 
building  so  that  they  will  be  of  the  approved  auto¬ 
matic  self-closing  type,  as  per  Section  273  of  the  Labor 

Law”; 

and 

Whereas,  the  building  is  of  non-fireproof.  construction, 


6  stories  in  height,  21  ft.  9  in.  by  50  ft.  in  area;  occupied, 
1st  story,  store,  2  persons ;  2nd  story,  tailor,  1  person ; 
3rd  story,  jewelry  manufacturing,  3  persons;  4th  story, 
vacant ;  5th  story,  cigar  manufacturing,  6  persons ;  6th 
story,  cigar  manufacturing,  10  persons;  the  means  of  egress 
consisting  of  an  interior  wooden  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  6  in.  terra  cotta 
block  partitions  with  fire  doors  at  the  openings,  a  fire 
escape  on  the  front  of  the  building  extending  from  the 
roof  to  the  street,  the  windows  along  the  course  being 
fireproof ;  and 

Whereas,  petitioner  states  that  in  1914  plans  were  filed 
and  approved  in  the  bureau  of  buildings  to  erect  a  new 
stairs  with  6  in.  terra  cotta  enclosure  on  all  stories,  with 
stationary  sash  in  the  hall  partitions,  3  ft.  by  4  ft.  in 
size,  and  that  the  door  leading  to  the  hall  was  provided 
with  wire  glass  panel  2  ft.  by  3  ft.  6  in.,  which  work 
was  approved ;  the  plans  also  were  approved  without  pro¬ 
viding  fire  retarding  material  on  the  cellar  ceiling  under¬ 
neath  the  stair  hall,  and  that  the  present  windows  leading 
to  the  fire  escape  were  also  installed  at  that  time  and 
approved. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted. 


1689-21-S. 

PETITIONER — Fischer  Bros.,  for  J.  Sargeant  Cram, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 5-11  East  137th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD. — Laid  over  to  March  14th,  1922,  at 
2  p.  m. 


1 92-22- S. 

PETITIONER — Shadow  Building  Company. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 442  West  42nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  D.  McNamara. 

ACTION  OF  BOARD — Motion  to  accept  petition  adopted 
and  case  set  for  hearing  March  21st,  1922,  at  2 
p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 


Fire  Commissioner  Hannon,  Superinten¬ 
dents  Brady,  Reville  and  Moore  .  10 

Negative .  0 

Absent :  Fire  Chief  Kenlon,  Superintendents 
Kleinert  and  McDermott  .  3 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

257-22-S. 

PETITIONER — The  Goulds  Manufacturing  Company. 

SUBJECT — Tryplez  type  of  pump. 

APPEARANCES— 

For  Petitioner :  None. 

ACTION  OF  BOARD — 'Approved  for  fuel  oil  installa¬ 
tion. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville  and  Moore  ....  9 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Klein¬ 
ert  and  McDermott  .  4 

THE  RESOLUTION: 

(257-22-S) 

Whereas,  the  Goulds  Manufacturing  Co.  filed,  Feb.  21, 
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1922,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Goulds  tri¬ 
plex  type  pump,  for  use  in  fuel  oil  burning  installations ; 
and 

Whereas,  the  board  deemed  that  this  device  conformed 
to  the  requirements  of  the  Fuel  Oil  Rules. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Goulds  Manu¬ 
facturing  Co.  triplex  type  pump  for  use  in  fuel  oil  burn¬ 
ing  installation. 


233-22-S. 

PETITIONER — Cornell  Utilities  Company,  Inc. 
SUBJECT— The  Nokol  Automatic  Oil  Heater. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1922,  at 
2  p.  m. 


Adjourned  5.10  p.  m. 

William  J.  O’Gorman,  Secretary. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  Afternoon,  February  28, 
1922,  as  they  appeared  in  Bulletin  No.  10,  Vol.  VII.,  are 
hereby  corrected  as  follows : 

THlE  RESOLUTION : 

(59-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Samuel  A.  Wood  Estate,  owner,  filed,  January  14,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises  41 
Worth  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
8,  1919,  Order  No.  93734-LD,  reads: 

“1.  Enclose  the  interior  stairway  at  the  east  side  of 
building. 

“2.  Arrange  the  fire  escape  at  the  front  of  the  build¬ 
ing  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are: 

“Windows  on  course  not  fireproof,  not  self-closing. 
No  counterbalanced  stairway  to  street.  Rails  are  not 
3  ft.  high.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  29  ft.  10  in.  by  93  ft.  in  area  in  the 
1st  story  and  29  ft.  10  in.  by  85  ft.  in  area  above,  oc¬ 
cupied,  1st  story,  offices,  10  persons;  2nd  story,  offices,  30 
persons;  3rd  story,  stock  and  store  rooms,  4  persons;  4th 
story,  stock  rooms;  5th  story,  mfg.  linen  toweling,  25 
persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  unen¬ 


closed,  except  partially  in  the  1st  and  2nd  stories  and  in 
the  5th  story,  where  it  is  enclosed  in  wood  partitions,  a 
fire  escape  on  the  front  of  the  building  with  drop  ladder 
in  guides  to  the  street,  a  party  wall  fire  escape  on  the 
rear  of  the  building  in  the  3rd,  4th  and  5th  stories  leading 
to  No.  43,  a  horizontal  exit  protected  by  self-closing  fire 
doors  on  both  sides  in  3rd,  4th  and  5th  stories  leading  to 
No.  39,  the  building  being  equipped  with  an  automatic 
sprinkler  system  and  an  interior  fire  alarm  signal  system; 
and 

Whereas>  the  petitioner  contends  that  the  board  of  re¬ 
view  under  date  of  Dec.  12,  1919,  and  May  13,  1920,  ac¬ 
cepted  the  existing  exit  facilities  as  long  as  the  occupancy 
of  No.  39,  the  building  adjoining,  does  not  exceed  25  per¬ 
sons  above  the  2nd  story  and  that  these  stipulations  have 
been  carried  out;  and 

Whereas,  the  board  deemed  that  the  actions  of  the  board 
of  review  of  the  fire  department  of  Dec.  12,  1919,  and 
May  13,  1920,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  actions 
of  the  board  of  review  of  the  fire  department  of  Dec.  12, 
1919,  and  May  13,  1920,  be  complied  with. 

Resolved,  further,  that  this  variation  is  granted  only  so 
long  as  both  buildings  remain  in  one  control  and  operation 
and  npt  separately  used  and  occupied. 

*Corrected  as  follows:  Words  “2.  Arrange  fire  escape 
at  front  of  building  *  *  *”  inserted  in  2nd  preamble.  Also 
words  “ and  not  separately  occupied”  and  "one”  added  in 
last  line  and  words  "of  the  one  lessee ”  removed. _ 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGU  ISHING  APPLIANCES : 

“STANDPIPE” — “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  March  24,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
}4-inch  or  by  permission  of  the  Fire  Commissioner  ^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  fot  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 


the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
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20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8 in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer's  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation.  ^ 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of.  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 


tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
!  sizes  as  specified  in  Section  581  of  the  Building  Code,  and 

are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  V/i  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  ofl  the  Building  Code  and  tank  struc-  % 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the. 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

~  Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 
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Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50 %  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  braoing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow1  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  1^4-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 


days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  ifi  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or,  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
except  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  ris:r  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit- 
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tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and.  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal' check  valves.  Where  standpipe  lines. are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or.  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with,  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 


Rule  26.  PROTECTION  OF.  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  this  rule  a  corner  building  shall,  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  . area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area. most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public. amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 


the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  From  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
he  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
wdiere  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  discharge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided  :  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 
have  a  Siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
dutributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  storv  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  wrhen  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
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of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  siamese  and  its  check  valve  there  shall  be  placed  either  a 
)4-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
54-in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3*4  in. 
x  3)4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  )4- in.  open  drip  without  valve 
or  cock,  or  a  ^-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tiie 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2)4  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  )4  in.  open  drip  extending  to  a  sink  or  a 
54  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2)4  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2)4  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1)4  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2)4  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 


equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2)4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  (BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply.  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 
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Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic;  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall,  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto- 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the!  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter,  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2)4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2)4  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals,  also  single  po.e  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 


be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
the  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more,  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  54  in-  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  ,  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so. located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied,  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire.  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2)4  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 
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All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 

by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 


valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE’;  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give1  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  March  21, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  March  28,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of-, 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  Af  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed,  Week  Ending  March  16th,  1922. 


Cal.  No. 
397-22-S. . 

396-22 -A. . 

395-22-A . . 

394-22-A. . 

393-22-BZ. 

392-22- S. . 


Department  Order  No. 

F.D . LD  31770-31771 

_ F.D . Alt.  129-22 

_ F.D . F  31199 

_ F.D . F  30935 

.F.D . C  11405 

,  .F.D . Appliance 


391-22-S 


390-22-A 


389-22-S 


388-22-S 


387-22-A 


3 86-22- A 


385-22-BZ... . 


384-22-A 


383-22-A 


382-22-A 


381-22-A 


380-22-A 


3 79-22- S 


378-22-BZ.. . . 


377-22-A.  ..* 


376-22-BZ 


375-22-S 


...F.D . LD  30223 

...F.D . F  13654 

...F.D . LD  13652 

...F.D . LD  16017 

...F.D . F  31610 

...F.D . F  31609 

...B.B.Bx . Slip  41-1922 

...F.D . LC  11530 

...B.B.B . Viol.  4717-21 

...F.D . F  30947 

....F.D . F  31336 

_ F.D . LC  70620 

_ F.D . LD  24301 

....B.B.Bx . NB  644-1922 

. ..  .F.D . AL  213 

....F.D . NB  16-1920 

_ F.D . 9-13  Walker  st.,  Manhattan 


368-22-A 

.  .  .F.D . 

. LC  9141 

367-22-A 

,.FD . 

. F  31333 

366-22-A 

. B.B.M . 

...NB  182-1921 

365-22- A _ 

. B.B.Q . 

..NB  2906-1922 

364-22-S 

..F.D  . 

. LD  18204 

363-22-BZ..  . 

.  ..NB  1524-1921 

2-2  2- A 

.  FD  . 

. LC  70975 

361-22-A 

FD . 

. LC  71092 

U  O  X  tV  tv  X  X.  t  t  t 

360-22-A. . . 

. B.B.M . 

....Alt.  406-1922 

359-22-S . . . . 

. F.D . . 

.LD  21121-22087 

358-22-A 

. .  F.D . 

. F  318917 

OuU  fJfJ  X  X  .  t  • 

357-22-S . . .  . 

Restored  to  Calendar. 

1166-21-BZ.. 

...NB  1444-1918 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queenj 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERICS  CALENDAR. 

Tuesday,  March  21,  1922,  at  2  p.  m. 

Building  Zone  Casta, 

215-22-BZ. 

APPLICANT — Jeremiah  K  Cronin,  for  Ella  Crawford, 


374-22-BZ . 

. B.B.Bx . 

. NB  30-1922 

a7a-2.9- A 

. F.D . 

. Alt.  1505-21 

372-22-S . 

371-22-A . F.D . LC  71127 


370-22-BZ . 

. B.B.B . 

. NB 

19616-21 

369-22- S . 

. Alt. 

362-1922 

owner. 

PREMISES— 203  West  77th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  six  story  building  into  a  public  garage. 

228- 22-BZ. 

APPLICANT— Joseph  Hernon,  for  Charles  S.  Brown, 
owner. 

PREMISES — 247  Lexington  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  ex¬ 
isting  building  for  business  use. 

229- 22-BZ. 

APPLICANT — Arthur  O.  Freidman,  applicant  and  owner. 

PREMISES — 3402  Edgemere  avenue,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  busi¬ 
ness  building. 
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142-2 1-BZ. 

APPLICANT — Joseph  S.  Byrne,  for  Chas.  Roisello,  owner. 

PREMISES — 1963-1965  East  18th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  height 
of  an  existing  factory. 

110-22-BZ. 

APPLICANT — John  DeHart,  for  Thomas  J.  McKeoa, 
owner. 

PREMISES — 1246-1248  Cromwell  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  pub¬ 
lic  garage. 

370-22-BZ. 

APPLICANT— C.  B.  J.  Snyder,  for  City  of  N.  Y.  (Bdl 
of  Education). 

PREMISES — 402-450  Pennsylvania  avenue,  Brooklyn. 

TO  PERMIT  in  a  1  time  height  district  the  erection  of 
a  high  school  building  exceeding  the  height  limi¬ 
tation. 

106-22-BZ.  ; 

APPLICANT — John  J.  Behan,  for  New  Dorp  Coal  Cor¬ 
poration,  owner. 

PREMISES — East  side  5th  street,  50  ft.  north  of  Seaview 
avenue,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  coal 
pockets  and  silos. 


BOARD  OF  APPEALS. 

Tuesday,  March  21,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

1383-21-A — 304  West  54th  street,  Manhattan 
1539-21-A — 12  West  50th  street,  Manhattan. 

1625-21-A — 539-549  Fordham  road,  The  Bronx. 

1685- 21-A — 21  Bowery,  Manhattan. 

1686- 21-A — 125  East  22nd  street,  Manhattan. 

89-22-A — 190  Union  Hall  street,  Jamaica,  Queens. 

94-22-A — 1246-1260  First  avenue,  401-423  East  67th  street, 
Manhattan. 

75-22-A — Corner  New  York  Central  Railroad  and  East 
177th  street,  The  Bronx. 

118- 22-A — 66  Grand  street,  Manhattan. 

119- 22- A — 34  Howard  stieet,  Manhattan. 

120- 22-A — 69  Mercer  street,  Manhattan. 

131-22-A — 62  Delancey  street,  Manhattan. 

140-22-A — 9  East  54th  rtreet,  Manhattan. 

150- 22-A — 146  East  57th  street,  Manhattan. 

151- 22-A — 71-73  Nassau  street,  Manhattan. 

178-22-A — 45-47  West  57th  street,  Manhattan. 

360-22-A — 282-284  Bowery,  89  E.  Houston  street,  Manhat¬ 
tan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  21, 
1922,  at  10  o’clock,  in  Room  919,  Municipal  Building,  on 
the  following  matters: 

cal.  no.  1339-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution  of  Oscar 
Wm.  Swift,  applicant,  on  behalf  of 
Elizabeth  Ullrich,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 


mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  pleasure 
cars;  premises  7825  87th  road,  Queens. 

cal.  wa  1540-21-BZ — Application,  July  9,  1921,  under  the 
building  zone  resolution,  of  Oscar  Wm. 
Swift,  attorney,  on  behalf  of  Fred  G. 
Scholl  &  Elise  Scholl,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  one  commer¬ 
cial  car  and  three  pleasure  cars;  prem¬ 
ises  7826  87th  Road,  Queens. 

cal,  no.  18-22-BZ —  Application,  January  6,  1922,  under  the 

building  zone  resolution,  of  Euell  & 
Euell,  architects,  on  behalf  of  Amelia 
Schimmel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  four  story 
public  garage;  premises  2499-2501 
Amsterdam  avenue,  southeast  corner 
184th  street,  Manhattan. 

cal.  no.  86-22-BZ — Application,  January  10,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Car¬ 
oline  W.  Fraser,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
public  garage;  premises  4720-4738 
Third  avenue,  The  Bronx. 

cal.  no.  1687-21-BZ — Application,  December  28,  1921,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
Louis  Firmbach,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  three  car  garage;  premises  2022  Lin¬ 
den  street,  Queens. 

cal.  no.  1449-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Henry 
J.  Schnackenberg,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage;  premises  69  Ferguson  street, 
Queens. 

cal.  no.  1548-21-B — Application,  December  23,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  consulting  engineer,  on 
behalf  of  Wm.  C.  Tobey,  owner,  to 
permit  in  a  business,  district  the  main¬ 
tenance  of  a  garage  and  repair  shop; 
premises  234  West  61st  street,  Manhat¬ 
tan. 

cal.  no.  1653-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Es¬ 
tate  of  Max  Freund,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
business  district  the  erection  of  a  two 
atory  public  garage ;  premises  2469- 
2471  Amsterdam  avenue,  Manhattan. 

cal.  no.  60-22-BZ — Application,  January  14,  1922,  under  the 
building  zone  resolution,  of  Jas.  Whit- 
ford,  architect,  on  behalf  of  Charles 
A.  Wiegand,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  existing  garage  and  repair  shop; 
premises  1864  Clove  avenue,  Rich¬ 
mond. 

cal.  no.  71-22-BZ — Application,  February  6,  1922,  under  the 
building  zone  resolution,  of  Robert  J. 
Reiley,  architect,  on  behalf  of  Ford- 
ham  University,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
business  building;  premises  northwest 
corner  Bathgate  avenue  and  Fordham 
Road,  The  Bronx. 

William  E  Walsh.  Chaimum. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  21,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

2-22- S — 585-587  Fulton  street,  Brooklyn. 

1680-21-S — 344  6th  avenue,  Manhattan. 

7-i22-S — 390  Canal  street,  Manhattan. 

34-22-S— 39-41  West  38th  street,  Manhattan. 

83-32-S— 1742  Bath  avenue,  Brooklyn. 

147-22- S — 637  6th  avenue,  Manhattan. 

64-22-S — 94  Warren  street,  Manhattan. 

76-22-S— 57  Richards  street,  36-40  Delavan  street,  Brook¬ 
lyn. 

117-22- S — 67  Pearl  street,  Manhattan. 

129- 22-S — 122  West  34th  street,  Manhattan. 

130- 22-S— 125-127  West  29th  street,  Manhattan. 

139-22-S — 9  East  54th  street,  Manhattan. 

171-22-S — 369  Third  avenue,  Manhattan. 

198-22- S — 144-150  William  street,  99-101  Fulton  street, 
Manhattan. 

205-22-S — 479  6th  avenue,  Manhattan. 

210-22-S — 462  Greenwich  street,  Manhattan. 

224-22- S— 292-314  Kent  avenue,  Brooklyn. 

236-22- S — 9  West  29th  street,  Manhattan. 

1176-21-S — 113  Park  Row,  Manhattan. 

192-22- S— 442  West  42nd  street,  439-441  West  41st  street, 
Manhattan. 

Appliance  Submitted  for  Approval. 

252-22-S — Samson  Vibrating  Bell,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  28,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1499-21-BZ. 

APPLICANT— Peter  Millman,  for  Louis  Catalanotto, 
owner. 

PREMISES— 9502  Avenue  L,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

1550-21-BZ. 

APPLICANT— John  Jose  Carroll,  for  Arthur  Garbarino, 
owner. 

PREMISES — 36-44  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

1658-21-BZ. 

APPLICANT — Samuel  H.  Drellich,  for  Fanny  Drellich, 
owner. 

PREMISES — 151  Summit  Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

123-22-BZ. 

APPLICANT— Abram  D.  Milstein. 

PREMISES — 529  West  147th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  installation  of  an 
electric  sign. 

1166-21-BZ. 

APPLICANT— A.  Edward  Richardson. 

PREMISES — 540  8th  avenue,  Long  Island  City,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
public  garage. 


PUBLIC  HEARINGS. 

Friday,  March  24,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matters  have  been  adjourned  to 
Friday,  March  24th,  1922,  at  2  p.  m. : 

280- 22-S — Proposed  Amendments  to  Code  of  Ordinances. 

281- 22-S — Proposed  Rules  “Standpipe” — “Fire  Line.”’ 

BOARD  OF  APPEALS. 

Tuesday,  March  28,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders 

14-22-A — 1639-1649  Broadway,  Manhattan. 

1695-21-A — 410-412  West  52nd  street,  Manhattan. 

161-22-A — 170-186  Van  Brunt  street,  Brooklyn. 

165-22- A — 3917  White  Plains  avenue,  The  Bronx. 

169- 22-A — 209  East  26th  street,  Manhattan. 

170- 22-A — 204-208  East  27th  street,  Manhattan. 

175-22-A— 429-459  West  15th  street,  450-460  West  16th 

Street,  Manhattan. 

180- 22- A — 176  East  119th  street,  Manhattan. 

191 -22 -A — 280  Broadway,  Manhattan. 

196-22- A — 71-73  Nassau  street,  Manhattan. 

225-22-A — 851  Prospect  avenue,  The  Bronx. 

23 1-22- A — 1  Ferry  street,  Richmond. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap- 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  28,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1699-21-BZ — Application,  December  29,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  J.  Kessler,  consulting  engineer,  on 
behalf  of  Albert  J.  Schwarzler,  owner, 
to  permit  partly  in  a  business  district 
and  partly  residence  district  the  erec¬ 
tion  of  a  motion  picture  theatre  and 
stores ;  premises  1229  Morris  avenue, 
The  Bronx. 

cal.  wo.  882-21-BZ — Application,  July  15,  1921,  under  the 
building  zone  resolution,  of  John  J. 
Durmigan,  architect,  on  behalf  of  Hen- 
wood  Building  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  one  story  public  garage ; 
premises  107-117  Henwood  Place,  The 
Bronx. 

cal.  no.  134-22-BZ — Application,  January  24,  1922,  under 
the  building  zone  resolution,  of  Jacob 
Lefkow  and  William  Cohen,  attorneys, 
-  on  behalf  of  Pauline  Lefkow,  owner,  to 

permit  in  a  residence  district  the  use 
of  basement  apartment  for  business 
purposes ;  premises  611-619  West  163rd 
street,  Manhattan. 

cal.  no.  1067-21-BZ — Application,  February  28,  1922,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Meyer  Monskv,  owner,  for  a  rehearing 
of  an  application  previously  denied  to 
permit  in  a  residence  district  the  ex¬ 
tension  in  height  of  existing  garage 
for  more  than  five  motor  vehicles ; 
premises  112-138  West  105th  street, 
Manhattan. 

cal.  no.  1068-21-BZ — Application,  February  14,  1922,  under 
the  building  zone  resolution,  of  Mes- 
zaros  &  Bernard,  applicants  and  own- 
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ers,  for  a  rehearing  of  an  application 
previously  denied  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  exist¬ 
ing  building  to  be  used  as  a  motor 
vehicle  repair  shop ;  premises  north¬ 
east  corner  Astoria  avenue  and  Pope 
street,  Queens. 

cal.  no.  1142-21-BZ — Application,  February  21,  1922,  under 
the  building  zone  resolution,  of  Pat¬ 
rick  J.  O’Beirne,  on  behalf  of  New 
York  Society  of  Methodist  Episcopal 
Church,  owner,  for  a  rehearing  of  an 
application  previously  denied  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  more  than  five  motor 
vehicles;  premises  11-19  Jane  street, 
Manhattan. 

cal.  no.  1149-21-BZ — Application,  February  28,  1922,  under 
the  building  zone  resolution,  of  Alice 
F.  Feldmann,  applicant  and  owner,  for 
a  rehearing  of  an  application  previ¬ 
ously  dismissed  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  three  cars;  premises  1711 
Centre  street,  Ridgewood,  Queens. 

cal.  no.  1620-21-BZ — Application,  January  27,  1922,  under 
the  building  zone  resolution,  of  Walter 
J.  Vreeland,  architect,  on  behalf  of  W. 
H.  Holmes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  one  commercial  car;  prem¬ 
ises  112  Collins  avenue,  South  Ozone 
Park,  Queens. 

cal.  no.  74-22-BZ— Application,  January  17,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  architect,  on  behalf  of 
Philip  Schaefer,  owner,  to  permit  in  a 
residence  district  the  conversion  of  a 
private  garage  into  a  public  garage; 
premises  1720  Van  Buren  street,  The 
Bronx. 

William  E.  Walsh,  Chair  mam. 


* 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  28,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

85-22-S— 241  Howard  avenue,  Brooklyn. 

1656-21-S — 366  Eighth  avenue,  Manhattan. 

208-22-S— 26-28  North  William  street,  Manhattan. 
1303-21-S— 30  West  32nd  street,  Manhattan. 

1368-21-S— 223-225  West  19th  street,  Manhattan. 

1694-21-S — 13-15  West  24th  street,  Manhattan. 

8-22-S — 313-23  East  22nd  street,  Manhattan. 

58-22- S — 60  East  10th  street,  Manhattan. 

88-22-S — 629  Sixth  avenue,  Manhattan. 

98-22-S — 560  West  36th  street,  Manhattan. 

172-22-S— 204-208  East  27th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 

308- 22-S — Josam  Combined  Double  Drainage  Floor  Drain, 

approval  of. 

309- 22-S — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 

proval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company  Siamese  Connection, 
approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  April  4,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

148-22-A — 11  Azolea  street,  Middle  Village,  Queens. 
168-22-A — 102  Jamaica  avenue,  Flushing,  Queens. 
1251-21-A — Pier  No.  3,  foot  of  47th  street,  Brooklyn. 

1275-21-A — Southwest  corner  Richmond  Terrace  and  West¬ 
ern  avenue,  Richmond. 

1483-21-A — 1628  Decatur  street,  Queens. 

216-22-A — 203  West  77th  street,  Manhattan. 

1349-21-A — 1  West  139th  street,  Manhattan. 

1649-21-A — 2186  Anthony  avenue,  The  Bronx. 

11-22-A — 416-418  East  59th  street,  Manhattan. 

30-22-A — 217  East  51st  street,  Manhattan. 

158-22-A — 130-132  Chambers  street,  Manhattan. 

160-22-A — 133  Crosby  street,  Manhattan. 

176-22-A — East  side  Butternut  street,  177  ft.  south  of 
165th  street,  The  Bronx. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  4,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1689-21-S — 5-11  East  137th  street,  Manhattan 

173-22-S — 209  East  26th  street,  Manhattan. 

190-22- S — 21-23  West  34th  street,  Manhattan. 

207-22- S — 277^279  Morris  avenue,  The  Bronx. 

302-22-S — 391  Fifth  avenue,  Manhattan. 

335-22- S — 36  East  23rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C  Os- 
trander  Trouble  Bell. 


BOARD  OF  APPEALS. 

Tuesday,  April  11,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

178-22-A— 45-47  West  57th  street,  Manhattan. 

189-22-A — 331-333  East  27th  street,  Manhattan. 

324-22-A — North  side  Greenpoint  avenue,  237  ft.  north 
of  Kingsland  avenue,  Brooklyn. 

356-22-A — 1298  Girard  avenue,  The  Bronx. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  18,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  •!. 

744-21-S — Safandshur  Fire  Extinguisher. 

1421-21-S — Guardene  Non-Slop  Extinguisher — approval  at 
13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

2 8-22-S — Petroleum  Heat  and  Power  Company  Oil  Bur¬ 
ner,  approval  of. 

53-21-S — Angle  Hose  Valve. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  12,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 

on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  averue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

5C2-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-201 2  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  26,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrate  Orders. 

Pier  Cases. 

594-19-A — Pier  8,  North  River,  Manhattan. 

•95-19-A — Pi.er  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19- A — Pier  14,  North  River,  Manhattan. 

878- 19- A — Pier  15,  North  River  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan 

884- 19-A — Pier  30,  North  River,  Manhattan. 

•85-19-A — Pier  78,  North  River,  Manhattan. 

S88-19-A — Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95588-F.) 


850-19- A — Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  W5585-F.) 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

8 90-19- A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A— Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271 - 20- A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20- A— Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets.  East 
River,  Brooklyn. 

352- 20-A— Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20- A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 

foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


276 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  14,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  March  7,  1922,  were  approved  as  printed 
in  the  Bulletin,  No.  11,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


1362-21-A.  „ 

APPELLANT— McKenzie,  Voorhees  and  Gmelin,  for 
H.  Brown,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 144-46  West  57th  street  and 
139-53  West  56th  street,  Manhattan. 


APPEARANCES—  „  .  . 

For  Appellant:  Theodore  I.  Coe,  Alfred  A. 
Brown,  Andrew  C.  McKenzie  and  Herbert  R. 


Brewster. 

For  Administration:  Assistant  Engineer  Close  of 
the  Building  Department. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE—  ,  TJP  t 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Mr.  Kearney  and 

Fire  Chief  Kenlon  . .  3 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION : 

(1362-21-A) 

Whereas,  McKenzie,  Voorhees  &  Gmelin,  for  Alfred  H. 
Brown,  owner,  filed,  Nov.  9,  1921,  an  appeal  with  the  board 
of  appeals  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  144-46  West  57th  street  and  139-53 
West  56th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  Dated  Nov.  1,  1921,  reads: 

“Item  1.  Space  above  theatre  used  for  purposes 
other  than  roof  garden  or  art  gallery  is  unlawful, 
section  536.” ; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of  build¬ 
ings  to  permit  the  erection  of  a  proposed  theatre  and  studio 
building  of  fireproof  construction,  12  stories  in  height,  with 
a  frontage  of  40  ft.  on  57th  street,  100  ft.  on  56th  street  and 
a  depth  of  200  ft.,  occupied,  1st  story,  theatre,  600  seats; 
2nd  story,  balcony,  300  seats ;  3rd  story,  showroom  and  of¬ 
fices  and  music  studios,  8  persons ;  4th  story,  music  hall, 
70  seats ;  studios  and  living  apartments  and  studios  and 
apartments  above  the  studios  and  apartments  being  above 
the  auditorium  of  the  theatre  but  not  above  the  stage ,  and 

Whereas,  appellant  contends  that  the  proposed  use 
above  the  auditorium  is  permitted,  that  there  is  no  hazard, 
that  it  is  proposed  to  install  a  dead  air  space  8  ft.  high  be¬ 
tween  the  fireproof  roof  and  the  fireproof  floor  construc¬ 
tion  with  automatic  sprinklers  installed  in  this  space,  that 
there  will  be  no  connections  between  this,  space  and  other 
portions  of  the  building;  that  in  addition  to  the  legal 
exit  facilities  an  outside  fire  escape  will  be  provided  in  the 
court  with  direct  exit  to  the  street ;  all  window  openings  in 
the  wall  parallel  to  and  above  the  stage  will  be  omitted,  a 
brick  wall  15  ft.  high  parallel  to  the  stage  will  be  erected 
across  the  court,  the  building  above  theatre  will  be  divided 
into  two  sections  by  brick  fire  walls  with  automatic  fire 
doors  at  each  story  controlled  thermostatically. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 


138-22-A. 

APPELLANT— Samuel  S.  Daub,  Jr.,  for  the  Doehler  Die 
Casting  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 189-191  West  9th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Thomas  W.  Churchill  and  Edwin 
H.  Packard. 

For  Administration:  Inspector  Michaels  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon  ....  5 


Negative:  Mr.  Beatty  . .  1 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 


(138-22-A) 

Whereas,  Samuel  S.  Daub,  Jr.,  for  the  Doehler  Die  Cast¬ 
ing  Co.,  owner,  filed,  February  2nd,  1922,  an  appeal  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  189-191  West  9th  street,  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
in  acting  on  Application  No.  1115-21,  reads: 

“Disapproved  January  27,  1922,  with  the  following  ob¬ 
jections  : 

“1.  All  connections  must  be  at  top  of  tank. 

“2.  Enclosures  as  per  Rule  5  must  be  provided. 

“3.  Weighted  man-hole  must  be  provided. 

“4.  Location  of  one  tank  above  another  not  permitted. 

“5.  Each  tank  must  be  provided  with  a  seperate  steel 
fill  pipe  and  vent  at  least  2  in.  in  diameter. 

“6.  Systems  fed  by  gravity  or  force  system  between 
tank  and  pump  will  not  be  permitted. 

“7.  Pump  suction  feed  system  only  will  be  approved ; 
show  anti-syphon  system. 

“8.  Pumps  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals. 

“9.  Provisions  shall  be  made  to  insure  the  cessation 
of  oil  supply  from  tank  to  burners  when  pump  is  not 
at  work. 

“10.  All  provisions  of  Rule  16  must  be  complied  with. 

“11.  Burners  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.”; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of  fire 
prevention  to  permit  a  fuel  oil  burning  installation  on  the 
Doehler  Die  Casting  Company’s  plant  at  Huntington  street 
and  Court  street,  the  installation  used  being  known  as  the 
Dayton  Process  and  is  a  continuous  process  to  convert  oil 
into  a  permanent  gas,  involving  the  use  of  two  sets  of  tanks, 
one  large  storage  tank  in  this  case,  20,000  gallons  situated 
at  a  distance  from  the  building  in  which  the  plant  is  situ¬ 
ated  and  two  auxiliary  tanks  situated  in  the  building;  and 
Whereas,  appellant  contends  that  it  is  necessary  at  all 
times  to  have  access  to  the  auxiliary  tanks  and  that  to  en¬ 
close  them  in  concrete,  with  access  through  manhole  would 
make  it  very  difficult  to  operate  the  plant  with  the  two  aux¬ 
iliary  tanks,  500  gals,  each,  placed  one  above  the  other,  the 
upper  tank  being  used  to  fill  the  lower  without  interrupting 
the  pumping  of  oil,  these  two  tanks  will  be  placed  in  a  pit 
below  the  floor  level ;  the  appellant  further  contends  that 
it  is  impossible  to  use  a  vent  pipe  as  the  tanks  are  under 
pressure  of  seven  lbs.  per  square  inch  and  that  a  relief  valve 
has  been  provided,  that  the  gravity  system  only  applies  to 
the  two  auxiliary  tanks;  that  these  tanks  are  under  con¬ 
stant  supervision,  gravity  feed  is  only  between  the  upper 
and  lower  of  these  tanks ;  that  when  the  pumps  are  not 
working  the  flow  of  oil  ceases. 
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Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  permitting  the  installation  of  the  proposed  fuel  oil 
burning  equipment  in  the  plant  of  the  Doehler  Die  Casting 
Company,  at  Huntington  and  Court  streets,  Brooklyn,  for 
use  by  that  company  in  connection  with  its  die  casting  pro¬ 
cess  or  operation. 


1489-21 -A. 

APPELLANT — Patrick  J.  Murray. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1652-60  Broadway,  790-792  7th 
avenue,  Manhattan. 

APPEARANCES— 

For  Appellant :  Clarence  H.  Fay. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Holland . 

THE  RESOLUTION: 

(1489-21- A) 

Whereas,  Patrick  J.  Murray,  for  Broadway  Central  Se¬ 
curities  Corporation,  lessee,  filed  Nov.  30,  1921,  an  appeal 
with  the  board  of  appeals  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  1652-60  Broadway  and  790-92 
Seventh  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  27981- 
F,  dated  Nov.  10,  1921,  reads: 

“Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2)4  in.  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cel¬ 
lars  and  roofs)  placed  within  main  stairway  enclosure. 
Each  outlet  to  be  provided  with  sufficient  feet  of  2 )4 
in.  standard  hose  attached  thereto.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
facing  on  two  streets,,  7  stories  (83  ft.  10  in.)  in  height, 
100  ft.  in.  x  166  ft.  3  in.  in  area,  occupied,  basement, 
restaurant  and  storage,  10  persons ;  1st  story,  stores,  125 
persons ;  2nd  story,  dance  hall,  75  persons ;  3rd  story,  offices 
and  lofts,  50  persons;  4th,  5th,  6th  and  7th  stories,  offices 
and  lofts,  50  persons  per  story;  and 

Whereas,  the  appellant  states  that  the  building  is 
equipped  with  a  100  per  cent  sprinkler  system  and  with  a 
2  in.  standpipe  supplied  from  a  5,680  gallon  gravity  tank  on 
the  roof,  located  14  ft.  above  the  highest  outlet  and  proposes 
to  increase  the  standpipe  to  4  in.  in  diameter  and  requests 
that  the  present  tank  be  accepted  with  its  existing  arrange¬ 
ments  in  its  present  location,  contending  that  the  pressure 
would  be  increased  but  2 )4  pounds  on  top  floor  if  the  tank 
is  raised  to  the  required  height. 

Resolved,  that  the  order  of  the  fire  commissioner  in  so  far 
as  it  relates  to  the  provision  of  a  gravity  tank  be  and  it 
hereby  is  modified  and  the  appeal  be  and  it  hereby  is  grant¬ 
ed  permitting  the  existing  5,680  gallon  tank  to  remain  in  its 
present  position  and  that  the  order  of  the  fire  commis¬ 
sioner  in  all  other  respects  be  affirmed  and  the  appeal  in 
these  other  respects  denied. 


14-22-A. 

APPELLANT — Mordedall  Realty  Corporation,  owner. 
SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

»Tt 


PREMISES  AFFECTED — 1639-1649  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Lewis  M.  Schuer. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  THE  BOARD — Laid  over  to  March  28, 
1922,  at  10  a.  m.,  pending  report  of  committee  of 
inspection. 


1704-21-A. 

APPELLANT — Dumont  Paint  Mfg.  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 31-33  Rockaway  road,  Ja¬ 
maica,  Queens. 

APPEARANCES— 

For  Appellant :  Herbert  A.  O’Brien. 

For  Administration:  Inspector  Liebermann  of  the 
„  fire  department. 

0  ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent :  Mr.  Holland  .  l 


THE  RESOLUTION: 

(1704-21-A) 

Whereas,  the  Dumont  Paint  Mfg.  Co.,  Inc.,  owner, 
filed,  December  29,  1921,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  31-33  Rockaway  road,  Jamaica,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  69085- 
LC,  dated  December  9,  1921,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  for  the  manufacture  of  paints 
shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued 

FORTHWITH 

“1.  Remove  all  paints,  oils  and  other  substances 
used  in  the  manufacture  of  paints,  and  discontinue 
the  use  of  the  premises  for  the  manufacture  of  paints 
for  the  use  of  same  is  a  violation  of  sec.  201,  sub. 
div.  b,  which  prohibits  the  manufacture  in  a  factory 
building. 

“Please  notify  the  department  promptly  when  this 
item  has  been  complied  with.  It  is  unlawful  for  you 
to  maintain  paints  and  oils  without  a  permit.”; 

and 

Whereas,  the  buliding  is  of  frame  construction,  2  stories 
and  basement  in  height,  35  ft.  by  60  ft.  in  area,  with  a 
1  story  frame  and  brick  extension  in  the  rear  49  ft.  by 
42  ft.  in  area;  occupied,  1st  story,  front,  office  and  stock 
room,  3  persons ;  rear  extension,  manufacturing  of  paints ; 
2nd  story,  printing  office,  5  persons;  and 

Whfreas,  appellant  states  that  there  is  no  mixing  of 
paint  where  manufacturing  is  conducted,  the  paint  mixing 
being  confined  to  the  rear  portion  of  the  building,  which 
is  practically  separated  from  the  front  portion. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  paint  stored  or  kept  in  this 
building  m  which  the  printing  is  now  conducted,  shall  be 
be  kept  in  sealed  metal  containers ;  and  any  openings  be¬ 
tween  the  main  building  and  the  extension  building  shall 
be  protected  with  self-closing,  fireproof  doors;  and  that 
the  use  of  the  second  floor  for  a  printing  establishment 
shall  not  extend  beyond  March  1st,  1923. 
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33-22-A. 

APPELLANT — Louis  E.  Felix,  for  Chisholm  Realty  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 141-5  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Holland  . 1 


THE  RESOLUTION: 

(33-22- A) 

Whereas,  Louis  E.  Felix,  for  Chisholm  Realty  Com¬ 
pany,  owner,  filed,  Jan.  9,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  141-5  Wooster  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
27724-F,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  in¬ 
ches  in  diameter  tested  to  withstand  a  pressure  of  300 
lbs.  per  square  inch,  extending  from  cellar  to  roof, 
with  necessary  check  valves  and  2J4  in.  regulation 
Fire  Department  outlets  on  each  story  (including  base¬ 
ments,  cellars  and  roofs)  placed  within  main  stairway 
enclosure.  Each  outlet  to  be  provided  with  sufficient 
feet  of  2J4  in.  standard  hose  attached  thereto.  *  *  ; 

and 

Whereas,  the  building  is  of  fireproof  construction.  8 
stories  (102  ft.)  in  height,  equipped  with  fire  alarm  signal 
system,  75  ft.  by  90  ft.  in  area;  occupied,  1st  story,  card¬ 
board,  8  persons ;  2nd  story,  paper  boxes,  10  persons ;  3rd 
story,  shirt  waists,  30  persons ;  4th  story,  trimmings,  8  per¬ 
sons ;  5th  story,  dresses.  6  persons;  6th  story,  knitted  ties, 
25  persons;  7th  story,  pants  mfr.,  35  persons;  8th  story, 
knitted  ties,  25  persons. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


52-22-A. 

APPELLANT — Joseph  Strauss,  lessee. 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 104  West  127th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Joseph  Strauss. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 

(52-22-A) 

Whereas,  Joseph  Strauss,  lessee,  filed,  January  13,  1922, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  104  West  127th 
street,  Manhattan;  and 


Whereas,  the  order  of  the  fire  commissioner,  No. 
10421-C,  dated  December  24,  1921,  reads : 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  22  ft.  2  in.  by  57  ft.  6  in.  in  area, 
located  in  a  business  district;  occupied,  1st  story,  storage 
of  four  service  cars,  1  employee;  2nd  story,  assembling 
of  storage  batteries,  2  employees ;  and 

Whereas,  the  appellant  states  that  the  building  was 
erected  about  thirty  years  ago  and  first  used  as  a  stable 
and  from  the  year  1915  to  August,  1921,  the  date  of  the 
beginning  of  the  present  occupancy  was  used  by  the 
Mapleleaf  Dairy  Company  for  the  storage  of  service  auto¬ 
mobiles  and  has  filed  affidavits  as  to  the  use  of  the  build¬ 
ing  for  the  storage  of  service  automobiles  on  July  25, 
1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  use  and  occupancy  be 
confined  to  storage  battery,  adjustment  and  assemblage. 


75-22- A. 

APPELLANT — Consolidated  Shipbuilding  Corporation, 
owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — Cor.  N.  Y.  C.  R.  R.  and  East 
177th  street,  Harlem  River,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1922,  at 
10  a.  m. 


186-22-A.. 

APPELLANT— R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— North  11th  street,  North  12th 
street  and  East  River,  Brooklyn  (Williamsburgh 
Gas  Works). 

APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(186-22-A) 

Whereas,  R.  W.  Bush,  for  The  Brooklyn  Union  Gas 
Co.,  owner,  filed,  February  8,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  foot  of  North  12th  street,  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
69254-C.  dated  January  20,  1922,  reads: 

“Forthwith,  discontinue  the  practice  of  discharging 
tar  oil  and  products  of  gas  oil  into  the  East  River 
or  any  public  sewer  at  your  plant  at  the  foot  of 
North  12th  St.,  Brooklyn,  N.  Y.,  as  it  is  a  menace 
and  creates  a  hazard  to  shipping  and  in  violation  of 
Section  776,  Charter  City  of  New  York.”; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground 
bounded  by  Kent  avenue,  North  11th  street,  North  12th 
street  and  East  River  and  a  portion  of  the  block  extending 
easterly  from  Kent  avenue  and  bounded  on  the  north  by 
12th  street  and  south  by  North  11th  street,  used  for  the 
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manufacture  of  gas  and  known  as  the  Williamsburg  Gas 
Works,  upon  which  there  are  thirteen  buildings  and  vari¬ 
ous  ga$  and  oil  and  tar  tanks ;  and 

Whereas,  the  appellant  states  that  they  do  not  dis¬ 
charge  any  tar  oil  or  gas  oil  products  into  the  East  River 
or  any  public  sewer;  and 

Whereas,  under  Cal.  No.  8'71-21-A,  the  board  of  ap¬ 
peals  approved  of  the  fuel  oil  storage  system  on  these 
premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


187-22-A. 

APPELLANT— R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 5th  and  Hoyt  streets,  Brook¬ 
lyn  (Citizens  Gas  Works). 

APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE — 

Affirmative  . .  0 

Negative:  Chairman  Walsh,  Messrs..  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(187-22-A) 

Whereas,  R.  W.  Bush,  for  The  Brooklyn  Union  Gas 
Co.,  owner,  filed,  February  8,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  Citizens  Gas  Works,  5th  and  Hoyt 
streets,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
69790-LC,  dated  January  20,  1922,  reads:. 

“Remove  all  oil  and  oilv  accumulations  from  piling 
and  stringers  of  pier  and  bulkheads  and  fjom  the 
surface  of  the  water  in  the  immediate  vicinity  of 
said  pier  and  keep  same  free  from  such  accumulation 
at  all  times.  Sec.  776,  Greater  New  York  Charter”; 

and 

Whereas,  the  premises  consists  of  plots  .of  ground, 
blocks  bounded  by  Gowanus  Canal,  7th,  6th  and  Smith 
streets  and  the  block  bounded  by  Gowanus  Canal,  6th, 
Smith  and  5th  streets,  the  portion  of  the  block  bounded 
by  Gowanus  Canal,  5th  and  Hoyt  streets,  used  for  the 
manufacture  of  gas  and  known  as  the  Citizens  Gas  Works, 
and  upon  which  there  are  approximately  sixteen  buildings 
with  various  gas  and  oil  and  tar  tanks.:  and 

Whereas,  the  appellant  states  that  it  does  not  permit 
oil  to  escape  from  its  plant  and  therefore  should  not 
be  required  to  remove  such  accumulation  for  which  it 
is  in  no  way  responsible ;  and 

Whereas,  under  Cal.  No.  1185-21-A,  the  board  of  appeals 
approved  of  the  fuel  oil  storage  system  on  these  prem¬ 
ises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


188-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2nd  avenue,  bounded  by  11th 
street,  12th  street  and  Gowanus  Canal,  Brooklyn 
(Metropolitan  Gas  Works). 


APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD; — Appeal  denied. 

THE  VOTE— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION : 

(188-22-A) 

Whereas,  R.  W.  Bush,  for  The  Brooklyn  Union  Gas 
Co.,  owner,  filed  February  8,  1922,  an  appeal  with  the  board 
of  appeals  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises,  2nd  avenue,  11th  street,  12th  street  and  Go¬ 
wanus  Canal,  Brooklyn  :  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  69812- 
C,  dated  January  20,  1922,  reads : 

“Remove  all  oil  and  oily  accumulations  from  piling 
and  bulkheads  and  from  the  surface  of  the  water  in  the 
immediate  vicinity  of  said  pier  and  keep  same  free  of 
such  accumulation  at  all  times.  Sec.  776,  Greater  New 
York  Charter.”; 

and 

Whereas,  the  premises  consist  of  the  plot  bounded  by 
2nd  avenue,  Gowanus  Canal,  11th  and  12th  streets,  Brook¬ 
lyn,  used  for  the  manufacture  of  gas  and  known  as  the 
Metropolitan  Gas  Works,  upon  which  there  are  ten  build¬ 
ings  and  a  number  of  gas,  oil  and  tar  tanks ;  and 

Whereas,  the  appellant  states  that  the  company  does  not 
permit  oil  to  escape  from  its  plant  and  therefore  should  not 
be  required  to  remove  such  accumulation  for  which  it  is  in 
no  way  responsible ;  and 

Whereas,  under  Cal.  No.  747-21-A,  the  board  of  appeals 
approved  of  the  fuel  oil  storage  system  on  these  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


197-22-A. 

APPELLANT — Unionport  Brass  Foundry  Co.,  Inc.,  les¬ 
see. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2534  East  177th  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  B.  F.  Bineburg. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD; — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Fire  Chief  Kenlon  . .  5 


Negative .  0 

Absent :  Messrs.  Holland  and  Kerby  .  2 

THE  RESOLUTION : 


(197-22-A) 

Whereas,  the  Unionport  Brass  Foundry  Co.,  Inc.  filed 
Feb.  10,  1922.  an  appeal  with  the  board  of  appeals  from  a 
decision  of  the  fire  commissioner,  affecting  premises  2534 
East  177th  street,  The  Bronx ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  in  acting  on  Alt.  App.  No.  63-22,  reads: 

“1.  All  provisions  of  Rule  16  must  be  complied  with. 
Burners  must  be  of  a  type  approved  by  the  board  of 
standards  and  appeals. 

“2.  All  provisions  of  Rule  13  must  be  complied  with. 
Pumps  must  be  of  a  type  approved  by  the  Board  of 
Standards  and  Appeals. 
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“3.  Tank  is  not  properly  designed  to  withstand  all 
stresses  due  to  transportation  and  use.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
which  there  is  located  the  plant  of  the  Maco  Products  Cor¬ 
poration,  the  fuel  oil  installation  consisting  of  a  belt  driven 
rotary  pump  and  a  belt  driven  blower  operating  by  electric 
motor,  this  installation  is  used  for  heating  smelting  furnaces 
and  apparatus,  there  being  a  550  gal.  tank  buried  in  a  con¬ 
crete  pit;  and 

Whereas,  the  appellant  contends  that  the  tank  is  manu¬ 
factured  by  Maxwell,  who  holds  certificate  of  approval  No. 
272  for  gasoline  storage  tanks. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  only  as  long  as  the  use  and  operation  is  confined  to 
the  conduct  of  this  smelting  plant,  on  condition  that  the  oil 
storage  be  not  increased  and  that  any  oil  used  and  stored 
on  the  premises  shall  not  have  a  lower  flashpoint  than  175 
deg.  Fahrenheit. 


1664-21-A. 

APPELLANT— Edward  F.  Hammel,  for  Bing  &  Bing, 
owners. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1205-1213  Broadway,  29-37 
West  29th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  F.  Hammel. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative .  ® 

Absent :  Mr.  Holland  . 1 

THE  RESOLUTION : 

(1664-21-A) 

Whereas,  Edward  F.  Hammel,  consulting  engineer,  for 
Bing  &  Bing,  owners,  filed  Dec.  19,  1921,  an  appeal  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  1205-1213  Broadway  and  29-37  West  29th 

street,  Manhattan  ;  and  _ 

Whereas,  the  order  of  the  fire  commissioner,  No.  15003- 

F,  dated  Dec.  2,  1920,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story,  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening  in 
any  other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50  ft.  above  a 
neighboring  roof  at  east  and  north  sides  of  building  or 
other  approved  protection  as  per  sec.  375,  Article  18, 
Chapter  5  of  the  Code  of  Ordinances.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction,  1 
and  3  stories  in  height,  with  a  frontage  of  110  ft.  9  in.  on 
Broadway  and  140  ft.  5J4  in.  on  29th  street,  occupied  in  the 
1st  story,  stores;  2nd  story,  office  and  factory,  75  persons, 
3rd  story,  office  and  factory,  80  persons;  there  are  eleven 
openings  in  the  north  wall  on  the  rear  of  the  building  which 
are  not  protected  with  fire  shutters;  and 
Whereas,  the  appellant  contends  that  there  would  be  no 
useful  purposes  served  in  placing  fire  shutters  on  these  win¬ 
dows,  the  roof  which  constitutes  the  exposure  being  on  the 
roof  of  a  narrow  passageway  and  the  window  in  the  ad¬ 
joining  building  being  fireproofed  glazed  with  wire  glass. 

Resolved,  that  the  order  of  the  fire  commissioner  in  so  far 
as  it  relates  to  the  providing  of  iron  or  kalameined  shutters 
on  the  north  wall  be  and  it  hereby  is  modified  and  the  ap¬ 
peal  in  so  far  as  it  relates  to  this  portion  of  the  order  be 


and  it  hereby  is  granted,  and  that  the  order  of  the  fire  com¬ 
missioner  in  so  far  as  it  relates  to  the  east  wall  be  affirmed, 
and  the  appeal  in  so  far  as  it  relates  to  that  portion  of 
the  order  be  denied. 


1701-21-A. 

APPELLANT — Pudlin  &  Goldstein,  for  John  Campbell, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 259  Bowery,  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  Pudlin. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(1701-21-A) 

Whereas,  Pudlin  .&  Goldstein,  for  John  Campbell,  owner, 
filed,  December  29,  1921,  an  appeal  with  the  board  of  appeals 
from  an  order  of  the  fire  commissioner,  affecting  premises 
259  Bowery,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  10201- 
LC,  dated  December  10,  1921,  reads : 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  No.  259  Bowery,  Manhattan,  used  for  the  storage 
and  use  of  celluloid,  shows  that  the  following  must  be 
done  before  permit  requested  by  you  can  be  issued : 

“1.  Discontinue  use  of  gas  heated  steam  radiators  and 
gas  heated  roller  in  room  wherein  celluloid  is  kept  and 
used — as  per  Section  234-1,  Chapter  10,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  3 
stories  in  height,  25  ft.  x  100  ft.  in  area;  occupied,  cellar, 
storage  of  dry  drugs ;  1st  story,  dry  drugs,  2  persons ;  2nd 
story,  photo  novelties,  4  peisons;  3rd  story,  mfg.  of  arti¬ 
ficial  flowers,  8  employees ;  and 

Whereas,  the  appellant  states  that  the  building  is  of  the 
old  type  method  of  heating,  that  is  by  gas  or  coal,  and  that 
all  radiators  are  of  the  closed  type  and  that  it  is  impossible 
for  any  celluloid  to  come  in  contact  with  the  same,  and 
that  no  more  than  25  pounds  of  celluloid  are  to  be  stored 
on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  no  exposed  open  flame  or  furnace 
be  permitted  on  the  premises. 


72-22- A. 

APPELLANT — Samuel  Rosenblum. 

SUBJECT — Appeal  from  decision  and  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1268-1270  Broadway,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  . 

Negative  . 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing; 
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-but  where,  despite  notice  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty :  - 

(1219-21-A) 

Filed  Oct.  24 — Premises  617  West  130th  street,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant,  Leopold 
Oppenheimer.  Dismissed  for  lack  of  prosecution. 

(1243-21- A) 

Filed  Oct.  26 — Premises  northeast  corner  20th  street  and 
Queens  avenue,  Flushing,  Queens.  Decision  of 
the  superintendent  of  buildings.  Applicant,  Peter 
Wilhelmsen.  Dismissed  for  lack  of  prosecution. 

(1245-21-  A) 

Filed  Oct.  26 — Premises  330-332  East  108th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner.  Appel¬ 
lant,  Michael  Canale.  Dismissed  for  lack  of  prose¬ 
cution. 

(1269-21-A) 

Filed  Nov.  1 — Premises  408  East  68th  street,  Manhattan. 
Order  of  the  superintendent  of  buildings.  Ap¬ 
pellant,  American  Rag  and  Burlap  Co.  Dismissed 
for  lack  of  prosecution. 

(1289-21-A) 

Filed  Nov.  3 — Premises  8  East  15th  street,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant,  Stuy- 
vesant  Drug  Company.  Dismissed  for  lack  of 
prosecution. 

(1305-21-A) 

Filed  Nov.  7 — Premises  142-156  East  31st  street,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Appellant, 
Independent  Warehouses,  Inc.  Dismissed  for  lack 
of  prosecution. 

(13  7 1-21- A) 

Filed  N-ov.  12 — Premises  126-142  13th  street,  Brooklyn. 
Order  of  the  fire  commissioner.  Appellant,  Kase- 
ibier-Chatfield  Shellac  Co.  Dismissed  for  lack  of 
prosecution. 

(1395-21-A) 

Filed  Nov.  15 — Premises  434  Wyckoff  avenue,  Brooklyn. 
Order  of  the  fire  commissioner.  Appellant,  Eliza¬ 
beth  Garttner.  Dismissed  for  lack  of  prosecution. 

(1400-21- A) 

Filed  Nov.  16 — Premises  100  Frost  street,  Brooklyn.  Order 
of  the  fire  commissioner.  Appellant,  Domenico 
Gallo.  Dismissed  for  lack  of  prosecution. 

(1404-21-A) 

Filed  Nov.  17 — Premises  307  West  street,  Manhattan. 
Order  of  the  fire  commissioner.  Appellant,  P. 
Lenane  &  Bros.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(1428-21-A) 

Filed  Nov.  21 — Premises  50  Wooster  street,  Manhattan. 
Order  of  the  fire  commissioner.  Appellant,  Amer¬ 
ican  Supply  Co.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(1462-21-A) 

Filed  Nov.  26 — Premises  503  East  22nd  street,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant,  Colo¬ 
nial  Dye  Works,  Inc.  Dismissed  for  lack  of  prose¬ 
cution. 

(1463-21-A) 

Filed  Nov.  26 — Premises  158-160  West  32nd  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner.  Appel¬ 
lant,  Auto  Park  Service  Co.  Dismissed  fop  lack 
of  prosecution. 

Motion  to  dismiss  the  above  cases  was  adopted  by  the 
following  vote: 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kerby  and  Kearney  .  5 

Negative  . . .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  2 


THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed  with  the 
board  of  appeals  various  appeals  from  orders  affecting  the 
premises  stated ;  and 

Whereas,  appellants  have  failed  to  complete  their  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be,  and  they  hereby 
are,  dismissed  for  lack  of  prosecution. 


BUILDING  ZONE  CASES. 

1682-21-BZ. 

APPLICANT — C.  B.  Meyers,  architect,  on  behalf  of  Dora 
Steinweg,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  conversion  of  existing  building  into  a  public 
garage. 

PREMISES  AFFECTED — 41-43  West  63rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Charles  B.  Meyers. 

For  Opposition:  W.  A.  Wolff,  Samuel  Stein,  Miss 
Anna  Clifford,  W.  H.  Keogh  and  F.  Grady. 
ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  . o 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(1682-21-BZ) 

Whereas,  Charles  B.  Meyers,  architect,  for  Dora  Stein¬ 
way,  owner,  filed,  December  23,  1921,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  an  existing  building 
into  a  garage  for  more  than  five  motor  vehicles;  prem¬ 
ises  41-43  West  63rd  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  14, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  63rd  and  64th  streets  are 
business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  28,  1921,  in  acting  on  Alt.  No. 
2783-21,  reads: 

“Reports  show  building  occupied  as  a  public  garage 
and  also  records  show  that  building  was  so  used  in 
1915.  State  whether  garage  use  has  been  continuous 
during  interim.  See  section  20  of  Zone  Resolution. 
(Garage  use  is  unlawful,  See  Sec.  6  of  Zone  Resolu¬ 
tion.)”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  and  3  stories  in  height,  with  a  frontage  of  50  ft.  and  a 
depth  of  100  ft.  5  in. ;  occupied  as  an  automobile  show 
room  and  storage  building  into  a  garage  for  more  than 
five  motor  vehicles,  the  floor,  ceiling,  columns  and  stair 
enclosures  to  be  fire-retarded ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more 
than  five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  any  windows 
in  the  rear  wall  shall  have  fixed  sash,  glazed  with  translu¬ 
cent  glass ;  and  on  the  further  condition  that  the  require¬ 
ments  of  the  building  zone  resolution  as  to  yards  and  area 
restrictions  be  complied  with. 
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Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six  months 
of  the  date  of  this  action,  and  that  all  necessary  repairs 
shall  be  completed  within  one  year  from  the  date  of  this 
action. 


13-22-BZ. 

APPLICANT — 'Mathilda  Kirchner,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  commercial  car. 
PREMISES  AFFECTED— 677  Grove  street  (rear), 
Ridgewood,  Queens. 

APPEARANCES— 

For  Applicant :  Lester  C.  Ringe  and  Mathias 
Kirchner. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  . . .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(13-22-BZ) 

Whereas,  Mathilde  Kirchner,  owner,  filed  Jan.  5,  1922, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a  garage, 
space  in  which  is  rented  to  persons  not  residing  on  the 
premises  and  also  used  for  the  storage  of  one  commer¬ 
cial  car ;  premises  677  Grove  street,  rear,  Ridgewood, 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  March 
14,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grove  street  and  Ralph 
street  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
Oct.  15,  1921,  in  acting  on  Order  No.  67406-LD,  reads: 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  used  exclusively  for  business  purposes,  and 
all  automobiles  other  than  touring  or  pleasure  cars 
owned  by  occupants  of  dwelling  on  lot  where  garage 
is  located.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  30  ft.  and  a  depth 
of  20  ft. ;  occupied  as  a  garage  for  three  automobiles,  space 
being  rented  to  two  non-residents,  and  one  car  stored  being 
a  commercial  car,  the  property  of  the  owner  of  the  prem¬ 
ises  ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals-  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  three  automobiles,  space  for  two 
of  which  may  be  rented  to  persons  not  residing  on  the 
premises,  this  permission  includes  the  maintenance  of  one 
commercial  car  (not  exceeding  two-ton  capacity),  which 
commercial  car  shall  be  the  property  of  the  owner  of  the 
premises. 


1699-21-BZ. 

APPLICANT— Samuel  J.  Kessler,  consulting  engineer,  on 
behalf  of  Albert  J.  Schwarzler,  owner. 

SUBJECT — Application  to  permit  in  a  partly  business  dis¬ 
trict  and  partly  residence  district  the  erection  of 
a  motion  picture  theatre  and  stores. 


PREMISES  AFFECTED — 1229  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  A.  J.  Schwarzler  and  L.  M.  Roth¬ 
man. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1922,  for 
submission  by  applicant  of  corrected  drawings. 


17-22-IBZ. 

APPLICANT — Theobald  Engelhardt,  for  John  Spicer, 
Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  and  height  to  an  existing 
factory  building. 

PREMISES  AFFECTED — 84-86  Woodbine  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Geo.  Engelhardt. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  6 

Negative  . .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  2 
THE  RESOLUTION: 

(17-22-BZ) 

Whereas,  Theobald  Engelhardt,  for  John  Spicer,  Inc., 
owner,  filed,  Jan.  6,  1922,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  extension  in  area  and 
height  of  an  existing  factory  building;  premises  84-86 
Woodbine  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  14, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodbine  street  and  Mad¬ 
ison  street  are  residence  districts  and  Evergreen  avenue 
is  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Dec.  23,  1919,  in  acting  on  Alteration  Ap¬ 
plication  No.  15424-19,  reads: 

“1.  Proposition  in  Res.  Zone  Cont.  Art.  II  No.  3. 

Recom.  denial.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  with  a  frontage  of  24  ft.  and  a  depth 
of  49  ft.;  occupied  as  a  factory;  it  is  proposed  to  add  one 
story  to  the  existing  building  and  erect  a  four-story  non- 
fireproof  extension  50  ft.  long  by  91  ft.  irregular  in  area, 
the  entire  structure  to  be  occupied  as  a  factory ;  and 

Whereas,  the  property  on  which  the  proposed  and  ex¬ 
isting  building  will  be  located  was  in  one  ownership  on 
July  25,  1916,  and  is  still  under  the  same  ownership. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  any  openings 
in  the  side  wall  of  the  proposed  new  structure  shall  be  con¬ 
fined  to  this  owner’s  property;  and  that  no  openings  shall 
be  permitted  in  the  gable  walls  on  the  lot  line. 

■  '  !■« 

27-22-BZ. 

APPLICANT — Radella  Co.,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
conversion  of  an  existing  building  into  a  public 
garage. 

PREMISES  AFFECTED — 188-238  Empire  Boulevard, 
Brooklyn. 
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APPEARANCES—  . 

For  Applicant :  Thomas  Kelby  and  Louis  Camar- 
della. 

For  Opposition:  Laura  Jean  Libby  Stillwell,  G. 
Wollenweber,  Jr.,  Joseph  Jeiter  and  Sadie  Cas- 
sin. 

ACTION  OF  BOARD' — Denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION : 

(27-22-BZ) 

Whereas,  Radella  Co.,  Inc.,  owner,  filed  Jan.  7,  1922,  an 
application  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  conversion  of  an  existing  building 
into  a  public  garage;  premises  188-238  Empire  Boulevard, 

Brooklyn;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting,  March  14,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  Boulevard  is  a  busi¬ 
ness  district  and  Sterling  street  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Dec.  23,  1921,  in  acting  on  Alteration  Application 
No.  6701-20,  reads: 

“Request  and  application  is  hereby  made  for  permis¬ 
sion  to  change  the  occupancy  of  the  above  described 
premises  from  a  storage  warehouse  and  boxing  exhi¬ 
bition  to  public  garage. 

“Denied  Dec.  23,  1921.” ; 

and  . 

Whereas,  the  building  is  of  non-direproof  construction,  1 
story  in  height,  with  a  frontage  of  440  ft.  and  a  depth  of  100 
ft.,  erected  as  a  warehouse,  it  is  proposed  to  change  the  oc¬ 
cupancy  to  a  garage  for  more  than  5  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this  ap¬ 
plication  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 


1481-21-BZ. 

APPLICANT— Joseph  J.  Breitman,  for  George  C. 
Schwalb,  owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  extension  in  height  to  an  existing  public  garage. 

PREMISES  AFFECTED— 619-625  Hancock  street, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  J.  Breitman. 

For  Opposition:  John  Worth,  Arthur  A.  McGailey, 
W.  L.  Twiddy,  Mrs.  Anna  J.  E.  Voughlahn,  R. 
A.  Gluck,  Leonard  Solson,  Oscar  G.  Wendt, 
John  C.  Oleurne,  William  T.  Davids,  Kather¬ 
ine  Muller,  Kate  H.  Smith,  Mrs.  M.  Tracy, 
and  Mrs.  L.  M.  Tracy. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION : 

(1481-21-BZ) 

Whereas,  Joseph  J.  Breitman,  for  George  C.  Schwalb, 
owner,  filed  November  30,  1921,  an  application  under  the 


building  zone  resolution,  to  permit  in  a  residence  district 
the  extension  in  height  to  existing  public  garage  at  rear 
of  1st  story;  premises  619-25  Hancock  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  March  14,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Reid  avenue  is  a  business 
district  and  that  Hancock  street  and  Jefferson  avenue  are 
residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  14,  1921,  in  acting  on  App.  No.  6698- 
1921,  reads : 

“Proposition  contrary  to  Art.  2  &  6,  paragraph  2  of 
zone  res.  Extending  a  prohibited  use  in  residence  dis¬ 
trict.”  ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  2 
stories  in  height  at  the  front  and  one  story  at  the  rear,  with 
a  frontage  of  75  ft.  and  a  depth  of  100  ft.  at  the  first  story 
and  31  ft.  7  in.  at  the  2nd  story;  it  is  proposed  to  extend  the 
2nd  story  at  the  rear  to  cover  the  entire  area  of  the  plot ; 
and 

Whereas,  there  was  opposition  to  the  granting  of  this  ap¬ 
plication  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 

1166-21-BZ. 

APPLICANT — Ignatz  Wohl,  owner. 

SUBJECT — Application  for  the  maintenance  of  a  garage 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 538-544  8th  avenue,  Long  Is¬ 
land  City,  Queens. 

APPEARANCES— 

For  Applicant :  William  H.  Good. 

ACTION  OF  BOARD — Restored  to  calendar.  Calendar 
call  set  for  March  28,  1922. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon. .  2 


CASES  DISMISSED. 

Under  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing, 
but  where,  despite  notice  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(1005-21-BZ) 

Filed  Sept.  15 — Premises  790  Argyle  Road,  Brooklyn.  Or¬ 
der  of  the  fire  commissioner.  Applicant,  Joseph  P. 
Doyle.  Dismissed  for  lack  of  prosecution. 

(1101-21-BZ) 

Filed  Oct.  1 — 'Premises  1618  Melville  street,  The  Bronx. 
Order  of  the  fire  commissioner.  Applicants,  Neier 
&  Van  Derveer.  Dismissed  for  lack  of  prosecution. 

(1393-21-BZ) 

Filed  Nov.  15 — Premises  828  East  222nd  street,  The 
Bronx.  Order  of  the  fire  commissioner.  Applicant, 
E.  J.  Kunkely.  Dismissed  for  lack  of  prosecution. 

(1443-21-BZ) 

Filed  Nov.  23 — Premises  1777  60th  street,  Brooklyn.  Order 
of  the  fire  commissioner.  Applicant,  Louis  Lip- 
kowitz.  Dismissed  for  lack  of  prosecution. 

Motion  to  dismiss  the  above  cases  was  adopted  by  the 
following  vote: 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kerby  and  Kearney .  5 

Negative  . . .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. . .  2 

THE  RESOLUTION : 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  various  applications  affecting  the  prem¬ 


ises  stated ;  and 

Whereas,  applicants  have  failed  to  complete  their  papers, 
though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  applications  be,  and  they 
hereby  are,  dismissed  for  lack  of  prosecution. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  14,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Kearney,  Kerby,  Superintendents  Brady,  Kleinert,  Reville, 
Moore  and  McDermott. 

-  The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals,  held  on  Tuesday  afternoon,  March 
7,  1922,  were  approved  as  printed  in  the  Bulletin,  No.  11, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

83-22-S. 

PETITIONER— Charles  P.  Cannella,  architect,  for  Mrs. 
Giuseppina  La  iBarbera,  owner. 

SUBJECT— Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  decision  of  the  de¬ 
partment  of  health. 

PREMISES  AFFECTED— 1742  Bath  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Charles  P.  Cannella. 

,For  Administration:  Edward  F.  Messer,  inspector 
for  the  health  department. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1922,  at 
2  p.  m.,  for  full  vote. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Superintendents  Moore  and  McDer¬ 
mott  . ® 

Negative:  Chairman  Walsh,  Superintendents 

Brady  and  Reville  . 3 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superinten¬ 
dent  Kleinert  .  4 


85-22JS.  ,  .  ,  . 

PETITIONER— Charles  P.  Cannella,  architect,  for  An¬ 
thony  Egenberger,  owner. 

SUBJECT— Petition  for  variation  from  the  labor  law  as 
cited  in  decision  of  the  department  of  health. 

PREMISES  AFFECTED — 241  Howard  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 
rFor  Administration:  Edward  F.  Messer,  inspector 
for  the  health  department. 

ACTION  OF  BOAR-D — Laid  over  to  Mar.  28th,  1922,  and 
request  to  be  made  to  superintendent  of  buildings, 
Brooklyn,  to  furnish  information  as  to  approval 
of  plans,  use  and  occupancy  of  building. 


1656-21-S. 

PETITIONER — Henry  J.  N/urick,  for  Marie  Midecourial, 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED' — 366  8th  avenue,  Manhattan. 


APPEARANCES— 

[For  Petitioner :  Henry  J.  Nurick. 

ACTION  OF  BOARD — Laid  over  to  March  28th,  1922,  on 
request  of  petitioner. 


1689-21-S. 

PETITIONER — Fisher  Bros.,  for  J.  Sargeant  Cram, 
owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 5-11  East  137th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  J.  Albert  Fisher. 

ACTION  OF  BOARD— Laid  over  to  April  4th,  1922,  on 
request  of  petitioner’s  representative. 


1159-21 -lS. 

PETITIONER — W.  H.  Birkmire’s  Sons. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 348  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Harold  Birkmire. 

Eor  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Brady,  Reville,  Moore  and  McDermott -  9 

Negative  . 0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 

THE  RESOLUTION: 

(1159-21-S) 

'  Whereas,  Harold  Birkmire,  for  Rebecca  Levy,  owner, 
filed,  June  10,  1921,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  348  Sixth  avenue,  Manhattan; 

and 

Whereas,  the  order  of  the  fire  commissioner,  No.  4716- 
LD,  dated  April  14,  1920,  reads: 

“2.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof  as  per  Sections  79B-1  and 
79'C-l  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  24.8  ft.  by  59  ft.  in  area  in  the  1st  story 
and  24.8  ft.  by  24.6  ft.  in  area  above;  occupied,  1st  story, 
mfg.  ladies’  wear,  4  persons;  2nd  story,  mfg.  furs,  5  per¬ 
sons;  3rd  story,  mfg.  embroidery,  6  persons;  the  means 
of  egress  consisting  of  an  interior  wooden  stairway  extend- 
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ing  from  the  1st  story  to  the  3rd  story,  enclosed  in  wood 
lath  and  plaster  partitions  with  wood  doors  at  the  open¬ 
ings,  a  fire  escape  on  the  rear  of  the  building  extending 
from  the  roof  to  the  ground  with  egress  through  the  ad¬ 
joining  yard,  the  windows  along  the  course  being  fireproof 
(casement),  the  adjoining  building  on  the  north  being  the 
same  height  and  the  adjoining  building  on  the  south  being 
25  ft.  higher;  and 

Whereas,  petitioner,  in  lieu  of  complying  with  the  order, 
proposes  to  install  a  22  in.  wide  70  degree  double  rung 
ladder  to  roof  with  bulkhead  to  be  built  on  the  roof  over 
hatch,  the  bulkhead  having  a  fireproof  self-closing  door; 
and 

Whereas,  this  petition  was  dismissed  for  lack  of  prose¬ 
cution,  Oct.  11,  1921,  and  restored  to  the  calendar  Feb.  28, 

i922.  ,  ,  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  a  double  rung  fixed  iron  ladder  be  erected, 
in  top  stairway  hall,  with  a  bulkhead  on  the  roof,  in  accord¬ 
ance  with  the  plans  filed  with  this  board ;  and  on  further 
condition  that  the  occupancy  be  limited  to  ten  (10)  persons 
above  the  first  story.  ( 


113-22-S. 

PETITIONER— Charles  P.  Cannella,  for  Frederick  L. 
Doerr,  lessee. 

SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  decision  of  the  department  of  health. 
PREMISES  AFFECTED— 1009  Flatbush  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella,  Frederick  L. 
Doerr. 

For  Administration:  Inspector  Edward  F.  Messer 


of  the  health  department. 

ACTION  OF  BOARD — Granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Superintendents  Brady,  Reville, 

Moore  and  McDermott  .  8 

Negative:  Chairman  Walsh  .  1 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 


THE  RESOLUTION: 

(113-22-S) 

Whereas,  Charles  P.  Cannella,  for  Frederick  L.  Doerr, 
lessee,  filed,  Jan.  27,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  de¬ 
partment  of  health,  affecting  premises  1009  Flatbush  ave¬ 
nue,  Brooklyn;  and 

Whereas,  the  decision  of  the  department  of  health,  ren¬ 
dered  Jan.  20,  1922,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the 
Department  of  Health  in  the  City  of  New  York,  held, 
Nov.  21,  1921,  your  application  for  a  sanitary  certifi¬ 
cate  for  a  cellar  bakery  at  1009  Flatbush  Avenue  in  the 
the  Borough  of  Brooklyn,  was  denied  by  order  of  the 
Board  of  Health.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  24  ft.  by  102  ft.  9)4  in.  in  area  at  the 
1st  story  and  24  ft  by  £2  ft.  in  area  above;  occupied 
in  the  cellar  as  bakery;  1st  story,  restaurant;  2nd  and  3rd 
stories,  apartments;  the  ceiling  of  the  cellar  bakery  being 
9  ft.  above  the  floor  on  a  level  with  the  curb;  the  means 


of  ventilation  consisting  of  four  (4)  windows,  each  2  ft. 
7  in.  by  5  ft.  3  in.,  opening  to  areaways  on  Tilden  ave¬ 
nue. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  it  hereby  is  granted. 


1663-21-S. 

PETITIONER — Edward  F.  Hammel,  for  Bing  &  Bing, 
owners. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 29-37  West  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Edward  F.  Hammel. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 


Brady,  Kleinert,  Reville,  Moore  and  Mc¬ 
Dermott  . 10 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


THE  RESOLUTION: 

(1663-21-S) 

Whereas,  Edward  F.  Hammel,  consulting  engineer,  for 
Bing  &  Bing,  owners,  filed,  Dec.  19,  1921,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner,  affecting  premises  29-37  West  29th 
street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  15005- 
LD  and  No.  15007-LD,  dated  Nov.  24,  1920,  read: 

No.  15005-LD.  “1.  Enclose  the  interior  stairways  at 
the  north  and  south  corners  of  building  serving  as 
a  required  means  of  exit,  and  the  landings,  platforms 
and  passageways  connecting  therewith  on  all  sides, 
with  partitions  of  fire-resisting  material  extending  con¬ 
tinuously  from  the  cellar  to  3  ft.  above  the  roof,  con¬ 
structed  as  per  sections  79-B-2  and  79-B-3  of  the  La¬ 
bor  Law,  and  Rule  2  of  the  Industrial  Code,  or  carry 
out  a  proper  alternative  method  of  complying  with 
the  requirements  of  section  79-B-l  of  the  Labor  Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  1213  Broadway  building  with  balconies 
4  ft.  in  width  connected  by  stairways  not  less  than 
22  in.  wide,  placed  at  an  incline  of  not  more  than  45 
degrees  extending  from  ground  to  roof,  constructed 
as  per  section  79-B-4  of  the  Labor  Law,  and  the  rules 
of  the  Board  of  Standards  and  Appeals  or  carry  out 
a  proper  alternative  method  of  complying  with  section 
/79-B-l  of  the  Labor  Law. 

“3.  Provide  suitable  means  of  reaching  the  roof  as 
per  a  resolution  of  the  Board  of  Standards  and  Appeals 
adopted  April  10,  1917.” 

No.  15007-LD.  “2.  Provide  continuous  safe  and  un¬ 
obstructed  passageways  at  least  3  ft.  wide  throughout 
their  length  directly  to  both  required  means  of  exit 
by  putting  a  door  at  least  3  ft.  wide  through  the 
dividing  partitions  on  the  2nd  and  3rd  stories ;  said 
doors  shall  not  be  locked,  bolted  or  fastened  during 
working  hours,  as  per  sec.  79-C-3  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  and  3  stories  in  height,  with  a  frontage  of  110  ft.  9  in. 
on  Broadway  and  140  ft.  5)4  in.  on  West  29th  street  (ir¬ 
regular),  occupied,  1st  story,  stores,  100  persons;  2nd  story, 
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offices,  mfg.  of  clothing,  25  persons;  3rd  story,  offices, 
mfg.  of  clothing,  63  persons;  the  building  being  divided 
into  7  sections;  the  means  of  egress  consisting  of  two  in¬ 
terior  wooden  stairways,  one  at  the  southwest  comer  of 
the  building  and  one  near  the  center  extending  from  the 
3rd  story  to  the  1st  story  with  separate  stairs  to  roof, 
the  stairways  being  enclosed  from  1st  story  to  3rd  story 
in  fire-resisting  partitions  with  kalameined  self-closing 
doors  at  the  openings ;  two  fire  escapes,  one  on  the  29th 
street  front  of  the  building  and  another  on  the  Broadway 
front;  both  extending  from  the  3rd  story  to  the  2nd  story 
with  counterbalanced  stairway  to  the  street;  windows 
along  the  course  of  the  29th  street  fire  escape  being  non- 
fireproof  and  those  along  the  Broadway  fire  escape  being 
fireproof;  the  adjoining  buildings  being  8  stories  and  5 
stones  higher;  and 

Whereas,  petitioner  states  in  relation  to  Order  No. 
15005-LD,  that  in  a  letter  from  the  fire  department  dated 
Nov.  28,  1921,  the  only  objection  raised  referred  to  non- 
fireproof  sash  in  one  of  the  partitions  and  the  area  of 
wire  glass  exceeding  720  sq.  in.  in  one  kalameined  door 
and  to  plain  glass  instead  of  wire  glass  in  another  kala¬ 
meined  door,  which  defects  are  being  corrected;  that  an¬ 
other  objection  raised  reads:  “The  floor  of  the  passage¬ 
way  leading  to  street  from  the  termination  of  this  stair¬ 
way  is  of  wood  construction,”  petitioner  states  that  there 
is  no  cellar  underneath  this  wooden  floor  and  that  there 
is  no  way  of  protecting  the  under  side;  and  relative  to 
Item  2  of  Order  No.  15005-LD,  that  the  matter  of  locat¬ 
ing  this  fire  escape  on  the  southerly  wall  instead  of  the 
Broadway  front  was  taken  up  informally  with  the  bureau 
of  fire  prevention  by  the  owner,  and  plans  were  filed 
with  the  building  department  in  accordance  with  sugges¬ 
tion,  which  plans  were  approved,  the  fire  escape  con¬ 
structed,  accepted  by  the  bureau  of  buildings  as  meeting 
the  requirements  of  the  labor  law,  and  as  to  Order  No. 
15007-LD,  petitioner  requests  that  the  exits  on  the  lofts 
be  accepted  as  satisfactory. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  be  and  hereby  is  granted  as  to 
Item  1  of  Order  15005,  accepting  the  present  enclos¬ 
ure,  on  condition  that  any  openings  therein  be  pro¬ 
tected  in  accordance  with  the  requirements  of  the  labor 
law;  as  to  Item  2  of  Order  No.  15005,  on  condition  that 
a  gooseneck  ladder  from  the  top  balcony  to  the  roof  be 
provided  on  fire  escape  No.  2;  as  to  Item  2  of  Order  No. 
15007,  on  condition  that  a  horizontal  exit  be  provided  in 
partition  separating  lofts  No.  1  and  No.  2;  and  that  a  bal¬ 
cony  fire  escape  be  carried  across  the  front  to  include 
one  window  in  the  easterly  side  of  loft  No.  1;  and  that 
iron  steps  be  provided  leading  to  the  windows  opening  on 
this  balcony  in  lofts  No.  1  and  No.  2;  and  on  further  con¬ 
dition  that  the  occupancy  be  limited  to  100  persons  above 
the  first  story,  and  that  the  order  of  the  fire  commissioner, 
Item  3  of  Order  No.  15005,  be  affirmed  and  the  petition 
in  so  far  as  it  relates  to  this  item  of  the  order  be  denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
1372-21-S. 

PETITIONER — Ford  Regulator  Corporation. 

SUBJECT — Approval  of  Ford  Fire  Line  Reducing  Valve. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD' — Laid  over,  pending  test  by  fire 
department. 


744-21-S. 

PETITIONER— William  J.  Gannon. 

SUBJECT— Approval  of  Safand  Shur  Fire  Extinguisher. 


APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1922,  at 
2  p.  m.  Referred  back  to  fire  department  for 
further  data  and  recommendation. 


908-21-S 

PETITIONER — The  Century  Pump  Co. 

SUBJECT — Approval  of  Century  Rotary  Pump. 
APPEARANCES— 

For  Petitioner:  W.  L.  Gass. 

For  Administration :  Inspector  Michaels  of  the  fire 
department. 

ACTION  OF  BOARD — Approved  in  accordance  with  rec¬ 


ommendation  of  the  fire  department. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  9 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  . .  4 


THE  RESOLUTION: 

(908-21-S) 

Whereas,  the  Century  Pump  Company  filed  Aug.  16,  1921, 
a  petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  their  device  known  as  the  Century  Rotary  Pump ; 
and 

Whereas,  this  matter  was  referred  to  the  fire  depart¬ 
ment  under  date  of  Dec.  24,  1921,  for  report,  and  the  fire 
department’s  report,  under  date  of  Jan.  10,  1922,  recom¬ 
mended  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Century  Rotary 
Pump  for  use  in  fuel  oil  burning  installations  as  recom¬ 
mended  in  the  report  of  the  fire  department  dated  Jan.  10, 
1922. 


360-21-S. 

PETITIONER — Conran  Standpipe  Company. 

SUBJECT— Approval  of  Conran  Electric  Trip. 
APPEARANCES— 

For  Petitioner :  F.  W.  Merdes. 

ACTION  OF  BOARD — Approved  in  accordance  with  rec¬ 
ommendation  of  the  fire  department. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  9 

Negative .  0 

Absent :  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 

THE  RESOLUTION: 

(360-21-S) 

Whereas,  the  Conran  Standpipe  Co.  filed  April  28,  1921, 
a  petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  their  device  known  as  the  Conran  Electric  Trip; 
and 

Whereas,  this  matter  was  referred  to  the  fire  department 
for  test  and  report,  and  the  report  of  the  fire  department, 
dated  March  7,  1922,  recommended  the  approval  of  the  de¬ 
vice. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Conran  Electric 
Trip  for  use  as  recommended  in  the  report  of  the  fire  de¬ 
partment  dated  March  7,  1922. 


1421-21-S. 

PETITIONER — Pyrene  Manufacturing  Co. 
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SUBJECT— Approval  of  Guardene  Non-Slop  Extinguisher. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1922,  at  2 
p.  m.  Referred  to  fire  department  for  recommenda¬ 
tions  to  this  board  and  any  information  the  fire 
department  has  as  to  the  purpose  for  which  ap¬ 
proval  of  device  is  requested. 


1468-21-S. 

PETITIONER— General  Oil  Burner  Sales  Corporation. 

SUBJECT— Approval  of  Caloroil  Burner. 

APPEARANCES— 

For  Petitioner :  A.  W.  Dennen  and  A.  E.  Grant. 

ACTION  OF  BOARD— Report  of  committee  of  the  board 
approved.  Petition  denied. 

THE  VOTE  ON  APPROVAL  OF  REPORT— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott.. 

Negative . ; . y  • 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  . 

THE  VOTE  TO  DENY  PETITION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 
mott  . 

Negative . 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon . 

THE  RESOLUTION : 

(1468-21-S) 

Whereas,  the  General  Oil  Burner  Sales  Corporation  filed 

Nov.  26,  1921,  a  petition  with  the  board  of  standards  and 

appeals  for  approval  of  their  device  known  as  Caloroil 

Burner;  and  ... 

Whereas,  a  committee  of  the  board  inspected  this  device 

in  operation,  and  recommended  the  denial  of  the  petition. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 


13-21-S. 

PETITIONER— Bethlehem  Shipbuilding  Corp.,  Ltd. 
SUBJECT — Approval  of  Fuel  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  G.  W.  Grove. 

ACTION  OF  BOARD— Laid  oyer  to  April  18,  1922,  at  2 
p.  m.,  petitioner  to  submit  sample  burner. 


341-21-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1922,  at  2 
p.  m.,  pending  report  from  fire  department. 


1705-21-S. 

PETITIONER — 'Klaxon  Company. 

SUBJECT — Approval  of  Klaxon  Single  Stroke  Bell  and 
Horn. 

APPEARANCES — None. 

ACTION  OF  BOARD — Approved  in  accordance  with  rec¬ 
ommendation  of  fire  department. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  . .  9 

Negative  . • .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon, 

Deputy  Fire  Commissioner  Hannon  and. 
Superintendent  Kleinert  .  4 


THE  RESOLUTION : 

(1705-21-S) 

Whereas,  the  Klaxon  Company  filed  Dec.  20,  1921,  a  pe¬ 
tition  with  the  board  of  standards  and  appeals  for  approval 
of  their  device  known  as  the  Klaxon  Single  Stroke  Bell  and 
Horn;  and 

Whereas,  this  matter  was  referred  to  the  fire  department 
for  test  and  report  and  the  report  of  the  fire  department, 
dated  March  10,  1922,  recommended  the  approval  of  the 
device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  knowm  as  the  Klaxon  Single 
Stroke  Bell  and  Horn  for  use  with  interior  fire  alarm  sig¬ 
nal  systems  as  recommended  in  the  report  of  the  fire  depart¬ 
ment  dated  March  10,  1922. 


16-22-S. 

PETITIONER— Samson  Electric  Company. 

SUBJECT— Approval  of  Alternating  Current  and  Direct 
Current  Control  Board  for  Fire  Alarm  Systems. 
0  APPEARANCES— 

For  Petitioner  :  P.  W.  Mack. 

ACTION  OF  BOARD— Approved  in  accordance  with  rec- 
4  ommendation  of  fire  department. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

10  Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 

THE  RESOLUTION : 

(16-22-S) 

Whereas,  the  Samson  Electric  Company  filed  Dec.  29, 
1921,  a  petition  with  the  board  of  standards  and  appeals  for 
approval  of  their  Alternating  &  Direct  Current  Control 
Boards  for  use  with  interior  fire  alarm  systems;  and 
Whereas,  this  matter  was  referred  to  the  fire  department 
for  test  and  report  and  the  report  of  the  fire  department, 
dated  March  9,  1922,  recommended  the  approval  of  the 
device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  Alternating  and  Direct 
Current  Control  Boards  for  use  with  interior  fire  alarm 
signal  systems  as  recommended  in  the  report  of  the  fire 
department,  dated  March  9,  1922. 


26-22-S. 

PETITIONER — Petroleum  Heat  and  Power  Co. 

SUBJECT — Approval  of  Petroleum  Heat  and  Power  Co. 
Fuel  Oil  Burning  Equipment;  approval  of  Fess 
Turbine  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1922,  at  2 
p.  m.,  pending  report  from  fire  department. 


63-21-S. 

PETITIONER— T.  V.  Forster. 

SUBJECT — Approval  of  hose  angle  valve. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1922,  at 
2  p.  m.,  pending  report. 


112-22-S. 

PETITIONER— W.  R.  Ostrander  Co. 

SUBJECT — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke  Os¬ 
trander  Gong;  approval  of  A.  C.  Ostrander  Trouble 
Bell. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Laid  over  to  April  4,  1922,  on  re¬ 
quest. 
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53-22-S. 

PETITIONER — D.  W.  Dening,  for  General  Oil  Burner 
Sales  Corp. 

SUBJECT — Approval  of  Champion  Pump. 
APPEARANCES— 

For  Petitioner :  None. 

ACTION  OF  BOARD — Report  of  committee  approved. 
Petition  denied. 

THE  VOTE  ON  ADOPTION  OF  REPORT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott...  9 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 

THE  VOTE  TO  DENY— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

Negative  . 0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 

THE  RESOLUTION: 

(53-22-S) 

Whereas,  General  Oil  Burner  Sales  Corp.  filed,  Nov. 
26,  1921,  a  petition,  with  the  board  of  standards  and 
appeals,  for  approval  of  their  device  known  as  Champion 
Hydraulic  Pump ;  and  _ 

Whereas,  a  committee  of  the  board  inspected  this  pump 
in  operation,  and  recommended  denial  of  the  petition.^ 
Resolved,  that  the  petition  be  and  it  hereby  is  denied. 


1 278-21-S 

PETITIONER— Hammel  Oil  Burner  Equipment  Co. 
SUBJECT— Approval  of  Hammel  Oil  Burner. 
APPEARANCES — None. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1922,  at 
2  p.  m.,  pending  report. 

CASES  DISMISSED. 

Petitions  for  Variations. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  petition  were  offered  for 
filing;  but  (where,  despite  notice  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty. 

(734-21-S) 

Filed  May  3— Premises  21  West  3rd  street,  Manhattan. 


Order  of  the  fire  commissioner,  labor  law.  Pe¬ 
titioner,  Patrick  Gallagher.  Dismissed  for  lack 
of  prosecution. 

(1217-0VS) 

Filed  Oct.  22 — Premises  2320  3rd  avenue,  Manhattan. 
Order  of  the  fire  commissioner,  labor  law.  Pe¬ 
titioner,  Abe  Kolker.  Dismissed  for  lack  of  prose¬ 
cution. 

(1277-21-S) 

Filed  Nov.  2 — Premises  290  Lenox  avenue,  Manhattan. 

Order  of  the  fire  commissioner,  labor  law.  Pe¬ 
titioner,  Maurice  Levy.  Dismissed  for  lack  of 
prosecution. 

( 1403-21- S) 

Filed  Nov.  16 — Premises  54  West  23rd  street,  Manhattan. 

Order  of  the  fire  commissioner,  labor  law.  Pe- 
.  titioner,  Goldberger  Mnfg.  Co.  Dismissed  for  lack 
of  prosecution. 

(1433-21-S) 

Filed  Nov.  21 — Premises  254-256  Wallabout  street,  Brook¬ 
lyn.  Order  of  the  fire  commissioner,  labor  law. 
Petitioner,  Walter  B.  Wills.  Dismissed  for  lack 
of  prosecution. 

(1453-21-S) 

Filed  Nov.  23 — Premises  417  East  22nd  street,  Manhattan. 

Order  of  the  fire  commissioner,  labor  law.  Pe¬ 
titioner,  Joseph  Tino.  Dismissed  for  lack  of  prose¬ 
cution. 

Motion  -to  dismiss  the  above  cases  was  adopted  by  the 
following  vote: 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

Negative .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 

THE  RESOLUTION : 

Whereas,  the  foregoing  petitioners  have  filed  with  the 
board  of  standards  and  appeals  various  petitions  for  vari¬ 
ations  affecting  the  premises  stated;  and 
Whereas,  petitioners  have  failed  to  complete  their  pa¬ 
pers  although  duly  notified  so  to  do. 

Resolved,  that  the  foregoing  petitions  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  MARCH  10,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby.  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon.  Chief  Inspector  Bastress,  Superinten¬ 
dents  Reville,  Moore  and  McDermott. 

(280-22-S) 

SUBJECT— Proposed  amendments  to  the  Code  of  Ordi¬ 
nances  to  be  submitted  to  the  Board  of  Aldermen. 
APPEARANCES— Inspectors  Gilroy  and  Lewis  of  the  fire 
department;  Lidon  Johnson,  representing  the  In¬ 
ternational  Theatrical  Association;  Raymond  lr- 
rera,  and  M.  C.  Schill.  .  , 

ACTION  OF  THE  BOARIV-Chairman  Walsh  appointed 
a  committee  of  the  board,  consisting  of  Fire  Chie 
Kenlon,  Superintendents  Brady  and  Moore,  and 
Mr.  Kearney,  to  re-draft  for  submission  to  the 
Board  of  Aldermen,  proposed  amendments  to  the 
Code  of  Ordinances,  relating  to  Motion  Picture 

Theatres,  said  proposed  amendments  to  be  pub- 
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lished  in  the  Bulletin  and  a  public  hearing  thereon 
to  be  held  on  Friday  afternoon,  March  24th,  1922, 
at  2  p.  m. 

(281-22-S) 

SUBJECT — Proposed  rules  governing  fire  extinguishing 
appliances. 

APPEARANCES— Julius  Eckman,  representing  Marc  Eid- 
litz  &  Son ;  Tames  A.  Coyle  and  William  F.  Conran. 

ACTION  OF  THE  BOARD— Proposed  amendments  to 
rules  governing  fire  extinguishing  appliances  were 
laid  over  for  further  discussion  at  public  hearing 
on  Friday  afternoon,  March  24,  1922,  at  2  p.  m. 
Persons  desiring  to  submit  their  views  were  re¬ 
quested  to  submit  same  in  writing  before  the  date 
of  public  hearing. 


Adjourned  '4.45  p.  m 


William  J.  O’Gorman,  Secretary. 


MINUTES 


♦CORRECTION. 

The  minutes  of  the  board  of  standards  and  appeals,  held 
on  Tuesday  afternoon,  February  28,  1922,  as  they  appeared 
in  Bulletin  No.  10,  Vol.  VII.,  are  hereby  corrected  as  fol¬ 
lows: 


1641-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Stebbins  Realty 
&  Construction  Co.,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 125  West  22nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  . 0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 


THE  RESOLUTION: 

(1641-21-6) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Stebbins  Realty1  &  Construction  Co.,  owner,  filed,  Dec.  14, 
1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  125  West  22nd  street.  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  28649- 
LD,  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  at 
the  front  of  the  building  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  21  ft.  by  91  ft.  in  area  in  the  1st  story 
and  21  ft.  by  50  ft.  in  area  above,  occupied,  1st  story, 
salesrooms,  4  persons ;  2nd  story,  embroidery  mfg.,  12 
persons ;  3rd  story,  dress  mfg.,  12  persons ;  the  means  of 
egress  consisting  of  an  interior  stairwav  extending  from 
the  basement  to  the  3rd  story  enclosed  in  wood  stud  lath 
and  plaster  partitions  with  wood  doors  at  the  openings, 
with  scuttle  and  ladder  to  roof  in  top.  story  loft;  and 
Whereas,  petitioner  proposes  to  provide  a  party  wall 
fire  escape  on  the  rear  of  this  building  and  No.  123  with 
balconies  connected  by  a  60  degree  stairs  with  stair  and 
platform  to  roof  and  landing  in  roof  of  extension ;  and 
Whereas,  petitioner  claims  that  it  is  difficult  to  erect 
a  fire  escape  on  the  front  of  the  building  owing  to  an 
extension  on  the  1st  story. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  party  wall  fire  escape  be  provided 
in  the  rear,  on  second  and  third  stories,  connecting  with 
No.  123  West  22nd  street;  on  further  condition  that  the 
occupancy  be  limited  to  the  number  stipulated  in  this  pe¬ 
tition,  that  a  fixed  iron  ladder  be  provided  to  the  scuttle 
in  the  roof,  and  that  any  door  at  the  termination  of  the 
scuttle  ladder  be  permanently  removed  and  that  this  vari¬ 
ation  is  granted  only  so  long  as.  the  buildings  No.  123  and 
125  remain  in  the  one  ownership. 


* Calendar  number  in  resolution  changed  from  22  to  21. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  March  7,  1922, 
as  they  appeared  in  Bulletin  No.  11,  Vol.  VII.,  are  cor¬ 
rected  as  follows : 


1702-21-S. 

PETITIONER — V.  Hugo  Koehler,  for  Edward  Blum,  et 
al.,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 401-405  East  124th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  V.  Hugo  Koehler. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 


Brady,  Reville  and  Moore  .  10 

Negative  .  o 

Absent :  Fire  Chief  Kenlon  and  Superinten¬ 
dents  Kleinert  and  McDermott  .  3 


THE  RESOLUTION : 

(1702-21-S) 

Whereas,  V.  Hugo  Koehler,  architect  for  Edward  Blum, 
owner,  filed,  December  29,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  401-5  East  124th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16847- 
LD,  reads : 

“1.  Arrange  bars  on  windows  on  the  North  and 
East  sides  of  First  Story,  and  on  windows  in  Base¬ 
ment  Story  West  and  South  sides,  also  the  wire 
screens  on  windows  south  of  1st  story  so  as  to  be 
readily  movable  or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use 
of  such  windows  for  purposes  of  egress  as  per  Sec¬ 
tion  79C-2  of  the  Labor  Law. 

“11.  On  the  East  side  there  are  3  windows  on  each 
story  2nd  to  5th  with  stationary  iron  bars  opening 
on  a  sub-standard  F.  E.”; 

and 

Whereas,  the  building  is  of  non-fireproof  (mill)  con¬ 
struction,  5  stories  in  height,  97  ft.  by  100  ft.  11  in.  in 
area,  occupied  in  the  basement  for  storage  of  rugs  in 
bales;  1st  story,  store  and  manufacturing,  30  persons; 
2nd  story,  factory,  25  persons;  3rd  story,  factory,  43  per¬ 
sons  ;  4th  story,  factory,  50  persons ;  5th  story,  vacant, 
equipped  with  fire  alarm  signal  system ;  the  means  of 
egress  consisting  of  two  interior  stairways,  one  on  the 
north  corner  and  the  other  on  the  south  corner,  extending 
from  the  basement  to  the  roof,  enclosed  in  fireproof  par¬ 
titions  with  fire  doors  at  the  openings,  a  standard  fire 
escape  on  the  front  of  the  building  and  a  standard  fire 
escape  on  the  east  side  of  the  building,  with  egress  to 
street  through  fireproof  passageway  from  rear;  there  are 
18  windows  in  the  basement  opening  to  an  area  way,  which 
are  protected  by  fixed  iron  bars,  and  17  windows  in  the 
1st  story  similarly  protected;  and 

Whereas,  petitioner  contends  that  he  is  installing  a  100 
per  cent  sprinkler  system,  that  there  are  seven  exits  in  the 
basement  and  five  on  the  1st  story  and  .  that  the  basement 
is  not  a  factory  floor  in  the  meaning  of  the  labor  law, 
as  it  is  used  for  storage  only. 

Resolved,  that  the  board  of  standards  and  appeals  does 
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hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted,  on  con¬ 
dition  that  an  aisle  of  a  minimum  width  of  3  ft.  be  main¬ 
tained  around  all  the  walls  of  the  cellar  with  two  inter¬ 
secting  aisles  through  the  centre  of  cellar  of  not  less  than 
4  ft.  in  width  and  that  the  guards  on  the  lower  half  of 
window  openings,  1st  story  south  and  west  walls,  be  ar¬ 
ranged  to  open  out  and  as  to  item  2,  granted,  on  condition 
that  electric  lights  and  exit  signs  be  maintained  at  all  exits 
on  the  2nd,  3rd,  4th  and  5th  stories. 


* Location  of  premises  affected  changed  from  “24th 
street”  to  124th  street” 


♦CORRECTION. 

The  minutes  of  the  board  of  appeals,  held  on  Thurs¬ 
day  morning,  September  8,  1921,  as  they  appeared  in  Bul¬ 
letin  No.  38,  Vol.  VI.,  are  hereby  corrected  as  follows: 
291-21-BZ. 

APPLICANT — Peter  Millman. 

SUBJECT — (Application  No.  291-21-BZ  was  denied.)  Re¬ 
quest  for  permission  to  file  new  application  for 


public  garage  in  connection  with  same  premises, 
File  No.  1686. 

PREMISES  AFFECTED — 818-822  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Henry  F.  Cochrane,  attorney. 

For  Opposition :  None. 

ACTION  OF  BOARD — Permission  granted  to  file  new 
application. 

CONDITIONS — On  condition  that  80  per  cent  of  con¬ 
sents  of  property  owners  be  filed  at  the  time  of 
filing  new  application. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Dep¬ 


uty  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 


* Calendar  No.  229-21 -BZ  corrected  to  read  291-21- 
BZ. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE” — “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  March  24,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
J^-inch  or  by  permission  of  the  Fire  Commissioner  J^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  _  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  foi4  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 


the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
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20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8^2  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in,  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  ofi  the  pent 
house  is  in  excess  of  50%  of  the.  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  ,2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 


tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2}4  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  ofl  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 
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Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
o<f  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  lj4-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 


days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or,  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  trom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
except  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth : 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  ris^r  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit- 
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tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in,  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or.  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  ill  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 


the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  rapacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  From  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  discnarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser,  except  that  in  build¬ 
ings. not  more  than  50  feet  in  height,  one  Siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 
have  a  Siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
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of  the  other  buildings.  Each  Siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese .  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  54  in.  in  depth,  the  word  STAND¬ 
PIPE.”  The  piping  connecting  the  Siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  siamese  and  its  check  valve  there  shall  be  placed  either  a 
54-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
34-in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  354  in. 
x  354  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  54-in.  open  drip  without  valve 
or  cock,  or  a  34-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male,  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  254  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a.  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tne 
stair  side  of  the  wall  of  the.  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  "8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  254  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  54  in.  open  drip  extending  to  a  sink  or  a 
34  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  254  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap..  >  . 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  254  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  254-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 

154  in.  in  diameter.  . 

Rule  34.  HOSE.  Hose  shall  be  254  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 


The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  254  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  .  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standnipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers'  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  254-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there .  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits .  of  the  by¬ 
pass.  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  BUILDINGS  IN  COURSE  OF  ERECTION . 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  sto-y  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1.000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction,  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
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water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist..  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  thd  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2)4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2)4  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 


be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  hlade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals,  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
the  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  54  in*  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 


PUBLIC  HEARING 


be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  _  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 Vi  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  tvpe  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 


Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  _  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  %  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  borrn  15 A, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Cases  filed  up  to  and  including  March  16,  1922  .  397 
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Requests  to  reopen .  37 
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Administrative  requests  .  0 

Total  .  874 

Disposed  of  . 397 
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DISPOSITION  OF  CASES. 


Withdrawn  .  28 

Dismissed  .  35 

Denied  .  50 

Granted  . 33 

Granted  on  condition  .  176 

Appliances  approved  .  13 

Appliances  disapproved  .  5 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  34 

Requests  to  reopen  denied  . i . . . .  2 

Requests  to  amend  granted  .  2 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  . 5 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  0 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  1 

Rules  disapproved  .  1 

Requests  to  install  granted  .  4 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Requests  withdrawn  .  1 

Total  . 397 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recohd  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  March 
21,  1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  March  21,  1922. 

Notice  of  Public  Hearings. 

Progress  Report 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  March  28, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  4,  1922,  at  2  o’clock. 

^  The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the1  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 


CALENDAR 


DOCKET. 

Cases  Filed,  Week  Ending  March  23rd,  1922. 


Cal.  No. 

Department 

Order  No. 

428-22-A . 

.  LC  11183 

427-22-BZ  . . . 

.  C  11590 

426-22-A . 

. F.D . 

.  246-252  Skillman  St., 

510  DeKalb  Ave.,  B’klyn. 

425-22- A . 

. F.D.  . .  284-306  Saratoga  Ave.,  Bklyn. 

424-22-A . 

.  LF  33139 

423-22-BZ. . . . 

. B.B.M.  .. 

.  Alt.  355-1922 

422-22-S . 

421-22-S . 

.  LD  29962 

420-22-A . 

.  LC  70816 

419-22- S . 

. F.D . 

.  Alt.  3058-1921 

418-22-S . ..F.D .  732  Broadway,  Man. 


417-22-A . B.B.B . NB  3019-3033-1922 


416-22-S . 

.  Appliance 

415-22-S . 

.  LD  32034 

414-22-S . 

.  LD  31687 

413-22-BZ . 

.  LC  66972 

412-22-S . 

.  LD  26589 

411-22-A . 

. F.D . 

.  F  31682 

410-22- A . 

.  NB  1682-20 

409-22- A . 

.  LF  27204 

408-22- A . 

. B.B.B.  ... 

.  NB  5493-1921 

407-22-BZ . 

.  LC  70640 

406-22-S . 

.  LD  32128-32129 

405-22-S . 

. F.D . 

e 

.  LD  66152-66153 

404-22-A . 

. B.B.B.  .. 

.  NB  1256-1257-1922 

403-22-BZ . 

. B.B.B.  ... 

.  LC  69457 

402-22- S . 

. F.D . 

. . .  141-143  Canal  St.,  Man. 

401-22-A . 

. F.D . 

400-22-A . F.D . LC  11285 


399-22-A . F.D .  F  31841-31842 


398-22-S . F.D .  LD  32538 


Restored  to  Calendar. 

774-21-A . . F.D .  LC  64899 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  March  28,  1922,  at  2  p.  m. 

Building  Zone  Cates. 

1499-21-BZ. 

APPLICANT — Peter  Millman,  for  Louis  Catalanotto, 
owner. 

PREMISES — 9502  Avenue  L,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

1550-21-BZ. 

APPLICANT— John  Jose  Carroll,  for  Arthur  Garbarino, 
owner. 

PREMISES — 36-44  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  pablic 
garage. 

1658-21-BZ. 

APPLICANT— Samuel  H.  Drellich,  for  Fanny  Drellich, 
owner. 

PREMISES— 151  Summit  Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

123-22-BZ. 

APPLICANT — Abram  D.  Milstein. 

PREMISES — 529  West  147th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  installation  of  an 
electric  sign. 

1166-21-BZ. 

APPLICANT — A.  Edward  Richardson. 

PREMISES — 540  8th  avenue,  Long  Island  City,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
public  garage. 


BOARD  OF  APPEALS. 

Tuesday,  March  28,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
14-22-A — 1639-1649  Broadway,  Manhattan. 
1695-21-A — 410-412  West  52nd  street,  Manhattan. 
161-22-A — 170-186  Van  Brunt  street,  Brooklyn. 
165-22-A — 3917  White  Plains  avenue,  The  Bronx. 

169- 22-A — 209  East  26th  street,  Manhattan. 

170- 22-A — 204-208  East  27th  street,  Manhattan. 
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175-22- A — 429-459  West  15th  street,  450-460  West  16th 
Street,  Manhattan. 

180-22-A — 176  East  119th  street,  Manhattan. 

191-22-A — 280  Broadway,  Manhattan. 

196-22- A — 71-73  Nassau  street,  Manhattan. 

225-22-A — 851  Prospect  avenue,  The  Bronx. 

231-22-A — 1  Ferry  street,  Richmond. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  March  28,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  1699-21-BZ — Application,  December  29,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  J.  Kessler,  consulting  engineer,  on 
behalf  of  Albert  J.  Schwarzler,  owner, 
to  permit  partly  in  a  business  district 
and  partly  residence  district  the  erec¬ 
tion  of  a  motion  picture  theatre  and 
stores;  premises  1229  Morris  avenue, 
The  Bronx. 

cal.  no.  882-21-BZ — Application,  July  15,  1921,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Hen- 
wood  Building  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  one  story  public  garage ; 
premises  107-117  Henwood  Place,  The 
Bronx. 

cal.  no.  134-22-BZ — Application,  January  24,  1922,  under 
the  building  zone  resolution,  of  Jacob 
Lefkow  and  William  Cohen,  attorneys, 
on  behalf  of  Pauline  Lefkow,  owner,  to 
permit  in  a  residence  district  the  use 
of  basement  apartment  for  business 
purposes ;  premises  611-619  West  163rd 
street,  Manhattan. 

cal.  no.  1067-21-BZ — Application,  February  28,  1922,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Meyer  Monsky,  owner,  for  a  rehearing 
of  an  application  previously  denied  to 
permit  in  a  residence  district  the  ex- 
•  tension  in  height  of  existing  garage 
for  more  than  five  motor  vehicles ; 
premises  112-138  West  105th  street, 
Manhattan. 

cal.  no.  1068-21-BZ — Application,  February  14,  1922,  under 
the  building  zone  resolution,  of  Mes- 
zaros  &  Bernard,  applicants  and  own¬ 
ers,  fer  a  rehearing  of  an  application 
previously  denied  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  exist¬ 
ing  building  to  be  used  as  a  motor 
vehicle  repair  shop ;  premises  north¬ 
east  corner  Astoria  avenue  and  Pope 
street,  Queens. 

cal.  no.  1142-21-BZ — Application,  February  21,  1922,  under 
the  building  zone  resolution,  of  Pat¬ 
rick  J.  O’Beime,  on  behalf  of  New 
York  Society  of  Methodist  Episcopal 
Church,  owner,  for  a  rehearing  of  an 
application  previously  denied  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  more  than  five  motor 
vehicles ;  premises  11-19  Jane  street, 
Manhattan. 

cal.  no.  1149-21-BZ — Application,  February  28,  1922,  under 
the  building  zone  resolution,  of  Alice 
F.  Feldmann,  applicant  and  owner,  for 


a  rehearing  of  an  application  previ¬ 
ously  dismissed  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  three  cars;  premises  1711 
Centre  street,  Ridgewood,  Queens. 

cal.  no.  1620-21-BZ — Application,  January  27,  1922,  under 
the  building  zone  resolution,  of  Walter 
J.  Vreeland,  architect,  on  behalf  of  W. 
H.  Holmes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  one  commercial  car;  prem¬ 
ises  112  Collins  avenue,  South  Ozone 
Park,  Queens. 

cal.  no.  74-22-BZ — Application,  January  17,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  architect,  on  behalf  of 
Philip  Schaefer,  owner,  to  permit  in  a 
residence  district  the  conversion  of  a 
private  garage  into  a  public  garage; 
premises  1720  Van  Buren  street,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  28,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

85-22-S — 241  Howard  avenue,  Brooklyn. 

1656-21-S — 366  Eighth  avenue,  Manhattan. 

208-22-S — 26-28  North  William  street,  Manhattan. 
1303-21-S — 30  West  32nd  street,  Manhattan. 

83-22- S — 1742  Bath  avenue,  Brooklyn. 

205-22-S — 479  6th  avenue,  Manhattan. 

1368-21-S— 223-225  West  19th  street,  Manhattan. 

1694-21-S — 13-15  West  24th  street,  Manhattan. 

8-22- S — 313-23  East  22nd  street,  Manhattan. 

58-22- S — 60  East  10th  street,  Manhattan. 

88-22-S — 629  Sixth  avenue,  Manhattan. 

98-22-S — 560  West  36th  street,  Manhattan. 

172-22-S — 204-208  East  27th  street,  Manhattan. 

Appliances  Submitted  for  Approivtl. 

233-22- S — Nokol  Automatic  Heater,  approval  of. 

308- 22-S — Josam  Combined  Double  Drainage  Floor  Drain, 

approval  of. 

3 09- 22- S — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 

proval  of. 

3 15-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company  Siamese  Connection, 
approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  4,  1922,  at  2  p.  m. 

i 

Building  Zone  Cases. 

1291-21-BZ. 

APPLICANT — Willard  Parker,  for  Tuchy  &  Upton,  Inc., 
owner. 

PREMISES — 129  Broadway,  126  Washington  street. 
Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  51  com¬ 
munity  public  garages  and  one  public  garage  for 
more  than  five  motor  cars. 

1661-21-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Anna  Bray,  owner. 

PREMISES — 10Q3-1005  Intervale  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 
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124-22-BZ. 

APPLICANT— Fred  Hensel,  applicant  and  owner. 

PREMISES— 541  Mitchell  avenue,  Flushing,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  two  commercial  cars. 

323-22-BZ 

APPLICANT— New  York  Telephone  Company,  applicant 
and  owner. 

PREMISES— 206-224  West  36th  street,  Manhattan. 

TO  PERMIT  in  a  B  area  district  the  omission  of  a  rear 
yard  as  required  by  law. 


PUBLIC  HEARINGS.. 

Friday,  March  31,  1922,  at  2  p.  tn. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matters  have  been  adjourned  to 

Friday,  March  31,  1922,  at  2  p.  m. : 

280- 22-S — Proposed  Amendments  to  Code  of  Ordinances. 

281- 22-S — Proposed  Rules  “Standpipe”— “Fire  Line.”' 


BOARD  OF  APPEALS. 

Tuesday,  April  4,  1922,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

131-22-A — 62  Delancey  street,  Manhattan. 

148 -22- A — 11  Azolea  street,  Middle  Village,  Queens. 

168-22- A — 102  Jamaica  avenue,  Flushing,  Queens. 
1251-21-A— Pier  No.  3,  foot  of  47th  street,  Brooklyn. 
1275-21-A— Southwest  corner  Richmond  Terrace  and  West¬ 
ern  avenue,  Richmond. 

1483-21-A — 1628  Decatur  street,  Queens. 

216-22-A — 203  West  77th  street,  Manhattan. 

1349-21-A — 1  West  139th  street,  Manhattan. 

1649-21-A — 2186  Anthony  avenue,  The  Bronx. 

11-22-A — 416-418  East  59th  street,  Manhattan. 

30-22-A — 217  East  51st  street,  Manhattan. 

158-22-A— 130-132  Chambers  street,  Manhattan. 

160-22- A — 133  Crosby  street,  Manhattan. 

176-22-A — East  side  Butternut  street,  177  ft.  south  of 
165th  street,  The  Bronx. 

Under  Buildincj  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by <  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  April  4,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  142-21-BZ — Application,  February  7,  1922,  under 
the  building  zone  resolution,  of  Joseph 
S.  Byrne,  attorney,  on  behalf  of  Charles 
Roissello,  owner,  for  a  rehearing  of  an 
application  previously  denied  to  permit 
in  a  residence  district  the  extension  in 
height  of  existing  factory;  premises 
1963-1965  East  18th  street,  Brooklyn. 

cal.  NO.  110-22-BZ — Application,  January  26,  1922,  under 
the  building  zone  resolution,  of  John 
DeHart,  architect,  on  behalf  of  Thomas 
J.  McKeon,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  public 
garage ;  premises  1246-1248  Cromwell 
avenue,  The  Bronx. 

cal.  no.  215-22-BZ — Application,  February  15,  1922,  under 
the  building  zone  resolution,  of  Jere¬ 
miah  K.  Cronin,  applicant,  on  behalf  of 
Ella  Crawford,  owner,  Gertrude  Saun¬ 
ders,  lessee,  to  permit  in  a  business  dis¬ 


trict  the  conversion  of  an  existing  six 
story  stable  into  a  public  garage;  prem¬ 
ises  203  West  77th  street,  Manhattan. 

cal.  no.  228-22-BZ — Application,  February  16,  1922,  under 
the  building  zone  resolution,  of  Joseph 
L.  Hernon,  applicant,  on  behalf  of 
Charles  S.  Brown,  owner,  to  permit  in 
a  residence  district  the  conversion  of 
an  existing  private  dwelling  into  a  busi¬ 
ness  building;  premises  247  Lexington 
avenue,  Manhattan. 

cal.  no.  229-22-BZ — Application,  February  16,  1922,  under 
the  building  zone  resolution,  of  Arthur 
O.  Freidman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  business  building;  premises 
3402  Edgemere  avenue,  Edgemere, 
Long  Island. 

cal.  no.  370-22-BZ — Application,  March  11,  1922,  under 
the  building  zone  resolution,  of  C.  B.  J. 
Snyder,  architect,  on  behalf  of  City 
of  N.  Y.  (Board  of  Education),  own¬ 
er,  to  permit  in  a  residence  district  the 
erection  of  a  public  school ;  premises 
402-450  Pennsylvania  avenue,  Brook¬ 
lyn. 

cal.  no.  106-22-BZ — Application,  January  25,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Behan,  applicant,  on  behalf  of  New 
Dorp  Coal  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
of  coal  pockets  and  silos ;  premises  east 
side  5th  street,  50  feet  north  of  Sea- 
view  avenue,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  4,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

2-22- S — 685-587  Fulton  street,  Brooklyn. 

1689-21 -S — 5-11  East  137th  street.  Manhattan. 

173-22-S — 209  East  26th  street,  Manhattan. 

190-22- S — 21-23  West  34th  street,  Manhattan. 

207-22-S — 277-279  Morris  avenue,  The  Bronx. 

302-22-S — 391  Fifth  avenue,  Manhattan. 

335-22- S — 36  East  23rd  street,  Manhattan. 

41-22-S — 338  Bowery,  Manhattan. 

177-22-S — 251-253  Classon  avenue,  210-216  Taaffe  Place, 
Brooklyn. 

212-22-S — 2312  Third  avenue,  Manhattan. 

235-22-S — 62  Fulton  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1 12-22- S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong:  approval  of  A.  C  Oa- 
trander  Trouble  Bell. 


BOARD  OF  APPEALS 

Tuesday,  April  11,  1922,  at  10  a.  m . 

Appeals  from  Administrative  Orders. 

1383-21-A — 304  West  54th  street,  Manhattan 

178-22- A — 45-47  West  57th  street,  Manhattan. 

189-22- A — 331-333  East  27th  street,  Manhattan. 

324-22-A — North  side  Greenpoint  avenue,  237  ft.  north 
of  Kingsland  avenue,  Brooklyn. 


CALENDAR 


356-22-A — 1298  Girard  avenue,  The  Bronx. 

3-22-A— 319-321  East  44th  street,  Manhattan. 
109-22-A— 165-167  40th  street,  Corona,  Queens. 
125-22-A— 375  Walnut  street,  Winfield,  Queens. 
156-22-A — 2316  Grand  avenue,  The  Bronx. 
174-22-A — 129-131  Greene  street,  Manhattan. 
179-22-A — 146  Wooster  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  April  18,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

193-22-A — 1284  Cromwell  avenue,  The  Bronx. 

246-22-A— 536-556  West  27th  street,  Manhattan. 

7?4-21-A — 1521  Atlantic  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  18,  1922,  at  10 
o'clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal  NO.  1449-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Henry 
J.  Schnackenberg,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage;  premises  69  Ferguson  street, 
Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  18,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

224-22- S — 292-314  Kent  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

252-22-S— Samson  Vibrating  Bell,  approval  of. 

1373-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1421-21-S — -Guardene  Non-Slop  Extinguisher — approval  »f. 
13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Bur¬ 
ner,  approval  of. 

53-21-S — Angle  Hose  Valve. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

194-22-S — Worthington  Snow  Model  Duplex  Oil  Pumps, 
'  approval  of. 

357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  12,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

11*7-21- A — *40-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 


352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

5C2-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queena. 

1585-21-A — 2152  Metropolitan  avenue.  Queen*. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  louthwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  26,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

894-19- A — Pier  8,  North  River,  Manhattan. 

595-19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River.  Manhattan 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 1 9-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 1 9- A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pirr  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  955S7-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 
*50- 19- A — Pier  121,  foot  of  West  131»t  street,  North 
River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19- A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

8 90-19- A — Pier  70,  East  River,  Manhattan. 

265- 20- A — Pier  46,  East  River,  foot  of  .  Van  Brunt  street, 

Brooklyn. 

266- 20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 
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889-20-A — Pier  35,  East  River,  n.  e.  >.  Atlantic  Basin, 
Brooklyn. 

870-20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 
Brooklyn. 

8T1  20-A — Pier  27,  East  River,  foot  of  Baltic  street, 
Brooklyn. 

878-20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 
Brooklyn. 

87S-20-A — Pier  19,  East  River,  foot  of  Clark  street, 
Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

852-20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E.  streets,  Brooklyn. 

353-20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F.  streets,  Brooklyn. 

883-20-A — Pier  20,  East  River,  Manhattan. 

420-20-A — Pier  5,  between  Poplar  and  Middagh  atreeta, 
Brooklyn. 


421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn, 

423 - 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 

foot  of  Dover  street,  Manhattan. 

907-21-S — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Fler  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  21,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  March  14,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  12,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1383-21-A 

APPELLANT— Lecy  A.  Kahn. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 304  West  54th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1922,  at 
10  a.  m. 


1539-21-A. 

APPELLANT — William  H.  Ludwig,  for  Gustav  Sattler, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED1 — 12i  West  50th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Anthony  G.  Imhof  and  Louis  A. 
Hornum. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(1539-21-A) 


Whereas,  William  H.  Ludwig,  for  Gustav  Sattler, 
owner,  filed,  Dec.  21,  1921,  an  appeal,  with  the  board  of 


appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  12  West  50th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No 
27899-F,  dated  Nov.  15,  1921,  reads: 

.  “L  .  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same 
plant  with  said  openings  and  which  are  not  more 
than  50  ft.  above  a  neighboring  roof  at  the  south 
side  of  building,  or  other  approved  protection  as  per 
section  375,  article  18,  chapter  5  of  the  Code  of  Ordi¬ 
nances.”  : 


and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  22  ft.  by  82  ft.  5  in.  in  area;  occupied, 
1st  and  2nd  stories,  ladies’  hair  dressing,  massage  and 
manicuring  parlors,  1  employee;  3rd  story,  furrier,  2 
employees;  4th  story,  dressmaking,  11  employees;  5th  story, 
ladies’  tailor,  6  employees;  there  being  windows  on  the 
south  side  exposed  to  a  three-story  and  basement  resi¬ 
dence  building;  and 

Where\s,  appellant  states  that  it  would  be  impracticable 
to  place  shutters  on  the  rear  windows,  as  they  are  large 
mullion  windows  and  the  shutters  when  open  would  lap 
each  other  and  obstruct  light  and  ventilation  and  that 
the  windows  in  the  small  court  on  the  west  side  of  build¬ 
ing  would  also  open  against  each  other  and  would  ob¬ 
struct  light  and  ventilation  and  to  remove  the  present 
window  frames  and  sash,  glazed  with  wire  glass  would 
be  a  hardship  as  these  windows  were  installed  in  1917. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1625-21-A. 

APPELANT— John  J.  Dunnigan,  for  Louis  J.  Lowen- 
thal,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 539-549  Fordham  road,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  John  J.  Dunnigan. 
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For  Administration :  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 7 

Absent  .  0 

THE  RESOLUTION: 

(1625-21-A) 

Whereas,  John  J.  Dunnigan,  architect,  for  Louis  J. 
Lowenthal,  owner,  filed,  December  12,  1921,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  539-549  Fordham  road, 
The  Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  December  2nd,  1921,  in  acting  on  N.  B.  App.  No. 
1218-1920,  reads : 

“1  2J4  in.  Standpipe  (fireline)  must  be  carried  around 
interior  walls  of  building,  as  per  Cal.  179-20-S  adopted 
April  19th,  1920,  Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
on  an  interior  lot,  one  story  in  height,  100  ft.  front,  and 
153  ft.  and  83  ft.  in  depth,  irregular,  11,800  sq.  ft.  in  area, 
occupied  as  a  public  garage,  equipped  with  a  2)4  in.  stand¬ 
pipe  attached  to  the  centre  girder  extending  from  the 
front  to  midway  of  the  rear,  with  50  ft.  of  hose  at  the 
front  end  and  75  ft.  of  hose  at  the  rear  end;  and 

Whereas,  appellant  states  that  the  standpipe  was  in¬ 
stalled  according  to  directions  of  the  bureau  of  fire  pre¬ 
vention  and  that  plans  at  the  time  of  approval  showed 
a  column  at  the  centre,  which  column  was  removed  and 
a  girder  substituted,  to  which  girder  the  standpipe  was 
attached ;  and 

Whereas,  under  Cal.  No.  447-20-BZ,  permit  was  granted 
for  the  erection  of  a  garage  on  these  premises. 

Resolved,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1685-21-A. 

APPELLANT — Samuel  Rosenblum. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 21  Bowery  (rear),  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1685-21-A) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Sydney  Jones  Colford,  owner,  filed,  Dec.  23,  19&1,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  21  Bowery  (rear), 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
28935-F  reads  * 

"1.  Provide  a  separate  and  distinct  system  of  Au¬ 
tomatic  Sprinklers  throughout  building  having  at 
least  one  source  of  water  supply  arranged  and  equipped 
as  provided  in  the  rules  for  fire  extinguishing  appli¬ 
ances  adopted  by  the  Board  of  Standards  and  Ap¬ 
peals  May  24,  1917  *  *  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  50  ft.  by  60  ft.  in  area;  occupied,  1st 


story,  novelties  and  die  tool  manufacturing;  2nd  story, 
mfg.  pants,  11  persons;  3rd  story,  mfg.  of  pants  and 
slippers,  16  persons;  4th  story,  mfg.  pants,  26  persons; 
6th  story,  mfg.  pants  and  coats,  24  persons ;  the  means 
of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  5th  story,  enclosed  in  fire  re¬ 
tarding  partitions,  a  fire  escape  in  each  of  the  side  courts 
with  gooseneck  ladder  to  the  roof  and  counterbalanced 
stairway  to  the  yard ;  and 

Whereas,  the  appellant  contends  that  at  the  time  the 
original  order  was  issued  there  was  a  paper  box  occupancy 
and  a  tenant  using  chemicals  and  oils,  both  of  Which 
occupancies  have  been  vacated. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  the  use  and  occupancy  remain  un¬ 
changed,  and  the  total  occupancy  be  limited  to  not  more 
than  fifty  people  in  the  entire  building. 


1686-21- A. 

APPELLANT — Samuel-  Rosenblum,  for  Stebbins  Realty 
&  Construction  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 125  West  22nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  . .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1686-21-A) 


Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Stebbins  Realty  and  Construction  Company,  owner,  filed, 
Dec.  28,  1921,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  125 
West  22nd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
28'652-F,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis+ 
tant  in  a  direct  line  less  than  30  ft.  from  an  opening 
in  any  other  building  *  * 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  21  ft.  by  91  ft.  in  area  in  the  1st  story 
and  21  ft.  by  50  ft.  in  area  above;  occupied,  basement, 
candy,  fruit  store  and  lunch  room ;  1st  story,  salesrooms, 
braids  and  notions,  4  persons ;  2nd  story,  mfg.  embroidery, 
12  persons ;  3rd  story,  mfg.  of  dresses,  3  to  12  persons ; 
there  being  windows  in  the  rear  which  are  within  30  ft. 
of  the  windows  in  the  side  wall  of  the  building  adjoin¬ 
ing;  and 

Whereas,  the  appellant  contends  that  the  building  is  only 
42  ft.  3  in.  in  height  and  that  the  shutter  requirement  is 
for  buildings  over  40  ft. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  as  long  as  present  use  and  occupancy  remain  sub¬ 
stantially  unchanged. 


89-22-A. 

APPELLANT — William  Rothman,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED' — 190  Union  Hall  street,  Queens. 
APPEARANCES— 

For  Appellant:  William  Rothman. 
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For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(89-22-A) 

Whereas,  William  Rothman,  owner,  filed,  February  9, 
1922,  an  appeal  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  190  Union  Hall 
street,  Jamaica,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  69162- 
LC,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the 
iBoard  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.  adopted  July  25,  1916,  inasmuch  as  motor  ve¬ 
hicles  stored  are  used  for  commercial  purposes.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  lo¬ 
cated  in  a  residence  district,  on  the  front  of  which  is  a 
dwelling  and  on  the  rear  a  1  story  non-fireproof  building, 
25  ft.  by  30  ft.  in  area ;  occupied  as  a  garage  for  one  com¬ 
mercial  car  and  one  pleasure  car,  the  property  of  the  resi¬ 
dent  owner;  and 

Whereas,  the  appellant  has  filed  affidavits  that  this  oc¬ 
cupancy  has  been  continuous  since  1914. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  permitting  the  storage  of  one  commercial  car  on  the 
premises  the  property  of  the  owner,  and  only  for  such 
times  as  the  premises  remain  in  the  present  ownership. 


94_22- A. 

APPELLANT — Harry  V.  Brill,  for  New  York  Trade 
School,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1246-1260  1st  avenue,  401-423 
East  67th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Harry  V.  Brill. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent :  .  0 


THE  RESOLUTION: 

(94-22-A) 

Whereas,  Harry  V.  Brill,  for  New  York  Trade  School, 
owner,  filed,  Jan.  23,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  1246-1260  1st  avenue  and  401-423  East  67th 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads:. 

“Install  a  standpipe  system  with  risers  4  in.  in  diam¬ 
eter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  with  neces¬ 
sary  check  valves  and  2 J4  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  *  * 

and 

Whereas,  the  premises  consist  of  a  group  of  ten  build¬ 


ings  from  1  to  3  stories  in  height,  occupied  by  the  New 
York  Trade  School,  averaging  from  20  to  75  students  on 
each  floor,  the  buildings  being  interconnected;  and 

Whereas,  the  appellant  contends  that  none  of  the  build¬ 
ings  exceed  45  ft.  in  height  and  that  all  the  floors  are 
equipped  with  fire  extinguishers  and  water  buckets. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  openings  in  the  gable  wall 
of  the  three-story  building,  above  the  roof  of  the  two-story 
building  to  the  west,  be  protected  with  fireproof  windows 
or  doors,  and  that  the  two  door  openings  on  the  second 
floor,  connecting  with  the  two-story  building  to  the  west, 
be  protected  with  a  self-closing  fireproof  door  and  an  au¬ 
tomatic  sliding  fireproof  door  and  that  a  40-gallon  chemi¬ 
cal  extinguisher  be  provided  in  the  first  story. 


75-22- A. 

APPELLANT — Consolidated  Shipbuilding  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Corner  New  York  Central 
Railroad  Tracks  and  East  177th  street,  The  Bronx. 
APPEARANCES— 

For  Appellant :  Bruce  Scrimgeour. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent :  .  o 

THE  RESOLUTION  : 


((75-22- A) 

Whereas,  Consolidated  Shipbuilding  Corporation,  owner, 
filed,  January  17,  1922,  an  appeal  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  corner  New  York  Central  Railroad  Tracks 
and  East  177th  street,  The  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  in  acting  on  Alt.  App.  No.  244-21,  reads: 

“2,  Flash  point  &  specific  gravity  are  not  as  per 
rules. 

“3.  Plans  should  show  building  in  which  furnaces 
are  located. 

“5.  Rules  require  an  enclosure  around  tanks. 

“6.  Complete  detad  information  as  to  tanks  should 
be  given  as  required  by  rules.  Tanks  to  be  tested  in 
the  presence  of  a  City  Official. 

“8.  Show  antisyphon  system. 

“9.  (c)  Pumps  must  be  in  duplicate  and  by-passed. 

“(d)  Present  rules  require  a  separate  hand  pump. 

“(e)  Rules  require  extra  heavy  standard  steel  or 
brass  piping. 

“(g)  Rules  require  an  overflow  pipe. 

“(j)  Piping  must  be  tested  to  at  least  15  pounds  in 
presence  of  a  City  Official. 

“(k)»  Pumps  must  be  of  a  type  approved  by  Board 
of  Standards  and  Appeals. 

“10.  Provision  shall  be  made  to  insure  cessation  of 
oil  supply  from  tank  to  burner  when  pump  is  not  at 
work. 

“11.  Complete  details  showing  material  and  con¬ 
struction  of  burners  must  be  filed. 

“(a)  Show  compliance  with  all  provisions  of  Rule  16. 

“(b)  Burners  must  be  a  type  approved  by  the  (Board 
of  Standards  and  Appeals. 

“14.  Show  how  rule  21  will  be  complied  with.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  lo¬ 
cated  along  the  Harlem  River,  on  which  is  located  the 
plant  of  the  Consolidated  Shipbuilding  Corporation,  there 


MINUTES 


being  a  fuel  oil  installation  used  for  plate  and  angle  bend¬ 
ing  furnaces,  this  installation  being  part  of  the  regular 
shipyard  equipment,  the  tanks  being  buried  underground; 

and 

Whereas,  the  appellant  contends  that  this  .  installation 
has  been  in  use  for  over  25  years  and  permits  covering 
same  issued  regularly  by  the  fire  department  and  that 
the  alterations  proposed  were  for  the  purpose  of  replacing 
worn  out  parts. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  use  of  the  fuel  oil  burn¬ 
ing  installation  be  restricted  to  the  manufacturing  process 
which  has  been  in  operation  at  this  plant  for  twenty-five 
years. 


118- 22-A. 

APPELLANT — Conran  Standpipe  Co. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTEED— 66  Grand  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Wm.  F.  Conran. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent :  .  0 

THE  RESOLUTION: 

(118-22-A) 

Whereas,  Conran  Standpipe  Company,  for  Mary  A.  La- 
mont  and  J.  A.  Wood,  as  committee,  owners,  filed,  Janu¬ 
ary  27,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  66 
Grand  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  15341- 
LC  reads  * 

“1.  Install  an  approved  system  of  automatic  sprink¬ 
lers, 
or 

“Reduce  quantity  of  combustible  fibre  to  less  than 
20  tons.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  22  ft.  6  in.  by  88  ff.  in  area;  occupied 
for  the  storage  of  rags,  4  persons  in  the  4th  story  and  5 
persons  on  the  5th  story;  and  . 

Whereas,  there  has  been  installed  in  the  building  a  Con¬ 
ran  dry  non-automatic  sprinkler  system  with  floor  control 
in  accordance  with  the  modification  of  the  chief  of  the 
bureau  of  fire  prevention ;  the  building  being  unheated. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 

119- 22-A.  #  ^  ''T 

APPELLANT— Conran  Standpipe  Co. 

SUB  TECT— Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 34  Howard  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Wm.  F.  Conran. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— 'Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  ® 

.  Absent  .  0 

THE  RESOLUTION: 

(119-22-A) 

Whereas,  Conran  Standpipe  Company,  for  Steinberg 


Bros.  &  Wolff,  Inc.,  owner,  filed,  January  27,  1922,  an 
appeal  with  the  board  of  appeals  from  an  order  of  the 
fire  commissioner,  affecting  premises  34  Howard  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  12260- 
LC,  reads: 

“1.  Install  an  approved  system  of  automatic  sprink¬ 
lers, 
or 

“Reduce  quantity  of  combustible  fibre  to  less  than 
20  tons”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  22  ft.  2  in.  by  110  ft  in  area  in  the  1st 
story  and  22  ft.  11  in.  by  101  ft.  above;  occupied  for  the 
storage  of  rags,  2  persons  on  the  1st  story;  and 

Whereas,  there  has  been  installed  in  the  building  a  Con¬ 
ran  dry  non-automatic  sprinkler  system  with  floor  control 
in  accordance  with  the  modification  of  the  chief  of  the 
bureau  of  fire  prevention ;  the  building  being  unheated. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  automatic,  fire  alarm  system 
be  installed  throughout  premises  with  direct  connection  to 
fire  headquarters. 


120-22- A. 

APPELLANT— Conran  Standpipe  Co. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 69  Mercer  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  William  F.  Conran. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(120-22- A) 

Whereas,  Conran  Standpipe  Company,  for  A.  Searles, 
owner,  filed,  January  27,  1922,  an  appeal  with  the  board,  of 
appeals  from  a  decision  of  the  fire  commissioner,  affecting 
premises  69  Mercer  street,  Manhattan;  and. 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and.  equipped 
as  provided  in  the  rules  for  fire  extinguishing  appli¬ 
ances  adopted  by  the  Board  of  Standards  and  Appeals 
May  24,  1917,  as  amended.  May  2,  1918,  and  January 
21,  1919,  effective  February  17,  1919.”; 

ises. 

Whereas,  the  building  is  of  non-fireproof  construction. 
5  stories  in  height,  22  ft.  6  in.  by  92  ft.  in  area,  occupied 
for  the  storage  of  rags,  2  persons  on  the  4th  story  and  4 
persons  on  the  5th  story ;  and 
Whereas,  the  appellant  has  installed  in  lieu,  of  the  au¬ 
tomatic  sprinklers  a  Conran  dry  non-automatic  sprinkler 
svstem  with  floor  control  in  accordance  with  the  modifica¬ 
tion  of  the  chief  of  the  bureau  of  fire  prevention;  the 
building  being  unheated,  there  being  no  heating  plant  in 
operation. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  automatic,  fire  alarm  system 
he  installed  throughout  premises  with  direct  connection  to 
fire  headquarters. 
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131-23- A. 

APPELLANT — Harrison  G.  Wiseman,  for  Delancey  The¬ 
atre,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 62  Delancey  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  4,  1922,  at  10 
a.  m.,  on  written  request  of  appellant. 


140-22- A. 

APPELLANT — Cornelius  Callaghan,  for  William  G. 
Rockefeller,  owner. 

SUBJECT- — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 9  East  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Cornelius  Callaghan. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(140-32- A) 

Whereas,  Cornelius  Callaghan,  for  Wm.  G.  Rockefeller, 
owner,  filed,  Feb.  2,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  9  East  54th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
5106-F,  reads : 

“You  are  hereby  ordered  and  required  within  sixty 
days  from  the  date  of  service  of  this  order  to 

“l.  _  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in .  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  *  *  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  65  ft.  in  area;  occupied,  1st 
story,  offices,  3  persons ;  2nd  story,  show  rooms,  3  persons ; 
3rd  story,  photographic  studio,  2  persons ;  4th  story,  work¬ 
rooms,  12  persons;  5th  story,  developing  rooms  and  jani¬ 
tor’s  quarters,  3  persons;  there  being  a  bay  window  with 
leaded  glass  on  the  2nd  story,  which  is  within  30  ft.  of 
the  window  in  the  adjoining  building;  and 

Whereas,  the  appellant  contends  that  it  would  be  diffi¬ 
cult  to  fireproof  these  windows  without  ruining  a  valuable 
feature  of  the  room. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  all  windows  in  the  rear 
wall  which  are  within  30  ft.  of  openings  in  the  adjoining 
building  be  provided  with  iron  or  kalameined  shutters,  ex¬ 
cepting  the  three  leaded  glass  sash  in  the  bay  window  of  the 
second  story. 


150-22-A. 


APPELLANT— Charles  H.  Richter,  for  A.  V.  H.  Stuy 
vesant,  Jr.,  et  al.,  owners. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner 
PREMISES  AFFBCTEDi — 146  East  517th  street,  Manhat 
tan. 

APPEARANCES— 


For  Appellant:  Charles  H.  Richter. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 


THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney 

and  Kerby  .  4 

Negative:  Chairman  Walsh,  Mr.  Holland  and 

Fire  Chief  Kenlon  .  3 

Absent  .  0 

THE  RESOLUTION: 

(150-22-A) 


Whereas,  Charles  H.  Richter,  for  A.  V.  H.  Stuyvesant, 
Jr.,  et  al.,  filed,  Feb.  3,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  140  East  57th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  fire  escape  or  other  secondary  means 
of  escape  for  each  story  used  for  dwelling  purposes 
above  garage,  sec.  154,  ch.  10,  Code  of  Ordinances. 

“2.  Discontinue  the  use  of  4th  story  for  dwelling 
purposes,  sec.  154,  ch.  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  4 
stories  in  height,  25  ft.  by  99  ft.  in  area,  occupied  in  the 
1st  story  as  garage  and  stable,  2  persons;  2nd  story, 
dwelling,  3  persons;  3rd  story,  dwelling,  2  persons;  4th 
story,  dwelling,  2  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  4th  story,  a  doorway  leading  to  the  extension  roof 
in  the  4th  story,  with  stairs  to  adjoining  roof,  an  iron 
bridge  on  the  3rd  story  leading  to  an  extension  roof  at 
rear,  egress  by  door  in  the  2nd  story  to  extension  roof. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


151-2,2-A. 

APPELLANT — Phoel  &  Schnaller,  for  Estate  of  John  V. 
Cockroft,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 711-73  Nassau  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Robert  S.  Tipping. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
iBoulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative .  0 

Absent  .  0 


THE  RESOLUTION: 

(151-22-A) 

Whereas,  Phoel  &  Schnaller,  for  Estate  of  John  V. 
Cockcroft,  owner,  filed,  Feb.  3,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  71  and  73  Nassau  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“L  Have  each  person  operating  the  blow-pipe  or 
other  similar  device  or  apparatus  for  heating,  melting, 
or  welding  apply  for  and  secure  a  Certificate  of  Fit¬ 
ness.  ***.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  16 
stones  in  height,  50  ft.  by  100  ft.  in  area,  occupied  for  light 
manufacturing,  mostly  jewelry  and  offices,  averaging  25 
persons  per  floor;  and 

.  Whereas,  the  appellant  contends  that  the  necessity  for 
individual  Certificate  of  Fitness  does  not  exist  because 
the  person  operating  the  blow-pipe  does  not  operate  the 
oxygen  regulator,  nor  has  he  anything  to  do  with  the 
tanks  or  cylinders  containin  the  oxygen,  that  the  oxygen 
as  used  in  the  factory  is  piped  a  considerable  distance 
from  the  tank  and  the  men  operating  the  individual  torches 
use  these  for  soldering  and  that  the  larger  torch  used 
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for  melting  platinum  at  the  tank  side  is  operated  by  one 
of  the  members  of  the  firm  who  has  a  Certificate  of  Fit¬ 
ness  ;  and 

Whereas,  the  board  deemed  that  in  view  of  the  fact  that 
the  operator  of  the  tank  has  a  certificate  of  fitness,  that 
the  appeal  should  be  grafted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


178-22-A 

APPELLANT — A.  L.  Libman  &  Gail  T.  Brown,  for  Red¬ 
stone  Holding  Corp.,  lessee. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 45^17  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Gail  T.  Brown  and  A.  L.  Lib- 


man. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . 0 

THE  RESOLUTION: 

(178-22-A) 


Whereas,  A.  L.  Libman  and  Gail  T.  Brown,  for  John 
C.  Tomlinson  and  Edward  and  Maria  Ely,  owners,  filed, 
Feb.  8,  1922,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  superintendent  of  buildings,  affecting 
premises  45-47  West  57th  street,  Manhattan  ;  and 

Whereas,  the  decision  of  ithe  superintendent  of  build¬ 
ings  reads : 

“This  amendment  is  disapproved  with  the  following 
objections : 

“1.  Propsoed  additional  story  is  contrary  to  the 
provisions  of  section  72-K  unless  the  building  is  re¬ 
constructed  fireproof  as  defined  in  section  71. 

“2.  Construction  of  roof  tank  cannot  be  considered 
un/til  revised  plans  are  submitted,  showing  location  and 
support.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
7  stories  in  height,  50  ft.  3  in.  by  100  ft.  5  in.  in  area 
in  the  1st  story  and  50  ft.  3  in.  by  90  ft.  above;  occupied 
in  the  1st  and  2nd  stories  as  stores,  60  persons  ;  3rd  to  7|th 
stories,  offices.  60  persons  in  each  story;  it  is  proposed  to 
erect  a  pent  house  on  the  roof  extending  the  full  width 
of  the  building  and  39  ft.  6  in.  back  from  the  building 
line,  the  building  to  be  equipped  with  standpipe  and  hose 
equipment;  and 

Whereas,  the  appellant  contends  that  the  pent  house  will 
serve  as  an  enclosure  for  the  elevator  machinery  and 
is  to  enclose  a  standpipe  tank  and  the  installation  of  a 
standpipe  and  tank  will  reduce  ithe  hazard. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and 
it  hereby  is  denied. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . » . 

Absent  . 

THE  RESOLUTION: 


7 

0 

0 


(360-22-A) 

Whereas,  Samuel  Rosenblum,  for  William  H.  and 
Nathan  H.  Lyons,  owner,  filed,  March  9,  1922,  an  appeal 
,  with  the  board  of  appeals,  from  a  decision  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  282-84  Bowery  and 
89  East  Houston  street  (S.  W.  C.),  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  March  7,  1922,  in  acting  on  Alt.  No.  406- 
1922,  reads : 

“1.  Building  should  be  fireproof,  section  72-lC  & 
lE  Building  Code. 

“£.  E^cit  facilities  are  inadequate,  sections  152  and 
153,  Building  Code.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  (about 
,53  ft.  in  height),  40  ft.  by  94  ft.  irregular  in  area,  occupied, 
1st  story,  store;  factory  above;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  enclosed  with  fire  resisting 
partitions,  fireproof  self-closing  doors  at  openings,  a  fire 
escape  on  each  street  front,  the  openings  on  the  course 
of  fire  escapes  on  Bowery  front  being  fireproof;  and 

Whereas,  applicant  proposes  to  occupy  the  building  store 
1st  story,  lodging  house  above,  61  persons  on  each  story, 
and  further  proposes  to  provide  horizontal  exits  to  build¬ 
ing  at  south  on  each  story  above  the  1st  story,  with  auto¬ 
matic  fireproof  doors,  also  to  connect  each  fire  escape  bal¬ 
cony  on  the  Bowery  front  with  corresponding  balconies  on 
buildings  at  south ;  the  buildings  being  under  one  owner¬ 
ship;  and 

Whereas,  applicant  contends  with  the  four  means  of 
egress  remote  from  each  other  on  each  story,  would  pro¬ 
vide  greater  safety  in  case  of  fire  than  to  carry  out  the 
strict  letter  of  the  law. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  work  pro¬ 
posed  by  appellant  be  complied  with,  and  that  the  occu¬ 
pancy  be  limited  to  not  more  than  sixty-one  persons  on 
any  one  floor. 


213-22-A 

APPELLANT— N.  Bobecki. 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 8  Forest  street,  Winfield, 
Queens. 

APPEARANCES— 

For  Appellant :  None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


360-22-A. 

APPELLANT — Samuel  Rosenblum,  for  William  H. 
Lyons,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 282-284  Bowery,  89  East 
Houston  street,  Manhattan. 

APPEARANCES— 

For  Appellanlt:  Samuel  Rosenblum. 

For  Administration :  None. 

ACTION  OF  BOARD — Granted  on  condition. 


774-24-A. 

APPELLANT — Church  Charity  Foundation  of  the  Dio¬ 
cese  of  Long  Island. 

SUBJECT — Appeal  from  order  issued  by  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 1521  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD1— Chairman  read  correspondence. 

Application  reopened  and  set  for  hearing  April 
18,  1922,  at  10  a.  m. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . . . 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  fil¬ 
ing;  but  where,  despite  notice  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the 
administrative  official  in  the  performance  of  his  duty : 

(1475-21-A) 

Filed  Nov.  29 — Premises  18  East  2nd  street,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant,  Max 
Goldberg.  Dismissed  for  lack  of  prosecution. 
(1484-21-A) 

Filed  Nov.  30 — Premises  1275-1291  Broadway,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant,  Gim- 
Ibel  Bros.  Dismissed  for  lack  of  prosecution. 
(1493-21- A) 

Filed  Nov.  30— Premises  986  Findlay  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Appellant,  James 
L.  Zemsky.  Dismissed  for  lack  of  prosecution. 
(1494-21-A) 

Filed  Nov.  30 — Premises  988  Findlay  avenue,  The  Bronx. 
Order  of  the  fire  commissioner.  Appellant,  Abra¬ 
ham  Bronstein.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(1495-21-A) 

Filed  Nov.  30 — Premises  990  Findlay  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Appellant,  Irving 
Fine.  Dismissed  for  lack  of  prosecution. 
(1497-21-A) 

Filed  Nov.  30 — Premises  996  Findlay  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Appellant,  Wil¬ 
liam  Rudick.  Dismissed  for  lack  of  prosecution. 
(1498-21-A) 

Filed  Nov.  30 — Premises  1000  Findlay  avenue,  The  Bronx. 
Order  of  the  fire  commissioner.  Appellant,  David 
Schneider,  Dismissed  for  lack  of  prosecution. 
(1668-21- A) 

Filed  Dec.  20 — Premises  518-526  East  122nd  street,  Man¬ 
hattan.  Orders  of  the  fire  commissioner.  Appel¬ 
lant,  Friestedt  Underpinning  Co.  Dismissed  for 
lack  of  prosecution. 

(1669-21-A) 

Filed  Dec.  20 — Premises  221  West  17th  street,  Manhattan. 
Order  of  the  fire  commissioner.  Appellant,  United 
States  Trucking  Corp.  Dismissed  for  lack  of 
prosecution. 

(1670-21- A) 

Filed  Dec.  20 — Premises  318-324  Scholes  street,  Brooklyn. 

Order  of  the  fire  commissioner.  Appellant,  Hud¬ 
son  Bag  Co.,  Inc.  Dismissed  for  lack  of  prose¬ 
cution. 

(1676-21- A) 

Filed  Dec.  22 — Premises  8022-8024  Jamaica  avenue,  Wood- 
haven,  Queens^  Order  of  the  fire  commissioner. 
Appellants,  Shrage  &  Levy.  Dismissed  for  lack 
of  prosecution. 

(1717-21-A) 

Filed  Dec.  31 — Premises  142  5th  avenue,  Manhattan.  Order 
of  the  fire  commissioner.  Appellant,  Edward  Jor- 
dan-Kiel  Co.  Dismissed  for  lack  of  prosecution. 
Motion  to  dismiss  the  above  cases  was  adopted  by  the 
following  vote : 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby _  6 


Negative  _ • . .  o 

Absent:  Fire  Chief  Kenlon  .  i 


THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed  with  the 
6  board  of  appeals  various  appeals  from  orders  affecting  the 
0  premises  stated  ;  and 

1  Whereas,  appellants  have  failed  to  complete  their  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be,  and  they  hereby 
are,  dismissed  for  lack  of  prosecution. 


BUILDING  ZONE  CASES. 

1339-21-BZ. 

APPLICANT — Oscar  Wm.  Swift,  for  Elizabeth  Ullrich, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED — 7825  87th  road,  Woodhaven, 
Queens. 

APPEARANCES— 

For  Applicant:  Oscar  W.  Swift. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1339-21-BZ) 

.  Whereas,  Oscar  Wm.  Swift,  attorney,  for  Elizabeth  Ull¬ 
rich.  owner,  filed  July  9,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage,  space  in  which  is  rented  to 
persons  not  residing  on  the  premises,  7825  87th  road,  Wood- 
haven,  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district,  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  87th  road  and  87th  avenue  are 
residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
January  21,  1921,  in  acting  on  No.  62397-C-1921,  reads : 

“Maintenance  of  a  garage  is  a  violation  of  section  3 
of  article  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  Tuly  25,  1916,  inasmuch  as  motor 
vehicles,  stored  are  for  sale,  for  rent  or  for  hire  or 
are  subject  to  charges  for  storage.  You  are  therefore 
ordered  to  remove  all  motor  vehicles,  the  fuel  tanks 
of  which  are  not  empty,  stored  by  others  than  the  occu¬ 
pants  of  dwelling  on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  frame  (metal  covered)  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  24  ft.  and  a 
depth  of  21  ft.,  occupied  as  a  gar&ge  for  3  automobiles, 
space  in  which  is  rented  to  persons  not  residing  on  the 
premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  89  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and.  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  capacity  of 
the  garage  be  limited  to  three  automobiles  of  pleasure  car 
type,  for  private  use,  space  for  which  may  be  rented  to 
persons  not  residing  on  the  premises. 
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1540-21-BZ. 

APPLICANT — Oscar  Wm.  Swift,  for  Fred  G.  Scholl  and 
Elsie  Scholl,  owners. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  on  same  lot  with 
dwelling  and  used  for  the  storage  of  a  commercial 
car  and  in  which  space  is  rented  to  persons  not  re¬ 
siding  on  the  premises. 

PREMISES  AFFECTED— 7826  87th  road,  Queens. 
APPEARANCES— 

For  Applicant:  Oscar  W.  Swift. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Kenlon  A .  6 

Negative  . 0 

Absent:  Mr.  Kerby  .  I 


THE  RESOLUTION : 

(1540-121-BZ) 

Whereas,  Oscar*  Wm.  Swift,  attorney,  for  Fred.  G. 
Scholl  and  Elsie  Scholl,  owners,  filed,  July  9,  1921,  an  appli¬ 
cation  under  the  building  zone  resolution  to  permit  in  a 
residence  district  the  maintenance  of  a  garage  used  for 
the  storage  of  a  commercial  car  and  in  which  space  is 
rented  to  persons  not  residing  on  the  premises,  7826  87th 
road,  Queens;  and 

Whereas,  a  public  hearing  was  held  on  th'is  application 
by  the  board  of  appeals  at  its  regular  meeting  February  7, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  87th  road  and  88th  road 
are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
January  21,  1921,  in  acting  on  No.  62317-LC,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  section 
3  of  article  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent,  or  for  hire  or  are 
subject  to  charges  for  storage. 

“You  are  therefore  ordered  to  remove  all  motor 
vehicles,  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupants  of  dwelling  on  lot  where 
garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  35  ft.  and  a  depth  of 
18  ft.,  occupied  as  a  garage  for  four  automobiles,  one  of 
which  is  a  commercial  car  and  space  in  which  is  rented 
to  persons  not  residing  on  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  86  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  capacity. of 
the  garage  be  limited  to  four  automobiles,  one  of  which 
may  be  a  commercial  car,  the  property  of  the  owner  and 
resident  of  the  premises,  and  space  for.  two  other  pleasure 
cars  may  be  rented  to  persons  not  residing  on  the  prem¬ 
ises. 


APPLICANT— Euell  &  Euell,  for  Amelia  Schimmel, 

owner.  .  . 

SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 2499-2501  Amsterdam  avenue, 

Manhattan. 


APPEARANCES— 

For  Applicant:  George  Raymond  Euell. 

For  Opposition:  William  R.  Altman  and  John  G. 
Dyer. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative :  Fire  Chief  Kenlon  .  1 

Absent  . .  0 


THE  RESOLUTION : 

(18-22-BZ) 

Whereas,  Euell  &  Euell,  architects,  for  Amelia  Schim¬ 
mel,  owner,  filed  January  6,  1922,  an  application  under  the 
building  zone  resolution  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  motor  vehicles; 
premises  2499-2501  Amsterdam  avenue,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting,  March  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  is  a  busi¬ 
ness  district  and  184th  street  and  Laurel  Hill  terrace  are 
residence  districts ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  December  27,  1921,  in  acting  on  App.  No.  1539-21, 
reads : 

“Garage  for  more  than  five  cars  may  not  be  per¬ 
mitted  at  this  location,  same  being  in  a  business  zone.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  4  stories  and  cellar  in  height  with  a  frontage 
of  49  ft.  11  in.  and  a  depth  of  100  ft.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  5 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  any  entrances  to 
this  garage  be  confined  to  Amsterdam  avenue;  that  the 
front  walls  on  Amsterdam  avenue  and  184th  street  be  faced 
with  front  brick  and  stone  trimmings;  that  there  be  no  wall 
openings  in  the  first  story,  184th  street  front,  other  than 
windows,  the  sills  of  which  shall  be  not  less  than  six  feet 
above  the  sidewalk ;  that  there  be  no  door  opening  on  184th 
street  other  than  a  fire  door  not  more  than  3  ft.  8  in.  in 
width;  that  any  glass  in  any  of  the  windows  on  the  front 
of  the  building  above  the  first  story  shall  be  translucent 
glass. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  from  the  date  of  this  action,  and  that  the  building 
shall  be  completed  within  eighteen  months  of  the  date  of 
this  action. 


86-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
Caroline  W.  Fraser,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  public  garage. 

PREMISES  AFFECTED1 — 4720-4732  Third  Avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
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Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION : 

(86-22-BZ) 

Whereas,  John  J.  Dunnigan,  architect,  for  Caroline  W. 
Fraser,  owner,  filed,  Jan.  10,  1922,  an  application  under  the 
building  zone  resolution  to  permit  on  a  plot  in  an  unre¬ 
stricted  district  extending  into  business  and  residence  dis¬ 
tricts  the  erection  of  a  garage  for  more  than  5  motor  ve¬ 
hicles;  premises  4720-4732  Third  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  3rd  avenue  is  an  unrestricted 
district  and  Washington  avenue  is  a  residence  district  and 
188th  street  and  189th  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Jan.  3,  1922,  in  acting  on  N.  B.  Application 
No.  1-1922,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  5  motor  vehicles  in  unrestricted  district  extending 
into  business  and  residence  districts  is  contrary  to  pro¬ 
visions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  121.94  ft. 
and  a  depth  of  177.5  ft.  and  109.32  ft.,  irregular,  to  be  occu¬ 
pied  as  a  garage  for  more  than  five  motor  vehicles;  and 
Whereas,  the  plot  on  which  the  proposed  garage  is  to  be 
erected  was  in  one  ownership  on  July  25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  there  shall  be 
no  openings  in  the  rear  wall. 


1687-21-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Louis  Firmbach, 


owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage,  space  in  which  is  rent¬ 
ed  to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED— 2022  Linden  street,  Queens. 


APPEARANCES— 

For  Applicant:  Henry  A.  Geisler. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  1 

Negative  .  0 

Absent  . , . .  0 


THE  RESOLUTION : 

(1687-21-BZ) 

Whereas,  Henry  C.  Brucker,  for  Louis  Firmbach,  own¬ 
er,  filed  Dec.  28,  1921,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is  rented  to  persons  not 
residing  on  the  premises ;  premises  2022  Linden  street, 
Ridgewood,  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  March  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Linden  street  and  Gates  ave¬ 
nue  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
Dec.  29,  1921,  in  acting  on  Order  No.  69375-LC,  reads : 

"Maintenance  of  your  garage  is  a  violation  of  Section 


3,  Article  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or  are 
subject  to  charges  for  storage. 

"You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height  with  a  frontage  of  25  ft.  and  a  depth  of 
20  ft.,  occupied  as  a  garage  for  3  automobiles,  space  in 
which  is  rented  to  persons  not  residing  on  the  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  86.9  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variatiofi  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  storage  be 
limited  to  three  automobiles  of  the  pleasure  car  type,  and 
that  there  shall  be  no  openings  in  the  rear  or  gable  wall. 


1449-21-BZ. 

APPLICANT — Henry  J.  Schnackenberg,  owner. 
SUBJECT — Application  under  the  building  zone  resolu¬ 
tion  to  permit  the  maintenance  of  a  garage. 
PREMISES  AFFECTED — 69  Ferguson  street,  Corona, 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  H.  J.  Schnackenberg. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1922,  at 
10  a.  m.,  to  permit  applicant  to  obtain  additional 
consents. 


1548-21-BZ. 

APPLICANT — Samuel  Rosenblum,  consulting!  engineer, 
for  William  C.  Tobey,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  and  repair  shop. 
PREMISES  AFFECTED — 234  West  61st  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

\  For  Opposition:  None. 

ACTION  OF  BOARD — Granted  on  condition^ 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION : 

(1548-21-BZ) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Wm.  C.  Tobey,  owner,  filed,  June  24,  1921,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  maintenance  of  a  garage  and  repair  shop 
for  more  than  five  motor  vehicles ;  premises  234  West 
61st  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  60th  street  is  a  business  dis¬ 
trict  and  61st  street  is  an  unrestricted  district;  and 
Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  Dec.  12,  1921,  reads : 

"Section  4  of  the  Building  Zone  Resolution  pro¬ 
hibits  both  a  motor  vehicle  repair  shop  and  a  garage 
for  more  than  five  cars  in  a  business  district.  If  you 
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desire  relief,  appeal  should  be  made  to  the  Board 
of  Appeals,  Room  914,  Municipal  Building.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height  with  a  frontage  of  25  ft.  and  a  depth 
of  100  ft.,  to  be  occupied  as  a  garage  and  motor  vehicle 
repair  shop  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  in  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved ,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
ceiling  be  fire-retarded  in  accordance  with  the  rules  of 
the  board  of  standards  and  appeals,  and  that  any  skylights 
installed  be  confined  to  the  rear  30  ft.  of  the  building,  such 
skylights  to  be  glazed  with  wire  glass. 


tion  be  faced  with  front  brick  and  stone  trimmings ;  that  the 
sash  of  all  windows  be  glazed  with  translucent  glass;  that 
there  shall  be  no  door  openings  in  the  rear  wall  other  than 
a  fire  door  or  doors  not  to  exceed  three  feet  eight  inches 
in  width ;  that  there  shall  be  no  openings  throughout  the 
entire  length  and  height  of  the  southerly  gable  wall ;  any 
skylights  in  the  roof  shall  not  be  within  thirty  (30)  feet 
of  the  southerly  gable  wall. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  from  the  date  of  this  action,  and  that  the  build¬ 
ing  shall  be  completed  within  one  year  from,  the  date  of 
this  action. 


1655-21-BZ. 

APPLICANT — Estate  of  Max  Freund. 

SUBJECT— Application  to  permit  on  a  plot  partly  in  a 
business  district  and  partly  in  a  residence  district 
the  erection  of  a  garage  for  more  than  five,  mo¬ 
tor  vehicles. 

PREMISES  AFFECTED— 2469-2471  Amsterdam  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott,  Louis  A.  Shein- 
ert  and  Emil  Frankie. 

For  Opposition:  William  R.  Altman,  John  G.  Dyer, 
Charles  Dempsey  and  Louis  Wechsler. 
ACTION  OF  BOARD— Application  granted  on  condi¬ 
tion. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

-Boulton,  Holland  and  Kerby  .  5 

Negative:  Mr.  Kearney  . .  1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1655-21-lBZ) 

Whereas,  Estate  of  Max  Freund,  owner,  filed,  Dec. 
19,  1921,  an  application,  under  the  building  zone  resolu¬ 
tion,  to  permit  on  a  plot  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles;  premises  2469-71  Amster¬ 
dam  avenue,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  is  a  busi- 
ness  district  and  Laurel  Hill  terrace  is  a  residence  dis- 

irict;  and  .  ,  , 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  12,  1921,  in  acting  on  N.  B. 

No.  555-21,  reads:  .  . 

“1.  A  garage  for  more  than  5  cars  is  prohibited  in 

a  restricted  district.  Zone  Resolution,  Sec.  4.  , 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  2  stories  in  height  with  a  frontage  of 
129  ft.  11  in.  and  a  depth  of  100  ft.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ,  and 
Whereas,  there  existed  on  the  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 

five  horses.  .  ,  .  ,  , 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
garage  shall  be  of  fireproof  construction,  with  fiat  root, 
and  not  over  two  stories  in  height;  that  the  front  eleva- 


60-22-BZ. 

APPLICANT — James  Whitford,  for  Charles  A.  Wiegand, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  extension  in  area  of  an  existing  garage. 
PREMISES  AFFECTED — >1864  Clove  avenue,  Richmond. 
APPEARANCES— 

>For  Applicant:  James  Whitford  and  Charles  A. 
Weigand. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(60-22-BZ) 

Whereas,  James  Whitford,  architect,  for  Charles  A. 
Wiegand,  owner,  filed,  Jan.  14,  1922,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  extension  in  area  of  an  existing  garage;  premises 
1864  Clove  avenue,  Richmond ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  21, 
.1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Clove  avenue  is  a  business 
district  and  Oder  avenue  and  Britton  avenue  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Jan.  7,  1922,  in  acting  on  Alt.  Application 
No.  6171-1921,  reads: 

“Application  Alteration  671  of  1921  filed  with  this 
Bureau  for  an  extension  to  a  garage  on  Clove  Avenue, 
•Concord,  is  disapproved  for  the  following  reasons : 

“This  building  is  situated  in  a  business  district  as 
shown  on  Use  District  Map  No.  21.  It  is,  therefore, 
contrary  to  the  Zoning  Resolution  Section  7A  to  in¬ 
crease  the  size  of  this  garage  for  more  than  five  cars.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  with  a  frontage  of  40  1-3  ft.  and  a 
depth  of  95  ft.  irregular ;  it  is  proposed  to  extend  the 
building  at  the  south,  the  extension  to  be  of  non-fireproof 
construction,  1  story  in  height,  38  2-3  ft.  by  95  ft.  irregu¬ 
lar  in  area,  entire  premises  to  be  occupied  as  a  garage 
and  repair  shop  for  more  than  five  motor  vehicles ;  and 
Whereas,  the  plot  on  which  the  existing  building  and 
proposed  extension  is  located  was  in  one  ownership  on  July 
25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  "the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
garage  shall  be  but  one  story  in  height ;  that  the  rear  and 
southerly  gable  wall  shall  be  unpierced  throughout  its  en¬ 
tire  height  and  length;  that  ventilation  be  provided  by 
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means  of  skylights  in  the  roof ;  and  that  the  front  ele¬ 
vation  of  the  building  shall  be  finished  with  face  brick 
and  stone  trimmings. 

,  Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  from  the  date  of  this  action,  and  that  the  building 
shall  be  completed  within  one  year  from  the  date  of  this 
action. 


71-22-BZ. 

APPLICANT — Robert  J.  Reiley,  for  Fordham  University, 
Apostleship  of  Prayer,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  erec¬ 
tion  of  a  business  building. 

PREMISES  AFFECTED — North  side  Fordham  road,  25 
ft.  west  of  Bathgate  avenue  (Fordham  University), 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  J.  Reiley  and  Joseph  J. 

Ott. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  3 

THE  RESOLUTION: 

(71-22-BZ) 


Whereas,  Robert  J.  Reiley,  architect,  for  Fordham  Uni¬ 
versity,  owner,  filed,  Jan.  17,  1922,  an  application,  under 
the  building  zone  resolution,  to  permit  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district  the  erection 
of  a  business  building;  north  side  of  Fordham  road,  25  ft. 
west  of  Bathgate  avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  March 
21,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fordham  road  is  a  busi¬ 
ness  district  and  Bathgate  avenue  is  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Jan.  6,  1922,  in  acting  on  N.  B.  Applica¬ 
tion  No.  43-22,  reads : 

“1.  Erection  of  proposed  business  building  in  busi¬ 
ness  district  extending  into  residence  district  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  4  stories  in  height,  with  a  frontage  of  181  ft. 
and  a  depth  of  56  ft.,  to  be  occupied  as  a  printing  estab¬ 
lishment  and  in  conjunction  with  the  work  of  the  uni¬ 
versity  ;  and 

Whereas,  under  the  provisions  of  section  7c,  the  board 
is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


1591-21-BZ. 

APPLICANT— Alfred  L.  Kehoe  &  Company. 
SUBJECT— Application  to  permit  in  a  business  district 
the  extension  in  area  to  an  existing  stable. 
PREMISES  AFFECTED— 1505  Park  avenue,  Manhattan. 
APPEARANCES— None. 


ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 


Negative  . . . .  0 

Absent:  Fire  Chief  Kenlon .  1 


449-21-BZ. 

APPLICANT — Pershing  Square  Building  Corporation. 
SUBJECT — Interpretation  of  resolution. 

PREMISES  AFFECTED — 101  E.  41st  street,  121-135  Park 
avenue,  100  East  42nd  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  John  Sloan. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Interpretation  of  resolution  follows:  That  it  is 
the  sense  of  this  board  that  proposed  pent  house 
construction  as  shown  on  plans  filed  with  the  bu¬ 
reau  of  buildings  complies  in  spirit  and  intent  with 
resolution  as  adopted  in  Cal.  No.  449-21-BZ,  and  is 
not  in  conflict  with  said  resolution. 

THE  VOTE: 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  . .  0 

Absent:  Fire  Chief  Kenlon  . .  1 


CASES  DISMISSED. 

Under  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing, 
but  where,  despite  notice  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(1465-21-BZ) 

Filed  Nov.  28 — Premises  1218  Bushwick  avenue,  Brooklyn. 
Order  of  the  fire  commissioner.  Applicant,  Eliza¬ 
beth  J.  Colgan.  Dismissed  for  lack  of  prosecution. 

(1466-21-BZ) 

Filed  Nov.  28 — Premises  147  West  139th  street,  Manhat¬ 
tan.  Decision  of  the  superintendent  of  buildings. 
Applicant,  L.  Hoskin.  Dismissed  for  lack  of  pros¬ 
ecution. 

(1490-21-BZ) 

Filed  Nov.  30 — Premises  3325-3339  Park  avenue,  The 
Bronx.  Order  of  the  fire  commissioner.  Appli¬ 
cants,  Rabenold  &  Scribner.  Dismissed  for  lack 
of  prosecution. 

(1530-21-BZ) 

Filed  Aug.  19 — Premises  southeast  corner  Nelson  avenue 
and  168th  street,  The  Bronx.  Order  of  the  fire 
commissioner.  Applicant,  William  F.  Brown. 
Dismissed  for  lack  of  prosecution. 

(1547-21-BZ) 

Filed  June  18 — Premises  2618-2628  Fulton  street,  Brook¬ 
lyn.  Decision  of  the  superintendent  of  buildings. 
Applicant,  Jacob  A.  Freedman.  Dismissed  for 
lack  of  prosecution. 

(1549-22-BZ) 

Filed  July  25— Premises  N.  S.  West  177th  street,  25  ft.  E. 
of  Riverside  Drive,  Manhattan.  Decision  of  the 
superintendent  of  buildings.  Applicant,  Ben  Riley. 
Dismissed  for  lack  of  prosecution. 

(1572-21-BZ) 

Filed  Dec.  9 — Premises  844  71st  street,  Brooklyn.  Order 
of  the  fire  commissioner.  Applicant,  Andrew  An¬ 
derson.  Dismissed  for  lack  of  prosecution. 

(1576-21-BZ) 

Filed  Dec.  3 — Premises  549  61st  street,  Brooklyn.  Order  of 
the  fire  commissioner.  Applicant,  Bertha  Gershko- 
witz.  Dismissed  for  lack  of  prosecution. 
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(1627-21-BZ) 

Filed  Dec.  12 — Premises  453  Beach  142nd  street,  Neponsit, 
Queens.  Order  of  the  fire  commissioner.  Appli¬ 
cant,  Joseph  A.  Shepherd.  Dismissed  for  lack  of 
prosecution. 

(1642-21-BZ) 

Filed  Dec.  15 — Premises  ,277-281  20th  street,  Brooklyn.  De¬ 
cision  of  the  superintendent  of  buildings.  Appli¬ 
cant,  Walter  H.  Jackson.  Dismissed  for  lack  of 
prosecution. 

(1653-21-BZ) 

Filed  Dec.  17 — Premises  713  East  213th  street,  The  Bronx. 

Order  of  the  fire  commissioner.  Applicant,  John 
Ventorino.  Dismissed  for  lack  of  prosecution. 

(1659-21-BZ) 

Filed  Dec.  19 — Premises  1434  Undercliff  avenue,  The 
Bronx.  Order  of  the  fire  commissioner.  Appli¬ 
cant,  The  Undercliff  Outing  Club.  Dismissed  for 
lack  of  prosecution. 

(1719-21-BZ) 

Filed  Dec.  31 — Premises  1673  East  13th  street,  Brooklyn. 

Decision  of  the  superintendent  of  buildings.  Ap¬ 
plicant,  H.  G.  Lamson.  Dismissed  for  lack  of 
prosecution. 

Motion  to  dismiss  the  above  cases  was  adopted  by  the 

following  vote : 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Kearney  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 


Whereas,  the  foregoing  applicants  have  filed  with  the 


board  of  appeals  various  applications  affecting  the  prem¬ 
ises  stated ;  and 

Whereas,  applicants  have  failed  to  complete  their  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  applications  be,  and  they 
hereby  are,  dismissed  for  lack  of  prosecution. 


AREAS  FIXED. 

(261-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  O.  Ludlow,  requesting  the  board  to  fix  the  area 
of  notification  for  the  erection  of  a  loft  building  at  prem¬ 
ises  231-239  West  43rd  street,  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  43rd  street,  between  7th  and  8th  ave¬ 
nues  and  the  property  directly  in  the  rear,  and  for 
50  feet  on  either  side  of  the  side  lot  lines. 


(330-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Kings  Highway  Community  Corporation,  requesting 
the  board  to  fix  the  area  of  notification  for  the  erection 
of  a  community  building  at  premises  1665  East  17th 
street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  17th  street  from  a  point  100  ft. 
south  of  the  southerly  side  of  Kings  Highway  to 
Avenue  Q  and  the  property  in  the  rear  known  as  lots 
No.  27,  29,  31,  33  and  35  of  Block  No.  6780. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  21ST,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby,  Superintendents  Brady,  Reville, 
Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  March  14,  1922,  and  the 
minutes  of  the  special  meeting  of  the  board  of  standards 
and  appeals,  held  on  March  10,  1922',  were  approved  as 
printed  in  the  Bulletin,  No.  12,  Vol.  VII. 

PETITIONS  FOR  VARIATIONS. 

2-22-S. 

PETITIONER— Jerome  Realty  Company,  owner. 
SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 585-587  Fulton  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  April  4th,  1922; 
work  in  progress. 


PETITIONER— Jacob  Fisher,  for  Becher  &  Co.,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 344  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Jacob  Fisher. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 


ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Reville,  Moore  and  McDermott  9 

Negative  . ’ .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Kleineri  .  4 


THE  RESOLUTION: 

(1680-21-S) 

Whereas,  Jacob  Fisher,  for  Becher  &  Co.,  owner,  filed, 
Dec.  22,  1921,  a  petition  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  344  6th  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
28893-LD,  reads : 

“1.  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  Section  273  and 
274  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  Section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  27  ft.  1  in.  by  95  ft.  in  area  in  the  1st  story  and 
27  ft.  1  in.  by  43  ft.  in  area  above ;  occupied,  1st  story, 
shoe  store,  9  persons ;  2nd  story,  front,  notions,  2  persons ; 
rear,  pleating,  4  persons;  3rd  story,  dresses,  14  persons; 
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4th  story,  skirts,  2  persons;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  4th  story,  enclosed  in  lath  and  plaster  partitions  with 
wood  doors  at  the  openings,  a  60  degree  fire  escape  on 
the  front  of  the  building  with  sliding  drop  ladder  to  street 
and  fireproof  windows  along  the  course  of  the  fire  escape; 
and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  woke  o  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  a  counter-balanced  ladder  in  guides  be  substi¬ 
tuted  for  counter-balanced  stairs ;  and  that  the  order  be 
complied  with  in  all  other  respects. 


PETITIONER— The  American  Sugar  Refining  Co. 

SUB)  ECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED- — 292-314  Kent  avenue,  Brook¬ 
lyn. 

APPEARANCES—  „  ,  , 

For  Petitioner:  Harry  F.  Nauman,  Robert  Palm, 
Harry  Cochrane. 

For  Administration:  Inspector  Maher  of  the  fare 
department. 

ACTION  OF  BOARD — Laici  over  to  April  18th,  1922,  to 
confer  with  fire  department. 


7-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Leo  Offenberg  & 

Co.,  owner.  .  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 390  Canal  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  . 

ACTION  OF  BOAR D1 — Gr ante d  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Moore  and  McDermott  9 

N  egati  ve  . .  . . ••.*•••' -  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  Kleinert  .  * 

THE  RESOLUTION : 

(7-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Leo  Offenberg  &  Co.,  owner,  filed,  January  3,  1922,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  or¬ 
der  of  the  fire  commissioner,  affecting  premises  390  Canal 

street,  Manhattan;  and  .  .  , 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  west  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma- 

tenals  ^  ^  ^  b 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 

“3.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  sections  273  and  274 

of  the  Labor  Law  *  *  *  ,  .  .  . 

“Note :— Among  the  defects  noted  on  this  fire  escape 

are  the  following:  .  .  . 

“Windows  on.  course  not  fireproof,  not  self-closing. 


“Doors  to  balconies  at  least  2  ft.  by  6  ft.  not  pro¬ 
vided. 

“No  60-degree  connecting  stairways  between  bal¬ 
conies. 

“No  stairway  from  top  balcony  to  roof. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  steps  to  sills  of  openings  to  balconies  2nd  story. 

“No  stairway  from  top  balcony  to  rooi. 

“Not  screened  to  a  height  of  4  ft.  6  in. 

“Skylights  under  fire  escape  not  wire  glass. 

“Iron  shutters  obstruct  balconies.”; 
and  I  •. iiil 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  21 ft.  by  65J4  ft.  irregular  in  area  in 
the  1st  story  and  21  ft.  by  52  ft.  in  area  above;  occupied, 
1st  story,  electrical  jobbers,  2nd  story,  electrical  jobbers, 
and  offices,  3  persons;  3rd  story,  mfr.  of  rattan  hair  pins, 
2  persons;  4th  story,  mfr.  patterns,  2  persons;  5th  story, 
mfr.  carbon  sticks  and  brushes,  2  persons;  6th  story,  mfr. 
pants,  20  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  6th 
story  with  a  60-degree  iron  ladder  to  the  scuttle  in  the 
roof,  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings,  a  fire  escape  on  the  rear  of  the  building  with 
drop  ladder  from  the  2nd  story  balcony  to  yard  of  build¬ 
ing  on  West  Broadway  with  non-fireproof  windows  along 
the  course  of  the  fire1  escape;  and 
Whereas,  the  petitioner  contends  that  the  premises  will 
soon  be  in  the  hands  of  one  tenant,  that  the  upper  parts 
will  be  occupied  for  storage  purposes,  that  there  will  be 
not  more  than  5  or  6  persons  engaged  at  manufacturing 
above  the  2nd  story  and  that  there  is  no  safe  egress  from 
the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  in  so  far  as  it  relates  to  item 
No.  2  of  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  granted  and  that  the  order  of  the  fire  commis¬ 
sioner  in  so  far  as  it  relates  to  item  No.  1  and  3  be  affirmed 
and  the  petition  in  so  far  as  it  relates  to  these  items  be 
denied. 


34-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Burton  S.  Cas¬ 
tles,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 39-41  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Moore  and  McDermott  9 

Negative  . .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Kleinert  . .  4 


THE  RESOLUTION: 

(34-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Burton  S.  Castles,  owner,  filed,  January  10,  1922,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  Labor  Law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  39-41 
West  38th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Arrange  the  exterior  screened  stairway  on  the 
rear  of  building  and  the  openings  leading  thereto  so 
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that  same  are  in  compliance  with  the  provisions  of 
section  79-FlO  of  the  Labor  Law  *  *  * 

“Note:  Among  the  defects  noted  on  this  stairway 
are  the  following: 

“Not  screened  to  a  height  of  5  ft.  0  in.  No  passage¬ 
way  from  the  termination  of  stairway  to  street.  No 
stairway  from  lowest  balcony  to  ground.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  in  height,  42  ft.  by  96  ft.  in  area  at  the  1st  story 
and  42  ft.  by  90  ft.  in  area  above;  occupied,  1st  story, 
stores;  2nd  story,  jobbers  in  silks,  8  persons,  mfr.  hats,  2 
persons;  3rd  story,  mfr.  hats  and  hat  linings,  35  persons; 
4th  story,  mfr.  hat  frames,  18  persons;  5th  story,  mfr.  hat 
frames,  15  persons ;  6th  story,  hats,  25  persons ;  7th  story, 
hat  linings  and  underwear,  20  persons ;  8th  story,  hats,  10 
persons;  9th  story,  millinery  ornaments,  12  persons;  dress¬ 
es,  15  persons;  10th  story,  dental  laboratory  and  embroid¬ 
ery,  40  persons;  11th  and  12th  stories,  bacteriological  and 
chemical  laboratories,  15  persons  per  story;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings,  an  exterior  screened  stair¬ 
way  on  the  rear  of  the  building,  with  stationary  stairs  to 
yard  of  adjoining  premises,  this  open  yard  being  common 
to  4  or  5  buildings,  the  building  being  equipped  with  an 
interior  fire  alarm  system;  and 

Whereas,  the  petitioner  contends  that  the  means  of 
egress  are  adequate  and  has  filed  consents  of  owner  of 
adjoining  premises;  and 

Whereas,  the  board  deemed  that  in  view  of  the  con¬ 
sent  of  the  adjoining  owner  to  the  use  of  his  yard  no  pas¬ 
sageway  to  street  need  be  provided  through  the  building 
in  question. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  safe  egress  to  the  adjoining  property  is 
maintained ;  and  on  further  condition  that  exterior  stair¬ 
way  be  screened  to  a  height  of  five  feet. 


PETITIONER— Charles  P.  Cannella,  architect  for  Mrs. 
Giuseppina  La  Barbera,  owner. 

SUBJECT— Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  decision  of  the  de¬ 
partment  of  health. 

PREMISES  AFFECTED— 1742  Bath  avenue,  Brooklyn. 

APPEARANCES — 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD-— Laid  over  to  March  28,  1922,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE—  ,  T„  t 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 
Superintendents  .Reville,  Moore  and  Mc¬ 
Dermott  . 6 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  . 3 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Kleinert  .  4 


147-22-S. 

PETITIONER— Max 


A.  Goodman,  for  John  E.  Meyer, 


Inc.,  owner.  ... 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 687  6th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Max  A.  Goodman. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Moore  and  McDermott  9 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Kleinert  .  4 


THE  RESOLUTION : 

(147-22-S) 

Whereas,  Max  A.  Goodman,  for  John  E.  Meyer,  Inc., 
owner,  filed,  February  3,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  687  Sixth  avenue,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof.  *  *  * 

‘INote:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Doors  to  balconies  at  least  2  ft.  by  6  ft.,  not  pro¬ 
vided. 

“Windows  on  course  not  fireproof  and  not  self-clos¬ 
ing. 

“No  60-degree  stairways  connecting  between  balcon¬ 
ies. 

“No  stairway  from  lowest  balcony  to  ground. 

“Balconies  are  not  three  feet  wide. 

“Rails  are  not  three  feet  high. 

“No  stairway  from  top  balcony  to  roof. 

“No  passageway  from  termination  of  fire  escape  to 
street. 

“2.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

5  stories  in  height,  18  ft.  6%  in.  by  80  ft.  in  area  in  the  1st 
story  and  18  ft.  6*4  in.  by  55  ft.  in  area  above;  occupied, 
1st  story,  stationer  and  printer,  4  persons ;  2nd  story,  print¬ 
er  and  storage,  3  persons;  3rd  story,  factory  embroidery, 
4  persons;  4th  story,  mechanical  dentist,  4  persons;  5th 
story,  residence,  1  family,  3  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof  enclosed  in  lath  and  plaster  partitions 
with  wood  doors  at  the  openings,  a  party  wall  fire  escape 
on  the  rear  of  the  building  with  stationary  stair  to  yard 
with  egress  from  yard  through  open  court  leading  to  Sixth 
avenue ;  and 

Whereas,  petitioner  contends  that  the  fire  escapes  were 
constructed  in  accordance  with  modification  granted  by  the 
board  of  review  of  the  fire  department;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  dated  April  3,  1919,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of  the 
board  of  review  April  3,  1919,  be  complied  with;  that  60- 
degree  stairways  connecting  the  balconies  be  installed ;  that 
party-wall  fire  escape  be  provided  connecting  to  No.  689 ; 
that  a  stairway  and  platform  be  provided  from  the  top 
balcony  to  the  roof ;  that  windows  along  the  course  of  the 
fire  escape  be  made  fireproof,  other  than  the  windows  on 
the  first  floor,  which  may  be  omitted,  for  the  reason  that 
a  flame  plate  is  installed  above  same ;  and  that  this  petition 
be  granted  so  long  as  present  use  and  number  of  occu¬ 
pants  remain  substantially  unchanged. 


64-22-S. 

PETITIONER— Borgis  &  Harges,  lessees. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 94  Warren  street,  Manhattan. 
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APPEARANCES— 

For  Petitioner :  R.  D.  O’Connell. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution  tl*at  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Moore  and  McDermott  9 

Negative  . . .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Kleinert  . . .  * 


THE  RESOLUTION: 

(64-22-S) 

Whereas,  Borgis  &  Harges,  for  Robert  A.  Livingston, 
owner,  filed,  February  20,  1922,  a  petition  with  the  board 
of  standards  and  appeals  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  94  Warren  street,  Man¬ 
hattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  No.  91106- 


LD,  reads:  .,  , 

“1.  Extend  the  interior  stairway  at  the  east  side  oi 
the  building  to  the  roof  as  per  sections  79-B-l  and 
79-C-l  of  the  Labor  Law. 

“2.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  at  east 
side  of  building  to  the  street,  said  passageway  to  have 
a  width  of  not  less  than  the  width  of^  the  stairway, 
as  per  section  79-B-l  of  the  Labor  Law.  ; 

W^hereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  62  ft.  in  area  in  the  1st  story 
and  25  ft.  by  56  ft.  in  area  above;  occupied,  1st  story, 
restaurant,  2nd  story,  rubber  stamps,  6  employees;  3rd 
story,  printer,  4  employees;  4th  story,  printer,  5  employ¬ 
ees;  5th  story,  printer,  2  employees;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from,  the  1st 
story  to  a  hatchway  opening  in  the  roof,  enclosed  in  wood 
partitions  with  wood  doors  at  openings,  a  fire  escape  on 
the  front  of  the  building,  with  fireproof  windows  along 
the  course  of  the  fire  escape ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  number  of  persons  in  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  o  variation  from  the  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commissioner,  and 
that  the  petition  be  and  it  hereby  is  granted  as  to  Item  No. 
1  on  condition  that  the  occupancy  of  the  top  floor  shall  not 
exceed  two  persons  at  any  time,  and  that  the  scuttle  be 
made  counter-balanced;  and  granted  as  to  Item  No.  2  on 
condition  that  tell-tale  chains  be  installed  in  accordance 
with  the  recommendations  of  the  board  of  standards  and 
appeals. 


76-22-S. 

PETITIONER— Specification  Soap  Company,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in,  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 57-65  Richards  street,  36-40 
Delevan  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  James  W.  Ryder. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Moore  and  McDermott  9 

Negative  .  ® 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 


missioner  Hannon,  Superintendents  Brady 

and  Kleinert  . . .  4 

THE  RESOLUTION: 

(76-22-S) 

Whereas,  Specification  Soap  Company,  Inc.,  owner, 
filed,  January  18,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  57-65  Richards  street  and  36-40  Delevan 
street,  Brooklyn ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  29745-LD.  1.  Remove  all  rubbish  from  cellar 
and  keep  all  parts  of  the  premises  free  from  the  same 
at  all  times.” 

“No.  29746-LD :  1.  Arrange  bars  on  windows  1st 

story  west  and  south  sides  so  as  to  be  readily  mova¬ 
ble  or  removable  from  both  sides  in  such  a  manner 
as  to  afford  the  free  and  unobstructed  use  of  such 
windows  for  purposes  of  egress,  as  per  Section  272  of 
the  Labor  Law.” 

“No.  29747-LD.  1.  Enclose  the  interior  stairway 

at  the  east  side  of  building  serving  as  a  required  means 
of  exit,  and  the  landings,  platforms  and  passageways 
connecting  therewith  on  all  sides,  with  partitions  of 
fire  resisting  material  extending  continuously  from  the 
cellar  to  3  ft.  above  the  roof.  *  *  * 

“2.  Arrange  the  fire  escape  on  the  south  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are 
in  compliance  with  the  provisions  of  sections  273  and 
274  of  the  labor  law  and  the  rules  of  the  Board  of 
Standards  and  Appeals  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of 
section  271  of  the  Labor  Law. 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
self-closing.  No  counterbalanced  stairway  to  street.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
3  stories  in  height,  100  ft.  by  100  ft.  in  area,  occupied  for 
soap  manufacturing,  6  persons  in  the  1st  story,  the  two 
top  stories  vacant;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  wood  partitions  with  wood  doors  at  the  open¬ 
ings  ;  a  fire  escape  on  the  Delevan  street  front ;  there  are 
14  windows  on  the  1st  story  provided  with  fixed  iron  bars ; 
and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  number  of  persons  employed  and 
the  fact  that  they  are  employed  on  the  1st  story  only. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  order  No.  29746-LD,  on  condition  that  the  guard  to 
the  rear  window  of  office  be  made  movable ;  and  granted 
as  to  order  29747-LD,  Items  1  and  2,  on  condition  that  the 
occupancy  of  the  second  and  third  stories  be  confined  to 
storage  use  only;  and  granted  so  long  as  conditions  remain 
substantially  unchanged  and  that  the  order  of  the  fire  com¬ 
missioner,  No.  29745,  be  affirmed  and  the  petition  in  so  far 
as  it  relates  to  said  order  be  denied. 


117-22-S 

PETITIONER — Charles  Otis,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 67  Pearl  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  C.  S.  Bostwick. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beaty, 
Boulton,  Holland,  Kearney,  Kerby,  Super- 
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intendents  Reville,  Moore  and  McDermott  9 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  Kleinert  . - .  4 

THE  RESOLUTION: 

(117-22-Sj 


Whereas,  Charles  Otis,  owner,  filed,  Jan.  27,  1922,  a  pe¬ 
tition,  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  67 
Pearl  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  south  side  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  2 2  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees  *  * 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  and 
basement  in  height,  20  ft.  by  86  ft.  in  area,  occupied,  base¬ 
ment,  office,  1  person;  1st  story,  presses,  7  persons;  2nd 
story,  offices,  10  persons;  3rd  story,  offices,  15  persons; 
4th  story,  offices,  composing  room,  6  persons;  5th  story, 
lintype  machines,  9  persons ;  the  means  of  egress  consist¬ 
ing  of  °n  interior  stairway  extending  from  the  basement 
story  to  the  attic  with  platform  and  iron  ladder  to  scuttle 
in  the  roof;  the  stairs  being  unenclosed;  a  fire  escape  on 
the  rear  of  the  building  with  landing  on  extension  roof 
with  egress  to  adjoining  building,  with  a  proposed  landing 
at  the  attic  story  level  with  non-fireproof  windows  along 
the  course  of  the  fire  escape ;  and 
Whereas,  petitioner  proposes  to  provide  60  degree  stair¬ 
ways  connecting  balconies. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  petitioner  completes  the  fire  escape  on 
the  rear  of  the  building,  as  shown  on  plans,  to  include  the 
attic  story  and  fireproofs  all  the  windows  along  the  course 
of  the  fire  escape,  except  those  in  the  top  story ;  that  an  exit 
to  the  fire  escape  from  the  attic  story.be  provided  by  means 
of  a  casement  sash  at  least  2  ft.  6  in.  by  6  ft.;  and  that 
exit  be  provided  from  the  termination  of  the  fire  escape 
ladder  by  doorway  to  the  adjoining  premises  at  32  Stone 
street,  which  is  in  the  same  ownership ;  and  that  this  peti¬ 
tion  be  granted  so  long  as  conditions  as  to  use  and  owner¬ 
ship  remain  substantially  unchanged. 


PETITIONER— Samuel  Rosenblum,  for  Matthew  Mico- 
lino,  owner.  .  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 122  West  34th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 


THE  VOTEr- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Moore  and  McDermott  9 

Negative  . •;•••• -  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Kleinert  .  * 


THE  RESOLUTION : 

(129-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Matthew  Micolino,  owner,  filed,  Jan.  30,  1922,.  a.  petition, 
with  the  board  of  standards  and  appeals  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  oij  buildings,  affecting  premises  12^ 
West  34th  street,  Manhattan;  and 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Jan.  10,  1922,  reads: 

“1.  Horizontal  exit  should  comply  with  section 
267  of  the  Labor  Law.”; 
and  > 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  20  ft.  by  98  ft.  9  in.  in  area  in  the  1st  story  and 
20  ft.  by  88  ft.  9  in.  in  area  above ;  occupied,  1st  story, 
stores;  2nd  story,  showrooms,  7  persons;  3rd  story,  mfr. 
dresses,  14  persons;  4th  story,  mfr.  dresses,  7  persons; 
5th  story,  mfr.  cloaks  and  suits,  16  persons ;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  fire  resisting  parti¬ 
tions  with  wood  doors  at  the  openings ;  an  iron  bridge 
at  the  rear  in  each  story  connecting  with  Nos.  117-119 
West  33rd  street;  the  bridge  being  52  in.  wide  with  rail¬ 
ings  6  ft.  high. 

Resolved,  that  the  board  of  standards  and  appeals!  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  iron  steps  be  provided  at  the  openings 
leading  to  the  balcony  bridge  and  that  these  openings  be  pro¬ 
vided  with  fireproof  casement  sash;  and  granted  so  long 
as  conditions  as  to  occupancy  and  use  remain  unchanged. 


130-22-S 

PETITIONER — Samuel  Rosenblum,  for  Fineberg,  Mun- 
ter  &  Blumer,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 125-127  West  29th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD; — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 

Brady,  Moore  and  McDermott  .  8 

Negative  . . 0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  and  Su¬ 
perintendents  Reville  and  Kleinert .  5 

THE  RESOLUTION : 

(130-22-S) 


Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Fineberg,  Munter  &  Blumer,  Inc.,  owners,  filed,  Jan.  31, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  125-127  West  29th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  stairway  at  the  east  side  of  build¬ 
ing  to  the  roof,  as  per  section  271  of  the  Labor  Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  building  with  balconies  4  ft.  in  width  con¬ 
nected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees.  *  *  ; 

and 

Whereas,  the  premises  consist  of  two  buildings,  each 
3  stories  in  height,  No.  125  being  16  ft.  8  in.  by  36  ft.  in 
area  and  No.  127  being  19  ft.  by  32  ft.  in  area;  No.  125 
occupied,  1st  story,  furriers ;  2nd  story,  furriers,  5  persons ; 
3rd  story,  furriers,  5  persons;  No.  127  occupied,  1st  story, 
furriers,  3  persons ;  2nd  story,  n  fg.  trimming,  5i  persons ; 
3rd  story,  vacant;  the  means  of  egress  consisting  of  an 
interior  stairway  in  each  building  extending  from  the  1st 
story  to  the  3rd  story,  enclosed  in  lath  and  plaster  par¬ 
titions  with  wood  doors  at  the  openings;  it  is  proposed 
to  erect  a  party  wall  fire  escape  on  the  front  taking  in 
both  buildings  and  to  provide  ladders  to  scuttle  in  roof 
over  each  stair  hall;  and 
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Whereas,  petitioner  contends  that  the  occupacy  is  small. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  fixed  iron  ladders  be  provided  to  scuttle 
in  the  roof,  in  the  hall  on  the  top  story  of  each  building, 
and  that  any  door  at  the  termination  of  the  ladder  be  re¬ 
moved ;  that  a  party  wall  fire  escape  be  erected  on  the 
front  of  the  building,  taking  in  both  buildings,  with  bal¬ 
conies  connected  by  stairs  at  angle  of  60  degrees,  with  drop 
ladder  in  guides  to  street  from  the  2nd  story  balcony,  and 
that  the  occupancy  be  limited  to  10  persons  above  the  first 
story  in  each  building. 


PETITIONER — Cornelius  Callaghan,  for  William  G. 
Rockefeller,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 9  East  54th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Cornelius  Callaghan. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ..  9 

Negative  . . . . .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 

THE  RESOLUTION : 

(139-22-S) 

Whereas,  Cornelius  Callaghan,  for  William  G.  Rocke¬ 
feller,  owner,  filed,  February  2,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  9  East  54th  street, 

Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  No.  5108- 

LD  reads ! 

“2.  Extend  the  interior  stairway  at  the  west  side 
of  the  building  to  the  roof,  as  per  Sections  79B-1  and 
79C-1  of  the  Labor  Law.”; 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  by  65  ft.  in  area;  occupied,  1st  story,  offices, 
3  persons ;  2nd  story,  showrooms,  3  persons ;  3rd  story, 
photographic  studio,  2  persons;  4th  story,  workrooms,  12 
persons;  5th  story,  developing  rooms  and  janitors  quar¬ 
ters,  3  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  5th 
story  with  wood  stud,  lath  and  plaster  partitions,  with 
wood  doors  at  the  openings,  a  fire  escape  on  the  front  of 
the  building;  and 

Whereas,  petitioner  contends  that  the  interior  stairway 
is  of  ornamental  character,  being  surmounted  by  expensive 
glass  dome,  and  that  the  main  occupancy  is  a  photographic 
studio  in  connection  with  costume  making. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  closet  door  and  partition  at  the  rear 
of  the  top  story  hall  leading  to  scuttle  be  removed,  and  that 
a  fixed  double  rung  iron  ladder  be  provided  to  a  counter¬ 
balanced  scuttle  in  the  roof. 


PETITIONER— L.  Davidson,  for  G.  A.  Zimmermann, 
owner.  ...  , 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED — 369  3rd  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  L.  Davidson. 

For  Administration :  Inspector  Maher  of  the  fire 
■department. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  8 

Negative  .  0 

Absent:  Messrs.  Kerby,  Kearney,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon, 

and  Superintendent  Kleinert  .  5 

THE  RESOLUTION: 

(171-22-S) 


Whereas,  L.  Davidson,  for  G.  A.  Zimmermann,  owner, 
filed,  Feb.  6,  1922,  a  petition,  with  the  board  of  standards 
apd  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  369  3rd  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  22909- 
LD,  dated  May  27,  1921,  reads : 

“1.  Enclose  the  interior  stairway  at  the  north  side 
of  building  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides  with  partitions  of  fire  resisting 
material  *  *  *. 

<f2.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof  as  per  section  271  of  the  Labor 
Law”; 

and 

Whereas,  the  building  is  non-fireproof,  ’7  stories  in 
height,  24  ft.  8%  in.  by  85  ft.  in  area,  occupied,  1st  story, 
grocer,  3  persons ;  2nd  story,  antique  dealer,  4  persons ; 
3rd  story,  embroidery,  12  persons ;  4th  story,  children’s 
clothing,  21  persons ;  5th  story,  ladies’  suits,  18  persons ; 
6th  story,  mfr.  dresses,  25  persons;  7th  story,  mfg.  dresses, 
18  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  7th  story, 
enclosed  in  wood  stud,  plaster  board  partitions  with  wood 
doors  at  the  openings ;  a  fire  escape  on  the  north  side 
of  the  building  with  fireproof  doors  and  windows  along 
the  course  of  the  fire  escape  with  egress  from  the  foot 
of  the  fire  escape  through  adjoining  premises  to  street, 
a  horizontal  exit  on  the  4th  and  7th  stories  leading  to 
building  adjoining  protected  with  fire  doors;  and 

Whereas,  petitioner  contends  that  on  June  22nd,  1920, 
the  board  of  review  of  the  fire  department  modified  the 
order  and  that  an  interior  fire  alarm  signal  system  is  be¬ 
ing  installed  and  that  he  will  cover  existing  enclosure 
with  No.  20  gauge  metal  on  hall  side  1st  story  and  loft 
side  above;  under  Cal.  No.  1719-17-S  the  board  granted 
omission  of  the  interior  fire  alarm  signal  system  if  occu¬ 
pancy  is  limited  to  25  above  ground  floor. 

Resolved,  that  the  board  of  standards  and  appeals!  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and'  that  the  petition  in  so  far  as  it  relates  to 
Item  No.  2  of  the  order,  be  and  it  hereby  is  granted,  on 
condition  that  a  double  rung  iron  ladder  to  the  scuttle  in 
the  roof  be  provided  within  the  stairway  enclosure  and 
that  the  order  of  the  fire  commissioner  in  so  far  as  it 
relates  to  Item  No.  1  be  affirmed  and  the  petition  in  so 
far  as  it  relates  to  this  item  be  denied. 


198-22-S 

PETITIONER— Robert  Teichman,  for  Annin  &  Co.,  les¬ 
see. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 144-150  William  street,  99-101 
Fulton  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Robert  Teichman. 
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For  Administration:  Inspector  Maher  of  the  fir» 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follow*. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  . .  9 

Negative  .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 

THE  RESOLUTION: 

(198-22-S) 

Whereas,  Robert  Teichman,  for  Old  Glory  Realty  Com¬ 
pany,  owner,  filed,  February  10,  1922,  a  petition,  with  the 
board  of  standards  and  appeals  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  orders  of  the 
fire  commissioner,  affecting  premises  144-5(kWilliam  street, 
and  99-101  Fulton  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  31306- 
LD  and  No.  31307-LD,  read: 

No.  31306-LD.  “1.  Enclose  the  interior  stairway  at 

the  east  side  of  building  serving  as  a  required  means 
of  exit,  and  the-  landings,  platforms  and  passageways 
connecting  therewith  on  all  sides,  with  partitions  of 
fire  resisting  material.  *  * 

No.  31307-LD.  “1.  Extend  the  interior  stairway  at 

the  south  side  of  the  building  from  the  2nd  story  to 
the  1st  story  and  provide  and  maintain  a  continuous 
safe  and  unobstructed  passageway  of  at  least  the  same 
width  a&  the  stairway  leading  to  the  street  from  the 
termination  of  said  stairway,  as  per  Section  271  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  and  6  stories  in  height,  79  ft.  9  in.  by  51  ft.  6  in.  at  the 
1st  story  and  179  ft.  9  in.  by  46  ft.  6  in.  above,  divided  into 
three  sections  by  a  fore  and  aft  brick  partition  wall  with 
fireproof  self-closing  doors  at  the  openings,  occupied,  No. 
144 — 1st  story,  restaurant,  8  persons;  2nd  story,  office,  5 
persons;  3rd  story,  manufacturing,  291  persons;  4th  story, 
manufacturing,  30  persons ;  5th  story,  stock,  2  persons ; 
6th  story,  artists,  3  persons;  Nos.  146-50— 1st  story,  stores, 
16  persons ;  2nd  story,  office  and  shipping,  41  persons ; 
3rd  story,  manufacturing,  12  persons ;  4th  story,  manufac¬ 
turing,  13  persons;  5th  story,  stock,  1  person;  the  means 
of  egress  consisting  of  an  interior  stairway  in  each  section 
extending  from  the  1st  story  to  the  5th  story,  stairway  in 
No.  148  and  No.  150  William  street  and  extending  from 
2nd  story  to  5th  story  in  No.  146,  enclosed  in  wood  par¬ 
titions,  in  No.  146  and  No.  150  and  fireproof  partitions  in 
No.  144,  a  fire  escape  on  the  William  street  front  of  No. 
144  and  No.  146;  and 

W^hereas,  petitioner  contends  that  each  building  has  two 
means  of  exit  and  to  continue  the  stairs  to  the  1st  story 
in  No  146  would  cause  an  unnecessary  hardship  and 
would  spoil  the  store  front,  and  that  the  board  of  review 
ofs  the  fire  department  modified  these  orders  and  under 
Cal.  No.  1454-18-S,  the  order  against  No.  148  William 
street  was  modified  on  condition  that  the  horizontal  exits 
were  placed  in  each  story;  and 

Whereas,  petitioner  requests  the  board  to  accept  the 
fireproofing  of  stair  partitions  in  the  1st  story  as  now  pro¬ 
vided  in  No.  144  William  street,  that  is,  the  brick  filling 
of  studs,  instead  of  covering  the  store  side  with  fire  re¬ 
sisting  material,  due  to  fixtures  being  placed  against  the 

^Resolved,  that  the  board  of  standards  and  appeals^  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  orders  of  the  fire  commissioner,  and 
that  the  petition  be  and  it  hereby  is  granted  as  to  order 
No.  31306-LD,  accepting  present  conditions,  on  condition 
that  the  partition  be  fire  retarded  on  the  hall  side  1st 
story  with  self-closing  fireproof  doors  at  all  openings  to 


stairway  enclosure;  as  to  order  No.  31307-LD,  item  1,  on 
condition  that  a  balcony  fire  escape  be  erected  on  the  front 
of  the  building  at  the  2nd  story  directly  in  front  of  the  in¬ 
terior  stairway  with  counter-balanced  stair  to  street  and 
casement  window  opening  on  balcony,  and  on  further  con¬ 
dition  that  the  stairs  in  No.  150  be  enclosed  in  fire-retard¬ 
ing  partitions,  any  openings  therein  to  be  protected  with 
self-closing  fireproof  doors ;  and  that  the  occupancy  be 
limited  to  136  persons  above  the  1st  story. 


205-22-S. 

PETITIONER — Samuel  Rosenblum,  for  F.  Livington 
Pell,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 479  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Laid  over  to  March  28th,  1922, 
to  amend  petition. 


210-22-S 

PETITIONER— William  J.  T.  Getty,  for  the  Estate  of 
Samuel  Crooks,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 462  Greenwich  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  J.  T.  Getty. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE- 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  and  Su¬ 
perintendent  Reville  .  4 

THE  RESOLUTION: 

(210-22-S) 

Whereas,  William  J.  T.  Getty,  for  Estate  of  Samuel 
Crooks,  owner,  filed,  Feb.  14,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for.  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  462  Greenwich 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Properly  fasten  the  bracket  which  supports  the 
counter-balanced  stairway  of  fire  escape  on  the  front 
of  building  by  replacing  the  present  two  bolts  in  cast 
iron  column  with  bolts  extending  through  the  column 
having  proper  washers  and  nuts  as  per  section  274 
of  the  Labor  Law. 

“2.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  section  271  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  80  ft.  8  in.  in  area  in  the  1st 
story  and  25  ft.  by  74  ft.  in  area  above;  occupied  for  the 
manufacture  and  storage  of  brushes,  10  persons  in  the 
1st  story,  10  persons  in  the  2nd  story,  11  persons  in  the 
3rd  story,  10  persons  in  the  4th  story  and  4  persons  in  the 
5th  story;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  5th  story 
with  scuttle  and  iron  ladder  to  the  roof  unenclosed,  a  fire 
escape  on  the  front  of  the  building  with  counter-balanced 
ladder  to  the  street  and  fire  windows  along  the  course  of  the 
fire  escape;  and 

Whereas,  the  appellant  contends  that  the  board  of  review 
of  the  fire  department  modified  the  order  on  condition 
that  the  occupancy  does  not  exceed  25  persons  above  the 
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2nd  story,  including  4  persons  on  the  top  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


236-22-S.  _ 

PETITIONER— Charles  H.  Gillespie,  for  Caroline  M. 

Taylor,  owner.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 9  West  29th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Charles  J.  Ernst. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

Negative  . . . - . .  0 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  and  Su¬ 
perintendent  Reville  .  * 

THE  RESOLUTION: 

(236-22-S) 

Whereas,  Charles  H.  Gillespie,  for  Caroline  M.  Taylor, 
owner,  filed,  February  18,  19:22,  a  petition,  with  the  board 
of  standards  and  appeals,  for  _  variation  from  the  require- 
ments  of  the  labor  law,  as  cited  in  an*  order  of  the  fire 
commissioner,  affecting  premises  9  West  29th  street,  Man¬ 
hattan;  and  '  .  .  XT 

Whereas,  the  order  of  the  fire  commissioner,  No.  31425- 

LD,  dated  February  3,  1,922,  reads: 

“1.  Enclose  the  interior  stairway  serving  as  a  re¬ 
quired  means  of  exit,  and  the  landings,  platforms  and 
passageways  connecting  therewith  on  all  _  sides,  with 
partitions  of  fire  resisting  material  extending  continu¬ 
ously  from  the  cellar  to  3  feet  above  the  roof,  con¬ 
structed  as  per  Sections  271  and  272  of  the  Labor 
Law  or  carry  out  a  proper  alternative  method  of  com¬ 
plying  with  the  requirements  of  Section  271  of  the  La¬ 
bor  Law.”; 

and  .  _  ,  „  .  . 

Whereas,  the  building  is  non-fir eproof,  5  stories  in 
height,  28  ft.  by  88  ft.  irregular  in  area  in  the  1st,  2nd  and 
3rcT stories,  28  ft.  by  52  ft.  above;  occupied,  cellar,  storage; 
1st  story,  store ;  upper  stories,  factory,  not  more  than  20 
persons  per  story;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  from  street  to  roof,  enclosed  with  brick 
walls  from  cellar  to  5th  story  level  and  with  lath  and  plas¬ 
ter  partitions  above,  having  sash  doors  covered  with  metal 
on  loft  side  at  openings;  a  fire  escape  on  rear  extending 
from  yard  to  roof,  with  fireproof  openings  on  course  of 
the  same ;  egress  from  yard  through  gate  in  fence  to  yard 
at  west;  a  horizontal  exit  on  5th  story  to  building  at  west; 

^Whereas,  the  petitioner  contends  the  exit  facilities  are 

ad ReTohjed ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  partition  on  -the  top  story  is  fire-re¬ 
tarded,  and  that  all  openings  to  the  stair  hall  enclosure  be 
protected  with  self-closing  fireproof  doors. 


1176-J21-S. 

PETITIONER— W.  H.  Birkmire’s  Sens. 

SUBJECT— Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 113  Park  Row,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Harold  Birkmire. 


For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD^ — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

Negative  .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  and  Su¬ 
perintendent  Reville  .  4 

THE  RESOLUTION: 

(1176-t21-S) 

Whereas,  Harold  Birkmire,  for  D.  A.  Schulte  Co., 
owner,  filed,  Feb.  1,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  113  Park  Row,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  order  No. 
16088-LD,  reads : 

“Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof.” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  16.10  ft.  by  52.4  ft.  irregular  in  area;  occupied,  1st 
story,  stores,  4  persons ;  2nd  story,  stock  room ;  3rd  story, 
printing,  3  persons;  4th  story,  printing,  3  persons;  5th  story, 
hookbinding,  3  persons;  the  means  of  egress  consisting  of 
an  interior  stairway  extending  from  the  1st  story  to  the 
5th  story;  a  fire  escape  on  the  front  of  the  building  with 
fireproof  windows  along  course;  and 

Whereas,  this  petition  was  dismissed  by  the  board  and 
reopened  Feb.  28,  1922,  by  vote  of  the  board. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
condition  that  a  balcony  fire  escape  be  provided  at  6th  story 
(New  .Chambers  street  front)  with  gooseneck  ladder  to 
roof,  and  stairs  at  an  angle  of  60  degrees  connecting  new 
balcony  to  balcony  below  with  casement  sash  at  opening 
leading  to  this  balcony  in  the  6th  story. 


192-22-S 

PETITIONER—  Sharlow  Building  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 442  West  42nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Daniel  MacNamara,  C.  H.  Tilson. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

Negative  .  0 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  and  Su¬ 
perintendent  Reville  .  4 

THE  RESOLUTION: 

(192-22-S) 

Whereas,  Sharlow  Building  Co.,  owner,  filed,  Feb.  9, 
1922;  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  442  West  42nd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Enclose  the  interior  stairway  at  the  east  side  of 
building  *  *  *. 
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“2.  Enclose  the  interior  stairway  at  the  north  side 
of  six  story  building  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  and  6  stories 
in  height,  extending  through  from  41st  street  to  42nd  street, 
with  a  frontage  of  50  ft.  on  41st  street  and  25  ft.  on  42nd 
street,  occupied,  1st  story,  store,  6  persons ;  factory  above ; 
2nd  story,  10  persons ;  3rd  story,  10  persons ;  4th  story,  15 
persons ;  5th  story,  9  persons ;  6th  story,  6  persons ;  equipped 
with  a  sprinkler  system;  the  means  of  egress  _  consisting 
of  an  interior  stairway  in  the  41st  street  portion  of  the 
building  extending  from  the  1  st  story  to  the  6th  story,  en¬ 
closed  in  fire  resisting  partitions  with  fire  doors  at  the 
openings ;  an  interior  stairway  at  the  center  of  the  build¬ 
ing  extending  from  the  1st  story  to  the  roof,  partly  en¬ 
closed  in  brick  partitions  with  wood  doors  at  the  openings ; 
a  stairway  in  the  41st  street  portion  of  the  building  ex¬ 
tending  from  the  1st  story  to  the  top  story  enclosed  in 
wood,  lath  and  plaster  partitions  with  wood  and  glass  doors 
at  the  openings,  a  fire  escape  on  the  west  side  of  the  build¬ 
ing  extending  from  ground  to  the  6th  story  with  drop  lad¬ 
der  to  yard  of  adjoining  premises  at  the  west  with  non- 
fireproof  windows  along  the  course  of  the  fire  escape;  and 

Whereas,  petitioner  proposes  to  erect  a  fire  escape  on 
the  rear  of  the  41st  street  portion  of  the  building  in  the 
5th  and  6th  stories  and  to  extend  the  interior  stairway  in 
the  42nd  street  portion  of  the  building  to  the  roof  and  to 
provide  fireproof  windows  along  the  course  of  the  fire 
escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  as  cited  in  order  of  the  fire  commissioner,  and 
that  the  petition  be  and  it  hereby  is  granted  as  to  item  2 
on  condition  that  the  westerly  partition  supporting  the 
string  of  these  stairs  be  protected  with  fire-retarding  ma¬ 
terial,  from  the  1st  story  to  the  roof,  and  that  the 
present  occupancy  be  not  increased ;  and  that  any 
openings  in  the  hall  partition  be  protected  with  self-closing 
fireproof  doors,  including  the  openings  going  into  the  hard¬ 
ware  store  on  the  1st  story,  and  that  the  proposed  work 
be  carried  out,  and  the  order  of  the  fire  commissioner 
in  so  far  as  it  relates  to  item  1  be  affirmed  and  the  peti¬ 
tion  as  to  this  item  be  denied. 


911-21-S. 

PETITIONER— The  Hammond  Typewriter  Company, 


owner. 

SUBJECT— Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 537  East  69th  street,  Manhat¬ 


tan. 

ACTION  OF  BOARD— Chairman  read  coirespondence. 
Resolution  of  October  18,  1921,  interpreted,  as  to 
item  2,  order  60095,  “granted  on  condition  that  the 
sprinkler  system  as  now  installed  be  maintained. 
Note  correction  on  page  324. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  » 

Negative  . . # - •••;••••••••  ® 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  and  Su¬ 
perintendent  Kleinert  .  4 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

252-22-S.  .  _ 

PETITIONER— Samson  Electric  Company.  j( 
SUBJECT— Approval  of  “Samson  Vibrating  Bell. 
APPEARANCES— None.  1099  n. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1922,  pend¬ 
ing  test  and  report  from  fire  department. 


422-22- S. 

PETITIONER— J.  L.  Murphy,  Inc. 

SUBJECT — Request  for  temporary  permission  to  operate 
the  fuel  oil  burning  plant  at  Pilgrim  Steam  Laun¬ 
dry,  141-151  Terrace  place,  Brooklyn,  for  period 
of  90  days  pending  approval  of  the  Quimby  Pumps. 
APPEARANCES— 

For  Petitioner:  William  B.  F.  Drew. 

ACTION  OF  BOARD — Granted  temporary  permit,  for 
period  of  90  days,  to  operate  Quimby  pump  in 
connection  with  fuel  oil  burning  equipment,  at  pe¬ 
titioner’s  risk  and  subject  to  approval. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

Negative  .  0 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  Kleinert  .  4 

THE  RESOLUTION 

(422-22-S) 

Whereas,  J.  L.  Murphy,  Inc.*  filed,  March  21,  1922,  a 
petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  their  device  known  as  the  “Quimby  Pumps” ;  and 

Whereas,  petitioner  requests  permission  to  operate  a 
Quimby  pump  at  the  plant  of  the  Pilgrim  Steam  Laundry, 
141-151  Terrace  place,  Brooklyn,  for  a  period  of  ninety 
(90)  days  pending  approval  of  these  pumps. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  grant  a  temporary  permit  for  the  installation  of 
the  Quimby  pump  in  connection  with  the  fuel  oil  burning 
installation  at  the  Pilgrim  Steam  Laundry,  141-151  Ter¬ 
race  place,  Brooklyn,  for  a  period  of  ninety  (90)  days,  the 
installation  to  be  made  at  the  petitioner’s  own  risk. 


CASES  DISMISSED. 

Petitions  for  Variations. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  petition  were  offered  for  fil¬ 
ing;  but  where,  despite  notice  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty: 

(1438-21-S) 

Filed  Nov.  2:2 — Premises  75-77  Grand  avenue,  Brooklyn. 

Order  of  the  fire  commissioner.  Petitioner,  Wal¬ 
ter  B.  Wills.  Dismissed  for  lack  of  prosecution. 

( 1467-21- S) 

Filed  Nov.  26 — Premises  636-644  1st  avenue,  Manhattan. 

Order  of  the  fire  commissioner,  labor  law.  Peti¬ 
tioner,  P.  M.  &  W.  Schlichter,  Inc.  Dismissed 
for  lack  of  prosecution. 

(1588-01- S) 

Filed  Dec.  7— Premises  2-6  East  Broadway,  10-12  Catherine 
street  and  18-19  Chatham  square,  Manhattan. 
Order  of  the  fire  cortlmissioner,  labor  law.  Peti¬ 
tioner,  Charles  B.  Meyers.  Dismissed  for  lack  of 
prosecution. 

(1590-21-S) 

Filed  Dec.  6— Premises  59  Carmine  street,  Manhattan. 

Order  of  the  fire  commissioner,  labor  law.  Peti¬ 
tioner,  Western  Parquet  Floor  Co.  Dismissed  for 
lack  of  prosecution. 

(1600-21-S) 

Filed  Dec.  8 — Premises  415  6th  avenue,  Manhattan.  Orders 
of  the  fire  commissioner,  labor  law.  Petitioner, 
Joseph  Mitchell.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(1633-21-S) 

Filed  Dec.  12— Premises  378  Throop  avenue,  Brooklyn. 

Order  of  the  fire  commissioner,  labor  law.  Peti¬ 
tioner,  Isaac  Levin.  Dismissed  for  lack  of  prose¬ 
cution. 
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(1644-21JS) 

Filed  Dec.  15 — Premises  500  East  164th  street,  The  Bronx. 

Order  of  the  fire  commissioner,  labor  law.  Pe¬ 
titioner,  Hudson  Iron  &  Wire  Works,  Inc.  Dis¬ 
missed  for  lack  of  prosecution. 

(1647-21-S) 

Filed  Dec.  16 — Premises  717  5th  avenue,  Manhattan.  Order 
of  the  fire  commissioner,  labor  law.  Petitioner, 
Rudolf  C.  P.  Boehler.  Dismissed  for  lack  of 
prosecution. 

(1703-21-S) 

Filed  Dec.  20 — Premises  506  Broome  street,  Manhattan. 

Orders  of  the  fire  commissioner,  labor  law.  Pe¬ 
titioner,  Charlotte  A.  Jenks.  Dismissed  for  lack 
of  prosecution. 

Motion  to  dismiss  the  above  cases  was  adopted  by  the 

following  vote : 

THE  VOTE— 


Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Moore  and  McDermott.  9 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  Kleinert  .  4 

THE  RESOLUTION: 


Whereas,  the  foregoing  petitioners  have  filed  with  the 
board  of  standards  and  appeals  petitions  for  variations 
affecting  the  premises  stated ;  and 
Whereas,  petitioners  have  failed  to  complete  their  pa¬ 
pers  although  duly  notified  so  to  do. 

Resolved,  that  the  foregoing  petitions  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


Adjourned  5:20  p.  m. 

William  J.  O’Gorman,  Secretary. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  October  18,  1921, 
as  they  appeared  in  Bulletin  No.  43,  Vol.  VI.,  are  hereby 
corrected  as  follows: 

THE  RESOLUTION: 

(911-21-S) 

Whereas,  The  Hammond  Typewriter  Company,  owner, 
filed,  July  23,  1921,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the 
labor  law  as  cited  in  orders  of  the  fire  commissioner,  affect- 
ins:  premises  537  East  69th  street,  Manhattan;  and 

W’hereas,  the  orders  of  the  fire  commissioner,  orders  No. 
60094-LD  and  No.  60095-LD,  dated  May  17,  1917,  read: 

60094-LD.  “4.  Arrawge  bars  and  mesh  on  all  win¬ 

dows  at  front,  rear  and  west  side  of  basement  so  as  to 
be  readily  movable  or  removable  from  both  sides  in 
such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  purposes  of  egress,  as  per 
Section  79-C-2  of  the  Labor  Law.” 

60095-LD.  “2.  Enclose  the  interior  stairway  at  cen¬ 

ter  of  building  serving  as  a  required  means  of  exit, 
and  the  landings,  platforms  and  passageways  connect- 
ins:  therewith  on  all  sides,  with  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  cel¬ 
lar  to  3  feet  above  the  roof,  constructed  as  per  Sec¬ 
tions  79-B-2  and  79-B-3  of  the  Labor  Law  or  carry 
out  a  proper  alternative  method  of  complyine  with 
the  requirements  of  Section  79-B-l  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  4 
stories  and  basement  in  height.  138  ft.  4  in.  by  100  ft.  2  in. 
in  area  (“T”  shaped),  occupied  for  the  manufacture  of 
typewriters,  basement,  3  nersons :  1  st  story,  51  persons ; 
2nd  story.  28  persons :  3rd  storv,  24  persons :  4th  story,  9 
persons;  the  means  of  egress  consisting  of  an  interior  iron 
stairway  extending  from  the  roof  to  the  1st  storv  unen¬ 
closed  except  in  the  basement,  where  there  is  a  fireproof 
enclosure  around  the  stairway  with  fireproof  doors  at  the 
openings,  two  fire  escapes  on  the  rear  of  the  building  ex¬ 


tending  from  the  roof  to  the  ground  with  egress  through 
open  lots  in  the  rear  and  fireproof  windows  along  the 
course  of  the  fire  escapes ;  there  are  16  barred  windows  at 
the  front  and  east  side  of  the  basement,  the  exits  from 
the  basement  numbering  eight  in  addition  to  8  windows  with 
movable  bars ;  and 

Whereas,  the  petitioner  states  that  a  communication  was 
received  from  the  Fire  Prevention  Bureau  that  if  an  auto¬ 
matic  sprinkler  system  was  installed  there  would  be  no 
necessity  to  enclose  the  stairway  and  about  March,  1919, 
a  Sypho  Chemical  Sprinkler  System  was  installed  which 
system  was  not  approved  by  the  Fire  Department;  and  the 
building  is  also  equipped  with  a  fire  alarm  signal  system ; 
and 

Whereas,  Cal.  90-16-S,  petition  to  be  relieved  of  enclos¬ 
ing  stairways,  was  denied  and  Cal.  934-17-S,  petition  to  be 
relieved  of  arranging  bars  and  mesh  on  basement  windows 
so  as  to  be  readily  removable  and  of  enclosing  stairways 
in  fire-resisting  partitions,  was  granted  on  condition  that  a 
fire  partition  of  6  in.  terra  cotta  blocks  separating  rear 
portion  of  building  from  front  portion  and  extending  from 
cellar  to  roof  with  two  openings  at  each  story  protected  by 
single  automatic  doors  be  constructed  and  on  further  con¬ 
dition  that  a  new  rear  enclosed  stairway  be  constructed  of 
incombustible  material  similar  to  the  existing  stairway  and 
further  that  said  variation  be  granted  only  so  long  as  con¬ 
ditions  remain  unchanged. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  4,  Order  60094  on  condition  that  the  iron  bars  on 
one  window  in  each  group  be  arranged  to  be  movable  and 
as  to  Item  2,  Order  No.  60095  on  condition  that  the  sprink¬ 
ler  system  as  now  installed  be  maintained. 

Resolved,  further,  that  this  variation  be  granted  so  long 
as  conditions  as  to  present  industry  and  occupancy  remain 
unchanged. 

♦ Correction — Words  “contracted  for  before  the  adoption 
of  the  sprinkler  rules  by  this  board  and  installed  in  1919” 
omitted  from  resolution. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorjian,  Secretary. 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE”— “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  March  31,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
54-inch  or  by  permission  of  the  Fire  Commissioner  J^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for1  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8J4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 


inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  njme  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
uay,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as : 
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(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2J4  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of/  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  .  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  -with  a  flow*  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means,  of 
steam  supplied  through  a  bnss  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
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days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or,  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  Irom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line- purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
excep*  thdt  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 


turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes,  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  inferior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

_  Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required : 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 
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(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  discnarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 


have  a  siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  siamese  and  its  check  valve  there  shall  be  placed  either  a 
Yt-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
24-in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3)4  in. 
x  3)4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  )4-in.  open  drip  without  valve 
or  cock,  or  a  automatic  ball  drip  of  approved  type 

closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2)4  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  )4  in.  open  drip  extending  to  a  sink  or  a 
24  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2)4  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
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thereto  2 J4  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
llA  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2)4  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2)4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 


shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except,  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
\ards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shajl  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from^a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  hire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pump;  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  _  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat.  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
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a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2^2  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2 y2  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals, _  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All1  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  _  to 
the  system  shall  be  the  first  connection  cn  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 


below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  18 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  34  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied .  from  connections 
to  the  standpipe  system  not  less  th^n  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2l/2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 
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9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 


tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

IE  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  %  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 


PUBLIC  HEARING 


RECOMMENDATION  TO  THE  BOARD  OF  ALDERMEN  FOR  AMENDMENTS  TO  THE  CODE  OF 

ORDINANCES. 


(Cal.  No.  280-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at 
a  special  meeting  on  Friday,  March  31,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building. 

Proposed  Amendments  to  Article  25,  Chapter  5,  Code  of 
Ordinances,  New  York. 

New  matter  in  italics.  Matter  to  be  omitted  in  paren¬ 
thesis  (  ). 

524.  Fire-extinguishing  appliances.  In  every  building 
described  in  Section  520  of  this  Article  and  not  now  pro¬ 
vided  with  a  standpipe  fire  extinguishing  equipment  used 
exclusively  for  the  exhibition  of  Motion  Pictures  and 

which — 

(a)  Have  no  stage,  scenery,  or  dressing-room. 

( b )  Have  a  total  auditorium  floor  area,  exclusive  of 
lobby  rest-rooms,  office  and  smoking  rooms  of  not  more 
than  15,000  square  feet. 

( c )  Have  no  other  occupancy  or  occupancies  on  the 
same  plot  which  occupancies  exceed  10  per  cent  of  the 
total  area  of  the  building. 


(d)  Have  all  seats  on  the  grade  floor,  seats  banked  to 
a  horizontal  depth  of  more  than  20  feet  and  a  gradient 
of  more  than  one  foot  and  twelve  feet'  shall  not  be  con¬ 
sidered  as  on  the  grade  floor. 

There  shall  be  proinded : 

1.  HOSE.  A  proper  and  sufficient  quantity  of  two  and 
one- half  inch  hose  (not  less  than  100  ft.  in  length),  fitted 
with  regulation  couplings  of  the  Fire  Department  and  with 
nozzles  attached  thereto,  and  with  a  hose  spanner  (span¬ 
ners)  at  each  outlet,  shall  always  be  kept  attached  to 
each  hose  outlet  valve  (attachment)  as  the  Fire  Commis¬ 
sioner  may  direct. 

2.  SPRINKLER  SYSTEM.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible  plugs,  ap¬ 
proved  by  the  (Superintendent  of  Buildings)  Fire  Com¬ 
missioner  as  conforming  to  the  proznsions  of  rules  gov¬ 
erning  sprinkler  installations,  supplied  with  water  from 
a  tank  located  on  the  roof  over  the  stage  and  not  con¬ 
nected  in.  any  manner  with  standpipes,  shall  be  placed 
on  each  side  of  the  proscenium  opening  and  on  the  ceil¬ 
ing  or  roof  over  the  stage  at  such  intervals  as  will  pro¬ 
tect,  every  square  foot  of  stage  surface  when  sprinklers 
are  in  operation.  Automatic  sprinklers  shall  also  be  placed, 
wherever  practicable,  in  the  dressing  rooms,  under  the 
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stage  and  in  the  carpenter  shop,  paint  rooms,  store-rooms 
and  property  rooms. 

3.  STANDPIPES.  Standpipes  4  inches  in  diameter 
shall  be  provided  with  hose  attachments  on  every  floor 
and  gallery  as  follows,  namely :  One  on  each  side  of  the 
auditorium  in  each  tier,  also  one  in  each  mezzanine,  also 
on  each  side  of  the  stage  in  each  tier,  one  in  each  tier  of 
dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop,  if  same  be  contiguous  to 
the  building.  All  such  standpipes  shall  be  kept  clear 
from  obstructions.  Said  standpipes  shall  be  separate  and 
distinct  receiving  their  supply  of  water  direct  from  a  grav¬ 
ity  tank  above  the  roof  and  from  the  power  pump  or 
pumps,  and  shall  be  fitted  with  regulation  couplings  of 
the  Fire  Department,  and  shall  be  kept  constantly  filled 
with  water  by  means  of  an  automatic  power  pump  or 
pumps,  of  sufficient  capacity  (to  supply  all  the  lines  of  hose 
when  operated  simultaneously)  as  prescribed  in  Rules  of 
the  Board  of  Standards  and,  Appeals,  and  said  pump  or 
pumps  shall  be  supplied  from  the  street  main  and  be  ready 
for  immediate  use  at  all  times  (during  any  performance 
in  said  building),  except  that  any  theatre  building  used 
exclusively  for  the  exhibition  of  motion  pictures  and  hav¬ 
ing  no  stage,  dressing  rooms  or  scenery  and  having  not 
more  than  one  balcony  shall  not  be  required  to  have  power 
pump  or  pumps  unless  required  to  fill  the  standpipe  sup¬ 
ply  tank  as  prescribed  in  Rules  of  the  Board  of  Standards 
and  Appeals.  In  addition  to  the  requirements  contained 
in  this  Section  the  standpipe  shall  abo  conform  to  the 
requirements  contained  in  Section  581  of  this  Chapter. 
Buildings  having  not  more  than  one  balcony  and  haying 
no  stage,  dressing  rooms ,  or  scenery  and  used  exclusively 
for  the  exhibition  of  motion  pictures,  shall  not ■  be  required 
to  provide  a  gravity  tank  supply  for  standpipe  fire  lines 
when  thei'e  is  a  four  inch  direct  connection  of  the  stand¬ 
pipe  equipment  to  a  city  water  main,  fed  two  ways  or 
one  connection  on  each  of  two  street  fronts  each  main  so 
fed  that  the  shutting  off  of  the  supply  of  one  main  will 
not  interfere  zvith  the  supply  of  the  other  main,  and  hav¬ 
ing  sufficient  pressure  to  maintain  a  minimum  of  twenty- 
five  (25)  pounds  per  square  inch  static  Pressure  at  the 
highest  outlet,  provided  evidence  is  submitted  establishing 
the  fact  that  main  conditions  arc  as  required. 

526.  LIGHTS.  1.  Adequacy.  Everv  portion  of  the 
building  devoted  to  the  uses  or  accommodations  of  the  pub¬ 
lic,  also  all  outlets  leading  to  the  streets  and  including  the 
open  courts  or  corridors,  shall  be  well  and  properly  lighted 
during  every  performance,  and  the  same  shall  remain 
lighted  until  the  entire  audience  has  left  the  premises. 
When  interior  gas  lights  are  not  lighted  bv  electricity, 
other  suitable  appliances  to  be  approved  bv  the  Superin¬ 
tendent  of  Buildings  shall  be  provided.  All  the  electric 
wiring  connections,  fixtures  and  all  electric  appliances  in¬ 
stalled,  except  fire  alarm  system  and  electrical  installa¬ 
tions  that  are  used  in  connection  ninth  fire  extinguishing 
equipment  shall  be  approved  by  the  Department  of  Water 
Supply,  Gas  and  Electricity. 

527.  MEANS  OF  EGRESS.  1.  Exits  to  streets.  Every 
theatre  accommodating  -300  persons  shall  have  at  least  two 
exits ;  when  accommodating  500  persons,  at  least  3  such 
exits  shall  be  provided;  these  exits  not  referring  to  or 
including  the  exits  to  the  open  court  at  the  side  of  the 
theatre.  Every  such  building  shall  have  one  or  more 
fronts  on  the  streets,  and  in  such  fronts  there  shall  be 
suitable  means  of  entrance  and  exit  for  the  audience,  aggre¬ 
gating  not  less  than  25  ft.  in  width.  The  entrance  of 
the  main  front  of  the  building  shall  be  not  on  a  higher 
level  from  the  sidewalk  than  four  steps,  unless  approved 
by  the  superintendent  of  buildings.  Each  exit  shall  be 
at  least  five  feet  in  width  in  the  clear  and  provided  with 
doors  of  iron  or  wood ;  if  of  wood,  the  doors  shall  be 
constructed  as  hereinbefore  prescribed  in  this  Chapter. 
All  of  said  doors  shall  open  outwardlv,  and  shall  be  fas¬ 
tened  with  (movable)  panic  bolts  which  will  open  when 


one  or  more  persons  press  against  inner  side  of  said  door. 
Ordinary  door  bolts  at  present  installed  and  approved  by 
the  authority  hazing  jurisdiction  need  not  be  removed  but 
(the)  such  bolts  (to)  shall  be  kept  drawn  during  per¬ 
formances. 

536.  USE  AND  OCCUPANCY.  3.  Location  restric¬ 
tions.  No  building  described  in  Section  520  of  this  Article 
shall  be  erected,  and  no  building  shall  be  hereafter  convert¬ 
ed  or  altered  to  a  use  described  in  Section  520  of  this  Ar¬ 
ticle,  which  is: 

(a)  Within  twenty  (20)  feet  of  the  nearest  wall  of  a 
building  occupied  as  a  storage  garage. 

(b)  Within  twenty  (20j  feet  of  a  gasoline  pump  and 
tank  system  station. 

( c )  Within  fifty  (50)  feet  of  the  nearest  wall  of  a  build¬ 
ing  in  which  volatile  inflammable  mixtures  are  manufac¬ 
tured  or  stored,  or  in  which  there  is  a  wholesale  drug  store 
or  a  drug  and  chemical  business,  or  in  which  there  is  op¬ 
erated  a  dry  cleaning  and  dyeing  establishment,  or  in  which 
there  is  manufacturing,  mixing  or  compounding  of  paints, 
varnishes  ar  lacquers,  or  in  which  there  is  storage  of  cal¬ 
cium  carbide  in  excess  of  six  hundred  pounds,  or  in  which 
liquefied  chlorine  is  used  or  stored,  or  in  which  nitro  cellu¬ 
lose  products  in  a  quantity  of  one  hundred  pounds  or  more 
is  manufactured,  stored  or  sold,  or  in  which  inflammable 
motion  picture  films  in  excess  of  fire  reels  or  aggregating 
m.ore  than  five  thousand  feet  in  length,  are  manufactured, 
sold,  stored  or  used  except  that  films  in  excess  of  these 
quantities  and  for  the  current  day  projections  only  may  be 
permitted  in  theatres  unless  prohibited  by  provisions  of 
Chapter  10,  Code  of  Ordinances,  or  in  which  there  is  the 
manufacture,  distillation,  rectifying  or  storage  of  distilled 
liquors,  spirits  or  alcohol,  or  in  which  there  is  storage  of 
oils,  fat,  greases  or  soap  stock,  or  in  which  combustible  fibre 
or  material  as  defined  in  Paragraph  1,  Section  24,  Article  2, 
Chapter  12,  Code  of  Ordinances  is  stored  or  kept  on  hand  in 
quantities  in  excess  of  one  ton,  or  in  which  there  is  stored 
empty  wooden  packing  cases  or  barrels  in  a  quantity  occu¬ 
pying  a  space  greater  that  two 1  thousand  cubic  feet,  when 
the  occupancy  or  use  as  hereinbefore  listed  in  this  Section 
under  (a),  (b)  and  (c)  is  operating  under  a  permit  or  has 
been  operating  under  a  permit  from  the  Fire  Commissioner. 

All  reqmred  courts  or  passageways  shall  be  considered  as 
a  portion  of  the  building  defined  in  Section  520  of  this  Ar¬ 
ticle.  The  provisions  of  this  sub-division  of  this  Section 
shall  not  apply  to  buildings  for  zvhich  plans  were  filed  with 
the  administrative  authority  having  jurisdiction,  prior  to 
the  date  on  zvhich  this  sub-diznsion  becomes  effective. 

Proposed  Amendment  to  Section  492,  Chapter  5,  Code  of 
Ordinances.  New  York. 

492.  ENFORCEMENT  OF  ARTICLE.  The  Fire  Com¬ 
missioner  (Superintendent  of  Buildings)  may  at  any  time 
serve  a  written  or  printed  notice  upon  the  owner,  lessee  or 
manager  of  any  said  buildings,  directing  any  act  or  thing  to 
be  done  or  provided  in  or  about  said  buildings,  and  several 
appliances  therewith  connected,  such  as  halls,  doors,  stairs, 
windows,  seats,  aisles,  fire  walls,  fire  apparatus  and  fire- 
escapes,  as  he  may  deem  necessary. 


Proposed  Amendment  to  Article  28,  Section  581,  Code  of 
Ordinances,  New  York. 

581.  STANDPIPES.  1.  (When  required)  standpipes, 

constructed  and  installed  as  hereinafter  required  and  as 
prescribed  in  Rules  of  the  Board  of  Standards  and  Appeals 
shall  be  proznded : 

a.  UNCHANGED. 

b.  UNCHANGED. 

c.  In  every  building  exceeding  ten  thousand  square  feet 
in  area,  except  in  buildings  specifically  exempted  in  Article 
25  of  this  Chapter  and  buildings  not  exceeding  fifteen  thou¬ 
sand  square  feet  in  area  and  occupied  solely  as  places  of 
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religious  worship. 

d.  In  amusement  or  exhibition  parks  or  enclosures  when 
deemed  necessary  by  the  Fire  Commissioner  or  the  Board 
of  Standards  and  Appeals. 

c.  In  oil  storage  plants,  ship-yards,  and  other  industrial 
plants  of  an  area  in  excess  of  ten  thousand  square  feet. 

2.  UNCHANGED. 

3.  Number  and  Location.  The  number  of  standpipes  in 
any  building  shall  be  such  that  all  parts  of  each  story  are 
within  the  reach  of  at  least  one  stream  supplied  by  hose  not 
exceeding  one  hundred  feet  in  length. 

When  a  building  requiring  standpipes  faces  on  more  than 
one  street,  at  least  one  standpipe  shall  be  installed  for  each 
street  front,  provided  for  intersecting  street  fronts  one 
standpipe  shall  be  sufficient  for  each  intersection,  when  all 
portions  of  each  area  may  be  reached  by  a  stream  from  not 
more  than  100  feet  of  hose.  So  far  as  practicable  stand¬ 
pipes  shall  be  placed  within  stair  enclosures  otherwise  they 
shall  be  as  near  the  stair  as  possible.  All  standpipes  shall 


extend  from  the  lower  story  to  and  above  the  roof,  except 
where  there  is  more  than  one  stemdpipe  riser,  when  every 
second  riser  shall  be  required  to  extend  through  the  roof, 
and  except  where  buildings  do  not  exceed  40  ft.  in  height 
and  have  a  standpipe  equipment  separate  and  distinct  from 
the  standpipe  equipment  of  a  plant  or  of  any  other  building 
when  no  riser  shall  be  required  to  extend  through  the  roof. 

4.  CONSTRUCTION.  All  standpipes  hereinafter  in¬ 
stalled  shall  be  constructed  as  prescribed  by  the  Rules  of  the 
(Fire  Commissioner)  Board  of  Standards  and  Appeals  and 
shall  be  provided  with  such  outlets  and  equipped  with  such 
appliances  as  required  by  said  rules.  All  standpipes  shall 
extend  to  the  street  and  shall  be  provided  with  approved 
Siamese  connections.  When  there  is  more  than  one  stand- 
pipe  in  any  building  all  shall  be  cross-connected  in  an  ap¬ 
proved  manner  below  the  side-walk  level  or  if  there  is  no 
cellar  they  shall  be  cross-connected  below  the  ceiling  of  the 
basement  or  lowest  story. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  MARCH  10.  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon.  Chief  Inspector  Bastress,  Superinten¬ 
dents  Reville,  Moore  and  McDermott. 

(280-22-S) 

SUBJECT — Proposed  amendments  to  the  Code  of  Ordi¬ 
nances  to  be  submitted  to  the  Board  of  Aldermen. 
APPEARANCES — Inspectors  Gilroy  and  Lewis  of  the  fire 
department;  Lidon  Johnson,  representing  the  In¬ 
ternational  Theatrical  Association ;  Raymond  Ir- 
rera,  and  M.  C.  Schill. 

ACTION  OF  THE  BOARD1 — Chairman  Walsh  appointed 
a  committee  of  the  board,  consisting  of  Fire  Chief 
Kenlon,  Superintendents  Brady  and  Moore,  and 
Mr.  Kearney,  to  re-draft  for  submission  to  the 
Board  of  Standards  and  Appeals,  proposed  amend¬ 
ments  to  the  Code  of  Ordinances,  relating  to  Mo¬ 
tion  Picture  Theatres,  said  proposed  amendments 


to  be  published  in  the  Bulletin  and  a  public  hear¬ 
ing  thereon  to  be  held  on  Friday  afternoon,  March 
24th,  1922,  at  2  p.  m. 


(281-22-S) 

SUBJECT — Proposed  rules  governing  fire  extinguishing 
appliances. 

APPEARANCES — Julius  Eckman,  representing  Marc  Eid- 
litz  &  Son ;  James  A.  Coyle  and  William  F.  Conran. 

ACTION  OF  THE  BOARD — Proposed  amendments  to 
rules  governing  fire  extinguishing  appliances  were 
laid  over  for  further  discussion  at  public  hearing 
on  Friday  afternoon,  March  24,  1922,  at  2  p.  m. 
Persons  desiring  to  submit  their  views  were  re¬ 
quested  tc  submit  same  in  writing  before  the  date 
of  public  hearing. 


♦ Correction :  The  word  “Aldermen”  changed  to  “Stand¬ 
ards  and  Appeals”  in  the  fifth  line  of  text  in  the  “Action 
of  the  Board,”  Cal.  No.  280-22-5'. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Cases  filed  up  to  and  including  March  23,  1922  .  428 


Restored  to  calendar  . 

Miscellaneous  Actions. 


Requests  to  reopen  .  39 

Requests  to  amend  . 2 

Requests  for  modification  .  6 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  6 

Rules  proposed  .  4 

Requests  to  install  . 5 

Administrative  requests  .  0 

Total  .  909 

Disposed  of  . 476 

Cases  pending  March  23,  1922  .  433 


DISPOSITION  OF  CASES. 


Withdrawn  .  30 

Dismissed  .  69 

Denied  . 55 

Granted  .  35 

Granted  on  condition  .  209 

Appliances  approved  .  13 

Appliances  disapproved  .  5 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  36 

Requests  to  reopen  denied  .  2 

Requests  to  amend  granted  .  2 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  5 

Requests  for  modification  denied  . .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted .  8 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  1 

Rules  disapproved  .  1 

Requests  to  install  granted  .  5 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Requests  withdrawn  .  1 

Total  .  476 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second ,  That  due  and  ample  notice  oi  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being-  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recocd  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . 1922. 
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This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting  Board  of  Standards 
and  Appeals,  March  24,  1922. 

Minutes  of  Meeting  Board  of  Appeals,  March 
*8,  1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  March  28,  1922. 

Notice  of  Public  Hearings. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  April  4, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  11,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed,  Week  Ending  March  30th,  1922. 


Cal.  No. 

470-22- A . 

Department 
_ F.D . 

Order  No. 
. Alt.  198-1922 

469-22-BZ . 

....F.D . 

. LC  69562 

468-22-S . , 

....B.B.M . 

. Alt.  136-1922 

467-22- A . 

....F.D . 

. LC  70849 

466-22-S . 

...F.D . 

. LD  32878 

4 65 -22- S . 

...F.D . 

464-22-A . 

. . .  .F.D . 

. LC  1221 

463-22-A . 

....F.D . 

. Alt.  135-1922 

462-22-BZ . 

...B.B.Bx . 

. NB  870-1922 

461-22-BZ . 

...B.B.B . 

. NB  3660-1920 

460-22- A . 

....F.D . 

.  ...F  31500-31501-31502 

459-22-A . 

. C  71557 

458-22-S . 

...F.D . 

. LD  28597 

457-22-A . 

....F.D . 

. LC  71524 

456-22-A . 

. . .  .  F.D . 

. LC  11611 

455-22-BZ . 

...B.B.B . 

. Alt.  837-22 

454-22-S . 

...F.D . 

453-22-BZ . 

...F.D . 

. LC  71625 

452-22-S . 

...F.D . 

. . LD  13015 

45 1-22- A . 

....F.D . 

. F  13104 

450-22-BZ . 

. . .  .B.B.Bx . 

. NB  576-22 

449-22-A . 

....F.D . 

448-22-BZ . 

. . .  .F.D . 

. F  32730 

447-22- S . 

....F.D . 

446-22- A . 

....F.D . 

. LC  11606 

445-22-A . 

....F.D . 

. LC  11491 

444-22-S . 

....F.D . 

443-22-S . 

....F.D . 

442-22- A . 

....F.D . 

441-22-A . 

. F.D.  ... 

440-22-A . 

. B.B.M. 

. NB  109-1922 

439-22- S . 

. F.D.  ... 

. LD  28743 

438-22-BZ..  . . 

. B.B.B.  . 

. Alt.  3605-22 

437-22- A . 

. F.D.  ... 

436-22- S . 

. F.D.  ... 

. LD  12833 

435-22-A . 

. F.D.  ... 

. LC  9495 

434-22-S . . . . . 

. F.D.  ... 

. LD  16564 

433-22-S . 

. F.D.  ... 

. LD  30529 

432-22-S . 

. F.D.  ... 

. LD  24305-27764 

431-22-S . 

F.D.  ... 

. LD  23185 

430-22-S . 

. F.D.  ... 

. LD ’'23217 

429-2 2- S . 

. F.D.  ... 

. LD  22078-22079-22080- 

22512-22083 

Restored  to 

Calendar. 

784-21-S . 

. F.D.  ... 

. LD  22022 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . ...Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  4,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1291-21-BZ, 

APPLICANT — Willard  Parker,  for  Tuchy  &  Upton,  Inc., 
owner. 

PREMISES — 129  Broadway,  126  Washington  street, 
Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  51  com¬ 
munity  public  garages  and  one  public  garage  for 
more  than  five  motor  cars. 

380-32-BZ. 

APPLICANT — Kings  Highway  Community  Corp. 

PREMISES — 1665  East  17th  street,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a  community 
building. 

1661-21-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Anna  Bray,  owner. 

PREMISES — 1003-1005  Intervale  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 
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134-22-BZ. 

APPLICANT — Fred  Hensel,  applicant  and  owner. 

PREMISES — 541  Mitchell  avenue.  Flushing,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  two  commercial  cars. 

323-22-BZ. 

APPLICANT — New  York  Telephone  Company,  applicant 
and  owner. 

PREMISES — 206-224  West  36th  street,  Manhattan. 

TO  PERMIT  in  a  B  area  district  the  omission  of  a  rear 
yard  as  required  by  law. 

1550-21-BZ. 

APPLICANT — John  Jose  Carroll,  for  Arthur  Gaxbaria®, 
owner. 

PREMISES — 36-44  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

123-22-BZ 

APPLICANT — Abram  D.  Milstein. 

PREMISES — 529  West  147th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  installation  of  an 
electric  sign. 


BOARD  OF  APPEALS. 

Tuesday,  April  4,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

131-22-A — 62  Delancey  street,  Manhattan. 

148-22-A — 11  Azolea  street,  Middle  Village,  Queens. 

168-22- A — 102  Jamaica  avenue,  Flushing,  Queens. 
1251-21-A — Pier  No.  3,  foot  of  47th  street,  Brooklyn. 
1275-21-A — Southwest  corner  Richmond  Terrace  and  West¬ 
ern  avenue,  Richmond. 

1483-21-A — 1628  Decatur  street,  Queens. 

216-22-A — 203  West  77th  street,  Manhattan. 

1349-21-A — 1  West  139th  street,  Manhattan. 

1649-21-A — 2186  Anthony  avenue,  The  Bronx. 

11-22-A— 416-418  East  59th  street,  Manhattan. 

30-22-A — 217  East  51st  street,  Manhattan. 

158-22-A — 130-132  Chambers  street,  Manhattan. 

160-22-A — 133  Crosby  street,  Manhattan. 

176-22-A — East  side  Butternut  street,  177  ft  south  of 
165th  street.  The  Bronx. 

U84-21-A — 45  Bond  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  April  4,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1067-21-BZ — Application,  February  28,  1922,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Meyer  Monsky,  owner,  for  a  rehearing 
of  an  application  previously  denied  to 
permit  in  a  residence  district  the  ex¬ 
tension  in  height  of  existing  garage 
for  more  than  five  motor  vehicles ; 
premises  112-138  West  105th  street, 
Manhattan. 

cal.  no.  1699-21-BZ — Application,  December  29,  1921,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  J.  Kessler,  consulting  engineer,  on 
behalf  of  Albert  J.  Schwarzler,  owner, 
to  permit  partly  in  a  business  district 
and  partly  residence  district  the  erec¬ 
tion  of  a  motion  picture  theatre  and 
stores ;  premises  1229  Morris  avenue, 
The  Bronx. 


cal.  no.  142-21-BZ — Application,  February  7,  1922,  under 
the  building  zone  resolution,  of  Joseph 
S.  Byrne,  attorney,  on  behalf  of  Charles 
Roissello,  owner,  for  a  rehearing  of  an 
application  previously  denied  to  permit 
in  a  residence  district  the  extension  in 
height  of  existing  factory;  premises 
1963-1965  East  18th  street,  Brooklyn. 

CAL.  NO.  110-22-BZ — Application,  January  26,  1922,  under 
the  building  zone  resolution,  of  John 
DeHart,  architect,  on  behalf  of  Thomas 
J.  McKeon,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  public 
garage;  premises  1246-1248  Cromwell 
avenue,  The  Bronx. 

'al.  no.  215-22-BZ — Application,  February  15,  1922,  under 
the  building  zone  resolution,  of  Jere¬ 
miah  K.  Cronin,  applicant,  on  behalf  of 
Ella  Crawford,  owner,  Gertrude  Saun¬ 
ders,  lessee,  to  permit  in  a  business  dis¬ 
trict  the  conversion  of  an  existing  six 
story  stable  into  a  public  garage;  prem¬ 
ises  203  West  77th  street,  Manhattan. 

cal.  no.  228-22-BZ — Application,  February  16,  1922,  under 
the  building  zone  resolution,  of  Joseph 
L.  Hernon,  applicant,  on  behalf  of 
Charles  S.  Brown,  owner,  to  permit  in 
a  residence  district  the  conversion  of 
an  existing  private  dwelling  into  a  busi¬ 
ness  building;  premises  247  Lexington 
avenue,  Manhattan. 

cal.  no.  229-22-BZ — Application,  February  16,  1922,  under 
the  building  zone  resolution,  of  Arthur 
O.  Freidman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  of  a  business  building;  premises 
3402  Edgemere  avenue,  Edgemere, 
Long  Island. 

cal.  no.  370-22-BZ — Application,  March  11,  1922,  under 
the  building  zone  resolution,  of  C.  B.  J. 
Snyder,  architect,  on  behalf  of  City 
of  N.  Y.  (Board  of  Education),  own¬ 
er,  to  permit  in  a  residence  district  the 
erection  of  a  public  school ;  premises 
402-450  Pennsylvania  avenue,  Brook¬ 
lyn. 

cal.  no.  106-22-BZ — Application,  January  25,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Behan,  applicant,  on  behalf  of  New 
Dorp  Coal  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
of  coal  pockets  and  silos;  premises  east 
side  5th  street,  50  feet  north  of  'Sea- 
view  avenue,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  4,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

2-22-S — 585-587  Fulton  street,  Brooklyn. 

1689-21-S — 5-11  East  137th  street,  Manhattan. 

173-22-S — 209  East  26th  street,  Manhattan. 

83-22-S — 1742  Bath  avenue,  Brooklyn. 

85-22-S — 241  Howard  avenue,  Brooklyn. 

190-22- S — 21-23  West  34th  street,  Manhattan. 

207-22- S — 277-279  Morris  avenue,  The  Bronx. 
302-22-S — 391  Fifth  avenue,  Manhattan. 

335-32- S — 36  East  23rd  street,  Manhattan. 

41-22-S — 338  Bowery,  Manhattan. 
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I77-22-S — 251-253  Classon  avenue,  210-216  Taaffe  Place, 
Brooklyn. 

212-22-S — 2312  Third  avenue,  Manhattan. 

235-22-S — 62  Fulton  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Os¬ 
trander  Trouble  Bell. 

309-22-S — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 
proval  of. 


PUBLIC  HEARINGS. 

Friday ,  April  7,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matters  have  been  adjourned  to 
Friday,  April  7,  1922,  at  2  p.  m. : 

280- 22-S — Proposed  Amendments  to  Code  of  Ordinances. 

281- 22-S — Proposed  Rules  “Standpipe” — “Fire  Line.”' 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday.  April  11,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1672-21-BZ. 

APPLICANT — Augustine  Schiavone,  for  Charles  Piscopo, 
owner. 

PREMISES — 771  40th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  five  cars. 

115-22-BZ. 

APPLICANT — Jefferson  R.  Edwards,  for  R.  Fritsche, 
owner. 

PREMISES — 551-555  92nd  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

238-22-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Regas  Realty  Co., 
Inc.,  owner. 

PREMISES — Southwest  corner  Claremont  Parkway  and 
Fulton  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  of  a  business  build¬ 
ing. 

301-22-BZ. 

APPLICANT — Dept,  of  Plant  &  Structures,  for  City  of 
New  York. 

PREMISES — 5608-5624  19th  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  housing  station  for  the  Dept,  of  Street 
Cleaning. 

261-22-BZ. 

APPLICANT — William  O.  Ludlow,  for  New  York  Times 
Co.,  owner. 

PREMISES — 231-239  West  43rd  street,  Manhattan. 

TO  PERMIT  in  a  two  times  district  the  erection  of  a  loft 
building  exceeding  the  height  requirements  of  the 
zoning  law. 

450-22-BZ. 

APPLICANT — John,  J.  Dunnigan,  for  Gesco  Realty  Co., 
owner. 

PREMISES— 300-308  East  176th  street,  1830-32  Anthony 
avenue,  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  one- 
story  business  building. 


BOARD  OF  APPEALS. 

Tuesday,  April  11,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

161-22-A— 170-186  Van  Brunt  street,  Brooklyn. 

191-22-A — 280  Broadway,  Manhattan. 

231-22-A — 1  Ferry  street,  Richmond. 

774-21-A — 1521  Atlantic  avenue,  Brooklyn. 

1148-21-A — 275  Ralph  avenue,  Brooklyn. 

1383-21- A — 304  West  54th  street,  Manhattan. 

178- 22-A— 45-47  West  57th  street,  Manhattan. 

189-22-A— 331-333  East  27th  street,  Manhattan. 

324-22-A — North  side  Greenpoint  avenue,  237  ft.  north  of 

Kingsland  avenue,  Brooklyn. 

356-22- A — 1298  Girard  avenue,  The  Bronx. 

3-22-A — 319-321  East  44th  street,  Manhattan. 

109-22-A— 165-167  40th  street,  Corona,  Queens. 

125-22-A — 375  Walnut  street,  Winfield,  Queens. 

156-22-A — 2316  Grand  avenue,  The  Bronx. 

174-22-A — 129-131  Greene  street,  Manhattan. 

179- 22-A— 146  Wooster  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  April  11,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1068-21-BZ — Application,  February  14,  1922,  under 
the  building  zone  resolution,  of  Mes- 
zaros  &  Bernard,  applicants  and  own¬ 
ers,  for  a  rehearing  of  an  application 
previously  denied  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  exist¬ 
ing  building  to  be  used  as  a  motor 
vehicle  repair  shop ;  premises  north¬ 
east  corner  Astoria  avenue  and  Pope 
street,  Queens. 

cal.  no.  1620-21-BZ — Application,  January  27,  1922,  under 
the  building  zone  resolution,  of  Walter 
J.  Vreeland,  architect,  on  behalf  of  W. 
H.  Holmes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  one  commercial  car;  prem¬ 
ises  112  Collins  avenue,  South  Ozone 
Park,  Queens. 

cal.  no.  1499-21-BZ — Application,  November  30,  1921,  under 
the  building  zone  resolution,  of  Peter 
Millman,  architect,  on  behalf  of  Louis 
J.  Caralanotto,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage ;  premises  9502  Avenue  L, 
Brooklyn. 

cal.  no.  1658-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Samuel 
H.  Drellich,  applicant,  on  behalf  of 
Fanny  Drellich,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  three  motor  cars ;  premises 
151  Summit  Place,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  11,  1922,  at  2  p.  m. 

Petition  for  Variations. 

784-21-S — 163  Mercer  street,  Manhattan. 

1617-21-S — 38-40  Flatbush  avenue,  Brooklyn. 
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40-22-S — 473  Broadway,  Manhattan. 

63-22-S — 463  Greenwich  street,  Manhattan. 

87-22-S — 168  Bowery,  2-12  Kenmare  street,  Manhattan. 
99-22-S — 138  West  34th  street,  Manhattan. 

121-22-S — 71  Warren  street,  Manhattan. 

155-22-S — 60  Grand  street,  Manhattan. 

202-22- S — 79  East  10th  street,  Manhattan. 

222- 22-S — 12-32  Jamaica  avenue,  758-70  Boulevard,  Queens. 

223 - 22- S — 130  West  32nd  street,  Manhattan. 

227-22-S — 194  William  street,  Manhattan. 

237-22-S — 20  East  9th  street,  Manhattan. 

255-22-S— 33-35  West  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

416-22-S — Burnot  Fireproof  Paint,  approval  of 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 


BOARD  OF  APPEALS. 

Tuesday,  April  18,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

193-22-A — 1284  Cromwell  avenue,  The  Bronx. 

246-22-A— 536-556  West  27th  street,  Manhattan. 

774-21-A — 1521  Atlantic  avenue,  Brooklyn. 

1646-21-A— 208-212  East  120th  street.  Manhattan. 

38-22- A — 736  Broadway,  Manhattan. 

45-22-A — Northeast  corner  Kingsbridge  Road  and  Jerome 
avenue,  The  Bronx. 

133-22-A— 110-116  Nassau  street,  Manhattan. 

162- 22-A — 1637-1643  Third  avenue,  200-204  East  92nd 

street,  Manhattan. 

163- 22-A — 206-210  East  92nd  street,  Manhattan. 

164- 22- A — 57'  Evelyn  Place.  The  Bronx. 

167-22-A — 22-24  North  William  street,  Manhattan. 

209-22-A — 146  Water  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  18,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1449-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Henry 
J.  Schnackenberg,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage;  premises  69  Ferguson  street, 
Queens. 

cal.  no.  1166-21-BZ — Application,  March  14,  1922,  under 
the  building  zone  resolution,  of  Wm. 
H.  Good,  attorney,  on  behalf  of  Ignatz 
Wohl,  owner,  for  a  hearing  of  an  ap¬ 
plication  previously  dismissed  for  lack 
o7  prosecution  to  permit  in  a  residence 
district  the  maintenance  of  a  garage 
for  five  motor  vehicles  ;  premises  538- 
544  8th  avenue,  Long  Island  City, 
Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  18,  1922,  at  2  p.  m. 
Petitions  for  Variations. 

224r22-S — 292-314  Kent  avenue,  Brooklyn. 


Appliances  Submitted  for  Approval. 

252-22-S — Samson  Vibrating  Bell,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1421-21-S — Guardene  Non-Slop  Extinguisher,  approval  of. 
13-21-S — Dahl  Oil  Burner. 

341-21- S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S — Angle  Hose  Valve. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

194-22- S — Worthington  Snow  Model  Duplex  Oil  Pumps, 
approval  of. 

357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  April  25,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

232-22-A — 139  Bay  street,  Tompkinsville,  Richmond. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

334-22-A — West  side  Exterior  street,  350  feet  north  of 
150th  street,  The  Bronx. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  12,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

562-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street)-  2006-2012  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING.  . 

Friday,  May  26,  1922,  at  10  a.  m. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 


Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A— Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19- A— Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A— Pier  27,' North  River,  Manhattan. 

883- 19- A— Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A— -Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 


Piers  37  and  38,  East  River,  Manhattan. 

■Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95587-F.) 
-Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95586-F. 
-Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95585-F.) 

■Piers  22-25  East  River,  Manhattan. 

-Pier  28,  North  River,  Manhattan. 

-Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 


937-19-A- 

948- 19-A- 

949- 19-A- 

950- 19-A- 

981-19-A- 

1003-19-A- 

31-20-A- 


265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 


268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A— Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A— Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 2L-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn, 

1545- 21-A — Pier  2,  between  Main  and  Dotk  streets,  Brook¬ 

lyn. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  MARCH  24,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Chief  Inspector 
Bastress,  Superintendents  Kleinert,  Reville  and  Moore. 

(280-22-S) 

SUBJECT— Proposed  amendments  to  the  Code  of  Ordi¬ 
nances  to  be  submitted  to  the  Board  of  Aldermen. 
APPEARANCES— James  J.  Walker.  W.  H.  Weisser,  Leon 
Fleischman,  representing  Panic-Proof  Products 
Co.;  Captain  Waldron,  Chief  O’Hanlon,  Inspector 
Gilroy,  of  the  fire  department;  Bernard  Edelhertz, 
representing  Theatre  Companies  Chamber  of  Com¬ 
merce;  Julius  Eckman,  Alexander  C.  MacNulty, 
et  al. 


ACTION  OF  THE  BOARD — Chairman  read  communica¬ 
tions  from  New  York  Board  of  Fire  Underwriters, 
the  Real  Estate  Board  of  New  York,  the  Ameri¬ 
can  Institute  of  Architects,  Building  Managers  and 
Owners  Association,  and  Brady  &  Frederickson, 
Inc. 

Laid  over  to  Friday,  March  31,  1922,  at  2  p.  m., 
for  public  hearing. 

(281-22-S) 

SUBJECT — Proposed  rules  governing  fire  extinguishing 
appliances. 

APPEARANCES — 30  persons,  names  not  noted. 

ACTION  OF  THE  BOARD — Laid  over  to  Friday,  March 
31,  1922,  at  2  p.  m.,  for  public  hearing. 

Adjourned  5:15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  28,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  March  21st,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  13,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
14-22 -A. 

APPELLANT — Moredall  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1639-1649  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Louis  M.  Scheurer  and  George  B. 
O’Day. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Report  of  committee  adopted  and 
appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kearney  .  1 


THE  RESOLUTION: 

(14-22- A) 

Whereas,  Moredall  Realty  Corporation,  owner,  filed, 
Jan.  5,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  1639- 
49  Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  10323- 
LC,  dated  Dec.  16,  1921,  reads : 

“Referring  to  your  application  dated  Nov.  21,  1921, 
for  a  permit  to  keep  more  than  5  reels  of  film  at 
1639-49  Broadway,  you  are  hereby  informed  that  your 
application  has  been  disapproved  because  premises  are 
occupied  as  theatre  and  dwelling.  The  issuance  of  a 
permit  is  prohibited  by  section  241,  subdivision  (a) 
and  (b)  of  chapter  10,  Code  of  Ordinances. 

“You  are  therefore  hereby  ordered  to 
“1.  Discontinue  the  storage  of  more  than  5  reels  or 
more  than  5,000  lineal  feet  of  inflammable  motion  pic¬ 
ture  film  on  these  premises.” ; 
and 

Whereas,  the  building  is  of  fireproof  construction,  6 
stories  in  height,  100  ft.  6^  in.  by  268  ft.  11 1/%  in.  in  area; 
occupied,  1st  story,  stores  and  theatre,  14  persons  in  stores ; 
2nd,  3rd  and  4th  stories,  offices ;  5th  and  6th  stories,  apart¬ 
ments  ;  and 

Whereas,  appellant  states  that  an  average  of  9,000  ft.  or 
9  reels  of  picture  films  per  week  are  required  in  the  the¬ 
atre  for  exhibition  and  that  a  room  on  the  3rd  story  of 
the  business  building  is  used  for  assembling  of  necessary 
films  to  be  exhibited  in  the  theatre  and  also  for  reviewing 
the  films  to  be  exhibited ;  the  films  are  kept  in  two  steel 
cabinets  pending  examination ;  and 

Whereas,  a  committee  of  the  board  consisting  of  Chair¬ 
man  Walsh,  Fire  Chief  Kenlon  and  Mr.  Kearney,  visited 
the  premises  1639-49  Broadway,  known  as  the  Capitol  The¬ 
atre,  on  March  16th,  1922,  and  reports : 

“The  order  to  discontinue  the  storage  of  more  than 
five  reels  of  motion  picture  film  was  brought  about 
by  the  fact  that  the  management  of  this  theatre  con¬ 
ducts  a  private  projection  room  for  the  review  and 
examination  of  all  pictures  submitted  to  it  for  exhibi¬ 
tion,  as  they  do  not  confine  their  exhibits  to  film  ex¬ 


change  agencies,  acquiring  or  producing  their  own  news 
exhibitions,  feature  films  and  the  like. 

“Their  private  review  of  productions  is  for  the  pur¬ 
pose  of  reassembling  cuts  and  rearrangements  and  it 
it  would  seem  that  the  conduct  and  operation  of  their 
exhibit  depends  on  their  private  productions. 

“After  a  careful  survey  of  the  entire  premises  the 
Committee  recommends  that  the  appeal  be  granted  on 
condition  that  the  proposed  storage  in  excess  of  the 
five  reel  allowance  be  permitted  on  condition  that  the 
■storage  be  confined  in  a  room  not  more  than  6  ft.  by 
6  ft.  inclosed  in  walls  of  approved  masonry,  with  no 
opening  other  than  a  door  thereto,  protected  by  a  self- 
closing  steel  safe  door;  that  this  storage  space  be 
equipped  with  sprinklers  in  accordance  with  the  regu¬ 
lations  of  the  fire  department  and  that  this  storage 
space  be  ventilated  by  a  window  opening  directly  on 
a  street  or  public  highway;  said  opening  to  be  pro¬ 
tected  with  fireproof  window  wire  glass. 

“That  this  room  shall  be  located  in  that  portion  of 
the  building  separated  from  the  theatre  or  auditorium 
by  brick  wall  at  least  16  in.  in  thickness  and  that  the 
proposed  room  be  distant  at  least  100  ft.  in  any  line 
from  the  film  projection  booth  of  the  motion  picture 
theatre.” 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  recommendation  of  the  com¬ 
mittee  of  the  board  be  complied  wilh. 


1695-21-A. 

APPELLANT — A.  J.  Diefenderfer  Corporation,  lessee. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 410  West  52nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  A.  J.  Diefenderfer  and  Walter  R. 
Gorden. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kearney  .  1 


THE  RESOLUTION: 

(1695-21-A) 

Whereas,  A.  J.  Diefenderfer  Corp.,  lessee,  filed,  Dec. 
29,  1921,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  410 
West  52nd  street,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner,  No.  9306- 
LC,  dated  Oct.  25,  1921,  and  order  No.  30751-F,  dated 
Feb.  3,  1922;  read: 

No.  9306-LC.  “You  are  hereby  notified  that  an  in¬ 
spection  of  premises  410  West  52nd  Street,  Manhat¬ 
tan,  used  to  maintain  a  motor  vehicle  repair  shop, 
shows  that  the  following  must  be  done  before  permit 
can  be  issued : 

“1.  Separate  the  boiler  from  the  remainder  of  the 
building,  by  an  unpierced  wall  consisting  of  solid  ma¬ 
sonry  of  at  least  8  in.  in  thickness  or  its  equivalent. 
Sec.  9,  ch.  10,  Code  of  Ordinances. 

“2.  Provide  metal  or  kalameined  frames  and  sashes 
wire  glass  for  windows  on  the  west  and  south  walls, 
2nd,  3rd  and  4th  stories. 
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“3.  Obtain  a  certificate  of  occupancy  from  Super¬ 
intendent  of  Buildings  and  file  copy  of  same  with 
this  Department.” 

30751-F.  “1.  Provide  iron  or  kalameined  shutters 

at  all  openings  in  the  exterior  wall  above  1st  story 
which  are  distant  in  a  direct  line  less  than  30  ft.  from 
any  opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  south  and  west 
sides  of  building,  or  other  approved  protection,  as  per 
sec.  375,  art.  18,  Chapter  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  50  ft.  by  97  ft.  in  area,  located  in  a  busi¬ 
ness  district;  occupied,  1st  story,  mounting  commercial  au¬ 
tomobile  bodies,  10  persons;  2nd  story,  storage  commercial 
bodies ;  3rd  story,  mounting  commercial  bodies  and  repairs, 
4  persons;  4th  story,  storage  commercial  bodies;  and  _ 

Whereas,  appellant  states  that  the  order  evidently  is 
based  on  the  assumption  that  a  motor  vehicle  repair  shop 
is  maintained  on  the  premises,  that  the  premises  are  at 
no  time  used  for  the  repair,  overhauling  or  adjustment  of 
motor  vehicles,  but  only  for  the  mounting  of  commercial 
truck  bodies  on  the  chassis,  the  bodies  at  times,  requiring 
slight  alterations  or  repairs,  and  that  no  gasoline  or  oil 
is  stored  on  the  premises. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  modified  and  the  appeal  in  so  far  a.s 
it  relates  to  item  No.  1  of  order  No.  9306-LC,  be. and  it 
hereby  is  granted  on  condition  that,  the  cellar  ceiling  di¬ 
rectly  over  the  boiler  be  covered  with  fire  retarding  ma¬ 
terial  for  an  area  of  20  ft.  square,  the  order,  No  9306- 
LC,  items  2  and  3,  and  order  No.  30751-F,  item  No.  1, 
be  affirmed  and  the  appeal  in  so  far  as  it  relates  to  these 
orders  be  denied. 


161-22- A. 

APPELLANT— John  A.  Moran,  for  Atlantic  Basin  Iron 
Works,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 170-186  Van  Brunt  street, 


Brooklyn. 

APPEARANCES—  _  .  .  . 

For  Appellant:  John  A.  Moran,  Frank  A.  Dickens 

and  Grent  Earl. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
department. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1922,  at 
10  a.  m.,  pending  inspection  by  committee  of  the 
board. 


165-22- A. 

APPELLANT— Anna  Weiss,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 3917  White  Plains  avenue, 
The  Bronx. 

APPEARANCES— 

For  Appellant:  Anna  Weiss. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman 
Boulton,  Holland, 


Walsh,  Messrs.  Beatty, 
Kerby  and  Fire  Chief 


Kenlon  . 

Negative  . 

Absent:  Mr.  Kearney 


6 

0 

1 


THE  RESOLUTION: 

(165-22-A) 

Whereas,  Anna  Weiss,  owner,  filed,  Feb.  6,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  3917  White  Plains 
avenue,  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application  dated  Oct.  31, 
1921,  for  a  permit  to  maintain  a  garage  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  permit  because  the  building  is 
of  frame  construction.  Section  5,  paragraph  4,  chap¬ 
ter  5  of  the  Code  of  Ordinances  provides  that  ‘no 
change  of  occupancy  or  use  shall  be  made  in  any  *  *  * 
now  existing  building  *  *  *  unless  *  *  *  such  build¬ 
ing  conforms  to  the  provisions  of  the  building  code 
with  respect  to  buildings  hereafter  altered  for  the 
proposed  new  occupancy  or  use.’ 

“Section  90,  Chapter  5  of  the  Code  of  Ordinances, 
provides  that  *  *  no  frame  *  *  *  structure  shall  be 
hereafter  built  *  *  *  within  *  *  *  the  fire  limits.’ 

“You  are,  therefore  ordered  to:  1.  Remove  all 
motor  vehicles  the  fuel  tanks  of  which  are  not  empty 
and  to  discontinue  the  use  of  premises  as  garage.”; 


and 


Whereas,  the  building  is  of  frame  construction,  one 
story  in  height,  30  ft.  by  20  ft.  in  area,  occupied  as  a  garage 
for  one  pleasure  car,  the  building  being  located  on  the 
front  of  a  plot  of  ground,  on  the  side  of  which  is  a  two- 
storv  store  and  dwelling;  and 
Whereas,  the  appellant  proposes  to  rent  space  in  the 
garage  for  three  cars,  the  building  being  located  in  a  busi¬ 
ness  district,  inside  the  fire  limits. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby^  is 
granted  on  condition  that  the  interior  walls  and  ceiling 
of  the  garage  be  covered  with  fire  retarding  material  in 
accordance  with  the  rules!  of  the  board  of  standards  and 
appeals. 


169-22- A. 

APPELLANT— L.  Davidson,  for  G.  A.  Zimmermann, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 209  East  26th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  L.  Davidson. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  ® 

Absent:  Mr.  Kearney  .  3 

THE  RESOLUTION: 

(169-22- A) 

Whereas,  L.  Davidson,  for  G.  A.  Zimmermann,  owner, 
filed,  Feb.  9.  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
209  East  26th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  separate  and  distinct  system  of  au¬ 
tomatic  sprinklers  throughout  the  cellar  having  at  least 
one  source  of  water  supply  arranged  and  equipped 
as  provided  in  rules  of  Fire  Extinguishing  Appliances 
adopted  by  the  Board  of  Standards  and  Appeals  May 
24,  1917.  *  * 

and 
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Whereas,  the  building  is  non-fireproof  construction,  6 
stories  in  height,  25  ft.  by  98  ft.  2  in.  in  area;  occupied, 
basement,  storage;  1st  story,  office  and  storage,  4  persons; 
2nd  story,  storage;  3rd  story,  machinist,  12  persons;  4th 
story,  mfg.  chair  seats,  24  persons;  5th  story,  mfg.  dresses, 
20  persons ;  6th  story,  tailor,  40  persons ;  and 
Whereas,  the  appellant  contends  that  a  similar  order 
was  rescinded  by  the  fire  department  on  July  20,  1920,  and 
that  the  ceiling  of  the  cellar  is  constructed  of  steel  beams 
and  concrete  arches. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


170-22-A. 

APPELLANT — L.  Davidson,  for  G.  A.  Zimmermann,  own¬ 
er. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 204-208  East  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  L.  Davidson, 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Kearney  .  1 


THE  RESOLUTION: 

(170-22-A) 

Whereas,  L.  Davidson,  for  G.  A.  Zimmermann,  owner, 
filed,  Feb.  6,  1922,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  204-8 
East  27th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  cellar  having  at  least  one 
source  of  water  supply  arranged  and  equipped  as  pro¬ 
vided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals  May 
24,  1917  *  * 

and 

Whereas,  the  building  is  non-fireproof  construction,  6 
stories  in  height,  76  ft.  x  98  ft.  in  area,  occupied,  basement, 
live  storage ;  1st  story,  office,  6  persons ;  2nd  story,  mfg. 
dresses,  25  persons;  3rd  story,  upholstering  and  electric 
fixtures,  27  persons ;  4th  story,  mfg.  sample  cards,  18  per¬ 
sons  ;  5th  story,  mfg.  coats,  40  persons ;  6th  story,  tailor, 
40  persons ;  and 

Whereas,  the  appellant  contends  that  a  similar  order 
was  rescinded  by  the  fire  department  on  July  20,  1920,  and 
the  basement  is  divided  by  brick  walls  into  four  sections, 
all  connected  by  self-closing  fireproof  doors. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


175-22-A. 

APPELLANT — National  Biscuit  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 429-459  West  15th  street,  450- 
460  West  16th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Perry  W.  Mosher. 

For  Administration :  Insps.  Ort  and  Maher  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 


Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Absent :  Mr.  Kearney  .  1 


THE  RESOLUTION : 

(175-22-A) 

Whereas,  The  National  Biscuit  Company,  owner,  filed 
February  8  1922,  an  appeal  with  the  board  of  appeals  from 
orders  of  the  fire  commissioner,  affecting  premises  429-459 
West  15th  street  and  450-460  West  16th  street  (Bldgs. 
A,  B  and  C),  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  17588- 
F,  No.  17604-F,  No.  17612-F,  item  No.  1  of  each  order 
reads : 

“Install  a  standpipe  system  with  risers  4  inches  in 
diameter.” ; 
and 

Whereas,  the  building  is  of  mill  construction,  6  stories 
in  height,  divided  into1  three  sections ;  and 

Whereas,  appellant  proposes  to  install  new  4  in.  stand¬ 
pipes  in  buildings  A,  B,  C,  connecting  with  tank  A  in  build¬ 
ing  B,  this  tank  has  a  capacity  of  10,000  gallons  and  a  re¬ 
serve  of  3,500  gallons  is  to  be  maintained  at  all  times  and 
appellant  washes  to  connect  the  4  standpipes  with  the  central 
feeder  line  and  tank,  the  board  under  a  previous  appeal 
having  permitted  a  similar  connection  to  this  tank. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


180-22-A. 

APPELLANT — James  W.  Reilly,  lessee. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 176  East  119th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  withdraw  granted. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kearney  .  1 


191-22-A. 

APPELLANT — O.  A.  Johnson,  for  Frank  A.  Munsey, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 272-282  Broadway,  31-41  Reade 
street,  53-63  Chambers  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  O.  A.  Johnson  and  R.  O.  Will- 
guss. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD-  -Laid  over  to  April  11,  1922,  for 
inspection  by  committee  of  the  board. 


196-22-A. 

APPELLANT — Ben  Cohen  &  Bro.,  for  the  Estate  of  John 
V.  Cockcroft,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 71-73  Nassau  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Robert  S.  Tipping. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kearney  .  1 


THE  RESOLUTION : 

(196-22-A) 

Whereas,  Ben  Cohen  &  Bro.,  for  Estate  of  John  W. 
Cockcroft,  owner,  filed  Feb.  10,  1922,  an  appeal  with  the 
board  of  appeals  from  an  order  of  the  fire  commissioner, 
affecting  premises  71-73  Nassau  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“Have  each  person  operating  the  blow-pipe  or  other 
similar  device  or  apparatus  foj  heating,  melting  or 
welding,  apply  for  and  secure  a  Certificate  of  Fitness.”; 

and 

Whereas,  the  premises  are  of  fireproof  construction,  16 
stories  in  height,  50  ft.  x  100  ft.  in  area,  occupied  for  of¬ 
fices  and  light  manufacturing,  mostly  jewelry,  25  persons 
per  story;  and 

Whereas,  appellant  contends  that  the  persons  operating 
the  blow  pipe  do  not  operate  the  oxygen  regulator  and  have 
nothing  to  do  with  the  tanks  or  cylinders  containing  the 
oxygen,  the  large  torch  for  melting  platinum  on  the  tank 
side  is  operated  by  a  member  of  the  firm,  who  has  a  cer¬ 
tificate  of  fitness. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  operator  of  the  oxygen  reg¬ 
ulator  and  the  large  torch  obtain  a  certificate  of  fitness. 


225-22-A. 

APPELLANT— Prospect  Theatre  for  Blaney  Producing 
Co.,  Inc.,  lessee. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 851  Prospect  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  withdraw  granted. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kearney  . , .  1 


231-22-A. 

APPELLANT — Daniel  Santoro,  for  Brighton  Boxing  Club, 
Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 1  Ferry  street,  Port  Richmond, 
Richmond. 

APPEARANCES— 

For  Appellant :  Daniel  Santoro. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1922, .  at 
10  a.  m.,  for  production  of  original  application 
made  to  building  department. 


348-22-A. 

APPELLANT— Bureau  of  National  Literature,  Inc.,  owner. 
SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 40  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Granted  request  to  withdraw  ap¬ 
peal. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton.  Holland  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Kearney  and  Fire  Chief  Kenlon. .  2 


1472-21-A. 

APPELLANT— Joseph  Altieri. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 363  Concord  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Robert  Glenn. 

ACTION  OF  BOARD — Appeal  reopened  and  modifica¬ 
tion  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Kearney  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION : 

(1472-21-A) 

Whereas,  Joseph  Altieri,  owner,  filed,  November  28, 
1921,  an  appeal  with  the  board  of  appeals  from  an  order  of 
the  fire  commissioner,  affecting  premises  363  Concord  ave¬ 
nue,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9534- 
LC,  dated  November  1,  1921,  reads: 

“Section  5,  Paragraph  4,  Chapter  5  of  the  Code  of 
Ordinances,  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  now  existing  building  *  *  * 
unless  *  *  *  such  building  conforms  to  the  provisions  of 
the  building  code  with  respect  to  buildings  hereafter 
altered  for  the  proposed  new  occupancy  or  use. 

“Section  9,  Chapter  5,  Code  of  Ordinances,  provides 
that  '*  *  *  no  frame  *  *  *  structure  shall  be  hereafter 
built  *  *  *  within  *  *  *  the  fire  limits.’ 

“You  are  therefore  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty,  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  lo¬ 
cated  in  an  unrestricted  district,  100  ft.  x  100  ft.  in  area, 
used  as  a  stone  yard,  upon  which  there  are  one  story  sheds, 
an  office  building  and  a  one  story  frame  building  13  ft.  x 
24  ft.  in  area,  used  as  a  garage  for  two'  cars,  and  a  two 
story  frame  building  29  ft.  6  in.  x  26  ft.  6  in.,  irregular  in 
area,  used  as  a  garage  for  three  cars ;  and 

Whereas,  appellant  states  that  the  two  story  frame  build¬ 
ing  was  erected  about  1910  and  is  covered  with  tin,  the 
floor  being  concrete,  the  2nd  story  being  used  as  a  drafting 
office  and  is  willing  to  make  any  alterations  as  to  fire¬ 
proofing  the  two  buildings  used  as  garages  as  may  be 
required. 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  Dec.  30,  1921,  on  certain  conditions  and  appellant 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  interior  of  the  garage  portion 
of  each  building,  walls  and  ceilings,  be  covered  with  metal. 


BUILDING  ZONE  CASES. 

74-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Philip  Schaefer, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
conversion  of  private  garage  into  a  public  garage. 

PREMISES  AFFECTED— 1720  Van  Buren  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  Henry  Baurley,  Charles  Ott, 
George  Oilweeler,  Marie  Gabriel,  Louis  Berni, 
J.  A.  Best,  C.  A.  Dorden,  S.  Foyham,  Henrich 
Ott,  Amanda  Koch,  A.  and  M.  Siragusa,  C.  J. 
Harneij,  Charles  Rosicky,  John  Toner  and 
Anna  Proll. 
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ACTION  OF  BOARD — Application  amended  and  appeal 
granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kearney  .  1 


THE  RESOLUTION: 

(74-22-BZ.) 

Whereas,  John  J.  Dumiigan,  for  Philip  Schaefer,  own¬ 
er,  filed  Jan.  17,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  conversion 
of  a  private  garage  into  a  garage  for  the  storage  of  two 
commercial  cars,  the  property  of  the  owner  of  the  premises ; 
premises  1720  Van  Buren  street,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  March  28,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Morris  Park  avenue  and  Van 
Nest  avenue  are  business  districts  and  Van  Buren  street 
is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Dec.  28,  1921,  reads : 

“A  certificate  of  occupancy  for  the  garage  at  above 
mentioned  location  is  hereby  denied  as  the  building  is 
located  in  a  residence  district  wherein  public  garages 
are  prohibited.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height  with  a  frontage  of  20  ft.  and  a  depth  of 
30  ft.,  occupied  as  a  garage  for  two  commercial  cars  the 
property  of  the  owner  of  the  premises  and  used  by  him 
in  his  business ;  and 

Whereas,  there  evisted  on  these  premises  on  July  25, 
1916,  a  shed  for  the  storage  of  trucks. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  permitting  the  maintenance  of  a  ga¬ 
rage  for  two  (2)  commercial  automobile  trucks,  the  prop¬ 
erty  of  the  owner  of  the  premises,  used  in  the  conduct  of 
his  business ;  no  space  to  be  hired,  and  that  this  permission 
is  to  be  confined  to  the  premises  specified  in  the  applica¬ 
tion,  No.  1720  Van  Buren  street,  The  Bronx. 

Resolved,  further,  that  this  petition  is  granted  only 
so  long  as  conditions  remain  the  same  and  the  entire  prop¬ 
erty  remains  in  one  ownership. 


882-21-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
Henwood  Building  Company,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  one-story  public  garage. 
PREMISES  AFFECTED-— 107-117  Henwood  place,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  Michael  Farrell,  S.  Morck,  R.  H. 
Baxter,  John  McKenna,  et  al. 

ACTION  OF  BOARD— Request  to  withdraw  granted. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  . , .  0 

Absent:  Mr.  Kearney  .  1 


1699-21-BZ. 

APPLICANT — Samuel  J.  Kessler,  consulting  engineer, 
on  behalf  of  Albert  J.  Schwarzler,  owner. 
SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erec¬ 
tion  of  a  motion  picture  theatre  and  stores. 
PREMISES  AFFECTED— 1229  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  L.  Rothman  and  Albert  J. 
Schwarzler. 

ACTION  OF  BOARD — Laid  over  to  April  4,  1922,  at  10 
a.  m.,  to  submit  proper  plans. 


134-22-BZ. 

APPLICANT — Jacob  Lefkow  and  William  Cohen,  for 
Pauline  Lefkow,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  use  of  basement  apartment  for  business  pur- 
poses. 

PREMISES  AFFECTED — 611-619  West  163rd  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  M.  London,  Jacob  Lefkow,  Meyer 


Cousin  and  Emil  Greenfeld. 

For  Opposition:  Harry  H.  Thurlow. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . 6 

Absent:  Mjr.  Kearney  .  1 


THE  RESOLUTION: 

(134-22-BZ) 

Whereas,  Jacob  Lefkow  and  William  Cohen,  for  Pauline 
Lefkow,  owner,  filed,  Jan.  24,  1922,  an  application,  under 
-the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  use  of  basement  apartment  for  business  purposes; 
premises  611-19  West  163rd  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  28, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  163rd  street  and  West 
164th  street  are  residence  districts  and  Broadway  is  a 
business  district;  and 

Whereas,  the  order  of  the  Tenement  House  Commis¬ 
sioner,  rendered  Dec.  7,  1921,  reads : 

“1.  In  violation  of  Zoning  Resolution  basement 
apartment  at  front  west  is  used  for  business  pur¬ 
poses.”  ; 

and 

Whereas,  the  buildings  are  of  non-fireproof  construction, 
5  stories  and  basement  in  height  with  a  frontage  of  75  ft. 
and  a  depth  of  86  ft.,  occupied  as  tenements ;  it  is  pro¬ 
posed  to  use  one  room  in  the  basement  of  each  building 
for  business  purposes,  a  laundry  in  No.  611  and  a  tailor 
shop  in  No.  619;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  tenement  house  commis¬ 
sioner  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


1067-21-BZ. 

APPLICANT — James  J.  F.  Gavigan,  architect,  on  behalf 
of  Meyer  Monsky,  owner. 

SUBJECT — Rehearing  of  an  application  previously  denied 
to  permit  in  a  residence  district  the  extension  in 
height  of  existing  garages  for  more  than  five  mo¬ 
tor  vehicles. 
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PREMISES  AFFECTED — 112-138  West  105th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Fiorello  La  Guardia,  James  J.  F. 

Gavigan  and  Meyer  Monsky. 

For  Opposition:  William  W.  Pellet,  Edward  W. 
Stitt,  Jr.,  Irwin  Weinstein,  A.  M.  Stockwell, 
R.  H.  Hiep,  Wm.  Cumming,  Wm.  J.  Stitt 
and  Thomas  O’Shea. 

ACTION  OF  BOARD— Laid  over  to  April  4,  1922,  at  10 
a.  m.,  to  submit  original  plans  filed  in  the  bureau 
of  buildings. 


1068-21-BZ. 

APPLICANT — Meszaros  and  Bernard,  applicants  and 
owners. 

SUBJECT — Rehearing  of  an  application  previously  denied 
to  permit  in  a  business  district  the  conversion  of 
an  existing  building  to  be  used  as  a  motor  ve¬ 
hicle  repair  shop. 

PREMISES  AFFECTED — Northeast  corner  of  Astoria 
avenue  and  Pope  street,  Queens. 

APPEARANCES— 

For  Applicant:  Sam  Bernard. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1922,  at 
10  a.  m.,  to  obtain  consents. 


1142-21-BZ. 


APPLICANT — Patrick  J.  O’Beirne,  on  behalf  of  New 
York  Society  of  Methodist  Episcopal  Church, 
owner. 

SUBJECT— Rehearing  of  an  application  previously  denied 
to  permit  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 11-19  Jane  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Patrick  J.  O’Beirne  and  Insp.  Ed¬ 
ward  J.  McKavanaugh  of  the  board  of  health. 
For  Opposition:  Katharine  Lamb,  Oliver  M.  Say- 
ler,  Mary  Arnold  Lewisholm,  C.  A.  Troup,  V. 
'  iL.  Dunham,  Jacob  Snalberg,  Mrs.  J.  Lewis  and 
J.  L.  Levine. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 

Kerby  and  Fire  Chief  Kenlon  . . . . 

Negative:  Chairman  Walsh  . . . 

Absent :  Mr.  Kearney  . 


5 

1 

1 


THE  RESOLUTION: 

(1142-21-BZ) 

Whereas,  P.  J.  O’Beirne,  for  N.  Y.  Society  of  Metho¬ 
dist  Episcopal  Church,  owner,  filed,  Oct.  6,  1921,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  of  a  garage  for  more  than 
five  motor  vehicles;  premises  11-19  Jane  street,  Manhat¬ 
tan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March 
28th,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jane  street,  Horatio  street 
and  Greenwich  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Sept.  15,  1921,  in  acting  on  N.  B.  No.  359-21, 
reads : 

“A  public  garage  for  more  than  5  cars  may  not  be 
erected  in  a  restricted  district.  Zone  Resolution,  Sec¬ 
tion  4.”; 

and 


Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  2  stories  in  height  with  a  frontage  of  103  ft. 
and  a  depth  of  97  ft.  2  in.,  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  5 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
be  not  over  two  stories  in  height  and  of  fireproof  con¬ 
struction  ;  that  there  shall  be  no  openings  in  the  rear  wall, 
throughout  its  entire  height  and  length;  that  the  facade 
shall  be  finished  with  face  brick  and  stone  trimmings. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action,  and  that  the  building 
shall  be  completed  within  one  year,  and  shall  conform 
to  the  restrictions  of  the  building  zone  resolution  as  to 
area  and  height. 


1149-21-BZ. 

APPLICANT — Alice  F.  Feldmann. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  3  cars. 
PREMISES  AFFECTED — 1711  Centre  street,  Queens. 
APPEARANCES— 

For  Applicant :  Alice  F.  Feldmann. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Kearney  and  Fire  Chief  Kenlon.  2 
THE  RESOLUTION: 

(1149-21-BZ) 

Whereas,  Alice  F.  Feldmann,  owner,  filed,  October  7, 

1921,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  maintenance  of  a  garage 
for  3  cars;  premises  1711  Centre  street,  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  28, 

1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Centre  street  is  a  residence 
district  and  Cypress  and  Seneca  avenues  are  business  dis¬ 
tricts  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  15,  1921,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as  mo¬ 
tor  vehicles  stored  are  for  sale,  for  rent,  or  for  hire 
or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  stored  by  others  than  occupants  of  dwellings 
on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  1 
story  in  height  with  a  frontage  of  22  ft.  and  a  depth  of  20 
ft.,  occupied  as  a  garage  for  three  automobiles,  space  in 
which  is  rented  to  persons  not  residing  on  the  premises ;  and 

Whereas,  applicant  has  filed  the  duly  acknowledged  con¬ 
sents  of  the  owners  of  83  per  cent,  of  the  property  frontage 
deemed  by  the  board  to  be  affected. 

Resolved ,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  distriot  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  permitting  the  renting  of  space 
for  two  automobiles  of  the  pleasure  car  type  to  persons 
not  residing  on  the  premises. 
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1620-21 -BZ. 

APPLICANT — Walter  J.  Vreeland,  for  W.  H.  Holmes, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  one  commercial 
car, 

PREMISES  AFFECTED — 112  Collins  avenue,  Queens. 
APPEARANCES— 

For  Applicant:  Walter  J.  Vreeland. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1922,  to  file 
consents 


966-19-BZ. 

APPLICANT — Bly  &  Hamann. 

SUBJECT — Application  to  permit  extension  of  a  garage 
for  more  than  five  motor  vehicles  from  an  unre¬ 
stricted  district  into  a  business  district. 


PREMISES  AFFECTED — 431-435  Baltic  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  J.  Joyce  and  Michael  J. 
Reilly. 

ACTION  OF  BOARD — Interpretation  of  resolution: 

It  is  the  sense  of  this  board  that  the  resolution  is 
substantially  complied  with  by  installing  fixed  steel 
sash,  glazed  with  translucent  wire  glass. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby . 

Negative  . . 

Absent:  Mr.  Kearney  and  Fire  Chief  Kenlon.. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  28,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kerby,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Reville,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals  held  Tuesday  afternoon,  March  21, 
1922,  were  approved  as  printed  in  the  Bulletin,  No.  13, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

85-22-S. 

PETITIONER — Charles  P.  Cannella,  architect,  for  An¬ 
thony  Egenberger,  owner. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law  as  cited  in  decision  of  the  department  of  health. 
PREMISES  AFFECTED — 241  Howard  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD — Laid  over  to  April  4,  1922,  at  2 
p.  m.,  for  full  vote. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby 


and  Superintendent  McDermott .  4 

Negative:  Chairman  Walsh,  Mr.  Holland,  Su¬ 
perintendents  Reville  and  Moore .  4 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  Kleinert  .  5 


1656-21-S. 

PETITIONER — Henry  J.  Nurick,  for  Marie  M.  I.  De 
Courval,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 366  8th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Henry  J.  Nurick. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kerby,  Holland,  Superintendents 

Reville,  Moore  and  McDermott . . .  8 

Negative  . . .  q 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  Kleinert  . .  '5 


THE  RESOLUTION : 

(1656-21-S) 

Whereas,  Henry  J.  Nurick,  for  Marie  M.  I.  De  Courval, 
owner,  filed  Dec.  19,  1921,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  366  Eighth  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  15063- 
LD,  dated  Dec.  17,  1921,  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  at  the 
easterly  and  on  south  side  of  building  with  balconies  4 
ft.  in  width  connected  by  stairways  not  less  than  22  ins. 
wide,  placed  at  an  incline  of  not  more  than  45  degrees, 
extending  from  ground  to  roof,  constructed  as  per  sec¬ 
tion  79-B-4  of  the  Labor  Law  and  the  rules  of.  the 
Board  of  Standards  and  Appeals,  or  carry  out  a  proper 
alternative  method  of  complying  with  section  79-B-l  of 
the  Labor  Law,”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  24  ft.  8J4  ins.  x  98  ft.  in  area,  occupied,  1st  story, 
store;  2nd  story,  billiard  room,  10  persons;  3rd  story,  meet¬ 
ing  room,  20  persons ;  4th  story,  manufacturing,  15  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed  in 
brick  partitions  with  fireproof  self-closing  doors  at  the 
openings,  a  fire  escape  on  the  front  of  the  building  with 
counterbalanced  stair  to  street;  and 

Whereas,  petitioner  contends  that  it  is  impossible  to  put 
a  stairway  on  either  north  or  south  of  building  as  this 
would  be  on  adjoining  property  and  that  an  interior  stair¬ 
way  would  take  up  a  large  percentage  of  the  floor  space. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  ithe  interior  stairs  be  carried  to  the  roof  in  the 
fireproof  enclosure;  that  egress  from  the  roof  be  provided 
by  fixed  iron  stairs  with  a  balcony  at  roof  level  of  the 
adjoining  premises  on  each  side;  that  consents  of  the 
adjoining  owners  be  filed  with  the  fire  department,  and 
that  this  petition  is  granted  only  so  long  as  conditions 
remain  unchanged  as  to  existing  use  and  factory  occupancy. 
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208-22-S. 

PETITIONER— Henry  Schwartz. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  fire  commissioner. 

PREMISES  AFFECTED— 26-28  North  William  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Henry  Schwartz. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — -Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE—  ,  , 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland,  Superintendents 

Reville,  Moore  and  McDermott  .  8 

Negative  . . . . .  0 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  Kleinert  .  5 

THE  RESOLUTION : 

(208-22-S) 

Whereas,  Henry  Schwartz,  for  C.  F.  Noyes  Co.,  owner, 
filed  Feb.  14,  1922,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  orders  of  the  fire  commissioner,  af¬ 
fecting  premises  26-28  North  William  street,  Manhattan, 
and 

Whereas,  the  orders  of  the  fire  commissioner  read : 
Order  No.  29122-LD— 

“1.  Arrange  the  fire  escape  on  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  sections  273  and  274  of 
the  Labor  law  *  *  *• 

“2.  Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof  as  per  section  271  of  the  Labor 
Law.” 

Order  No.  29123-LD— 

“1.  Provide  exit  signs,  letters  to  be  at  least  8  ins.  in 
height,  at  all  means  of  egress  with  red  light  over  all 
such  exits  for  use  in  time  of  darkness.  ;  _ 

and  .  .  .  , 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
28  ft.  8  in.  x  52  ft.  3  in.  and  66  ft.,  irregular  in  area,  occu¬ 
pied,  1st  story,  restaurant,  5  presons;  2nd  story,  Chinese 
restaurant,  5  persons;  3rd  story,  vacant;  4th  story,  jewelry 
mfg.,  10  persons;  the  means  of  egress  consisting  of  an  in¬ 
terior  continuous  run  stairway,  extending  from  the  1st  story 
to  the  4th  story,  enclosed  in  lath  and  plaster  and  wood  par¬ 
titions,  with  wood  doors  at  the  openings ;  a  fire  escape  on 
the  front  of  the  building  with  drop  ladder  in  guides  to 
street  *  and 

Whereas,  petitioner  in  lieu  of  complying  with  the  orders 
of  the  fire  commissioner  requests  that  the  board  accept  the 
present  means  of  egress  to  roof  by  means  of  scuttle  and 
double  rung  ladder  and  accept  a  counterbalanced  drop 
ladder  from  2nd  story  balcony  to  street  in  lieu  of  counter¬ 
balanced  stairs. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  o  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fixed  iron  ladder  be  installed  in  the  hall, 
top  story,  to  a  hinged  scuttle  in  the  roof,  and  that  a  3  ft. 
high  railing  be  erected  on  the  roof  at  the  south  and  east 
sides  of  the  scuttle  opening,  if  there  is  no  parapet  wall  at 
these  points;  and  that  a  counterbalanced  ladder  in  guides 
be  provided  from  the  lowest  balcony  to  the  sidewalk,  and 
that  the  petition  be  granted  so  long  as  the  factory  occu¬ 
pancy  does  not  exceed  ten  persons  on  the  top  floor. 


1303-21-S. 

PETITIONER— M)abel  C.  Fowler. 

SUBJECT — Petition  for  variation  of  requirements  of 
labor  law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 30  West  32nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Mabel  C.  Fowler. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Withdrawn.  Building  no  longer 
used  for  factory  purposes. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland,  Superintendents 

Reville,  Moore  and  McDermott  .  8 

Negative  . 0 

Absent:  Mir.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  Kleinert  .  5 


83-22-S.  I 

PETITIONER— Charles  P.  Cannella,  for  Giuseppifia  La 
Barbera,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED— 1742  Bath  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD— Laid  over  to  April  4,  1922,  at 
.2  P.  M.,  for  full  vote. 

THE  VOTE—  ^  ,  „  . 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 
Superintendents  Reville,  Moore  and  Mc¬ 
Dermott  . . .  ® 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  Kleinert  .  5 


205-22-S. 


PETITIONER— Samuel  Rosenblum,  for  F.  Livingston 


Pell. 

SUBJECT— Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  super¬ 
intendent  of  buildings. 

PREMISES  AFFECTED— 479  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD* — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland,  Superintendents 

Reville,  Moore  and  McDermott  . 

Negative  . . . •  . . 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Brady  and  Kleinert  . 

Not  Voting:  Deputy  Fire  Commissioner  Han¬ 
non  . *  •  • 


8 

0 

4 

1 


THE  RESOLUTION: 

(205-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
F.  Livingston  Pell,  owner,  filed,  Feb.  11,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  479  Sixth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  Feb.  2,  1922,  in  acting  on  Alt.  Application  No. 
1768-1922,  reads: 
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“4*  Stairway  must  extend  to  roof.  Counterbal¬ 
anced  scuttle  not  accepted  as  means  of  egress.  Pro¬ 
vide  bulkhead  over  stairs.  The  plan  should  show 
in  detail  that  the  fire  escape  complies  with  the  re¬ 
quirements  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non- fireproof,  4  stories  in 
height,  20  ft.  by  40  ft.  0  in.  in  area,  occupied,  1st  story, 
store;  2nd  story,  mfg.  furs,  5  persons;  3rd  story,  mfg. 
dresses,  14  persons ;  4th  story,  mfg.  dresses,  5  persons ; 
the  means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  story  to  the  4th  story,  enclosed  in 
lath  and  plaster  partitions  with  wood  doors  at  the  open¬ 
ings  ;  a  fire  escape  on  the  front  of  building,  with  fire¬ 
proof  windows  on  course  of  the  same  and  a  counter- 
weighted  sliding  drop  ladder  to  the  street;  and 

Whereas,  petitioner  proposes  to  install  a  60  degree  iron 
ladder  leading  to  a  counterbalanced  scuttle  in  the  roof ; 
and  to  provide  60  degree  connecting  stairways  between  bal¬ 
conies  ;  and 

Whereas,  petitioner  claims  that  it  is  not  practical  to  pro¬ 
vide  a  counterbalanced  stair  from  lowest  fire  escape  bal¬ 
cony  to  street  on  account}  of  the  limited  height  of  10  ft. 
required  by  law;  furthermore,  as  the  occupancy  and  area 
of  the  building  is  small,  that  the  proposed  work  and  ex¬ 
isting  conditions  provide  adequate  exit  facilities. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the*  petition  be  and  it  hereby  is  granted  on 
condition  that  a  60  degree  double  rung,  fixed  iron  ladder 
be  installed  in  the  top  story  hall,  to  a  counterbalanced 
scuttle  in  the  roof ;  and  that  a  counterbalanced  drop  ladder 
in  guides  be  provided  from  the  lowest  balcony  of  the  fire 
escape  to  the  sidewalk. 


1368-21-S. 

PETITIONER — Joseph  Mitchell,  for  Harry  Herr,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— 223-225  West  19th  street,  Man¬ 
hattan. 

APPEARANCES— 

iFor  Petitioner:  Joseph  Mitchell. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 

Moore  and  McDermott  .  9 

Negative  . 0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Brady  and  Kleinert  .  4 


THE  RESOLUTION : 

(1368-21-S) 

Whereas,  Joseph  Mjitchell,  for  Harry  Herr,  owner,  filed, 
November  12,  1921,  a  petition,  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the  la¬ 
bor  law  as  cited  in  orders  of  the  fire  commissioner,  affect¬ 
ing  premises  223-5  West  19th  street,  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  27432-LD.  “Provide  an  outside  iron  balcony 
fire  escape  on  the  rear  of  building  with  balconies.  4 
ft.  wide  connected  by  stairways  not  less  than  22  in. 
wide. 

“Extend  the  interior  stairway  on  east  side  of  build¬ 
ing  to  the  roof  as  per  section  271  of  the  labor  law. 

No.  27433-LD.  “Provide  exit  signs,  letters  to  be  at 
least  8  in.  in  height  at  all  means  of  egress  with  a  red 
light  over  all  such  exits  for  use  in  time  of  darkness. 


No.  27434-LD.  “Arrange  the  doors  leading  to  the 
stairways  on  all  stories  upon  which  five  or  more  per¬ 
sons  are  employed  so  as  to  open  outwardly  without 
obstructing  the  stairway.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  37  ft.  6  in.  by  93  ft.  6  in.  in  area;  oc¬ 
cupied,  1st  story,  storage  and  private  garage,  4  persons ; 
2nd  story,  storage  and  office,  8  persons ;  3rd  story,  factory, 
10  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  3rd  story, 
enclosed  in  metal  covered  partitions  with  wood  doors  at 
the  openings ;  and 

Whereas,  the  appellant  contends  that  it  is  impossible  to 
install  a  4  ft.  wide  fire  escape  on  the  rear  of  the  build¬ 
ing. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  in  so  far  as  it  relates  to 
27432-LD  be  and  it  hereby  is  granted  on  condition  that  the 
fire  escape  be  erected  on  the  front  of  the  building  with 
gooseneck  ladder  to  roof  and  counterbalanced  drop  lad¬ 
der  in  guides  from  the  2nd  story  balcony  to  the  street, 
and  that  a  double  rung  fixed  iron  ladder  be  erected  to 
the  existing  scuttle  in  the  roof ;  and  that  the  orders  of  the 
fire  commissioner,  No.  2|7433-LD  and  No.  27434-LD,  be 
affirmed  and  the  petition  in  so  far  as  it  relates  to  these 
orders  be  and  it  hereby  is  denied. 


1694-21-S. 

PETITIONER — Samuel  Hoffman,  for  15  West  24th  St. 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 13-15  West  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

IFor  Petitioner:  Samuel  Hoffman. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kerby,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Reville,  Moore  and  Mc¬ 


Dermott  . 8 

Negative:  Chairman  Walsh  .  1 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Brady  and  Kleinert  .  4 


THE  RESOLUTION: 

(1694-21-S) 

Whereas,  Samuel  Hoffman,  for  15  West  24th  St.  Corp., 
owner,  filed,  December  28,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  13-15  West  24th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  22460- 
LD,  reads : 

“1.  Provide  a  safe  and  unobstructed  egress  from 
the  lower  termination  of  the  exterior  stairway  at  rear 
of  building  by  constructing  a  fireproof  passageway 
with  an  unobstructed  width  of  at  least  3  feet  through¬ 
out,  *  * 

and 

Whereas,  the  building  is  of  fireproof  construction,  11 
stories  in  height,  52  ft.  by  94  ft.  in  area  in  the  1st  story 
and  52  ft.  by  85  ft.  in  area  above;  occupied,  1st  story,  im¬ 
porter  leather  goods,  5  persons;  2nd  story,  salesroom,  nov¬ 
elties,  10  persons;  3rd  story,  mfg.  dresses,  35  persons; 
4th  story,  mfg.  furrier,  25  persons;  5th  story,  mfg.  dresses, 
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28  persons;  6th  story,  mfg.  dresses,  38  persons;  7th  story, 
mfg.  coats  and  dresses,  36  persons ;  8th  story,  mfg.  chil¬ 
dren’s  dresses,  32  persons ;  9th  story,  mfg.  cloaks  and  suits, 
39  persons ;  10th  story,  mfg.  cloaks  and  suits  and  em¬ 
broidery,  40  persons ;  11th  story,  mfg.  furriers,  32  persons ; 
cellar,  stock  and  boiler  room,  1  person;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  4  in.  terra  cotta  partitions, 
with  fire  doors  at  the  openings;  an  exterior  stairway  on 
the  rear  of  the  building,  with  kalamein  doors  and  self¬ 
closing  fireproof  windows  at  the  openings,  egress  from 
the  foot  of  the  stairway  being  to  adjoining  yard  on  the 
west  through  restaurant  to  street. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  wake  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  an  unobstructed  opening  be  maintained 
at  the  foot  of  the  rear  exterior  stairway,  and  that  consent 
to  enter  adjoining  yard  be  filed  with  the  case;  and  that 
the  petition  is  granted  only  so  long  as  conditions  remain 
unchanged.  . 


PETITIONER— Samuel  Rosenblum,  for  S.  K.  J.  Realty 
Co.,  Inc.,  owner.  .  '.  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 313-23  East  22nd  street,  Man¬ 
hattan. 

APPEARANCES—  ,  _ 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 


department.  . 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows 
VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kerby,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Moore  and  ^ 
McDermott  .  ‘ 

NC2f3.tlV6  . . . . .  •  •  •  • 

Absent:  Chairman  Walsh,  Mr.  Kearney,  Fire 
Chief  Kenlon  and  Superintendent  Klemert  4 


THE  RESOLUTION : 


(8-22-S) 

Whereas,  Samuel  Rosenblum,  for  S.  K.  J  Realty  Co., 
Inc.,  owner,  filed,  Jan.  4,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  313-23  East  22nd  street, 

Manhattan;  and  .  .  XT  onm 

Whereas,  the  order  of  the  fire  commissioner,  No.  29141- 

LD,  dated  Dec.  14,  1931,  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape 
on  the  north  side  of  building  No.  313  *  *  *. 

“2.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  ait 
west  side  of  building  No.  23  to  the  street  *  *  *. 

“3.  Arrange!  the  fire  escape  on  the  south  side  ot 
building  No.  323  and  the  openings  leading  thereto 

“Note :  Among  the  defects  noted  on  this  fire  escape 

are  the  following:  ,  . 

“Windows  on  course  not  fireproof,  not  sell-closing. 
“No  60  degree  connecting  stairways  between  bal¬ 
conies.  .  ,  ,  „ 

“No  counterbalanced  stairway  to  street.  ; 

^Whereas,  the  premises  consist  of  a  group  of  five  build¬ 
ings,  with  a  total  frontage  of  150  ft.  8  in.  and  a  depth 
of  60  ft.  and  94  ft.  irregular;  occupied,  electro-plating 
and  storage  copper  kettles,  30  persons  in  the  entire  build¬ 
ing;  Nos.  315-19,  occupied,  mfg.  trunks,  cigar  boxes,  iron 


ornaments,  furniture,  etc.,  39  persons  in  the  building;  No. 
321,  occupied,  mfr.  boxes  and  woodworking,  19  persons; 
No.  323,  occupied,  machinists  and  carpenter,  wood  novel¬ 
ties  and  photo  show  cases,  11  persons ;  the  means  of  egress 
consisting  of  an  interior  stairway  in  each  section  enclosed 
in  wood  board  partitions  with  scuttle  and  iron  ladder  to 
roof  in  Nos.  313-15  and  23,  and  wood  stairs  to  roof  in 

No.  317  and  21 ;  a  party  wall  balcony  on  the  front  of 

Nos.  313-15,  a  75  degree  fire  escape  on  the  front  of 

No.  317  and  a  party  wall  balcony  on  the  front  of  Nos. 

321-23 ;  horizontal  exits  in  the  division  wall  between  Nos. 
315  and  17  with  fire  doors  at  the  openings;  a  party  wall 
balcony  on  the  rear  of  Nos.  321-23;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  under  date  of  Nov.  1st,  1919,  modi¬ 
fied  the  orders ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department,  dated  Oct.  23,  1919, 
should  be  ratified. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  flame  shields  be  provided  under  the  bal¬ 
conies  at  the  east  and  west  ends  of  the  front  of  the 
building;  and  that  the  party  wall  fire  escape  in  the  rear 
of  No.  323  be  connected  as  shown  on  the  plans. 


58-22-S. 

PETITIONER— Walter  Hearn,  for  the  Estate  of  A.  J.  C. 

Anderson,  owner. 

SUBJECT— Varition  of  the  labor  law  as  cited  in  order  of 

the  fire  commissioner. 

PREMISES  AFFECTED— 60  East  10th  street,  Manhattan. 

APPEARANCES— 

For  PHIFioner:  Samuel  Rosenblum  and  Walter 
Hearn. 

For  Administration,  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Moore  and  McDermott  .  10 

Negative  . 0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon  and 
Superintendent  Kleinert  .  3 


THE  RESOLUTION : 

(58-22-S) 

Whereas,  Walter  Hearn,  for  Estate  of  A.  J.  C.  Ander¬ 
son,  owner,  filed,  Jan.  13,  1922,  a  petition  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  60  East  10th  street,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  north  side  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  *  *  *. 

“Note — Among  the  defects  noted  on  this  fire  escape 
are  the  following :  Doors  to  balconies  at  least  2  ft. 
by  6  ft.  not  provided.  No  steps  to  sills  of  openings  to 
balconies.  Not  screened  to  a  height  of  4  ft.  6  in.  No 
stairway  from  top  balcony  to  the  roof.” 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  25  ft.  x  92  ft.  3  in.  in  area;  occupied  as  offices,  sales¬ 
rooms  and  warerooms  and  manufacturing  of  surgical  in¬ 
struments  and  scientific  apparatus;  42  persons  in  the  entire 
building;  the  means  of  egress  consisting  of  an  interior 
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stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  fireproof  partitions  with  metal  covered  doors  at  the  opeo- 
ings,  a  fire  escape  on  the  front  of  the  building  with  coun¬ 
terbalanced  stair  to  street,  fireproof  windows  along  the 
course  of  the  fire  escape;  the  windows  being  double  hung 
except  in  the  5th  story,  where  a  casement  window  is  pro¬ 
vided;  and 

Whereas,  petitioner  contends  that  there  is  a  large  cor¬ 
nice  on  the  front  of  the  building  which  makes  it  impossible 
to  extend  the  fire  escape  to  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  iron  steps  be  provided  to  within  two  feet  of 
the  sill  of  window  on  top  story,  that  the  opening  be  pro¬ 
vided  with  casement  sash  to  the  full  height  of  the  open¬ 
ing,  that  the  fire  escape  be  screened  to  a  height  of  four  feet 
six  inches,  and  that  the  petition  be  granted  only  so  long  as 
conditions  remain  unchanged  as  to  use  and  occupancy. 


88-22-S. 

PETITIONER — Samuel  Rosenblum,  for  the  Robt.  Hoe 
Estate  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 629  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Moore  and  McDermott  .  10 

Negative  . . 0 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon  and 
Superintendent  Kleinert  .  3 


THE  RESOLUTION: 

(88-22-S) 

Whereas,  Samuel  Rosenblum,  for  Robt.  Hoe  Estate  Co., 
owner,  filed  Jan.  19,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  629  Sixth  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law.” ; 
and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  23  ft.  6  in.  x  62  ft.  in  area  in  the  1st  story,  and  23 
ft.  6  in.  x  45  ft.  in  area  above ;  occupied,  1st  story,  store ; 
2nd  story,  employment  agency,  5  persons ;  3rd  story,  sales¬ 
rooms  ;  5  persons ;  4th  story,  embroideries,  6  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  4th  story,  enclosed  in  lath  and 
plaster  partitions  with  wood  doors  at  the  openings,  with 
scuttle  and  iron  ladder  to  roof,  a  fire  escape  on  the  front  of 
the  building  which  it  is  proposed  to  reconstruct  by  pro¬ 
viding  a  60  degree  connecting  stair  and  counterbalanced  lad¬ 
der  in  guides  to  sidewalk,  with  stair  and  landing  to  roof ; 
and 

Whereas,  petitioner  requests  that  the  extension  of  the 
fire  escape  to  the  roof  be  accepted  in  lieu  of  extending  stairs 

to  roof. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  fixed  iron  ladder  be  provided  leading  to 
scuttle  in- the  roof  over  the  hallway;  that  the  fire  escape  on 
the  front  of  the  building  be  extended  to  roof  by  a  con¬ 
necting  stair  and  a  platform  at  roof  level;  that  the  windows 
along  the  course  of  the  fire  escape  be  made  fireproof,  and 
granted  so  long  as  conditions  as  to  use  and  occupancy  re¬ 
main  unchanged. 


98-22-S. 

PETITIONER — Robert  D.  Kohn,  for  R.  H.  Macy  &  Co., 
.  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 560  West  36th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner:  Frank  E.  Vitolo. 

ACTION  OF  BOARD — Denied. 

THE  VOTE— 

Affirmative  .  o 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville,  Moore  and  McDermott .  10 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon  and 
Superintendent  Kleinert  .  3 


THE  RESOLUTION : 

(98-22-S) 

Whereas,  Robert  D.  Kohn,  for  R.  H.  Macy  &  Co.,  Inc., 
owner,  filed  Jan.  24,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superinten¬ 
dent  of  buildings,  affecting  premises  560  West  36th  street, 
Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“Replying  to  your  communication  of  Dec.  5th,  the 
reconstructed  fire  escape  on  the  rear  of  this  building 
complies  with  the  labor  law  except  that  the  entire 
structure  has  not  been  painted  and  there  is  no  safe 
means  of  egress  from  the  foot.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  x  *98  ft.  9  in.  in  area  in  the  1st  story  and  25. 
ft.  x  55  ft.  in  area  above ;  occupied,  1  story,  iron  works,  4 
.persons ;  2nd  story,  awning  mfg.,  4  persons ;  3rd  story,  awn¬ 
ing  mfg.,  4  persons ;  4th  story,  dye  establishment,  3  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed  in 
stud  lath  and  plaster  partitions  with  wood  doors  at  the 
openings ;  a  fire  escape  on  the  rear  of  the  building  consist¬ 
ing  of  balconies  and  stairs,  with  stair  and  landing  at  roof 
level  and  landing  on  roof  of  extension  in  2nd  story  with 
stationary  stairs  from  extension  roof  to  adjoining  yard, 
with  egress  through  driveway  to  street;  and 

Whereas,  petitioner  claims  that  the  means  of  egress  are 
adequate. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  petition  be  and 
it  hereby  is  denied. 


172-22-S. 

PETITIONER — L.  Davidson,  for  G.  A.  Zimmermann, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 
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PREMISES  AFFECTED— 204-8  East  27th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  L.  Davidson. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD^Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Brady,  Reville, 


Moore  and  McDermott  .  9 

Negative  . 0 

Absent:  Messrs.  Kerby,  Kearney,  Fire  Chief 
Kenlon  and  Superintendent  Kleinert  .  4 


THE  RESOLUTION : 

(172-22-S) 

Whereas,  L.  Davidson,  for  G.  A.  Zimmermann,  owner, 
filed  Feb.  6,  1922,  a  petition  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  204-8  East  27th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Enclose  all  of  the  interior  stairways  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  passage¬ 
ways  connecting  therewith  *  * 

and 

Whereas,  the  building  is  non-fireproof,  6  stones  in 
height,  75  ft.  x  98  ft.  9  in.  in  area,  occupied,  basement,  live 
storage,  finished1* woodwork;  1st  story,  office,  6  persons; 
2nd  story,  mfg.  dresses,  25  persons;  3rd  story,  upholster¬ 
ing  and  electric  fixtures,  27  persons;  4th  story,  mfg.  sam¬ 
ple  cards,  18  persons;  5th  story,  mfg.  coats,  49  persons; 
6th  story,  tailor,  40  persons;  the  means  of  egress  consist¬ 
ing  of  two  interior  stairways  one  on  each  side  of  the  build¬ 
ing  extending  from  the  1st  story  to  the  roof,  enclosed  in 
wood  studs  covered  with  sheet  iron  both  sides,  with  metal 
covered  doors  at  the  openings;  a  fire  escape  on  the  front  of 
the  building  with  horizontal  exits  on  each  story  protected 
with  fire  doors,  leading  to  building  adjoining;  and 

Whereas,  petitioner  contends  that  the  stairways  have 
been  enclosed  in  fire  resisting  partitions  and  comply  with 
requirements  except  that  partitions  have  not  been  extended 
3  ft.  above  the  roof,  and  that  there  are  1,200  sq.  in.  of  wire 
glass  in  windows  in  the  5th  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  partition  enclosing  the  stairway  be  car¬ 
ried  up  to  the  under  side  of  the  roof  boards  with  self¬ 
closing  fireproof  doors  at  the  openings  and  that  the  area  of 
wire  glass  in  partitions  of  stairway  enclosure  shall  not 
be  increased. 


784-21-S. 

PETITIONER— John  Best. 

SUBJECT — 'Variation  of  the  labor  law  in  re  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 163  Mercer  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  William  H.  Best,  M.  D. 

ACTION  OF  BOARD — Petition  reopened;  hearing  set  for 
April  11,  1922. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby.  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  9 

Negative  . . . . .  0 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Kleinert  .  4 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
233-22-S. 

PETITIONER — Cornell  Utilities  Company,  Inc. 
SUBJECT — The  Nokol  Automatic  Oil  Heater. 
APPEARANCES— 

For  Petitioner:  William  C.  Brown. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Moore  and  McDermott  .  10 

Negative  . • . . .  0 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon  and 
Superintendent  Kleinert  .  3 


308-22-S. 

PETITIONER— The  Josam  Manufacturing  Company. 
SUBJECT— Approval  of  Josam  Combined  Double  Drain¬ 
age  Floor  Drain. 

APPEARANCES— 

For  Petitioner:  G.  W.  Busch. 

ACTION  OF  BOARD— Disapproved. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Moore  and  McDermott  .  10 

Absent :  Mr.  Kearney,  Fire  Chief  Kenlon  and 
Superintendent  Kleinert  .  3 


THE  RESOLUTION : 

(308-22-S) 

Whereas,  G.  W.  Busch,  for  the  Josam  Manufacturing 
Company,  filed  Mar.  21,  1922,  a  petition  with  the  board  of 
standards  and  appeals  for  approval  of  their  device  known 
as  the  “Josam  Combined  Trap  and  Drain”;  and 

Whereas,  the  board  deemed  that  the  device  did  not  meet 
requirements. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 


309-22-S. 

PETITIONER— Albert  H.  Stines,  Jr. 

SUBJECT — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 
proval  of. 

APPEARANCES— 

For  Petitioner:  Albert  H.  Stines,  Jr.,  Nelson  G. 
Creighton. 

ACTION  OF  BOARD— Laid  over  to  April  4th,  1922,  for 
report  by  committee  of  the  board  which  will  wit¬ 
ness  test. 


315-22-S. 

PETITIONER — Conran  Standpipe  Company. 

SUBJECT — Approval  of  Conran  Pressure  Reducer. 
APPEARANCES— 

For  Petitioner :  William  F.  Conran. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1922,  at  2 
p.  m.,  for  test  and  report  by  fire  department. 


337-22-S 

PETITIONER — Elkhart  Brass  Mfg.  Company. 

SUBJECT — Approval  of  Elkhart  Brass  Company  Siamese 
Connection. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1922,  at  2 
p.  m.,  and  referred  to  the  fire  department  for  test 
and  report. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

‘‘STANDPIPE” — “FIRE  LINE." 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  March  31,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
54-inch  or  by  permission  of  the  Fire  Commissioner  54-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for1  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  854  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 


inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371.  Chapter  5 
of  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as: 
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(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2J4  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation  : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
:n  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
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days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if'  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
except  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 


turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  this  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required : 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 
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(b)  In  every  theatre  haying  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall,  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure. ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  .80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge,  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  discnarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-pasres  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 


have  a  Siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  )4  in.  in  depth,  the  word  “STAND- 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  siamese  and  its  check  valve  there  shall  be  placed  either  a 
)4-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
54-in-  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3)4  in. 
x  3)4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  )4-in.  open  drip  without  valve 
or  cock,  or  a  54-in-  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire«  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2)4  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  )4  in.  open  drip  extending  to  a  sink  or  a 
54  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2)4  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
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thereto  234  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  234-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
134  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  234  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABTNETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

Tn  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  thev  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  Cone  panel  onlv)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2 34  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  so  inch.  Tn  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supplv  tank  shall  he  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  he  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
thev  chall  he  of  a  tvpe  approved  hv  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  he  set  to 
deliver  at  50  lbs.  to  the  so.  inch  at  the  outlet  side  and 
shall  he  placed  in  a  bv-pass  around  the  check  valve  in 
the  standnipe  riser,  so  located  that  the  pressure  at  anv 
outlet  will  not  exceed  80  lhs.  per  so.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  Tbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  Pres¬ 
sure  reducers'  shall  be  set  as  prescribed  hv  the  Fire  Com¬ 
missioner  on  234-inch  approved  tvpe  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  bv-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standnipe  riser  within  the  limits  of  the  hv- 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  30.  BUILDINGS  TN  COURSE  OF  FRFCTION. 
Tn  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  sto-v  or  a  height  of  85  ft.  and  there 


shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply.  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
rumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the!  panel  board  a  pressure  gauge. 

Rule  42.  _  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  he  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
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a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically,  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2j4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2]/2  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  at- 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  'The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals,  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  AAThen  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  \Vhen 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
the  system  shall  be  the  first  connection  cn  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 


below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  1<J 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  54  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  afl  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied,  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire.  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2*4  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 
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9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 


tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They,  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  ^  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postalge  required. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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RECOMMENDATION  TO  THE  BOARD  OF  ALDERMEN  FOR  AMENDMENTS  TO  THE  CODE  OF 

ORDINANCES. 


(Cal.  No.  280-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at 
a  special  meeting  on  Friday,  March  31,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building. 

Proposed  Amendments  to  Article  25,  Chapter  5,  Code  of 
Ordinances,  New  York. 

New  matter  in  italics.  Matter  to  be  omitted  in  paren¬ 
thesis  (  ). 

524.  Fire-extinguishing  appliances.  In  every  building 
described  in  Section  520  of  this  Article  and  not <  now 
equipped  [ provided ]  with  a  standpipe  fire  extinguishing 
equipment  approved  by  the  Fire  Commissioner,  there  shall 
be  provided,  except  in  theatres  used  exclusively _  for  the  ex¬ 
hibition  of  Motion  Pictures,  which  exception  is  more  spe¬ 
cifically  set  forth  in  sub-division  4  of  this  article — 

[(a)  Have  no  stage  scenery,  or  dressing-room. 

( b )  Have  a  total  auditorium  floor  area,  exclusive  of 
lobby  rest-rooms,  office  and  smoking  rooms  of  not  more 
than  15,000  square  feet. 

(c)  Have  no  other  occupancy  or  occupancies  on  the 
same  plot  which  occupancies  exceed  10  per  cent  of  the 
total  area  of  the  building. 

(d)  Have  all  seats  on  the  grade  floor,  seats  banked  to 
a  horizontal  depth  of  more  than  20  feet  and  a  gradient 
of  more  than  one  foot  and  twelve  feet  shall  not  be  con¬ 
sidered  as  on  the  grade  floor. 

There  shall  be  provided :] 

1.  HOSE.  A  proper  and  sufficient  quantity  of  two  and 
one-half  inch  hose  (not  less  than  100  ft.  in  length),  fitted 
with  regular  couplings  of  the  Fire  Department,  (and)  with 
nozzles  attached  thereto,  (and  with)  a  hose  spanner  (span¬ 
ners)  at  each  outlet,  shall  always  be  kept  attached  to 
each  hose  outlet  valve  (attachment)  as  the  Fire  Commis¬ 
sioner  may  direct. 

2.  SPRINKLER  SYSTEM.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible  plugs,  ap¬ 
proved  by  the  (Superintendent  of  Buildings)  Fire  Com¬ 
missioner  as  conforming  to  the  provisions  of  the  rules  of 
the  Board  of  Standards  and  Appeals  governing  sprinkler 
installations,  supplied  with  water  from  a  tank  located  on 
the  roof  over  the  stage  and  not  connected  in  any  manner 
with  standpipes,  shall  be  placed  on  each  side  of  the  pros¬ 
cenium  opening  and  on  the  ceiling  or  roof  over  the  stage 
at  such  intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation.  Automatic  sprink¬ 
lers  shall  also  be  placed,  wherever  practicable,  in  the  dress¬ 
ing  rooms,  under  the  stage  anjd  in  the  carpenter  shop,  paint 
rooms,  store-rooms  and  property  rooms. 

3.  STANDPIPES.  Standpipes  4  inches  in  diameter 
shall  be  provided  with  hose  attachments  on  every  floor 
and  gallery  as  follows,  namely :  One  on  each  side  of  the 
auditorium  in  each  tier,  also  one  in  each  mezzanine,  [also] 
one  on  each  side  of  the  stage  in  each  tier,  one  in  each  tier  of 
dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop,  (if  same  be  contiguous  to 
the  building.)  All  such  standpipes  shall  be  kept  clear 
from  obstructions.  Said  standpipes  shah  be  separate  and 
distinct  receiving  their  supply  of  water  direct  from  a  sep¬ 
arate  gravity  tank  of  3,500  gallons  capacity  located  above 
the  roof  and  from  (the  power)  a  fire  pump  (or  pumps.) 
and  shall  be  fitted  with  regulation  couplings  of  the  Fire 
Department,  and  shall  be  kept  constantly  filled  with  water 


by  means  of  an  automatic  (power)  fire  pump  (or 
pumps,)  of  sufficient  capacity  (to  supply  all  the  lines  of  hose 
when  operated  simultaneously)  as  prescribed  in  Rules  of 
the  Board  of  Standards  and  Appeals,  (and)  said  pump  (or 
pumps)  shall  be  supplied  from  the  street  main  and  be  ready 
tor  immediate  use  at  all  times  (during  any  performance 
in  said  building),  except  that  any  theatre  building  used 
exclusively  for  the  exhibition  of  motion  pictures  and  hav¬ 
ing  no  stage,  dressing  rooms  nor  scenery  and  having  not 
more  than  one  balcony  shall  not  be  required  to  have  [power] 
a  fire  pump  [or  pumps]  unless  required  to  fill  the  standpipe 
supply  tank  as  prescribed  in  Rules  of  the  Board  of  Standards 
and  Appeals,  in  addition  to  the  requirements  contained 
in  this  Section  the  standpipe  shall  also  conform  to  the 
requirements  contained  in  Section  581  of  this  Chapter. 

4.  EXCEPTIONS. — Buildings  [having  not  more  than 
one  balcony]  used  exclusively  for  the  exhibition  of  Moving 
Pictures,  not  more  than  one  story  in  height  and  not  exceed¬ 
ing  15,000  square  feet  in  area,  fronting  on  two  streets,  with 
no  other  business  on  premises  excepting  stores  occupying 
not  more  than  10  per  cent  of  the  area  of  plot,  and  haying 
no  stage,  dressing-rooms,  or  scenery  [and  used  exclusively 
for  the  exhibition  of  motion  pictures],  shall  not  be  required 
to  provide  a  gravity  tank  supply  for  the  standpipe  fire  lines 
nor  a  sprinkler  system  when  there  is  a  four  inch  direct 
[connection  of  the]  connected  standpipe  equipment  to  a  city 
water  main,  fed  two  ways  or  one  connection  on  each  of 
two  street  fronts,  each  main  so  fed  that  the  shutting  off  of 
the  supply  of  one  main  will  not  interfere  with  the  supply  of 
the  other  main,  and  having  sufficient  pressure  to  maintain 
a  minimum  of  [twenty-five  (25)]  thirty  (30)  pounds  per 
square  inch  static  pressure  at  the  highest  outlet,  proznded 
evidence  is  submitted  establishing  the  fact  that  the  water 
main  pressure  is  as  required.  This  standpipe  equipment 
shall  be  provided  with  regulation  Fire  Department  V/z  inch 
Siamese  connection. 

Buildings  as  described  in  this  exception  will  be  required 
to  have  standpipes  so  placed  that  not  more  than  100  feet  of 
hose  shall  be  required  to  reach  all  parts  of  the  auditorium. 

A  stadium  construction  may  be  deemed  a  one  story  budd¬ 
ing,  provided,  that  the  seats  so  arranged  shall  not  at  the 
floor  level  of  the  highest  row  be  more  than  15  ft.  0  in. 
above  the -  lowest  floor  level  of  the  auditorium;  provided, 
however,  the  gradient  of  the  auditorium  floor  does  not 
exceed  one  foot  in  12  feet. 

526.  LIGHTS.  1.  Adequacy.  Every  portion  of  the 
building  devoted  to  the  uses  or  accommodations  of  the  pub¬ 
lic,  also  all  (outlets)  means  of  egress  leading  to  the  streets 
and  including  the  open  courts  or  corridors,  shall  be  well  and 
properly  lighted  during  every  performance,  and  the  same 
shall  remain  lighted  until  the  entire  audience  has  left  the 
premises.  When  interior  gas  lights  are  not  lighted  by  elec¬ 
tricity,  other  suitable  appliances  to  be  approved  by  the  Su¬ 
perintendent  of  Buildings  shall  be  provided.  [All  the  electric 
wiring  connections,  fixtures  and  all  electric  appliances  in¬ 
stalled,  except  fire  alarm  system  and  electrical  installa¬ 
tions  that  are  used  in  connection  with  fire  extinguishing 
equipment  shall  be  approved  by  the  Department  of  Water 
Supply,  Gas  and  Electricity.] 

527.  MEANS  OF  EGRESS.  1.  Exits  to  streets.  Every 
theatre  accommodating  300  persons  shall  have  at  least  two 
exits ;  when  accommodating  500  persons,  at  least  3  such 
exits  shall  be  provided ;  these  exits  not  referring  to  or 
including  the  exits  to  the  open  court  at  the  side  of  the 
theatre.  Every  such  building  shall  have  one  or  more 
fronts  on  the  streets,  and  in  such  fronts  there  shall  be 
suitable  means  of  entrance  and  exit  for  the  audience,  aggre¬ 
gating  not  less  than  25  ft.  ia  width.  The  entrance  of 
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the  main  front  of  the  building  shall  be  not  (on  a  higher 
level  from)  more  than  one  foot  above  the  sidewalk  level 
(than  four  steps)  unless  approved  by  the  Superintendent  of 
Buildings.  Each  exit  shall  be  at  least  five  feet  in  width 
in  the  clear  and  provided  with  doors  of  iron  or  wood;  if  of 
wood,  the  doors  shall  be  constructed  as  hereinbefore  pre¬ 
scribed  in  this  Chapter.  All  of  said  doors  shall  open  out¬ 
wardly,  and  shall  be  fastened  with  (movable)  panic  bolts 
or  other  approved  devices  which  will  open  when  one 
or  more  persons  press  against  inner  side  of  said  door. 
[ Ordinary  door  bolts  at  present  installed  and  approved  by 
(he  authority  having  jurisdiction  need  not  be  removed  but 
(the)  such  bolts  (to)  shall  be  kept  drawn  during  per¬ 
formances.] 

530.  ( b )  Satisfactory  proof  must  be  submitted  and 

filed  with  application  that  curtain  is  capable  of  withstanding 
a  temperature  of  not  less  than  1700  degrees  F.  for  a  period 
of  45  minutes. 

[530.  USE  AND  OCCUPANCY.  3.  Location  restric¬ 
tions.  No  building  described  in  Section  520  of  this  Article 
shall  be  erected,  and  no  building  shall  be  hereafter  convert¬ 
ed  or  altered  to  a  use  described  in  Section  520  of  this  Ar¬ 
ticle,  which  is: 

(a)  Within  twenty  (20)  feet  of  the  nearest  wall  of  a 
building  occupied  as  a  storage  garage. 

( b )  Within  twenty  (20_)  feet  of  a  gasoline  pump  and 
tank  system  station. 

( c )  Within  fifty  (50)  feet  of  the  nearest  wall  of  a  build¬ 
ing  in  which  volatile  inflammable  mixtures  are  manufac¬ 
tured  or  stored,  or  in  which  there  is  a  wholesale  drug  store 
or  a  drug  and  chemical  business ,  or  in  which  there  is  op¬ 
erated  a  dry  cleaning  and  dyeing  establishment ,  or  in  which 
there  is  manufacturing,  mixing  or  compounding  of  paints, 
varnishes  ar  lacquers,  or  in  which  there  is  storage  of  cal¬ 
cium  carbide  in  excess  of  six  hundred  pounds,  or  in  which 
liquefied  chlorine  is  used  or  stored,  or  m  which  nitro  cellu¬ 
lose  products  in  a  quantity  of  one  hundred  pounds  or  more 
is  manufactured,  stored  or  sold,  or  in  which  inflammable 
motion  picture  films  in  excess  of  fire  reels  or  aggregating 
more  than  five  thousand  feet  in  length,  are  manufactured, 
sold,  stored  or  used  except  that  films  in  excess  of  these 
quantities  and  for  the  current  day  projections  only  may  be 
permitted  in  theatres  unless  prohibited  by  provisions  of 
Chapter  10,  Code  of  Ordinances,  or  in  which  there  is  the 
manufacture,  distillation,  rectifying  or  storage  of  distilled 
liquors,  spirits  or  alcohol,  or  m  which  there  is  storage  of 
oils,  fat,  greases  or  soap  stock,  or  in  which  combustible  fibre 
or  material  as  defined  in  Paragraph  1,  Section  24,  Article  2, 
Chapter  12,  Code  of  Ordinances  is  stored  or  kept  on  hand  in 
quantities  in  excess  of  one  ton,  or  in  which  there  is  stored 
empty  wooden  packing  cases  or  barrels  in  a  quantity  occu¬ 
pying  a  space  greater  that  two <  thousand  cubic  feet,  when 
the  occupancy  or  use  as  hereinbefore  listed  in  this  Section 
under  (o),  ( b )  and  ( c )  is  operating  under  a  permit  or  has 
been  operating  under  a  permit  from  the  Fire  Commissioner.] 

All  required  courts  or  passageways  shall  be  considered  as 
a  portion  of  the  building  defined  in  Section  520  of  this  Ar¬ 
ticle.  The  provisions  of  this  sub-division  of  this  Section 
shall  not  apply  to  buildings  for  which  plans  were  filed  with 
the  administrative  authority  having  jurisdiction,  prior  to 
the  date  on  which  this  sub-division  becomes  effective. 


Proposed  Amendment  to  Section  492,  Chapter  5,  Code  of 
Ordinances,  New  York. 


time  serve  a  written  or  printed  notice  upon  the  owner,  lessee 
or  manager  of  any  said  buildings,  directing  any  act  or  thing 
to  be  done  or  provided  in  or  about  said  buildings,  and  several 
appliances  therewith  connected,  such  as  halls,  doors,  stairs, 
windows,  seats,  aisles,  fire  walls,  fire  apparatus  and  fire- 
escapes,  as  he  may  deem  necessary. 


Proposed  Amendment  to  Article  28,  Section  581,  Code  of 
Ordinances,  New  York. 

581.  STANDPIPES.  1.  (When  required)  standpipes, 
constructed  and  installed  as  hereinafter  required  and  as 
prescribed  in  Rules  of  the  Board  of  Standards  and  Appeals 
shall  be  provided : 

a.  UNCHANGED. 

b.  UNCHANGED. 

c.  In  every  building  exceeding  ten  thousand  square  feet 
in  area,  except  in  buildings  specifically  exempted  in  Article 
25  of  this  Chapter  and  buildings  of  not  more  than  one  clere¬ 
story  in  height  not  exceeding  fifteen  thousand  square  feet 
in  area  and  occupied  solely  as  places  of  religious  worship. 

d.  In  amusement  or  exhibition  parks  or  enclosures  when 
deemed  necessary  by  the  Fire  Commissioner  [or  the  Board 
of  Standards  and  Appeals.] 

e.  In  oil  storage  plants,  ship-yards,  and  other  industrial 
plants  of  an  area  in  excess  of  ten  thousand  square  feet. 

2.  UNCHANGED. 

3.  Number  and  Location.  The  number  of  standpipes  in 
any  building  shall  be  such  that  all  parts  of  each  story  are 
within  the  reach  of  at  least  one  stream  supplied  by  hose  not 
exceeding  one  hundred  feet  in  length. 

When  a  building  requiring  standpipes  faces  on  more  than 
one  street,  at  least  one  standpipe  shall  be  installed  for  each 
street  front,  provided  for  intersecting  street  fronts  one 
standpipe  shall  be  sufficient  for  each  intersection,  when  all 
portions  of  each  area  may  be  reached  by  a  stream  from  not 
more  than  100  feet  of  hose.  So  far  as  practicable  stand¬ 
pipes  shall  be  placed  within  stair  enclosures  otherwise  they 
shall  be  as  near  the  stair  as  possible.  All  standpipes  shall 
extend  from  the  lower  story  to  and  above  the  roof,  [except 
where  there  is  more  than  one  staiuipipe  riser,  when  every 
second  riser  shall  be  required  to  extend  through  the  roof, 
and  except  where  buildings  do  not  exceed  40  ft.  in  height 
and  have  a  standpipe  equipment  separate  and  distinct  from 
the  standpipe  equipment  of  a  plant  or  of  any  other  building 
when  no  riser  shall  be  required  to  extend  through  the  roof.] 

In  buildings  not  exceeding  40  ft.  0  in.  in  height  and  not 
over  20,000  sq.  ft.  in  area  gravity  tank  may  be  omitted  pro¬ 
vided  the  standpipe  riser  is  supplied  by  not  less  than  0  ft. 
4  in.  connection  to  street  main  having  not  less  than  45  lb. 
pressure. 

4.  CONSTRUCTION.  All  standpipes  hereinafter  in¬ 
stalled  shall  be  constructed  as  prescribed  by  the  Rules  of  the 
(Fire  Commissioner)  Board  of  Standards  and  Appeals  and 
shall  be  provided  with  such  outlets  and  equipped  with  such 
appliances  as  required  by  said  rules.  All  standpipes  shall 
extend  to  the  street  and  shall  be  provided  with  approved 
Siamese  connections.  When  there  is  more  than  one  stand¬ 
pipe  in  any  building  all  shall  be  cross-connected  in  an  ap¬ 
proved  manner  below  the  side-walk  level  or  if  there  is  no 
cellar  they  shall  be  cross-connected  below  the  ceiling  of  the 
basement  or  lowest  story. 


492.  ENFORCEMENT  OF  ARTICLE.  The  [Fire  NOTE. — All  new  matter  in  italics,  lying  between  brack- 

Commissioner]  (Superintendent  of  Buildings)  may  at  any  ets  [  ]  is  to  be  omitted. 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  oi 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  ot  the 

hearing.  .  ,  ,  . 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recotjo  and  Guide  and  in  various 

newspapers.  . 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  ...» . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . . . 1922. 

302 


4-Bl 


.,,t«tlt  OF  ILUHOIS  UORMW 

BULLETIN  ..  pR  1  3  1922 


OF  THE 


BOARD  OF  STANDARDS  AND~ APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916. 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  Room  914,  Municipal  Building,  New  York  City. 


Vol.  VII 


Subscription 
$2.50  a  year 


APRIL  11,  1922 


Single  Copies,  5  cents 
By  mail,  7  cents 


No.  15 


DIRECTORY 

BOARD  OF  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 


BOARD  OF  STANDARDS  AND  APPEALS. 
William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  .  Fire  Commissioner 

Charles  Brady . Supt.  of  Buildings ,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert  . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore . . Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting  Board  of  Standards 
and  Appeals,  March  31,  1922. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  April  11, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  18,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion^  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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CALENDAR 

DOCKET.  474-22- S . F.D . LD  33162 

Cases  Filed,  Week  Ending  April  bth,  1922. 


Cal.  No. 

503-22- S . 

Department  Order  No. 

BBM  . Alt.  256-22  472-22- S . F.D . LD  23897 

502-22-A . 

FD  . LC  71522  471-22-A . B.'B.M . Alt.  3360-1920 

50 1-22- S . 

FD  . LD  31670 

Restored  to  Calendar. 

500-22- A . 

FD  . F  31693  976-21-S . F.D . LD  23663 

499-22-BZ . . 

FD  . C  11557  1428-21  A . F.D . LC  7626 

498-22-BZ . 

.  B.B.Bx . NB  352-22  1490-21-BZ . F.D . C  9660 

497-22-BZ . 

.  .T.H . 849  W.  178th  st.,  Man. 

CODE. 

496-22-S . 

495-22-A . 

H.D . Health  Department 

. BjB'.Bx . NB  1175  19~~  b.B.B . Bureau  of  Buildings,  Brooklyn 

494-22-S . 

B.B.M . Bureau  of  Buildings,  Manhattan 

493-22-BZ . 

B.B.R . Bureau  of  Buildings,  Richmond 

492-22-BZ . 

T.H . Tenement  House  Department 

. B.B.M . Alt.  276-1922 

491 -22- A . 

CORRECTION. 

11,  Vol.  VII,  is  corrected  as  follows: 

490-22- A . 

FD  . LC  70094  333-22-BZ . B.B.M . Alt.  313-22 

489-22-S . 

FD  . LD  32948-32947 

488-22-BZ . 

BBB . NB  19399-22 

CALL  OF  CLERK’S  CALENDAR. 

487-22-S . 

pp  y  p  32941  Tuesday.  April  11,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

486-22-BZ . 

B  BBx  . NB  396-22  1672-21-BZ. 

APPLICANT— Augustine  Schiavone,  for  Charles  Piscopo, 

485-22-BZ . 

ttt-.  r  iiw)  owner. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 

4 84-22- S . 

,PBB  . 8  W.  17th  st.,  Man.  garage  for  five  cars. 

483-22-BZ . 

.  ,  115-22-BZ. 

4 82 -22- A . 

owner. 

F  n  C  6832  PREMISES— 551-555  92nd  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 

481-22-BZ . 

.F.D  . LC  69969  garage. 

480-22-S . 

238-22-BZ. 

T7  n  y  F)  32871  APPLICANT — Samuel  Rosenblum,  for  Regas  Realty  Co., 

Inc.,  owner. 

PREMISES — Southwest  corner  Claremont  Parkway  and 

479-22- S . 

478-22-S . 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
FT  r>  3620  R’wav  Man  a  business  district  the  erection  of  a  business  build- 

ing. 

4)717-22- S . 

. H.D . 148  Norfolk  st.,  Man.  301-22-BZ. 

APPLICANT — Dept,  of  Plant  &  Structures,  for  City  of 

476-22-BZ . 

ta  T  r  New  York. 

475-22- A . 

TO  PERMIT  in  a  residence  district  the  erection  and  main- 

Cleaning. 
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261-22-BZ. 

APPLICANT — William  O.  Ludlow,  for  New  York  Times 
Co.,  owner. 

PREMISES — 231-239'  West  43rd  street,  Manhattan. 

TO  PERMIT  in  a  two  times  district  the  erection  of  a  loft 
building  exceeding  the  height  requirements  of  the 
zoning  law. 

450-22-BZ. 

APPLICANT — John,  J.  Dunnigan,  for  Gesco  Realty  Co., 
owner. 

PREMISES— 300-308  East  176th  street,  1830-32  Anthony 
avenue,  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  one- 
story  business  building. 

123-22-BZ. 

APPLICANT— Abraham  D.  Milstein. 

PREMISES — 529  West  147th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  installation  of  an 
electric  sign. 


BOARD  OF  APPEALS. 

Tuesday,  April  11,  1922,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

131-22-A — 62  Delancey  street,  Manhattan. 

161-22-A— 170-186  Van  Brunt  street,  Brooklyn. 

191-22-A — 280  Broadway,  Manhattan. 

231-22-A — 1  Ferry  street,  Richmond. 

774-21-A — 1521  Atlantic  avenue,  Brooklyn. 

1148-21-A — 275  Ralph  avenue,  Brooklyn. 

1383-21- A — 304  West  54th  street,  Manhattan, 

189-22-A — 331-333  East  27th  street,  Manhattan. 

324-22-A — North  side  Greenpoint  avenue,  237  ft.  north  of 
Kingsland  avenue,  Brooklyn. 

3 56-22- A — 1296  Girard  avenue,  The  Bronx. 

3-22-A — 319-321  East  44th  street,  Manhattan. 

109-22-A— 165-167  40th  street,  Corona,  Queens. 

125-22-A— 375  Walnut  street,  Winfield,  Queens. 

156-22-A— 2316  Grand  avenue,  The  Bronx. 

174-22-A— 129-131  Greene  street,  Manhattan. 

179-2.2-A— 146  Wooster  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  April  11,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cai..  no.  106-22-BZ — Application,  January  25,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Behan,  applicant,  on  behalf  of  New 
Dorp  Coal  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
of  coal  pockets  and  silos;  premises  east 
side  5th  street,  50  feet  north  of  Sea- 
view  avenue,  Richmond. 

cal.  no.  1068-21-BZ— Application,  February  14,  1922,  under 
the  building  zone  resolution,  of  Mes- 
zaros  &  Bernard,  applicants  and  own¬ 
ers,  for  a  rehearing  of  an  application 
previously  denied  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  exist¬ 
ing  building  to  be  used  as  a  motor 
vehicle  repair  shop ;  premises  north¬ 
east  corner  Astoria  avenue  and  Pope 
street,  Queens. 


cal.  no.  1620-21-BZ — Application,  January  27,  1922,  under 
the  building  zone  resolution,  of  Walter 
J.  Vreeland,  architect,  on  behalf  of  W. 
H.  Holmes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  one  commercial  car;  prem¬ 
ises  112  Collins  avenue,  South  Ozone 
Park,  Queens. 

cal.  no.  1499-21-BZ — Application,  November  30,  1921,  under 
the  building  zone  resolution,  of  Peter 
Millman,  architect,  on  behalf  of  Louis 
J.  Caralanotto,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  9502  Avenue  L, 
Brooklyn. 

cal.  no.  1658-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Samuel 
H.  Drellich,  applicant,  on  behalf  of 
Fanny  Drellich,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  three  motor  cars ;  premises 
151  Summit  Place,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  11,  1922,  at  2  p.  m. 

Petition  for  Variations. 

1689-21-S— 5-11  East  137th  street,  Manhattan. 

207-22-S — 277-279  Morris  avenue,  The  Bronx. 

2 12-22- S — 2312  Third  avenue,  Manhattan. 

235-22-S — 62  Fulton  street,  Manhattan. 

784-21-S — 163  Mercer  street,  Manhattan. 

1617-21-S — 3S-40  Flatbush  avenue,  Brooklyn. 

40-22-S — 473  Broadway,  Manhattan. 

63-22-S — 463  Greenwich  street,  Manhattan. 

87-22-S — 168  Bow'ery,  2-12  Kenmare  street,  Manhattan. 
99-22-S — 138  West  34th  street,  Manhattan. 

121-22-S — 71  Warren  street,  Manhattan. 

155-22-S — 60  Grand  street,  Manhattan. 

202-22-S — 79  East  10th  street,  Manhattan. 

222- 22-S — 12-32  Jamaica  avenue,  758-70  Boulevard,  Queens. 

223- 22-S — 130  West  32nd  street,  Manhattan. 

227-22-S — 194  William  street,  Manhattan. 

237-22-S — 20  East  9th  street,  Manhattan. 

255-22-S — 33-35  West  17th  street,  Manhattan. 

289-22- S — 220  East  51st  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

416-22-S — Burnot  Fireproof  Paint,  approval  of 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

309-22-S — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 
proval  of. 


PUBLIC  HEARING. 

Tuesday,  April  18,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hearing 
on  the  following  matter  has  been  adjourned  for  final  ac¬ 
tion,  to  Tuesday,  April  18,  1922,  at  2  p.  m. : 

280- 22-S — Proposed  amendments  to  Code  of  Ordinances. 

PUBLIC  HEARING. 

Friday,  April  21,  1922  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matter  has  been  adjourned  to  Friday, 
April  21,  1922,  at  2  p.  m. : 

281- 22- S — Proposed  Rules  “Standpipe” — “Fire  Line.” 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  18,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1366-21-BZ.  „  .  T  •  -r  u- 

APPLICANT— Jno.  B.  Snook  &  Sons,  for  Louis  Towbin, 

owner. 

PREMISES— 300  Putnam  avenue,  Brooklyn.  . 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  five  cars. 


±06-66~LJZ^.  t\  j 

APPLICANT— William  A.  Elliott,  for  John  I.  Boyd,  own¬ 
er. 

PREMISES — 2743  Creston  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 


APPLICANT— Frederick  Gerber,  for  Frank  Meyer,  owner. 
PREMISES— 118  East  88th  street,  Manhattan.  . 

TO  PERMIT  in  a  residence  district  the  conversion  of  ex¬ 
isting  building  into  a  carpenter  shop. 


APPLICANT— Henry  C.  Brucker,  for  Katherine  A.  Pralle, 
owner. 

PREMISES— 2037  Linden  street,  Ridgewood,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 

378-22-BZ 

APPLICANT— John  J.  Dunnigan,  for  The  Jupiter  Realty 
Co.,  owner. 

PREMISES— 51-59  Burnside  avenue,  The  Bronx.. 

TO  PERMIT  partly  in  a  business  and  partly,  in  a  resi¬ 
dence  district  the  erection  of  a  moving  picture  thea¬ 
tre. 


440-22-BZ. 

APPLICANT— Patrick  J.  Murray,  for  George  Ehret, 
owner. 

PREMISES— 571-573  West  182nd  street.  Manhattan. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  two  story  post 
office  building. 


1550-21-BZ. 

APPLICANT— John  Jose  Carroll,  for  Arthur  Garbanno, 
owner. 

PREMISES— 36-44  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 


1490-21-BZ. 

APPLICANT— Rabenold  &  Scribner,  for  Hill- Ware  Co., 
Inc.,  owner. 

PREMISES — 3325-3339  Park  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  five  cars. 


BOARD  OF  APPEALS. 

Tuesday,  April  18,  1922,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 
1649-21-A— 2186  Anthony  avenue,  The  Bronx. 
158-22-A — 130-132  Chambers  street,  Manhattan. 
193-22-A — 1284  Cromwell  avenue,  The  Bronx. 
246-22-A — 536-556  West  27th  street,  Manhattan. 
774-21-A — 1521  Atlantic  avenue,  Brooklyn. 
1646-21-A— 208-212  East  120th  street,  Manhattan. 
38-22-A — 736  Broadway,  Manhattan. 


45-22-A — Northeast  corner  Kingsbridge  Road  and  Jerome 
avenue,  The  Bronx. 

133-22-A — 110-116  Nassau  street,  Manhattan. 

162- 22-A — 1637-1643  Third  avenue,  200-204  East  92nd 

street,  Manhattan. 

163- 22-A— 206-210  East  92nd  street,  Manhattan. 

164- 22-A — 57  Evelyn  Place.  The  Bronx. 

167-22- A — 22-24  North  William  street,  Manhattan. 
209-22-A— 146  Water  street,  Manhattan. 

1428-21-A — 50  Wooster  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  buildinsr 
zone  resolution,  Tuesday  morning,  April  18.  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

CAL.  NO.  1449-21-BZ— Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Henry 
J.  Schnackenberg,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage ;  premises  69  Ferguson  street, 
Queens. 

cal.  no.  1166-21-BZ— Application,  March  14.  1922,  under 
the  building  zone  resolution,  of  Wm. 
H.  Good,  attorney,  on  behalf  of  Ignatz 
Wohl,  owner,  for  a  hearing  of  an  ap- 
.  plication  previously  dismissed  for  lack 

of  prosecution  to  permit  in  a  residence 
district  the  maintenance  of  a  garage 
for  five  motor  vehicles;  premises  538- 
544  8th  avenue,  Long  Island  City, 
Queens. 

cal.  no.  1291-21-BZ — Apnlication,  December  22,  1921.  under 
the  building  zone  resolution,  of  Wil¬ 
lard  Parker,  architect,  on  behalf  of 
Tuchv  &  Upton,  Inc.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
of  51  community  garages  and  1  public 
garage  for  more  than  5  cars;  premises 
129  Broadway,  126  Washington  street, 
Flushing,  Queens. 

CAL.  NO.  1661-21 -BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Philip 
T.  Sinnott,  applicant,  on  behalf  of 
Anna  Brav.  owner,  to  oermit  in  a  busi¬ 
ness  district  the  erection  of  a  earage 
for  more  than  five  motor  vehicles ; 
premises  1003-1005  Intervale  avenue, 
The  Bronx. 

cal.  no.  124-22-BZ — Application,  January  30,.  1922,  under 
the  buildinr  zone  resolution,  of  Fred 
Hensel,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  two  commercial  cars ; 
nremPes  541  Mitchell  avenue,  Flush¬ 
ing,  Queens. 

cal.  no.  330-22-BZ — Application,  March  6,  1922,  under. the 
building  zone  resolution,  of  Kings 
Highway  Community  Corporation,  ap¬ 
plicant  and  owner,  to  permit  partly  in 
a  residence  district  and  nartlv  in  a 
business  district  the  erection  of  a  com¬ 
munity  buildine:  premises  1665  East 
17th  street,  Brooklyn. 

cal.  no.  323-22-BZ — Application.  March  3,  1922  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  “B”  area  dis¬ 
trict  the  erection  of  a  central  telephone 
exchange  building  with  the  omission  of 
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a  portion  of  required  rear  yard  area ; 
premises  306-224  West  36th  street, 
Manhattan. 

cal.  no.  261-22-BZ — Application,  February  23,  1922,  under 
the  budding  zone  resolution,  of  Wil¬ 
liam  Ludlow  &  Peabody,  architects,  on 
behalf  of  the  New  York  Times  Com¬ 
pany,  owner,  to  permit  in  a  two  times 
district  the  erection  of  a  loft  build¬ 
ing  exceeding  the  height  as  limited 
by  the  zoning  resolution;  premises  231- 
239  West  43rd  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  18,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

224-22-S — 292-314  Kent  avenue,  Brooklyn. 

204-22- S — 66  West  Houston  street,  Manhattan. 

241-22-S — 144  Melrose  street,  Brooklyn. 

267-22-S— 233-235  Pearl  street,  118  John  street,  Manhattan. 

269-22-S — 44-48  Dougherty  street,  31-35  Vine  street, 
Brooklyn. 

276-22-S— 138-146  West  14th  street,  Manhattan. 

412-22-S — 600  Kent  avenue,  Brooklyn. 

280-22-S — Proposed  Amendments  to  Code  of  Ordinances. 

Appliances  Submitted  for  Approval. 

252-22-S— Samson  Vibrating  Bell,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

1421-21-S — Guardene  Non-Slop  Extinguisher,  approval  of 
13-21-S — Dahl  Oil  Burner. 

341-21- S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S— Angle  Hose  Valve. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

194-22-S — Worthington  Snow  Model  Duplex  Oil  Pumps, 
approval  of. 

357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Os¬ 
trander  Trouble  Bell. 

465-22-S — Phister  One  Gallon  Fire  Extinguisher,  approval 

of. 


BOARD  OF  APPEALS. 

Tuesday,  April  25,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

232-22-A— 139  Bay  street,  Tompkinsville,  Richmond. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A— Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A— South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A— Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

334-22-A— West  side  Exterior  street,  350  feet  north  of 
150th  street,  The  Bronx. 


275-22-A — 44-58  West  143rd  street,  43-57  West  142nd  street, 
Manhattan. 

279-22-A — 48-52  Great  Jones  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  25,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

784-21-S — 163  Mercer  street,  Manhattan. 

976-21-S — 21-41  John  street,  Brooklyn. 

277- 22-S— 296  Elizabeth  street,  Manhattan. 

278- 22-S — 63  Meeker  avenue,  Brooklyn. 

284-22-S — 480  Sixth  avenue,  Manhattan. 

291-22-S— 108  East  16th  street,  Manhattan. 

303-22-S — 104-110  East  129th  street,  Manhattan. 

325-22- S — 2296-98  Third  avenue,  186-94  East  125th  street, 
Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  12,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A— 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  26,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

,  Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19- A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19- A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 
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880- 19-A— Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1,  (Old),  North  River,  Manhattan. 

882- 19- A— Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A— Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 
94S-19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28.  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 


272- 20-A— Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A— Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A— Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A— Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— -Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A— Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A— Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21- A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  MARCH  31,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Chief  Inspec¬ 
tor  Bastress,  Superintendents  Reville,  Moore  and  McDer¬ 
mott. 

(280-22-S) 

SUBJECT — Proposed  amendments  to  the  Code  of  Ordi¬ 
nances  to  be  submitted  to  the  Board  of  Aldermen. 
APPEARANCES — Inspector  Gilroy,  of  the  fire  depart¬ 
ment;  Mr.  McNamara,  Leon  Fleischman,  James  J. 
Walker,  Alexander  C.  MacNulty,  Inspector  Pal¬ 
mer  and  W.  D.  Ropes. 


ACTION  OF  THE  BOARD— Laid  over  to  April  7,  1922, 
at  2  p.  m.  for  public  hearing.  (Chairman  read 
communications  from  Inspection  Department,  As¬ 
sociated  Factory  Mutual  Fire  Insurance  Companies, 
and  from  the  Real  Estate  Board.) 


(281-22-S) 

SUBJECT — Proposed  rules  governing  fire  extinguishing 
appliances. 

APPEARANCES — Not  noted;  case  not  reached. 

ACTION  OF  THE  B  OAR  D^— Laid  over  to  April  7,  1922, 
at  2  p.  m.,  for  public  hearing. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copv  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  4,  1922. 
Present:^  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  March  28th,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  14,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

131-22-A. 

APPELLANT — Harrison  G.  Wiseman,  for  Delancey  The¬ 
atre,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 62  Delancey  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Charles  E.  Kelly. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Laid  over  to  April  11th,  1922,  on 
request  of  appellant’s  representative. 


148-22-A. 

APPELLANT— Isidor  Friedman,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 11  Azolea  street,  Middle  Vil¬ 
lage,  Queens. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 


Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  .  1 

Absent :  Fire  Chief  Kenlon  . .  1 

THE  RESOLUTION: 

(148-22-A) 


Whereas,  Isidor  Friedman,  owner,  filed,  February  3, 
1922,  an  appeal  with  the  board  of  appeals  from  an  order 
of  the  fire  commissioner,  affecting  premises  11  Azolea 
street,  Middle  Village,  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  69774- 
LC,  reads:  |  ?! 

“With  reference  to  your  application,  dated  August 
19,  1921,  for  a  permit  to  store  Combustible  Fibre  (hay) 
at  the  above  location,  I  regret  to  inform  you  that  I 
am  without  power  to  grant  such  a  permit  for  the  fol¬ 
lowing  reasons: 

“No  permit  shall  be  issued  for  such  storage  in  any 
building  of  wooden  construction,  except  in  sparsely 
populated  districts,  where  it  shall  be  in  the  discretion 
of  the  Commissioner,  Sec.  24,  Sub.  Div.  3-C,  Ch.  12, 
Code  of  Ord. 

“You  are  therefore  ordered  to  reduce  the  quantity 
of  Combustible  Fibre  (hay)  stored  on  above  prem¬ 
ises.”  ; 

and 

Wher-as,  the  building  is  of  frame  construction,  one  and 
a  half  stories  in  height,  50  ft.  by  75  ft.  in  area,  occupied 
as  a  barn  for  sixty  cows  and  hay  loft ;  and 

Whereas,  the  appellant  contends  that  the  hay  must 
be  purchased  in  large  quantities  and  stored  to  take  care 
of  the  60  cows  and  that  the  owner’s  residence  is  50  ft. 
from  the  barn  and  the  next  house  is  about  300  ft.  dis¬ 
tant. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  storage  of  hay  be  limited 
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to  twenty-five  tons,  and  that  permission  to  store  that  quan¬ 
tity  be  granted  only  during  such  time  as  the  property 
and  business  remain  in  the  present  ownership,  and  the 
surrounding  conditions  as  to  adjoining  structures  remain 
as  at  the  date  of  this  action. 


168-22-A. 

APPELLANT — Juliette  Farish,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 102  Jamaica  avenue,  Queens. 
APPEARANCES— 

For  Appellant:  Harry  T.  Morris. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(168-22-A) 


Whereas,  Harry  T.  Morris,  for  Juliette  Farish,  owner, 
filed,  March  1,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
102  Jamaica  avenue,  Flushing,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“Maintenance  of  your  garage  i^  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
the  front  of  which  is  located  a  private  residence  and 
on  the  rear  two  2-car  frame  garages;  and 
Whereas,  appellant  has  filed  affidavits  as  to  the  use  of 
garage  on  July  25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  inside  of  the  exterior  walls 
and  of  the  ceilings  of  both  garages  be  fire-retarded  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals,  and  that  the  occupancy  of  the  garages  on  this 
premises  be  limited  to  four  cars  of  the  pleasure  car  type, 
space  for  three  of  which  may  be  rented  to  persons  not 
residing  on  the  premises. 


1251-21-A. 

APPELLANT — E.  M.  Ellsworth,  for  Bush  Terminal  Co., 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— Pier  No.  3,  foot  of  47th  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  E.  M.  Ellsworth. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
iBoulton,  Holland,  Kearney  and  Kerby....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


MINUTES 


THE  RESOLUTION: 

(1251-21-A) 

Whereas,  E.  M.  Ellsworth,  for  Bush  Terminal  Co., 
owner,  filed,  Oct.  27,  1921,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  known  as  Pier  No.  3,  foot  of  47th  street,  Brook¬ 
lyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Standpipe  must  be  independent  of  sprinkler 
equipment  and  must  be  installed  as  called  for  in 
order.” ; 

and 

Whereas,  the  premises  consist  of  a  pier,  one-story  m 
height,  149  ft.  by  133(7  ft.  in  area ;  occupied  for  general  pier 
purposes ;  and 

Whereas,  the  appellant  proposes  to  install  2)4  in.  hose 
outlets  to  the  existing  12  in.  undergroun  1  fire  main,  which 
is  used  for  fire  purposes  only  and  is  fed  by  a.  16  in.  fire 
main  running  along  the  dock  front ;  the  2)4  in.  connec¬ 
tion  to  be  taken  from  an  8  in.  riser  line  about  6  ft.  from 
the  12  in.  main  on  water  side  of  the  dry  valve,  a  gate  con¬ 
trolling  connection  to  be  operated  either  from  inside  or 
outside  of  the  valve  house  to  be  provided  every  180  ft. 
with  100  ft.  of  hose  at  each  connection,  a  Siamese  con¬ 
nection  on  the  pier  head  leading  to  the  12  in.  main,  and 
claims  that  this  installation  would  have  complete  protec¬ 
tion  from  frost,  while  it  would  be  impossible  to  protect 
a  riser  as  ordered. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  2 )4  in.  hose  outlets  be  installed, 
supplied  from  the  existing  12-in.  underground  main,  a 
2 y2  in.  hose  connection  with  100  ft.  of  2 )4  in.  hose  to  be  in¬ 
stalled  and  maintained  in  valve  houses  Nos.  1,  3,  5,  7,  9,  11, 
13  and  15;  plans  of  installation  to  be  submitted  to  the 
fire  department  for  its  approval. 


1275-21-A. 

APPELLANT— Eugene  Lamb  Richards,  for  Procter  & 
Gamble  Co.,  owner. 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— Western  avenue  and  Rich¬ 
mond  terrace,  Port  Ivory,  Staten  Island,  Rich¬ 
mond. 

APPEARANCES—  T 

For  Appellant :  Cornelius  Callahan,  Eugene  Lamb 
Richards. 

For  Administration :  Inspector  Maher  of  the  fire 
■department. 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  ® 

A  h«;pnt  •«••••••••••••••••••••••  ^ 

THE  RESOLUTION: . 

(1275-21-A) 

Whereas,  Eugene  Lamb  Richards,  attorney  for  Procter 
and  Gamble  Co.,  owner,  filed,  Nov.  1,  1921,  an  appeal,  with 
the  board  of  appeals,  from  orders  of  the  fire  commissioner, 
affecting  premises  Western  avenue  and  Richmond  terrace, 
Port  Ivory,  Staten  Island,  New  York;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
Kettle  House  No.  1:  . 

No.  15204-F.  “Provide  iron  or  kalameined  shutters 
at  all  openings  in  the  exterior  walls  above  1st  story 
which  are  distant  in  a  direct  line  less  than  thirty  feet 
from  any  opening  in  any  other  building,  and  not  in 
the  same  plane  with  said  openings,  and  which  are  not 
more  than  fifty  feet  above  a  neighboring  roof.” 
Building  No.  4:  .  - 

No.  15205-F.  “Provide  iron  or  kalameined  shutters 
at  all  openings  in  the  exterior  walls  above  ist  story 


which  are  distant  in  a  direct  line  less  than  thirty  feet 
from  any  openings  in  any  other  building,  and  not 
in  the  same  plane  with  said  openings,  and  which  are 
not  more  than  fifty  feet  above  a  neighboring  roof.”  * 
Building  No.  5: 

No.  15207-F.  “1.  Install  standpipe  4  inches  in  diam¬ 
eter  tested  to  withstand  a  pressure  of  300  pounds  per 
square  inch  extending  from  the  cellar  to  roof  with 
necessary  check  valves  and  2)4  in.  regulation  fire  de¬ 
partment  outlets  on  each  story,  including  basement, 
cellar  and  roofs,  placed  within  main  stairway  enclo- 
.  sure,  each  outlet  to  be  provided  with  sufficient  feet 
of  2)4  inch  hose  attached  thereto.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Procter  &  Gamble  Com¬ 
pany;  Building  Kettle  House  No.  1  is  of  fireproof  con¬ 
struction,  3  stories  in  height,  140  ft.  by  95  ft.  in  area;  oc¬ 
cupied  as  a  soap  factory ;  Building  No.  4  is  of  fireproof 
construction,  4  stories  in  height;  Building  No.  5  is  of  fire¬ 
proof  construction,  3  stories  in  height,  700  ft.  by  100  ft.  in 
area,  divided  into  3  sections  by  fire  walls;  there  are  twelve 
windows  in  the  side  elevation  of  the  Kettle  House  and 
three  windows  in  the  side  elevation  of  the  fire  tower  which 
are  within  30  ft.  of  the  adjoining  buildings;  and 

Whereas,  the  appellant  contends  that  the  buildings  are 
equipped  with  a  mill  standpipe  system  with  hydrants  so 
located  throughout  the  grounds,  that  any  portion  of  the 
interior  can  be  reached  with  a  hose  stream  from  the  out¬ 
side,  that  there  is  a  special  pump  house  with  two  1,000- 
gallon  pumps  and  four  sources  of  supply  and  that  the 
exposure  to  the  windows  in  question  is  not  within  25 
ft.;  that  the  buildings  are  sprinklered;  that  there  is  a 
1,000,000-gallon  reservoir  and  a  100,000-gallon  tank. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  modified  and  the  appeal  be  and  it 
hereby  is  granted  as  to  orders  Nos.  15204  and  15205  on 
condition  that  the  window  openings  are  now  equipped 
with  steel  sash  glazed  with  in-  Plate  Slass  and  granted 
as  to  order  No.  15207  so  long  as  present  water  protection 
and  100  per  cent,  sprinkler  system  is  maintained. 


1483-21-A. 

APPELLANT — Mary  J.  Mulholland,  owner.  _ 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1628  Decatur  street,  Queens. 
APPEARANCES— 

For  Appellant:  Mary  J.  Mulholland. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(1483-21-A) 

Whereas,  Mrs.  Mary  J.  Mulholland,  owner,  filed,  No¬ 
vember  30,  1921,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  1628 
Decatur  street,  Ridgewood,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  68216- 
LC,  reads : 

“Section  480,  Chapter  5,  Code  of  Ordinances,  pro¬ 
vides  that  no  permit  shall  be  issued  for  a  garage  in  a 
building  of  frame  construction  within  the  fire  limits. 
“You  are,  therefore,  ordered  to 
“1.  Remove  all  motor  vehicles  the  fuel  tanks  of  which 
are  not  empty  and  discontinue  the  use  of  premises  as 
a  garage.”; 

and 
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Whereas,  the  building  is  of  frame  construction  (asbestos 
lined)  one  story  in  height,  14  ft.  x  14  ft.  in  area,  occupied 
as  a  garage  for  one  car;  and 
Whereas,  appellant  contends  that  the  building  has  been 
used  as  a  garage  for  the  past  six  years. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  interior  walls  and  ceilings  of 
the  garage  be  covered  with  asbestos  sheathing,  that  no  gaso¬ 
line  be  kept  on  the  premises,  and  that  the  garage  use  be 
limited  to  one  automobile  of  the  pleasure  car  type. 


216-22-A. 

APPELLANT — Jeremiah  K.  Cronin,  for  Gertrude  Saun¬ 
ders,  lessee. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 203  West  77th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  William  Crawford. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(216-22-A) 

Whereas,  Jeremiah  K.  Cronin,  for  Ella  Crawford,  owner, 
filed,  February  28,  1922,  an  appeal  with  the  board  of  appeals 
from  a  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  203  West  77th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“2.  Building  should  be  fireproof,  Section  72-g.” ; 

and 

Whereas,  the  building  is  6  stories  in  height,  25  ft.  x  98 
ft.  in  area,  occupied,  storage  garage,  5  persons ;  it  being 
proposed  to  change  occupancy  from  a  storage  garage  to  a 
garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  the  appellant  contends  that  the  building  is  an 
existing  building  and  is  not  required  to  be  of  fireproof 
construction  as  the  alteration  does  not  consist  of  extending 
the  building  or  raising  the  height,  and  that  the  1st  story 
is  of  fireproof  construction  and  the  stairs  are  enclosed  in 
fire  retarding  material. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  the  occupancy  of  the 
top  floor  be  restricted  to  dead  storage  only,  and  that  the 
remainder  of  the  building  shall  be  fire  retarded  in  accord¬ 
ance  with  the  rules  and  regulations  of  the  board  of  stand¬ 
ards  and  appeals. 


1349-21-A. 

APPELLANT — The  Schubert  Piano  Company. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 1  West  139th  street  and  2300 
Fifth  Ave.,  Manhattan. 

APPEARANCES— 

For  Appellant:  Peter  Duffy. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative 
Absent  . 


THE  RESOLUTION : 

(1349-21-A) 

Whereas,  Schubert  Piano  Company,  for  Rose  Holding 
Co.,  owner,  filed,  Nov.  5,  1921,  an  appeal  with  the  board  of 
appeals  from  orders  of  the  fire  commissioner,  affecting 
premises  1  West  139th  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  3651-LF — “1.  Provide  adequate  heating  appara¬ 
tus  for  sprinkler  tank  to  prevent  water  in  same  from 
freezing.  Sec.  20,  Ch.  12,  Code  of  Ordinances. 

“2.  Extend  sprinkler  system  to  cover  toilet  at  west 
side  of  building  on  3rd  story.  Sec.  20,  Ch.  12,  Code  of 
Ordinances. 

“3.  Extend  sprinkler  system  to  cover  decking  erected 
on  3rd  story,  east  side  of  building.  Sec.  20,  Ch.  12, 
Code  of  Ordinances.” 

No.  3652-LF — “1.  Provide  a  two  way  three  inch  Si¬ 
amese  connection  for  sprinkler  supply,  with  clapper 
valves  and  caps  and  signs  to  be  placed  on  the  139th 
street  and  140th  street  sides  of  the  building  not  less 
than  18  ins.  nor  more  than  2  ft.  above  the  sidewalk  and 
in  a  horizontal  position  accessible  to  the  Fire  Depart¬ 
ment.  Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  4 
stories  in  height,  200  ft.  x  60  ft.  in  area,  occupied  for  the 
asrembling  of  pianos,  25  persons  on  each  story;  and 

Whereas,  appellant  contends  that  the  tanks  have  been 
heated  for  the  past  20  years,  except  that  during  a  recent 
strike  they  were  slightly  frozen,  that  even  without  any 
tanks  they  have  a  6  in.  connection  from  the  main  on  Fifth 
avenue,  and  the  appellant  requests  that  the  location  of  the 
Siamese  connection  be  changed  from  140th  street  to  Fifth 
avenue  front  and  that  all  varnish,  alcohol,  turpentine,  etc., 
is  now  stored  in  a  fireproof  room  with  door  sill  1  ft.  high. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified  and  the  appeal  in  so  far  as  it  re¬ 
lates  to  item  No.  1  of  order  No.  3651  be  and  it  hereby  is 
granted,  and  that  the  orders  of  the  fire  commissioner,  order 
No.  3651,  items  2  and  3,  and  order  No.  3652,  be  and  they 
hereby  are  affirmed  and  the  appeal  in  so  far  as  it  relates  to 
there  orders  be  and  it  hereby  is  denied. 


1649-21-A. 

APPELLANT — Gustav  Klockgetter,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2186  Anthony  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  18th,  1922,  on 
request  of  applicant. 


11-22-A. 

APPELLANT — Andrew  Olejar,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 416-418  East  59th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . , _  0 

THE  RESOLUTION : 

(11-22-A) 


Whereas,  Andrew  Olejar,  for  Peter  A.  Broe,  owner, 
filed,  Jan.  4,  1922,  an  appeal  with  the  board  of  appeals  from 
0  an  order  of  the  fire  commissioner,  affecting  premises  416 
0  and  418  East  59th  street,  Manhattan;  and 
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Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  6  approved  sand  buckets  of  at  least  10 
quarts  capacity.  Buckets  to  be  painted  Red  and  marked 
Fire  with  letters  not  less  than  2J4  in.  in  height  *  *  *. 

“2.  Provide  1  waste  can  with  self-closing  cover  for 
oily  waste  and  rags. 

“3.  Have  night  and  day  foreman  apply  for  and  se¬ 
cure  certificate  of  fitness.  *  *  * 

“4.  Install  an  approved  oil  separator,  trap  or  similar 
apparatus  as  per  section  155,  chapter  10,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  37  ft.  x  90  ft.  in  area,  occupied,  1st 
story  as  garage,  2  persons;  2nd  story,  storage;  3rd  story, 
storage;  and 

Whereas,  appellant  contends  that  the  premises  are  with¬ 
in  600  ft.  of  the  East  River,  into  which  the  sewer  on  59th 
street  empties,  and  that  he  should  be  considered  as  coming 
within  the  exemption  relative  to  a  short  sewer  line. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


30-22-A. 

APPELLANT— M.  Harrison  &  Son.,  Inc.,  lessee. 

SUB  TECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 217  East  51st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Charles  Bender. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  ? 

Negative  .  0 

Absent  . * . . .  0 

THE  RESOLUTION : 

(30-22-A) 

Whereas,  M.  Harrison  &  Son,  Inc.,  for  Estate  of  M. 
Harrison,  owner,  filed,  January  9.  1922,  an  appeal  with  the 
board  of  appeals  from  an  order  of  the  fire  commissioner, 
affecting  premises  217  East  51st  street,  Manhattan  ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  10163- 
LC,  reads : 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  No.  217  East  51st  St.,  Borough  of  Manhattan,  used 
as  a  non-storage  garage,  shows  that  the  following  must 
be  done  before  permit  requested  by  you  can  be  issued : 

“1.  Discontinue  the  use  of  the  living  apartment  for 
dwelling  purposes  for  the  reason  that  the  occupant  is 
not  the  applicant  or  the  applicant’s  employee.” ; 

and 

Whereas,  the  building  is  of  brick  construction,  3  stories 
in  height,  20  ft.  x  10O  ft.  at  the  1st  story  and  20  ft.  x  36  ft. 
above,  occupied,  1st  story,  sheet  metal  shop  and  garage  for 
1  car;  2nd  and  3rd  stories,  dwelling  for  one  family;  and 
Whereas,  appellant  contends  that  there  is  only  one  fam¬ 
ily  living  in  the  building,  father  and  son,  and  both  are 
chauffeurs,  but  not  employees  of  owner ;  that  the  floor  is 
cement  and  the  present  wood  ceiling  and  the  enclosure  of  the 
stairs  in  the  1st  story  and  ceiling  of  garage  will  be  covered 
with  fire  retarding  material. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  ceiling  of  the  first  story 
throughout  be  fire  retarded  in  accordance  with  the  rules  of 
the  board  of  standards  and  appeals,  and  that  the  stairs  be 
enclosed  in  unpierced  partitions  of  fire  retarding  material, 
and  that  these  stairs  to  lead  directly  to  the  street. 


158-22-A. 

APPELLANT— Acker,  Merrall  &  Condit  Co.,  for  the  Es¬ 
tate  of  Charles  Acker  &  W.  J.  Merrall,  owner. 

SUB  TECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 130-132  Chambers  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  18th,  1922,  on 
written  request  of  appellant’s  attorney. 


160-22-A. 

APPELLANT — Green  &  Gladstein,  lessees. 

SUB  TECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 133  Crosby  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Alex.  Green. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE—  . 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  >7 

Absent  .  0 


THE  RESOLUTION : 

(160-22-A) 

Whereas,  Green  &  Gladstein,  for  Lee  Schlessinger, 
owner,  filed,  February  6,  1922,  an  appeal  with  the  board 
of  appeals  from  an  order  of  the  fire  commissioner,  affecting 
premises  133  Crosby  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  11057- 
LC,  reads : 

“1.  Discontinue  use  of  gas  radiators,  gas  stoves 
and  all  other  sources  of  heat  (except  steam  or  hot 
water)  in  all  rooms  wherein  celluloid  is  kept  or  used — 
as  per  Section  234-1,  Chapter  10,  Code  of  Ordinances. 

“2.  Remove  all  accumulations  of  sawdust,  paper 
and  combustible  rubbish  from  your  premises — as  per 
Section  9,  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height.  20  ft.  by  75  ft.  in  area,  occupied  for 
the  manufacture  and  storage  of  celluloid  articles.  1st  story, 
4  persons;  2nd  story  and  3rd  story,  empty;  4th  story,  4 
persons;  5th  story,  4  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  and  a  fire  escape  on  the 
front  of  the  building;  and 

Whereas,  the  appellant  contends  that  he  has  neither 
steam  heat  nor  hot  water  in  the  building,  that  the  means 
of  heating  in  cold  weather  is  by  gas  radiators  and  gas 
stoves  and  that  his  lease  expires  during  the  coming  winter. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


APPELLANT — Lincoln  M.  Saulpaugh,  for  William  L. 
Saulpaugh,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — East  side  Butternut  street,  177 
ft.  south  165th  street,  The  Bronx. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kerbv  and  Kearney  .  5 

Negative  . . . . .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon.  2 
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1584-21-A. 

APPELLANT — Carl  B.  Cali,  for  John  Graubard,  lessee. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 45  Bond  street,  Manhattan 
APPEARANCES— 

For  Appellant:  Carl  B.  Cali. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Denied. 

.  THE  VOTE— 

Affirmative  . o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(1584-21-A) 

Whereas,  Carl  B.  Cali,  for  John  Graubard,  lessee,  filed, 
December  7,  1921,  an  appeal  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  45  Bond  street,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  17,  1921,  reads: 

_  “The  issuance  of  the  permit  you  request  is  pro¬ 

hibited  by  Section  272-C,  Chapter  10,  Code  of  Ordi¬ 
nances. 

“You  are  therefore  hereby  ordered  to 
“1.  Discontinue  the  maintenance  of  a  wholesale 
drug  store  on  these  premises.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height.  25  ft.  by  75  ft.  in  area,  occupied,  cellar,  storage 
of  liquor ;  1st  story,  storage  drugs  and  chemicals ;  2nd 
story,  mfg.  caps,  12  persons;  3rd  story,  mfg.  caps,  2  per¬ 
sons;  4th  story,  mfg.  caps,  1  person;  and 
Whereas,  the  chemicals  stored  consist  of  5  lbs.  collodian 
in  metal  cans,  10  lbs.  ether,  3  lbs.  acetone,  6  lbs.  nitro 
acid  in  1  lb.  bottles,  5  lbs.  chlorate  of  potash,  55  lbs.  of 
permanganates  and  other  non-hazardous  chemicals. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1428-21-A. 

APPELLANT — American  Supply  Company. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 50  Wooster  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Ben  Jaffe. 

ACTION  OF  BOARD — Appeal  reopened. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


BUILDING  ZONE  CASES. 

1067-21-BZ. 

APPLICANT— James  J.  F.  Gavigan,  architect,  on  behalf 
of  Meyer  Monsky,  owner. 

SUBJECT — Application  for  rehearing  of  an  application 
previously  denied  to  permit  in  a  residence  district 
the  extension  in  height  of  an  existing  garage. 
PREMISES  AFFECTED — 112-138  West  105th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Fiorello  La  Guardia,  James  F. 

Gavigan,  Meyer  Monsky. 

For  Opposition:  William  W.  Pellet,  George  W. 
Elkins,  Charles  S.  Kohler,  et  al. 

ACTION  OF  BOARD — Denied. 


THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Messrs.  Holland, 


Kearney  and  Fire  Chief  Kenlon  .  4 

Absent  .  o 


THE  RESOLUTION: 

(1067-21-BZ) 

Whereas,  James  J.  F.  Gavigan,  architect,  for  Meyer 
Mionsky,  owner,  filed,  Aug.  13,  1921,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  extension  in  height  of  an  existing  garage  for 
more  than  5  motor  vehicles;  premises  112-138  West  105th 
s'  eet,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  4, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  104th  street  and  105th  street 
are  residence  “B”  area  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  27,  1921,  in  acting  on  Alt.  Application  No. 
1721-1921,  reads: 

“1.  Extension  of  a  public  garage  in  a  residence  dis¬ 
trict  is  unlawful.” ; 

and  .  '  :  '  i’  j 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height  with  a  frontage  of  171  ft.  and  a  depth 
of  100  ft.;  it  is  proposed  to  extend  the  building  in  height 
1  story  and  reconstruct  same  fireproof ;  and 

Whereas,  this  application  was  denied  by  the  board  at 
its  meeting  Nov.  10,  1921,  and  reopened  by  vote  of  the 
board;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


1699-21-BZ. 

APPLICANT — Samuel  J.  Kessler,  consulting  engineer, 
on  behalf  of  Albert  J.  Schwarzler,  owner. 
SUBJECT — Application  to  permit  partly  in  a  business  and 
partly  in  a  residence  district  the  erection  of  a 
motion  picture  theatre  and  stores. 

PREMISES  AFFECTED— 1229  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  L.  Rothman. 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1699-21-BZ) 

Whereas,  Samuel  J.  Kessler,  for  Albert  J.  Schwarzler, 
owner,  filed,  Dec.  29,  1921,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection  of  a 
building  to  be  used  as  a  motion  picture  theatre  and  stores ; 
premises  1229  Morris  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  4, 
1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  167th  street  is  a  business 
district  and  Grant  avenue  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
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ings,  rendered  Dec.  20,  1921,  in  acting  on  N.  B.  Applica¬ 
tion  No.  2761-21,  reads: 

“1.  Erection  of  proposed  theatre  building  is  con¬ 
trary  to  the  provisions  of  the  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  125  ft. 
and  a  depth  of  164  ft.  (irregular),  a  portion  approximately 
25  ft.  by  100  ft.  extending  into  the  residence  district ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  of  the  building  zone  resolution,  the  board  is  empow¬ 
ered  to  act. 

Resolved ,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  no  display  bills,  stage  or  theatrical  employees’  en¬ 
trance  in  the  residence  district ;  that  the  construction  of  the 
theatre  shall  comply  with  the  height  and  area  provisions  of 
the  building  zone  resolution  and  with  the  provisions  of  the 
building  code. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six  months 
of  the  date  of  this  action  and  that  the  building  shall  be 
completed  within  one  year  of  the  date  of  this  action. 


142-21-BZ. 

APPLICANT— Joseph  S.  Byrne,  attorney  on  behalf  of 
Charles  Roissello,  owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  extension  in  height  of  existing  factory  (appli¬ 
cation  previously  denied). 

PREMISES  AFFECTED— 1963-1965  East  18th  street, 


Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  S.  Byrne. 

For  Opposition:  Thomas  Bowe,  Mrs.  Berner,  Nan¬ 
nie  E.  Smith,  Wm.  L.  Bietsch. 

ACTION  OF  BOARD— Denied. 


THE  VOTE— 

Affirmative:  Messrs.  Beattv  and  Kerby  . 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney  and  Fire  Chief  Kenlon.. 
Absent  . 


2 

5 

0 


THE  RESOLUTION: 

(142-21-BZ) 

Whereas,  Charles  G.  Wessel,  for  Charles  Roissello, 
owner,  filed,  August  6,  1920,  with  the  board  of  appeals, 
an  application  under  the  building  zone  resolution  to  permit 
in  a  residence  district  the  extension  in  height  of  an  ex¬ 
isting  factory;  premises  1963-1965  East  18th  street,  Brook¬ 
lyn  ;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting.  March  15, 
1921,  after  due  notice  bv  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  18th  street  and  Ave¬ 
nue  T  are  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  3,  1920,  in  acting  on  application  No. 
8154-20,  reads : 

“Proposition  contrary  to  Art.  II,  Par.  6  of  the  Zone 
Resolution.  Recommend  denial.  Denied.” ; 

and 

Whereas,  the  building  was  of  non-fireproof  construction, 
lK  stories  in  height  with  a  frontage  of  30  ft.  and  a  depth 
of  70  ft.,  occupied  for  the  manufacture  of  cement  blocks 
in  the  1st  story  and  hay  storage  in  the  2nd  story,  altera¬ 
tions  were  made  to  the  building  without  the  approval. of 
plans,  increasing  the  height  to  2  stories,  the  work  being 
done  pending  the  action  on  plans  by  the  superintendent  of 
buildings ;  and 


Whereas,  this  application  was  denied  by  the  board  at 
its  meeting  March  15,  1921,  and  applicant  requested  a  re¬ 
opening  of  his  case,  which  was  granted  by  vote  of  the 
board ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of. build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 

110-22-BZ. 

APPLICANT— John  DeHart,  for  Thomas  J.  McKeon, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage  and  stores. 
PREMISES  AFFECTED— 1246-1248  Cromwell  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  DeHart. 

For  Opposition:  William  J.  Flynn,  Jeremiah  Ma¬ 
honey,  Frank  J.  Flynn. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty  and  Boulton  .  2 

Negative:  Chairman  Walsh,  Messrs.  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon  . .  5 

Absent  .  0 

THE  RESOLUTION: 

(110-22-BZ) 

Whereas,  John  DeHart,  for  Thomas  J.  McKeon,  owner, 
filed,  Jan.  26,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the.  erection 
of  a  garage  for  more  than  5  motor  vehicles ;  premises  1246- 
48  Cromwell  avenue,  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  4, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cromwell  avenue  and  Je¬ 
rome  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Jan.  12.  1922,  in  acting  on  N.  B.  Applica¬ 
tion  No.  93-1921,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  con¬ 
trary  to  the  provisions  of  the  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  68  ft. 
and  a  depth  of  136  ft.,  to  be  occupied  as  a  garage  for  more 
than  5  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 


215-22-BZ. 

APPLICANT — Jeremiah  K.  Cronin,  for  Gertrude  Saun¬ 
ders,  lessee. 

SUBJECT — Application  to  permit  in  a  business  district  the 
conversion  of  existing  6  story  building  into  a  pub¬ 
lic  garage. 

PREMISES  AFFECTED— 203  West  77th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  William  Crawford. 

For  Opposition:  Mrs.  A.  E.  Little,  M.  S.  Martin, 
W.  H.  Vredenburgh,  Edgar  T.  Anderson,  Lewis 
H.  Bendix,  F.  W.  Shepard. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(215-22-BZ) 

Whereas,  J.  K.  Cronin,  for  Ella  Crawford,  owner,  filed, 
Feb.  16,  1922,  an  application  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  conversion  of  an 
existing  6  story  building  used  as  stable  into  a  garage ;  prem¬ 
ises  203  West  77th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  4, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  77th  street,  Amsterdam 
avenue  and  Broadway  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Jan.  23,  1922,  in  acting  on  Alt.  Application 
90-1922,  reads  : 

“1-  Conversion  of  one  prohibited  use  into  another 
with  structural  alteration  is  prohibited,  Building  Zone 
Resolution,  Article  11,  Section  6.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height  with  a  frontage  of  25  ft.  and  a  depth  of 
98  ft.,  to  be  occupied  as  a  garage  for  more  than  5  motor 
vehicles ;  and 

Whereas,  there  existed  on  the  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  5 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  all  openings  in  the 
side  and  rear  walls  in  the  first  story  be  built  up  solid  with 
masonry  with  the  exception  of  a  fire  exit  not  to  exceed  3 
ft.  8  in.  in  width  in  the  rear  wall ;  that  all  other  windows  on 
the  rear  and  easterly  side  wall  be  built  up  in  brick  work  at 
least  one-half  their  present  height ;  that  the  remaining  or 
upper  half  of  the  windows  be  provided  with  fireproof  sash 
and  frames ;  that  the  sash  be  glazed  with  wire  glass,  and 
that  the  use  of  the  top  floor  be  restricted  to  dead  storage 
only. 


228-22-BZ. 

APPLICANT — Joseph  L.  Hernon,  for  Charles  S.  Brown, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  of  existing  building  to  business  use. 
PREMISES  AFFECTED — 247  Lexington  avenue,  Manhat¬ 
tan. 

APPEARANCES—  . 

For  Applicant:  Joseph  L.  Hernon. 

For  Opposition  :  Albert  J.  Shaw. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(228-22-BZ) 

Whereas,  Joseph  L.  Hernon,  for  Chas.  S.  Brown,  owner, 
filed  February  16,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  more  restricted  district  the 
conversion  of  an  existing  building  located  partly  in  a  busi¬ 
ness  and  partly  in  a  residence  district  to  a  business  use; 
premises  247  Lexington  avenue,  Manhattan ;  and 


Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals  at  its  regular  meeting  April  4th,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  34th  street  is  a  business 
district  and  Lexington  avenue  is  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  21st,  1922,  in  acting  on  Alt.  75-1922, 
reads : 

“1.  Proposed  use  of  this  premises  for  business  is 
contrary  to  section  3  of  the  Building  Zone  Resolution.” ; 
and 

VVhereas,  the  building  is  of  non-fireproof  construction,  4 
stories  in  height  with  a  frontage  of  20  ft.  and  a  depth  of  100 
ft.  in  the  1st  story,  and  a  depth  of  90  ft.  above,  the  north¬ 
erly  5  ft.  of  the  lot  being  in  the  residence  district,  to  be  oc¬ 
cupied  for  business ;  and 

Whereas,  under  the  provisions  of  section  7,  subdiv.  c  of 
the  building  zone  resolution  the  board  is  empowered  to 
act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution  and  that  the  application  be  and 
it  hereby  is  granted,  on  condition  that  factory  use  and 
occupancy  be  prohibited  in  any  portion  of  the  building. 


229-22-BZ. 

APPLICANT — Arthur  O.  Freidman,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  business  building. 

PREMISES  AFFECTED — 3405  Edgemere  avenue,  Queens. 
APPEARANCES— 

For  Applicant:  William  J.  Morris,  Arthur  O. 
Freidman. 

For  Opposition:  Sigmund  Rubin,  Milton  Kemp- 
ner,  J.  W.  Carpenter,  Philip  Lieberman,  A.  M. 
Dryer. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby .  5 

Negative:  Mr.  Kearney  .  1 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(229-22-BZ) 


Whereas,  Arthur  O.  Freidman,  owner,  filed,  Feb.  16,  1922, 
an  application  under  the  building  zone  resolution  to  permit 
in  a  residence  district  the  erection  of  a  building  for  busi¬ 
ness  use ;  premises  3405  Edgemere  avenue,  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  April  4th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Edgemere  avenue  and  Beach 
34th  street  are  residence  districts  and  Beach  35th  street  is 
a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  14th,  1922,  in  acting  on  N.  B.  No.  1463- 
1922,  reads  : 

“The  erection,  of  a  business  building  in  a  residence 
district  is  prohibited  by  the  Zone  Resolution  ”  • 

and 

Whereas,  the  proposed  building  is  to  be  of  frame  con¬ 
struction  1  story  in  height  with  a  frontage  of  10  ft.  and  a 
depth  of  10  ft.,  to  be  occupied  as  an  office  for  the  sale  of 
real  estate;  and 

Whereas,  this  application  is  made  under  the  provisions 
of  section  7,  subdiv.  f  for  a  temporary  permit  for  2  years. 

Resolved, .  that  the  board  of  appeals  does  hereby  make 
a  'variation  in  the  application  of  the  use  district  regulations 
of  the  building. zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  proposed 
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construction  be  limited  to  ten  feet  square  and  1  story  in 
height;  that  any  openings  other  than  the  doorway  shall  be 
restricted  to  double  hung  windows;  that  no  signs  be  ex¬ 
posed  on  the  side  nor  erected  on  top  of  the  building;  that 
any  indication  of  business  shall  be  confined  to  the  glass 
panel  of  the  door  light,  and  that  this  application  is  granted 
for  a  period  not  to  exceed  two  years  from  this  date,  April 
4,  1922. 


370-22-BZ 

APPLICANT— C.  B.  J.  Snyder,  for  Board  of  Education, 
City  of  New  York. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  public  school. 

PREMISES  AFFECT ED^-402-450  Pennsylvania  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  Tilgner. 

ACTION  OF  BOARD— Granted. 

THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  . ® 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(370-22-BZ) 

Whereas,  C.  B.  J.  Snyder,  for  City  of  New  York  (Board 
of  Education),  owner,  filed,  March  11,  1922,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  one  times 
district  the  erection  of  a  building  claimed  to  exceed  the 
height  limit;  premises  402-50  Pennsylvania  avenue,  Brook- 

ly  Whereas,  a  public  hearing  was  held  on  this  aPPllcatlon 
the  board  of  appeals,  at  its  regular  meeting  April  4th ,1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 

of  Standards  and  Appeals ;  and  . 

Whereas,  the  height  district  maps  accompanying  the 
building  zone  resolution  show  that  the  premises  are  located 

in  a  one  times  district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  21,  1922,  in  acting  on  N.  B.  No.  19616- 

1921,  reads :  , .  , 

“On  Sheffield  avenue,  height  of  building  to  comply 

with  zone  resolution.” ; 

and 


Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  5  stories  in  height  with  a  frontage  of  328  ft.  and 
a  depth  of  108  ft.  and  195  ft.,  irregular,  to  be  occupied  as 
a  high  school  (Thomas  Jefferson),  a  portion  of  the  build¬ 
ing  on  the  Sheffield  avenue  front  being  81  ft.  5  in.  in  height; 
and 

Whereas,  the  frontage  occupied  by  this  portion  of  the 
building  is  less  than  60  per  cent  of  the  entire  frontage  and 
there  would  be  unnecessary  hardship  in  compelling  a  change 
in  the  architectural  treatment  of  this  building. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted. 


1490-21-BZ. 

APPLICANT — Rabenold  &  Scribner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more  than  5  cars. 
PREMISES — 3325-3339  Park  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Bertha  Robinson. 

ACTION  OF  BOARD — Application  reopened. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative .  0 

Absent:  Fire  Chief  Kenlon  .  1 


106-22-BZ. 

APPLICANT — John  J.  Behan,  applicant,  on  behalf  of 
New  Dorp  Coal  Corporation,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  coal  pockets  and  silos. 
PREMISES  AFFECTED— East  side  of  5th  street,  50  ft. 

north  of  Seaview  avenue,  Richmond. 
APPEARANCES— 

For  Applicant:  Walter  T.  Warren. 

For  Opposition :  H.  W.  Bridges. 

ACTION  OF  BOARD— Laid  over  to  April  11th,  1922. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  4,  1922. 

Present :  Chairman  Walsh,  Messrs  Beatty,  Boulton, 
TTnlland  Kearnev  Kerby,  Deputy  Fire  Commissioner  Han 
Supe^endenVs  B^dy.Vleinert,  Reville,  Moore  and 

“The  mtaies  of  the  special  meeting  of  the  board  „f  stand- 
ards  and  appeals  held  Friday  afternoon,  March  24,  1922, 
and  the  minutes  of  the  regular  meeting  of  the  board  o 
standards  and  appeals  held  Tuestfay  attemoon  Mardi  -8, 
1922,  were  approved  as  printed  in  the  Bulletin,  No.  1  , 

Vol.’  VII.  _ _ 

PETITIONS  FOR  VARIATIONS. 

2-22- S 

PETITIONER— Jerome  Realty  Company,  owner. 
SUBJECT— Petition  for  variation  of  the  labor  law 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 585-587  Fulton  street,  Brook¬ 
lyn. 

appearances— 

"P/a+itinnpr  t  None. 


For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  U 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(2-22-S) 

Whereas,  Jerome  Realty  Company,  owner,  filed,  Janu¬ 
ary  3,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  585-7  Fulton  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29155- 
LD,  dated  Dec.  14,  1921,  reads: 
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“1.  Arrange  the  fire  escape  at  the  front  of  build¬ 
ing  and  the  openings  leading  thereto  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following :  Doors  to  balconies  at  least 
2  ft.  by  6  ft.  not  provided.  Windows  on  course  not 
fireproof,  not  self-closing.  No  counterbalanced  stair¬ 
way  to  street.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

3  stories  in  height,  44  ft.  by  22.3  ft.  and  61.25  ft.  irregular 
in  area,  occupied,  1st  story,  stores;  2nd  story,  clothing 
store,  4  persons;  3rd  story,  manufacturing  of  jewelry,  19 
persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  3rd  story 
enclosed  in  brick  and  wood  partitions  with  wood  doors  at 
the  openings;  a  fire  escape  on  the  front  of  the  building 
with  balconies  and  connecting  stairs  at  a  angle  of  60  de¬ 
grees,  with  counterbalanced  drop  ladder  to  the  street  and 
fireproof  doors  leading  to  fire  escape;  and 

Whereas,  it  appears  that  under  Cal.  No.  551-21-S,  the 
board  on  June  21,  1921,  granted  a  similar  petition  while 
conditions  remained  unchanged,  but  it  now  appears  that 
the  occupancy  of  the  top  story  has  been  increased  from 

4  persons  to  19  persons. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  counterbalanced  drop  ladder  in  guides  be 
provided,  and  openings  to  balconies  be  fireproofed,  and  that 
the  use  be  not  changed  nor  the  occupancy  increased. 


1689-21-S. 

PETITIONER— Fischer  Bros. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of -the  fire  commissioner. 

PREMISES  AFFECTED— 5-11  East  137th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Daid  over  to  April  11th,  1922. 


173-22-S. 

PETITIONER — L.  Davidson,  for  G.  A.  Zimmermann, 

owner.  .  .  , 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 209  East  26th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  L.  Davidson. 

For  Administration:  Inspector  Maher  of  the  hre 
department.  . 

ACTION  OF  BOARD— -Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

j  j~  g  ^  Q  '"p  p _ _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady*  Reville,  Kleinert,  Moore 
and  McDermott  .  ^ 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(173-22;S) 

Whereas,  L.  Davidson,  for  G.  A.  Zimmermann,  owner, 
filed  Feb  6  1922,  a  petition,  with  the  board  of  standards 
and ’appeals,’  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  209  East  26th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1  Provide  an  additional  means  of  exit  trom  the 
cellar,  said  exit  to  be  located  at  the  rear  of  building 
in  accordance  with  the  provisions  of  Section  271  ot 
the  Labor  Law. 


“2.  Provide  an  interior  stairway  at  the  northerly 
end  of  west  side  of  building  to  serve  as  a  required 
means  of  exit,  extending  from  the  first  story  to  the 
roof,  with  a  safe  passageway  to  the  street,  or  carry 
out  a  proper  alternative  method  of  complying  with 
the  requirements  of  Section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  25  ft.  by  98  ft.  9  in.  in  area;  occupied,  basement, 
storage ;  1st  story,  office  and  storage,  4  persons ;  2nd  story, 
storage;  3rd  story,  machinist,  12  persons;  4th  story,  mfg. 
chair  seats,  24  persons;  5th  story,  mfg.  dresses,  20  persons; 
6th  story,  tailor,  40  persons;  the  means  of  egress  consist¬ 
ing  of  a  fire  escape  on  the  26th  street  front  of  the  building 
with  fireproof  windows  along  the  course  of  the  fire  escape ; 
a  fire  escape  on  the  west  side  of  the  building;  a  fire  escape 
on  the  rear  of  the  building,  horizontal  exits  in  the  rear 
of  the  building  leading  to  adjoining  building  in  each  story; 
and 

Whereas,  petitioner  contends  that  there  were  similar 
orders  issued  against  this  building  and  the  work  satis¬ 
factorily  complied  with. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  1,  on  condition  that  a  fixed  iron  stairway,  with  6  in. 
treads,  be  provided  from  the  cellar  to  the  street  on  the  26th 
street  front,  and  that  an  exit  be  maintained  to  the  side  court ; 
and  granted  as  to  item  2  on  condition  that  a  standard  fire 
escape  be  provided  and  maintained  on  the  26th  street  front ; 
and  that  a  horizontal  exit  protected  with  self-closing  fire¬ 
proof  door:  be  maintained  on  each  story  leading  to  the  ad¬ 
joining  building  on  27th  street;  and  that  this  petition  be 
granted  so  long  as  present  use  and  occupancy  remain  un¬ 
changed. 


83-22-S 

PETITIONER — Charles  P.  Cannella,  architect,  for  Mrs. 

Giuseppina  La  Barbera,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  decision  of  the  department  of  health. 
PREMISES  AFFECTED — 1742  Bath  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD— Granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Superintendents  Brady, 
Kleinert,  Reville,  Moore  and  McDermott...  10 


Negative:  Chairman  Walsh  .  i 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(83-22-S) 


Whereas,  Charles  P.  Cannella,  architect,  for  Mrs.  Giu¬ 
seppina  La  Barbera,  owner,  filed,  January  19,  1922,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals  for  variation 
from  the  requirements  of  the  labor  law  as  cited  in  a  de¬ 
cision  of  the  department  of  health,  affecting  premises  1742 
Bath  avenue,  Brooklyn;  and 

Whereas,  the  decision  of  the  department  of  health,  ren¬ 
dered  July  22,  1921,  reads: 

“You  are  hereby  notified  that  application  for  a  sani¬ 
tary  certificate  for  cellar  bakery  located  at  1742  Bath 
avenue,  Borough  of  Brooklyn,  was  denied  at  a  meet¬ 
ing  of  the  Board  of  Health  held  July  20,  1921.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  3 
stories  in  height,  25  ft.  x  63  ft.  in  area  in  the  1st  story,  and 
25  ft.  x  58  ft.  in  area  above;  occupied  in  the  cellar  as  a 
bakery  and  macaroni  drying  room,  1  person;  1st  story,  store 
and  macaroni  manufacturing,  2  persons;  2nd  story,  l  fam¬ 
ily;  3rd  story,  1  family;  the  height  of  the  cellar  from  floor 
to  ceiling  being  10  ft.  2 *4  in.,  the  ceiling  being  level  with  the 
curb,  the  means  of  ventilation  consisting  of  a  window  4  ft. 
x  8  ft.  opening  on  an  areaway  covered  with  an  iron  grat- 
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ing  at  the  front,  a  door  with  a  steel  grating  at  sidewalk  level 
over  steps  to  street  and  a  movable  sash  door  at  foot  of 

steps ;  and  ,  ,  ,  . 

Whereas,  petitioner  contends  that  the  building  has  been 
erected  since  1910  and  occupied  for  the  present  use  since 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted. 


10 

1 


85-22-S.  .  c  A 

PETITIONER — Charles  P.  Cannella,  architect,  for  An¬ 
thony  Egenberger,  owner. 

SUBJECT _ Petition  for  variation  from  the  labor  law  as 

cited  in  decision  of  the  department  of  health 
PREMISES  AFFECTED— 241  Howard  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 

ACTION  OF  BOARD— Granted. 

THE  VOTE—  „  ,  „  u  a 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Superintendents  Brady, 
Kleinert,  Reville,  Moore  and  McDermott.. 

Negative:  Chairman  Walsh  . 

Absent:  Fire  Chief  Kenlon . . . ._ . •••••  1 

Not  Voting:  Deputy  Fire  Commissioner  Han¬ 
non  .  1 

THE  RESOLUTION : 

(85-22-S) 

Whereas,  Charles  P.  Cannella,  architect,  for  Anthony 
Egenberger,  owner,  filed,  January  19,  1922,  a  petition  with 
the  board  of  standards  and  appeals  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  decision  of  the 
department  of  health,  affecting  premises  241  Howard  ave¬ 
nue,  Brooklyn;  and 

Whereas,  the  decision  of  the  department  of  health,  ren¬ 
dered  November  23,  1921,  reads:  „ 

“At  a  meeting  of  the  Board  of  Health  of  the  He- 
partment  of  Health  of  the  City  of  New  York,  held 
November  21,  1921,  your  application  for  a  sanitary  cer¬ 
tificate  for  a  cellar  bakery  at  241  Howard  Ave.,  in  the 
Borough  of  Brooklyn,  was  denied  by  order  of  the 
Board  of  Health.” ; 


Whereas,  the  building  is  non-fireproof,  three  (3)  stor¬ 
ies  in  height,  20  ft.  x  55  ft.  in  area,  occupied  in  the  cellar 
as  bakery,  2  persons ;  store  and  dwelling  for  two  families 
above,  the  height  of  the  cellar  from  floor  to  ceiling  being  8 
ft.,  the  means  of  ventilation  consisting  of  two  windows  29 
ins.  x  35  ins.,  opening  to  v reaways  ;  and  . 

Whereas,  the  ovens  were  installed  at  the  time  ot  the 

erection  of  the  building. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted. 


190-22-S.  .  ,  TT  ,  t>  u 

PETITIONER — C.  P.  H.  Gilbert,  for  Holberta  Realty 

Corp.,  owner.  .  .  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — '11-23  West  34th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner :  F.  P.  L.  Robinson.  _ 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superinten¬ 
dents  Brady,  Reville,  Kleinert,  Moore  and 


McDermott  . 

N  egative  . 

Absent:  Fire  Chief  Kenlon 


12 

0 

1 


THE  RESOLUTION: 

(190-22-S) 

Whereas,  C.  P.  H.  Gilbert,  architect,  for  Holberta  Realty 
Corporation,  owner,  filed,  Feb.  8,  1922,  a  petition  with  the 
board  of  standards  and  appeals  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  21  and  23 
West  34th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 

reads  * 

“1.  Fire  escape  must  be  direct  to  street  through  an 
open  court  or  fireproof  passage.  Sec.  273  Labor  Law.  , 

Whereas,  the  premises  are  of  non-fireproof  construction, 
5  stories  in  height,  divided  into  two  sections,  with  a  total 
frontage  of  50  ft.  and  a  depth  of  98  ft.  9  in.  in  the  1st  story 
and  70  ft.  above,  with  a  total  occupancy  of  35  persons 
above  the  1st  story,  occupied  as  salesrooms,  hair  dresser, 
furrier  and  milliner;  the  means  of  egress  consisting  of  an 
interior  stairway  in  No.  21  extending  from  the  1st  story  to 
the  5th  story,  enclosed  in  two  thicknesses  of  gypsum  sheet 
rock  on  walls  and  one  thickness  on  soffits  of  stairs,  with 
kalameined  doors  at  the  openings,  a  fire  escape  on  the  rear 
of  the  building,  with  fireproof  doors  and  windows  along 
the  course  of  the  fire  escape;  and 

Whereas,  petitioner  proposes  to  have  egress  from  the 
foot  of  the  fire  escape  through  the  1st  story  store  of  No.  23 
and  contends  that  the  store  is  open  day  and  night  unti 

10  o’clock.  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  bars  on  the  cellar  windows  at  the  rear 
be  removed ;  that  fireproof  sash  doors  be  provided  at  the 
openings  leading  to  the  stores  at  the  termination  of  the  fire 
escape  in  the  rear;  that  the  factory  use  of  the  building  be 
not  increased,  and  that  the  petition  be  granted  so  long  as 
conditions  as  to  occupancy  and  use  remain  unchanged. 


207-22-S. 

PETITIONER— Frank  A.  Carr,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 277-279  Morris  avenue,  The 
Bronx. 

APPEARANCES—  .  .  .  « 

For  Petitioner:  R.  F.  McKinnery,  Frank  A.  Carr. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  April  11th,  1922,  to 
submit  letter  of  authorization  from  board  of  re¬ 
view  of  the  fire  department. 


302-22-S. 

PETITIONER— McKim,  Mead  &  White,  for  Tiffany  & 
Co.,  owner.  ...  ,  f 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  ot 
fire  commissioner. 

PREMISES  AFFECTED— 391  5th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  F.  J.  Adams. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superinten¬ 
dents  Brady,  Reville,  Kleinert,  Moore  and 

McDermott  .  12 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 
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THE  RESOLUTION: 

(302-22-S) 

Whereas,  McKim,  Mead  &  White,  for  Tiffany  and 
Company,  owner,  filed,  Feb.  28,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  391  5th  avenue, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  the  south  side 
of  building  serving  a&  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resisting 
material  extending  continuously  from  the  1st  story  to 
3  ft.  above  the  roof,  constructed  as  per  section  271 
of  the  Labor  Law  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  Section 
271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  7  stories  in  height, 
41  ft.  8  in.  by  106  ft.  8  in.  in!  area  in  the  1st  story  and 
41  ft.  8  in.  by  100  ft.  in  area  above;  occupied  as  a  factory 
with  a  total  of  118  persons  in  the  entire  building;  the 
means  of  egress  consisting  of  an  interior  stairway  enclosed 
in  fireproof  partitions  from  the  4th  story  to  the  roof,  a  45 
degree  fire  escape  on  the  north  side  of  the  building  with 
fireproof  windows  along  the  course  of  fire  escape  with 
egress  through  adjoining  yard;  the  building  being  equipped 
with  a  sprinkler  system  and  fire  alarm  system  and  watch¬ 
man’s  service ;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  modified  the  order. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commissioner,  and 
that  the  petition  be  and  it  hereby  is  granted  on  condition 
that  stairs  be  enclosed  in  partitions  of  fire-resisting  material, 
from  first  floor  to  roof,  continuously,  with  self-closing  fire¬ 
proof  doors  at  any  openings  therein,  and  that  this  variation 
be  granted  during  such  time  as  the  building  remains  in  one 
occupancy. 


335-22-S. 

PETITIONER — John  P.  Leo,  for  Fred  A.  Seaman,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 36  East  23rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  P.  Leo. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Kleinert,  Moore  and 


McDermott  . 12 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(335-22-S) 

Whereas,  John  P.  Leo,  for  Fred  A.  Seaman,  owner, 
filed,  March  6th,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  36  East  23rd  street,  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  24002- 
LD,  reads : 

“1.  Provide  an  exterior  screened  iron  stariway  on 


rear  of  building,  as  per  section  271  of  the  Labor 
Law  *•*  *. 

”2.  Enclose  the  interior  stairway  at  the  west  side 
of  building  serving  as  a  required  means  of  exit,  *  * 

and 

Whereas,  the  building  is  fireproof,  9  stories  and  studio 
in  height,  25  ft.  by  98  ft.  in  area,  occupied,  1st  story,  res¬ 
taurant;  upper  stories,  offices  and  mfg.  of  silk  underwear 
and  rubber  stamps,  with  a  total  occupancy  of  138  persons 
above  the  1st  story;  the  means  of  egress  consisting  of  an 
interior  fireproof  stairway  extending  from  the  1st  story  to 
the  roof ;  and 

Whereas,  petitioner  proposes  to  screen  the  fire  escape 
on  the  rear  of  the  building  to  a  height  of  5  ft.,  to  maintain 
free  access  from  the  lowest  balcony  to  the  yard  in  the 
rear  and  to  adjoining  property  on  the  west  and  south,  and 
proposes  to  provide  a  fireproof  passage  not  less  than  3  ft. 
wide  connecting  with  street  level  by  the  existing  interior 
fireproof  stairway  and  that  all  openings  to  stairway  en¬ 
closure  be  protected  by  metal  covered  or  kalameined  sash 
or  provided  with  self-closing  doors  glazed  with  wire  glass, 
and  that  the  low  pressure  heating  plant  in  the  front  cellar 
and  street  vault  shall  be  separated  by  a  fireproof  partition 
from  balance  of  cellar;  and 

Whereas,  a  similar  petition  was  granted  by  the  board 
under  Cal.  No.  1011-18-S  on  certain  conditions  and  the  oc¬ 
cupancy  has  since  been  increased. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commissioner,  and 
that  the  petition  be  and  it  hereby  is  granted  as  to  item  1, 
on  condition  that  the  fire  escape  be  screened  to  a  height 
of  5  ft.  for  its  entire  height;  as  to  item  2,  granted  on  con¬ 
dition  that  an  open  iron  balcony  extending  across  the  court 
at  sill  level  be  provided  at  each  floor  above  the  2nd  floor, 
screened  to  a  height  of  5  ft.,  and  that  petition  be  granted  so 
long  as  conditions  remain  unchanged  as  to  occupancy  and 
use. 


41-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Wm.  H.  Lyons, 
et  al.,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 338  Bowery,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Kleinert,  Moore  and 


McDermott  .  12 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  . 1 


THE  RESOLUTION: 

(41-22-S) 

Whereas,  Samuel  Rosenblum,  for  Wm.  H.  Lyons,  et 
al,  owner,  filed,  Jan.  11,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  338  Bowery,  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  29383- 
LD,  reads : 

“1.  Arrange  the  fire  escape  at  the  front  of  the 
building  and  the  openings  leading  thereto  •  and  the 
windows  opening  on  the  course  thereof  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 

the  following: 
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“Doors  to  balconies  2  ft.  by  6  ft.  not  provided. 
Windows  on  course  -not  fireproof,  self-closing.  No 
counterbalanced  stairway  from  lowest  balcony  to 
street.” ; 

and  .  . 

Whereas,  the  building  is  non-fireproof,  3  stories  m 
height,  17  ft.  7  in.  by  106  ft.  irregular  in  area  in  the  1st 
story  and  17  ft.  7,  in.  by  46  ft.  in  area  above ,  occupied, 
1st  story,  mfr.  brushes;  2nd  story,  mfr.  rubber  stamps, 
3  persons;  3rd  story,  mfr..  photo  jewelry,  3  persons; 
the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  3rd  story 
with  double  rung  iron  ladder  to  scuttle  in  the  roof,  en¬ 
closed  in  wood  partitions  in  the  1st  and  2nd  stories  with 
wood  doors  at  the  openings,  unenclosed  in  the  3rd  story; 
a  fire  escape  on  the  front  of  the  building  with  drop  ladder 
in  guides  to  street,  non-fireproof  windows  along  the 
course  of  the  fire  escape;  and 

Whereas,  petitioner  contends  that  at  a  meeting  of  the 
board  of  review  held  Sept.  13,  1918,  this  order  was  modi- 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted ,  ratify- 
ing  the  action  of  the  board  of  review  of  the  fire  depart¬ 
ment,  dated  September  13,  1918,  so  long  as  the  conditions 
stipulated  in  the  said  resolution  of  the  board  of  review 
are  complied  with. 


177-22-S. 

PETITIONER — Bommer  Spring  Hinge  Co.,  lessee. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 251-253  Classon  avenue,  210- 
212  Taaffe  place,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Gustave  Bommer. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Kleinert,  Moore  and 

McDermott  .  ^ 

Negative  . . .  ® 

Absent:  Fire  Chief  Kenlon  . '• .  1 


THE  RESOLUTION : 

(177-22-S) 

Whereas,  Bommer  Spring  Hinge  Company,  for  Emil 
Bommer,  owner,  filed,  March  2nd,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  fire  commissioner,  affecting  premises  251-253  Classon 
avenue  and  210-12  Taaffe  place,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“Replying  to  your  letter  of  Jan.  31,  which  is  in  the 
form  of  an  application  for  permission  to  close  the 
openings  in  the  fire  walls  leading  from  one  building 
to  another  on  the  same  floor  level  wherever  occupied 
by  two  separate  tenants  and  to  discontinue  the  use 
of  one  exit  door  on  each  floor  of  buildings  3  and  4, 
I  caused  an  inspection  to  be  made  of  the  above  prem¬ 
ises  and  have  to  advise  that  the  fire  commissioner  is 
without  power  under  the  provisions  of  the  Labor 
Law,  to  grant  your  request,  and  permission  is  hereby 
denied  to  remove  exits  or  close  exit  doors,  as  these  are 
considered  factory  buildings.  ; 

ar*WHEREAs,  the  premises  consist  of  six  buildings  occu¬ 
pying  a  plot  of  ground  extending  along  Willoughby  ave¬ 
nue  “from  Classon  avenue  to  Taaffe  place;  the  buildings 
being  5  stories  in  height,  of  non-fireproof  construction, 


equipped  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  occupied,  Building  No.  1,  hardware  and  shoe  mfg., 
150  persons;  Building  No.  2,  shoe  and  knit  goods,  170  per¬ 
sons;  Building  No.  3,  brass  finishing,  95  persons;  Building- 
No.  4,  metal  work,  lace  curtains  and  dress  mfg.,  155  per¬ 
sons;  Building  No.  5,  metal  finishing  and  embroidery, 
170  persons;  Building  No.  6,  knit  goods,  155  persons;  the 
means  of  egress  consisting  of  an  interior  fireproof  stairway 
in  each  building,  the  stairway  serving  as  common  exits  for 
two  buildings,  connecting  bridges  across  the  courts,  open¬ 
ings  in  the  division  wall  between  Buildings  No.  4  and  5, 
Buildings  Nos.  3  and  4,  Buildings  Nos.  2  and  3  and  Build¬ 
ings  Nos.  1  and  2,  which  it  is  proposed  to  brick  up  solidly; 
and 

Whereas,  petitioner  contends  that  these  openings  have 
never  been  considered  as  exits  and  that  it  is  proposed  to 
brick  them  up  so  as  to  prevent  robbery,  and  that  they 
wish  to  discontinue  the  entrance  and  stairway  at  No.  270 
Willoughby  avenue,  this  not  being  required  as  the  build¬ 
ings  are  supplied  with  two  other  means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  all  exits  proposed  to  be  closed  as  shown 
on  plan  filed  with  this  petition  shall  be  bricked  up  and 
all  evidence  of  exit  or  entrance  facilities  removed  there¬ 
from;  and  that  the  street  entrance  to  the  Willoughby  ave¬ 
nue  stairway  be  built  up  solidly  by  means  of  approved 
masonry. 


212-22-S. 

PETITIONER— Otto  L.  Spannhake,  for  Samuel  Bogen, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 2312  3rd  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  April  11th,  1922. 


235-22-S. 

PETITIONER — Ruland  &  Benjamin,  Inc.,  for  Salter 
Storrs  Clark,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 62  Fulton  street,  Mannattan. 
APPEARANCES— 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  April  11th,  1922. 


976-21-S. 

PETITIONER — Arbuckle  Brothers,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 21-41  John  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  A.  R.  Leveridge  and  Timothy  J. 
Shea. 

ACTION  OF  BOARD — Reopened;  set  for  hearing  for 
April  11,  1922. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville, 


Kleinert,  Moore  and  McDermott  .  11 

Negative:  Chairman  Walsh  .  1 

Absent :  Fire  Chief  Kenlon  .  1 
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APPLIANCES  SUBMITTED  FOR  APPROVAL. 
112-22-S. 

PETITIONER— W.  R.  Ostrander  Co. 

SUBJECT — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke  Os¬ 
trander  Gong;  approval  of  A.  C.  Ostrander 
Trouble  Bell. 

APPEARANCES— 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1922,  pend¬ 
ing  submission  of  appliance  to  fire  department, 
for  examination  and  test. 


309-22-S. 

PETITIONER— Nelson  B.  Creighton. 

SUBJECT — Ideal  Automatic  and  Manual  Gas  Valve. 
APPEARANCES— 

For  Petitioner:  Albert  H.  Stines,  Nelson  B. 
Creighton. 

ACTION  OF  BOARD — Laid  over  to  April  11th,  1922,  for 
report  of  committee  of  inspection  of  the  board. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon ,  February  7,  1922, 
as  they  appeared  in  Bulletin  No.  7,  Vol.  VII.,  are  hereby 
corrected  as  follows: 


THE  RESOLUTION: 

(1076-21-S) 

Whereas,  the  Firm  of  Sara  Hadley,  lessees,  filed,  Sep¬ 
tember  28,  1921,  a  petition  with  the  board  of  standards  and 
appeals,  for  variation  of  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  9  East  35th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  26334- 
LD,  dated  September  8,  1921,  reads : 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof  as  per  section  271  of  the  labor 
law. 

“2.  Arrange  the  fire  escape  on  the  north  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  section  273  and  274 
of  the  labor  law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
271  of  the  labor  law. 

“NOTE  a  Among  the  defects  noted  on  this  fire 
escape  are  the  following : 

“Windows  on  course  not  fireproof,  not  self-closing. 

“No  60-degree  connecting  stairways  between  bal¬ 
conies. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  termination  of  fire  escape  to 

street. 

“No  balcony  on  2nd  story.”; 

and 


Whereas,  the  building  is  of  non-fireproof  construction, 
25  ft.  by  96  ft.  in  area  at  the  1st  story  and  25  ft.  by 
55  ft.  in  area  at  the  3rd,  4th  and  5th  stories;  5  stories  in 
height,  occupied,  1st  story,  store,  5  persons;  2nd  story, 
offices  and  workroom,  8  persons ;  3rd  story,  tailor,  4  per¬ 
sons  ;  4th  story,  tailor,  3  persons ;  5th  story,  embroidery, 
10  persons;  the  means  of  egress  consisting  of  an  interior 
wooden  stairway  extending  from  the  cellar  to  the  5th 
story  enclosed  in  stud  partitions  with  wood  doors  at  the 
openings  and  an  interior  wooden  stairway  extending  from 
the  1st  story  to  the  2nd  story  enclosed  in  stud  partitions 
with  wood  doors  at  the  openings  and  balconies  with  no 
connecting  ladders  on  the  rear  of  the  building  at  all  stories 
except  the  2nd  story  with  ladder  from  top  balcony  to  roof, 
the  windows  along  the  course  of  balconies  being  fireproof; 
and 

Whereas,  petitioner  in  lieu  of  complying  with  the  order 
proposes  to  install  a  ladder  to  counterbalanced  scuttle  in 
the  roof  and  to  make  the  windows  along  the  fire  escape 
balconies  self-closing  and  asks  that  the  balance  of  the  or¬ 
der  be  rescinded ;  and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting,  September  10,  1921,  and  the  case  reopened  January 
24,  1922. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law)  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fixed  iron  ladder,  within  the  stair  hall  en¬ 
closure,  be  erected,  with  a  counterbalanced  scuttle  to  the 
roof ;  that  a  fire  escape  be  erected  from  the  extension  roof 
to  the  adjoining  premises  at  the  rear,  with  drop  ladder  to 
the  yard  (the  consent  of  adjoining  owners  to  be  filed  with 
this  Board  and  copy  to  be  filed  with  the  fire  department)  ; 
that  windows  along  the  course  of  the  fire  escape  on  the 
first  and  second  stories  be  made  fireproof. 


Calendar  number  of  resolution,  “10(76.-22-5’,”  changed  to 
read  “1076-21-5'.” 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O'Gorman,  Secretary. 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE”— “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  April  21,  1922  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
^-inch  or  by  permission  of  the  Fire  Commissioner  ^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  jper  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8)4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 


inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
of  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft.,* 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as: 
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(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 y2  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  DeDartment  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation  : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature- of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe,  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal,  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank.— -Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  Jl6.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through,  a  lJ4-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
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days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and^in  his  judg¬ 
ment  such  location  will  be  more  practicable,  suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  s^all  be  as  prescribed  for  tanks  above  the  roof 
excepf  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth : 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  ris~r  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 


turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  bp  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with,  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF.  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  inferior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  tnis  rule  a  corner  building  shall,  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 
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(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  ,  the.  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge,  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  *he  fire  pump  shall  dis'.narge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  infermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FTRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 


have  a  siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the.  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  y8  in.  in  depth,  the  word  “STAND- 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the. siamese  and  its  check  valve  there  shall  be  placed  either  a 
H-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
H-in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3 J4  in! 
x  3 y2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  J^-in.  open  drip  without  valve 
or  cock,  or  a  -br-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

•Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 y2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  .be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tiie 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in. letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  ^Vhen  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
II}.  an  approved  type  2^2  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  y2  in.  open  drip  extending  to  a  sink  or  a 
H  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2 y2  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
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thereto  2 in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  2^-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1 %  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2l/2  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose,  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABINETS.  Hose  racks  may.  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2 inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will.be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch. .  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the.  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2 ^2 -inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  ,  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits,  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  stc~y  or  a  height  of  85  ft.  and  there 


shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The.  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat.  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
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a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2J4  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals, _  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All1  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  ^hall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection .  to 
the  system  shall  be  the  first  connection  cn  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 


below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may.  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 y*  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 
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9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 


tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  *4  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 


PUBLIC  HEARING 


RECOMMENDATION  TO  THE  BOARD  OF  ALDERMEN  FOR  AMENDMENTS  TO  THE  CODE  OF 

ORDINANCES. 


(Cal.  No.  280-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at 
a  regular  meeting,  on  Tuesday,  April  18,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building. 

Proposed  Amendments  to  Article  25,  Chapter  5,  Code  of 
Ordinances,  New  York. 

New  matter  in  italics.  Matter  to  be  omitted  in  paren¬ 
thesis  (  ). 

524.  Fire-extinguishing  appliances.  In  every  building 
described  in  Section  520  of  this  Article  and  not  now 
equipped  with  a  standpipe  fire  extinguishing  equipment 
approved  by  the  Fire  Commissioner,  there  shall  be  pro¬ 
vided,  except  in  theatres  used  exclusively  for  the  exhibi¬ 
tion  of  Motion  Pictures,  which  exception  is  more  specific¬ 
ally  set  forth  in  sub-division  4  of  this  article — 

(1.  HOSE.  A  proper  and  sufficient  quantity  of  two  and 
one- half  inch  hose  (not  less  than  100  ft.  in  length),  fitted 
with  regular  couplings  of  the  Fire  Department,  (and)  with 
nozzles  attached  thereto,  (and  with)  a  hose  spanner  (span¬ 
ners)  at  each  outlet,  shall  always  be  kept  attached  to 
each  hose  outlet  valve  (attachment)  as  the  Fire  Commis¬ 
sioner  may  direct.) 


1.  HOSE.  There  shall  always  be  kept  attached  to  each 
hose  outlet  valve,  as  the  fire  commissioner  may  direct,  a 
proper  and  sufficient  quantity  of  two  and  one-half  inch  hose, 
fitted  with  regulation  couplings  of  the  fire  department,  with 
nozzles  attached  thereto,  and  a  hose  spanner  at  each  outlet. 

2.  SPRINKLER  SYSTEM.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible  plugs,  ap¬ 
proved  by  the  (Superintendent  of  Buildings)  Fire  Com¬ 
missioner  as  conforming  to  the  provisions  of  the  rules  of 
the  Board  of  Standards  and  Appeals  governing  sprinkler 
installations,  supplied  with  water  from  a  tank  located  on 
the  roof  over  the  stage  and  not  connected  in  any  manner 
with  standpipes,  shall  be  placed  on  (each  side  of  the  pros¬ 
cenium  opening  and  on)  the  ceiling  or  roof  over  the  stage 
at  such  intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation.  Automatic  sprink¬ 
lers  shall  also  be  placed,  wherever  practicable,  in  the  dress¬ 
ing  rooms,  under  the  stage  an  in  the  carpenter  shop,  paint 
rooms,  store-rooms  and  property  rooms. 

3.  STANDPIPES.  Standpipes  4  inches  in  diameter 
shall  be  provided  with  hose  attachments  on  every  floor 
and  gallery  as  follows,  namely :  One  on  each  side  of  the 
auditorium  in  each  tier,  one  in  each  mezzanine,  one 
on  each  side  of  the  stage  in  each  tier,  one  in  each  tier  of 
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dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop,  (if  same  be  contiguous  to 
the  building.)  All  such  standpipes  shall  be  kept  clear 
from  obstructions.  Said  standpipes  shall  be  separate  and 
distinct  receiving  their  supply  of  water  direct  from  a  sep¬ 
arate  gravity  tank  of  3,500  gallons  capacity  located  above 
the  roof  and  from  (the  power)  a  fire  pump  (or  pumps.) 
and  shall  be  fitted  with  regulation  couplings  of  the  Fire 
Department,  and  shall  be  kept  constantly  filled  with  water 
by  means  of  an  automatic  (power)  fire  pump  (or 
pumps,)  of  sufficient  capacity  (to  supply  all  the  lines  of  hose 
when  operated  simultaneously)  as  prescribed  in  the  Rules  of 
the  Board  of  Standards  and  Appeals,  (and)  said  pump  (or 
pumps)  shall  be  supplied  from  the  street  main  and  be  ready 
for  immediate  use  at  all  times  (during  any  performance 
in  said  building),  except  that  any  theatre  having  not  more 
than  one  balcony,  with  no  occupancy  above  the  auditorium, 
used  exclusively  for  the  exhibition  of  motion  pictures,  and 
having  no  stage,  dressing  rooms,  nor  scenery,  shall  not  be 
required  to  have  a  fire  pump  unless  required  to  fill  the  stand¬ 
pipe  supply  tank  as  prescribed  in  Rules  of  the  Board  of 
Standards  and  Appeals.  In  addition  to  the  requirements 
contained  in  this  Section  the  standpipe  shall  also  conform 
to  the  requirements  contained  in  Section  581  of  this  Chapter. 

4.  EXCEPTIONS, — Buildings  used  exclusively  for  the 
exhibition  of  Moving  Pictures,  not  more  than  one  story  in 
height  and  not  exceeding  15,000  square  feet  in  area,  having 
access  to  two  streets,  with  no  other  business  on  premises 
excepting  stores  occupying  not  more  than  10  per  cent  of  the 
area,  and  having  no  stage,  dressing-rooms,  or  scenery,  shall 
not  be  required  to  provide  a  gravity  tank  supply  for  the 
standpipe  fire  lines  nor  a  sprinkler  system  when  there  is 
a  four  inch  direct  connected  standpipe  equipment  to  a  city 
water  main,  fed  two  ways  or  one  connection  on  each  of 
two  street  fronts,  each  main  so  fed  that  the  shutting  off  of 
the  supply  of  one  main  will  not  interfere  with  the  supply  of 
the  other  main,  and  having  sufficient  pressure  to  maintain 
a  minimum  of  thirty  (30)  pounds  per  square  inch  static 
pressure  at  the  highest  outlet,  provided  evidence  is  sub¬ 
mitted  establishing  the  fact  that  the  water  main  pressure 
is  as  required.  This  standpipe  equipment  shall  be  provided 
with  regulation  Fire  Department  3  inch  Siamese  connection. 

Buildings  as  described  in  this  exception  will  be  required 
to  have  standpipes  so  placed  that  not  more  than  100  feet  of 
hose  shall  be  required  to  reach  all  parts  of  the  auditorium. 

A  stadium  construction  may  be  deemed  a  one  story  build¬ 
ing,  provided,  that  the  seats  so  arranged  shall  not  at  the 
floor  level  of  the  highest  row  be  more  than  15  ft.  0  in. 
above  the  lowest  floor  level  of  the  auditorium;  provided, 
however,  the  gradient  of  the  auditorium  floor  does  not 
exceed  one  foot  in  12  feet. 

526.  LIGHTS.  1.  Adequacy.  Every  portion  of  the 
building  devoted  to  the  uses  or  accommodations  of  the  pub¬ 
lic,  also  all  (outlets)  means  of  egress  leading  to  the  streets 
and  including  the  open  courts  or  corridors,  shall  be  well  and 
properly  lighted  during  every  performance,  and  the  same 
shall  remain  lighted  until  the  entire  audience  has  left  the 
premises.  When  interior  gas  lights  are  not  lighted  by  elec¬ 
tricity,  other  suitable  appliances  to  be  approved  by  the  Su¬ 
perintendent  of  Buildings  shall  be  provided. 

527.  MEANS  OF  EGRESS.  1.  Exits  to  streets.  Every 
theatre  accommodating  300  persons  shall  have  at  least  two 
exits ;  when  accommodating  500  persons,  at  least  3  such 
exits  shall  be  provided ;  these  exits  not  referring  to  or 
including  the  exits  to  the  open  court  at  the  side  of  the 
theatre.  Every  such  building  shall  have  one  or  more 
fronts  on  the  streets,  and  in  such  fronts  there  shall  be 
suitable  means  of  entrance  and  exit  for  the  audience,  aggre¬ 
gating  not  less  than  25  ft.  in  width.  The  entrance  of 
the  main  front  of  the  building  shall  be  not  (on  a  higher 
level  from)  more  than  one  foot  above  the  sidewalk  level 
(than  four  steps)  unless  approved  by  the  Superintendent  of 
Buildings.  Each  exit  shall  be  at  least  five  feet  in  width 
in  the  clear  and  provided  with  doors  of  iron  or  wood  ;  if  of 
wood,  the  doors  shall  be  constructed  as  hereinbefore  pre¬ 


scribed  in  this  Chapter.  All  of  said  doors  shall  open  out¬ 
wardly,  and  shall  be  fastened  with  (movable)  panic  bolts 
or  other  approved  devices  which  will  open  when  one 
or  more  persons  press  against  inner  side  of  said  door. 

530.  ( b )  Satisfactory  proof  must  be  submitted  and 

filed  with  application  that  curtain  is  capable  of  withstanding 
a  temperature  of  not  less  than  1700  degrees  F.  for  a  period 
of  45  minutes. 


Proposed  Amendment  to  Section  492,  Chapter  5,  Code  of 
Ordinances,  New  York. 

492.  ENFORCEMENT  OF  ARTICLE.  The  Superin¬ 
tendent  of  Buildings  may  at  any  time  serve  a  written  or 
printed  notice  upon  the  owner,  lessee  or  manager  of  any 
said  buildings,  directing  any  act  or  thing  to  be  done  or 
provided  in  or  about  said  buildings,  and  the  several  appli¬ 
ances  therewith  connected,  such  as  halls,  doors,  stairs,  win¬ 
dows,  seats,  aisles,  fire  walls,  fire  apparatus  and  fire-escapes, 
as  he  may  deem  necessary. 


Proposed  Amendment  to  Article  28,  Section  581,  Code  of 
Ordinances,  New  York. 

581.  STANDPIPES.  1.  (When  required)  standpipes, 
constructed  and  installed  as  hereinafter  required  and  as 
prescribed  in  Rules  of  the  Board  of  Standards  and  Appeals 
shall  be  provided : 
a.  UNCHANGED. 


b.  UNCHANGED. 

c.  In  every  building  exceeding  ten  thousand  square  feet 
in  area,  except  in  buildings  specifically  exempted  in  Article 
25  of  this  Chapter  and  buildings  of  not  more  than  one  clere¬ 
story  in  height  not  exceeding  fifteen  thousand  square  feet 

in  area  and  occupied  solely  as  places  of  religious  worship, 
and  except  in  fireproof  buildings  not  over  four  stories  or 
45  ft.  0  in.  in  height  when  such  buildings  are  equipped  with 
an  approved  two  source  supply  automatic  sprinkler  system 
and  are  not  of  an  occupancy  deemed  unusually  hazardous 
by  the  Fire  Commissioner  or  the  Board  of  Standards  and 
Appeals. 

d.  In  amusement  or  exhibition  parks  or  enclosures  when 
deemed  necessary  by  the  Fire  Commissioner. 

e.  In  oil  storage  plants,  ship-yards,  and  other  industrial 
plants  of  an  area  in  excess  of  ten  thousand  square  feet. 

2.  UNCHANGED. 

3.  Number  and  Location.  The  number  of  standpipes  in 
any  building  shall  be  such  that  all  parts  of  each  story  are 
within  the  reach  of  at  least  one  stream  supplied  by  hose  not 
exceeding  one  hundred  feet  in  length. 

When  a  building  requiring  standpipes  faces  on  more  than 
one  street,  at  least  one  standpipe  shall  be  installed  for  each 
street  front,  provided  for  intersecting  street  fronts  one 
standpipe  shall  be  sufficient  for  each  intersection,  when  all 
portions  of  each  area  may  be  reached  by  a  stream  from  not 
more  than  100  feet  of  hose.  So  far  as  practicable  stand¬ 
pipes  shall  be  placed  within  stair  enclosures  otherwise  they 
shall  be  as  near  the  stair  as  possible.  All  standpipes  shall 
extend  from  the  lower  story  to  and  above  the  roof. 

In  buildings  not  exceeding  40  ft.  0  in.  in  height  and  not 
over  20,000  sq.  ft.  in  area  gravity  tank  may  be  omitted  pro¬ 
vided  the  standpipe  riser  is  supplied  by  not  less  than  0  ft. 
4  in.  connection  to  street  main  having  not  less  than  45  lb. 

pYCSSUTB  • 

4.  CONSTRUCTION.  All  standpipes  hereinafter  in¬ 
stalled  shall  be  constructed  as  prescribed  by  the  Rules  of  the 
(Fire  Commissioner)  Board  of  Standards  and  Appeals  and 
shall  be  provided  with  such  outlets  and  equipped  with  such 
appliances  as  required  by  said  rules.  All  standpipes  shall 
extend  to  the  street  and  shall  be  provided  with  approved 
Siamese  connections.  -In  buildings  not  exceeding  45  ft.  0  in. 
in  height,  Siamese  connections  will  not  be  required.  When 
there  is  more  than  one  standpipe  in  any  building  all  shall  be 
cross-connected  in  an  approved  manner  below  the  side-walk 
level  or  if  there  is  no  cellar  they  shall  be  cross-connected 
belozv  the  ceiling  of  the  basement  or  lowest  story. 
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Adopted  by  the  Board  of  Standards  and  Appeals,  January 

6,  1922,  under  Cal.  No.  217-21-S. 

Rule  1.  Definition.  Flash  Point.  . 

The  term  “fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an  in¬ 
flammable  vapor  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  closed  cup  tester, 
and  such  oil  shall  be  further  classified  as  either  Grade  A 
Fuel  Oil  or  Grade  B  Fuel  Oil. 

Grade  A  Fuel  Oil  shall  include:— 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one  hun¬ 
dred  and  seventy-five  (175)  degrees  Fahrenheit,  in  an  open 
cup  tester,  or  if  closed  cup  tester  be  used  a  minimum  of 
not  less  than  one  hundred  and  fifty  (150)  degrees  Fahren¬ 
heit. 

Grade  B  Fuel  Oil  shall  include:— 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one  hun¬ 
dred  and  thirty-five  (135)  degrees  Fahrenheit,  in  a  Taglia¬ 
bue  closed  cup  tester. 

The  use  of  Grade  B  fuel  oil  shall  be  permissible  only  for 
the  operation  of  heating  installations  supplying  not  over 
twenty-five  hundred  (2500)  square  feet  of  steam  radia¬ 
tion  or  its  equivalent  in  dwellings  for  the  accommodation 
of  not  more  than  two  families  living  separately,  and  in 
which  the  total  fuel  oil  storage  capacity  of  the  main  sup¬ 
ply  tank  or  tanks  does  not  exceed  seven  hundred  (700) 
gallons  per  house. 

Whenever  in  these  rules,  the  term  “fuel  oil”  occurs 
•  without  further  classification,  it  shall  be  taken  to  include 
both  grade  A  and  grade  B  fuel  oil. 

Fuel  oil  must  not  be  fed  from  the  tank  to  the  suction 
pump  at  a  pre-heat  temperature  higher  than  its  flash  point. 

Rule  2.  Manner  of  Storage. 

Fuel  oil  to  be  used  for  commercial,  heating  and 
power  purposes  on  the  premises  where  stored  shall  be 
at  all  times  contained  in  metal  tanks  with  all  openings 
or  connections  through  the  tops  of  the  tanks,  except  a 
clean-out  plug  in  the  bottom;  and,  when  located  inside  of 
a  building,  must  at  all  times  be  placed  in  the  cellar  or 
lowest  story  of  such  building,  and  at  least  two  (2)  feet  in 
a  horizontal  direction  from  any  supporting  portion  of  the 
structure,  and  if  practicable  shall  be  buried  underneath  the 
lowest  floor  or  ground. 

Rule  5.  Enclosure  of  Tanks. 

In  either  existing  or  new  buildings  such  fuel  oil  service 
tanks  shall  be  enclosed  in  an  unpierced  wall  and  floor  of 
approved  masonry  or  reinforced  concrete,  made  oilproof 
and  waterproof,  and  not  less  than  twelve  (12)  inches  in 
thickness;  and  also  of  sufficient  thickness  to  properly  sup¬ 
port  any  lateral  pressure,  and  to  be  of  lateral  dimensions 
at  least  one  (1)  foot  greater  on  all  sides  than  the  outside 
dimensions  of  the  tank.  These  walls  are  to  be  carried  up 
to  a  height  of  at  least  one  (1)  foot  above  the  tank,  or 
the  supply  and  feed  connections  thereto,  and  roofed  over 


(12)  inches  thick  and  capable  of  sustaining  a  live  load  of 
at  least  three  hundred  (300)  pounds  per  square  foot ;  and 
if  not  buried  below  the  ground,  placed  so  as  to  leave  a 
clear  and  open  space  (except  for  pipe  connections)  of  at 
least  two  (2)  feet  between  such  roof  over  the  enclosure 
and  the  under  side  of  the  ceiling  above.  The  roof  of 
every  enclosure  shall  contain  a  manhole  with  fireproof 
cover  properly  weighted,  but  not  fastened,  placed  immedi¬ 
ately  above  the  supply  and  feed  connections  and  the  manhole 
in  top  of  the  tank. 

Where  found  impracticable  to  set  the  bottom  of  the 
tank  three  (3)  feet  below  the  floor  of  the  cellar  or  lowest 
story,  the  tank  shall  rest  on  steel  or  masonry  supports, 
and  the  bottom  of  the  tank  shall  be  at  least  one  (1)  foot 
above  the  floor  of  the  enclosure,  and  the  enclosure  wall 
and  floor  as  above  specified  shall  be  unpierced  and  the  space 
below  the  horizontal  centre  line  of  the  tank  and  within  the 
enclosure  formed  by  the  surrounding  unpierced  walls  shall 
have  a  capacity  of  at  least  sixty  (60)  per  cent  of  the 
capacity  of  the  tank. 

The  space  within  the  enclosure  surrounding  the  tank 
shall  be  at  all  times  vented  to  the  air  outside  of  the  build¬ 
ing  by  iron  or  other  fireproof  conduit  at  least  two  and  one- 
half  (2)4)  inches  diameter,  connecting  the  enclosure  at  a 
point  just  above  the  floor  level,  and  which  shall  finish 
above  the  street  surface  with  proper  connections  at  that 
point  to  permit  the  Fire  Department  to  flood  the  enclosure. 

A  separate  similar  vent  without  Fire  Department  con¬ 
nection  shall  enter  the  enclosure  just  below  its  ceiling. 

Rule  6.  Capacity  of  Tanks. 

In  existing  or  new  buildings  of  non-fireproof  construc¬ 
tion,  no  service  tank  for  Grade  “A”  fuel  oil  containing 
over  ten  thousand  two  hundred  (10,200)  gallons,  and  in 
buildings  of  fireproof  construction  no  such  tank  containing 
over  twenty  thousand  (20,000)  gallons,  shall  be  placed  in 
any  single  portion  of  the  cellar  or  lowest  story  unless 
such  portion  be  separated  from  the  rest  of  the  cellar  by 
walls  of  masonry  or  reinforced  concrete. 

Any  openings  in  such  enclosure  walls  shall  be  protected 
by  automatic  fireproof  doors,  and  the  sills  of  such  open¬ 
ings  shall  be  placed  at  a  height  above  the  floor  level  to 
provide  a  reservoir  or  basin  of  sufficient  capacity  within 
the  said  enclosure,  to  contain  the  entire  capacity  of  the 
tank  placed  therein.  The  space  thus  enclosed  shall  be  ven¬ 
tilated  to  the  outer  air.  No  more  than  one  tank  will  be 
permitted  in  any  single  enclosure. 

If  tanks  are  buried  and  enclosed,  covered  and  roofed 
over  with  reinforced  concrete  or  its  equivalent  as  re¬ 
quired  by  Rule  5 — the  capacity  of  any  such  tank  may  be 
increased  one  hundred  (100)  per  cent  if  the  top  of  the 
roof  over  the  enclosure  wall  does  not  project  above  the 
level  of  the  cellar  floor. 

Rule  7.  Service  Tanks  Located  Outside  of  Buildings 
Within  Fire  Limits. 

(a)  Within  the  fire  limits,  tanks  to  contain  Grade  A 
fuel  oil  for  use  on  the  premises,  and  of  a  capacity  and  at 
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distances  specified  below,  may  be  placed  above  ground  out¬ 
side  of  the  building  if  such  tank  does  not  exceed  fifteen 
(15)  feet  in  height  above  the  surface  of  the  ground  and 
if  completely  enclosed  in  the  same  manner  as  provided  for 
in  Rule  5. 

Distance  to  Nearest 


Building  in  Feet  Capacity 

Not  Exceeding  in  Gallons. 

40  .  71,400 

30  .  40,800 

20  .  30,600 

10  .  20,400 

5  .  10,200 


If  such  service  tanks  are  entirely  buried  and  roofed 
below  the  surface  of  the  ground,  the  capacity  in  gallons 
may  be  increased  by  two  hundred  (200)  per  cent. 

(b)  Within  the  fire  limits  tanks  to  contain  Grade  B  fuel 
oil  for  use  on  the  premises,  when  located  outside  the  build¬ 
ing,  shall  be  completely  buried  and  installed  in  such  place 
or  position  as  shall  be  approved  by  the  Fire  Commissioner, 
but  in  no  case  shall  the  tank  be  less  than  five  (5)  feet  dis¬ 
tant  from  the  wall  of  any  structure. 

Rule  8.  Outside  General  Storage  Tanks  for  Grade  A 
Fuel  Oil  Located  Above  Ground  Within  the  Fire  Limits. 

Such  general  storage  tanks  located  within  the  fire  limits 
shall  not  exceed  twenty-five  (25)  feet  in  height,  shall  be 
built  of  metal,  and  shall  be  surrounded  with  a  continuous 
dike  wall  forming  a  basin  or  reservoir  of  unpierced  mas¬ 
onry  or  reinforced  concrete  not  less  than  four  (4)  feet  in 
height  with  a  capacity  of  at  least  that  of  the  tank  to  be 
protected. 

The  walls  and  floor  of  such  dikes  must  be  continuous, 
and  oilproof  and  waterproof,  and  must  not  be  built  with¬ 
in  ten  (10)  feet  of  the  walls  of  the  tank.  If  tanks  are 
placed  in  battery  the  dikes  shall  be  rectangular  in  shape, 
and  the  dike  wall  separating  them  as  well  as  the  dike 
wall  within  one  hundred  ( 100)  feet  of  any  structure, 
shall  be  carried  up  as  a  fire  stop  to  a  height  of  four  (4) 
feet  above  the  head  of  the  tank  and  coped  with  stone  or 
concrete,  and  any  openings  in  walls  above  the  dike  shall 
have  automatic  fireproof  doors. 

The  capacity  of  any  such  single  general  storage  tank 
within  the  fire  limits  shall  not  exceed  one  hundred  thou¬ 
sand  (100,000)  gallons,  and  the  gross  capacity  of  storage 
shall  not  exceed  the  following  tables : 

To  line  of  adjoining 
property  or  nearest 


building  (feet).  Gallons. 

75  100,000 

100  150,000 

150  250,000 

200  500,000 


Such  general  storage  tanks  may  have  extra  fill  and 
emptying  connections  as  the  Fire  Commissioner  may  de¬ 
termine. 

Rule  9.  Outside  General  Storage  Fuel  Oil  Tanks  Lo¬ 
cated  Outside  the  Fire  Limits. 

(a)  Outside  tanks  for  the  general  storage  of  Grade 
A  Fuel  Oil  when  located  outside  the  fire  limits  shall  be 
protected  by  dikes  and  fire  stops  as  provided  under  Rule 
8,  shall  not  exceed  thirty-five  (35)  feet  in  height  above 


the  ground,  and  may  be  constructed  either  of  metal  or  of 
concrete  reinforced  with  steel  in  order  to  resist  the  oil 
pressure. 

If  built  of  concrete,  the  walls  and  floor  of  such  tanks 
shall  be  continuous  and  shall  be  not  less  than  eight  (8) 
inches  thick,  mixed  in  the  proportion  of  1  :l-)4  :3  graded 
and  mixed  in  accordance  with  the  requirements  of  Chapter 
5,  Code  of  Ordinances.  The  walls  shall  be  of  sufficient 
thickness  so  that  the  tensile  stress,  disregarding  the  steel 
reinforcement,  shall  not  exceed  one  hundred  and  fifty 
(150)  pounds  per  square  inch.  The  horizontal  and  ver¬ 
tical  reinforcement  shall  be  properly  proportioned  and 
placed  to  provide  for  expansion  and  shrinkage  without 
leakage,  and  the  stress  in  the  steel  shall  not  exceed  ten 
thousand  (10,000)  pounds  per  square  inch. 

As  soon  as  the  concrete  has  hardened  sufficiently  to  be 
self-sustaining,  the  forms  shall  be  removed  and  all  cavi¬ 
ties  filled  with  a  one  to  one  (1:1)  mortar  thoroughly 
rubbed  in  and  all  irregularities  trowelled  smooth. 

The  concrete  shall  harden  at  least  twenty-eight  (28)  days 
before  use,  and  the  surface  of  the  floor  and  the  interior 
surface  of  the  walls  shall  be  protected  by  coating  with  a 
sodium  silicate  solution  or  other  equally  good  protection 
to  prevent  oil  coming  in  contact  with  the  concrete. 

The  maximum  gross  capacity  of  any  such  single  tank 
when  situated  outside  the  fire  limits  shall  not  exceed  two 
hundred  and  fifty  thousand  (250,000)  gallons,  but  the  gross 
storage  capacity  may  be  double  that  specified  in  the  tables 
under  Rule  8 ;  and  when  such  tanks  are  placed  at  least 
two  hundred  and  fifty  (250)  feet  from  the  line  of  adjoin¬ 
ing  property  or  the  nearest  building,  the  gross  capacity 
may  be  unlimited.  No  fuel  oil  stored  in  a  concrete  tank 
shall  have  a  specific  gravity  of  less  than  .933. 

(b)  Outside  tanks  for  the  storage  of  Grade  B  fuel  oil 
when  located  outside  the  fire  limits  shall  be  completely 
buried  and  shall  be  installed  in  such  place  or  position  as 
shall  be  approved  by  the  Fire  Commissioner. 

Rule  12.  Fuel  Oil  Feed  Systems. 

1.  Systems  fed  by  gravity  or  force  systems  between 
tank  and  pump  shall  not  be  permitted. 

2.  Pump  suction  feed  systems  only  will  be  approved 
and  an  anti-syphon  system  must  be  provided.  This  rule, 
however,  shall  not  prohibit  the  use  of  an  auxiliary  tank 
installed  in  compliance  with  Rule  22. 

Rule  13.  Pumps  and  Piping. 

1.  Feed  pumps  for  fuel  oils  may  be  of  centrifugal  or 
plunger  type  and  of  recognized  standard  mechanical  con¬ 
struction  of  approved  design,  all  moving  parts  which 
come  in  contact  with  the  oil  must  be  of  a  non-ferrous  ma¬ 
terial  such  as  brass  or  bronze.  All  packing  and  stuffing 
boxes,  etc.,  shall  be  packed  with  a  material  impervious  to 
oil ;  all  check  valves  and  valve  seats  shall  be  of  a  non- 
ferrous  material  which  shall  be  impervious  to  oil;  all 
pressure  chambers  in  the  pump  shall  be  designed  with  an 
ample  factor  of  safety.  Where  priming  is  necessary,  an  aux¬ 
iliary  hand  pump  shall  be  provided  for  starting  purposes.  An 
overload  or  by-pass  valve  shall  be  installed  at  the  pump  or 
in  the  line  so  that  dangerous  pressures  will  not  prevail  and 
shall  be  located  outside  of  enclosure  walls  around  storage 


391 


RULES  ADOPTED 


tanks,  but  so  placed  as  to  be  accessible  at  all  times  and 
remote  control  must  be  provided.  They  shall  be  installed 
in  duplicate  when  directed  by  the  Fire  Commissioner  and 
shall  be  provided  with  a  by-pass  to  permit  the  draining 
of  the  oil  for  repairs. 

2.  Oil  conveying  pipes  shall  be  carried  above  the  tank 
outlet;  if  laid  underground  after  leaving  the  tank  to  be 
carried  in  a  separate  trench  enclosed  in  fireproof  or  non¬ 
conducting  material.  They  shall  be  of  extra  heavy  stand¬ 
ard  wrought  iron,  steel  or  brass  pipe  with  substantial  fit¬ 
tings  and  not  less  than  one-half  04)  inch  in  size  and  if 
covered  it  shall  be  with  asbestos  or  other  approved  fireproof 
material.  Overflow  pipes  shall  be  at  least  one  size  larger 
than  supply  pipes  and  shall  be  carried  back  to  the  receiver 
terminal. 

3.  All  connections  shall  be  tight  with  well-fitted  joints. 
Union  shall  have  at  least  one  face  made  of  brass  with  con¬ 
ically-faced  seats. 

4.  Connections  leading  to  outside  tanks  shall  be  laid 
below  the  frost  line  and  shall  not  be  located  near  or  placed 
in  same  trench  with  piping  other  than  steam  lines  for 
heating.  All  pipes  leading  to  the  surface  of  the  ground 
shall  be  cased  or  jacketed  to  prevent  loosening  or  breakage. 
Openings  for  pipes  through  outside  walls  below  the  ground 
level  shall  be  securely  cemented  and  made  oil-tight. 

5.  Piping  shall  be  run  as  directly  as  possible,  without 
sags,  and  be  properly  supported  to  allow  for  expansion, 
contraction,  jarring  and  vibration  and  draining. 

6.  Piping  between  any  separated  oil  container  or  using 
parts  of  the  equipment,  should  be  laid  as  far  as  practicable 
outside  of  the  building,  underground,  and  inside  piping  in  a 
trench  with  metal  cover  or  protected  by  not  less  than  three 
(3)  inches  of  concrete. 

7.  Piping  under  pressure  must  be  designed  with  a  factor 
of  safety  of  not  less  than  six  (6),  and  shall  in  every  case 
be  tested  to  a  pressure  of  not  less  than  one  .hundred  and 
fifty  (150)  pounds  after  installation. 

Rule  15.  Heating. 

1.  All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means  of 
hot  water  coils  and  the  oil  shall  not  be  heated  above  one 
hundred  and  forty  (140)  degrees  Fahrenheit. 

2.  All  outside  pipes  subject  to  freezing  shall  be  pro¬ 
tected  with  a  heating  line  of  steam  or  hot  water. 

Rule  16.  Fuel  Oil  Burners. 

1.  burners  containing  chambers  which  allow  dangerous 
accumulation  of  gases  or  containing  oil-conveying  pipe  or 
parts  subject  to  intense  heat  or  stoppage  from  carboniza¬ 
tion  are  prohibited. 

2.  Oil  shall  be  supplied  through  orifices  not  larger  than 
necessary  to  supply  sufficient  oil  for  maximum  burning  con¬ 
ditions  when  the  controlling  valves  are  wide  open. 

3.  The  mechanism  shall  be  so  designed  that,  where 
manual  or  automatic  control  is  provided,  operated  at  some 
distance  from  the  burner,  the  flame  cannot  be  extinguished 
except  by  closing  the  main  shut-off  valve  in  line  to  burner. 
Approved  gas-pilot  lights  or  equivalent  will  be  acceptable. 

4.  A  check  valve  of  approved  type  shall  be  installed  in 
each  oil,  steam  and  air  line  near  the  burner. 

5.  Smoke  pipes  shall  be  installed  between  the  burners 
and  chimney,  and  any  dampers  in  smoke  pipes  shall  not 


exceed  eighty  (80)  per  cent  of  the  area  of  the  pipe.  Nec¬ 
essary  regulation  of  draft  shall  be  accomplished  by  damp¬ 
ers  in  the  fire  or  ash  pit  doors. 

6.  Burners  shall  be  installed  with  overflow  attachment 
so  arranged  that  surplus  oil  will  drain  by  gravity  from 
the  burner  into  a  substantially  constructed  reservoir.  Such 
reservoir  shall  be  constructed  of  brass,  copper  or  gal¬ 
vanized  iron  plate  not  less  than  No.  18  U.  S.  gauge  in 
thickness  and  shall  be  provided  with  a  vent  pipe  with 
weatherproof  hood  leading  outside  the  building.  In  burners 
wherein  overflowing  liquid  in  a  quantity  of  a  quart  or  less 
is  used  to  automatically  shut  off  the  flow,  a  vent  to  the 
outside  need  not  be  provided. 

7.  The  supply  of  oil  and  air  or  steam  for  atomizing 
shall  be  interlocked,  so  that  if  the  steam  or  air  should  fail 
the  oil  will  be  automatically  shut  off. 

Rule  20.  Operation  of  Plant. 

Such  fuel  oil-burning  plants  may  be  operated  only  by  a 
licensed  engineer  or  by  a  licensed  operator  who  shall  be 
a  citizen  of  the  United  States,  who  can  read  and  write 
the  English  language,  and  who  is  familiar  with  the  prac¬ 
tical  working  of  such  plant,  as  evidenced  by  the  certificate 
of  the  Fire  Commissioner;  provided,  however,  the  provis¬ 
ions  of  this  section  shall  not  apply  to  the  operation  of  oil 
burning  plants  in  dwellings  for  the  accommodation  of  not 
more  than  two  families  living  separately. 

Rule  22.  Auxiliary  Tanks. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity  or 
pressure  type  if  suitable  automatic  safeguards  protected  by 
substantial  metal  guard  to  prevent  abnormal  discharge  of 
oil  at  the  burner  are  provided.  No  such  tank  shall  have 
a  capacity  in  excess  of  sixty  (60)  gallons,  if  more  than  one 
auxiliary  tank  is  installed  in  a  single  building  the  total  ca¬ 
pacity  of  such  tanks  shall  not  exceed  sixty  (60)  gallons. 

When  located  within  the  building,  such  tank,  if  of  the 
gravity  type,  shall  be  not  less  than  five  (5)  feet,  and  if 
of  the  pressure  type,  not  less  than  ten  (10)  feet  distant, 
measured  horizontally,  from  any  fire  or  flame. 

Gravity  or  pressure  tank  shall  be  substantially  and  rigidly 
supported,  in  such  a  manner  as  to  insure  protection  against 
mechanical  injury. 

Tanks  for  systems  under  pressure  shall  be  designed  for 
six  times  the  maximum  working  pressure  and  be  tested 
and  proven  tight  at  twice  the  maximum  working  pressure. 
The  maximum  working  pressure  shall  not  exceed  fifty 
(50)  pounds  per  square  inch,  and  all  such  tanks  shall  be 
provided  with  a  reliable  pressure  gauge,  and  an  air  relief 
valve  and  a  suitable  device  to  vent  the  tank  in  case  of  fire, 
both  discharging  outside  of  the  building. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the  build¬ 
ing,  shall  be  prohibited. 

(b)  Auxiliary  tanks  shall  be  filled  by  pumping  from  the 
storage  tank,  or  if  such  tank  contains  the  entire  storage, 
fill  pipe  shall  extend  to  and  terminate  outside  the  building, 
and'in  such  cases  the  tank  shall  be  so  installed  that  in  case 
of  overflow,  no  oil  will  enter  the  building. 

An  overflow  connection  draining  to  the  storage  tank 
shall  be  provided.  The  overflow  pipe  shall  be  one  size 
larger  than  the  supply  pipe  from  the  pump. 

The  overflow  pipe  of  auxiliary  gravity  type  tank,  shall 
not  be  provided  with  valves  or  other  obstructions;  but  the 
overflow  pipe  of  pressure  type  tanks  and  oil  supply  pipe 
shall  be  provided  with  inter-connection  valves,  so  designed 
that  the  opening  or  closing  of  the  overflow  pipe  shall  re¬ 
sult  similarly  in  oil  supply  pipe. 
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FIRST  QUARTERLY  REPORT 


April  8,  1922. 


Hon.  John  F.  Hylan, 

Mayor,  New  York  City. 

Sir:— I  have  the  honor  to  submit  for  your  information  the  first  quarterly  report  of  the  Board  of  Appeals 
and  Board  of  Standards  and  Appeals,  combined,  for  the  quarter  ending  March  31,  1922,  which  is  set  forth  as 

follows : 


MEETINGS  OF  THE  BOARD. 


Board  of  Appeals  . 

Board  of  Standards  and  Appeals  . . . 

Total  meetings  . . . 

Total  number  of  Inspections 


CASES  FILED  AND  PENDING,  1922. 

Appeals  from  Administrative  Orders  . : . . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variations  of  Labor  Laws  . . 

Petitions  for  Approval  of  Appliances  and  Materials  . 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Actions  . . 

* 

Total  1922  Cases  . 

Cases  pending  December  31,  1921  . . 

Additional  1921  Pier  Cases  awaiting  Court  Decision . 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen  . 


199 

83 

177 

20 

4 

30 

67 


580 

389 

6 

5 


Total  Cases  for  First  Quarter 


980 


DISPOSITION  OF  CASES. 


Cases  Disposed  of  by  Board  of  Appeals. 


Appeals  from  Administrative  Orders  .  161 

Appeals  under  Building  Zone  Resolutions  .  94 

Miscellaneous  Actions  . ' .  48 

Total  disposed  of  .  303 

Appeals  pending  March  31st,  1922  .  318 


Cases  Disposed  of  by  Board  of  Standards  and  Appeals. 

Petitions  for  Variations  of  Labor  Law .  169 

Petitions  for  the  approval  of  Appliances  and  Materials  19 

Petitions  for  the  Adoption  of  Rules  .  2 

Miscellaneous  Actions  .  17 


Total  disposed  of  .  207 

Petitions  pending  March  31st,  1922  . 152 


SUMMARY. 


Cases  pending  December  31,  1921  .  389 

Additional  1921,  Pier  and  Theatre,  cases  .  11 

Cases  filed  up  to  and  including  March  31,  1922  .  483 

Restored  to  calendar  .  30 

Miscellaneous  Actions. 

Requests  to  reopen  .  41 

Requests  to  amend  .  4 

Requests  for  modification  .  6 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  6 


Rules  proposed  .  4 

Requests  to  install  .  5 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  .  ^80 

Disposed  of  . 510 


Withdrawn  .  37 

Dismissed  . ’ '  . 

Denied  . 60 

Granted  . .!!!!..!.]  35 

Granted  on  condition  .  225 

Appliances  approved  . ’  13 

Appliances  disapproved  .  6 

Miscellaneous  Actions. 


Requests  to  reopen  granted  .  3.3 

Requests  to  reopen  denied  .  2 

Requests  to  amend  granted  .  4 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  5 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  6 

Requests  for  extension  of  time  denied  .  0 

Rules  approved  . ]  j 

Rules  disapproved  .  1 

Requests  to  install  granted  .  5 

Requests  to  install  denied  . ’  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn  .  1 


Total  .  510 


Cases  pending  March  31,  1922 


470 
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DISPOSITION  OF  1921  CASES. 


Pending  December  31,  1921. 

Pier  Cases  awaiting  Court  Decision  . 

Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 

Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  . 

Petition  for  Adoption  of  Rules  . 

Total  . . 


42 

Disposed  of. 

0 

Now  Pending. 

42 

5 

0 

5 

125 

112 

13 

90 

68 

22 

101 

97 

4 

25 

19 

6 

1 

1 

0 

389 

297 

92 

CASES  PENDING  BEGINNING  SECOND  QUARTER. 


Appeals  from  Administrative  Orders  . . 
Appeals  under  Building  Zone  Resolution 
Petitions  for  variation  of  Labor  Law  . . 
Petitions  for  approval  of  appliances  . . . 

Petitions  for  adoption  of  Rules  . 

Additional  1921  Pier  and  Theatre  Cases  . 
Balance  pending  from  1921  . 

Total  . 


MONEYS  RECEIVED. 


152 

73 

120 

20 

2 

11 

92 


470 


.  $170.00 

.  $57.16 

.  $227.16 

WILLIAM  J.  O’GORMAN,  Secretary. 

Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 

PROGRESS 

REPORT 

SUMMARY. 

DISPOSITION  OF  CASES. 

Cases  pending  December  31,  1921  . . .  389 

Additional  Pier  and  Theatre  cases  from  1921  .  11 

Cases  filed  up  to  and  including  April  6,  1922  .  503 

Restored  to  calendar  .  33 

Miscellaneous  Actions. 

Requests  to  reopen  .  43 

Requests  to  amend  .  4 

Requests  for  modification  .  6 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  6 

Rules  proposed  .  4 

Requests  to  install  .  5 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1005 

Disposed  of  .  541 


Withdrawn  . 38 

Dismissed  .  69 

Denied  .  66 

Granted  .  38 

Granted’  on  condition  .  244 

Appliances  approved  .  13 

Appliances  disapproved  .  6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  40 


Requests  to  reopen  denied  . . 

Requests  to  amend  granted  . . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  .... 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  resoind  denied  . 

Requests  for  extension  of  time  granted 
Requests  for  extension  of  time  denied 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . 

Total  . . .  541 


Cases  pending  April  6,  1922 


464 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  April  18, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  25,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed,  Week  Ending  April  13th,  1922. 


Cal.  No. 

Department 

Order  No. 

552-22-S _ 

. B.B.M . 

..  Alt.  2641-1921 

551-22-S _ 

.  LD  33762 

550-22-S - 

. LD  33971 

549-22-A _ 

. LC  12105 

548-22-S _ 

. . .  Appliance 

547-22-S _ 

546-22-S _ 

545-22-S - 

544-22-S _ 

. LD  12956 

543-22-S _ 

.  LD  33570 

542-22-A _ 

. BjB.M.  &  F.D. 

..N. 

B.  356-1119-1922 

541 -22- A _ 

. F.D . 

.  LC  11851 

540-22-BZ. . . 

.......B.B.M . 

..  Slip  App.  1028-1922 

539-22-BZ. . . 

. F.D . 

.  LC  71764 

53'8-22-BZ. . . 

. B.B.Q . 

.  N.  B.  6039-1922 

537-22-S .  .  . . 

. B.B.M . 

..  N  B.  189-1922 

536-22-A _ 

. F.D . 

.  LC  12067 

535-22-A _ 

. B.B.B . 

. .  App.  1256-1257 

534-22-A _ 

. F.D . 

File  No.  29  M.  1528.01 

533-22-A _ 

. F.D . 

532-22-A _ 

. F.D . 

.  LC  11893 

531-22-A.  .  .  , 

. F.D . 

.  LC  71751 

530-22-BZ. . . 

. B.B.M . 

.  N.  B.  5815-1922 

529-22-BZ. . . 

. F.D . 

.  C  11931 

528-22-A. . . , 

. F.D . 

527-22- A. .  . 

526-22-S . . .  . 

. F.D . 

.  LD 

22704-22705-22706 

525-22-A .  . . 

. .  -F,D . 

524-22-A . 

. F.D.  . 

.  LC  11852 

523-22-S . 

. F.D.  . 

.  LD  33343 

522-22- S . 

. F.D.  . 

521-22- A . 

. F.D. 

. LC  11726 

520-22- S . 

. F.D.  . 

. LD  32177 

5 19-22- S . 

. F.D. 

. .' . OLD  2594 

51 8-22- S  . 

. F.D.  . 

. LD  33540 

•517-22-BZ . 

....B.B.M. 

. 

. N.B.  205-1922 

516-22- A . 

. F.D.  , 

. LC  11883 

515-22- A . 

. F.D. 

. LC  11924 

514-22- A . 

. F.D. 

. LC  11901 

513-22-S . 

. F.D.  . 

. LD  33369 

512-22-A . 

. F.D.  . 

. F  22420 

5 11-22- S . 

. F.D.  . 

. LD  22423 

510-22-A . 

. F.D. 

5 09-22- S . 

. F.D.  . 

. LD  33166 

508-22-BZ . 

. B.B.B. 

. Alt.  4665-1922 

507-22-S . 

. F.D. 

506-22-BZ . 

. >b.b-.q 

. N.B.  385-1922 

505-22-A . 

. F.D. 

504-22- A . 

. F.D. 

. LC  11082 

1703-i21-S . 

Restored 
. F.D. 

to  Calendar. 

1642-21-BZ..  . . 

. B.B.B, 

. N.B.  17762-1921 

1560-21-BZ.. . . 

. B.B.Bx.  ... 

. NB.  516-1916 

CODE. 

F.D . 

H.D . 

B.B.B . 

B.B.M . 

B.B.Q . 

B.B.R . 

B.B.Bx . 

T.H . 

CALENDAR 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  April  18,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1366-21-BZ. 

APPLICANT — Jno.  B.  Snook  &  Sons,  for  Louis  Towbin, 
owner. 

PREMISES — 300  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  five  cars. 

132-22-BZ. 

APPLICANT — William  A.  Elliott,  for  John  I.  Boyd,  own¬ 

er. 

PREMISES — 2743  Creston  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 

333-22-BZ. 

APPLICANT — Frederick  Gerber,  for  Frank  Meyer,  owner. 

PREMISES — 118  East  88th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  ex¬ 
isting  building  into  a  carpenter  shop. 

1649-21-BZ. 

APPLICANT — Gustav  Klockgetter,  owner. 

PREMISES — 2186  Anthony  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
4  car  garage. 

355-22-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Katherine  A.  Pralle, 
owner. 

PREMISES — 2037  Linden  street,  Ridgewooc^  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 

378-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  The  Jupiter  Realty 
Co.,  owner. 

PREMISES — 51-59  Burnside  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  and  partly  in  a  resi¬ 
dence  district  the  erection  of  a  moving  picture  thea¬ 
tre. 

440-22-BZ. 

APPLICANT — Patrick  J.  Murray,  for  George  Ehret, 

owner. 

PREMISES — 571-573  West  182nd  street.  Manhattan. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  two  story  post 
office  building. 

1550-21-BZ. 

APPLICANT — John  Jose  Carroll,  for  Arthur  Garbarino, 

owner. 

PREMISES — 36-44  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 

garage. 

1490-21-BZ. 

APPLICANT — Rabenold  &  Scribner,  for  Hill-Ware  Co., 
Inc.,  owner. 

PREMISES — 3325-3339  Park  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  five  cars. 

517-22-BZ. 

APPLICANT— A.  J.  Simberg,  for  Jane  &  Mary  Stokes 
and  Anna  Waters,  owners. 

PREMISES — 225-229  St.  Nicholas  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  two 
story  public  garage. 


BOARD  OF  APPEALS. 

Tuesday,  April  18,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1148-21-A — 275  Ralph  avenue,  Brooklyn. 

174-22- A — 129-131  Greene  street,  Manhattan. 

1649-21-A — 2186  Anthony  avenue,  The  Bronx. 

158-22-A — 130-132  Chambers  street,  Manhattan. 

246-22-A — 536-556  West  27th  street,  Manhattan. 
1646-21-A— 208-212  East  120th  street,  Manhattan. 

38-22-A — 736  Broadway,  Manhattan. 

45-22-A— Northeast  corner  Kingsbridge  Road  and  Jerome 
avenue,  The  Bronx. 

133-22-A — 110-116  Nassau  street,  Manhattan. 

162- 22-A — 1637-1643  Third  avenue,  200-204  East  92nd 

street,  Manhattan. 

163- 22-A— 206-210  East  92nd  street,  Manhattan. 

164- 22-A — 57  Evelyn  Place.  The  Bronx. 

167-22-A  22-24  North  William  street,  Manhattan. 
209-22-A — 146  Water  street,  Manhattan. 

1428-21-A — 50  Wooster  street,  Manhattan. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  nearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  18,  1922,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 


cal.  no.  1449-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Henry 
J.  Schnackenberg,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage;  premises  69  Ferguson  street, 
Queens. 

cal.  no.  1499-21-BZ — Application,  November  30,  1921,  under 
the  building  zone  resolution,  of  Peter 
Millman,  architect,  on  behalf  of  Louis 
J.  Caralanotto,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  9502  Avenue  L, 
Brooklyn. 

CAL.  NO.  1166-21-BZ — Application,  March  14,  1922,  under 
the  building  zone  resolution,  of  Wm. 
H.  Good,  attorney,  on  behalf  of  Ignatz 
Wohl,  owner,  for  a  hearing  of  an  ap¬ 
plication  previously  dismissed  for  lack 
of  prosecution  to  permit  in  a  residence 
district  the  maintenance  of  a  garage 
for  five  motor  vehicles;  premises  538- 
544  8th  avenue,  Long  Island  City, 
Queens. 

cal.  no.  1291-21-BZ — Application,  December  22,  1921,  under 
the  building  zone  resolution,  of  Wil¬ 
lard  Parker,  architect,  on  behalf  of 
Tuchy  &  Upton,  Inc.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
of  51  community  garages  and  1  public 
garage  for  more  than  5  cars ;  premises 
129  Broadway,  126  Washington  street, 
Flushing,  Queens. 

cal.  no.  1661-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Anna  Brav,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  1003-1005  Intervale  avenue, 
The  Bronx. 

CAL.  NO.  124-22-BZ— Application,  January  30,  1922,  under 
the  building-  zone  resolution,  of  Fred 
Hensel,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  two  commercial  cars ; 
premi  es  541  Mitchell  avenue,  Flush¬ 
ing,  Queens. 
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cal  no.  330-22-BZ— Application,  March  6,  1922,  under  the 
building  zone  resolution,  of.  Kings 
Highway  Community  Corporation,  ap¬ 
plicant  and  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  com¬ 
munity  building;  premises  1665  East 
17th  street,  Brooklyn. 

cal.  no.  323-22-BZ — Application,  March  3,  1922.  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  “B”  area  dis¬ 
trict  the  erection  of  a  central  telephone 
exchange  building  with  the  omission  of 
a  portion  of  required  rear  yard  area ; 
premises  206-224  West  36th  street, 
Manhattan. 

cal.  no.  261-22-BZ — Application,  February  23,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Ludlow  &  Peabody,  architects,  on 
behalf  of  the  New  York  Times  Com¬ 
pany,  owner,  to  permit  in  a  two  times 
district  the  erection  of  a  loft  build¬ 
ing  exceeding  the  height  as.  limited 
by  the  zoning  resolution;  premises  231- 
239  West  43rd  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


PUBLIC  HEARING. 

Tuesday,  April  18,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hearing 
on  the  following  matter  has  been  adjourned  for  final  ac¬ 
tion,  to  Tuesday,  April  18,  1922,  at  2  p.  m.: 

280-22-S — Proposed  amendments  to  Code  of  Ordinances. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  April  18,  1922,  at  2  p.  in. 

Petitions  for  Variations. 

207-22-S — 277-279  Morris  avenue,  The  Bronx. 

222-22-S — 12-32  Jamaica  avenue,  758-70  Boulevard,  Queens. 

224-22-S— 292-314  Kent  avenue,  Brooklyn. 

204-22-S — 66  West  Houston  street,  Manhattan. 

241-22-S — 144  Melrose  street.  Brooklyn. 

267-22-S — 233-235  Pearl  street,  118  John  street.  Manhattan. 

269-22-S— 44-48  Dougherty  street,  31-35  Vine  street, 
Brooklyn. 

276-22-S— 138-146  West  14th  street,  Manhattan. 

412-22-S— 600  Kent  avenue.  Brooklyn. 

280-22-S — Proposed  Amendments  to  Code  of  Ordinances. 

976-21-S — 21-41  John  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

252-22-S — Samson  Vibrating  Bell,. approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

1421-21-S — Guar  dene  Non-Slop  Extinguisher,  approval  of 

13-21-S — Dahl  Oil  Burner. 

309-22-S — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 
proval  of. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S — Angle  Hose  Valve. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

194-22-S — Worthington  Snow  Model  Duplex  Oil  Pumps, 
aporoval  of. 

357-22-S— Ouinn  Fuel  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Os¬ 
trander  Trouble  Bell. 

465-22- S — Phister  One  Gallon  Fire  Extinguisher,  approval 

of. 


PUBLIC  HEARING. 

Friday,  April  21,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matter  has  been  adjourned  to  Friday 
April  21,  1922,  at  2  p.  m. :  _  .  „ 

281-22-S — Proposed  Rules  “Standpipe  Fire  Line. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  25,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1563-21-BZ. 

APPLICANT— Edward  J.  Walsh.  .. 

PREMISES— East  side  University  avenue,  109.13  it.  soutl 
of  McCombs  Road,  The  Bronx.  . 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  ; 

business  district  the  erection  of  a  business  building 

70-°2-BZ 

APPLICANT— Frederick  H.  Van  Nostrand,  for  Johi 
Rooney,  owner. 

PREMISES — Northwest  corner  33rd  street  and  Koosevel 
avenue,  Elmhurst,  Queens.  . 

TO  PERMIT  in  a  business  district  ithe  erection  oi  publi 

garage. 

200-22-BZ.  r  w  v  . 

APPLICANT — M.  W.  Kantrovitz,  for  Mrs.  M.  Kantro 

vitz,  owner. 

PREMISES— 1607  Avenue  T,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
garage. 

206-22-BZ. 

APPLICANT — John  D.  Armstrong,  for  Wilbur  Ihomp 
son,  owner. 

PREMISES— 1262-1270  East  19th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
four  car  garage. 


APPLICANT— Lorenz  F.  J.  Weiher,  for  Belefreed  Garag 
Corp.,  owner. 

PREMISES— 1038  Forest  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  are 
of  an  existing  garage. 

272-22-BZ. 

APPLICANT— Stuard  Hirschman,  owner. 

PREMISES— Southeast  corner  Queens  Boulevard  an 
Fisk  avenue,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  pubb 
garage. 


298-22-BZ. 

APPLICANT— John  J.  Dunnigan, 


for  Magdalene  Roh 


owner. 

PREMISES— 2337-2345  Waterbury  avenue,  The  Bronx. 
TO  PERMIT  in  a  business  district  the  erection  of  a  bas< 
ment  and  one  story  public  garage. 


313-22-BZ. 

APPLICANT— Charles  Kreymborg,  for  Peronne  Real 
Co.,  owner. 

PREMISES— Northeast  corner  Bainbridge  avenue  ar 
Fordham  Road,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
residence  district  the  erection  of  a  business  buil< 
ing. 


1560-21-BZ. 

APPLICANT— Charles  B.  Meyers,  for  Estate  of  Jol 
Blixby.  owner. 

PREMISES — 974-988  University  avenue.  The  Bronx. 
TO  PERMIT  in  a  business  district  the  conversion  of  e: 
isting  building  into  a  garage. 
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1642-21-BZ. 

APPLICANT — Walter  H.  Jackson,  for  T.  R.  Brawley, 
owner. 

PREMISES — 277-281  20th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage. 

BOARD  OF  APPEALS. 

Tuesday,  April  25,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

131-22-A — 62  Delancey  street,  Manhattan. 

191-22-A — 280  Broadway,  Manhattan. 

774-21-A — 1521  Atlantic  avenue,  Brooklyn. 

1383-21-A — 304  West  54th  street,  Manhattan^ 

232-22-A — 139  Bay  street,  Tompkinsville,  Richmond. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

334-22-A — West  side  Exterior  street,  350  feet  north  of 

150th  street,  The  Bronx. 

275-22-A — 44-58  West  143rd  street,  43-57  West  142nd  street, 

Manhattan. 

279-22-A — 48-52  Great  Jones  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  April  25,  1922„ 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  106-22-BZ — Application,  January  25,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Behan,  applicant,  on  behalf  of  New 
Dorp  Coal  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
of  coal  pockets  and  silos ;  premises  east 
side  5th  street,  50  feet  north  of  Sea- 
view  avenue,  Richmond. 

cal.  no.  1658-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Samuel 
H.  Drellich,  applicant,  on  behalf  of 
Fanny  Drellich,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  three  motor  cars;  premises 
151  Summit  Place,  The  Bronx. 
cal.  no.  1672-21-BZ — Application,  December  21,  1921,  un¬ 
der  the  building  zone  resolution,  of 
Augustine  Schiavone,  applicant,  on  be¬ 
half  of  Charles  Piscopo,  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars; 
premises  771  40th  street,  Brooklyn. 

:al.  no.  115-22-BZ — Application,  February  1,  1922,  under 
the  building  zone  resolution,  of  Jef¬ 
ferson  R.  Edwards,  applicant,  on  be¬ 
half  of  R.  Fritsche,  owner,  to  permit 
in  a  business  district  the  erection  of  a 
one  story  public  garage;  premises  551  - 
555  92nd  street,  Brooklyn. 

:al.  no.  123-22-BZ — Application,  January  28,  1922,  under 
the  building  zone  resolution,  of  Abram 
D.  Milstein,  applicant  and  owner,  to 
permit  in  a  residence  district  the  in¬ 
stallation  of  an  electric  sign  and  use 
of  basement  for  restaurant  purpose; 
premises  529  West  147th  street,  Man¬ 
hattan. 


cal.  no.  238-22-BZ — Application,  February  18,  1922,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  consulting  engineer,  on 
behalf  of  Regas  Realty  Co.,  Inc.,  own¬ 
er,  to  permit  partly  in  a  business,  dis¬ 
trict  and  partly  in  a  residence  district 
the  erection  of  a  business  building; 
premises  southwest  corner  Claremont 
Parkway  and  Fulton  avenue,  The 
Bronx. 

cal.  no.  301-22-BZ— Application,  February  28,  1922,  under 
the  building  zone  resolution,  of  De¬ 
partment  of  Plant  and  Structures,  on 
behalf  of  City  of  New  York,  owner, 
to  permit  in  a  residence  district  the 
erection  of  a  housing  station  for  De¬ 
partment  of  Street  Cleaning;  prem¬ 
ises  5608-5624  19th  avenue,  Brooklyn. 

cal.  no.  450-22-BZ— Application,  March  27,  1922,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  architect,  on  behalf  of  Ges- 
co  Realty  Company,  owner,  to  permit 
in  a  residence  district  the  erection  of 
a  business  building ;  premises  300-308 
East  176th  street,  1830-1832  Anthony 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  April  25,  1922,  at  2  p.  m. 

P etitions  for  Variations. 

1689-21-S— 5-11  East  137th  street,  Manhattan. 

784-21-S— 163  Mercer  street,  Manhattan. 

277- 22-S — 296  Elizabeth  street,  Manhattan. 

278- 22-S — 63  Meeker  avenue,  Brooklyn. 

284-22-S — 480  Sixth  avenue,  Manhattan. 

291-22-S  108  East  16th  street,  Manhattan. 

303-22-S  104-110  East  129th  street,  Manhattan. 

325-22-S— 2296-98  Third  avenue,  186-94  East  125th  street 
Manhattan. 

1703-21-S— 506  Broome  street,  Manhattan. 

240-22-S— 432-434  East  ,10th  street,  Manhattan. 

24/-22-S  102-104  Fifth  avenue,  Manhattan. 

270-22-S — 275  Water  street,  Manhattan. 

306- 22-S  19  East  54th  street,  Manhattan. 

307- 22-S— 433  West  42nd  street,  Manhattan. 

310-22-S — 125  8th  avenue,  Manhattan. 

320- 22- S — 56-58  Lewis  street,  Manhattan. 

321- 22-S— 173-175  East  87th  street,  Manhattan. 

322- 22-S  116  Elizabeth  street,  132  Bowery,  Manhattan. 
345-22-S— 420-428  East  31st  street,  Manhattan. 

349-22- S — 600  Madison  avenue,  Manhattan. 

369-22-S — 61  West  37th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

447-22-S— Howard  Water  Pressure  Reducing  Devices  ap¬ 
proval  of.  y 


BOARD  OF  APPEALS. 

Tuesday,  May  2,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
102-22-A — 354  Bowery,  Manhattan. 

283-22-A— 610-618  Broadway,  Manhattan. 
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CALENDAR 


286-22-A — North  side  Willow  street,  465.24  ft.  west  of 
Bay  street,  Richmond. 

336-22-A — 236  Empire  Boulevard,  Brooklyn. 

341- 22-A— 654  West  57th  street,  Manhattan.  * 

342- 22-A— 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

351-22-A — 753-759  7th  avenue,  160-166  50th  street,  south¬ 
east  corner,  Manhattan. 

354-22- A — 543-551  West  43rd  street,  542-554  West  44th 
street,  Manhattan. 

361-22-A — South  side  of  Canal  avenue,  460  ft.  west  of 
West  8th  street,  Brooklyn. 

365- 22-A — East  side  Clinton  avenue,  327  ft.  north  of  Ful¬ 

ton  street,  Jamaica,  Queens. 

366- 22-A— 128-132  East  57th  street,  Manhattan. 

371-22-A— 871  Bedford  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  12,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A- — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx.. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  26,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19- A— Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 


879-19-A— Pier  15,  North  River,  Manhattan. 

8S0-19-A— Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19- A — Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20- A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A— Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21- A— Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  APRIL  7,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kerby,  Fire  Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon,  Chief  Inspector  Bastress,  Superintendents  Reville, 
Moore  and  McDermott. 

(280-22-S) 

SUBJECT — Proposed  amendments  to  the  Code  of  Ordi¬ 
nances  to  be  submitted  to  the  Board  of  Aldermen. 
APPEARANCES — A.  C.  MacNulty,  representing  Real 
Estate  Board  of  New  York;  James  J.  Walker, 
representing  motion  picture  theatre  owners ;  Philip 
Pfeiffer,  Jr.,  representing  Glenwood  Theatre  Co.; 
Battalion  Chief  Joseph  O’Hanlon  and  Inspector 
Gilroy,  of  the  fire  department;  Theodore  Jung; 
Edward  Baresel,  representing  Thomas  W.  Lamb; 
Lawrence  B.  Vanhyen,  representing  Horace  G. 


Ely  &  Co.;  W.  G.  LiCompto,  representing  Jen¬ 
kins  Bros. ;  A.  L.  Boerner,  representing  W.  D.  Al¬ 
len  Mfg.  Co.,  and  M.  C.  Schill. 

ACTION  Ob  THE  BOARD — Public  hearings  closed. 
Matter  laid  over  to  Tuesday,  April  18,  1922,  for 
final  action  by  the  board. 


(281-22-S) 

SUBJECT  -Proposed  rules  governing  fire  extinguishing 
appliances. 

APPEARANCES — Not  noted.  (Matter  not  reached  for 
hearing.) 

ACTION  OF  THE  BOARD — Laid  over  to  Friday,  April 
21st,  1922,  at  2  p.  m.,  for  public  hearing. 
Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretory. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  11,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  April  4,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  15,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

131-22-A. 

APPELLANT — Harrison  G.  Wiseman  for  Delancey  Thea¬ 
tre,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 62  Delancey  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Harrison  G.  Wiseman. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922,  at  10 
a.  m.,  architect  to  submit  detailed  plans  for  first 
floor,  also  section  plans. 


161-22-A. 

APPELLANT — Atlantic  Basin  Iron  Works,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 170-186  Van  Brunt  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Frank  A.  Dickens  and  Grant  Earl. 
For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Report  of  committee  adopted  and 
appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Boulton  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(161-22-A) 

Whereas,  Atlantic  Basin  Iron  Works,  owner,  filed,  Feb. 
6,  1922,  an  appeal  with  the  board  of  appeals  from  an  order 
of  the  fire  commissioner,  affecting  premises  170-186  Van 
Brunt  street,  Brooklyn;  and 


Whereas,  the  order  of  the  fire  commissioner,  No.  70157- 
LC,  reads : 

‘You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank,  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.” 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  210  ft.  x  180  ft.  in  area,  occupied  as 
forge  and  plate  shop,  42  persons,  being  one  of  a  series  of 
five  buildings  of  the  plant  of  the  Atlantic  Basin  Iron 
Works,  there  being  two  fuel  oil  tanks,  located  inside  the 
building,  buried  beneath  the  ground,  enclosed  in  concrete, 
and  supplying  oil  for  the  burners  of  an  annealing  furnace  • 
and 

Whereas,  the  installation  has  been  in  operation  for  the 
past  22  years ;  and 

Whereas,  a  committee  of  the  board,  consisting  of  Chair¬ 
man  Walsh,  Fire  Chief  Kenlon,  Messrs.  Holland  and  Kear¬ 
ney,  visited  these  premises  on  April  10,  1922,  and  report: 

That  the  storage  tanks,  the  basis  of  the  order  of  the  fire 
commissioner,  are  located  in  the  corner  of  the  forge  build¬ 
ing,  a  one  story  structure  of  considerable  height.  The  two 
tanks  are  buried  and  enclosed  in  concrete;  the  oil  is  used 
in  the  industrial  process  by  suction  system  for  combustion 
in  annealing  furnaces,  and  so  used  for  more  than  20  years. 

The  committee  recommends  the  granting  of  this,  appeal 
on  condition  that  the  oil  storage  be  not  increased  and  that 
the  oil  employed  be  of  a  flash  point  not  less  than  the  re¬ 
quirements  of  the  fuel  oil  rules  of  the  board  of  standards 
and  appeals. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  existing  oil  storage  be  not 
increased,  that  the  flashpoint  of  the  oil  be  not  less  than 
that  required  by  the  rules  of  the  board  of  standards  and 
appeals,  and  that  the  use  of  the  oil  be  limited  to  the  an¬ 
nealing  furnaces. 


191-22-A. 

APPELLANT — O.  A.  Johnson  for  Frank  A.  Munsey, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 280  Broadway,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922,  at  10 
a.  m.,  pending  inspection  by  committee  of  the  board. 
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231-22-A.  _  .  , 

APPELLANT— Daniel  Santoro  for  Brighton  Boxing  Club, 


SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 1  Ferry  street,  Port  Richmond, 
Borough  of  Richmond. 

APPEARANCES— 

For  Appellant:  Daniel  Santoro. 

ACTION  OF  BOARD— Appeal  granted. 


THE  VOTE— 

Affirmative:  Messrs.  Beatty, 

Kearney  and  Kerby  . 

Negative:  Chairman  Walsh 

Kenlon  . 

Absent  . 


Boulton,  Holland, 
and  Fire  Chief 


5 

2 

0 


THE  RESOLUTION: 

(231-22-A) 

Whereas  Daniel  Santoro  for  Brighton  Boxing  Club, 
Inc.,  owner,  filed,  February  17,  1922,  an  appeal  with  the 
board  of  appeals  from  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  1  Ferry  street,  Port  Richmond, 
Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Feb.  17,  1922,  in  acting  on  amendment  to 
N.  B.  2242-21,  reads: 

“Disapproval  recommended  contrary  to  Building 
Code,  Sec.  72,  subdiv.  lb  in  that  building  is  not  fire¬ 
proof.  Disapproved.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  occupied  for  boxing  exhibitions,  plans 
and  specifications  filed  on  October  13,  1921,  and  certificate 
of  occupancy  issued  December  15,  1921,  it  is  now  proposed 
to  occupy  the  building  for  dancing,  roller  skating  and  bas¬ 
ketball  exhibitions,  there  being  4  stores  on  the  Richmond 
Terrace  front,  separated  from  the  auditorium  by  brick 
walls;  there  are  11  exits  leading  to  Ferry  street  and  to 
Gales  Lane;  and 

W^hereas,  the  appellant  contends  that  the  hazard  is  less 
than  if  the  building  were  used  for  boxing  exhibition's  ow¬ 
ing  to  the  removal  of  seats. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed  and  the  appeal  be  and  it 
hereby  is  granted. 


774-21-A.  - 

APPELLANT— Church  Charity  Foundation  of  the  Dio¬ 
cese  of  Long  Island. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 1521  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1922,  at  10 
a.  m. 


1148-21-A. 

APPELLANT — Lindo  Pichel  Drug  Co. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 275  Ralph  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Laid  over  to  April  18th,  1922,  at 
10  a.  m.,  for  final  disposition. 


1383-21-A. 

APPELLANT— Leo  A.  Kahn. 

SUB TECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 304  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES—  T  A  _  ,  . 

For  Appellant:  Richard  Shutkind  and  L.  A.  Schi- 

avone. 


For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1922,  at  10 
a.  m. 


189-22-A. 

APPELLANT — Meyer  Barnett,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 331-333  East  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Meyer  Barnett. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  9 

Absent :  Mr.  Boulton .  1 

THE  RESOLUTION: 


(189-22-A) 

Whereas,  Meyer  Barnett,  lessee,  filed,  Feb.  8,  1922,  an 
appeal  with  the  board  of  appeals  from  an  order  of  the 
fire  commissioner,  affecting  premises  331-333  East  27th 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Completely  separate  the  packing  box  storage  space 
from  all  windows  and  door  openings  in  the  walls  of  all 
adjoining  buildings  by  a  substantial  fence  of  fire  re¬ 
tarding  material  18  ft.  in  height,  erected  at  least  6  ft. 
from  such  openings  and  extended  at  least  6  ft.  on  each 
side  thereof  and  continued  to  the  sides  of  the  enclos¬ 
ure  or  carried  to  the  walls  of  such  buildings — as  per 
section  25-2,  chapter  12,  Code  of  Ordinances. 

“2.  Erect  a  substantial  fence  18  ft.  in  height  at  front 
(south  side)  of  lot — as  per  section  25-2,  chapter  12, 
Code  of  Ordinances.”; 

and 

Whereas,  the  premises  consist  of  two  vacant  lots  used 
for  the  storage  of  packing  boxes;  and 

Whereas,  the  appellant  contends  that  all  the  cases  are  7 
ft.  away  from  openings  of  any  kind  and  that  fire  pails 
are  distributed  throughout  various  places  in  the  yard  and 
that  he  has  been  in  business  for  the  past  10  years  and  has 
rented  site  for  3  years  and  has  received  permits  up  to  this 
time  and  that  to  comply  with  the  order  would  ruin  his 
business. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  space  for  packing 
boxes  on  these  premises  be  limited  to  3,000  cu.  ft. 


324-22-A. 

APPELLANT — W.  A.  P.  Henninger  for  Petroleum  Heat 
.  &  Power  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— N.  S.  Greenpoint  avenue,  237 
ft.  north  of  Kingsland  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  W.  A.  P.  Henninger. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(324-22-A) 


Whereas,  W.  A.  P.  Henninger  for  Petroleum  Heat  and 
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Power  Co.,  owner,  filed,  March  3,  1922,  an  appeal  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  north  side  of  Greenpoint  avenue,  237  ft. 
north  of  Kingsland  avenue,  Brooklyn ;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads : 

“1.  12  in.  concrete  enclosure  must  be  provided  for 
fuel  oil  tank.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Petroleum  Heat  and  Pow¬ 
er  Company,  the  building  in  question  being  a  one  story 
boiler  house  30  ft.  x  40  ft.  in  area,  outside  of  which  buried 
2  ft.  G  in.  below  the  ground  is  located  a  2000  gallon  tank 
5  ft.  in  diameter,  for  the  storage  of  fuel  oil ;  and 
Whereas,  appellant  desires  to  bury  the  tank  without  en¬ 
closing  same  in  12  inches  of  concrete  and  contends  that 
covering  the  tank  with  rust  resisting  protection  where  it  is 
buried  in  soil  impregnated  with  corrosive  material  com¬ 
plies  with  the  rules. 

Resolz'ed,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


356-22-A. 

APPELLANT — Richard  L.  Lombard  for  Lombard-Far- 
rell  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1296  Girard  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Richard  L.  Lombard. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(356-22-A) 

Whereas,  Richard  L.  Lombard,  for  Riordan  Brothers, 
owners,  filed,  Jan.  28,  1922,  an  appeal  with  the  board  of  ap¬ 
peals  from  an  order  of  the  fire  commissioner,  affecting 
premises  1296  Girard  avenue,  The  Bronx  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  use  and  occupancy  of  frame 
building -as  garage  or  motor  vehicle  repair  shop  for 
the  reason  that  such  use  and  occupancy  is  a  violation  of 
section  5  and  90’  of  the  Building  Code. 

“2.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises  for  the  reason  that  the 
maintenance  thereof  is  a  violation  of  section  4  of  the 
Building  Zone  Resolution — premises  being  located  in  a 
business  district.” ; 
and 

Whereas,  the  premises  consist  of  two  buildings  of  frame 
construction,  one  building  being  one  story  in  height  and 
the  other  three  stories  in  height ;  occupied,  1st  story,  repair 
shop  and  storage;  upper  stories,  dwelling;  and 

Whereas,  the  appellant  contends  that  there  was  a  motor 
vehicle  repair  shop  on  July  25,  1916,  in  a  barn  in  the  rear 
and  that  this  shop  has  been  transferred  to  the  building  in 
question. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby '  is 
granted  to  permit  the  temporary  use  and  occupancy  of  these 
premises  as  a  motor  vehicle  repair  shop  for  a  period  not 
extending  beyond  Oct.  1st,  1923. 


3-22-A 

APPELLANT — Charles  D.  Rosenthal,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 


PREMISES  AFFECTED— 319-321  East  44th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Patrick  J.  Murray  and  Mayer 
Silverman. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(3-22-A) 

Whereas,  Charles  D.  Rosenthal,  for  Henlea  Realty  Com¬ 
pany,  owner,  filed,  Jan.  3,  1922,  an  appeal  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  319-321  East  44th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“Referring  to  your  application,  dated  Oct.  18,  1921, 
for  a  permit  to  maintain  a  non-storage  garage  in  the 
building  319-321  East  44th  street,  I  regret  to  inform  you 
that  your  application  for  such  a  permit  is  disapproved 
for  the  reason  that  the  building  is  over  50  ft.  0  in.  in 
height  and  not  fireproof  as  required  by  section  72-I-G 
of  the  Building  Code. 

“You  are  therefore  hereby  ordered  to 
“1.  Forthwith  discontinue  the  maintenance  of  garage 
on  these  premises.”  ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  (50  ft.)  in  height,  58  ft.  x  98  ft.  9  in.  in  area;  occu¬ 
pied,  1st  story,  5  car  garage,  10  persons ;  2nd  to  5th  stories, 
lofts,  15  persons  above  the  1st  story,  located  in  an  unre¬ 
stricted  district;  and 

Whereas,  the  appellant  contends  that  the  garage  is  locat¬ 
ed  on  the  rear  of  the  1st  story,  with  no  gasoline  stored  on  the 
premises  other  than  that  in  the  tanks  of  the  cars  and  that 
the  section  occupied  as  a  garage  has  been  fire  retarded ; 
that  the  plans  were  approved  by  the  building  department  and 
the  fire  department  in  1921,  the  garage  being  a  private  ga¬ 
rage  for  not  more  than  five  cars ;  the  means  of  egress  con¬ 
sisting  of  two  enclosed  interior  stairways  and  a  standard  fire 
escape  on  the  front  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  opening  to  the  stair  hall  from 
the  garage  in  the  1st  story  be  permanently  closed  up ; 
that  the  opening  in  the  brick  partition  to  the  office  in  the 
1st  story  be  protected  with  approved  self-closing  fireproof 
door ;  that  the  sidewalls  where  not  of  brick  and  the  ceil¬ 
ing  of  the  garage,  be  fire  retarded  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals ;  that  no  gaso¬ 
line  storage  tank  be  permitted  on  the  premises ;  that  the 
garage  use  be  limited  to  four  commercial  trucks,  the  prop¬ 
erty  of  the  lessee  or  owner,  and  used  in  the  conduct  of 
his  business,  and  that  the  appeal  be  granted,  as  conditioned, 
only  so  long  as  the  occupancy  and  use  remain  substantially 
unchanged. 


109-22-A. 

APPELLANT — John  Norbeck,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 165-167  40th  street,  Corona, 
Queens. 

APPEARANCES— 

For  Appellant :  Mary  Norbeck  and  Margaret 
Crowe. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(109-22-A) 

Whereas,  John  Norbeck,  owner,  filed,  January  26,  1922, 
an  appeal  with  the  board  of  appeals  from  an  order  of  the 
fire  commissioner,  affecting  premises  165-167  40th  street, 
Corona,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Remove  all  motor  vehicles  stored  by  others  than 
the  occupants  of  dwelling  on  lot  where  garage  is  situ¬ 
ated —  (Residential  Zone  violation).”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
the  front  of  which  is  a  frame  dwelling  and  on  the  rear  two 
metal  structures,  each  one  story  in  height,  one  10  ft.  x  16  ft. 
in  area,  the  other  14  ft.  x  16  ft.  in  area,  occupied,  one  as  a 
one  car  garage  and  the  other  as  a  two  car  garage;  and 
Whereas,  appellant  has  filed  affidavits  that  space  in  the 
garages  were  rented  to  persons  not  residing  on  the  prem¬ 
ises  priod  to  July  25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  three  automobiles 
of  the  pleasure  car  type  be  maintained  on  the  premises, 
one  of  which  may  be  the  property  of  persons  not  residing 
on  premises. 


125-22-A. 

APPELLANT — Joseph  Albrecht  Bros.,  owners. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 375  Walnut  street,  Winfield, 
Queens. 

APPEARANCES— 

For  Appellant:  Joseph  Albrecht,  Jr. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby .  5 

Negative  . .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(125-22-A) 

Whereas,  Joseph  Albrecht  Bros.,  owners,  filed,  January 
30,  1922,  an  appeal  with  the  board  of  appeals  from  an  order 
of  the  fire  commissioner,  affecting  premises  375  Walnut 
street,  Winfield,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“Maintenance  of  your  business  is  a  violation  of  sec¬ 
tion  3,  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.,  adopted  July  25,  1916,  inasmuch  as  the  use  of 
said  bldg,  for  business  purposes  in  a  residence  district 
is  a  violation  of  above  section. 

“You  are  therefore  ordered  to  discontinue  the  use 
of  premises  for  business  purposes.”;' 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  and  basement  in  height,  38  ft.  x  45  ft.  in  area,  oc¬ 
cupied  for  the  manufacture  of  pearl  buttons,  10  persons  per 
story ;  and 

Whereas,  the  applicants  have  filed  affidavit  that  they 
have  conducted  the  business  on  the  premises  since  prior  to 
1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 

156-22-A. 

APPELLANT — Annie  M.  Gaffney,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 


PREMISES  AFFECTED — 2316  Grand  avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant:  James  B.  Gaffney. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed,  not  being  prop¬ 
erly  before  board.  May  be  resubmitted  as  a  build¬ 
ing  zone  application. 

THE  VOTE  ON  MOTION  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(156-22-A) 

Whereas,  Annie  M.  Gaffney,  owner,  filed,  February  4, 
1922,  an  appeal  with  the  board  of  appeals  from  an  order 
of  the  fire  commissioner,  affecting  premises  2316  Grand 
avenue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  maintenance  of  garage  which  is 
not  maintained  strictly  as  an  accessory  to  dwelling  on 
same  lot  on  these  premises.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  a  private  residence  and  a  one  story  brick 
garage,  17  ft.  6  in.  x  18  ft.  in  area,  occupied  for  two 
pleasure  cars ;  and 

Whereas,  the  applicant  has  filed  affidavits  that  there  was 
a  frame  garage  with  space  for  two  automobiles  on  the  rear 
of  the  premises,  which  space  was  rented  to  non-residents 
on  July  25,  1916,  and  that  this  has  been  recently  replaced 
by  a  brick  garage  of  the  same  dimensions. 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dismissed 
without  prejudice  as  not  properly  before  the  board  in  that 
the  garage  now  on  premises  was  erected  after  July  25, 
1916. 


174-22-A. 

APPELLANT — Abraham  Friedman,  for  General  Merchan¬ 
dise  Warehouse  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 129-131  Greene  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1922,  at  10 
a.  m.,  on  written  request  of  appellant. 


179-22-A 

APPELLANTS — Mary  T.  Cockcroft  and  Elizabeth  V. 
Cockcroft,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 146  Wooster  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  John  L.  Dunn. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(179-22-A) 

Whereas,  Mary  T.  Cockcrpft  and  Elizabeth  V.  Cock¬ 
croft,  owners,  filed,  Feb.  8,  1922,  an  appeal  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  146  Wooster  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals  May 
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24,  1917,  as  amended  May  2,  1918,  and  Jan.  21,  1919, 
effective  Feb.  17,  1919.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  4 
stories  and  cellar  in  height,  23  ft.  x  100  ft.  in  area;  occu¬ 
pied,  cellar  and  1st  story,  mfg.  of  paper  boxes,  7  persons ; 
2nd  story,  embroidery,  8  persons ;  3rd  story,  unoccupied ; 
4th  story,  unoccupied;  and 

Whereas,  the  appellant  contends  that  the  building  is  only 
of  small  area  and  that  two  floors  are  entirely  unoccupied. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  sprinkler  system  be 
installed  in  the  cellar. 


193-22-A. 

APPELLANT — Mary  Griffin. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1284  Cromwell  avenue,  The 

Bronx. 

APPEARANCES— 

For  Appellant:  William  Griffin. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  the  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(193-22-A) 

Whereas,  Mary  Griffin,  owner,  filed,  Feb.  19,  1922,  an  ap¬ 
peal  with  the  board  of  appeals  from  an  order  of  the  fire 
commissioner,  affecting  premises  1284  Cromwell  avenue, 
The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Section  5,  Paragraph  4,  Chapter  5  of  the  Code  of 
Ordinances,  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  now  existing  building  —  un¬ 
less  —  such  building  conforms  to  the  provisions  of  the 
Building  Code  with  respect  to  buildings  hereafter  al¬ 
tered  for  proposed  new  occupancy  or  use.’ ;  and 

“Section  90,  Chapter  5  of  the  Code  of  Ordinances, 
provides  that  ‘ —  No  frame  —  structure  shall  be  here¬ 
after  built  —  within  —  the  fire  limits.’ 

“You  are  therefore  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of  prem¬ 
ises  as  a  garage.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
which  is  located  a  frame  dwelling,  a  frame  and  stone  ga¬ 
rage  and  a  one  story  frame  garage,  20  ft.  x  25  ft.  in  area, 
occupied  for  the  storage  of  one  automobile  truck;  the 
premises  being  located  in  an  unrestricted  district  under  the 
building  zone  resolution;  and 

Whereas,  appellant  contends  that  the  building  has  been 
used  as  a  garage  for  some  years. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  side  wall  and  ceiling  where 
not  now  of  masonry  or  covered  with  metal  be  covered  with 
incombustible  material  and  that  garage  use  shall  be  limited 
to  one  commercial  truck. 


1619-21-A. 

APPELLANT — E.  V.  Reisdorf  Company. 

SUBTEFT — Anneal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 22-26  West  63rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Benjamin  F.  Butler  and  W.  F. 
Merdez. 

ACTION  OF  BOARD — Permit  extended  for  sixty  days. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(1619-21-A) 

Whereas,  E.  V.  Reisdorf,  architect,  for  63rd  St.  Cor¬ 
poration,  owner,  filed,  January  17,  1921,  an  appeal  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  22-26  West  63rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  4A-21, 
dated  January  12,  1921,  reads : 

“1.  Provide  a  standpipe  system  in  accordance  with 
Chapter  5,  Article  25,  Code  of  Ordinances. 

“2.  Provide  a  system  of  automatic  sprinklers  to 
cover  every  square  foot  of  stage  and  such  portions 
of  premises,  in  accordance  with  Article  25,  Chapter 
5,  Code  of  Ordinances. 

“3.  Plans  to  be  filed  and  approved  for  standpipe 
and  sprinkler  system  before  work  is  begun. 

“4;  Provide  a  fireproof  curtain  on  the  proscenium 
opening. 

“5.  Provide  an  approved  automatic  skylight  over 
stage  of  at  least  one-eighth  of  area  of  stage.”; 
and 

Whereas,  the  building  is  of  fireproof  construction,  65  ft. 
by  100  ft.  5  in.  in  area,  erected  for  use  as  an  auditorium, 
now  occupied  as  a  theatre  with  a  seating  capacity  of  563 
persons  in  the  orchestra,  317  persons  in  the  balcony,  and 
293  persons  in  the.  gallery,  a  total  of  1,173  persons  in  the 
entire  building,  with  a  partial  standpipe  system  on  both 
sides  of  the  theatre,  extending  from  orchestra  to  the  bal¬ 
cony  with  50  ft.  of  hose  attached  on  each  side  of  both 
orchestra  and  balcony ;  and 

Whereas,  appellant  contends  that  there  is  no  stage  but 
a.  platform  used  for  concerts  and  moving  pictures,  that 
within  six  months  the  buildinsr  will  be  altered  into  a  regu¬ 
lar  theatre  complying  with  all  the  requirements  of  chapter 
5.  article  25,  Code  of  Ordinances  ;  and 

Whereas,  appellant  requests  a  stay  of  60  days  be  grant¬ 
ed  within  which  to  finish  such  alteration;  and 

Whereas,  permission  was  granted  to'  use  the  building  as 
a  theatre  for  a  temporary  period  of  two  months  from 
March  1,  1921,  and  appellant  requested  a  further  extension, 
to  September,  1921,  which  was  granted  under  Cal.  No.  60- 
21-A ;  and 

Whereas,  appellant  requests  a  further  extension  of  time 
the  work  being  under  way  to  make  building  comply  with 
requirements. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  a  temporary  permit  to  operate  the 
theatre  for  60  days  from  the  date  of  this  action  be  and  it 
hereby  is  granted. 


BUILDING  ZONE  CASES. 

1658-21-BZ. 

APPLICANT — Samuel  H.  Drellich,  for  Fanny  Drellich, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 151  Summit  Place,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Edward  T.  Walsh. 

For  Opposition  :  Samuel  J.  Rosnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922,  at  10 
a.  m. 


106-22-BZ. 

APPLICANT — John  J.  Behan,  for  New  Dorp  Coal  Corp., 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  coal  pocket  and  silos. 

PREMISES  AFFECTED — East  side  of  5th  street  near 
Seaview  avenue,  New  Dorp,  Borough  of  Richmond. 
APPEARANCES— 
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For  Applicant:  Walter  T.  Warren. 

For  Opposition:  Henry  W.  Bridgers  and  Mrs. 
Georgine  Seguine  Berresford. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922, 
at  10  a.  m.,  for  final  hearing. 


106S-21-BZ.  . 

APPLICANT— Meszaros  and  Bernard,  applicants  and  own- 

SUBJECT— Rehearing  of  an  application  previously  denied 
to  permit  in  a  business  district  the  conversion  of 
an  existing  building  to  be  used  as  a  motor  ve¬ 
hicle  repair  shop. 

PREMISES  AFFECTED— Northeast  corner  of  Astoria 
avenue  and  Pope  street,  Queens. 
APPEARANCES—  ,  „ 

For  Opposition :  Superintendent  of  Buildings 

Moore,  of  Queens. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  ® 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  . .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(1068-21-BZ) 

Whereas,  Frederick  Gerber,  for  Meszaros  &  Bernard, 
owners,  filed  September  26,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  conversion  of  the  use  of  an  existing  building  tO'  the 
use  as  a  motor  vehicle  repair  shop;  premises  N.  E.  corner 
of  Astoria  avenue  and  Pope  street,  Borough  of  Queens ; 
and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  11, 
1922,  after  due  notice  bv  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Astoria  avenue  is  in  a  busi¬ 
ness  district  and  Pope  street  is  in  a  residence  district, 
and 

Whereas,  the  decision  of  the  fire  commissioner  rendered 
September  23,  1921.  in  acting  on  Alt.  App..  1173-21  reads: 
“Motor  vehicle  repair  shop  not  permitted  at  this  lo¬ 
cation,  which  is  in  a  business  zone.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height,  with  a  frontage  of 
42  ft.  7  in.  and  a  depth  of  86  ft.  5  in.  and  101  ft.,  irregularj 
and 

Whereas,  this  application  was  denied  by  the  board  at.its 
meeting  Nov.  29,  1921.  and  owners  requested  a  reopening 
of  the  case,  which  request  was.  granted  by  vote  of  the 
board ;  and 

Whereas,  there  was  opposition  to  the  granting  of  the  ap¬ 
plication  on  the  part  of  the  superintendent  of  buildings. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


1620-21-BZ. 

APPLICANT— Walter  J.  Vreeland  for  W.  H.  Holmes, 
owner. 

SUBJECT — Application  to  perrtiit  in  a  residence  district 
the  maintenance  of  a  garage  for  one  commercial 
car. 

PREMISES  AFFECTED — 112  Collins  avenue,  Queens. 

APPEARANCES— 

For  Applicant:  G.  W.  Bachmann. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(1620-21-BZ) 

Whereas,  Walter  J.  Vreeland,  attorney,  for  W.  H. 
Holmes,  owner,  filed  December  10,  1921,  an  application  un¬ 
der  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  maintenance  of  a  garage  for  the  storage  of  one 
commercial  car;  premises  112  Collins  avenue,  So.  Ozone 
Park,  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  April  11th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Collins  and  Ashby  avenues 
are  in  a  residence  district  and  Van  Wyck  avenue  is  in  a 
business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
November  21,  1921,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  section 
3  of  Article  2  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.,  adopted  July  25.  1916,  inasmuch  as  motor  ve¬ 
hicles  stored  are  used  for  commercial  purposes. 

“You  are  therefore  ordered  to  remove  all  automobiles 
used  exclusively  for  business  purposes  and  discontinue 
the  use  of  premises  for  storing  other  than  pleasure  or 
touring  cars,  the  property  of  the  applicant  residing  on 
the  premises.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on  the 
front  of  which  is  a  two  story  frame  dwelling  and  on  the 
rear  a  one  story  frame  structure  approximately  18  ft.  by 
19  ft.,  occupied  as  a  garage  for  two  automobiles,  one  a 
pleasure  car  and  one  a  commercial  car ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  commercial 
truck  maintained  on  these  premises  shall  be  the  property  of 
the  owner  of  the  premises  and  used  by  him  in  the  conduct 
of  his  business  and  that  this  application  is  granted  only  so 
long  as  the  property  remains  in  its  present  ownership. 


1499-21-BZ. 

APPLICANT — Peter  Millman,  for  Louis  J.  Caralanotto, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  public  garage. 

PREMISES  AFFECTED — 9502  Avenue  L,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Peter  Millman  and  John  M.  Wil¬ 
son. 

ACTION  OF  BOARD — Laid  over  for  vote  by  entire 
board. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kear¬ 


ney  and  Kerby  .  4 

Negative:  Chairman  Walsh  .  1 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon.. 


1642-21-BZ. 

APPLICANT — Walter  H.  Jackson,  for  T.  R.  Brawley, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
erection  of  a  public  garage. 

PREMISES  AFFECTED — 277-281  20th  street,  Brooklvn. 
APPEARANCES— 

For  Applicant :  Max  Ehrett. 
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ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  restored  to  calendar. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 


1560-21-BZ. 

APPLICANT — Charles  B.  Meyers. 

SUBJECT— Application  to  permit  in  a  business  district 
the  conversion  of  existing  building  into  a  garage. 
PREMISES  AFFECTED — 974-988  University  avenue,  The 

Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  restored  to  calendar. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 


118-20-BZ. 

APPLICANT — Max  Ahrens. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  two  motor  ve- 
hides. 

PREMISES  AFFECTED — 272  14th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Max  Ahrens. 

ACTION  OF  BOARD — Temporary  permit  extended  for 
two  years,  on  the  same  conditions  as  stipulated  in 
the  original  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
(118-20-BZ) 

Whereas,  Peter  Christie,  owner,  filed  February  18,  1920, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for  two 
motor  vehicles,  space  in  which  is  rented  to  persons  not  re¬ 
siding  on  premises ;  premises  272  14th  street,  Brooklyn ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  11, 


1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  14th  street  is  located  in  a 
residence  district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
January  30,  1920,  in  acting  on  application  for  a  permit, 
reads : 

.  “Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3  of  Article  2  of  the  building  zone  resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as 
motor  vehicles  stored  are  for  sale,  for  rent  or  for 
hire  or  are  subject  to  charges  for  storage.  *  *  * 

“In  addition  to  the  above,  the  storage  of  motor  cycles 
not  the  property  of  the  applicant  is  a  violation  of  the 
above  resolution. 

“You  are,  therefore,  ordered  to  remove  all  motor 
cycles  and  all  automobiles  with  gasoline  in  fuel  tanks 
stored  by  others  than  the  occupants  of  dwelling  on 
lot  where  garage  is  situated.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height  with  a  frontage  of  20  ft.  and  a  depth 
of  24  ft.,  occupied  as  a  garage  for  two  automobiles  and 
for  storage  of  motor  cycles ;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application,  and  the  applicant  has  filed  the  duly 
acknowledged  consents  of  the  owners  of  80  per  cent  of  the 
property  frontage  deemed  by  the  board  to  be  affected  and 
under  the  provisions  of  Section  7,  Subdivision  g,  of  the 
building  zone  resolution,  the  board  is  empowered  to  act 
in  a  case  of  this  kind ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  May  11,  1920,  for  a  temporary  period  and  ap¬ 
plicant  requested  a  further  extension  of  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  the  maintenance  of 
a  garage  for  the  storage  of  two  automobiles  and  two  motor 
cycles,  for  a  temporary  period  of  two  years  from  the  date 
of  this  action. 


Adjourned  1.30  P.  M. 


William  J.  O’Gorman,  Secretary. 


MINUT 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  11,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kearney,  Kerby,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Kleinert,  Reville,  Moore  and  McDer¬ 
mott. 

The  minutes  of  the  special  meeting  of  the  Board  of 
Standards  and  Appeals,  held  Friday  afternoon,  March  31, 
1922,  and  the  minutes  of  the  regular  meeting  of  the  Board 
of  Standards  and  Appeals,  held  Tuesday  afternoon,  April  4, 
1922,  were  approved  as  printed  in  the  Bulletin,  No.  15,  Vol. 
VII. 


PETITIONS  FOR  VARIATIONS. 

1689-21-S. 

PETITIONER— Fischer  Bros.,  for  J.  Sargeant  Cram,  own- 


SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 5-11  East  137th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  25th,  1922,  at 
2  p.  m.,  on  request. 


er. 


207-22-S. 

PETITIONER — Frank  A.  Carr,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 277-279  Morris  avenue,  The 

Bronx. 

APPEARANCES— None. 

ACTION  OF  BO.A  RD — Laid  over  to  April  18th,  1922,  on 
written  request. 
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212-22-S  _~v 

PETITIONER— Otto  L.  Spannhake,  for  Samuel  Bogen, 


SUBJECT _ Petition*  for  variation  from  the  labor  law  as 

cited  in  orders  of  fire  commissioner. 

PREMISES  AFFECTED— 2312  Third  avenue,  Manhattan. 


APPEARANCES—  t  ,, 

For  Petitioner:  Otto  L.  Spannhake. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 


T  H  E  V  O  T  R 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 
mott  . 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


THE  RESOLUTION : 

(212-22-S) 

Whereas,  Otto  L.  Spannhake,  for  Samuel  Bogen,  owner, 
filed  February  14,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  orders  of  the  fire  commissioner,  af¬ 
fecting  premises  2312  Third  avenue,  Manhattan,  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  30404- 

LD  and  No.  30406-LD,  read:  ,  . 

30404-LD :  “1.  Provide  an  outside  iron  balcony  hre 

escape  on  the  front  side  of  building  with  balconies.  * 
30406-LD.  “1.  Arrange  bars  on  windows  on  rear  side 
of  2nd  story,  so  as  to  be  readily  movable  or  remov¬ 


able.*  *  *” ; 


Whereas,  the  building  is  non-fireproof,  3'  stories  in 
height,  25  ft.  x  90  ft.  in  area  in  the  1st  story  and  25  ft.  x 
60  ft.  in  area  above;  occupied,  1st  story,  store,  10  persons; 
2nd  story,  restaurant,  40  persons;  3rd  story,  tailor  shop, 
20  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  lath  and  plaster  partitions  with  wood  doors  at  the  open¬ 
ings  ;  a  proposed  party  wall  balcony  on  3rd  story  connect¬ 
ing  with  fire  escape  on  the  rear  of  the  building  adjoining 
with  landing  on  roof  of  extension  in  the  2nd  story,  a  goose¬ 
neck  ladder  to  roof  of  adjoining  building;  it  is  proposed 
to  cut  a  door  3  ft.  x  7  ft.  in  the  rear  wall  in  the  2nd  story 
giving  access  to  the  extension  roof  from  rear,  there  are 
bars  on  the  rear  window  in  the  2nd  story ;  and 

Whereas,  petitioner  contends  that  owing  to  the  sink  in 
front  of  the  window,  removal  of  the  bars  would  still  ren¬ 
der  window  useless  for  purposes  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
"hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
item  1,  Order  30404,  on  condition  that  a  60  deg.  iron  stair¬ 
way  be  provided  from  the  3rd  story  balcony  to  the  roof 
of  the  second  story  extension;  that  windows  of  the  second 
and  third  stories  at  the  rear  be  fireproofed,  and  that  a  fire¬ 
proof  casement  door  be  provided  leading  to  the  extension 
roof  in  buildings  No.  2310  and  No.  2312;  and  granted  as  to 
item  1,  Order  30406,  so  long  as  the  present  occupancy  be  not 
increased. 


PETITIONER— Ruland  &  Benjamin,  Inc.,  for  Salter  Storra 
Clark,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 62  Fulton  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Charles  T.  Williams. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 


CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  9 

Negative:  Chairman  Walsh  .  1 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  ....  3 

THE  RESOLUTION : 

(235-22-S) 

Whereas,  Ruland  &  Benjamin,  Inc.,  for  Salter  Storrs 
Clark,  owner,  filed,  Feb.  17,  1922,  a  petition  with  the  board 
of  standards  and  appeals  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  62  Fulton  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  labor  law : 

“1.  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof.  *  *  * 

“NOTE — Among  the  defects  noted  on  this  fire  es¬ 
cape  are  the  following:  No  60  degree  connecting  stair¬ 
ways  between  balconies.  No  counterbalanced  stairway 
to  street.  Windows  on  course  not  fireproof  not  self¬ 
closing.  Fire  escape  needs  painting.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  23  ft.  x  71  ft.  in  area;  occupied,  1st  story,  store,  8 
persons;  2nd  story,  cane  manufacturing,  1  person;  3rd 
story,  scrap  leather  and  thumb  tacks,  4  persons;  4th  story, 
sign  letter  and  dye  mfg.,  2  persons ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  4th  story  with  scuttle  and  iron  ladder  to  roof, 
enclosed  in  lath  and  plaster  partitions,  with  wood  doors  at 
the  openings ;  a  fire  escape  on  the  front  of  the  building  with 
drop  ladder  to  street  and  non-fireproof  windows  along  the 
course  of  the  fire  escape ;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  on  July  22nd,  1919,  modified  the  or¬ 
der. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  counter-balanced  drop  ladder  in  guides  be 
provided  from  the  lowest  balcony  to  the  street,  and  that 
the  occupancy  be  limited  to  eight  (8)  persons  above  the 
first  story,  and  that  the  petition  be  granted  only  so  long  as 
conditions  remain  unchanged. 


784-21-S. 

PETITIONER— John  Best. 

SUBJECT — Variation  of  the  labor  law  in  re  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 163  Mercer  street,  Manhattan. 
APPEARANCES— 

For  Petitioner  :  John  Best. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott.  11 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION : 

(784-21-S) 

Whereas,  John  Best,  owner,  filed  June  30,  1921,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals  for  vari- 
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ation  of  the  requirements  of'  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  163  Mer¬ 
cer  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  22022- 
LD,  dated  May  7,  1921,  reads : 

“1.  Provide  an  additional  means  of  exit  from  the 

cellar. 

“2.  Extend  the  interior  stairway  at  the  south  side  of 
building  to  the  roof,  as  per  section  271  of  the  labor 

law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
four  stories  in  height,  25  ft.  by  85  ft.  in  area  at  the  street 
level  and  25  ft.  by  70  ft.  in  area  above,  occupied  as  fol¬ 
lows  :  First  story,  store,  paper  box  manufacturing,  4  per¬ 
sons ;  second  story,  loft,  4  persons;  third  story,  paper  box 
manufacturing,  5  persons.;  fourth  story,  at  present  vacant, 
the  means  of  egress  consisting  of  an  interior  wooden  stair¬ 
way  extending  from  first  story  to  fourth  story  with  iron 
ladder  to  scuttle  in  the  roof ;  the  stairway  being  enclosed 
in  wood  stud  lath  and  plaster  partitions  with  wooden 
doors  at  the  openings;  a  fire  escape  on  the  front  of  the 
building  with  fire  windows  along  the  course  of  the  fire 
escape ;  and 

Whereas,  petitioner  states  that  last  year  this  order  was 
modified  by  the  board  of  review  of  the  fire  department  on 
condition  that  an  iron  ladder  from  the  top  floor  platform 
to  the  roof  with  counterbalanced  scuttle  be  installed,  which 
changes  were  made  and  requests  that  the  order  be  re¬ 
scinded;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  Sept.  27,  1921,  on  certain  conditions  and  petitioner 
appeared  before  the  board  and  requested  a  modification 
of  these  conditions  and  permission  to  amend  the  petition  to 
include  order  as  to  means  of  egress  from  the  cellar. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted, 
as  to  item  2,  on  condition  that  the  top  story  remain  vacant 
and  that  the  present  occupancy  of  the  building  be  not  in¬ 
creased,  and  as  to  item  1,  on  condition  that  a  double  rung 
iron  ladder  be  provided  from  the  cellar  to  the  window  open¬ 
ing  on  the  rear  yard. 


1617-21-S. 

PETITIONER — T.  B.  Bryant,  for  Realty  Associates,  own¬ 


er. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in,  order  of  fire  commissioner. 

PREMISES  AFFECTED — 38  Flatbush  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  T.  B.  Bryant. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  10 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 


(1617-21-S) 

Whereas,  T.  B.  Bryant,  for  Realty  Associates,  owner, 
filed,  Dec.  12,  1921,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  38  and  40  Flatbush  avenue,  Brooklyn; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on  the 
Flatbush  avenue  side  of  building.*  * 

and 


Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
45  ft.  11  in.  x  76  ft.  1  in.,  irregular  in  area,  divided  into  two 
portions  by  a  cross  partition  wall,  occupied,  1st  story,  re¬ 
tail  stores;  2nd  story,  awning  manufacture,  5  persons;  3rd 
story,  candy  packing,  17  persons;  4th  story,  candy  mfg.,  9 
persons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  in  the  Liv¬ 
ingston  street  portion  of  the  building,  enclosed  in  non-fire¬ 
proof  partitions  with  non-fireproof  doors  at  the  openings ; 
an  interior  stairway  in  the  Flatbush  avenue  portion  extend¬ 
ing  from  the  2nd  story  to  the  roof,  unenclosed ;  two  exits 
in  the  3rd  story  leading  to  building  adjoining,  an  exit  in  the 
4th  story  leading  to  the  adjoining  roof,  a  horizontal  exit 
in  the  4th  story  protected  by  fireproof  self-closing  door 
leading  to  stairway  in  Building  No.  36;  an  iron  ladder  lead¬ 
ing  from  roof  to  roof  of  adjoining  premises;  and 

Whereas,  petitioner  contends  that  he  has  complied  with 
the  order  as  originally  issued  in  1917. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


222-22-S. 

PETITIONER— Harry  J.  Schmer,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED1 — 12-32  Jamaica  avenue,  758-770 
Boulevard,  Queens. 

APPEARANCES— 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD' — Laid  over  to  April  18th,  1922,  for 
final  disposition. 


1703-21-S. 

PETITIONER — Charlotte  A.  Jenks. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 506  Broome  street,  Manhattan 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Petition  restored  to  calendar. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon.  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  11 

Negative  .  q 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon. .  2 


976-21-S. 

PETITIONER — Arbuckle  Bros.,  owners. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 21-41  John  street,  Brooklyn 
APPEARANCES— 

For  Petitioner:  Timothy  J.  Shea  and  A.  R.  Lev- 
eridge. 

ACTION  OF  BOARD — Laid  over  to  April  18.  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


253-22-S 

PETITIONER — James  P.  Divver. 

SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 14  Duane  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Withdrawn.  -  Chairman  read  cor¬ 
respondence. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Reville, 
Kleinert,  Moore  andi  McDermott  .  8 
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Negative  . .  0 

Absent:  Messrs.  Holland,  Kearney,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  Brady  .  5 

40-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Max  Weiss, 
owner.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 473  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— 'Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Kearney,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  *9 

Negative  . .  u 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(40-22-S) 

Whereas,  Samuel  Rosenblum,  for  Max  Weiss,  owner, 
filed  Jan.  11,  1922,  a  petition,  with  the  board  of  standards 
and ’appeals,  for  variation  from  the  requirements,  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  473  Broadway  and  245  Mercer  street, 

Manhattan ;  and  .  .  «  . 

Whereas,  the  order  of  the  fire  commissioner  reads. 

“2.  Reduce  the  area  of  wire  glass  in  doors  open¬ 
ing  on  both  stairways  all  stories,  so  as  not  to  ex¬ 
ceed  360  sq.  in.  in  any  one  pane  or  720  sq.  in.  on 
any  story,  as  per  section  79-B-2  of  the  Labor  Law  an 
Rule  505  of  the  Industrial  Code.”; 

^Whereas,  the  building  is  non-fireproof,  8  stories  in 
height  25  ft.  by  200  ft.  in  area,  occupied,  1st  story,  stock: 
and  show  room,  20  persons;  2nd  story,  stock  and  show 
rcom,  4  persons;  3rd  story,  stock  and  show  room,  4  per 
sons;  4th  story,  mfg.  shirts,  18  persons;  5th ‘Story,  m  g. 
pocketbooks,  25  persons ;  6th  story,  mfg.  slippers  20  per¬ 
sons;  7th  story,  mfg.  leggings  6  persons ;  8th  story,  mfg. 
shirtwaists,  4  persons;  the  building  being  equipped  .  with 
a  fire  alarm  signal  system;  the  means  of  egress  consisting 
of  two  interior  fireproof  stairways,  extending  from  the 
1st  story  to  the  roof,  enclosed  in  fireproof,  partitions  with 
fire  doors  at  the  openings,  the  area  of  wire  glass  in  the 

partitions  exceeding  720  sq.  in. ;  and  .  . 

Whereas,  petitioner  contends  that  the  work  was  done 
to  the  satisfaction  of  the  chief  of  the  bureau  of  fire  pre¬ 
vention  of  the  fire  department,  the  area  of  wire  glass 
having  been  reduced  by  fireproof  muntms;  and  . 

Whereas,  the  board  deemed  that  the  recommendations 
of  the  chief  of  the  bureau  of  fire  prevention  of  the  tire 
department,  dated  March  10  1919,  should  be  ratlf^d- 
Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  be  and  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  recommenda¬ 
tion  of  the  chief  of  the  bureau  of  fire  prevention  of  the 
fire  department,  dated  March  10,  1919,  be  complied  with, 
and  as  long  as  conditions  as .  to  use  and  occupancy  re¬ 
main  unchanged. 


APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— 'Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Kearney,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  19 

Negative  . .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION : 

(63-22-S) 

Whereas,  Samuel  Rosenblum,  for  Est.  of  Henry  Welsh, 
owner,  filed,  Jan.  14,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  463  Greenwich  street  and  20-22 
Desbrosses  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire,  commissioner  reads.: 

“1.  Enclose  the  interior  stairways  at  the  west  side 
of  No.  20  and  north  side  of  No.  22  buildings  serving 
as  a  required  means  of  exit,  and  the  landings,  plat¬ 
forms  and  passageways  connecting  therewith  on  all 
sides,  with  partitions  of  fire  resisting  material  ex¬ 
tending  continuously  from  the  cellar  to  3  ft.  above 
the  roof  *  *  *. 

“2.  Extend  the  interior  stairways  at  the  west  side 
of  No.  20  and  north  side  of  No.  22  buildings  to  the 
roof,  as  per  section  271  of  the  Labor  Law.”; 

Whereas,  the  premises  consist  of  two  buildings,  each 
6  stories  in  height,  33  l/3  ft.  by  90  ft.  and  80  ft.  in  area; 
occupied,  No.  463;  Greenwich  street,  1st  story,  storage  of 
iron  pipes;  2nd  and  3rd  stories,  mfg.  of  metal  cans,  6  per¬ 
sons;  4th,  5th  and  6th  stories,  mfr.  of  metal  cans,  30  per¬ 
sons  occupied,  No.  20  Desbrosses  street,  1st  story,  stor¬ 
age;  2nd  story,  storage  of  pipes;  3rd  story,  mfr.  of  cans, 
6  persons;  4th  story,  mfr.  of  auto  lamps,  10  persons;  5th 
story,  mfr.  of  auto  lamps,  10  persons;  6th  story,  mfr.  of 
cans,  5  persons ;  the  means  of  egress  consisting  of  an 
interior  stairway  in  each  building,  that  in  No.  20  Des¬ 
brosses  street  extending  from  the  1st  story  to  the  6th 
story  with  scuttle  and  iron  ladder  to  the  roof,  enclosed 
in  fire  resisting  material  on  the  loft  side  with  fire  doors 
at  the  openings;  the  stairway  in  No.  463  Greenwich  street 
enclosed  in  fire  resisting  material  ,  on  the  loft  side  with 
metal  covered  doors  at  the  openings,  a  horizontal  exit 
in  the  2nd  and  6th  stories  protected  by  automatic  fireproof 
doors  leading  from  one  building  to  the  other ;  a  fire  escape 
on  the  front  of  each  building  with  drop  ladder  to  street; 
with  non-fireproof  windows  along  the  course  of  the  fire 

escape;  and  ,  ,  ,  , 

Whereas,  petitioner  contends  that  the  order  was  modi¬ 
fied  iby  the  board  of  review  of  the  fire  department  on  July 

6,  1920;  and  .  ,  , 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department,  dated  July  6,  1920,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  the  stipulations  set  forth  in  the  resolution  of 
the  board  of  review  of  the  fire  department,  dated  July 
6,  1920,  be  complied  with,  and  so  long  as  conditions  as 
in  use  and  occunancv  remain  unchanged. 


6>3  2°  S 

PETITIONER— Samuel  Rosenblum,  for  the  Estate  of 
Henry  Welsh,  owner.  .  .  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 463  Greenwich  street,  20-22 
Desbrosses  street,  Manhattan. 


87-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Theodore  Condo- 
giane,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 
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PREMISES  AFFECTED — 163  Bowery,  2-12  Kenmare 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  11 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(87-22-S) 

W  iiereas,  Samuel  Rosenblum,  for  Theodore  Condogiane, 
owner,  filed,  Jan.  19,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  168  Bowery  and  2-12 
Kenmare  street,  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  29504-LD.  “1.  Enclose  the  interior  stairway 

at  the  west  side  of  building  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  enclo¬ 
sure  are  the  following:  Doors  are  not  self-closing 
all  stories.  Windows  in  stair  halls  exceed  720  sq. 
in.  of  wire  glass.  Area  of  wire  glass  panels  in  doors 
leading  to  stair  enclosure  exceeds  360  sq.  in.  in  single 
pane  of  glass  and  720  sq.  in.  on  any  story.” 

No.  29505-LD,  “1.  Arrange  the  doors  at  east  end 
of  corridor  which  leads  to  the  fire  escape  on  all  stories 
so  that  same  will  be  double  swinging  as  per  section 
271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  19  ft.  5)4  in.  by  99  ft.  8jHs  in.  irregular  in  area; 
occupied,  1st  story,  stores;  2nd  story,  jewelers  and  tailor, 
20  persons ;  3rd  story,  mfg.  gold  chains,  12  persons ;  4th 
story,  jewelers,  26  persons;  the  means  of  egress  consist¬ 
ing  of  an  interior  stairway  extending  from  the  1st  story 
to  the  roof,  enclosed  in  fire  resisting  partitions  with  metal 
covered  doors,  glazed  with  wire  glass  at  the  openings ;  a 
fire  escape  on  the  front  of  the  building  with  counterbal¬ 
anced  stair  to  street,  with  non-fireproof  windows  along 
the  course  of  the  fire  escape ;  and 
Whereas,  it  appears  that  there  are  wire  glass  panels  in 
the  doors  and  in  the  partitions,  exceeding  the  area  per¬ 
mitted  under  the  Labor  Law ;  and 
Whereas,  petitioner  contends  that  these  conditions  were 
accepted  by  the  board  of  review  of  the  fire  department ; 
and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department,  dated  June  2,  1920,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  in  so  far  as  it  relates  to 
item  No.  1  of  order  No.  29504-LD,  be  and  it  hereby  is 
granted  on  condition  that  the  stipulations  set  forth  in  the 
action  of  the  board  of  review  of  the  fire  department,  dated 
June  2,  1920,  be  complied  with  and  that  the  order  of  the 
fire  commissioner,  No.  29505,  be  affirmed  and  the  petition 
in  so  far  as  it  relates  to  this  order  be  denied. 


121-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Henry  Aschen- 
bach,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 71  Warren  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 


For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott.  11 

Negative  .  q 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  2 
THE  RESOLUTION: 

(121-22-S) 

Whereas,  Samuel  Rosenblum,  for  Henry  Aschenbach, 
owner,  filed,  Jan.  27,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  71  Warren  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  approved  fireproof  self-closing  win¬ 
dows  for  all  openings  upon  the  course  of  the  fire 
escape  at  the  front  of  building  as  per  sec.  274  of  the 
Labor  Law. 

“2.  Arrange  the  entrance  doors  at  street  so  as  to 
open  outwardly  as  per  section  271  of  the  Labor  Law.” ; 

and 

■  \V  hereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  by  75  ft.  in  area  in  the  1st  story  and  25  ft. 
by  72  ft.  in  area  above;  occupied,  1st  story,  jobbers,  15 
persons;  2nd  story,  salesroom,  1  person;  3rd  story,  har¬ 
ness  mfg.,  5  persons;  4th  story,  mfr.  of  pans,  2  persons; 
5th  story,  mfr.  of  tin  boxes,  4  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the 
1st  story  to  the  4th  story,  with  scuttle  and  iron  ladder 
to  roof;  enclosed  in  wood  board  partitions  with  wood  doors 
at  the.  openings,  a  fire  escape  on  the  front  of  the  build¬ 
ing  with  counterbalanced  stair  to  street;  and 

Whereas,  petitioner  contends  that  a  similar  order  was 
modified  by  the  board  of  review  of  the  fire  department 
Oct.  14,  1919,  on  condition  that  the  stairway  was  made 
smokeproof  and  self-closing  attachment,  enclose  all  doors, 
which  work  was  done. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  in  so  far  as  it  relates  to  item 
No.  1  be  and  it  hereby  is  granted  on  condition  that  the 
occupancy  be  limited  to  10  persons  above  the  2nd  story, 
and  that  the  order  of  the  fire  commissioner  in  so  far  as  it 
relates  to  item  No.  2,  be  affirmed  and  the  petition  as  to 
this  item  be  denied. 


155-22-S 

PETITIONER — Samuel  Rosenblum. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 60  Grand  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum,  O.  D.  Dike. 
For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  . . .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  11 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(155-22-S) 

Whereas,  Samuel  Rosenblum,  for  Francis  D.  Bailey, 
owner,  filed  February  3,  1922,  a  petition  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis- 
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sioner,  affecting  premises  60  Grand  street,  Manhattan ,  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  16742- 

LD,  reads:  . 

“1.  Enclose  the  interior  stairway  at  west  side  ot  build¬ 
ing,  serving  as  a  required  means  of  exit,  and  the  land¬ 
ing!  platforms  and  passageways  connecting  therewith, 
on  all  sides,  with  partitions  of  fire  resisting  material 

*  *  *”  • 

•  f 

Whereas,  the  building  is  non-fireproof,  7  stories  .in 
height,  25  ft.  x  100  ft.  in  area,  occupied,  1st  story,  paint 
store;  2nd  story,  stamping  machines,  8  persons;. 3rd  story, 
stamping  machines,  4  persons ;  4th  story,  machinist,  14  per¬ 
sons;  5th  story,  embroiderers,  8  persons;  6th  story,  toys,  3 
persons  j  7th  story,  photographer,  5  persons ;  the  building 
being  equipped  with  a  sprinkler  system  and  a  fire  alarm  sig- 
nal  system;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  lath  and  plaster  partitions  with  wood  doors  at  the  open¬ 
ings  a  party  wall  fire  escape  on  the  rear  of  the  building 
taking  in  No.  62  and  No.  64  with  a  fireproof  passageway 
through  No.  64  direct  to  street,  the  balconies  being  connect¬ 
ed  by  stairways ;  and 

Whereas,  petitioner  requests  that  the  means  of  egress 

be  accepted  as  adequate.  .  .  ,  , 

Resolved, ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


202-22-S 

PETITIONER— Samuel  Rovinsky,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 79  East  10th  street,  Manhattan. 

APPEARANCES—  w  ,  ,  ,  - 

For  Administration:  Inspector  Maher  of  the  hre 

department. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 
mott  . '■ . 

Negative  . . .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION : 

(202-22-S) 

Whereas,  Samuel  Rovinsky,  owner,  filed  Feb.  11,  1922, 
a  petition  with  the  board  of  standards  and  appeals  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  79 
East  10th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  25  ft.  x  46  ft.  in  area,  occupied,  base¬ 
ment,  carpenter  and  tinsmith,  1  persons;  1st  story,  restau¬ 
rant  ;  2nd  story,  mfr.  of  hair  goods,  4  persons ;  3rd  story, 
mfr.  of  dresses,  10  persons;  4th  story,  mfr.  of  pocket- 
books,  4  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  4th 
story  with  scuttle  and  ladder  to  the  roof  in  loft  top  story, 
the  stairway  being  enclosed  in  lath  and  plaster  partitions 
with  wood  and  metal  lined  doors  at  the  openings ;  a  fire 
escape  on  the  rear  of  the  building  with  fireproof  doors 
and  windows  along  the  course  of  the  fire  escape;  with 
egress  through  yard  of  adjoining  premises,  the  roofs  of 
the  buildings  adjoining  being  the  same  height  as  the  build¬ 


ing  in  question;  and 

Whereas,  petitioner  contends  that  the  means  of  egress  are 
adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  double  rung  iron  ladder  be  provided  in  the 
top  story  hall  to  the  scuttle  in  the  roof. 


289-22-S. 

PETITIONER— William  D.  Foster,  for  John  H.  Hutaff, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 220  East  51st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  William  D.  Foster  and  John  H. 
Hutaff. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  10 

Negative  . .. .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 

Superintendent  Moore  .  3 

THE  RESOLUTION : 

(289-22-S) 


Whereas,  Wm.  D.  Foster,  for  John  H.  Hutaff,  Inc.,  own¬ 
er,  filed  Feb.  27,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  variation  from  the  requirements  of 
the  labor  law  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  220  East  51st  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  in  acting  on  Alt.  App.  No.  244-22,  reads: 

“1.  At  least  two  means  of  exit  as  per  Labor  Law 
should  be  provided  from  each  portion  at  each  floor.”; 
and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
25  ft.  x  105  ft.  4  in.  in  area,  separated  into  a  front  and 
rear  section  by  an  open  court;  occupied,  front,  1st  story 
and  2nd  story,  exhibition  space,  occupied  only  at  intervals ; 
rear,  1st  and  2nd  stories,  same  as  front;  3rd  and  4th  stor¬ 
ies,  manufacturing,  15  persons  per  story  in  the  front,  and 
3rd  and  4th  stories,  manufacturing,  12  persons  per  story 
in  the  rear;  the  means  of  egress  consisting  of  an  interior 
stairway  in  the  front  portion  of  the  building,  extending 
from  1st  story  to  4th  story,  enclosed  in  fire  resisting  parti¬ 
tions  and  a  bridge  connecting  the  front  and  rear  portion ; 
and 

Whereas,  petitioner  proposes  to  erect  in  the  court  a 
fireproof  tower  to  enclose  a  fireproof  stairs  extending  to 
the  roof  and  connecting  to  the  street  by  means  of  a  fire¬ 
proof  passage,  all  doors  to  tower  and  passage  to  be  fire¬ 
proof,  self-closing  and  all  windows  on  court  to  be  fire¬ 
proof  and  to  provide  fireproof  self-closing  door  at  openings 
leading  to  existing  stairway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  work  proposed  be  completed  in  accord¬ 
ance  with  plans  filed  with  the  petition. 


99-22-S. 

PETITIONER — Samuel  Rosenblum  for  Albert  Levi,  own¬ 
er. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 138  West  34th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Granted  on  condition. 
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CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  11 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(99-22-S) 

Whereas,  Samuel  Rosenblum,  for  Albert  Levi,  owner, 
filed,  January  24,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  variation  from  the  requirements  of 
the  labor  law  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  138  West  34th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“1.  Plan  of  vestibule  is  not  clear;  obstruction  by 
showcase  not  permitted.  (Also  egress  from  the  fire 
escapes  must  be  through  a  fireproof  passageway  and 
so  indicated  on  plans.”)  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  x  98  ft.  9  in.  in  area,  occupied,  1st  story,  store ; 
2nd  story,  salesrooms,  8  persons ;  3rd  story,  men’s  tailor, 
9  persons ;  4th  story,  furrier,  5  persons ;  5th  story,  cloaks 
and  suits,  13  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  fire  resisting  partitions  with  kalameined  doors 
at  the  openings,  a  fire  escape  on  the  rear  of  the  building 
with  landing  on  roof  of  extension  in  the  2nd  story,  with 
counter-balanced  stairway  to  adjoining  yard  and  with  fire¬ 
proof  windows  on  the  course  of  the  fire  escape,  one  on  each 
story  being  a  casement  sash;  and 

Whereas,  petitioner  contends  that  the  show  window  in 
the  entrance  hall  is  permanently  built  in  and  rigid  and  that 
there  is  a  fireproof  door  directly  from  the  entrance  to  the 
hallway  shutting  off  the  stairway  and  hallway  from  this 
show  window ;  and 

Whereas,  the  petitioner,  in  view  of  the  light  occupancy 
requests  that  the  means  of  exit  be  considered  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
egress  from  the  rear  fire  escape  by  means  of  counter-bal¬ 
anced  stairway  from  the  second  story  extension  to  the  yard 
of  the  adjoining  premises,  on  condition  that  consent  of  the 
adjoining  owner  is  filed  with  the  bureau  of  buildings,  and 
that  the  conditions  remain  unchanged,  and  that  the  deci¬ 
sion  of  the  superintendent  of  buildings  as  to  the  vestibule 
and  extending  hall  partitions  to  the  street  be  and  it  hereby 
is  affirmed  and  the  petition  as  to  this  item  be  and  it  hereby 
is  denied. 


223-22-S. 

PETITIONER — Samuel  Rosenblum,  for  130  West  32nd 
Street  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 130  West  32nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  11 


Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(223-22-S) 

Whereas,  Samuel  Rosenblum,  for  No.  130  West  32nd 
Street  Co.,  owner,  filed  February  15,  1922,  a  petition  with 
the  board  of  standards  and  appeals  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  130  West  32nd  street 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

1.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  *  * 

Note :  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

‘Windows  on  course  not  self-closing;  no  balcony  on 
3rd  story ;  no  stairway  connecting  3rd  to  2nd  stories 
between  balconies;  no  stairway  from  lowest  balcony  to 
ground ,  no  passageway  from  termination  of  fire  escape 
to^street;  no  stairway  from  top  balcony  to  roof. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  21  ft.  x  98  ft.  9  in.  in  area,  in  the  1st  story  and  21 
ft.  x  88  ft.  in  area  above;  the  4th  story  being  40  ft.  in  depth; 
occupied,  1st  story,  electrical  supplies ;  2nd  story,  show 
room,  front,  3  persons;  rear,  storage;  3rd  story,  mfg. 
dresses,  9  persons;  4th  story,  furrier,  8  persons;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  4th  story  with  scuttle  and  ladder  to  roof, 
enclosed  in  lath  and  plaster  partitions  with  wood  doors  at 
he  openings,  a  fire  escape  on  the  rear  of  the  building  with 
landing  on  extension  roof  in  2nd  story  and  fireproof  win¬ 
dows  along  course  of  fire  escape;  and 

Whereas,  it  is  proposed  to  provide  a  stairway  extending 
from  the  3rd  story  balcony  to  the  roof  of  the  extension  ad¬ 
joining. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
item  1,  on  condition  that  an  iron  stairs  be  provided"  from 
the  roof  of  the  second  story  extension  to  the  roof  of  the 
extension  of  building  at  the  east,  egress  from  which  may 
be  had  to  the  north  and  south ;  and  granted,  as  to  Item  2, 
on  condition  that  a  fixed  double  rung  iron  ladder  be  pro¬ 
vided  from  the  top  story  stair  hall  to  a  scuttle  in  the  roof, 
not  less  than  four  square  feet  in  area;  that  a  gooseneck 
ladder  be  provided  from  the  main  roof  to  the  3rd  story  roof 
at  the  rear,  and  that  petition  be  granted  so  long  as  present 
conditions  as  to  use  and  occupancy  remain  unchanged. 


227-22-S. 

PETITIONER — Lazar  Bresler,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 194  William  street,  Manhattan. 
APPEARANCES— 

For  Adminstration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott. .  11 

Negative  .  o 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION : 

(227-22-S) 

Whereas,  Lazar  Bresler,  for  Ingraham  Corporation, 
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fllprl  Feb  16  1922  a  petition  with  the  board  of 
standards  and^; appeals,  for  Variation  fro™  the  regents 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  comm  s 
sioner,  affecting  premises  194  William  street,  Manhattan, 

3 °\V h eire a s,  the  order  of  the  fire  commissioner  reads : 

“1.  Extend  the  interior  stairway  to  the  roof,  as  per 

section  271  of  the  Labor  Law.  Knil/lincr 

“2.  Arrange  the  fire  escape  on  west  side  of  building 

and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  *  *  *  „„„„„ 

“Among  the  defects  noted  on  the  above  fire  escape 
are  the  following :  Doors  to  balconies  at  least  2  ft.  x 
6  ft.  not  provided.  Windows  on  course  4th  floor  not 
self-closing.  No  counter-balanced  stairway  to  street.  , 

a  Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
17  ft  x  56  ft.  in  area,  occupied,  1st  story,  lunch  roorn;  2nd 
story,  club  room;  3rd  story,  carpenter  and  printer,  3  per¬ 
sons;  4th  story,  stone  cutting,  10  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extendmg  from 
the  1st  story  to  the  4th  story  with  a  60  degree  double  rung 
stair  leading  to  scuttle  in  the  roof,  the  stairway  being 
enclosed  in  wood  partitions  covered  with  metal  on  both 
sides  with  wood  doors  at  openings.;  a  fire  escape  on  the 
front  of  the  building  with  drop  ladder  in  guides  to  street 
and  fireproof  self-closing  doors  and  windows  along  the 

course  of  Ihe  fire  escape;  and 

Whereas,  petitioner  contends  that  the  roof  to  the  south 
and  the  roof  to  the  north  are  the  same  height  as  the  roof 
of  building  in  question  and  that  the  means  of  egress  are  ade- 

qURe'solved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the Aabor 
law  and  that  the  petition  be  and  It  hereby  is  granted  so  long 
as  present  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


“37-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Josam  Realty 

Corp.,  owner.  .  ,  .  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 20  East  9th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum.  ~ 

For  Administration:  Inspector  Maher  of  the  fire 
department.  .  . 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE—  TT7  ,  ,  p  .. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  . 

M pnro.+T  V0  . .  .  •  . . . 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. .  2 

THE  RESOLUTION : 

(237-22-S) 

Whereas,  Samuel  Rosenblum,  for  Josam  Realty  Corpn., 
owner,  filed,  Feb.  18,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  re(lu^' 
ments  of  the  labor  law,  as  cited  m  orders  of  the  fire  com¬ 
missioner,  affecting  premises  20  East  9th  street,  Manhat- 

ta\VHEREAS,  the  orders  of  the  fire  commissioner  read : 

No.  30982-LD.  “1.  Extend  the  interior  stairway,  at 

the  east  side  of  building  to  the  roof,  as  per  section 
271  of  the  Labor  Law.”; 

a°No  30983-LD.  “1.  Provide  safe  and  unobstructed 

passageway  from  the  lower  termination  of  the  fire 
escape  on  rear  of  building  at  least  3  ft.  wide  throug 
out  leading  to  the  street,  or  by  means  of  providing  ac¬ 


cess  to  an  open  area  having  communication  with  the 
street  as  per  section  273  of  the  Labor  Law.”; 
and  • 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  25  ft.  by  63  ft.  in  area  in  the  1st  story 
and  25  ft.  by  45  ft.  in  area  above;  occupied,  1st  story,  fur¬ 
riers;  2nd  story,  furriers,  6  persons;  3rd  story,  mfr.  trim¬ 
mings  and  buttons,  7  persons;  4th  story,  mfr.  skirts,  13  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  4th  story  with 
scuttle  and  iron  ladder  to  roof,  enclosed  in  lath  and  plas¬ 
ter  and  wood  board  partitions  with  wood  doors  at  the 
openings;  a  fire  escape  on  the  rear  of  the  building  with 
stair  to  yard  and  door  in  wall  to  yard  of  No.  18  and  thence 
to  street;  with  fireproof  windows  along  the  course  of 
the  fire  escape ;  a  casement  window  on  the  top  story 
only. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  order  No.  30982,  on  condition  that  a  60  degree  iron 
stair  be  erected  from  the  roof  of  the  3rd  story  to  the 
main  roof  with  balcony  at  main  roof  level,  and  as  to 
order  No.  30983,- item  No.  1,  on  condition  that  egress  to 
adjoining  yard  be  provided  by  gate  in  fence  maintained 
unfastened  and  unobstructed. 

Resolved,  further  that  this  petition  be  granted  only  so 
long  as  these  conditions  remain  unchanged. 


25  5-22- S 

PETITIONER— Samuel  Rosenblum,  for  Le  Gray  Realty 
Co.,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 33-35  West  17th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  11 

Negative  . • . .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(255-22-S) 

Whereas,  Samuel  Rosenblum,  for  Le  Gray  Realty  Co., 
Inc.,  owner,  filed,  Feb.  21,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  33-35  West  17th  street,  Man¬ 
hattan  ;  and  .  . 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  74354-LD.  “1.  The  exterior  screened  stairway 

at  the  rear  does  not  comply  with  the  labor  law  in 
that  the  doors  leading  to  the  stairs  open  inwardly, 
there  is  no  safe  pasasge  from  the  foot  of  the  stairs 
to  the  street,  and  the  iron-work  has  not  been  scraped 

and  painted.”  .  . 

No.  74355-LD.  “2.  Vestibules  consisting  of  sheet 

metal  have  been  erected  so  as  to  permit  the  doors 
to  open  outwardly  without  obstructing  the  stairways. 
This  work,  however,  cannot  be  accepted  by  this  Bu¬ 
reau  as  these  vestibules  are  not  of  fireproof  construc¬ 
tion.”; 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
50  ft.  by  92  ft.  in  area  in  the  1st  story  and  50  ft.  by  86 
ft.  in  area  above;  occupied,  1st  story,  exporters  and  im¬ 
porters;  2nd  story,  stock  room  of  sweaters,  3  persons; 
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3rd  story,  mfr.  ladies’  gowns,  20  persons;  4th  story  mfr 
dresses,  35  persons;  5th  story,  mfr.  cloaks  and  embroid¬ 
ery,  27  persons;  6th  story,  mfg.  cloaks  and  suits,  35  per¬ 
sons;  7th  story,  mfg.  cloaks  and  suits,  40  persons;  8th 
story,  mfg.  cloaks  and  suits,  56  persons;  9th  story,  mfr. 
dresses  and  embroidery,  27  persons;  10th  story,  hand  em¬ 
broidery  and  mfg.  dresses,  27  persons;  11th  story,  mfg. 
silk  lamp  shades,  50  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  fireproof  stairway  extending  from  the 
1st  story  to  the  roof,  enclosed  in  fireproof  partitions,  with 
metal  covered  doors  at  the  openings ;  an  exterior  iron 
stairway  on  the  rear  of  the  building  with’  stair  to  main 
roof  and  landing  on  extension  roof  in  the  2nd  story  with 
stair  from  extension  roof  to  yard  of  building  adjoining 
at  the  east;  and 

Whereas,  petitioner  contends  that  he  has  provided  ves¬ 
tibules  at  doors  leading  to  interior  stairways,  the  parti¬ 
tions  of  said  vestibules  being  covered  with  metal,  the 
same  metal  covering  as  the  metal  covered  doors,  and  that 
the  egress  from  the  exterior  stairway  leads  to  adjoining 
yard  and  thence  to  street  and  that  the  means  of  egress 
should  be  considered  adequate. 

Resolved,  that  the  board  of-  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  order  74354,  item  1,  on  condition  that  the  require¬ 
ments  of  the  labor  law  be  complied  with  other  than  the 
requirement  as  to  fireproof  passageway  at  the  foot  of  the 
stairs,  and  accepting  stairway  to  yprd  adjoining,  permanent 
egress  from  which  may  be  obtained  through  adjoining 
property;  and  granted  as  to  order  74355,  item  2,  on  condi¬ 
tion  that  the  occupancy  be  limited  to  43  persons  per  floor 
above  the  1st  story. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
447-22-S 

PETITIONER— H.  J.  M.  Howard  Mfg.,  Co. 

SUBJECT — Approval  of  Howard  Pressure  Reducing  Nip¬ 
ple  and  Coupling. 

APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922,  at  2 

p.  m. 


416-22-S. 

PETITIONER — Burnot  Fireproof  Products  Company. 
SUBJECT — Burnot  Fireproof  Paint  (material). 
APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD— Dismissed. 


THE  VOTE) — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Iverby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  jo 

Negative  .  q 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(416-22-S) 

Whereas,  The  Burnot  Fireproofing  Products  Company, 
filed,  Miarch  1/,  1-922,  a  petition,  with  the  board  of  stand- 

ards  and  appeals  for  approval  of  their  material  known 

as  “Burnot  Fire  Retardant  Solutions”;  and 

Whereas,  the  board  deemed  that  this  was  a  matter  which 
should  have  been  presented  to  the  superintendent  of  build¬ 
ings  for  consideration. 

Resolved,  that  the  petition  be  and  hereby  is  dismissed. 


309-22-S 

PETITIONER — Albert  H.  Stines,  Jr. 

SUBJECT— Approval  of  Ideal  Automatic  and  Manual  Gas 
Valve. 

APPEARANCES— 

For  Petitioner:  Albert  H.  Stines,  Jr.,  and  Nelson 
B.  Creighton. 

ACTION  OF  BOARD — Laid  over  to  April  18th,  1922,  at 
2  p.  m.,  for  full  vote  of  board. 

VOTE  TO  ADOPT  REPORT  OF  COMMITTEE. — 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Superinten¬ 
dent  Brady  .  q 

Negative:  Superintendents  Reville,  Kleinert, 


Moore  and  McDermott  .  4 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon .  3 

VOTE  TO  APPROVE— 

Affirmative:  Mr.  Kerby,  Superintendents 

Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  0 

Negative  :  Chairman  Walsh,  Messrs.  Beatty  and 

Boulton  .  3 

Not  Voting:  Mr.  Kearney  .  1 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE” — “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  April  21,  1922  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  gove 
ing  fire  extinguishing  appliances  Standpipe  Fire  Line. 


inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 


Rule  1  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly,  to  a  scale  of 
i/.inch  or  bv  permission  of  the  Fire  Commissioner  Vs-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
bv  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  ot 
hose  etc.,  and  the  location  of  stairways,  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  ose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shaU 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildimrs  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre 
Hminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  leasts one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  I  ire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 

outlet.  .  '  r 

No  valves,  risers,  or  other  material  portions,  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20- S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch.  . 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire.  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in.  buildings 
of  large  area  or  height,  not  more  than  three  in  nu^er 
and  printed  on  cloth  in  size  8T/2  in.  x  11  in.,  shall  be  filed 
bv  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 


Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  . of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approyed,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer  s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one. passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb,  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both,  are  occupied  as 
stores  without  connection  or  communication  with  the  en- 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  .  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 


Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  m 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 


Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as : 
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(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

.(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 J4  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 
When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard,  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
°r  j°rZe'  e^ec*r^c  or  steam  pump  of  sufficient  capacity 

to  deliver  65.  gallons  of  water  per  minute  at  the  tank 

shall  be.  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 

65  gallons  of  water  per  minute  may  be  delivered  to  the 

tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow.— An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain.— There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe,  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal,  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through,  a  lj^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
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days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 

required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
nr  building  provided  they  are  accessible  and^m  his  juda 
ment  such  “location  will  be  more  practicable,  suction  tanks 
3  be  fed  by  a  connection  at  least  3  >ndj«  m  dtameter 
taken  direct  trom  the  public  street  main.  The  supply  snail 
Inter  She  suction  tank  through  the  side  above  the  op  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 

ball  cock  and  copper  float. 

D  ,  iq  PRESSURE  TANKS.  Pressure  tanks  shall 
Rule  19.  __  specified  for  gravity  tanks, 

contain  the  quantities  of  ,  capacity  in  excess  of 

but  in  no  case  may  a  tank  h  located  in  the  top 

9,000  gallons.  Pressu*f  ^aVbe  properlv  protected  against 
story  or  pent  house  and  shalbeprope  P  under 

frost.  The  tank  shall  be  ££d*“tall  ^  ^  d 

a  pressure  of  ^  lbs^  per  squar  ^  less>  than  15  lbs. 

and  proportioned  that  a  pressu  outlet  in  the 

per  square  inch  will  b  avadable  ^  q£  g 

capacity  ^'Increase  the  £  pressure  a,  an  average  of  U 
lbs1,  in  ytwo  minutes  in  each  pressure  tan  . 

ct tpport  FOR  TANKS.  Tanks  of  more 

Rule  20.  SUPPORT  h  UK  Y  d  -n  or  on  any 

than  500  gallons  capacity  %  masonry,  reinforced  con- 
building  shall  be  suppo  sufflcient  strength  and  car- 

crete  or  steel  construction  of  suffiaem  K  428> 

Rule  «.  INTRRMEDIATE^TANKS.^The^loc^tion^of 

intermediate  tanks  shafl  ,  ^ere  jn  these  rules  and  each 
sioner  and  as  prescribed  el  U  ns  0f  water  reserved 

such  tank  shall  have  at  least  2  oOO  gallons  o  ^  than  20 

exclusively  for  fire  hnepurpe-  additional  175 

hose  outlets  are  supplied  and  shall  tiave^  2Q  The 

gallon  reserve  for  each  outlet  e: r  the  floor 

bottom  of  each  tank  shall  be  at  least  20 •  eet 

level  of  the  J ier  supply  to  tanks,  the 

therefrom  The  methoa  o  er  a,arm>  emergency 

overflow,  the  high  ana  lvw  above  the  roof 

C0The  cd„nne  *on  of  the  «k  to  the  system  shall  be  as 

?  tht  tank  and  in  this  connecting  line  m  a  horizontal 
from  that  tank  ana  1  ^  appr0ved  swing  check  valve 

run  there  shall  P  p.  &  Y  gate  valves  one  at 

opening  downward  and  t»o  O.  *clion  shall  b 

each  side  of  the  chec  section  by  means  of  piping  of 

direct  connected  largest  riser  and  in  this 

the  same  djameter  as  t  an  apProved  swing  check 

ward. 

SS  3  M/U  its  portion 

of  the  system. 

r?  1  90  VMVES  All  valves  controlling  standpipe 

^  %,mn!v  except  valves  at  hose  outlets  shall  be  iron 
boTbras?  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  M^r^uC^3fullA™“h. 
Pjriuggh.0rironnor  Tteel  and  properly  tested  by  the  manufac- 


turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  ih 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  oroperly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  1- 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with,  re 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight,  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may 'be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  inferior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 

fire  line  equipment  is  required  there  shall  be  at  least  one  riser 

for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  tnis  rule  a  corner  building  shall,  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area. most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 


Rule  28.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 
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(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  discnarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 


have  a  siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  siamese  and  its  check  valve  there  shall  be  placed  either  a 
lA- in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
34-in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3}4  in. 
x  3J4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  y2- in.  open  drip  without  valve 
or  cock,  or  a  ^-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 y2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2J4  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  y  in.  open  drip  extending  to  a  sink  or  a 
34  in-  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2*4  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
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thereto  2)4  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  Ml  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles.  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1 )4  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2)4  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2)4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  stc-y  or  a  height  of  85  ft.  and  there 


shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe,  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall,  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps,  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsew'here  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe,  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control,  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the. valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
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a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  Jess  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2/  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals, .  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
the  system  shall  be  the  first  connection  cn  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintamed  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 


below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  ^4  in-  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall- 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1. _  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 
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9  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts, .  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 


tion  is  placed  in  a  horizontal  position  the  clappers  will 

be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

S.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  siamese  connection  shall  I5e 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 
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FOR  AMENDMENTS  TO  THE  CODE  OF 

ORDINANCES. 


(Cal.  No.  280-22-S) 

Proposed  Amendments  to  Article  25  Chapter  5,  Code  of 
Ordinances,  New  York. 

New  matter  in  italics.  Matter  to  be  omitted  in  brackets 

[  ]• 

524  Fire-extinguishing  appliances.  [In  every  building 
described  in  Section  520  of  this  article.]  Except  as  other¬ 
wise  provided  in  this  section,  every  building  described  in 
Section  520  of  this  article  and  not  now  equipped  with  a 
standpipe  fire  extinguishing  equipment  approved  by  the  fire 
commissioner,  there  shall  be i  provided . 

n  HOSE  A  proper  and  sufficient  quantity  of  two  and 
one-half  inch  hose  (not  less  than  100  ft.  in  length)  fitted 
with  regular  couplings  of  the  Fire  Department,  (and)  wit 
nozzles  attached  thereto,  (and  with)  a  hose  spanner  (spa  - 
ner-s)  at  each  outlet,  shall  always  be  kept  attached  to 
each  hose  outlet  valve  (attachment)  as  the  Fire  Commis¬ 
sioner  may  direct.] 

1  HOSE  There  shall  always  be  kept  attached  to  each 
hose  outlet  valve,  as  the  fire  commissioner  may  direct,  a 
proper  and  sufficient  quantity  of  two  and  one-half  inch  hose, 


fitted  with  regulation  couplings  of  the  fire  department,  with 
nozzles  attached  thereto,  and  a  hose  spanner  at  each  outlet. 

2  SPRINKLER  SYSTEM.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible  plugs,  ap¬ 
proved  by  the  [Superintendent  of  Buildings]  Fire  Com¬ 
missioner  as  conforming  to  the  provisions  of  the  rules  of 
the  Board  of  Standards  and  Appeals  governing  sprinkler 
installations,  supplied  with  water  from  a  tank  located  on 
the  roof  over  the  stage  and  not  connected  in  any  manner 
with  standpipes,  shall  be  placed  on  [each  side  of  the  pros¬ 
cenium  opening  and  on]  the  ceiling  or  roof  over  the  stage 
at  such  intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation.  _  Automatic  sprink¬ 
lers  shall  also  be  placed,  wherever  practicable,  in  the  dress¬ 
ing  rooms,  under  the  stage  an  in  the  carpenter  shop,  paint 
rooms,  store-rooms  and  property  rooms. 

3  STANDPIPES.  Standpipes,  4  inches  in  diameter, 
with  hose  attachments,  shall  be  provided  on  every  floor 
and  gallery  as  follows,  namely:  One  on  each  side  of  the 
auditorium  in  each  tier,  one  in  each  mezzanine,  one 
on  each  side  of  the  stage  in  each  tier,  one  in  each  tier  of 
dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop,  [if  same  be  contiguous  o 
the  building.]  All  such  standpipes  shall  be  kept  clear 
from  obstructions.  Said  standpipes  shall  be  separate  and 
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distinct  receiving  their  supply  of  water  direct  from  a  sep¬ 
arate  gravity  tank  of  3,500  gallons  capacity  located  above 
the  roof  and  from  [the  power]  a  fire  pump  [or  pumps.] 
and  shall  be  fitted  with  regulation  couplings  of  the  Fire 
Department,  and  shall  be  kept  constantly  filled  with  water 
by  means  of  an  automatic  [power]  fire  pump  [or 
pumps,]  of  sufficient  capacity  [to  supply  all  the  lines  of  hose 
when  operated  simultaneously]  as  prescribed  in  the  Rules 
of  the  Board  of  Standards  and  Appeals,  [and]  Said  pump 
[or  pumps]  shall  be  supplied  from  the  street  main  and  be 
ready  for  immediate  use  at  all  times  [during  any  perfor¬ 
mance  in  said  building],  except  that  any  theatre  having  not 
more  than  one  balcony,  with  no  occupancy  above  the  audi¬ 
torium,  used  exclusively  for  the  exhibition  of  motion  pic¬ 
tures,  and  having  no  stage,  dressing  rooms,  nor  scenery, 
shall  not  be  required  to  have  a  fire  pump,  unless  required 
to  fill  the  standpipe  supply  tank  as  prescribed  in  Rules  of 
the  Board  of  Standards  and  Appeals.  In  addition  to  the 
requirements  contained  in  this  Section  the  standpipe  shall 
also  conform  to  the  requirements  contained  in  Section  581 
of  this  Chapter. 

4.  EXEMPTIONS.  Buildings,  used  exclusively  for  the 
exhibition  of  Moving  Pictures,  not  more  than  one  story  in 
height  and  not  exceeding  15,000  square  feet  in  area,  having 
access  to  tzvo  streets,  with  no  other  business  on  premises, 
excepting  stores  occupying  not  more  than  10  per  cent  of  the 
area,  and  having  no  stage,  dressing-rooms,  nor  scenery,  shall 
not  be  required  to  provide  a  gravity  tank  supply  for  the 
standpipe  fire  lines,  nor  a  sprinkler  system,  when  there  is 
a  four  inch  direct  connected  standpipe  equipment  to  a  city 
zvater  main,  fed  tzpo  ways,  or  one  connection  on  each  of 
tzvo  street  fronts,  each  main  so  fed  that  the  shutting  off  of 
the  supply  of  one  main  will  not  interfere  with  the  supply  of 
the  other  main,  and  having  sufficient  pressure  to  maintain 
a  minimum  of  thirty  (30)  pounds  per  square  inch  static 
pressure  at  the  highest  outlet,  provided  evidence  is  sub¬ 
mitted  establishing  the  fact  that  the  water  main  pressure 
is  as  required.  This  standpipe  equipment  shall  be  provided 
with  regulation  Fire  Department  3  inch  siamese  connection. 

Buildings  as  described  in  this  exemption  zvill  be  required 
to  have  standpipes  so  placed  that  not  more  than  100  feet  of 
hose  shall  be  required  to  reach  all  parts  of  the  auditorium. 

A  stadium  construction  may  be  deemed  a  one  story  build¬ 
ing,  on  condition  the  seats  so  arranged  shall  not  at  the 
floor  level  of  the  hiahest  rozv  be  more  than  15  feet  above 
the  lozvest  floor  level  of  the  auditorium;  provided,  how¬ 
ever.  the  gradient  of  the  auditorium  floor  does  not  exceed 
one  foot  in  12  feet. 

526.  LIGHTS.  1.  Adequacy.  Every  portion  of  the 
building  devoted  to  the  uses  or  accommodations  of  the  pub¬ 
lic.  also  all  [outlets]  means  of  egress  leading  to  the  streets 
and  including  the  open  courts  [or]  and  corridors,  shall  be 
well  and  properly  lighted  during  every  performance,  and 
the  same  shall  remain  lighted  until  the  entire  audience  has 
left  the  premises.  When  interior  gas  lights  are  not  lighted 
by  electricity,  other  suitable  annliances.  [to  be]  approved 
by  the  Superintendent  of  Buildings,  shall  be  provided. 

527.  MEANS  OF  EGRESS.  1.  Exits  to  streets.  Every 
theatre  accommodating  300  persons  shall  have  at  least  two 
exits ;  when  accommodating  500  persons,  at  least  three 
[3  such]  exits  shall  be  provided;  these  exits  not  referring 
to  nor  including  the  exits  to  the  open  court  at  the  side  of 
the  theatre.  Every  such  building  shall  have  one  or  more 
fronts  on  the  streets,  and  in  such  fronts  there  shall  be 
suitable  means  of  entrance  and  exit  for  the  audience,  aggre¬ 
gating  not  less  than  25  ft.  in  width.  The  entrance  of 
the  main  front  of  the  building  shall  be  not  [on  a  higher 
level  from]  more  than  one  foot  above  the  sidewalk  level 
[than  four  steps]  unless  approved  by  the  Superintendent  of 
Buildings.  Each  exit  shall  be  at  least  five  feet  in  width 
in  the  clear  and  provided  with  doors  of  iron  or  wood;  if  of 


wood,  the  doors  shall  be  constructed  as  hereinbefore  pre¬ 
scribed  in  this  Chapter.  All  of  said  doors  shall  open  out¬ 
wardly,  and  shall  be  fastened  with  [movable]  panic  bolts 
or  other  approved  devices  which  zvill  open  when  one 
or  more  persons  press  against  inner  side  of  said  door. 

530.  (b)  Satisfactory  proof  must  be  submitted  and 

filed  with  application  that  curtain  is  capable  of  withstanding 
a  temperature  of  not  less  than  1700  degrees  F.  for  a  period 
of  45  minutes. 


Proposed  Amendment  to  Article  28,  Section  581,  Code  of 
Ordinances,  New  York. 

581.  STANDPIPES.  1.  [When  required]  Standpipes, 
constructed  and  installed  as  hereinafter  required  and  as 
prescribed  in  Rules  of  the  Board  of  Standards  and  Appeals 
shall  be  provided : 

a.  UNCHANGED. 

b.  UNCHANGED. 

c.  In  every  building  exceeding  ten  thousand  square  feet 
in  area,  except  in  buildings  specifically  exempted  in  Article 
25  of  this  Chapter  and  buildings  of  not  more  than  one  clere - 
story  in  height  not  exceeding  fifteen  thousand  square  feet 
m  area  and  occupied  solely  as  places  of  religious  worship; 
and  except  in  fireproof  buildings  not  over  four  stories  or 
45  feet  in  height  when  such  buildings  are  equipped  with 
an  approved  two  source  supply  automatic  sprinkler  system 
and  are  not  of  an  occupancy  deemed  unusually  hazardous 
by  the  Fire  Commissioner. 

d.  In  amusement  or  exhibition  parks  or  enclosures  when 
deemed  necessary  by  the  Fire  Commissioner. 

e.  In  oil  storage  plants,  ship-yards,  and  other  industrial 
plants  of  an  area  in  excess  of  ten  thousand  square  feet. 

2.  UNCHANGED. 

Number  and  Location.  The  number  of  standpipes  in 
any  building  shall  be  such  that  all  parts  of  each  story  are 
within  the  reach  of  at  least  one  stream  supplied  by  hose  not 
exceeding  one  hundred  feet  in  length. 

When  a  building  requiring  standpipes  faces  on  more  than 
one  street,  at  least  one  standpipe  shall  be  installed  for  each 
street  front,  provided  that  for  intersecting  street  fronts 
one  standpipe  shall  be  sufficient  for  each  intersection,  when 
^'Portions  of  each  area  may  be  reached  by  a  stream  from 
100  feet  of  hose.  So  far  as  practicable,  standpipes  shall  be 
placed  within  stair  enclosures,  otherwise  they  shall  be  as 
near  the  stair  as  possible.  All  standpipes  shall  extend  from 
the  lower  story  to  and  above  the  roof. 

In  buildings  not  exceeding  40  feet  in  height  and  not 
over  20,000  sq.  ft.  in  area  gravity  tank  may  be  omitted  pro- 
vided  the  standpipe  riser  is  supplied  by  not  less  than 
4  inch  connection  to  street  main  having  not  less  than  45  lb. 
pressure. 

4-  CONSTRUCTION.  All  standpipes  hereinafter  in¬ 
stalled  shall  be  constructed  as  prescribed  by  the  Rules  of  the 
^'n6^0™™1'33*01101^  Board  of  Standards  and  Appeals  and 
shall  be  provided  with  such  outlets  and  equipped  with  such 
appliances  as  required  by  said  rules.  All  standpipes  shall 
extend  to  the  street  and  shall  be  provided  [at  or  near  the 
sidewalk]  with  approved  Siamese  connections.  In  build¬ 
ings  not  exceeding  45  feet  in  height,  siamese  connections 
will  not  be  required.  When  there  is  more  than  one  stand¬ 
pipe  in  any  building,  [all]  they  shall  be  cross-connected  in 
an  approved  manner  below  the  side-walk  level,  or,  if  there 
is  no  cellar,  they  shall  be  cross-connected  below  the  ceiling 
of  the  basement  or  lowest  story. 
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FIRST  QUARTERLY  REPORT 


April  8,  1922. 

Hon.  John  F.  Hylan, 

Mayor,  New  York  City. 

Sir— I  have  the  honor  to  submit  for  your  information  the  first  quarterly  report  of  the  Board  of  Appeals 
and  Board  of  Standards  and  Appeals,  combined,  for  the  quarter  ending  March  31,  1922,  which  is  set  forth  as 

follows : 


MEETINGS  OF  THE  BOARD. 


.  12 

Board  of  Appeals  .  17 

Board  of  Standards  and  Appeals  . . 


Total  meetings  . 

Total  number  of  Inspections 


29 

8 


CASES  FILED  AN  D  PENDING,  1922. 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variations  of  Labor  Laws  . . : - ■ 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Actions  . . . 


199 

83 

177 

20 

4 

30 

67 


.  580 

Total  192 2  Cases  . . .  3g9 

Cases  pending  December  31,  1921  . •; .  6 

Additional  1921  Pier  Cases  awaiting  Court  Decision  .  .  •  •  .  s 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen . . 


Total  Cases  for  First  Quarter 


980 


DISPOSITION  OF  CASES. 


Cases  Disposed  of  by  Board  of  Appeals. 

Appeals  from  Administrative  Orders  . 

Appeals  under  Building  Zone  Resolutions  . 

Miscellaneous  Actions  . . . 

Total  disposed  of  . 

Appeals  pending  March  31st,  1922  . 


161 

94 

48 

303 

31S 


Cases  Disposed  of  by  Board  of  Standards  and  Appeals. 

Petitions  for  Variations  of  Labor  Law . •••  l69 

Petitions  for  the  approval  of  Appliances  and  Materials  19 

Petitions  for  the  Adoption  of  Rules  .  2 

Miscellaneous  Actions  . . .  17 


Total  disposed  of  . . 

Petitions  pending  March  31st,  1922 


207 

152 
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FIRST  QUARTERLY  REPORT 


Cases  pending  December  31,  1921  .  339 


Additional  1921,  Pier  and  Theatre,  cases  .... 
Cases  filed  up  to  and  including  March  31,  1922 

Restored  to  calendar  . ;  #  #  # 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 

Cases  pending  March  31,  1922  . 


SUM  MARY. 


Withdrawn  . 

Dismissed  . 

11  Denied  . 

Granted  . 

483  Granted  on  condition  . * 

Appliances  approved  . ’  ’  ’ 

30  Appliances  disapproved  . 

Miscellaneous  Actions. 

41  Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . .  . 

4  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

6  Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

0  Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

6  Requests  for  extension  of  time  granted 
Requests  for  extension  of  time  denied  . . . 

4  Rules  approved  . . 

Rules  disapproved  . 

5  Requests  to  install  granted  . 

Requests  to.  install  denied  . 

0  Administrative  requests  granted  . 

Administrative  requests  denied  . 

1  Interpretations  . 

—  Requests  withdrawn  . 

980  . 

510  Total  . 


470 


37 
69 
60 
35 

225 

13 

6 

38 
2 

4 
0 

5 
1 
0 
0 

6 
0 
1 
1 
5 
0 
0 
0 
1 
1 
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DISPOSITION  OF  1921  CASES. 


Pending  December  31,  1921. 

Pier  Cases  awaiting  Court  Decision  . 

Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 

Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  . 

Petition  for  Adoption  of  Rules  . ’  ’ ' 

Total  . 


42 

Disposed  of. 

Now  F 

0 

42 

5 

0 

5 

125 

112 

13 

90 

68 

22 

101 

97 

4 

25 

19 

6 

1 

1 

0 

389 

297 

92 

CASES  PENDING  BEGIN  NING  SECOND  QUARTER. 


Appeals  from  Administrative  Orders  . . 
Appeals  under  Building  Zone  Resolution 
Petitions  for  variation  of  Labor  Law  . . 
Petitions  for  approval  of  appliances  . . . 

Petitions  for  adoption  of  Rules  . 

Additional  1921  Pier  and  Theatre  Cases  . 
Balance  pending  from  1921  . 


152 

73 

120 

20 

2 

11 

92 


Total 


.  470 


MONEYS  RECEIVED. 

Subscriptions  to  Bulletin  . 

Cash  sales  of  Bulletin  .  ' 

Total  (paid  to  Chamberlain)  . 

WILLIAM  J.  O’GORMAN,  Secretary. 

Respectfully  submitted, 

WILLIAM  E.  WALSH, 

Chairman. 

PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921 

Cases  filed  up  to  and  including  April  13,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . . 

Cases  pending  April  13,  1922  . " 


389 

11 

552 

36 

46 

4 

6 

0 

8 

.  4 
.  5 
0 
1 

.1062 
.  577 

.  485 


DISPOSITION  OF  CASES. 

Withdrawn  . . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied . 

Requests  for  modificakap  granted  . 

Requests  for  modifidmon  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  deniedl . 

Requests  for  extension  of  nme  granted - 

Requests  for  extension  of  time  denied . 

Rules  approved  . _ . 

Rules  disapproved  . .’ . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . 


39 
71 
70 

40 
266 

13 

6 


43 

2 

4 
0 

5 
1 
0 
0 
8 
0 
1 
1 
5 
0 
0 
0 
1 
1 


Total 


577 


j 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 
newspapers.  . 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant,  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 


My  subscription  is  to  begin  with  the  issue  for 


,1922. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  April  18, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  April  18,  1922. 

Notice  of  Public  Hearing. 

Minutes  of  Special  Meeting  Board  of  Standards 
and  Appeals,  April  21,  1922. 

First  Quarterly  Report. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  April  25, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  2,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 


Cases  Filed, 

Week  Ending  April  20th,  1922. 

Cal.  No. 

585-22-S . 

Department 
.  .  F.D . 

Order  Nd. 
. LD  26523 

584-22- A . 

. F  26524 

583-22-A . 

. F  33460 

582-22- S . 

581-22-BZ . 

..F.D . 

. C  11646 

5  80- 22- S . 

. LD  33571 

579-22- A . 

. LD  11949 

578-22- S . 

. LD  32224 

577-22- A . 

. LF  33794 

576-22- S . 

.  .  F.D . 

. LF  33171 

575 -22- S . 

. LD  34029 

574-22- A . 

. Alt.  329-22 

573-22-A . 

. F  33557-33558 

572-22-A . 

. LC  11845 

571-22-A . 

. Alt.  1242-21 

570-22-A . 

. App.  35|72 

5  69 -22- A . 

. NB  1249-20 

568^23-BZ . 

. NB  282-22 

567-22-IBZ . 

..B.B.Bx . 

. NB  1213-22 

566-22-BZ . 

.  .  F.D . 

. LC  71808 

565 -22- A . 

..F.D . 

. F  34052 

564-22- A . 

.  .F.D . 

. LF  33912 

563-22-BZ . 

..B.B.Bx . 

. NB  491-22 

562-22-A . 

..F.D . 

. Alt.  1095-19 

5 6 1-22- A . 

..F.D . 

. NB  236-22 

5  60-22- A . 

..F.D . 

559-22-S . 

..F.D . 

558-22MS . 

.  .F.D . 

557-22- S . 

.  .F.D . 

556-22-BZ . B.B.R . NB  302-1922 


555-22-BZ _ 

. B'.B.B.  . 

. Alt.  852-22 

554-22-A . 

. F.D.  .. 

. LC  10500 

553-22-BZ.. . . 

. B.B.M. 

. 

...Alt.  141-1922 

1172-21 -BZ.. . . 

Restored  to 
. B.B.M.  . 

Calendar. 

. NB  179-21 

1305-21 -A . 

. F.D.  ... 

.LF  27037-27038 

1588-21-S . 

. F.D.  ... 

. LD  14568 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  April  25,  1922,  at  2  p.  m . 

Building  Zone  Cases. 

1563-21-BZ. 

APPLICANT— Edward  J.  Walsh. 

PREMISES — East  side  University  avenue,  109.13  ft.  south 
of  McCombs  Road,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  business  building. 

70-22-BZ. 

APPLICANT — Frederick  H.  Van  Nostrand,  for  John 
Rooney,  owner. 

PREMISES — Northwest  corner  33rd  street  and  Roosevelt 
avenue,  Elmhurst,  Queens. 

TO  PERMIT  in  a  business  district  <the  erection  of  public 
garage. 

200-22-BZ. 

APPLICANT — M.  W.  Kantrovitz,  for  Mrs.  M.  Kantro- 
vitz,  owner. 

PREMISES — 1607  Avenue  T,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

206-22-BZ. 

APPLICANT — John  D.  Armstrong,  for  Wilbur  Thomp¬ 
son,  owner. 

PREMISES — 1262-1270  East  19th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
four  car  garage. 

264-22-BZ. 

APPLICANT — Lorenz  F.  J.  Weiher,  for  Belefreed  Garage 
Corp.,  owner. 

PREMISES — 1038  Forest  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  garage. 

272-22-BZ. 

APPLICANT — Stuard  Hirschman,  owner. 

PREMISES — Southeast  corner  Queens  Boulevard  and 
Fisk  avenue,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 


CALENDAR 


298-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Magdalene  Rohr, 
owner. 

PREMISES — 2337-2345  Waterbury  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  base¬ 
ment  and  one  story  public  garage. 

313-22-BZ. 

APPLICANT — Charles  Kreymborg,  for  Peronne  Realty 
Co.,  owner. 

PREMISES — Northeast  corner  Bainbridge  avenue  and 
Fordham  Road,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  build¬ 
ing. 

1560-21-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Estate  of  John 
Blixby,  owner. 

PREMISES — 974-988  University  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  building  into  a  garage. 

1642-21-BZ. 

APPLICANT — Walter  H.  Jackson,  for  T.  R.  Brawley, 
owner. 

PREMISES — 277-281  20th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage. 


BOARD  OF  APPEALS. 

Tuesday,  April  25,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

131-22-A — 62  Delancey  street,  Manhattan. 

191-22-A — 280  Broadway,  Manhattan. 

774-21-A — 1521  Atlantic  avenue,  Brooklyn. 

1383-21-A — 304  West  54th  street,  Manhattan. 

232-22-A — 139  Bay  street,  Tompkinsville,  Richmond. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th 'and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

365-22-A — East  side  Clinton  avenue,  327  ft.  north  of  Fulton 
street;  Lots  Nos.  6  to  11  inclusive,  Block 
No.  866,  4th  Ward,  Jamaica,  Queens. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

334-22-A — West  side  Exterior  street,  350  feet  north  of 
150th  street.  The  Bronx. 

275-22-A — 44-58  West  143rd  street,  43-57  West  142nd  street, 
Manhattan. 

279-22- A — 48-52  Great  Jones  street.  Manhattan. 

1148-21-A — 275  Ralph  avenue,  Brooklyn. 

167-22-A — 22-24  North  William  street,  Manhattan. 

45-22-A — Northeast  corner  Kingsbridge  Road  and  Jerome 
avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning.  April  25,  1922 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  106-22-BZ — Application,  January  25,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Behan,  applicant,  on  behalf  of  New 
Dorp  Coal  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
of  coal  pockets  and  silos;  premises  east 
side  5th  street.  50  feet  north  of  Sea- 
view  avenue,  Richmond. 

cal.  no.  261-22-BZ — Application.  February  23,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Ludlow  &  Peabody,  architects,  on 
behalf  of  the  New  York  Times  Com¬ 
pany,  owner,  to  permit  in  a  two  timps 
district  the  erection  of  a  loft  build¬ 
ing  exceeding  the  height  as  limited 


by  the  zoning  resolution ;  premises  231- 
239  West  43rd  street,  Manhattan. 

cax.  no.  1658-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Samuel 
H.  Drellich,  applicant,  on  behalf  of 
Fanny  Drellich,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  three  motor  cars ;  premises 
151  Summit  Place,  The  Bronx. 

cal.  no.  1672-21-BZ — Application,  December  21,  1921,  un¬ 
der  the  building  zone  resolution,  of 
Augustine  Schiavone,  applicant,  on  be¬ 
half  of  Charles  Piscopo,  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars; 
premises  771  40th  street,  Brooklyn. 

cal.  no.  115-22-BZ — Application,  February  1,  1922,  under 
the  building  zone  resolution,  of  Jef¬ 
ferson  R.  Edwards,  applicant,  on  be¬ 
half  of  R.  Fritsche,  owner,  to  permit 
in  (a  business  district  the  erection  of  a 
one  story  public  garage;  premises  551- 
555  92nd  street,  Brooklyn. 

cal.  no.  123-22-BZ — Application,  January  28,  1922,  under 
the  building  zone  resolution,  of  Abram 
D.  Milstein,  applicant  and  owner,  to 
permit  in  a  residence  district  the  in¬ 
stallation  of  an  electric  sign  and  use 
of  basement  for  restaurant  purpose; 
premises  529  West  147th  street,  Man¬ 
hattan. 

cal.  no.  238-22-BZ — Application,  February  18.  1922.  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum.  consulting  engineer,  on 
behalf  of  Regas  Realty  Co.,  Inc.,  own¬ 
er,  to  permit  partly  in  a  business,  dis¬ 
trict  and  partly  in  a  residence  district 
the  erection  of  a  business  building; 
premises  southwest  corner  Claremont 
Parkway  and  Fulton  avenue.  The 
Bronx. 

cal.  no.  301-22-BZ — Application,  February  28,  1922,  under 
the  building  zone  resolution,  of  De¬ 
partment  of  Plant  and  Structures,  on 
behalf  of  City  of  New  York,  owner, 
to  permit  in  a  residence  district  the 
erection  of  a  housing  station  for  De¬ 
partment  of  Street  Cleaning ;  prem¬ 
ises  5608-5624  19th  avenue.  Brooklvn. 

cal.  no.  450-22-BZ — Application.  March  27.  1922.  under  the 
building  zone  resolution,  of  John  T. 
Dunnigan,  architect,  on  behalf  of  Ges- 
co  Realtv  Company,  owner,  to  permit 
in  a  residence  district  the  erection  of 
a  business  building:  premises  300-308 
East  176th  street.  1830-1832  Anthony 
avenue.  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  25.  1922.  at  2  p.  m. 

Petitions  for  Variations. 

207-22- S — 277-279  Morris  avenue.  The  Bronx. 

222-22-S  12-32  Jamaica  avenue,  758-70  Boulevard,  Queens. 
241-22-S — 144  Melrose  street.  Brooklyn. 

276- 22-S — 138-146  West  14th  street.  Manhattan. 

976-21-S — 21-41  John  street,  Brooklyn. 

1689-21-S — 5-11  East  137th  street.  Manhattan. 

784-21-S — 163  Mercer  street,  Manhattan. 

277- 22-S — 296  Elizabeth  street.  Manhattan. 

278- 22-S — 63  Meeker  avenue,  Brooklyn. 

284-22-S — 480  Sixth  avenue,  Manhattan. 

291-22-S — 108  East  16th  street,  Manhattan. 

303-22-S — 104-110  East  129th  street,  Manhattan. 

325-22-S — 2296-98  Third  avenue  186-94  East  125th  street. 

Manhattan. 
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1703-21-S — 506  Broome  street,  Manhattan. 

240-22-S— 432-434  East  10th  street,  Manhattan. 

247-22-S— 102-104  Fifth  avenue,  Manhattan. 

270-22-S — 275  Water  street,  Manhattan. 

306- 22-S — 19  East  54th  street,  Manhattan. 

307- 22-S — 433  West  42nd  street,  Manhattan. 

310-22-S— 125  8th  avenue,  Manhattan. 

320- 22-S — 56-58  Lewis  street,  Manhattan. 

321- 22-S — 173-175  East  87th  street,  Manhattan. 

3'22-22-S — 116  Elizabeth  street,  132  Bowery,  Manhattan. 

345-22-S — 420-428  East  31st  street,  Manhattan. 

349-22-S — 600  Madison  avenue,  Manhattan. 

369-22-S — 61  West  37th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

1431-21-S — Guardene  Non-Slop  Extinguisher,  approval  of 


PUBLIC  HEARING. 

Friday,  April  28,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matter  has  been  adjourned  to  Friday, 
April  28,  1922,  at  2  p.  m. : 

281-22-S — Proposed  Rules  “Standpipe” — “Fire  Line.” 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  May  2,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

297-22-BZ. 

APPLICANT — Williams-Dexter  Co.,  Inc.,  owner. 

PREMISES — 19-21  Barrow  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  use  of  premises  for 
bakery  and  restaurant  purposes. 

346- 22-BZ. 

APPLICANT — Michael  A.  Cardo,  for  Sylvester  &  Ellen 
O’Connor,  owners. 

PREMISES — 518  West  168th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  an  existing  carpenter  shop. 

1172-21-BZ. 

APPLICANT — Henry  I.  Oser,  for  Patrick  C.  Meyers,  own¬ 
er. 

PREMISES — 4342  Broadway,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  ga¬ 
rage. 

347- 22-BZ. 

APPLICANT — Michael  A.  Cardo,  for  Joseph  Sciacca, 
owner. 

PREMISES — 330-332  East  110th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  extension  to  exist¬ 
ing  marble  shop. 

567-22-BZ. 

APPLICANT — Albert  E.  Davis  for  St.  Ann’s  Church  of 
Morrisania  and  Catherine  F.  Johnson,  owners. 

PREMISES — 525-531  East  139th  street.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  store 
and  market. 

498-22-BZ. 

APPLICANT— General  Baking  Company,  owner. 

PREMISES — 3240-3256  Bronx  Boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  a  business  building. 


BOARD  OF  APPEALS. 

Tuesday,  May  2,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

102-22-A — 354  Bowery,  Manhattan. 

283-22- A — 610-618  Broadway,  Manhattan. 

286-22-A — North  side  Willow  street.  465.24  ft.  west  of 
Bay  street,  Richmond. 


336-22-A— 236  Empire  Boulevard,  Brooklyn. 

341- 22-A— 654  West  57th  street,  Manhattan. 

342- 22-A— 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
351-22-A— 753-759  7th  avenue,  160-166  50th  street,  south¬ 
east  corner,  Manhattan. 

354-22- A — 543-551  West  43rd  street,  542-554  West  44th 
street,  Manhattan. 

1305-21-A— 142-56  East  31st  street,  Manhattan. 

361-22-A — South  side  of  Canal  avenue,  460  ft.  west  of 
West  8th  street,  Brooklyn. 

365- 22- A — East  side  Clinton  avenue,  327  ft.  north  of  Ful¬ 

ton  street,  Jamaica,  Queens. 

366- 22-A— 128-132  East  57th  street,  Manhattan. 

371-22-A — 871  Bedford  avenue,  Brooklyn. 

162- 22-A — 1637-1643  Third  avenue,  200-204  East  92nd 

street,  Manhattan. 

163- 22-A — 206-210  East  92nd  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning.  May  2,  1922,  at  10  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

cal.  no.  1449-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Henry 
J.  Schnackenberg,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage ;  premises  69  Ferguson  street, 
Queens. 

cal.  no.  1661-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Philip 
T.  Sinnott,  applicant,  on  behalf  of 
Anna  Brav,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  1003-1005  Intervale  avenue, 
The  Bronx. 

CAL.  NO.  517-22-BZ— Application,  April  10.  1922,  under  the 
building  zone  resolution,  of  A.  J.  Sim- 
berg,  architect,  on  behalf  of  Jane  and 
Mary  Stokes  and  Anna  Waters,  own¬ 
ers,  to  permit  in  a  business  district  the 
erection  of  a  two  story  public  garage ; 
premises  225-229  St.  Nicholas  avenue, 
Manhattan. 

cal.  no.  330-22-BZ — Application,  March  6,  1922,  under  the 
building  zone  resolution,  of.  Kings 
Highway  Community  Corporation,  ap¬ 
plicant  and  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  com¬ 
munity  building:  premises  1665  East 
17th  street,  Brooklyn. 

cal.  no.  355-22-BZ — Application,  March  9,  1922,  under  the 
building  zone  resolution,  of  Henry  C. 
Brucker,  architect,  on  behalf  of  Kath¬ 
erine  A.  Pralle,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
three  car  garage ;  premises  2037  Linden 
street.  Ridgewood,  Queens. 

cal.  no.  440-22-BZ — Application,  March  24,  1922,  under  the 
building  zone  resolution,  of  Patrick  J 
Murray,  architect,  on  behalf  of  George 
Ehret,  owner,  to  permit  partly  in  s 
residence  district  and  partly  in  a  busi¬ 
ness  district  the  erection  of  a  two  ston 
post  office  building:  premises  571-57; 
West  182nd  street,  Manhattan. 
cal.  no.  1366-21-BZ — Application.  November  10,  1921.  undet 
the  building  zone  resolution,  of  Jno.  B. 
Snook  Sons,  architects,  on  behalf  of 
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Louis  Towbin,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  five  cars ;  premises  300  Put¬ 
nam  avenue,  Brooklyn. 

cal.  no.  1G49-21-BZ — Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  Gustav 
Klockgetter,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  four  car  garage  for  his 
own  use;  premises  2186  Anthony  ave¬ 
nue,  The  Bronx. 

cal.  no.  132-22-BZ — Application,  January  31,  1922,  under  the 
building  zone  resolution,  of  William  A. 
Elliott,  attorney,  on  behalf  of  John  I. 
Boyd,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  a  three  car 
garage;  premises  2743  Creston  avenue, 
The  Bronx. 

cal.  no.  333-22-BZ — Application,  March  27,  1922,  under  the 
building  zone  resolution,  of  Frederick 
Gerber,  architect,  on  behalf  of  Frank 
Meyer,  owner,  to  permit  in  a  residence 
district  the  extension  in  height  of  a 
carpenter  shop,  premises  118  East  88th 
street,  Manhattan. 

cal.  no.  378-22-BZ — Application,  March  4,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  The 
Jupiter  Realty  Co.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  of  a 
moving  picture  theatre;  premises  51- 
59  Burnside  avenue,  northeast  cornel 
Walton  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  2,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

273-22-S — 136-138  7th  avenue,  Manhattan. 

288-22-S — 612  East  83rd  street,  Manhattan. 

290-22-S — 421-25  East  101st  street,  Manhattan. 

294-22-S — 17  West  35th  street,  Manhattan. 

1588-21-S — 10-12  Catherine  street,  2-6  East  Broadway  and 
18-19  Chatham  Square,  Manhattan. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner.  ' 

309-22-S — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 
proval  of. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
507-22- S — Exeter  Rotary  Fuel  Oil  Pump,  approval  of. 

545- 22-S — Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 


547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 


BOARD  OF  APPEALS. 

Tuesday,  May  9,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

258-22-A — Easterly  side  West  street,  south  side  of  Avenue 
I  and  Gravesend  avenue,  Brooklyn. 
293-22-A — 275  Water  street,  Manhattan. 

317-22-A— 1200  39th  street,  Brooklyn. 

338- 22-A — 108  East  16th  street,  Manhattan. 

339- 22-A — 360-370  Avenue  A,  Manhattan. 

373-22-A — 29-31  Auburn  Place,  Brooklyn. 

377-22-A — 211  West  125th  street,  Manhattan. 

381- 22-A — 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 

hattan. 

382- 22-A — 138-146  West  14th  street,  Manhattan. 

386- 22-A — 22  Queen  street,  Long  Island  City. 

387- 22-A — 22  Queen  street,  Long  Island  City. 

401-22-A — 362-372  Second  avenue,  Manhattan. 

471-22-A — 215-217  Lexington  avenue,  Manhattan. 

588-22-A — Crescent  Avenue,  L.  I.  C.,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
building  zone  resolution,  Tuesday  morning,  May  9,  1922, 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1490-21-BZ — Application,  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attorneys,  on  be¬ 
half  of  Hill-Ware  Company,  Inc.,  own¬ 
er,  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars ;  premises  3325-3339 
Park  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  9,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

224-22-S — 292-314  Kent  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

465-22-S — Phister  One  Gallon  Fire  Extinguisher,  approval 

of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  12,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue.  Queens. 
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355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A— 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  26,  1922,  at  10  a.  m. 

The  forty-eight  pir  r  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19- A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 


31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A— Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A- — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 


1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock 

lyn. 


streets,  Brook- 
streets,  Brook- 
streets,  Brook- 
streets,  Brook- 
streets,  Brook- 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  18,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  April  11,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  16,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1148-21- A. 

APPELLANT — Lindo  Michel  Drug  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 275  Ralph  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922,  at  10 
a.  m.,  for  final  action. 


174-22- A. 

APPELLANT — Abraham  Friedman,  manager  of  General 
Merchandise  Warehouse  Company. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 129-131  Greene  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  David  Price  and  Abraham  Fried¬ 
man. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative .  0 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(174-22-A) 


Whereas,  Abraham  Friedman,  manager  of  General  Mer¬ 
chandise  Warehouse  Company,  filed,  Feb.  7,  1922,  an  appeal 
with  the  board  of  appeals  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  129-131  Greene  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Properly  repair  sprinkler  throughout  building  and 
put  same  in  proper  working  order.  Section  20,  ch.  12, 
Code  of  Ordinances. 

“Among  the  defects  noted  on  this  system  are  the 
following.  System  not  properly  water  supplied.  Heads 
and  hangers  missing.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  51  ft.  x  88  ft.  in  area  in  the  1st  story 
and  51  ft.  x  80  ft.  in  area  above;  occupied  as  a  storage 
warehouse,  2  persons  in  the  entire  building;  the  means  of 
egress  consisting  of  two  interior  stairways  extending  from 
the  1st  story  to  the  5th  story  with  scuttle  and  ladder  to 
the  roof,  protected  on  each  story  with  trap  doors;  and 

Whereas,  appellant  contends  that  the  building  is  a  United 
States  bonded  warehouse,  that  there  is  no  heat  in  the  build¬ 
ing,  that  the  water  in  the  sprinkler  pipe  would  freeze,  and 
that  he  has  automatic  sprinklers  which  can  be  supplied  with 
water  by  the  fire  department. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  system  be  altered  to 
conform  to  the  requirements  for  a  non-automatic  sprinkler 
system  other  than  the  installation  of  an  automatic 
thermostatic  alarm  or  telegraphic  communication  with  fire 
department  headquarters,  and  that  the  appeal  is  granted  only 
so  long  as  the  present  use  and  occupancy  remain  substan¬ 
tially  unchanged. 


1649-21-A. 

APPELLANT — Gustav  Klockgetter. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2186  Anthony  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  changed  to  a  building  zone 
case. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative .  o 

Absent:  Fire  Chief  Kenlon .  i 


158-22-A. 

APPELLANT — Warren  Leslie,  for  Acker,  Merrall  &  Con- 
dit  Company,  on  behalf  of  Estate  of  Charles  Ack¬ 
er,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 130-132  Chambers  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Warren  Leslie. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative . ’  q 

Absent  .  q 

THE  RESOLUTION : 

(158-22-A) 

Whereas,  Warren  Leslie,  attorney  for  Acker,  Merrall 
&  Condit  Company,  on  behalf  of  Estate  of  Charles  Acker, 
owner,  filed,  February  4,  1922,  an  appeal  with  the  board  of 
appeals  from  an  order  of  the  fire  commissioner,  affecting 
premises  130-132  Chambers  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  28943- 
F,  reads: 

“1-  Provide  an  enclosure  consisting  of  walls  of  brick 
8  ins.  thick  or  other  fireproof  construction  approved  by 
the  Superintendent  of  Buildings.”  *  *  * 

and 

Whereas,  the  building  is  of  brick  construction,  5  stories 
in  height,  25  ft.  x  100  ft.  in  area,  used  by  lessee  for  business 
of  retail  groceries ;  there  being  two  dumb-waiter  shafts 
extending  from  the  cellar  to  the  3rd  story,  each  15  in.  x 
30  in.,  used  to  convey  from  the  2nd  and  3rd  stories,  articles 
needed  for  sale  in  the  store,  and  that  there  are  no  fires 
or  inflammable  materials  used  in  or  about  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  two  dumbwaiter  shaft  open¬ 
ings  be  floored  over  at  the  first  floor  level. 


246-22- A. 

APPELLANT — Philip  J.  Sinnott,  for  Jno.  Williams,  Inc., 
owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 536-556  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Philip  J.  Sinnott. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

BOARD — Appeal  granted  on  condition.  • 

CONDITIONS — As  specified  in  resolution  that  follows. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative . 

Absent  . 

THE  RESOLUTION: 

(246-22-A) 

Whereas,  Philip  J.  Sinnott,  for  Jno.  Williams,  Inc.,  own¬ 
er,  filed,  Feb.  20,  1922,  an  appeal  with  the  board  of  appeals 
from  an  order  of  the  fire  commissioner,  affecting  premises 
536-556  West  27th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  96040- 
F,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  AU  IO- 
MATIC  SPRINKLERS  throughout  building  (536-556 
W.  27th  St.)  having  at  least  one  source  of  water  sup¬ 
ply  arranged  and  equipped  as  provided  in  the  rules  for 
fire  extinguishing  appliances.”  *  *  * 

and 

Whereas,  the  building  is  non-fireproof,  1,  3  and  6  stones 
in  height,  268  ft.  4  in.  x  98  ft.  9  in.  in  area,  occupied  for 
metal  working,  storage  of  metal  and  plumbing  fixtures  with 
a  total  of  203  persons  in  the  entire  building;  the  premises 
being  divided  into  one  one-story  section  and  one  three 
story  section  and  two  six-story  sections;  the  sections  being 
interconnected  with  approved  fire  doors  at  the  openings, 
equipped  with  a  fire  alarm  signal  system,  and  standpipe  in 
each  six  story  section ;  and 

Whereas,  appellant  contends  the  nature  of  the  occu¬ 
pancy  is  not  a  hazardous  one. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  the  present  conditions  as  to  use  and  oc¬ 
cupancy  and  the  present  standpipe  systems  are  maintained. 


1646-21-A. 

APPELLANT— Circle  Wholesale  Drug  Co. 

SUBJECT— Appeal  from  order  of  fire  commissioner, 
PREMISES  AFFECTED— 208-212  East  120th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Dismissed  on  recommendation  of 
the  fire  department,  building  having  been  vacated 
by  appellant. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  ? 

Negative . - .  ® 

Absent  .  0 

THE  RESOLUTION: 

(1646-21-A) 

Whereas,  Circle  Wholesale  Drug  Co.,  for  Richard  Weber 
Estate,  owner,  filed,  Dec.  16,  1921,  an  appeal  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  208-12  East  120th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  9821- 
LC,  reads : 

“Referring  to  your  application  dated  July  25,  1921, 
for  a  permit  to  maintain  a  wholesale  drug  house  in  the 
above  building,  I  regret  to  inform  you  that  your  appli¬ 
cation  for  such  permit  is  disapproved  for  the  reason, 
Section  272-G  of  Article  24  of  Chapter  10,  Code  of 
Ordinances,  provides  that  no  permit  shall  be  issued  for 
a  wholesale  drug  store  or  drug  and  chemical  supply 
house  in  any  building  which  is  occupied  as  a  workshop 
or  factory  is  incident  to  the  business  of  the  application. 
“You  are  therefore  hereby  ordered  to 


“1.  Discontinue  the  maintenance  of  a  wholesale  drug 
store  or  drug  and  chemical  supply  house  in  the  above 
building.”; 

7  and 

0  Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
0  75  ft.  x  100  ft.  and  126  ft.,  irregular  in  area,  occupied,  1st 

story,  drug  company,  3  persons ;  2nd  story,  office,  1  person ; 
3rd  story,  storage  of  drugs;  and 

Whereas,  appellant  contends  that  there  is  no  workshop 
or  factory  in  the  said  premises  that  is  not  incidental  to  the 
business  of  the  applicant;  and 
Whereas,  the  representative  of  the  fire  department  states 
that  the  building  has  been  vacated. 

Resolved,  That  the  appeal  be  and  it  hereby  is  dismissed. 


38-22-A. 

APPELLANT — Samuel  Rosenblum,  for  A.  L.  Werner  & 
Co.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 736  Broadway,  Manhattan.' 
APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative .  0 

Absent  .  0 

THE  RESOLUTION: 


(38-22-A) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for  A. 
L.  Werner  &  Co.,  owner,  filed  Jan.  10,  1922,  an  appeal  with 
the  board  of  appeals  from  orders  of  the  fire  commissioner, 
affecting  premises  736  Broadway,  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  28951-F — “l.1  Provide  automatic  self-closing  at¬ 
tachments  to  doors  of  freight  elevator  shaft  from  1st 
to  11th  stories  inclusive.” 

No.  2S952-F — “1.  Provide  a  tank  on  roof  of  at  least 
3500  gallons  capacity  for  standpipe  system,  said  tank 
to  be  so  elevated  that  the  bottom  will  be  not  less  than 
20  ft.  above  the  hose  outlet  on  the  top  story  and  con¬ 
nect  the  standpipe  riser  to  same,  Sec.  20,  Ch.  12,  Code 
of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  11 
stories  in  height,  24  ft.  3  in.  x  107  ft.  in  area,  occupied  for 
manufacturing,  a  total  of  40  persons  in  the  entire  building 
at  the  present  time,  several  stories  being  vacant;  and 
Whereas,  appellant  contends  that  there  is  at  present  a 
4,000  gallon  tank  in  the  pent  house  on  the  roof  and  that 
a  similar  order  was  issued  by  the  fire  department;  and 
Whereas,  appellant  further  contends  that  in  re  order 
pertaining  to  elevator  shaft  doors,  that  a  violation  was 
received  from  the  bureau  of  buildings  in  1917  and  order 
was  complied  with  and  dismissed  on  June  4,  1919;  and 
Whereas,  the  board  deemed  that  in  view  of  the  approval 
of  the  building  bureau  as  to  the  elevator  openings,  the  ap¬ 
peal  should  be  granted. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified  and  the  appeal  be  and  it  hereby 
is  granted  as  to  order  No.  28951,  item  No.  1,  and  as  to  or¬ 
der  No.  28952,  item  No.  1,  on  condition  that  a  twTenty-gal- 
lon  portable  fire  extinguisher  be  maintained  on  the  top  floor. 


45-22-A. 

APPELLANT— I.  Margon  &  C.  Glaser. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Northeast  corner  of  Kings- 
bridge  Road  &  Jerome  avenue,  The  Bronx. 
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APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922,  at  10 
a.  m.,  for  final  action. 


133-22-A. 

APPELLANT — Samuel  Rosenblum,  for  Levi  P.  Morton 
Estate. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 110-116  Nassau  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum  and  Fred  B. 
Andrews. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative. :  Chairman  Walsh,  Messrs.  Holland 


and  Kearney  and  Fire  Chief  Kenlon  .  4 

Absent  .  0 


THE  RESOLUTION : 

(133-22-A) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Levi  P.  Morton  Estate,  owner,  filed,  Jan.  31,  1922.  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  110^116  Nassau  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be 
so  elevated  that  the  bottom  will  be  not  less  than  20 
ft.  above  the  hose  outlet  of  the  top  story,  sec.  20,  ch. 
12,  Code  of  Ordinances.”: 

and 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  in  height.  (7i5  ft.  7  in.  by  81  ft.  8  in.  with  an  ex¬ 
tension  26  ft.  8  in.  by  160  ft.  8  in.,  irregular  in  area,  oc¬ 
cupied  as  offices,  with  a  total  of  501  persons  above  the 
1st  story;  and 

Whereas,  appellant  contends  that  the  order  is  similar 
to  a  previous  order  issued  by  the  fire  department,  under 
which  work  was  done  and  the  order  dismissed,  this  order 
called  for  the  arranging  of  the  house  supply  line  on  the 
outside  of  the  tank  so  as  to  provide  a  reserve  of  1800 
gallons  for  the  standpipe ;  furthermore,  the  electric  stand- 
pipe  pump  in  the  cellar  is  to  be  connected  to  the  stand¬ 
pipe  line  with  proper  checks,  and  the  pump  arranged  to  be 
automatic  self -starting,  and  that  there  is  a  tank  in  the 
pent  house  of  about  2700  gallons  capacity. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied.  ! 


162-22-A. 

APPELLANT — Jacob  Ruppert,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED- — 1637-1647  3rd  avenue,  200-204 
East  92nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Bryan  -Clark  and  Ernst  Muhl- 
hauser. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  May  2.  1922.  at  10 
a.  m„  pending  inspection  by  committee  of  the 

board. 


163-22- A. 

APPELLANT — Jacob  Ruppert,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 206-210  East  92nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Bryan  Clark  and  Ernst  Muhl- 
hauser. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922,  at  10 
a.  m.,  pending  inspection  by  committee  of  the 
board. 


164-22-A 

APPELLANT — Emma  J.  Wright,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 57  Evelyn  place,  The  Bronx. 
APPEARANCES— 

-For  Appellant:  Nathaniel  Kent  and  William  J. 
Wright. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARDS — Appeal  dismissed  without  preju¬ 
dice.  Should  have  been  brought  as  building  zone 
case. 

THE  VOTE— 


Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . . - . 

THE  RESOLUTION: 


7 

0 


0 1 


(164-22-A) 

Whereas,  Emma  J.  Wright,  -owner,  filed,  February  6, 
1922,  an  appeal  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  57  Evelyn 
place,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  maintenance  of  garage  which 
is  not  maintained  strictly  as  an  accessory  to  dwelling 
on  same  lot.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  a  two-family  dwelling,  two  stables,  a  stone 
garage  for  5  cars  and  a  dwelling  under  construction ;  and 

Whereas,  appellant'  contends  that  in  1906  there  was  a 
frame  garage  on  this  property  and  that  in  July,  1921,  the 
frame  garage  was  torn  down  and  reconstructed  as  a  stone 
building,  both  the  old  and  new  buildings  accommodating 
five  automobiles,  and  has  submitted  affidavits  from  persons 
who  stored  their  automobiles  in  the  garage  previous  to 
July  25,  1916;  and 

Whereas,  the  board  deemed  that  the  matter  was  not 
properly  before  the  board  in  that  it  should  have  been  pre¬ 
sented  as  a  building  zone  case. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
without  -prejudice. 


167-22-A. 

APPELLANT — James  P.  Whiskeman,  for  Amelia  Wolff- 
ram  and  the  Estate  of  William  Mayer,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 22-24  North  William  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922,  at 
10  a.  m. 


209-22-A 

APPELLANT — Louis  E.  Felix,  for  Publications  Building 
Corp.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 146  Water  street,  Manhattan. 
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APPEARANCES— 

For  Appellant :  None 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . 0 


THE  RESOLUTION: 

(209-22- A) 

Whereas,  Louis  E.  Felix,  for  Publications  Building  Cor¬ 
poration,,  owner,  filed,  February  14,  1922,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  146  Water  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“L  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  rear  of  building,  or 
other  approved  protection,  as  per  sec.  375,  art.  18, 
Chapter  5  of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  22  ft.  6  in.  by  82  ft.  6  in.  in  area  in 
the  1st  story  and  22  ft.  6  in.  by  58  fit.  above,  occupied, 
1st  story,  as  publication  (business  office,  15  persons;  2nd 
story,  tobacco  business  office ;  3rd,  4th  and  5th  stories,  to¬ 
bacco  storerooms,  9  persons ;  there  being  12  windows  in 
the  rear  wall  which  are  within  30  ft.  of  openings  in  build¬ 
ing  adjoining;  and 

Whereas,  appellant  contends  that  the  building  is  small 
and  that  no  manufacturing  is  done  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1428-21-A. 

APPELLANT — American  Supply  Company. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 50  Wooster  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD1 — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(1428-21-A) 


Whereas,  the  American  Supply  Company,  for  Buick 
Realty  Company,  owner,  filed,  November  19,  1921,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  50  Wooster  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Section  24-3F  of  Chapter  12,  Code  of  Ordinances, 
provides  that  no  permit  be  issued  for  such  storage 
in  any  building  or  premises  where  dry  goods  or  other 
highly  inflammable  materials  are  manufactured,  stored 
on  kept  for  sale. 

“You  are  therefore,  hereby,  ordered  to 

“1.  Reduce  stock  of  combustible  fibre  (Wiping 
rags)  to  one  ton— as  per  section  24-2,  Chapter  10,  Code 
of  Ordinances”; 
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Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  71  ft.  by  100  ft.  in  area  in  the  1st  story 
and  71  ft.  by  60  ft.  above,  occupied  for  the  storage  of  rags, 
the  building  being  equipped  with  a  100  per  cent  sprinkler 
system  and  an  interior  fire  alarm  signal  system;  and 
Whereas,  the  appellant  contends  that  he  has  only  four 
tons  of  rags  instead  of  thirty  tons. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1305-21- A. 


Ar r hLLAN  f — Independent  Warehouses,  Inc. 

SUBJECT  Appeal  from  an  order  of  fire  commissioner. 
PREMISES  AFFECTED— 142-156  East  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  L.  E.  Sherwood. 

For  Administration:  None. 

ACTION  OF  BOARD — Reopened  and  set  for  hearing 
May  2,  1922,  at  10  a.  m. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  q 

Absent:  Fire  Chief  Kenlon  .  i 


BUILDING  ZONE  CASES. 

1449-21-BZ. 

APPLICANT — Henry  J.  Schnackenberg,  owner. 
SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 69  Ferguson  street,  Queens. 
APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922  at  10 
a.  m. 


1499-21-BZ. 

APPLICANT— Peter  Millman,  for  Louis  J.  Caralanotto, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  cars. 
PREMISES  AFFECTED— 9502  Avenue  L,  Brooklyn 
APPEARANCES-  ” 

For  Applicant:  Peter  Millman  and  John  M. 
Wilson. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS^ — As  specified  in  resolution  that  follows 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon  . .  6 

Negative:  Chairman  Walsh  .  i 

Absent  .  q 

THE  RESOLUTION : 

(1499-21-BZ) 

Whereas,  Peter  Millman,  for  Louis  J.  Caralanotto, 
owner,  filed,  Nov.  30,  1921,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  cars ;  premises 
9502  Avenue  L,  Brooklyn ;  and 
Whereas,  a  public  hearing,  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  18, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Avenue  L  is  a  business  dis¬ 
trict  and  East  95th  street  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  10,  1921,  reads: 

“Denied.  Proposition  contrary  to  Zone  Resolution, 
Art.  II,  Sec.  4.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  26  ft. 
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and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and 
W  hereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80.3  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  the  occupancy  of  the 
premises  as  a  public  garage  for  not  more  than  ten  (10) 
cars  of  the  pleasure  car  type,  on  condition  that  no  motor 
vehicle  repair  shop  be  conducted  on  the  premises;  and 
Resolved,  further „  that  this  application  be  granted  only 
so  long  as  these  conditions  are  complied  with. 


1166-21-BZ. 

APPLICANT — A.  E.  Richardson  and  Ignatz  Wohl, 
owners. 

SUBJECT  Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 338-544  Eighth  avenue 

L.  I.  C.,  Queens. 

APPEARANCES— 

For  Applicant:  Wiililam  H.  Good,  Ignatz  Wohl, 
A.  E.  Richardson. 

For  Opposition:  Mirs.  C.  Hunt,  Louis  Wahal,  S. 
Burrell,  Anton  Stoeger,  George  H.  Sengelaub, 
David  Wills  and  Joseph  Jaklasnik. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland 


and  Kerby  .  4 

Negative:  Chairman  Walsh,  Mr.  Kearney  and 

Fire  Chief  Kenlon  .  3 

Absent  .  0 


THE  RESOLUTION: 

(1166-21-BZ) 

Whereas,  A.  E.  Richardson,  for  Ignatz  Wohl,  owner, 
filed,  Sept.  30,  1921,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage ;  premises  538-44  Eighth  avenue,  L.  I.  C., 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  .its  regular  meeting  April  18, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Eighth  avenue  and  Ninth 
avenue  are  residence  districts  and  Vandeventer  avenue  is  a 
business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
April  25,  1921,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3  of  article  2  of  the  Building  Zone  resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York  adopted  July  25,  1916,  inasmuch 
as  garage  is  not  an  accessory  to  residence  on  lot  and 
motor  vehicles  stored  are  for  sale,  for  rent  or  for  hire 
or  are  subject  to  charges  for  storage.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 

1  stoiry  in  height,  with  a  frontage  of  24  ft.  and  a  depth 
of  43  ft.,  occupied  as  a  garage  for  more  than  five  motor 
vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  application  be  and  it  hereby 
is  denied. 


1201-21-BZ. 

APPLICANT — Willard  Parker,  for  Tuohy  &  Upton,  Inc., 
owner. 

SUBJECT — Application  under  the  building  zone  resolu¬ 
tion  to  permit  the  erection  of  a  garage  for  more 
than  five  motor  vehicles. 


PREMISES  AFFECTED — 129  Broadway,  126  Washing¬ 
ton  street,  Flushing,  Queens. 

APPEARANCES— 

lor  Applicant:  Edw.  F.  Hammell  and  Joseph 
Upton. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
^NDmONS— As  specified  in  resolution  that  follows. 
1  HE  VOTE — 


Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  and  Fire  Chief 

Kenlon  . 

Absent  . 

THE  RESOLUTION: 

(1921-21-BZ) 

Whereas,  Willard  Parker,  architect,  for  Tuohy  &  Upton, 
Inc.,  owner,  filed,  December  22 ,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  51  one-car  garages  and  one  garage 
for  more  than  5  cars;  premises  129  Broadway  and  126 
Washington  street,  Flushing,  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  18, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway,  Washington 
street  and  Union  street  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  3,  1921,  in  acting  on  Plan  No. 
10484-21,  reads : 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  is  prohibited  in  a  business  district  by  the 
Zone  Resolution.”; 

and 

Whereas,  the  proposed  buildings  are  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height  with  a  frontage 
of  35  ft.  and  a  depth  of  10O  ft.  and  51  one-story  in  height, 
10  ft.  by  18  ft.,  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles;  and 

Whereas,  there  existed  on  these  premises  a  stable  for 
more  than  five  horses  on  July  25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  no  entrance  or  exit  for  cars  from  Broadway,  that 
the  buildings  shall  be  constructed  with  walls  of  concrete 
blocks,  the  ceilings  of  garages  to  be  fire-retarded  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  appeals. 


1661-21-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Anna  Bray,  owner. 
SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED1 — 1003-5  Intervale  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott  and  Anton 
Lamien. 

For  Opposition:  Maxwell  J.  Hamberger,  Simon 
Jacobson,  Samuel  Berman  and  representatives 
of  the  Zaro  Holding  Corporation. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922,  at  10 
a.  m. 


124-22-BZ. 

APPLICANT — 'Fred  Hensel,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  two-car  garage. 
PREMISES  AFFECTED — 541  Mitchell  avenue,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant:  Herbert  Grover  and  Fred  Hensel. 
For  Opposition:  None. 
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ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  the  resolution  that  fol¬ 
lows. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(124-22-BZ) 

Whereas,  Fred  Hensel,  owner,  filed,  January  30,  1922, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a  garage 
in  which  two  commercial  vehicles  are  stored ;  premises  541 
Mitchell  avenue,  Flushing,  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  April 
18th,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Mitchell  avenue  and  Murray 
street  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
January  8th,  1922,  in  acting  on  order  No.  69702-LC,  reads: 

“Maintenance  of  your  garage  is  in  violation  of  sec¬ 
tion  3(  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.,  adopted  July  25,  1916,  inasmuch  as  motor  ve¬ 
hicles  stored  are  for  sale,  for  rent  or  for  hire  or  are 
subject  to  charges  for  storage. 

“You  are  therefore  ordered  to  remove  all  automo¬ 
biles  used  exclusively  for  business  purposes  and  all 
automobiles  other  than  touring  or  pleasure  cars  stored 
by  occupants  of  dwelling  on  lot  where  garage  is  situ- 


Whereas,  the  building  is  of  frame  construction,  1  story 
in  height,  with  a  frontage  of  16  ft.  and  a  depth  of  30  ft., 
occupied  as  a  garage  for  two  commercial  vehicles;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  86.6  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  two  commercial  cars  be  maintained  on  the  prem¬ 
ises,  these  cars  to  be  of  the  pleasure  car  type  operating 
under  a  commercial  or  omnibus  license,  the  property  of  the 
owner  of  the  premises,  and  limited  to  the  use  of  the  owner 
in  the  conduct  of  his  business. 


330-22-BZ.  . 

APPLICANT— Kings  Highway  Community  Corp.,  owner. 
SUBJECT— Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erec¬ 
tion  of  a  community  building. 

PREMISES  AFFECTED— 1665  East  17th  street,  Brook¬ 
lyn. 

APPEARANCES—  .  T  ,  T  . 

For  Applicant:  Francis  J.  O  Connor  and  J.  A. 
Chalmers. 

.For  Opposition:  Edw.  J.  Powers  and  H.  J.  Don¬ 
ovan. 

ACTION  OF  BOARD — Laid  over  to  May  2,  19.22,  at  10 
a.  m.,  to  file  consents. 


APPLICANT— New  York  Telephone  Co.,  owner.  # 
SUBJECT— Application  to  permit  in  a  “B”  area  district 
the  encroachment  of  elevator  and  stair  enclosures 
on  rear  yard. 

PREMISES  AFFECTED— 206-224  West  36th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  N.  H.  Eggleston. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application,  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(323-22-BZ) 

Whereas,  N.  Y.  Telephone  Company,  owner,  filed, 
March ^3,  1922,  an  application,  under  the  Building  Zone 
Resolution,  to  permit  in  a  “B”  district  the  encroachment 
of  stair  enclosure  and  elevator  shaft  into  a  rear  yard, 
the  encroachment  starting  at  a  point  115  ft.  above  ground; 
premises  206-224  West  36th  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  April  18, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 
Whereas,  the  area  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  36th  street  is  a  “B”  area 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Jan.  3,  1922,  in  acting  on  Alt.  App.  No. 
1268-1921,  reads: 

“1.  A  rear  yard  of  lawful  dimensions  must  be 
maintained  for  the  entire  height  of  such  yard  and 
along  the  entire  rear  lot  line.  Existing  elevator  and 
stair  enclosures  may  not  encroach  upon  such  rear  yard 
for  buildings  which  did  not  exist  at  the  time  when 
the  Zoning  Resolution  became  effective.”; 

and  .  . 

Whereas,  it  is  proposed  to  alter  an  existing  fireproof 
telephone  exchange  building  by  carrying  up  the  existing 
walls  and  increasing  the  height  of  the  building  to  nine 
stories,  the  walls  of  the  stair  enclosure  and  elevator  shaft 
as  raised  will  decrease  the  yard  area  required  under  the 
provisions  of  the  building  zone  resolution;  and 

Whereas,  the  board  deemed  that  there  would  be  undue 
hardship  in  preventing  applicant  from  carrying  up  existing 
walls  as  proposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  area  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted. 


^  _I_  "  "  1  J  *  J  , 

APPLICANT— William  O.  Ludlow,  for  The  New  York 
Times  Company,  owner. 

SUBJECT— Application  to  permit  in  a  2  times  height  dis¬ 
trict  the  erection  of  a  loft  building  exceeding  the 
height  requirements  of  the  zoning  law. 

PREMISES  AFFECTED— 231-239  West  43rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Wm.  J.  Holean. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1922,  at  10 
a.  m.,  on  request  of  attorney  for  applicant. 


1172-21-BZ. 

APPLICANT— Henry  I.  Oser,  for  Patrick  C.  Meyers, 
owner. 

SUBJECT— Application  to  permit  the  maintenance  of  a 
one-story  public  garage. 

PREMISES  AFFECTED — 4342  Broadway,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Reopened;  set  for  calendar  call  May  2,  1922,  at 
2  p.  m. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 

Negative  . ; .  0 

Absent:  Fire  Chief  Kenlon  .  1 
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AREAS  FIXED. 

(298-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  requesting  the  board  to  fix  the  area 
deemed  affected  and  in  which  to  obtain  consents  for  the 
erection  of  a  garage  at  premises  2337-45  Waterbury  ave¬ 
nue,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Waterbury  avenue  from  Havemeyer 
avenue  to  a  point  100  feet  west  of  Zerega  avenue, 
and  the  property  at  the  rear  and  for  a  distance  of  50  feet 
on  either  side  of  the  side  lot  lines  of  the  premises 
in  question. 


.  (355-22-IBZ) 

he  chairman  presented  and  read  a  communication  from 
Henry  C  Brucker,  requesting  the  hoard  to  fix  the  area 
deemed  affected  and  in  which  to  obtain  consents  for  the 
maintenance  of  a  garage  at  premises  2037  Linden  street. 
Ridgewood,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Linden  street  from  a  point  100  feet 
south  of  Grandview  avenue  to  a  point  100  feet  north 
of  Eairview  avenue,  and  property  adjoining  at  rear 
of  the  premises  in  question,  and  for  a  distance  of  50 
feet  measured  from  each  side  of  lot  line. 

Adjourned  1:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  18,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady,  Kleinert  and  Moore. 

The  minutes  of  the  special  meeting  of  the  board  of 
standards  and  appeals,  held  Friday  afternoon,  April  7, 
1922,  and  the  minutes  of  the  regular  meeting  of  the  board 
of  standards  and  appeals,  held  Tuesday  afternoon,  April 
11,  1922,  were  approved  as  printed  in  the  Bulletin,  No.  16, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

153-22-S. 

PETITIONER — Samuel  Rosenblum. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 117-119  West  33rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request.  Peti¬ 
tion  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 


ents  Kleinert  and  Moore  .  9 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville  and  McDermott  .  4 


154-22-S. 

PETITIONER — Samuel  Rosenblum. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 121  West  33rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request.  Petition 
withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 


ents  Kleinert  and  Moore  .  9 

Negative  . 0 

Absent:  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville  and  McDermott  .  4 


207-22-S. 

PETITIONER — Frank  A.  Carr,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  comimssioner. 


PREMISES  AFFECTED— 27,7-279  Morris  avenue,  The 
Bronx.  ’ 

APPEARANCES— 

For  Petitioner:  R.  F.  McKinery. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  April  25th,  1922, 
for  inspector  of  fire  department  to  verify  state¬ 
ments. 


222-22-S. 

PETITIONER— Henry  J.  Sohmer,  owner. 

SUBJECT— Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 12-32  Jamaica  avenue  and  758- 
70  Boulevard,  Queens. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  April  25th,  1922. 


224-22-S. 

PETITIONER— American  Sugar  Refining  Company, 
owner. 


SUBJECT— Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 292-314  Kent  avenue,  Brook¬ 
lyn. 

APPEARANCES— 


For  Applicant:  Harry  F.  Nauman,  Robert  Palm. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD' — Laid  over  to  May  9th,  1922. 


204-22- S. 

PETITIONER — Samuel  Rosenblum,  for  Samuel  Schweid, 
owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED- — 66  West  Houston  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — ‘Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
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Fire  Commissioner  Hannon,  Superintend¬ 


ents  Brady  and  Kleinert  .  9 

Negative  .  9 

Absent:  Fire  Chief  Kenlon,  Superintendents 
Reville,  Moore  and  McDermott .  4 


THE  RESOLUTION: 

(204-22-S) 

Whereas,  Samuel  Rosenblum,  architect,  for  Samuel 
Schweid,  owner,  hied,  February  11,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  hre  commissioner,  affecting  premises  6b  West 
Houston  street,  Manhattan;  and 

Whereas,  the  order  of  the  hre  commissioner  reads : 

‘T.  Arrange  the  hre  escape  on  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  Sections  273  and 
274  of  ithe  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of 
Section  271  of  the  Labor  Law. 

“Among  the  defects  noted  as  existing  on  the  above 
hre  escape  are  the  following :  Balconies  connected 
by  ladders ;  no  stairway  from  top  floor  balcony  to  roof ; 
drop  ladder ;  windows  on  course  of  hre  escape  are  not 
fireproof. 

“2 4  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  Section  271  of  the  La¬ 
bor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  23  ft.  by  70  ft.  in  area  in  the  1st  story  and  23  ft. 
by  42  ft.  in  area  above ;  occupied,  1st  story,  iron  works, 
4  pea-sons;  2nd  story,  mfr.  caps,  6  persons;  3rd  story,  va¬ 
cant,  to  have  5  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  3rd  story,  enclosed  in  lath  and  plaster  partitions  in 
the  1st  story  and  in  wood  partitions,  one  side  metal  covered, 
above,  with  scuttle  and  iron  ladder  to  roof  from  top  story 
loft,  a  fire  escape  on  the  front  of  the  building  with  drop 
ladder  to  street,  balconies  connected  by  double  rung  lad- 

Whereas,  petitioner  contends  that  in  view  of  the  small 
occupancy,  the  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  counter-balanced  drop  ladder  m  guides 
be  installed  on  the  front  fire  escape  to  a  safe  landing  place 
at  sidewalk  level ;  and  that  a  fixed  iron  ladder  be  installed 
in  the  hall  closet  of  the  top  floor  to  the  scuttle  in  the  root, 
the  closet  to  be  maintained  unincurfibered,  any  door  to  same 
to  be  removed;  and  that  the  total  occupancy  above  the 
first  floor  be  limited  to  eleven  (11)  persons. 


241-22-S. 

PETITIONER — Lee  Samenfeld,  for  Pasqualina  Monaco, 

owner.  .  ,  .  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED— 144  Melrose  street,  southwest 
corner  Evergreen  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1922,  for 
final  action. 


269 -22- S.  „  .  . 

PETITIONER— Amos  F.  Thiergardt. 
SUBJECT — Variation  of  the  labor  law  as 
of  the  fire  commissioner. 
PREMISES  AFFECTED — 44-48  Doughty 
Vine  street,  Brooklyn. 


cited  ini  order 
street,  31-35 


APPEARANCES — 

For  Petitioner :  Amos  F.  Thiergardt. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Kleinert  and  Moore  .  10 

Negative  .  9 

Absent :  Fire  Chief  Kenlon,  Superintendents 
Reville  and  McDermott  .  3 

THE  RESOLUTION: 

(  269-22- S) 

Whereas,  Amos  F.  Thiergardt,  for  Lowell  M.  Palmer 
Estate,  owner,  filed,  Feb.  23,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require-* 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  44-48  Doughty  street  and 
31-35  Vine  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  egress  to  the  street  from  the  stairway 
at  the  northerly  end  of  building  by  means  of  a  passage¬ 
way  enclosed  in  fire  resisting  material,  as  per  sec¬ 
tion  271  of  the  Labor  Law.”; 
and  . 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  46  ft.  by  98  ft.  in  area,  occupied,  manufacture  of 
pharmaceutical  preparations;  basement,  storage;  1st  story, 
storage  and  receiving,  12  persons ;  2nd  story,  finished  stock 
and  order  picking,  8  persons ;  3rd  story,  subdividing  and 
finishing,  36  persons;  4th  story,  tablet  dividing  and  fin¬ 
ishing,  24  persons;  5th  story,  tablet  finishing,  6  persons; 
6th  story,  tablet  mfg.,  6  persons ;  equipped  with  a  sprinkler 
system  and  a  fire  alarm  signal  system;  the  means  of  egress 
consisting  of  an  interior  stairway  at  the  Vine  street  front 
of  the  building,  extending  from  the  2nd  story  to  the  roof 
with  direct  egress  to  Vine  street  from  2nd  story  level, 
enclosed  in  fireproof  partitions  with  fire  doors  at  the 
openings,  an  interior  stairway  near  the  Doughty  street 
front  extending  from  the  1st  story  to  the  roof ;  a  hori¬ 
zontal  exit  on  each  story  leading  to  building  adjoining; 

Whereas,  petitioner  contends  that  the  particular  story 
affected  is  only  a  storage  and  receiving  room,  and  has 
direct  egress  to  the  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  (the  petition  be  and  it  hereby  is  granted 
so  long  as  conditions  remain  unchanged. 


27 6 -‘22- S. 

PETITIONER— Minot  Realty  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 138-146  West  14th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1— Laid  over  to  April  25th,  1922. 


PETITIONER— Charles  Million,  for  Commonwealth  Fuel 
Co.,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 600  Kent  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Charles  Mullon. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 
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ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
iHE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 


ents  Brady,  Kleinert  and  Moore  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Superintendents 

Reville  and  McDermott  .  3 

THE  RESOLUTION : 

(412-22-S) 


W'hereas,  Charles  Mullon,  for  Commonwealth  Fuel  Co., 
Inc.,  owner,  filed,  March  20,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  600  Kent  avenue, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  northerly  end  of  the  west  side  of  building  with 
balconies  4  ft.  in  width  connected  by  stairways  not 
less  than  22  in.  wide,  placed  at  an  incline  of  not  more 
than  45  degrees.”; 

and  « 

Whereas,  the  building  is  of-  non-fireproof  construction, 
4  stories  in  height,  30  ft.  by  100  ft.  in  area,  occupied  in 
the  1st  story  for  the  manufacturing  of  wooden  heels,  4 
persons ;  2nd  story,  feather  cleaning,  2  persons ;  3rd  story, 
manufacturing  of  wooden  heels,  10  persons;  4th  story, 
feather  cleaning,  3  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to  the 
4th  story,  enclosed  in  metal  covered  wood  partitions,  with 
wood  doors  at  the  openings,  a  fire  escape  on  the  front 
of  the  building,  with  fireproof  windows  along  the  course 
of  the  fire  escape,  a  newly  erected  fire  escape  on  the  rear 
of  the  building,  with  egress  from  open  yard  through  drive¬ 
way  to  street,  this  fire  escape  conforming  to  the  require¬ 
ments  of  the  Labor  Law  except  that  it  does  not  extend 
to  the  roof;  and 

Whereas,  petitioner  contends  that  there  is  no  safe  egress 

from  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  gooseneck  ladder  be  installed  from  the 
top  balcony  of  the  fire  escape  to  the  roof. 


976-21-S. 

PETITIONER — Arbuckle  Brothers,  owners. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 21-41  John  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Timothy  J.  Shea  and  A.  R.  Lev- 
eridge. 

ACTION  OF  BOARD — Laid  over  to  April  25th,  1922, 
pending  inspection  by  committee  of  board. 


267-22-S. 

PETITIONER— Horace  S.  Ely  &  Co.  for  Benjamin  C. 
Faulkner,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 233-235  Pearl  street,  118  John 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  William  T.  Ropes. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
[Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady  and  Kleinert  .  9 


Negative  .  q 

Absent:  Fire  Chief  Kenlon,  Superintendents 

Reville,  Moore  and  McDermott  .  4 

THE  RESOLUTION: 

(267-22^S) 

Whereas,  Horace  S.  Ely  &  Company,  for  Benjamin  C. 
Faulkner,  owner,  filed,  Feb.  23,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  233-35  Pearl  street  and 
118  John  street,  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  31431-LD: 

“2.  Provide  approved  automatic  self-closing  fire¬ 
proof  windows  for  all  openings  upon  the  course  of 
the  fire  escape  at  the  front  of  building  as  per  sec. 
274  of  the  Labor  Law.” 

No.  31432-LD : 

“1.  Extend  interior  stairway  at  the  west  side  of 
building  to  the  roof.” ; 

and 


Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  38  ft.  by  89  ft.  irregular  in  area;  occupied,  1st  story, 
offices  and  storage  of  tobacco,  10  persons;  2nd  story,  cigar 
factory,  15  persons;  3rd  and  4th  stories,  essential  oils, 
5  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway  at  the  Pearl  street  end  of  the  building  extending 
from  the  1st  story  to  a  counter-weighted  scuttle  in  the 
roof ;  a  stairway  at  the  John  street  end  extending  from 
the  1st  story  to  the  2nd  story,  a  fire  escape  on  the  Pearl 
street  front  with  counter-balanced  stairs  to  street,  with 
non-fireproof  windows  along  the  course  of  the  fire  escape ; 
and 

Whereas,  petitioner  requests  modification  of  the  orders 
on  the  ground  that  the  only  large  occupancy  is  on  the 
2nd  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  as  to  order 
No.  31431-LD,  item  No.  2,  and  as  to  order  No.  31432-LD, 
on  condition  that  the  occupancy  of  the  building  be  limited 
to  five  (5)  persons  above  the  second  story,  and  that  a 
counter-balanced  scuttle  to  the  roof  be  installed;  and 
granted  only  so  long  as  present  conditions  as  to  use  and 
occupancy  remain  unchanged. 


1588-21-S. 

PETITIONER — Charles  B„  Meyers,  for  Lawrence  Hold¬ 
ing  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 2-6  East  Broadway,  10-12 
Catherine  street  and  18-19  Chatham  square,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  granted. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 


tendent  Brady  .  8 

Negative  .  0 


Absent:  Fire  Chief  Kenlon,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  5 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

2 52-22- S 

PETITIONER — Samson  Electric  Company. 

SUBJECT — Approval  of  Samson  Vibrating  Bell. 
APPEARANCES— 

For  Petitioner :  P.  N.  Mack. 

ACTION  OF  BOARD — Approved  for  use  in  accordance 
with  report  of  fire  commissioner. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady  and  Moore  .  8 
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Negative  .  0  Absent:  Fire  Chief  Kenlon,  Superintendents 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com-  'Reville,  Kleinert  and  McDermott  .  4 

missioner  Hannon,  Superintendents  Reville,  ACTION  OF  BOARD — Hearing  on  petition  laid  over  to 
Kleinert  and  McDermott  .  5  May  2nd,  1922,  on  request  of  Superintendent  Moore. 


(252-22-S) 

Whereas,  The  Samson  Electric  Commpany,  filed,  Febru¬ 
ary  21,  19122,  a  petition  with  the  board  of  standards  and 
appeals  for  approval  of  their  devices  known  as  110  volt 
A.  C.  60  cycle  Vibrating  Gongs  to  be  used  for  multiple 
operation  on  110  volt  alternating  current  open  circuit  sys¬ 
tems  or  as  trouble  bells  on  110  volt  A.  C.  closed  circuit 
systems  and  110  volt  D.  C.  vibrating  gongs  for  similar 
use;  and 

Whereas,  these  devices  were  submitted  to  the  fire  de¬ 
partment  for  test  and  report  and  under  date  of  April  18, 
1922,  a  report  was  submitted  from  the  fire  department  rec¬ 
ommending  the  approval  of  these  devices  under  certain 
conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  these  devices  in  accordance  with  the  re¬ 
port  of  the  fire  department,  dated  April  18,  1922,  recom¬ 
mending  approval  and  confined  to  such  uses  as  recommend¬ 
ed  therein. 


1372-21-S. 

PETITIONER' — Ford  Regulator  Corporation. 

SUBJECT— Approval  of  Ford  Fire  Line  Reducing  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1922,  at  2 
p.  in.,  pending  report  of  test  by  fire  department. 


1421-21-lS. 

PETITIONER— Pyrene  Manufacturing  Co. 

SUBJECT— Approval  of  Guardene  Non-Slop  Extin¬ 
guisher. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  report  from  Thos. 

J.  Hayes,  acting  chief  of  fire  prevention  bureau. 
Laid  over  for  full  vote  of  board. 

VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney  and  Superintendent 

Brady  . ^ 

Negative:  Messrs.  Beatty,  Kerby,  Deputy  Fire 
Commissioner  Hannon  and  Superintend¬ 
ent  Moore  .  4 

Absent;  Fire  Chief  Kenlon,  Superintendents 
Reville,  Kleinert  and  McDermott  .  4 

VOTE  TO  APPROVE— 

Affirmative:  Messrs.  iBeatty,  Boulton,  Kerby, 
Deputy  Fire  Commissioner  Harmon,  Su¬ 
perintendents  Brady  and  Moore  .  6 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  . 3 

Absent:  Fire  Chief  Kenlon,  Superintendents 
(Reville,  Kleinert  and  McDermott  .  4 


PETITIONER— Bethlehem  Shipbuilding  Corp.,  Ltd. 
SUBJECT— Dahl  Oil  Burner. 

AP  P  E  ARANCES— N  one. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1922,  at  2 
p.  m.,  pending  request  to  demonstrate. 


309-22-S. 

PETITIONER— Nelson  B.  Creighton. 

SUBJECT— Ideal  Automatic  and  Manual  Gas  Valve. 

APPEARANCES—  0  , 

For  Petitioner:  Albert  H.  Stines,  Jr.,  and  Nelson 

B.  Creighton. 

VOTE  TO  ADOPT  REPORT  OF  COMMITTEE — 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintendent 

Brady  .  8 

Negative:  Superintendent  Moore  .  1 


341-21-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922,  at  2  p.  m. 
pending  receipt  of  report  on  test. 


26-22-S. 

PETITIONER — Petroleum  Heat  and  Power  Co. 
SUBJECT — Approval  of  Petroleum  Heat  and  Power  Co. 
Fuel  Oil  Burning  Equipment;  approval  of  Fess 
Turbine  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1922,  at  2 
p.  m.,  pending  demonstration  before  committee  of 
board,  date  thereof  to  be  set. 


53-21-S. 

PETITIONER— T.  V.  Forster. 

SUBJECT — Approval  of  hose  angle  valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922,  at  2 
p.  m.,  pending  report. 


127 8-21 -S. 

PETITIONER — Hammel  Oil  Burner  Equipment  Co. 
SUBJECT — Approval  of  Hammel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Granted  temporary  permit  to  in¬ 
stall  Hammel  Oil  Burner  at  the  J.  B.  King  Works, 
Staten  Island,  for  a  period  of  ninety  (90)  days, 
at  the  risk  of  petitioner. 

VOTE  TO  PERMIT  TEMPORARY  INSTALLATION— 


Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady  and  Moore  .  8 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 

Kleinert  and  McDermott  .  5 

THE  RESOLUTION: 

( 1278-21- S) 


Whereas,  The  Hammel  Oil  Burning  Equipment  Com¬ 
pany,  filed,  December  6,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  approval  of  their  device 
known  as  the  Hammel  Oil  Burner ;  and 
Whereas,  the  petitioner  requests  permission  to  install  the 
appliance  for  a  working  test  at  the  works  of  J.  B.  King 
Company,  New  Brighton,  Staten  Island,  for  a  period  of 
ninety  days  at  his  own  risk. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  grant  permission  to  the  Hammel  Oil  Burning  Equip¬ 
ment  Co.  to  install  their  burner  at  the  works  of  the  J.  B. 
King  Co.,  New  Brighton,  S.  I.,  at  their  own  risk  for  a 
period  of  ninety  days  from  this  date,  subject  to  approval  by 
the  board. 


194-212- S. 

PETITIONER — Worthington  Pump  and  Machinery  Cor¬ 
poration. 

SUBJECT — Worthington  Snow  Model  Duplex  Oil  Pump. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Approved  Worthington  Snow  Model  Duplex  Oil 
Pumps  for  general  use  in  oil  burning  installations. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Brady  and  Moore  .  8 

Negative  .  0 


Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Corn- 
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missioner  Hannon,  Superintendents  Reville, 

Kleinert  and  McDermott  .  5 

THE  RESOLUTION: 

(194-22-S) 

Whereas,  The  Worthington  Pump  and  Machinery  Cor¬ 
poration  filed,  February  9,  1922,  a  petition  with  the  board 
of  standards  and  appeals  for  approval  of  their  device 
known  as  the  Duplex  Piston  Pressure  Pump,  Snow  Pat¬ 
tern,  for  general  use  in  fuel  oil  burning  installations ;  and 
Whereas,  this  device  meets  with  the  approval  of  the 
board  as  to  the  mechanical  efficiency  and  construction. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  manufactured  by  the  Worthing¬ 
ton  Pump  and  Machinery  Corporation,  known  as  the  Du¬ 
plex  Piston  Pressure  Pump,  Snow  Pattern,  for  general 
use  in  fuel  oil  burning  installations. 


357-22-S. 

PETITIONER— J.  M.  Quinn. 

SUBJECT — Approval  of  the  Quinn  Fuel  Oil  Burner. 
APPEARANCES — 'None. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922,  at  2 
p.  m.,  pending  submission  for  test. 


315-22-S 

PETITIONER — Conran  Standpipe  Company. 

SUBJECT — Approval  of  Conran  Pressure  Reducer. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Gilroy  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922,  at  2 

p.  m. 


337-22-S. 

PETITIONER— Elkhart  Brass  Mfg.  Co. 

SUBJECT — Approval  of  Elkhart  Brass  Company  Siamese 
Connection. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Gilroy  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1922,  at  2 


465-22-S 

PETITIONER— Phister  Mfg.  Co. 

SUBJECT — Phister  One  Gallon  Fire  Extinguisher. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922,  at  2 
p.  m.,  pending  search  of  records  by  fire  depart¬ 
ment  inspector. 


PROPOSED  AMENDMENTS. 

280-22-S. 

SUBJECT — Proposed  amendments  to  the  Code  of  Ordi¬ 
nances  to  be  submitted  to  the  Board  of  Aldermen. 
APPEARANCES — James  J.  Walker,  Herbert  Brewster 
and  M.  C.  Schill;  Inspector  Gilroy  of  the  fire 
department. 

ACTION  OF  BOARD1 — Amendments  adopted  for  submis¬ 
sion  to  the  Board  of  Aldermen. 

THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 


Fire  Commissioner  Hannon  and  Superin¬ 
tendents  Brady  and  Moore  .  9 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Superintendents 

Reville,  Kleinert  and  McDermott  .  4 

THE  RESOLUTION: 

(280-22-S) 


Whereas,  the  fire  department  submitted  proposed  draft 
of  an  ordinance  for  changes  to  the  code  of  ordinances  as 
affecting  motion  picture  theatres  and  public  hearings  were 
held  thereon  by  the  board;  and 

Whereas,  the  board  has  drawn  up  the  following  recom¬ 
mendations  to  the  Board  of  Aldermen  for  amendment  to 
the  code  of  ordinances : 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  adopt  the  following  matter,  as  its  recommendation 
for  amendment  to  the  code  of  ordinances,  to  be  forwarded 
to  the  Board  of  Aldermen  for  said  board’s  consideration 
and  action. 


p.  m.,  pending  receipt  of  report  from  fire  com¬ 
missioner. 


1 12-22- S. 

PETITIONER— W.  R.  Ostrander  Co. 

SUBJECT — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Ostrander 
Trouble  Bell. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Mulligan  of  the 
fire  department. 

ACTION  OF  BOARD— Dismissed  for  lack  of  prosecu¬ 
tion. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady  and  Moore  .  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 

Kleinert  and  McDermott  .  5 

(112-22-S) 

Whereas,  W.  R.  Ostrander  and  Company  filed,  January 
9,  1922,  a  petition  with  the  board  of  standards  and  ap¬ 
peals  for  approval  of  their  device  known  as  the  Ostrander 
A.  C.  Fire  Alarm  Control  Panel;  A.  C.  Single  Stroke 
Ostrander  Gong  and  the  A.  C.  Ostrander  Trouble  Bell , 

Whereas,  petitioner  has  failed  to  comply  with  the 

request  of  the  board  for  the  submission  of  these  devices 

for  proper  tests.  .  .  .  , 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 


(Cal.  No.  280-22-S) 

Proposed  Amendments  to  Article  25,  Chapter  5,  Code  of 
Ordinances,  New  York. 

New  matter  in  italics.  Matter  to  be  omitted  in  brackets 

[  ]. 

524.  Fire-extinguishing  appliances.  [In  every  building 
described  in  Section  520  of  this  article.]  Except  as  other¬ 
wise  provided  in  this  section,  in  every  building  described  in 
Section  520  of  this  article  and  not  now  equipped  with  a 
standpipe  fire  extinguishing  equipment  approved  by  the  fire 
commissioner,  there  shall  be\  provided : 

[1.  HOSE.  A  proper  and  sufficient  quantity  of  two  and 
one-half  inch  hose  (not  less  than  100  ft.  in  length),  fitted 
with  regular  couplings  of  the  Fire  Department,  (and)  with 
nozzles  attached  thereto,  (and  with)  a  hose  spanner  (span¬ 
ners)  at  each  outlet,  shall  always  be  kept  attached  to 
each  hose  outlet  valve  (attachment)  as  the  Fire  Commis¬ 
sioner  may  direct.] 

1.  HOSE.  There  shall  always  be  kept  attached  to  each 
hose  outlet  valve,  as  the  fire  commissioner  may  direct,  a 
proper  and  sufficient  quantity  of  two  and  one-half  inch  hose, 
fitted  with  regulation  couplings  of  the  fire  department,  with 
nozzles  attached  thereto,  and  a  hose  spanner  at  each  outlet. 

2.  SPRINKLER  SYSTEM.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible  plugs,  ap¬ 
proved  by  the  [Superintendent  of  Buildings]  Fire  Com¬ 
missioner  as  conforming  to  the  provisions  of  the  rules  of 
the  Board  of  Standards  and  Appeals  governing  sprinkler 
installations,  supplied  with  water  from  a  tank  located  on 
the  roof  over  the  stage  and  not  connected  in  any  manner 
with  standpipes,  shall  be  placed  on  [each  side  of  the  pros¬ 
cenium  opening  and  on]  the  ceiling  or  roof  over  the  stage 
at  such  intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation.  Automatic  sprink- 
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lers  shall  also  be  placed,  wherever  practicable,  in  the  dress¬ 
ing  'rooms,  under  the  stage  and  in  the  carpenter  shop,  paint 
rooms,  store-rooms  and  property  rooms. 

3.  STANDPIPES.  Standpipes,  4  inches  in  diameter, 
with  hose  attachments,  shall  be  provided  on  every  floor 
and  gallery  as  follows,  namely :  One  on  each  side  of  the 
auditorium  in  each  tier,  one  in  each  mezzanine,  one 
on  each  side  of  the  stage  in  each  tier,  one  in  each  tier  of 
dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop,  [if  same  be  contiguous  to 
the  building.]  All  such  standpipes  shall  be  kept  clear 
from  obstructions.  Said  standpipes  shall  be  separate  and 
distinct  receiving  their  supply  of  water  direct  from  a  sep¬ 
arate  gravity  tank  of  3,500  gallons  capacity  located  above 
the  roof  and  from  [the  power]  a  fire  pump  [or  pumps.] 
and  shall  be  fitted  with  regulation  couplings  of  the  Fire 
Department,  and  shall  be  kept  constantly  filled  with  water 
by  means  of  an  automatic  [power]  fire  pump  [or 
pumps,]  of  sufficient  capacity  [to  supply  all  the  lines  of  hose 
when  operated  simultaneously]  as  prescribed  in  the  Rules 
of  the  Board  of  Standards  and  Appeals,  [and]  Said  pump 
[or  pumps]  shall  be  supplied  from  the  street  main  and  be 
ready  for  immediate  use  at  all  times  [during  any  perfor¬ 
mance  in  said  building],  except  that  any  theatre  having  not 
more  than  one  balcony,  with  no  occupancy  above  the  audi¬ 
torium,  used  exclusively  for  the  exhibition  of  motion  pic¬ 
tures,  and  having  no  stage,  dressing  rooms,  nor  scenery, 
shall  not  be  required  to  have  a  fire  pump,  unless  required 
to  fill  the  standpipe  supply  tank  as  prescribed  in  Rules  of 
the  Board  of  Standards  and  Appeals.  In  addition  to  the 
requirements  contained  in  this  Section  the  standpipe  shall 
also  conform  to  the  requirements  contained  in  Section  581 
of  this  Chapter. 

4.  EXEMPTIONS.  Buildings,  used  exclusively  for  the 
exhibition  of  Moving  Pictures,  not  more  than  one  story  in 
height  and  not  exceeding  15,000  square  feet  in  area,  having 
access  to  two  streets ,  with  no  other  business  on  premises, 
excepting  stores  occupying  not  more  than  10  per  cent  of  the 
area,  and  having  no  stage,  dressing-rooms,  nor  scenery,  shall 
not  be  required  to  provide  a  gravity  tank  supply  for  the 
standpipe  fire  lines,  nor  a  sprinkler  system,  when  there  is 
a  four  inch  direct  connected  standpipe  equipment  to  a  city 
water  main,  fed  two  ways,  or  one  connection  on  each  of 
two  street  fronts,  each  main  so  fed  that  the  shutting  off  of 
the  supply  of  one  main  will  not  interfere  with  the  supply  of 
the  other  main,  and  having  sufficient  pressure  to  maintain 
a  minimum  of  thirty  (30)  pounds  per  square  inch  static 
pressure  at  the  highest  outlet,  provided  evidence  is  sub¬ 
mitted  establishing  the  fact  that  the  water  main  pressure 
is  as  required.  This  standpipe  equipment  shall  be  provided 
with  regulation  Fire  Department  3  inch  Siamese  connection. 

Buildings  as  described  in  this  exemption  will  be  required 
to  have  standpipes  so  placed  that  not  more  than  100  feet  of 
hose  shall  be  required  to  reach  all  parts  of  the  auditorium. 

A  stadium  construction  may  be  deemed  a  one  story  build¬ 
ing,  on  condition  the  seats  so  arranged  shall  not  at  the 
floor  level  of  the  highest  row  be  more  than  15  feet  above 
the  lowest  floor  level  of  the  auditorium ;  provided,  how¬ 
ever,  the  gradient  of  the  auditorium  floor  does  not  exceed 
one  foot  in  12  feet. 

526.  LIGHTS.  1.  Adequacy.  Every  portion  of  the 
building  devoted  to  the  uses  or  accommodations  of  the  pub¬ 
lic,  also  all  [outlets]  means  of  egress  leading  to  the  streets 
and  including  the  open  courts  [or]  and  corridors,  shall  be 
well  and  properly  lighted  during  every  performance,  and 
the  same  shall  remain  lighted  until  the  entire  audience  has 
left  the  premises.  When  interior  gas  lights  are  not  lighted 
by  electricity,  other  suitable  appliances,  [to  be]  approved 
by  the  Superintendent  of  Buildings,  shall  be  provided. 

527.  MEANS  OF  EGRESS.  1.  Exits  to  streets.  Every 
theatre  accommodating  300  persons  shall  have  at  least  two 
exits;  when  accommodating  500  persons,  at  least  three 
[3  suchl  exits  shall  be  provided;  these  exits  not  referring 
to  nor  including  the  exits  to  the  open  court  at  the  side  of 
the  theatre.  Every  such  building  shall  have  one  or  more 
fronts  on  the  streets,  and  in  such  fronts  there  shall  be 


suitable  means  of  entrance  and  exit  for  the  audience,  aggre¬ 
gating  not  less  than  25  ft.  in  width.  The  entrance  of 
the  main  front  of  the  building  shall  be  not  [on  a.  higher 
level  from]  more  than  one  foot  above  the  sidewalk  level 
[than  four  steps]  unless  approved  by  the  Superintendent  of 
Buildings.  Each  exit  shall  be  at  least  five  feet  in  width 
in  the  clear  and  provided  with  doors  of  iron  or  wood;  if  of 
wood,  the  doors  shall  be  constructed  as  hereinbefore  pre¬ 
scribed  in  this  Chapter.  All  of  said  doors  shall  open  out¬ 
wardly,  and  shall  be  fastened  with  [movable]  panic  bolts 
or  other  approved  devices  which  will  open  when  one 
or  more  persons  press  against  inner  side  of  said  door. 

530.  ( b )  Satisfactory  proof  must  be  submitted  and 

filed  with  application  that  curtain  is  capable  of  withstanding 
a  temperature  of  not  less  than  1700  degrees  F.  for  a  period 
of  45  minutes. 


Proposed  Amendment  to  Article  28,  Section  581,  Code  of 
Ordinances,  New  York. 

581.  STANDPIPES.  1.  [When  required]  Standpipes, 
constructed  and  installed  as  hereinafter  required  and  as 
prescribed  in  Rules  of  the  Board  of  Standards  and  Appeals 
shall  be  provided : 

a.  UNCHANGED. 

b.  UNCHANGED. 

c.  In  every  building  exceeding  ten  thousand  square  feet 
in  area,  except  in  buildings  specifically  exempted  in  Article 
25  of  this  Chapter  and  buildings  of  not  more  than  one  clere¬ 
story  in  height  not  exceeding  fifteen  thousand  square  feet 
in  area  and  occupied  solely  as  places  of  religious  worship; 
and  except  in  fireproof  buildings  not  over  four  stories  or 
45  feet  in  height  when  such  buildings  are  equipped  with 
an  approved  two  source  supply  automatic  sprinkler  system 
and  are  not  of  an  occupancy  deemed  unusually  hazardous 
by  the  Fire  Commissioner. 

d.  In  amusement  or  exhibition  parks  or  enclosures  when 
deemed  necessary  by  the  Fire  Commissioner. 

e.  In  oil  storage  plants,  ship-yards,  and  other  industrial 
plants  of  an  area  in  excess  of  ten  thousand  square  feet. 

2.  UNCHANGED. 

3.  Number  and  Location.  The  number  of  standpipes  in 
any  building  shall  be  such  that  all  parts  of  each  story  are 
within  the  reach  of  at  least  one  stream  supplied  by  hose  not 
exceeding  one  hundred  feet  in  length. 

When  a  building  requiring  standpipes  faces  on  more  than 
one  street,  at  least  one  standpipe  shall  be  installed  for  each 
street  front,  provided  that  for  intersecting  street  fronts, 
one  standpipe  shall  be  sufficient  for  each  intersection,  when 
all  portions  of  each  area  may  be  reached  by  a  stream  from 
100  feet  of  hose.  So  far  as  practicable,  standpipes  shall  be 
placed  within  stair  enclosures,  otherwise  they  shall  be  as 
near  the  stair  as  possible.  All  standpipes  shall  extend  from 
the  lower  story  to  and  above  the  roof. 

In  buildings  not  exceeding  40  feet  in  height  and  not 
over  20,000  sq.  ft.  in  area  gravity  tank  may  be  omitted  pro¬ 
vided  the  standpipe  riser  is  supplied  by  not  less  than 
4  inch  connection  to  street  main  having  not  less  than  45  lb. 
pressure. 

4.  CONSTRUCTION.  All  standpipes  hereinafter  in¬ 
stalled  shall  be  constructed  as  prescribed  by  the  Rules  of  the 
[Fire  Commissioner]  Board  of  Standards  and  Appeals  and 
shall  be  provided  with  such  outlets  and  equipped  with  such 
appliances  as  required  by  said  rules.  All  standpipes  shall 
extend  to  the  street  and  shall  be  provided  [at  or  near  the 
sidewalk]  with  approved  siamesfe  connections.  In  build¬ 
ings  not  exceeding  45  feet  in  height,  Siamese  connections 
will  not  be  required.  When  there  is  more  than  one  stand¬ 
pipe  in  any  building,  [all]  they  shall  be  cross-connected  in 
an  approved  manner  below  the  side-walk  level,  or,  if  there 
is  no  cellar,  they  shall  be  cross-connected  beloiv  the  ceiling 
of  the  basement  or  lowest  story. 


Adjourned  5:30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE” — “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

P  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  April  28,  1922,  at  2  p.  m. 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe”— “Fire  Line.” 


Rule  1.  .  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 

*  'iuC  r°r  r  Perm^ssi°n  °f  the  Fire  Commissioner  J^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal- 
lahon  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves! 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
nose,  .  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the ’Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
ae  yle  j  ^0lJ  approval  by  the  Fire  Commissioner.  A 
c®rf1^e(f  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect 


inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
tor  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturers  name  and  the  date  of  and  the  number  of 
the  approved  Certified  copies  of  the  approval,  working 

ravings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
“  ru]es  and  no  such  articles  or  devices  have  been 

officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  hire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 

and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen- 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
uay,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 


Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20-S.of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8 y2  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 


q  BOi  f  mJ  iLUiJNCr.  bor  the  application  of 

Sec  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
ct  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 


Rule  8.  .  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 


.  .  .  , .  ”  “v-*‘  oi  uie  pent 

house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 

the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft. 
t  e  pent  house,  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 


Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num- 
ber  of  hose  outlets .  and  hose  located  as  hereinafter  set 
*ordl’  t0  1?la^e  P9ss^le  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  t,he  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 


Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as: 
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(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 

°f(b)PPFour-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  ot 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 

in  these  rules.  .  ...  „T/  •  u 

(d)  Modified  systems,  in  which  the  piping  is  2/2  inches 

in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter.  . 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 

fire  boats. 


Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof- 
ing  approved  by  the  Superintendent  of  Buildings. 


Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand" 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 


When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 


one  tank. 

Mercantile  or  Industrial.  Buildings  in  Group  under  the 
same  ownership  and  operation  : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy,  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
G5  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from,  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over- 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac- 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank.—  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank.— Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an.  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on. each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be.  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F„  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
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days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if1  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
excep*  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction  :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 


turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  this  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required : 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 
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(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
De  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  discnarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  Siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 


have  a  Siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  l/%  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  Siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  Siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  Siamese  and  its  check  valve  there  shall  be  placed  either  a 
)4- in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
24- in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3 )4  in. 
x  3)4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  Siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  )4-in.  open  drip  without  valve 
or  cock,  or  a  $4-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  Siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  Siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 )4  in.  in  diameter,  set  not  less  than  5 'ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tiie 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2)4  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  )4  in.  open  drip  extending  to  a  sink  or  a 
24  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2)4  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
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thereto  2]/2  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  2%-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
ll/s  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2l/2  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

.  Rule  37.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2l/2  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2)/2-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 


shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40  PLACES  COVERING  LARGE  AREAS, 
i  ards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic;  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 


449 


PUBLIC  HEARING 


a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 hr.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2J4  in.  in  diameter. 


Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineers  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper.. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
bv  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals,,  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  T^e  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  lo.catcd 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All1  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
the  system  shall  be  the  first  connection  cn  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 


Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 


below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  18 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
^calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  34  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.’’ 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire,  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2^4  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 
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9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 


tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  l/s  of  an  in.  in  depth. 

13.  Where  there  N  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  APRIL  21,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby,  Superintendents  Brady,  Kleinert, 
Reville  and  McDermott. 

(281-22-S) 

SUBJECT — Proposed  rules  governing  fire  extinguishing  ap¬ 
pliances:  Standpipe— Fire  Line. 

APPEARANCES — Inspector  Gilroy,  of  the  fire  depart¬ 
ment;  A.  C.  MacNulty,  representing  Real  Estate 
Board  of  New  York,  and  A.  L.  Boerner,  represent¬ 
ing  W.  D.  Allen  Mfg.  Co. 

ACTION  OF  THE  BOARD — Chairman  Walsh  presented 
communications,  in  regard  to  the  proposed .  rules, 
from  the  following: 


Real  Estate  Board  of  New  York,  signed  by  H.  H. 
Murdock;  The  New  York  Board  of  Fire  Under¬ 
writers,  signed  by  F.  J.  T.  Stewart;  Sugarman  & 
Hess,  architects;  Rouse  &  Goldstone,  architects; 
Building  Managers  &  Owners  Association,  signed 
by  Douglas  M.  Cruikshank;  American  Institute  of 
Architects;  Associated  Factory  Mutual  Fire  In¬ 
surance  Companies;  Warren  &  Wetmore,  archi¬ 
tects  ;  and  Fred  F.  French,  architects,  engineers  and 
builders. 

Public  hearing  adjourned  to  Friday,  April  28,  1922,  at 
2  p.  m. 

Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge, .  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 
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Hon.  John  F.  Hylan,  April  8,  1922. 

Mayor,  New  York  City. 

Sir: — I  have  the  honor  to  submit  for  your  information  the  first  quarterly  report  of  the  Board  of  Appeals 
and  Board  of  Standards  and  Appeals,  combined,  for  the  quarter  ending  March  31,  1922,  which  is  set  forth  as 
follows : 


MEETINGS  OF  THE  BOARD. 


Board  of  Appeals  . 

Board  of  Standards  and  Appeals  . . . 

Total  meetings  . 

Total  number  of  Inspections 


CASES  FILED  AN  D  PENDING,  1922. 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution . 

Petitions  for  Variations  of  Labor  Laws  . 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Actions  . 


199 

83 

177 

20 

4 

30 

67 


Total  1922  Cases  . 

Cases  pending  December  31,  1921  . 

Additional  1921  Pier  Cases  awaiting  Court  Decision . 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 


Total  Cases  for  First  Quarter 


980 


DISPOSITION  OF  CASES. 


Cases  Disposed  of  by  Board  of  Appeals. 

Appeals  from  Administrative  Orders  .  161 

Appeals  under  Building  Zone  Resolutions  .  94 

Miscellaneous  Actions  .  48 

Total  disposed  of  .  363 

Appeals  pending  March  31st,  1922  .  318 


Cases  Disposed  of  by  Board  of  Standards  and  Appeals. 


Petitions  for  Variations  of  Labor  Law .  169 

Petitions  for  the  approval  of  Appliances  and  Materials  19 

Petitions  for  the  Adoption  of  Rules  .  2 

Miscellaneous  Actions  .  17 


Total  disposed  of  .  207 

Petitions  pending  March  31st,  1922  .  152 
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Cases  pending  December  31,  1921  . 

Additional  1921,  Pier  and  Theatre,  cases  .... 
Cases  filed  up  to  and  including  March  31,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . . . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . ' 

Cases  pending  March  31,  1922  . 


SUMMARY. 


389  Withdrawn  . 

Dismissed  . 

11  Denied  . 

Granted  . "  ’ m . . 

483  Granted  on  condition  . 

Appliances  approved  . 

30  Appliances  disapproved  ...... 

Miscellaneous  Actions. 

41  Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

4  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

6  Requests  for  modification  granted 

Requests  for  modification  denied  . 

0  Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

6  Requests  for  extension  of  time  granted 
Requests  for  extension  of  time  denied 

4  Rules  approved  . 

Rules  disapproved  . 

5  Requests  to  install  granted  . 

Requests  to  install  denied  . 

0  Administrative  requests  granted  . *  ’  ] 

Administrative  requests  denied  . 

1  Interpretations  . 

—  Requests  withdrawn  . 

980  . 

510  Total  . 


37 
69 
60 
35 

225 

13 

6 

38 
2 

4 
0 

5 
1 
0 
0 

6 
0 
1 
1 
5 
0 
0 
0 
1 
1 
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DISPOSITION 

OF  1921  CASES. 

— 

Pending  December  31,  1921. 

Pier  Cases  awaiting  Court  Decision  . . 

Disposed  of. 

Now  Pending. 

Iheatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 
Appeals  from  Administrative  Orders 

0 

0 

42 

5 

Applications  under  Building  Zone  Resolution 

112 

13 

Petitions  for  Variation  of  Labor  Law  . 

DO 

22 

Petitions  for  Approval  of  Appliances  . . . 

y  i 

4 

Petition  for  Adoption  of  Rules  . 

iy 

6 

Total  . 

l 

0 

297 

92 

CASES  PENDING  BEGINNING  SECOND  QUARTER. 


Appeals  from  Administrative  Orders  . . 
Appeals  under  Building  Zone  Resolution 
Petitions  for  variation  of  Labor  Law  . . 
Petitions  for  approval  of  appliances  . . . 

Petitions  for  adoption  of  Rules  . 

Additional  1921  Pier  and  Theatre  Cases  . 
Balance  pending  from  1921  . 

Total  . 


152 

73 

120 

20 

2 

11 

92 


.  470 


MONEYS  RECEIVED. 


Subscriptions  to  Bulletin  . 

Cash  sales  of  Bulletin  . 

Total  (paid  to  Chamberlain) 


WILLIAM  J.  O’GORMAN,  Secretary. 


$170.00 

$57.16 


$227.16 


Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921  . 

Cases  filed  up  to  and  including  April  20,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 

Cases  pending  April  20,  1922  . 


389 

11 

585 

39 

49 

4 

6 

0 

8 

4 

6 

0 

1 

1102 

606 

496 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . 


41 
74 
74 

42 
277 

15 

6 


46 

2 

4 
0 

5 
1 
0 
0 
8 
0 
2 
1 

6 
0 
0 
0 

*1 

1 


Total 


606 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
md  applicants  for  relief  at  the  hands  of  the  Board  of 
standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
o  all  lawyers,  architects  and  engineers  representing 
wners  or  lessees  in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  by  rep- 
■esentative  at  the  hearing  on  their  case,  dismissal  for  lack 
if  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
learing  is  provided  in  the  publication  in  this  Bulletin  of 
he  calendars  of  these  boards, .each  case  being  se :  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

16 Third  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 

newspapers.  .  .  .  , 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tlie 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 


My  subscription  is  to  begin  with  the  issue  for 
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P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert  . Supt.  of  Buildings,  Brooklyn 
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Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  he  addressed  to  the  chairman 

of  the  hoard. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  April  25, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  April  25,  1922. 

Notice  of  Public  Hearing. 

Correction  of  Rules. 

Correction  of  Minutes. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

d  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  intf  r- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  May  2,  1922, 

at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  9,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 

days  from  the  Gate  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  April  27,  1922. 

Cal.  No.  Department  Order  No. 


61 2-  22-  S 

. F.D . 

. LD  34253 

fill-22-BZ 

. LC  71948 

610-22-S . 

« 

.  Appliance 

609  °2  S 

_ F.D  . 

. LC  10012 

608-22-S . 

. F.D  . 

. LD  97912 

607-22- S . 

. B.B.M . 

....Alt.  453-4922 

606  22- S 

. F.D . 

. LD  2231 

605-22-BZ . 

...Alt.  1586-1922 

604-22-BZ . 

. B.BJB . 

603-22-IBZ . 

....NB  229-1922 

602-22-BZ . 

. F.D . 

.  C  11860 

601-22-A . 

_ NB  887-1922 

600-22-S . 

.  LD  14865 

599-22-BZ . 

. B.BjBx . 

.  ...NB  231-1921 

598-22-BZ . 

. B.B.Bx . 

...NB  1374-1922 

597-22-S . 

. B.B.M . 

. .  .  .Alt.  563-1921 

596-22- S . 

. F.D . 

.  F  20638 

595-22- A . 

. F.D . 

. Alt.  214-1922 

5 94-22- S . 

. B.B.M . 

. .  .  .  Alt.  2888-1921 

593-22-A . 

. F  1251 

592-22-A . 

. LC  71756 

591-22-BZ . 

. B.B.M . 

_ NB  4927-1922 

590-22- A . 

.  LC  11824 

5 89-22- A . 

. F.D . 

.  LC  11596 

583-22-A . 

. F.D.  . . 

. NB  373-1922 

587-22-BZ . 

. B.B.M . 

. NB  799-1922 

586-22-A . 

. LC  2945 

Restored  to  Calendar. 

649-21-A . F.D . Applic.  1680-21 


1506-21-S . F.D . LD  24494 


1600-21-S . F.D . LD  28738 


1644-21-S . F.D . LD  23161 


CODE. 

. . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday ,  May  2,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

297-22-BZ. 

APPLICANT — Williams-Dexter  Co.,  Inc.,  owner. 

PREMISES — 19-21  Barrow  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  use  of  premises  for 
bakery  and  restaurant  purposes. 

346- 22-BZ. 

APPLICANT— Michael  A.  Cardo,  for  Sylvester  &  Ellen 
O’Connor,  owners. 

PREMISES— 518  West  168th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  an  existing  carpenter  shop. 

347- 22-BZ. 

APPLICANT— Michael  A.  Cardo,  for  Joseph  Sciacca, 
owner. 

PREMISES— 330-332  East  110th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  extension  t#  exist¬ 
ing  marble  shop. 

567-22-BZ. 

APPLICANT— Albert  E.  Davis  for  St.  Ann’s  Church  of 
Morrisania  and  Catherine  F.  Johnson,  owners. 

PREMISES — 525-531  East  139th  street.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  store 
and  market. 

498-22-BZ. 

APPLICANT — General  Baking  Company,  owner. 

PREMISES — 3240-3256  Bronx  Boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  a  business  building. 

1642-21-BZ. 

APPLICANT — Walter  H.  Jackson,  for  T.  R.  Brawley, 
owner. 

PREMISES — 277-281  20th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  pub¬ 
lic  garage. 


BOARD  OF  APPEALS. 

Tuesday,  May  2,  1922,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 
10.2-22- A — 354  Bowery,  Manhattan. 

283-22-A — 610-618  Broadway,  Manhattan. 
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286-22- A— North  side  Willow  street,  465.24  ft.  west  of 
Bay  street,  Richmond. 

336-22-A — 236  Empire  Boulevard,  Brooklyn. 

341-22-A — 654  West  57th  street,  Manhattan. 

351-22-A — 753-759  7th  avenue,  160-166  50th  street,  south¬ 
east  corner,  Manhattan. 

354-22-A — 543-551  West  43rd  street,  542-554  West  44th 
street,  Manhattan. 

1305-21-A — 142-56  East  31st  street,  Manhattan. 

361-22-A — South  side  of  Canal  avenue,  460  ft.  west  of 
West  8th  street,  Brooklyn. 

365- 22-A — East  side  Clinton  avenue,  327  ft.  north  of  Ful¬ 

ton  street,  Jamaica,  Queens. 

366- 22-A — 128-132  East  57th  street,  Manhattan. 

371-22-A — 871  Bedford  avenue,  Brooklyn. 

162- 22-A — 1637-1643  Third  avenue,  200-204  East  92nd 

street,  Manhattan. 

163- 22-A — 206-210  East  92nd  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning.  May  2,  1922,  at  10  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

cal,  no.  1449-21-BZ — Application,  November  23,  1921,  under 
the  building  zone  resolution,  of  Henry 
J.  Schnackenberg,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage;  premises  69  Ferguson  street, 
Queens. 

oal.  no  1661-21-BZ — Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Philip 
T.  Sinnott,  applicant,  on  behalf  of 
Anna  Brav,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  1003-1005  Intervale  avenue, 
The  Bronx. 

cal.  no.  517-22-BZ — Application,  April  10,  1922,  under  the 
building  zone  resolution,  of  A.  J.  Sim- 
berg,  architect,  on  behalf  of  Jane  and 
Mary  Stokes  and  Anna  Waters,  own¬ 
ers,  to  permit  in  a  business  district  the 
erection  of  a  two  story  public  garage ; 
premises  225-229  St.  Nicholas  avenue. 
Manhattan. 

cal,  no.  330-22-BZ — Application.  March  6,  1922,  under  the 
building  zone  resolution,  of  Kings 
Highway  Community  Corporation,  ap¬ 
plicant  and  owner,  to  permit  partlv  in 
a  residence  district  and  partlv  in  a 
business  district  the  erection  of  a  rom- 
munitv  building:  premises  1665  East 
17th  street,  Brooklyn. 

cal.  no.  355-22-BZ — Application,  March  9.  1922,  under  the 
building  zone  resolution,  of  Henrv  C. 
Brucker.  architect,  on  behalf  of  Kath¬ 
erine  A.  Pralle,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
three  car  garave ;  premises  2037  Linden 
street,  Ridgewood,  Queens. 

cal.  no  440-22-BZ — Application.  March  24,  1922,  under  the 
building  zone  resolution,  of  Patrick  J. 
Murray,  architect,  on  behalf  of  George 
Ehret.  owner,  to  permit  partly  in  a 
residence  district  and  partlv  in  a  busi¬ 
ness  district  the  erection  of  a  two  story 
post  office  building:  premises  571-573 
West  182nd  street,  Manhattan. 


cal.  no.  1366-21-BZ— Application,  November  10,  1921,  under 
the  building  zone  resolution,  of  Jno.  B. 
Snook  Sons,  architects,  on  behalf  of 
Louis  Towbin,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  five  cars ;  premises  300  Put¬ 
nam  avenue,  Brooklyn. 

cal.  no.  1649-21-BZ — Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  Gustav 
Klockgetter,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  four  car  garage  for  his 
own  use;  premises  2186  Anthony  ave¬ 
nue,  The  Bronx. 

CAL.  NO.  132-22-BZ— Application,  January  31,  1922.  under  the 
building  zone  resolution,  of  William  A 
Elliott,  attorney,  on  behalf  of  John  I. 
Boyd,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  a  three  car 
garage;  premises  2743  Creston  avenue. 
The  Bronx. 

CAL.  NO.  333-22-BZ— Application,  March  27,  1922,  under  the 
building  zone  resolution,  of  Frederick 
Gerber,  architect,  on  behalf  of  Frank 
Meyer,  owner,  to  permit  in  a  residence 
district  the  extension  in  height  of  a 
carpenter  shop,  premises  118  East  88th 
street,  Manhattan. 

cal.  no.  378-22-BZ — Application,  March  4,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan.  architect,  on  behalf  of  The 
Jupiter  Realty  Co.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  of  a 
moving  picture  theatre;  premises  51- 
59  Burnside  avenue,  northeast  cornei 
Walton  avenue,  The  Bronx. 

cal.  no.  1658-21-BZ— Application,  December  19,  1921,  under 
the  building  zone  resolution,  of  Samuel 
H.  Drellich,  applicant,  on  behalf  of 
Fanny  Drellich,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  three  motor  cars;  premises 
151  Summit  Place,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  2,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

273-22-S — 136-138  7th  avenue,  Manhattan. 

288-22-S — 612  East  83rd  street,  Manhattan. 

290- 22-S — 421-25  East  101st  street,  Manhattan. 

294-22-S — 17  West  35th  street,  Manhattan. 

1588-21-S  10-12  Catherine  street,  2-6  East  Broadway  and 
18-19  Chatham  Square,  Manhattan. 
222-22-S — 12-32  Jamaica  avenue,  758-70  Boulevard,  Queens. 
241-22-S — 144  Melrose  street,  Brooklyn. 

291- 22-S — 108  East  16th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 
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13-21-S — Dahl  Oil  Burner. 

309-22-S — Ideal  Automatic  and  Manual  Gas  Valve,  ap¬ 
proval  of. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S— Angle  Hose  Valve. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

507-22-S — Exeter  Rotary  Fuel  Oil  Pump,  approval  of. 

545- 22-S — Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 


PUBLIC  HEARING. 

Friday,  May  5,  1922,  at  2  p.  tn. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matter  has  been  adjourned  to  Friday. 
May  5,  1922,  at  2  p.  m. : 

281-22-S — Proposed  Rules  “Standpipe” — “Fire  Line.” 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  May  9,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

13'94-21-BZ. 

APPLICANT — Perfection  Sales  Company. 

PREMISES— 2149-2159  Grand  Concourse,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

1583-21-BZ. 

APPLICANT — Hatmah  T.  Manning,  owner. 

PREMISES — 7  Clinton  Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
two  metal  garages,  one  for  two  cars  and  the  other 
for  three  cars. 

374-22-BZ. 

APPLICANT — Frank  M.  Egan,  for  Thomas  Waters, 
owner. 

PREMISES— 1874-78  Jerome  avenue,  1-17  Mt.  Hope  Place, 
The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  build¬ 
ing. 

385-22-BZ. 

APPLICANT — Erhard  Djorup,  for  Lena  Kravitz,  owner. 

PREMISES — 777  Tinton  avenue.  The  Bronx. 

TO  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  building  into  a  wet  wash  laundry. 

423-22-BZ. 

APPLICANT — Otto  L.  Spannhake,  for  Anton  Bohaty. 

PREMISES — 434  East  77th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  unre¬ 
stricted  district  the  extension  in  height  to  an  ex¬ 
isting  two  story  public  garage. 

1172-21-BZ. 

APPLICANT — Monte  London,  for  Patrick  C.  Meyers, 
owner. 

PREMISES— 4342  Broadway.  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  ga¬ 
rage. 


BOARD  OF  APPEALS. 

Tuesday,  May  9,  1922,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

131-22-A— 62  Delancey  street,  Manhattan. 

191-22-A — 280  Broadway,  Manhattan. 

258-22-A — Easterly  side  West  street,  south  side  of  Avenue 
I  and  Gravesend  avenue,  Brooklyn. 

293-22-A— 275  Water  street,  Manhattan. 

317-22-A— 1200  39th  street,  Brooklyn. 

338- 22-A— 108  East  16th  street,  Manhattan. 

339- 22-A— 360-370  Avenue  A,  Manhattan. 

373-22-A— 29-31  Auburn  Place,  Brooklyn. 

377-22- A — 211  West  125th  street.  Manhattan. 

381- 22-A — 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 

hattan. 

382- 22-A— 138-146  West  14th  street,  Manhattan. 

386- 22-A — 22  Queen  street.  Long  Island  City. 

387- 22- A — 22  Queen  street,  Long  Island  City. 

401 -22-A— 362-372  Second  avenue,  Manhattan. 

471-22- A — 215-217  Lexington  avenue,  Manhattan. 

588-22-A — Crescent  Avenue,  L.  L  C.,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  TS  HEREBY  GTVEN  by.  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
building  zone  resolution.  Tuesday  morning,  Mav  9,  1929, 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1490-21-BZ — Application,  November  30.  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attornevs,  on  be¬ 
half  of  Hill-Ware  Company.  Inc.,  own¬ 
er,  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars ;  premises  3325-3339 
Park  avenue,  The  Bronx. 

CAi-  NO.  450-22-BZ— Application.  March  27.  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Ges- 
co  Realtv  Company,  owner,  to  permit 
in  a  residence  district  the  erection  of 
a  business  building;  premises  300-308 
East  176th  street.  1830-1832  Anthony 
avenue.  The  Bronx. 

cal.  no.  1563-21-BZ — Application,  November  30,  1921,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  J.  Walsh,  applicant,  on  behalf  of 
Mary  M.  McDonald  and  Margaret  M 
Fitzpatrick,  owners,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  busi¬ 
ness  building:  premises  east  side  Uni¬ 
versity  avenue.  109.13  ft.  south  of  Mc¬ 
Combs  Road,  The  Bronx. 

cal.  no.  272-22-BZ — 'Application,  February  23,  1922.  under 
the  building  zone  resolution,  of  Stuard 
Hirschman,  applicant  and  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  of  a  public  garaee ;  premises  south¬ 
east  corner  Queens  Boulevard  and  Fisk 
avenue,  Winfield,  Queens. 

cal.  no.  70-22-BZ — Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
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a  business  district  the  erection  of  a  cal. 
public  garage;  premises  northeast  cor¬ 
ner  33rd  street  and  Roosevelt  avenue, 
Elmhurst,  Queens. 

cal.  NO.  200-22-BZ — Application,  February  10,  1922,  under 
the  building  zone  resolution,  of  M.  W. 
Kantrovitz,  applicant,  on  behalf  of 
Mrs.  M.  Kantrovitz,  owner,  to  permit 
in  a  business  district  the  maintenance 
of  a  two  car  garage ;  premises  1607 
Avenue  T,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  9,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1506-21-S — 335  East  26th  street,  Manhattan. 

224-22-S — 292-314  Kent  avenue,  Brooklyn. 

249- 22-S — 437-439  West  45th  street,  Manhattan. 

250- 22- S — 407  Sixth  avenue,  Manhattan. 

296-22-S — 146-148  West  55th  street,  Manhattan. 

304- 22-S — 46  Boerum  street,  Brooklyn. 

305- 22-S — 224-226  Pearl  street,  Manhattan. 

340-22-S — 314-320  Grand  street,  Manhattan. 

372-22-S— 310-312  West  40th  street,  Manhattan. 

391-22-S — 233  Water  street,  Manhattan. 

397-22-S — 256  West  23rd  street,  Manhattan. 

402-22- S — 141-143  Canal  street,  Manhattan. 

406-22-S — 6  East  12th  street,  Manhattan. 

414-22-S — 331  Adams  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

465-22-S — Phister  One  Gallon  Fire  Extinguisher,  approval 

of. 


BOARD  OF  APPEALS. 

Tuesday,  May  16,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

242- 22- A — 556  Kent  avenue,  Brooklyn. 

243 - 22- A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22- A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 
649-21-A — 295-303  Vernon  avenue,  L.  I.  C.,  Queens. 
1437-21-A — West  side  Luydig  Place,  corner  of  Kingsland 
avenue  and  Hunt  street,  Corona,  Queens. 

211-22-A — 1399  Gates  avenue,  Brooklyn. 

318-22-A-— 232-236  West  47th  street,  Manhattan. 

344- 22- A — 51  Boerum  street,  Brooklyn. 

362-22-A — 82  Pierrepont  street,  Brooklyn. 

404-22-A — 2237  and  2251  81st  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  May  16,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 


no.  106-22-BZ — Application,  January  25,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Behan,  applicant,  on  behalf  of  New 
Dorp  Coal  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
of  coal  pockets  and  silos;  premises  east 
side  5th  street,  50  feet  north  of  Sea- 
view  avenue,  Richmond. 

cal.  no.  298-i22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Mag¬ 
dalene  Rohr,  owner,  to  permit  in  a 
business  district  the  erection  of  a  base¬ 
ment  and  one  story  public  garage; 
premises  2337-2345  Waterbury  avenue, 
The  Bronx 

cal.  no.  313-22-BZ — Application,  March  1,  1922,  under  the 
building  zone  resolution,  of  Charles 
Kreymborg,  architect,  on  behalf  of 
Peronne  Realty  Co.,  Inc.,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  business  building;  premises 
northeast  corner  Fordham  Road  and 
Bainbridge  avenue,  The  Bronx. 

cal.  no.  206-22-BZ — Application,  February  11,  1922,  under 
the  building  zone  resolution,  of  John 
D.  Armstrong,  attorney,  on  behalf  of 
Wilbur  A.  Thompson  and  Fannie  J. 
Carter,  as  trustees,  to  permit  in  a  res¬ 
idence  district  the  maintenance  of  a  four 
car  garage;  premises  1270  East  19th 
street,  Brooklyn. 

cal.  no.  264-22-BZ— Application,  February  23,  1922,  under 
the  building  zone  resolution,  of  Lor¬ 
enz  F.  J.  Weiher,  architect,  on  behalf 
of  Belefreed  Garage  Corp.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  in  area  to  an  existing  garage; 
premises  1038  Forest  avenue,  The 
Bronx. 

cal.  no.  1560-21-BZ — Application,  April  11th,  1922,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  John 
M.  Bixby,  dec’d.,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  existing 
building  into  a  public  garage ;  premises 
974-988  University  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  16,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

976-21-S — 21-41  John  street,  Brooklyn. 

1689-21-S— 5-11  East  137th  street,  Manhattan. 

419-22-S — 436-438  Water  street,  Manhattan. 

421-22-S — 253  East  Houston  street,  Manhattan. 

429- 22-S — 104-112  West  29th  street,  Manhattan. 

430- 22-S — 133  West  14th  street,  Manhattan. 

431- 22-S — 42  East  8th  street,  Manhattan. 

432- 22-S — 59-61  East  8th  street,  Manhattan. 

436-22-S— 105  East  111th  street,  Manhattan. 

439-22- S — 32  West  Houston  street,  Manhattan. 

1 600-21- S — 415  6th  avenue,  Manhattan. 

1644-21-S — 500  East  164th  street,  The  Bronx. 
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BOARD  OF  APPEALS. 

Tuesday,  May  23,  1922,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

409- 22-A — 24-28  East  46th  street,  366  Madison  avenue, 

Manhattan. 

410- 22-A — 1037-43  Gates  avenue,  Brooklyn. 

411- 22-A — 1182-1184  Flushing  avenue,  365-369  Jefferson 

street,  Brooklyn. 

437-22-A — 331  Adams  street,  Brooklyn. 

441-22- A — 222-226  West  44th  street,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

424- 22-A — 73  Warren  street,  Manhattan. 

425- 22-A — 284-306  Saratoga  avenue,  Brooklyn. 

426- 22-A — 246-252  Skillman  street,  510  DeKalb  avenue. 

Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  23,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

306-22-S — 19  East  54th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  6,  1922,  at  2  p.  m. 

Appliances  Installed  Pending  Approval. 
1278-21-S — Hammel  Oil  Burner,  approval  of. 

422-22- S — Quimby  Pumps,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  9,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with- regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  16,  1922,  at  10  o.  m. 

The  forty-eight  pir  r  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 

879- 19-A— Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A  Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A— Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

^  River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

^  River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan 
31-20-A— Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A  Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A  Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A  Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A  Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A^-Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A  Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A— Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A— Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A— Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A— Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A  Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 
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423-20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 


1302-21-A — Pier  15,  East  River,  Manhattan. 

1541-21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 


1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  betwesn  Main  and  Dock  streets,  Brook¬ 

lyn. 


1545-21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 


MINUTES 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  25,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  April  18,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  17,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
131-22- A. 

APPELLANT — Harrison  G.  Wiseman,  for  Delancey 
Theatre,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  Fire  Commission¬ 
er. 

PREMISES  AFFECTED — 62  Delancey  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Ort,  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  9th,  1922,  at  10 
A.  M.,  on  written  request  of  appellant. 


191-22-A. 

APPELLANT — O.  A.  Johnson,  for  Frank  A.  Munsey, 
owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED — 280  Broadway,  Manhattan. 

APPEARANCES— 

For  Appellant:  O.  A.  Johnson. 

ACTION  OF  BOARD — Laid  over  to  May  9th,  1922,  at  10 
A.  M.,  pending  inspection  by  committee  of  the 
board. 


774-21-A. 

APPELLANT — Church  Charity  Foundation  of  the  Diocese 
of  Long  Island. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PAEMISES  AFFECTED— 1521  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  James  Sherlock  Davis. 

For  Administration :  Inspector  Liebermann,  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative:  Mr.  Holland  .  1 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(774-21-A) 

Whereas,  The  Church  Charity  Foundation  of  the  Dio¬ 
cese  of  Long  Island,  owner,  filed,  May  13,  1921,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 


missioner,  affecting  premises  1521  Atlantic  avenue,  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“With  reference  to  your  application  dated  . 

for  a  permit  to  maintain  a  garage  at  the  above  loca¬ 
tion,  I  regret  to  inform  you  that  I  am  without  power  to 
grant  such  a  permit. 

“Section  480,  Chapter  5,  Code  of  Ordinances,  pro¬ 
vides  that  no  permit  shall  be  issued  for  garage  in  a 
building  of  frame  construction  within  the  fire  limits. 

“You  are,  therefore  ordered  to: 

“Remove  all  motor  vehicles,  the  fuel  tanks  of  which 
are  not  empty  and  discontinue  the  use  of  premises  as 
a  garage.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  inside 
the  fire  limits,  upon  which  is  located  the  buildings  of  St. 
John’s  Hospital,  one  of  these  buildings  being  a  frame 
structure,  26  ft.  by  40  ft.  in  area,  one  story  in  height,  oc¬ 
cupied  as  a  garage  for  two  ambulances ;  and 

Whereas,  the  appellant  claims  that  the  building  has  been 
used  as  a  garage  for  ambulances  since  November,  1915. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  opening  between  the  brick 
building  adjoining  and  the  existing  garage  be  closed  up,  and 
that  six  one-quart,  portable  fire  extinguishers  be  installed. 


1383-21-A. 

APPELLANT — Leo  A.  Kahn,  Richard  Shutkind,  architect, 
substitute,  for  M.  &  L.  Schiavone,  owners. 
SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 304  West  54th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Richard  Shutkind. 

For  Administration :  Inspector  Liebermann,  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby _  6 

Negative  .  0 

Absent:  Fire  Chief  Martin  .  l 


THE  RESOLUTION : 

(1383-21-A) 

Whereas,  Leo  A.  Kahn,  for  M.  &  L.  Schiavone,  owners, 
filed,  November  14,  1921,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  orders  of  the  fire  commissioner,  affecting  prem¬ 
ises  304  West  54th  street,  Manhattan;  and 
Whereas,  the  orders  of  the  Fire  Commissioner  No.  8941- 
C  and  No.  8942-C,  dated  October  29,  1921,  read : 

“No.  8941  jC. — Smith  Bros.  &  Blucher — M.  Smith, 
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Pres.,  premises  304  West  54th  Street,  Borough  of  Man¬ 
hattan. 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” 

“No.  8942-C. — Auto  Electric  Specialty  Co.,  304  West 
54th  Street,  Borough  of  Manhattan. 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  178  ft.  4  in.  (irregular)  in 
area  at  the  1st  story  and  25  ft.  by  41  ft.  10  in.  in  area 
above;  occupied,  1st  story,  motor  vehicle  repair  shop  and 
store;  offices  above;  and 

Whereas,  the  appellant  states  that  on  July  25,  1016,  and 
until  1920,  there  existed  on  the  above  premises  a  five-story 
brick  office  building  on  the  front  of  the  lot  and  a  four- 
story  brick  building  on  the  rear  and  at  the  centre  of  the 
premises  a  one-story  frame  building;  both  rear  buildings 
being  used  as  motor  vehicle  repair  shops,  and  garages  and 
that  in  the  fall  of  19£0  a  fire  practically  destroyed  the  cen¬ 
tre  building  and  the  rear  four-story  brick  building  and  that 
in  their  places  a  one-story  brick  building  was  erected  con¬ 
necting  with  the  front  five-story  building,  this  new  building 
being  used  as  a  continuation  of  the  former  motor  vehicle 
repair  shops  and  has  filed  affidavits  to  that  effect. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  portion  of  the 
building  occupied  by  forges,  torches  and  gas  stoves  be  sep¬ 
arated  from  the  garage  by  a  wall  of  brick  or  other  approved 
masonry, — with  self-closing  fireproof  door  at  any  opening 
therein,  and  that  the  operator  of  the  welding  apparatus 
obtain  a  certificate  of  fitness,  and  on  further  condition 
that  any  opening  from  the  boiler  room  to  the  garage  be 
permanently  sealed  up,  that  the  entrance  to  the  boiler  room 
be  direct  from  the  street,  and  granted  so  long  as  conditions 
as  to  use  and  occupancy  remain  substantially  unchanged. 


232-22-A. 

APPELLANT— .St.  George  Garage,  Inc.,  for  Charles 
Baeszler,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 139  Bay  street,  Tompkinsville, 
Richmond. 

APPEARANCES— 

For  Appellant:  James  Whitford  and  Ernest 
Baeszler. 

For  Administration:  Inspector  Ort,  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby _  6 


Negative  . . .  0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(232-22-A) 


Whereas,  St.  George  Garage,  Inc.,  for  Charles  Baeszler, 
owner,  filed,  February  17,  1922,  an  appeal  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  139  Bay  street,  Tompkinsville,  Richmond;  and 
Whereas,  the  decision  of  the  fire  commissioner,  reads : 

“1.  Gasoline  tank  located  under  the  sidewalk  or 
beyond  the  building  line,  not  permitted.” ; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  in 
height,  127  ft.  by  40  ft.  in  area,  occupied,  sub-cellar,  storage; 
cellar,  unoccupied ;  1st  story,  garage ;  2nd  story,  garage ;  it 
is  proposed  to  place  a  gasoline  tank  under  the  sidewalk  in 
front  of  the  premises,  the  present  tank  being  within  the 
property  line  at  a  level  15  ft.  below  the  sidewalk ;  and 
Whereas,  appellant  contends  that  this  rise  of  15  ft.  to¬ 
gether  with  a  horizontal  line  of  20  ft.  extending  to  the 


curb,  makes  it  impossible  to  pump  the  gasoline  to  the  curb 
accurately  and  that  the  condition  was  brought  about  by  the 
change  in  the  grade  of  Bay  street  and  the  construction  of 
heavy  concrete  retaining  walls. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  tank  installations  conform 
to  the  fire  department  requirements  as  to  burial  of  tanks; 
and  on  further  condition  that  proper  permits  be  obtained 
from  the  bureau  of  highways. 


242-22-A 

APPELLANT — R.  W.  Bush  for  Brooklyn  Union  Gas  Co., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 556  Kent  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  on  re¬ 
quest  of  appellant. 


243-22-A 

APPELLANT- — R.  W.  Bush  for  the  Brooklyn  Union  Gas 
Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — Block  bounded  by  Second  ave¬ 
nue,  Gowanus  Canal,  11th  and  12th  streets,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  on  re¬ 
quest  of  appellant. 


244-22-A. 

APPELLANT — R.  W.  Bush  for  Brooklyn  Union  Gas  Co., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — Southerly  side  of  Maspeth  ave¬ 
nue,  92  ft.  east  of  Vandervoort  avenue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  on  re¬ 
quest  of  appellant. 


245-22- A. 

APPELLANT — R.  W.  Bush,  for  Brooklyn  Union  Gas  Co. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner 
PREMISES  AFFECTED — Block  bounded  by  Nevins, 
Douglass,  Third  avenue  and  DeGraw  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  on  re¬ 
quest  of  appellant. 


365-22-A 

APPELLANT — W.  E.  Manhart,  for  The  Methodist  Epis¬ 
copal  Church  of  Jamaica,  L.  I. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — E.  S.  Clinton  avenue,  327  ft 
north  of  Fulton  street,  Jamaica,  Queens. 
APPEARANCES— 

For  Appellant:  James  Hudnut  and  W.  E.  Man- 
hart. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby..  6 


Negative  .  0 

Absent :  Fire  Chief  Martin  .  l 

THE  RESOLUTION: 

(365-22-A) 


Whereas,  W.  E.  Manhart,  for  the  Methodist  Episcopal 
Church  of  Jamaica,  L.  I.,  filed,  March  10,  1922,  an  appeal 
with  the  board  of  appeals  from  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  east  side  of  Clin- 
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ton  avenue  327  ft.  north  of  Fulton  street,  Jamaica,  Queens; 

and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  4,  1922,  in  acting  on  N.  B.  Plan 
290G-22,  reads : 

“Public  building  exceeding  5,000  sq.  ft.  area  shall 
be  constructed  fireproof.” ; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of 
buildings  to  permit  the  erection  of  a  proposed  structure  of 
non-fireproof  construction,  2  and  3  stories  in  height,  48  ft 
by  175  ft.  in  area,  divided  into  three  units,  a  church  build¬ 
ing,  a  Sunday  school  and  a  community  hall  with  a  stair 
hall  giving  common  access  to  the  three  units ;  it  is  proposed 
to  connect  the  units  by  doorways  protected  by  self-closing 
fireproof  doors  at  points  marked  A,  B,  C,  D,  E,  F  and  G, 
on  plans  filed  with  the  board ;  all  stair  exits  to  be  enclosed 
with  fireproof  doors  at  opening,  except  monumental  stairs 
which  will  be  fireproof  ;  and 

Whereas,  appellant  requests  permission  to  construct  the 
building  as  planned. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  each  unit  of  the  struc¬ 
tural  group  shall  be  provided  with  sufficient  exit  facilities 
as  required  by  the  code  of  ordinances  for  each  unit. 


334-22-A. 

APPELLANT — iBrusstar  Construction  Co.,  Inc.,  for  Bar¬ 
ber  Asphalt  Paving  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  Fire  Commissioner. 
PREMISES  AFFECTED — West  side  of  Exterior  street 
350  ft.  north  of  150th  street,  The  Bronx. 

APPEARANCES— 

For  Appellant:  James  Brusstar. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Negative  .  0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(334-22-A) 

Whereas,  Brusstar  Construction  Co.,  Inc.,  for  Barber 
Asphalt  Paving  Co.,  owner,  filed,  March  6,  1922,  an  appeal 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  west  side  of  Exterior  street 
350  ft.  north  of  150th  street,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“Referring  to  vour  application  dated  October  21, 
1919.  for  a  permit  to  store  and  use  fuel  oil  at  151st 
street  and  Harlem  River,  Bronx,  I  regret  to  inform 
you  that  said  application  has  been  disapproved  for 
the  reason  that  your  present  method  of  storing  and 
using  fuel  oil  does  not  conform  with  the  Fuel  Oil 
Rules  adopted  by  the  Board  of  Standards  and  Appeals 
on  November  6,  1919. 

“You  are  therefore,  hereby,  ordered  to : 

“1.  Discontinue  the  storage  and  use  of  fuel  oil  on 
these  premises.”; 
and  _  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  asphalt  plant  of  the  Brusstar  Con¬ 
struction  Company,  consisting  of  several  buildings,  with 
two  tanks  for  the  storage  of  fuel  oil,  the  storage  capacity 
being  26.000  gallons ;  these  tanks  having  been  installed  by 
the  Barber  Asphalt  Paving  Company  and  permit  having 
been  issued  for  the  storage  of  fuel  oil  to  the  present  com¬ 
pany  during  1917  and  1918;  and 

Whereas,  anpellant  contends  that  the  location  of  the 
premises  would  not  warrant  the  changing  of  the  tanks. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 


is  granted  on  condition  that  the  storage  capaoity  be  not  in¬ 
creased  and  that  the  flashpoint  of  the  oil  be  not  less  than 
that  specified  in  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals.  ' 


275-22- A. 

APPELLANT — Samuel  Kent,  for  Daniel  Reeves,  Inc., 
owner. 

SUBJECT — Appeal  from  deoision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 44-58  West  143rd  street  and 
43-57  West  142nd  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  Kent. 

For  Administration:  Inspector  Ort,  of  the  fire  de¬ 


partment. 

ACTION  OF  IBOARD — Appeal  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  . .  6 

Absent:  Fire  Chi  if  Martin  .  1 

THE  RESOLUTION: 

(275-22-A) 


Whereas,  Samuel  Kent,  for  Daniel  Reeves,  Inc.,  owner, 
filed,  February  24,  192 2,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  44-58  West  143rd  street  and  43-57  West  142nd 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  in  acting  on  N.  B.  Application  No.  52-22,  reads : 

“1.  3,500-gallon  gravity  tank  located  26  ft.  above 
top  floor  level  with  65-gallon  per  minute  pump  for 
filling  must  be  provided.” ; 

and 

Whejreas,  the  building  is  of  fireproof  construction,  3 
stories  in  height,  120  ft.  by  200  ft.  in  area,  occupied  as 
grocery  warehouse  and  storage,  mainly  canned  goods,  15 
persons  on  each  story,  to  be  equipped  with  two  standpipes, 
one  in  each  stairhall  enclosure;  and 

Whereas,  the  appellant  contends  that  the  pressure  at  the 
hose  outlets  on  the  top  story  will  be  greater  if  the  stand¬ 
pipes  instead  of  being  connected  with  the  tank  are  con¬ 
nected  with  the  water  main  in  the  street  where  there  is  a 
pressure  of  43  lbs.  per  square  inch. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


279-22- A. 

APPELLANT — Charles  H.  Gillespie,  for  Whitaker  Paper 
Company,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 48-50-52  Great  Jones  street, 
Manhattan. 

APPEARANCES— 

For  Anpellant:  Charles  H.  Gillespie,  James  H. 
Gilbert. 

For  Administration :  Inspector  Liebermann,  of  the 


fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty. 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Martin  .  7 

Absent  .  0 

THE  RESOLUTION: 

(279-22- A) 


Whereas,  Charles  H.  Gillespie,  for  Whitaker  Paper 
Company,  owner,  filed,  February  24,  1922,  an  appeal,  with 
the  Board  of  Appeals,  from  an  order  of  the  fire  com- 
sioner,  affecting  premises  48-50-512  Great  Jones  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
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“1.  Forthwith  discontinue  the  maintenance  of  a 
garage  on  these  premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  66  ft.  by  80  ft.  5  in.  and  87  ft.  11  in.  in  area,  occu¬ 
pied,  cellar,  boiler  and  storage,  1st  story,  non-storage  gar¬ 
age,  6  persons ;  2nd,  3rd,  4th,  5th,  6th  and  7th  stories,  offi¬ 
ces  and  storage,  36  persons ;  and 

Whereas,  appellant  contends  that  the  portion  of  the 
building  devoted  to  non-storage  garage  in  the  1st  story 
is  fireproof,  with  self-closing  doors  at  the  openings,  the 
partition  wall  separating  it  from  the  adjoining  building  be¬ 
ing  of  brick  and  the  ceiling  of  concrete  and  steel  and  that 
the  building  is  equipped  with  an  approved  sprinkler  sys¬ 
tem  and  that  the  Whitaker  Paper  Company  owns  and  op¬ 
erates  the  cars  stored  in  the  1st  story,  there  being  no  gaso¬ 
line  stored  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is  de¬ 
nied. 


1148-21-A. 

APPELLANT — Lindo  Pichel  Drug  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2»7'5  Ralph  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Liebermann,  of  the 


fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  ....  0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(1148-21-A) 


Whereas,  the  Lindo  Michel  Drug  Co.,  owner,  filed,  Oc¬ 
tober  7,  1931,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  275 
Ralph  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Maintenance  of  your  business  as  a  wholesale  drug 
house  is  a  violation  of  sec.  272,  Chapter  10,  Code  of 
Ordinances,  which  prohibits  a  wholesale  drug  house 
in  any  building  or  premises  of  wooden  construction.” ; 

and 

Whereas,  the  building  is  of  frame  and  non-fireproof  con¬ 
struction,  two  (2)  stories  in  height,  25  ft.  by  100  ft.  in  the 
1st  story  and  25  ft.  by  60  ft.  above,  occupied  1st  story  as 
a  drug  store  and  2nd  story  as  dwelling;  the  means  of 
egress  from  the  2nd  story  being  through  stairway  and  win¬ 
dows  opening  on  the  roof  of  the  extension. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


167-22-A. 

APPELLANT — Jas.  P.  Whiskeman,  for  Amelia  Wolfram 
and  Estate  of  William  Mayer. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 22-24  North  William  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  James  P.  Whiskeman  and  Henry 
E.  Zenke. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  in  part  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby _  « 


Negative  .  0 

Absent:  Fire  Chief  Martin  .  1 


THE  RESOLUTION : 

(167-22-A) 

Whereas,  James  P.  Whiskeman,  architect,  for  Amelia 
Wolfram  and  Estate  of  William  Mayer,  owners,  filed,  Feb¬ 
ruary  6,  1922,  an  appeal  with  the  board  of  appeals,  from 
orders  of  the  fire  commissioner,  affecting  premises  22-24 
North  William  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read : 

“29495-F. — 1.  Provide  a  tank  on  roof  of  at  least 
3,500  gallons  capacity  for  the  standpipe  system,  said 
tank  to  be  so  elevated  that  the  bottom  will  be  not  less 
than  20  feet  above  the  hose  outlet  of  the  top  story.  Sec. 
20,  Ch.  12,  Code  of  Ordinances.” 

“29496-F. — 1.  Replace  the  missing  shutters  with 
proper  iron  or  kalameined  shutters  at  all  openings  in 
the  exterior  wall  above  1st  story  which  are  distant 
in  a  direct  line  less  than  30  ft.  from  any  opening  in  any 
other  building  and  not  in  the  same  plane  with  said  open¬ 
ings  and  which  are  not  more  than  50  ft.  above  a 
neighboring  roof  at  north  side  of  building,  or  other 
approved  protection,  as  per  Sec.  375,  Art  18,  Ch.  5, 
Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  (108  ft.)  in  height,  with  a  frontage  of  41  ft.  10  in. 
on  North  William  Street  and  28  ft.  2  in.  on  William  Street 
and  a  depth  of  138  ft.  irregular,  occupied  as  printing  offi¬ 
ces  throughout,  a  total  of  95  persons  in  the  entire  build¬ 
ing,  equipped  with  a  standpipe  system  since  1897,  with  a 
4,000-gallon  tank,  the  bottom  of  the  tank  being  8  ft.  1  in. 
above  the  hose  outlet  in  the  top  story;  and 

Whereas,  appellant  contends  that  the  building  was 
equipped  with  fire  shutters  until  the  erection  of  the  Mu¬ 
nicipal  Building,  since  which  time  the  wind  around  the 
building  tears  the  shutters  off  and  requests  that  present 
standpipe  system  be  allowed  to  remain  as  building  is  less 
than  150  ft.  in  height. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
29495-F,  be  and  it  hereby  is  modified  and  the  appeal  in  so 
far  as  it  relates  to  this  order  be  and  it  hereby  is  granted 
on  condition  that  a  3,500-gallon  reserve  be  maintained  for 
the  standpipe  fire  line  and  that  a  20-gallon  portable  fire 
extinguisher  on  wheels  be  provided  on  the  top 
story  and  that  the  appeal  be  granted  only  so  long 
as  the  conditions  as  to  use  and  occupancy  remain  un¬ 
changed  and  that  the  order  of  the  fire  commissioner,  No. 
2P496-F,  Item  No.  1,  be  affirmed  and  the  appeal  as  to  this 
order  be  and  it  hereby  is  denied. 


45-22-A. 

APPELLANT— I.  Margon  &  C.  Glaser,  for  S.  &  L.  Bldg., 
Corp.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — Northeast  corner  of  Kings- 
bridge  road  and  Jerome  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Joseph  Sultan. 

For  Administration:  Inspector  Ort,  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby..  6 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(45-22-A) 


Whereas.  I.  Margon  and  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Corporation,  owner,  filed,  Tanuary  11,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  northeast  corner  of  Kings- 
bridge  road  and  Jerome  avenue,  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“Disapproved  January  11,  1922,  with  the  following 
objections : 
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1.  A  4-in.  regulation  standpipe-fireline  equipment 
with  3,500-gal.  gravity  tank  located  20  ft.  above  the 
highest  outlet  with  2p2-in.  outlets  and  sufficient  length 
of  hose  to  reach  all  parts  of  floor  area  must  be  pro¬ 
vided.”; 
and 

Whereas,  the  building  is  of  fireproof  construction,  one 
story  in  height,  160  ft.  by  121.76  ft.  in  area,  occupied  as  a 
theatre  with  a  seating  capacity  of  1,200  persons ;  with  stores 
along  both  street  fronts;  the  total  area  of  the  theatre 
building  being  8,440  sq.  ft.  and  stores  9,800  sq.  ft.;  and 

Whereas,  appellant  contends  that  if  the  buildings  were 
considered  as  separate  buildings,  a  standpipe  would  not 
be  required. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


145-22-A. 

APPELLANT — Trifari  &  Krussman,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 35  6th  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Granted  request  to  withdraw. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 


Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 


649-21-A. 

APPFLLANT — White  Construction  Co.,  Inc. 

SUBTFCT — Appeal  from  deoision  of  fire  commissioner. 
PREMISES  AFFECTED — 295-303  Vernon  avenue, 

Queens. 

APPEARANCES— 

For  Appellant:  R.  L.  Bertin. 

ACTION  OF  BOARD — Appeal  reopened. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  and 


Fire  Chief  Martin  .  7 

Negative  . 0 

Absent  . 0 


BUILDING  ZONE  CASES. 

1449-21-BZ. 

APPLICANT — Henry  J.  Schnackenberg. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 69  Ferguson  street,  Corona. 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Reouest  to  withdraw  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty. 
Boulton,  Holland.  Kearney  and  Kerby  and 


Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 


106-22-BZ. 

APPLICANT — John  J.  Behan,  for  New  Dorp  Coal  Cor¬ 
poration,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  coal  pockets  and  silos. 

PREMISES  AFFECTED— East  side  of  5th  street,  50  ft. 

north  of  Seaview  avenue,  Richmond. 
APPEARANCES— 

For  Applicant :  Thos.  F.  Cosgrove. 

For  Ooposition :  Henry  W.  Bridges,  Alderman 
O’Rourke,  et  al. 


ACTION  OF  BOARD — Laid  over  to  May  16th,  1902,  at 
10  A.  M.,  pending  inspection  by  committee  of  the 
board,  and  possible  compromise  between  applicant 
and  objectors. 


261-22-BZ. 

APPLICANT — William  O.  Ludlow  for  The  New  York 
Times  Company. 

SUBJECT-  Application  to  permit  the  street  walls  of  a 
building  to  exceed  the  height  limit  without  a  set¬ 
back  as  required  by  the  zone  resolution  in  a  2 
times  district. 

PREMISES  AbFECTED — 231-239  West  43rd  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant :  Ernest  Eidlitz  and  W.  O.  Ludlow. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kerby  and  Fire  Chief  Martin  .  5 

Negative:  Chairman  Walsh  and  Mr.  Kearney. .  2 

Absent  .  q 


THE  RESOLUTION : 


(061-22-BZ) 

Whereas,  William  O.  Ludlow,  for  The  New  York  Times 
Co.,  owner,  filed,  February  23,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  the  street  walls 
of  a  building  to  exceed  the  height  limit  without  a  setback 
as  required  by  the  zone  resolution  in  a  2  times  district, 
premises  231-239  West  43rd  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  25, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  ana 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  43rd  street  is  a  2  times 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  3,  1922,  in  acting  on  N.  B.  No.  48-1922, 
reads : 

“In  a  two  times  height  district  no  building  should 
exceed  in  height  on  the  building  line,  twice  the  width 
of  the  street,  section  8-d  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction  14  stories  in  height  with  a  frontage  of  100 
ft.  and  a  depth  of  100  ft.,  the  height  of  the  street  wall  to  be 
163  ft.  9  in.,  the  allowable  height  being  130  ft.  9  in. ;  and 

Whereas,  there  would  be  undue  hardship  in  preventing 
applicant  from  completing  his  cornice  line  to  harmonize 
architecturally  with  the  cornice  on  the  existing  build¬ 
ing. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  require¬ 
ment.  of  the  building  zone  resolution  as  to  area  and  use 
district  restrictions  be  complied  with. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action  and  the  construction  com¬ 
menced  and  diligently  prosecuted  to  completion. 


450-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Gesco  Realty  Co., 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  business  building. 

PREMISES  A  FF  ElCT  ED' — 3  00-  308  East  176th  street, 
southeast  corner  Anthony  avenue,  The  Bronx. 

APPEARANCES— None. 
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ACTION  OF  BOARD — Laid  over  to  May  9,  1922,  at  10 
A.  M.,  on  written  request  of  attorney  for  appli¬ 
cant. 


1658-21-BZ. 

APPLICANT — Samuel  H.  Drellich,  for  Fanny  Drellich, 

owner.  .  .  .,  ... 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED— 151  Summit  place,  The  Bronx. 

APPEARANCES—  _  ...  .  .  .  Q  w 

For  Applicant:  Edward  J.  Walsh  and  o.  11. 

Drellich. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1922,  at1® 
A.  M.,  to  amend  application  and  submit  verified 

consents. 

115-22-BZ. 

APPLICANT— Jefferson  R.  Edwards,  for  R.  Fntsche, 

owner.  .  .  .  , 

SUBJECT — Application  to  permit  in  a  business  district  tne 

erection  of  a  garage. 

PREMISES  AFFECTED— 551-555  92nd  street,  Brooklyn. 
APPEARANCES- 

For  Applicant:  Jefferson  R.  Edwards.  • 

For  Opposition:  James  A.  Davis,  Stephen  G. 
Quick,  Luke  Miller,  Mrs.  S.  Knapp,  J.  Gal¬ 
lagher,  A.  Dahir  and  M.  Dahir. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE— 

Affirmative . •••*,•; . 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Fire  Chief 

Martin  .  ® 

Absent  . 

Not  Voting :  Mr.  Kerby .  1 

THE  RESOLUTION : 

(115-22-BZ) 

Whereas,  Jefferson  R.  Edwards,  for  R.  Fritsche  owner, 
filed,  February  1,  1922,  an  application  under  the  building 
zone’  resolution  to  permit  in  a  business  district  the  erection 
of  a  garage ;  premises  551-555  92nd  street,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  April  25,192. 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 

of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  92nd  street  is  a  business  dis¬ 
trict  and  that  Fort  Plamilton  avenue  is  a  residence  district; 

^Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  7,  1921,  in  acting  on  App.  17589-21, 

reads :  . 

“Proposition  as  to  change  in  occupancy  contrary  to 

Bldg.  Zone  Resolution,  Art.  2,  Use  Dist.  Par.  4 

Therefore  Denied.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  44  ft.  and  a 
depth  of  100  ft.,  to  be  occupied  as  a  garage  for  more  than 

5  motor  vehicles;  and  .  , 

Whereas,  applicant  has  failed,  to  establish  any  basis  for 
his  appeal  and  there  was  opposition  to  the  granting  thereof 
on  the  part  of  neighboring  property  owners. 

Resolved ,  That  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application  be 
and  it  hereby  is  denied. 

123-22-BZ. 

APPLICANT— Abram  D.  Milstein,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  use  of  a  basement  for  business  purposes  and 
the  placing  of  an  advertising  electric  sign  on  front 
of  building. 


PREMISES  AFFECTED— 529  West  147th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Matthew  Prujensky. 

For  Opposition:  Nathan  T.  Zucker,  Chas.  Gold¬ 
berg,  Henry  A.  Blumenthal,  Samuel  Warwick, 
Wm’  McDonald,  Mrs.  C.  Randall  and  Hattie 
Gorman. 

ACTION  OF  BOARD*— Application  denied. 

THE  VOTE— 

Affirmative . 0 

Negative:  Chairman  Whlsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent .  ® 

THE  RESOLUTION: 

(123-22-BZ) 

Whereas,  Abram  D.  Milstein,  owner,  filed  Jan.  28,  1922, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  use  of  a  basement  for  business 
purposes  and  the  placing  of  an  advertising  electric  sign  on 
front  of  building ;  premises  529  West  147th  street,  Manhat¬ 
tan  ;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  25, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  147th  street  is  a  resi¬ 
dence  district;  and  _ 

Whereas,  the  order  of  the  superintendent  of  buildings, 
rendered  Jan.  10,  1922,  reads  : 

“In  that  of  occupying  and  maintaining  the  basement 
part  of  above  building  as  a  restaurant,  in  that  part  of 
the  city  where  prohibited  by  Zoning  Law. 

“You  are  hereby  directed  to  discontinue  using  base¬ 
ment  as  a  restaurant  until  such  time  as  a  Certificate  of 
Occupancy  has  been  issued  by  the  Superintendent  of 
Buildings. 

“In  that  of  installing  an  advertising  electric  sign  at 
front  of  building  between  basement  and  first  story  in  a 
district  where  prohibited  by  law.”  ; 
and  . 

Whereas,  the  building  is  of  non-fireproof  construction,  3 
stories  and  basement  in  height  with  a  frontage  of  .  18  ft. 
and  a  depth  of  45  ft.,  occupied  for  business  purposes  in  vio¬ 
lation  of  the  building  zone  resolution ;  and 

Whereas,  applicant  failed  to  establish  any  basis  for  the 
granting  of  his  application  and  there  was  opposition  to  the 
granting  thereof  on  the  part  of  neighboring  property  own- 
ers. 

Resolved,  that  the  decision  of  the  superintendent  of.bui.ld- 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


238-22-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Regas  Realty  Co., 
Inc.,  owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  a  business  building. 

PREMISES  AFFECTED— S.  W.  Cor.  Claremont  avenue 
and  Fulton  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum,  Jos.  Sager  and 
Max  Monfried. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerhv  and  Fire  Chief  Martin.. 

Negative:  Messrs.  Beatty  and  Kearney . 

Absent . . . 
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THE  RESOLUTION: 

(238-22-BZ) 

Whereas,  Samuel  Rosenblum,  for  Regas  Realty  Co.,  Inc., 
owner,  filed  February  18,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  and 
partly  in  a  business  district  the  erection  of  a  business  build¬ 
ing;  premises  S.  W.  corner  of  Claremont  avenue  and  Ful¬ 
ton  avenue,  the  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  April  25, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fulton  avenue  is  a  residence 
district  and  Claremont  and  Third  avenues  are  business  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Feb.  1,  1922,  in  acting  on  N.  B.  Application  No. 
199-1922,  reads: 

“1.  Proposed  structure  is  contrary  to  Zoning  Law.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  99  ft.  and 
a  depth  of  47  ft.,  to  be  occupied  as  stores,  a  small  portion 
of  the  plot  being  in  the  business  district;  and 

Whereas,  under  the  provisions  of  section  7  subdiv.  c  of 
the  building  zone  resolution  the  board  is  empowered  to  act 
and  the  board  deemed  that  owing  to  the  size  of  the  plot 
and  the  character  of  the  neighborhood  there  would  be  undue 
hardship  in  preventing  applicant  from  erecting  the  proposed 
structure. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution  and  that  the  application  be  and 
it  hereby  is  granted,  on  condition  that  the  front  wall  of  the 
elevation  on  Fulton  avenue  be  unpierced  other  than  by 
windows,  the  sills  of  which  shall  not  be  less  than  6  feet 
above  the  level  of  the  sidewalk  and  that  no  portion  of  the 
store  front  be  permitted  on  Fulton  avenue. 

Resolved,  further,  that  any  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  six  months  of 
the  date  of  this  action  and  that  the  building  shall  be  com¬ 
pleted  within  one  year  of  the  date  of  this  action. 


301-22-lBZ. 

APPLICANT — Department  of  Plant  and  Structures  for 
City  of  New  York,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  housing  station 
for  D.  S.  C. 

PREMISES  AFFECTED — 5608-5624  19th  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Geo.  E.  Euell. 

For  Opposition — None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(301-22-BZ) 

Whereas,  Dept,  of  Plant  and  Structures,  for  City  of 
New  York,  owner,  filed,  February  28,  1922,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  maintenance  of  a  housing 
station  for  D.-  S.  C.,  premises  5608-5624  19th  avenue,  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  25, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  18th  avenue  is  a  business 
district  and  19th  avenue  is  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  8,  1922,  in  acting  on  App.  No. 
1439-1922,  reads : 

“Proposition  Contrary  to  Zone  Resolution.  Art.  No. 

11,  Sec.  3”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  1  story  in  height  with  a  frontage  of  151 
ft.  and  a  depth  of  199  ft.,  to  be  occupied  as  a  housing  sta¬ 
tion  and  garage  for  the  Department  of  Street  Cleaning ; 
and 

Whereas,  there  would  be  undue  hardship  in  preventing 
applicant  from  using  the  property  for  the  purpose  stated, 
the  City  having  maintained  a  storage  yard  for  vehicles  at 
these  premises  for  many  years  prior  to  July  25,  1916,  and 
the  City  owning  82  per  cent  of  the  property  frontage 
deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  front  ele¬ 
vations  be  laid  up  in  face  brick  and  stone  trimmings. 


27-22-BZ. 

APPLICANT — Radella  Co.,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
conversion  of  an  existing  building  into  a  public 
garage. 

PREMISES  AFFECTED — 188-238  Empire  Boulevard, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  F.  Cochrane,  attorney. 
ACTION  OF  iBOARD — Request  to  reopen  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty  and  Kerby  ....  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney  and  Fire  Chief  Martin  5 
Absent  .  0 


1552-21-BZ. 

APPLICANT — David  W.  Freeman,  for  Beatrice  R.  Free¬ 
man,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more  than  5  cars. 
PREMISES  AFFECTED — 7184720  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  J.  Miillman  and  D.  W. 
Freeman. 

ACTION  OF  BOARD — Request  to  reopen  application  for 
motor  vehicle  repair  shop  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney 


and  Kerby  . 4 

Negative:  Chairman  Walsh,  Mr.  Holland  and 

Fire  Chief  Martin  .  3 

Absent  .  0 


1672-21-BZ. 

APPLICANT — Augustine  Schiavone,  for  Charles  Piscopo, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  5  cars. 
PREMISES  AFFECTED — 771  40th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  D.  H.  Netston. 

ACTION  OF  iBOARD — Application  dismissed  for  lack 
of  prosecution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
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Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative  . . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(1672-21-BZ) 

Whereas,  Augustine  Schiavone,  for  Charles  Piscopo, 
owner,  filed,  December  21,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  5  cars,  premises  771  40th 
street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  -this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  26, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  40th  street  is  a  residence 
district,  8th  avenue  is  a  business  district  and  that  39th 
street  is  an  unrestricted  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
December  2,  1921,  in  acting  on  No.  68977-LC-2-1,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New' York  adopted  July  25,  1916,  inasmuch  as  Motor 
Vehicles  stored  are  used  for  commercial  purposes.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  height  with  a  frontage  of  20  ft.  and  a  depth  of 
37  ft.,  occupied  as  a  garage  for  5  cars,  space  in  which  is 
rented  to  persons  not  residing  on  the  premises  in  violation 
of  the  building  zone  resolution;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
applicant  failed  to  appear. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  ior  lack  of  prosecution. 


DISMISSALS. 

Under  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases 
where  notice  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notice  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  adminis¬ 
trative  official  in  the  performance  of  his  duty: 

(1030-21-BZ) 

Filed  Sept.  19. — Premises  839-847  Bryant  avenue,  The 
Bronx.  Decision  of  superintendent  of  buildings. 


Applicant,  Edwin  Wilbur.  Dismissed  for  lack  of 
prosecution. 

( 1432-21  -^BZ) 

Filed  Nov.  21. — Premises  2521  Maclay  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Applicant,  Peter 
Molder.  Dismissed  for  lack  of  prosecution. 
(1550-21-BZ) 

Filed  Aug.  27. — Premises  36-44  Putnam  avenue,  Brooklyn. 

Decision  of  the  superintendent  of  buildings.  Ap¬ 
plicant,  John  Jose  Carroll.  Dismissed  for  lack  of 
prosecution. 

(1607-21-BZ) 

Filed  Dec.  9. — Premises  50  Grove  street,  Manhattan.  Ap¬ 
plicant,  Fritz  Comoforo.  Order  of  the  fire  com¬ 
missioner.  Dismissed  for  lack  of  prosecution. 

( 1616-21 -BZ) 

Filed  Dec.  10. — Premises  -501-513  90th  street,  Brooklyn. 
Decision  of  the  superintendent  of  buildings.  Appli¬ 
cant,  Jacob  Lubroth.  Dismissed  for  lack  of  prose¬ 
cution. 

THE  RESOLUTION: 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  various  applications  affecting  the  prem¬ 
ises  stated ;  and 

Whereas,  applicants  have  failed  to  complete  their  papers, 
though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  applications  be,  and  they 
hereby  are,  dismissed  for  lack  of  prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  '7 

Negative  .  0 

Absent  .  0 


AREA  FIXED. 

(403-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Rachmel  Ukrainzyk,  requesting  the  board  to  fix  the  area 
affected  and  in  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage,  at  premises  559  84th  street,  Brooklyn. 
The  following  area  was  approved  by  the  board: 

Both  sides  of  84th  street  from  6th  avenue  to  a  point 
100  ft.  east  of  5th  avenue,  also  property  at  rear  and 
for  a  distance  of  50  ft.  on  each  side  of  the  side  lot 
lines  of  the  premises  in  question. 


Adjourned  2.00  P.  M. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  25,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  -Fire  Chief  Martin,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Brady,  Reville  and 
McDermott. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals,  held  on  Tuesday  afternoon,  April 
18,  1922,  and  the  minutes  of  the  special  meeting  of  the 
Board  of  Standards  and  Appeals,  held  on  Friday  afternoon, 
April  21,  1922,  were  approved  as  printed  in  the  Bulletin, 
No.  17,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

207-22-S 

PETITIONER — Frank  A.  Carr,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 


PREMISES  AFFECTED— 277-279  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Petitioner :  Richard  McKinery. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott .  9 

Negative  .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Martin,  Su¬ 
perintendents  Kleinert  and  Moore  .  4 
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THE  RESOLUTION : 

(207-22-S) 

Whereas,  Frank  A.  Carr,  owner,  filed  Feb.  11,  1922,  a 
petition  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  Labor  Law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  277- 
279  Morris  avenue,  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  30264- 
LD,  reads : 

“1.  Extend  the  interior  stairway  at  the  north  side  of 
building  from  the  4th  to  the  6th  story  as  per  Sec.  271 
of  the  Labor  Law.”  *  *  * ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  50  ft.  x  38  ft.  in  area,  occupied,  1st  story,  mineral 
waters;  2nd  story,  piano  felt,  10  persons;  3rd  story,  piano 
felt,  6  persons;  4th  story,  piano  felt,  6  persons;  5th  story, 
storeroom;  6th  story,  vacant;  the  building  being  equipped 
with  a  sprinkler  system  and  a  fire  alarm  signal  system,  the 
means  of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  4th  story,  enclosed  in  fireproof 
partitions  with  fire  doors  at  the  openings ;  an  interior  stair¬ 
way  extending  from  the  2nd  story  to  the  6th  story  unen¬ 
closed;  the  roof  of  the  adjoining  building  being  on  the 
same  level  as  the  3rd  story;  and 
Whereas,  petitioner  contends  that  there  is  no  safe  egress 
from  the  roof  and  that  the  building  is  of  small  area ;  and 
Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department,  dated  June  3,  1920,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  recommendations  stipulated  in  said  action  of 
the  board  of  review  of  the  fire  department  be  complied  with. 


222-22- S. 

PETITIONER — Henry  J.  Sohmer,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 12-32  Jamaica  avenue  and  758- 
70  Boulevard,  Queens. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  2nd,  1922,  for 
final  action. 


241-22-S. 

PETITIONER — Lee  Samenfeld  for  Pasqualina  Monaco, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  decision  of  department  of  health. 
PREMISES  AFFECTED — 144  Melrose  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  2nd,  1922,  for 
final  action. 

27C-22-S. 

PETITIONER — Minot  Realty  Corporation,  owner. 
SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 138-46  West  14th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  denied. 


THE  VOTE— 

Affirmative . 0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superinten¬ 
dents  Brady,  Reville  and  McDermott .  10 

Absent:  Fire  Chief  Martin,  Superintendents 
Kleinert  and  Moore  .  3 


THE  RESOLUTION : 

(3T76-2I2-S) 

Whereas,  Minot  Realty  Corporation,  owner,  filed,  Feb¬ 
ruary  24,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  138-146  West  14th  street,  Manhattan;  and 

W hereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  sections  273  and  274 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
271  of  the  Labor  Law. 

“Note: — Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course,  1st  story,  not 
fireproof  not  self-closing.  Balconies  not  screened  to  a 
height  of  4  ft.  6  in.”; 

and 

Whereas,  the  building  is  non-fireproof  (mill  construc¬ 
tion),  7  stories  in  height,  125  ft.  by  93  ft.  in  area,  divided  in¬ 
to  two  sections  by  a  fore  and  aft  partition  fire  wall;  occu¬ 
pied  No.  138,  1st  story,  gold  leaf,  9  persons ;  2nd  story, 
lighting  fixtures  storage,  no  persons ;  3rd  story,  unoccu¬ 
pied,  4th  story,  mailing  of  catalogues,  30  persons ;  5th 
story,  sponging  and  refinishing  of  cloth,  11  persons;  6th 
story,  silversmiths,  20  persons ;  7th  story,  canes  and  um¬ 
brellas,  15  persons;  No.  142-146,  occupied,  1st  story,  store, 
packing  of  olive  oils,  2  persons ;  2nd  story,  office  and  ex¬ 
amining  of  cloth,  24  persons ;  3rd  story,  mfg.  paper  boxes, 
25  persons;  4th  story,  mfr.  of  braids,  30  persons;  5th  story, 
mfr.  paper  boxes,  19  persons;  6th  story,  silversmiths,  37 
persons;  7th  story,  refinishing  of  cloth,  9  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  roof,  enclosed  in  fire  retard¬ 
ing  partitions  with  metal  covered  doors  at  the  openings ;  a 
standard  fire  escape  on  the  rear  of  the  building  taking  in 
both  sections,  with  fireproof  automatic  doors  at  the  open¬ 
ings;  a  horizontal  opening  at  the  front  and  rear,  a  division 
wall  between  the  two  'sections  protected  by  fire  doors ;  two 
sub-standard  fire  escapes  on  the  front  of  the  building;  the 
means  of  egress  from  the  foot  of  the  fire  escape  being 
through  the  adjoining  yards;  and 

Whereas,  it  appears  that  the  fire  escape  was  accepted 
as  satisfactory  by  the  Department  of  Labor  on  November 
14,  1916,  but  at  this  time  owing  to  change  in  law  on  Oc¬ 
tober  1,  1916,  the  Department  of  Labor  had  no  jurisdiction. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 

976-21-S. 

PETITIONER — Arbuckle  Brothers,  owmer. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 21-41  John  Street,  1-17  Pearl 
street  and  2-18  Jay  street,  Brooklyn. 
APPEARANCES— _ 

For  Administration:  Inspector  Maher,  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  May  16th,  1922, 
pending  inspection  by  committee  of  the  board. 
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1689-21-S. 

PETITIONER— Fischer  Bros. 

SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 5-11  East  137th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  May  16th,  1922,  on 
request  of  petitioner. 


277-22-S. 

PETITIONER— F.  P.  Keniston,  for  Geo.  J.  Stier  Estate, 
owner. 

SUIBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  ,  fire  commissioner. 

PREMISES  AFFECTED— 298  Elizabeth  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Depu¬ 
ty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville  and  McDermott..  10 

Negative  . . .  0 

Absent :  Fire  Chief  Martin,  Superintendents 
Kleinert  and  Moore  .  3 

THE  RESOLUTION : 

(277-22-S) 

Whereas,  F.  P.  Keniston,  for  Geo.  J.  Stier  Estate,  own¬ 
er,  filed,  February  24,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  298  Elizabeth  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  additional  means  of  exit  on  each  floor 
of  building  remote  from  existing  exit.  *  *  * 

“2  Arrange  street  entrance  door  to  swing  outward¬ 
ly.”; 

and  ,  .  . 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  24  ft.  by  74  ft.  in  area  in  the  1st  story  and  24  ft. 
by  69  ft.  in  area  above ;  occupied,  cellar,  storage,  1st 
story,  repairing  wagons,  4  persons ;  2nd  story,  office  and 
repairing  wagons,  2  persons;  3rd  story,  storage,  no  per¬ 
sons;  4th  story,  paint  shop,  2  persons  ;  5th  story,  storage, 
no  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  5th  story  en¬ 
closed  in  wood  jib  partitions  with  wood  doors  at  the 
openings;  a  fire  escape  on  the  front  of  the  building  with 
drop  ladder  to  street;  the  buildings  adjoining  are  respect¬ 
ively  40  ft.  and  36  ft.,  lower  than  the  building  in  ques¬ 
tion;  and  . 

Whereas,  petitioner  contends  that  owing  to  the  limited 
occupancy  the  means  of  egress  should  be  considered  ade¬ 
quate;  that  the  entrance  doors  are  about  12  ft.  wide. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  be  and  hereby  is  granted  as  to 
Item  No.  1  on  condition  that  a  drop  ladder  in  guides  be 
provided  from  the  2nd  story  balcony;  and  granted  as  to 
Item  No.  2,  on  condition  that  an  auxiliary  fly  door  be  pro¬ 
vided  in  one  leaf  of  the  main  door  to  swing  outwardly. 

Resolved,  further,  that  the  petition  is  granted  only  so  long 
as  conditions  as  to  occupancy  and  use  of  each  floor  re¬ 
main  substantially  unchanged. 


278-22-S. 

PETITIONER— Lee  Samenfeld,  for  Paolo  Cioffa,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  health  commissioner. 

PREMISES  AFFECTED— 63  Meeker  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Lee  Samenfeld. 

ACTION  OF  BOARD— Granted. 

THE  VOTE — • 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Depu¬ 
ty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville  and  McDermott  . .  10 

Negative  .  0 

Absent :  Fire  Chief  Martin,  Superintendents 

Kleinert  and  Moore  .  3 

THE  RESOLUTION : 

(278-22-S) 

Whereas,  Lee  Samenfeld,  for  Paolo  Cioffa,  owner,  filed, 
February  24,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  Department  of 
Health,  affecting  premises  63  Meeker  avenue,  Brooklyn ; 
and 

Whereas,  the  decision  of  the  department  of  health 

reads:  . 

“In  reference  to  your  communication  ©f  February  8, 
1922,  would  state  that  an  application  for  a  sanitary 
certificate  was  denied  at  a  meeting  of  the  Board  of 
Health  of  the  Department  of  Health,  held  April  23, 
1921.  *  *  *”; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  20  ft.  by  37  ft.  in  area,  occupied,  cellar,  bake  shop, 
upper  stories,  apartments,  3  families ;  the  height  .of  the 
cellar  bakery  from  floor  to  ceiling  being  9  ft.  10  in.,  the 
ceiling  being  3  ft.  2  in.  above  the  curb;  the  means  of  ven¬ 
tilation  consisting  of  a  window  3  ft.  4  in.  by  3  ft.  to  yard 
and  a  similar  window  to  court;  and 

W  hereas,  petitioner  contends  that  it  is  impossible  to  get 
a  height  of  10  ft.  in  the  bakery  owing  to  the  location  of 
the  house  drain,  the  maximum  height  obtainable  being  9 
ft.  10  in. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted. 

284-22-S. 

PETITIONER— Samuel  Carner,  for  Annie  M.  L.  Wet- 
yen,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 480  6th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Carner. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Depu¬ 
ty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville  and  McDermott - 10 

Negative  . .  ® 

Absent:  Fire  Chief  Martin,  Superintendents 

Kleinert  and  Moore  .  3 

THE  RESOLUTION: 

(284-22-S) 

Whereas,  Samuel  Carner,  for  Annie  M.  L.  Wetyen, 
owner,  filed,  February  25,  1922,  a  petition  with  the  board 
of  standards  and  appeals,  for.  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
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commissioner,  affecting  premises  480  Sixth  avenue,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“2.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Laibor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  23  ft.  9  in  iby  75  ft.  in  area  in  the  1st  story  and 
23  ft.  9’  in.  iby  45  ft.  in  area  above;  occupied,  1st  story, 
stores;  2nd  story,  mfg.  dresses,  11  persons;  3rd  story,  mfg. 
furs,  3  persons;  4th  story,  embroidery,  10  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  4th  story,  enclosed  in  metal 
lath  and  plaster  partitions,  with\  wood  doors  at  the  open¬ 
ings,  with  scuttle  and  iron  ladder  to  roof  in  the  loft,  a 
fire  escape  on  the  rear;  and 

Whereas,  it  is  proposed  to  erect  a  new  standard  fire 
escape  on  the  rear  of  the  building  to  conform  to  the  labor 
law  with  stair  and  landing  to  roof  and  counterbalanced 
stair  to  street  on  the  side  and  to  arrange  doors  to  stair¬ 
way  to  open  out. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  rear  fire  escape  be  constructed  in  ac¬ 
cordance  with  requirements  of  the  labor  law  and  continued 
to  the  roof ;  with  counterbalanced  stairs  to  the  street  on 
the  side  of  the  building;  that  door  to  the  sitai'rhall  on  top 
floor  be  arranged  to  open  outwardly,  and  on  further  con¬ 
dition  that  a  double  rung  ladder  to  the  scuttle  in  the  roof  be 
provided  from  the  top  story  hall. 


291-22-S. 

PETITIONER — George  Leerburger,  for  Ristori  Leer- 
burger,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 108  East  16th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  May  2nd,  1922,  on 
written  request. 


3 03 -22- S. 

PETITIONER — Carolyn  Laundry,  owner.. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 104-110  East  129th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Percy  Mendelson. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Depu¬ 
ty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville  and  McDermott....  10 

Negative  .  0 

Absent:  Fire  Chief  Martin,  Superintendents 

Kleinert  and  Moore  .  3 

THE  RESOLUTION: 

(303-22-S) 

Whereas,  Carolyn  Laundry,  owner,  filed,  February  28, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  orders  of  the  fire  commissioner,  affecting  premises 
104-110  East  129th  street,  Manhattan;  and 


Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  32135-LD,  affecting  104-106  East  129th  street: 

“1.  Extend  the  interior  stairway  at  the  front  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” 

“No.  32136-LD,  affecting  108-110  East  129th  street: 

“1.  Extend  the  interior  stairway  at  the  front  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  mill  constructed,  6  stories  in 
height,  100  ft.  by  90  ft.  in  area,  divided  into  two  sections 
by  a  fore  and  aft  partition  wall,  with  openings  in  each 
story  protected  by  fire  doors ;  occupied,  easterly  section, 
laundry,  60  persons  per  story ;  westerly  section,  1st  to 
4th  stories,  laundry,  1  person ;  5th  and  6th  stories,  knit¬ 
ting  mills,  2  persons ;  the  building  being  equipped  with  a 
sprinkler  system ;  the  means  of  egress  consisting  of  two 
interior  stairways,  one  in  each  section,  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  openings ;  a  fire  escape 
on  the  rear  of  each  section,  with  egress  through  alley  to 
128th  or  129th  streets ;  a  party  wall  fire  escape  on  the 
front  of  the  building,  with  non-fireproof  windows  along 
the  course  of  the  fire  escape ;  and 

Whereas,  petitioner  contends  that  owing  to  the  location 
of  the  fire  doors  in  the  partition  walls,  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  long  as  present  conditions  remain  unchanged. 


325-22-S. 

PETITIONER — John  G.  Schneider,  for  Herman  Baer, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  oPder 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 2296-2298  Third  avenue,  186- 
194  East  125th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  G.  Schneider. 

For  Administration:  Inspector  Maher,  of  the 
fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 


and  McDermott  .  11 

Negative  .  0 


Absent:  Superintendents  Kleinert  and  Moore..  2 
THE  RESOLUTION: 

(325-22-S) 


Whereas,  John  C.  Schneider,  for  Herman  Baer,  owner, 
filed,  March  3,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  2296-2298  Third  avenue  and  186-194  East 
125th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  the  center  of 
building,  serving  as  a  required  means  of  exit  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  ma¬ 
terial.  *  *  * 

“2.  Arrange  the  fire  escape  on  the  north  and  east 
sides  of  the  building  and  the  openings  leading  thereto 
and  the  windows  opening  on  the  course  thereof.  *  *  *” ; 


and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height 
42  ft.  by  100  ft.  in  area,  occupied,  1st  story,  store;  2nd 
story,  office  and  factories,  22  persons;  3rd  story,  factory, 
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50  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  3rd  story  with 
iron  ladder  to  the  scuttle  in  the  roof,  enclosed  in  wood 
stud,  lath  and  plaster  partitions  with  wood  doors  at  the 
openings ;  a  fire  escape  on  the  northerly  side  of  the  build¬ 
ing  with  counterbalanced  stair  to  East  125th  str  eet ;  a  fire 
escape  on  the  3rd  avenue  front  of  the  building  with  coun¬ 
terbalanced  stair  to  street;  and  non-fireproof  windows 
along  the  course  of  the  fire  escapes ;  a  window  in  the 
2nd  story  opening  on  adjoining  roofs;  and 

Whereas,  petitioner  proposes  to  fireproof  the  windows 
along  the  course  of  the  fire  escape  in  the  2nd  story  and 
claims  that  the  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  windows  along  the  course  of  the  fire  escapes, 
second  story,  be  made  fireproof  and  self-closing;  that  a  fire¬ 
proof  casement  door  be  provided  to  each  fire  escape  on  the 
second  story,  and  provided  further  that  the  occupancy  shall 
not  exceed  50  persons  above  the  1st  story. 

1703-21-S. 

PETITIONER — Charlotte  A.  Jenks,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 506  Broome  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— -As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 

and  McDermott  .  11 

Negative  . . .  ® 

Absent:  Superintendents  Kleinert  and  Moore..  2 

THE  RESOLUTION: 

(1703-21-S) 

Whereas,  Charlotte  A.  Jenks,  owner,  filed,  February  2, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  orders  of  the  fire  commissioner,  affecting  premises 
506  Broome  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  359-LD.  1.  Arrange  the  fire  escape  at  the 

front  of  building  and  the  openings  leading  thereto  and 
the  windows  opening  on  the  course  thereof.  *  *  * 
“Note. — Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
not  self-closing.  No  60-degree  connecting  stairways 
between  balconies.  No  counterbalanced  stairway  from 
lowest  balcony  to  street.” 

“No.  360-LD.  3.  Arrange  the  entrance  doors  at 

street  so  as  to  open  outwardly  as  per  section  79-B-3 
of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  22  feet  by  50  feet  in  area,  occupied, 
basement,  gold  leaf  mfg.,  8  persons;  1st  story,  gold  leaf 
mfg.,  3  persons;  12nd  story,  sign  gilding,  3  persons;  3rd 
story,  mfg.  doll  moulds,  2  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  base¬ 
ment  to  the  3rd  story;  an  iron  bridge  on  the  rear  con¬ 
necting  in  the  1st  and  3rd  stories  with  a  building  at  the 
rear;  a  fire  escape  on  the  front  of  the  building  with  drop 
ladder  to  street;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  number  of  persons  employed. 


Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  counter-balanced  drop  ladder  in  guides, 
be  provided,  to  a  safe  landing  on  the  stoop. 


240-22-S. 

PETITIONER — East  10th  Street  Corp.,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 432-434  East  10th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  W.  F.  Youngs. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Holland,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville  and  Mc¬ 
Dermott  .  101 

Negative  . ....  0 

Absent :  Mr.  Boulton,  Superintendents  Klein¬ 
ert  and  Moore  .  3 

THE  RESOLUTION: 

(240-22-S) 

Whereas,  The  East  Tenth  Street  Corp.,  owners,  filed, 
February  18,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  432-434  East  10th  street,  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner  No.  26527- 
LD,  reads : 

“1.  Extend  the  interior  stairway  at  the  west  side  of 
No.  434  building  to  the  roof,  as  per  section  271  of  the 
Labor  Law.” ; 

and 

Whereas,  -the  building  is  non-fireproof,  4  stories  in 
height,  46  ft.  by  71  ft.  in  area,  occupied,  basement,  iron 
works,  1  person ;  1st  story,  iron  works,  5  persons ;  2nd 
story,  wood  work,  7  persons ;  3rd  story,  wood  work,  6  per¬ 
sons  ;  4th  story,  wood  and  iron  works,  6  persons ;  the  build¬ 
ing  being  divided  into  two  sections  by  a  fore  and  aft 
partition  wall  with  openings  in  each  story,  protected  by 
fire  doors  each  side;  the  means  of  egress  consisting  of  an 
interior  stairway  in  each  section,  extending  from  the  1st 
story  to  the  4th  story,  enclosed  in  wood  partitions,  with 
wood  doors  at  the  openings ;  with  scuttle  and  iron  ladder  to 
the  roof  in  the  top  story  loft;  a  party  wall  fire  escape  on 
the  front  of  No.  432  connecting  with  the  building  ad¬ 
joining,  with  counterbalanced  stairs  to  street,  and  fireproof 
windows  along  the  course  of  the  fire  escape;  a  bridge  at 
the  rear  of  No.  432  leading  to  the  building  at  East  9th 
street,  the  building  is  equipped  with  a  sprinkler  system ; 
and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  the  existing  horizontal  exit  be  maintained  clear 
and  unobstructed  at  all  times,  and  granted  so  long  as  con¬ 
ditions  remain  unchanged. 


24)7-22- S. 

PETITIONER — 100  Fifth  avenue,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 102-104  Fifth  avenue,  Man¬ 
hattan. 
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APPEARANCES— 

For  Petitioner:  Stanley  M.  Isaacs,  Irving  M. 
Schwarzkopf. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 
and  McDermott  .  11 

Absent:  Superintendents  Kleinert  and  Moore  2 
THE  RESOLUTION: 

(247-22-S) 

Whereas,  100  Fifth  Avenue,  Inc.,  owner,  filed,  Feb¬ 
ruary  20,  1922,  a  petition  with  the  'board  of  standards  and 
appeals,  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  the  orders  of  the  fire  commissioner,  affect¬ 
ing  premises  102-104  Fifth  avenue,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  30984- 
LD  and  No.  30985-LD,  read : 

“No.  30984-LD.  1.  Provide  egress  to  the  street 

from  the  stairway  at  the  south  side  of  the  building 
by  means  of  a  passageway  enclosed  in  fire  resisting 
material,  as  per  Section  271  of  the  Labor  Law.” 

“No.  30985-LD.  1.  Arrange  all  doors  in  the  par¬ 

titions  which  separate  the  workrooms  from  the  corri¬ 
dors  leading  to  the  required  means  of  exit  on  the  12th 
to  the  19th  stories,  inclusive,  so  as  to  open  outwardly 
as  per  Section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  19  stories  in 
height,  72  ft.  5  in.  by  120  ft.  in  area,  occupied,  show  rooms 
and  offices,  with  a  total  of  290  persons  in  the  entire  build¬ 
ing;  the  building  being  equipped  with  a  sprinkler  system; 
the  means  of  egress  consisting  of  two  interior  fireproof 
enclosed  stairways,  a  fire  escape  on  the  rear  of  the  build¬ 
ing;  and 

Whereas,  petitioner  contends  that  the  doors  from  vari¬ 
ous  offices  that  open  outwardly  would  tend  to  block  the 
corridor  and  that  there  are  very  few  persons  engaged  in 
manufacturing  on  the  premises. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  affirmed  and  the  petition  be  and  it 
hereby  is  denied. 


270-22-S. 

PETITIONER — Charles  H.  Eckert,  for  Julius  A.  Zibell, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 275  Water  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Charles  H.  Eckert. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 


and  McDermott  .  11 

Negative  .  0 

Absent:  Superintendents  Kleinert  and  Moore. .  2 

THE  RESOLUTION: 

(270-22-S) 


Whereas,  Charles  H.  Eckert,  for  Julius  A.  Zibell,  own¬ 
er,  filed,  February  23,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 


sioner,  affecting  premises  275  Water  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  additional  means  of  exit  from  the 
cellar,  1st  and  2nd  stories,  said  exits  to  ibe  located  at 
the  rear  of  building  as  per  section  271  of  the  Labor 
Law”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  in  height,  23  ft.  by  71  ft.  in  area,  occupied,  cellar, 
boiler  and  coal,  1  person;  1st  story,  light  mfg.,  3  persons; 
2nd  story,  office  and  printing,  5  persons;  3rd  story,  print- 
ing,  5  persons ;  4th  story,  office  and  storage,  2  persons ; 
5th  story,  office,  2  persons ;  6th  story,  pattern  makers,  sup¬ 
plies,  5  persons ;  7th  story,  experimental  models,  6  persons ; 
8th  story,  printing,  6  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  fireproof  enclosed  stairway  extend¬ 
ing  from  the  1st  story  to  the  roof,  a  fire  escape  on  the 
rear  of  the  building,  3rd  and  4th  stories,  and  a  fire  escape 
on  the  side  of  the  building,  5th,  6th,  7th  and  8th  stories; 
these  fire  escapes  landing  on  adjoining  roofs';  a  balcony 
at  the  2nd  story  level,  front  of  building  with  counter¬ 
balanced  stair  to  street;  and 

Whereas,  petitioner  contends  that  the  fire  escapes  were 
erected  in  accordance  with  orders  of  the  labor  department, 
dated  March  20,  1916,  which  called  for  means  of  exit  from 
each  story;  an  exit  from  the  2nd  story  to  the  present  bal¬ 
cony  and  counterbalanced  stairs  on  the  front  of  the  build¬ 
ing  was  accepted,  and  no  additional  exit  from  the  1st 
story  and  cellar  was  required,  the  order  being  dismissed 
on  June  23,  1916,  and  August  1,  1916,  and  that  there  has 
'been  no  change  of  occupancy  since  that  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  fee  and  hereby  is  granted  on  con¬ 
dition  that  a  fixed  iron  ladder  be  installed  in  the  rear  area¬ 
way  from  cellar  to  yard  level,  and  that  the  petition  be 
granted  so  long  as  present  conditions  as  to  use  and  occu¬ 
pancy  remain  substantially  unchanged. 

306-22-S. 

PETITIONER — Lucile  Limited. 

SUBJECT — Petition  for  variation  of  the  requirements  of 
the  labor  law. 

PREMISES  AFFECTED — 19  East  54th  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1922,  on 
written  request  of  petitioner. 


307-22-S. 

PETITIONER — John  H.  Knubel,  for  Thomas  Farrell, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 433  West  42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher,  of  the  fire 
department 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 


and  McDermott .  11 

N egative  .  0 


Absent:  Superintendents  Kleinert  and  Moore..  2 
THE  RESOLUTION: 

(307-22-S) 

Whereas,  John  H.  Knubel,  for  Thomas  Farrell,  owner, 
filed,  March  1,  1922,  a  petition  with  the  board  of  stand- 
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ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  433  West  42nd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  093 72- 
LD,  reads : 

“1.  Arrange  the  fire  escapes  at  the  north  side  of 
front  portion  of  building  and  the  south  side  of  rear 
portion  of  building.”  *  *  *; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  40  ft.  by  100  ft.  5  in.,  irregular  in  area, 
divided  into  a  front  and  rear  section  above  the  1st  story, 
the  rear  section  having  a  frontage  of  50  ft.,  occupied,  front 
section,  2nd  story,  manufacture,  4  persons ;  3rd  story,  man¬ 
ufacture,  3  persons;  4th  story,  manufacture,  3  persons;  rear 
section,  vacant  above  the  1st  story,  the  means  of  egress 
consisting  of  an  interior  stairway  in  the  front  portion,  ex¬ 
tending  from  the  1st  story  to  the  4th  story,  enclosed  in 
wood  partitions,  with  wood  doors  at  the  openings,  an  in¬ 
terior  stairway  in  the  rear  portion,  unenclosed,  a  fire 
escape  on  the  front  of  the  rear  portion,  with  landing  to 
roof  of  extension  and  fire  escape  on  the  rear  of  front 
portion,  with  landing  on  this  extension  roof;  and 
Whereas,  it  is  proposed  in  lieu  of  altering  the  fire 
escapes  to  remove  them  and  to  provide  a  steel  bridge  in 
the  2nd,  3rd  and  4th  stories,  connecting  front  and  rear 
portions  of  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  an  open  iron  bridge  is  provided  on  sec¬ 
ond,  third  and  fourth  stories,  as  shown  on  plan  filed  with 
this  petition,  connecting  the  front  and  rear  buildings;  and 
that  a  passageway  enclosed  in  fire  retarded  partitions  be 
provided  from  rear  stairway  on  the  first  story  to  street; 
and  that  the  occupancy  of  the  rear  building  be  limited  to 
not  more  than  15  persons  above  the  first  story. 


O  -LKs"”  • 

PETITIONER— Samuel  Rosenblum,  for  George  Rudd  & 
Elsie  Ward  Rudd,  owners. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 125  8th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition.  . 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 

and  McDermott  .  U 

Negative  .  0 

Absent:  Superintendents  Kleinert  and  Moore..  2 

THE  RESOLUTION: 

(310-22-S) 

Whereas,  Samuel  Rosenblum,  for  George  Rudd  and  El¬ 
sie  Ward  Rudd,  owners,  filed,  March  1,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  125 
Eighth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Arrange  the  fire  escape  on  the  north  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof.  *  *  * 

“Note : — Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
not  self-closing.  No  60-degree  connecting  stairways 
between  balconies.  No  counterbalanced  stairway  to 
street. 


“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  westerly  end  of  the  north  side  of  building  with 
balconies  4  ft.  in  width  connected  by  stairways  not 
less  than  22  in.  wide,  placed  at  an  incline  of  not 
more  than  45  degrees,  extending  from  ground  to 
roof  *  * 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  15  ft.  4#  in.  by  100  ft.  in  area,  occu¬ 
pied,  1st  story,  store;  2nd  story,  mfg.  cloaks  and  suits, 
19  persons;  3rd  story,  mfg.  of  crustates,  6  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  to  the  3rd  story  with  scuttle  and  lad¬ 
der  to  roof  enclosed  in  lath  and  plaster  partitions  with  a 
wood  door  at  the  opening  on  one  side  in  the  3rd  story  and 
metal  covered  doors  at  the  other  openings;  two  sub¬ 
standard  fire  escapes  on  the  front  of  the  building;  and 

Whereas,  it  is  proposed  to  provide  a  60-degree  stairs 
connecting  the  fire  escape  balconies  and  counterweighted 
urop  ladders  in  guides  to  the  ground. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  present  fire  escape  on  east  end  of 
northerly  front  be  provided  with  sixty-degree  stairway 
connecting  balconies  and  counterbalanced  drop  ladder  to  the 
street  and  a  similar  fire  escape  be  provided  on  west  end, 
and  that  the  openings  to  both  fire  escapes  on  the  second 
and  third  floors  be  provided  with  fireproof  frames  and 
sash;  and  on  further  condition  that  the  occupancy  be  lim¬ 
ited  to  forty  (40)  persons  above  the  first  story. 


320-22-S. 

PETITIONER— United  Steel  Frame  Co.,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 56-58  Lewis  street,  rear,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 

and  McDermott  .  H 

Negative  . . .  0 

Absent:  Superintendents  Kleinert  and  Moore..  2 

THE  RESOLUTION: 

(320-22-S) 

Whereas,  the  United  Steel  Frame  Co.,  Inc.,  owner,  filed, 
March  3,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  56-58  Lewis  street,  rear,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Arrange  bars  on  windows  on  north  side  of 
2nd  and  3rd  stories  so  as  to  be  readily  movable  or  re¬ 
movable  from  both  sides  in  such  a  manner  as  to  afford 
the  free  and  unobstructed  use  of  such  windows  for 
purposes  of  egress  as  per  section  79-E-2  of  the  labor 
law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
located  on  the  rear  of  the  lot,  on  the  front  of  which 
are  two  tenements,  5  stories  in  height,  40  ft.  by  35  ft.  in 
area,  occupied,  1st  story,  storage  of  metal  goods;  2nd  story, 
metal  stamping,  4  persons;  3rd  story,  metal  stamping,  2 
persons;  4th  story,  tailor,  10  persons;  5th  story,  tailor,  15 
persons;  the  means  of  egress  consisting  of  an  interior  stair- 
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way  extending  from  the  1st  story  to  the  5th  story,  en¬ 
closed  in  metal  and  asbestos  partitions,  with  metal  covered 
doors  at  the  openings,  with  scuttle  and  iron  ladder  to  roof, 
a  fire  escape  on  the  front  of  the  building,  with  fixed  stairs 
to  yard  and  self-closing  fireproof  window's  along  the 
course  of  the  fire  escape,  egress  from  yard  being  through 
alleyway  to  street;  there  are  windows  in  the  north,  south 
and  east  walls  of  the  2nd  and  3rd  stories,  protected  by 
fixed  iron  bars  (26  barred  and  8  unbarred  windows  in  each 
story)  these  windows  open  above  neighboring  roofs. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  the  bars  on  two  alternate  window  openings  in 
the  east  and  north  walls,  on  both  the  second  and  third 
stories,  be  made  movable. 


321 -22- S. 

PETITIONER- — Henry  D.  Greenwald,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 173-175  East  87th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Henry  D.  Greenwald. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 


and  McDermott  .  li 

Negative  .  0 


Absent:  Superintendents  Kleinert  and  Moore  2 
THE  RESOLUTION: 

(321-22-S) 

Whereas,  Henry  D.  Greenwald,  owner,  filed,  March  3, 
1922,  a  petition  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  173-175  East  87th  street,  Manhattan:  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  28546- 
LD,  reads: 

“Arrange  the  bars  on  windows  on  east  and  west 
sides  of  6th  story,  so  as  to  be  readily  movable  or 
removable  from  both  sides  in  such  a  manner  as  to 
afford  the  free  and  unobstructed  use  of  such  windows 
for  purposes  of  egress,  as  per  Section  272  of  the 
Labor  Law  shows  that  same  is  not  complied  with  in 
that  bars  on  only  one  window  on  the  east  and  one  win¬ 
dow  on  the  west  side  have  been  arranged  to  be  readily 
movable. 

“It  will  be  necessary  for  you  to  arrange  the  bars  on 
all  of  the  windows  on  the  east  and  west  side  of  the 
6th  story  before  this  violation  can  be  dismissed.” ; 

and 

Whereas,  the  building  is  of  non-fi reproof  construction, 
6  stories  in  height.  50  ft.  by  90  ft.  in  area,  occupied,  1st 
story,  offices  and  showroom,  med.  instruments,  26  persons : 
2nd  storv.  offices  and  showroom,  violins,  14  persons;  3rd 
story,  factory,  dresses  and  chocolate  maker,  9  persons ;  4th 
storv,  factorv.  children’s  sweaters,  11  persons ;  5th  story, 
hand  embroidery,  22  oersons ;  6th  story,  factorv,  violins.  9 
persons ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed  in 
fire  resisting  partitions,  with  metal  covered  doors  at  the 
openings,  a  fire  escape  on  the  front  of  the  building,  an  ex¬ 
terior  iron  stairwav  on  the  rear  of  the  building;  there  are 
13  windows  in  the  6th  storv  loft,  east  and  west  side, 
which  are  protected  with  fixed  iron  bars.  6  windows  open¬ 
ing  above  the  roof  of  the  adjoining  building  to  east  and 


west,  the  building  is  equipped  with  a  fire  alarm  signal 
system. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  first  window  from  the  front  and  rear 
on  the  westerly  wall  and  the  second  window  from  rear  on 
the  easterly  wall,  be  provided  with  movable  bars. 

322-22-S. 

PETITIONER — Henry  Lee  Chapin  for  Edwin  A.  Ames, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 116  Elizabeth  street,  132 
Bowery,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Henry  Lee  Chapin. 

For  Administration :  Inspector  Maher,  of  the 

fire  department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 


and  McDermott  .  11 

Negative  .  o 


Absent:  Superintendents  Kleinert  and  Moore..  2 
THE  RESOLUTION: 

(322-22-S) 

Whereas,*  Henry  Lee  Chapin,  for  Edwin  A.  Ames,  owner, 
filed  March  3,  1922,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  116  Elizabeth  street  and  132  Bowery,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Enclose  the  interior  stairways  at  the  Elizabeth 
street  end  of  building  serving  as  a  required  means  of 
exit,  and  the  landings,  platforms  and  passageways  con¬ 
necting  therewith  on  all  sides,  with  partitions  of  fire 
resisting  material  extending  continuously  from  the  1st 
story  to  3  feet  above  the  roof,  constructed  as  per  sec¬ 
tion  271  of  the  Labor  Law  and  Sec.  272  of  the  Labor 
Law,  or  carry  out  a  proper  alternative  method  of  com¬ 
plying  with  the  requirements  of  section  271  of  the 
Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height  on  the  Elizabeth  street  front  and  2  stories 
in  height  on  the  Bowery  front,  occupied,  cellar,  storage  of 
stock  cotton,  5  persons ;  1st  story,  office  and  show  room,  10 
persons ;  2nd  story,  mattresses,  2  persons ;  3rd  story,  ship¬ 
ping,  6  persons ;  4th  story,  filling  and  tufting,  12  persons ; 
5th  story,  sewing  mattresses,  12  persons ;  the  means  of  egress 
consisting  of  two  interior  stairways,  one  at  the  Elizabeth 
street  front  and  one  at  the  Bowery  front;  the  Bowery 
stairway  being  enclosed  in  fire  resisting  partitions,  extend¬ 
ing  from  the  1st  story  to  the  roof  with  fire  doors  at  the 
openings,  the  Elizabeth  street  stairway  being  enclosed  in 
wood  partitions  with  wood  doors  at  the  openings ;  a  fire 
escape  on  the  Elizabeth  street  front  with  gooseneck  ladder 
to  the  roof  and  drop  ladder  to  the  street;  non-fireproof  win¬ 
dows  along  the  course  of  the  fire  escape,  the  building  is 
equipped  with  automatic  sprinkler  system  and  local  fire 
alarm  signal  system ;  and 

Whereas,  petitioner  proposes  to  fireproof  the  windows 
and  provide  a  fireproof  casement  door  on  the  course  of  the 
fire  escape  and  provide  a  counterbalanced  stairway  on  the 
2nd  story  of  the  Elizabeth  street  front;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department,  dated  June  11,  1918,  should 
be  ratified. 
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Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  work  proposed  by  petitioner  be  done 
and  that  the  stipulations  set  forth  in  the  action  of  the  board 
of  review  of  the  fire  department  be  complied  with  as  to  use 
and  occupancy. 


345-22-S. 

PETITIONER— J.  Odell  Whitenack,  for  Loening  Areo- 
nautical  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 420-428  East  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  J.  Odell  Whitenack. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
IBoulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 

and  McDermott  .  H 

Negative  . . . .  0 

Absent:  Superintendents  Kleinert  and  Moore..  2 

THE  RESOLUTION : 

(345-22-S) 

Whereas,  J.  Odell  Whitenack,  for  Loening  Aeronautical 
Co.,  owner,  filed,  March  8,  1922,  a  petition  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  Superintendent 
of  Buildings,  affecting  premises  420-428  East  31st  street, 
Manhattan;  and 

Whereas,  the  decision  of  the  Superintendent  of  Build¬ 
ings  reads : 

“Means  of  egress  are  inadequate.  Two  lawful  stair¬ 
ways  should  be  provided  as  per  section  270  Labor  Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  1 
and  2  stories  in  height,  129  ft.  9  in.  x  98  ft.  9  in.  in  area  in 
the  1st  story  and  41  ft.  3  in.  x  38  ft.  l  in.  in  area  above; 
occupied,  1st  story,  factory  for  construction  of  hydroplanes, 
74  persons ;  2nd  story,  office.  14  persons ;  the  means  of  egress 
from  the  2nd  story  consisting  of  an  interior  stairway  en¬ 
closed  in  fireproof  partitions  with  fireproof  self-closing 
doors  at  openings ;  an  open  iron  platform  and  stairway 
leading  to  street  through  high  1st  story  on  east  side  of  of¬ 
fice  portion,  the  office  portion  being  entirely  separated  from 
the  remainder  of  building  by  fireproof  partitions  with  fire¬ 
proof  self-closing  doors  at  openings ;  and 

Whereas,  petitioner  requests  acceptance  of  the  means  of 
egress  as  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  any  openings  in  the  office  portion  of  the  build¬ 
ing  be  protected  with  self-closing  fireproof  doors,  and  that 
a  fireproof  stairway  be  erected  from  the  office  on  the 
easterly  side  to  the  assembly  room,  with  termination  on 
ground  floor,  and  with  exit  to  the  street  through  fly  door 
in  main  doorway. 


349-22-S 

PETITIONER — Elisha  H.  James,  for  Charles  Duffy,  les¬ 
see. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 600  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Elisha  H.  James,  Charles  Duffy. 
For  Administration :  Inspector  Maher  of  the  fire 
department. 


ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 


and  McDermott  .  11 

Negative .  0 


Absent:  Superintendents  Kleinert  and  Moore..  2 
THE  RESOLUTION: 

.  (349-22-S) 

Whereas,  Elisha  H.  Janes,  for  T.  Gailliard  Thomas, 
owner,  filed,  March  8,  1922,  a  petition  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  600  Madison  avenue,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  leads: 

“1.  Arrange  the  fire  escape  on  the  rear  of  building — 
so  that  same  are  in  compliance  with  the  provisions  of 
sections  273-274  of  the  Labor  Law  —  in  carrying  out  a 
proper  alternative  method  of  complying  with  the  re¬ 
quirements  of  section  271  of  the  Labor  Law. 

“NOTE:  Among  the  defects — 

“No  passageway  from  termination  of  fire  escape  to 
street.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height,  25  ft.  x  72  ft.  in  area,  with  extension  in 
the  1st  story,  occupied,  1st  story,  store,  6  persons ;  2nd  story, 
vacant;  3rd  story,  salesroom  and -beauty  parlor,  4  persons; 
4th  story,  millinery  show  room,  10  persons  ;  5th  story,  sculp¬ 
tor,  2  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof  enclosed 
in  terra  cotta  block  partitions  with  kalamein  doors  at  the 
openings ;  a  fire  escape  on  the  rear  of  the  building  with 
landing  in  yard  at  basement  level ;  and 

Whereas,  it  is  proposed  to  provide  an  exit  from  the 
rear  yard  by  gate  in  fence  to  yard  adjoining. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  an  exit  be  provided  from  the  termination  of 
the  fire  escape  to  the  adjoining  property  by  means  of  a  gate 
in  the  fence,  same  to  be  maintained  unfastened ;  and  that 
the  factory  occupancy  above  the  second  floor  be  limited 
to  ten  (10)  persons;  and  that  petition  be  granted  so  long 
as  conditions  remain  substantially  unchanged. 


369-22-S. 

PETITIONER — Geo.  Keister,  for  S.  May,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 61  West  37th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  George  Keister. 

For  Administration:  None. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputv  Fire-  Commissioner 
Hannon.  Superintendents  Brady,  Reville 


and  McDermott  .  11 

Negative .  0 

Absent:  Superintendents  Kleinert  and  Moore..  2 
THE  RESOLUTION: 

(369-22-S) 


Whereas,  Geo.  Keister,  for  S.  May,  owner,  filed  March 
11,  1922,  a  petition  with  the  board  of  standards  and  appeals 
for  variation  from  the  requirements  of  the  labor  law,  af¬ 
fecting  premises  61  West  37th  street,  Manhattan ;  and 
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Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“5.  Stairways  must  be  continuously  enclosed  with  fire 
retarding  material,  section  271.  Also,  the  bottom  of  the 
enclosure  shall  be  of  fireproof  material,  four  inches  in 
thickness. 

“6.  Fire  escapes  designed  as  an  exit  must  conform  to 
section  273.  Note  requirements  of  sub-divisions  7  and 
9;  location  of  balconies  over  non-fireproof  roof  and  all 
windows  in  line  of  travel  must  be  fireproof.”; 

'  and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
23  ft.  6  in.  x  98  ft.  9  in.  in  area  in  the  1st  story  and  23  ft.  6 
in.  x  47  ft.  in  area  above;  occupied,  basement,  stores,  15 
persons ;  1st  story,  store  and  factory,  30  persons ;  2nd  story, 
store  and  factory,  30  persons;  3rd  story,  dwelling,  7  per¬ 
sons;  4th  story,  dwelling,  7  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  4th  story,  enclosed  in  wood  lath  and  plaster 
partitions  with  wood  doors  at  the  openings ;  a  fire  escape 
on  the  rear  of  the  building  with  landing  on  roof  of  exten- 
s'°.n  ?n<^  eSress  by  bridge  over  extension  roof  to  adjoining 
building  of  the  same  owner  with  passageway  to  Sixth  ave¬ 
nue;  and 

Whereas,  petitioner  proposes  to  limit  the  occupancy  above 
the  1st  story  to  not  more  than  50  persons,  to  extend  stair¬ 
way  to  roof  and  to  make  fire  escape  conform  with  the  re¬ 
quirements  of  the  labor  law,  except  as  to  the  means  of  egress 
from  the  bottom  and  requests  acceptance  of  the  bridge  to 
adjoining  premises  at  the  rear  as  the  means  of  egress  from 
the  fire  escape. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  in  so  far  as  it  relates  to  item  No. 
6  be  and  it  hereby  is  granted,  on  condition  that  the  work 
proposed  as  to  the  rear  fire  escape  getaway  be  carried  out, 
to  provide  exit  by  means  of  a  bridge  to  adjoining  buildings, 
and  that  the  petition  be  granted  only  so  long  as  both  prem¬ 
ises  remain  in  the  same  ownership,  and  that  the  decision 
of  the  superintendent  of  buildings  as  to  item  No.  5  be 
and  it  hereby  is  affirmed  and  the  petition  as  to  this  item 
be  denied. 


THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 

Reville  and  McDermott . . . 

Negative . 

Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  Moore . 


10 

0 

3 


1506-21-S. 

PETITIONER— Mose  (Bloom. 

SUBJECT — Application  for  rehearing  of  petition  for  vari¬ 
ation  from  labor  law  as  cited  in  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 335  East  26th  street,  Manhat¬ 
tan. 

ACTION  OF  BOARD — Reopened — set  for  hearing  on 
May  9th,  1922. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 


Reville  and  McDermott  .  io 

Negative  .  o 


Absent :  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  Moore  _  3 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
447-22-S. 

PETITIONER — The  H.  J.  M.  Howard  Mfg.  Company. 
SUBJECT — Approval  of  water  pressure  reducing  valves. 
APPEARANCES— 

For  Petitioner:  H.  J.  M.  Howard. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1922,  at  2 
P.  M.,  pending  submission  to  fire  department  and 
report  thereon. 


1600-21-S. 

PETITIONER — Joseph  Mitchell  for  Samuel  F.  Adams, 
owner. 

SUBJECT — Application  for  rehearing  of  petition  for  vari¬ 
ation  from  the  labor  law  as  cited  in  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 115  Sixth  avenue,  Manhattan. 
ACTION  OF  BOARD — Reopened  and  set  for  hearing  on 
May  16th,  1922. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby.  Fire 


Chief  Martin,  Superintendents  Brady, 

Reville  and  McDermott .  10 

Negative .  0 

Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  Moore  .  3 


1644-21-S. 

PETITIONER — Adolph  Rosenbaum. 

SUBJECT — Application  for  rehearing  of  petition  for  varia¬ 
tion  from  the  labor  law  as  cited  in  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 500  East  164th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Reopened — set  for  hearing  on  May 
16th,  1922. 


1421 -21-S. 

PETITIONER — Pyrene  Manufacturing  Co. 

SUBJECT  Approval  of  Guardene  Non-Slop  Extinguish¬ 
er. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Dismissed. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby,  Acting 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville  and  McDermott  .  io 

Negative  . 0 

Absent:  Deputy-  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  Moore .  3 

THE  RESOLUTION— 

(1421 -21-S) 

Whereas,  the.  Pyrene  Mfg.  Co.,  Inc.,  filed,  November 
18,  1921,  a  petition  with  the  board  of  standards  and  ap¬ 
peals  for  approval  of  their  device  known  as  the  Guardene 
Extinguisher  non-slop  style;  and 
Whereas,  a  report  of  the  fire  department,  dated  April  8, 
1922,  states  that  this  extinguisher  “can  be  used  under  con¬ 
ditions  for  which  any  such  type  extinguisher  is  now  used.” 
Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 
Adjourned,  5:30  P.  M. 

William  J.  O’Gorman,  Secretary. 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE”— “FIRE  LINK” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  May  5,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line. 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
.^-inch  or  by  permission  of  the  Fire  Commissioner  Yp-mch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  hire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 

outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  _  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20-S  of  the  Board  of  Standards  and  Appeals  shall  not  he 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for.  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8 Vi  in.  x  11  in.,  shall  be  filed 
bv  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 


inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  mam 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
fhe  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both,  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  .  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as : 
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(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
•  as  per  Section  428  ofl  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 
When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe,  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All.  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  1^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
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days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  ifl  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
except  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth : 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction  :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 


turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required : 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 
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(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
De  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbsf  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  yalves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  discnarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-pas3es  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 


have  a  siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  Siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  Siamese  and  its  check  valve  there  shall  be  placed  either  a 
^2-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
Va- in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3 y2  in. 
x  3 Y-2,  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  ^-in.  open  drip  without  valve 
or  cock,  or  a  J^-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 V2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2l/2  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  y2  in.  open  drip  extending  to  a  sink  or  a 
Ya  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2J4  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
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thereto  2)4  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1  %  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2)4  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board, 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2)4-ineh  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft  and  there 


shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat  :  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
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a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2}4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2x/2  in.  in. diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper.. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals,,  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All1  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connpcted  to  the  110  volt  lighting  service  a 
suitable  cut-out  ohall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection .  to 
the  system  shall  be  the  first  connection  cn  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve ;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 


below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  10 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 y2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 
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9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 


tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 


CORRECTION  OF  RULES 


♦PROPOSED  CORRECTION. 

Correction  of  the  FIRE  ESCAPE  RULES,  recommend¬ 
ed  to  the  Board  of  Standards  and  Appeals,  to-  make  them 
conform  to  the  recodified  j^abor  Law,  to  read  as  follows: 

Rule  1,  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  com¬ 
ply  with  all  the  provisions  of  §274,  labor  law,  and  in  ad¬ 
dition  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  04)  inch  in  diameter,  spaced  not  more  than 
six  (6)  inches  on  centers,  or  of  substantial  grill 
work,  or  of  screening  not  less  than  No.  10  U.  S. 
gauge  wire  with  not  more  than  one  and  one-half  (1)4) 
inch  mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be 
no  safe  means  of  egress,  a  gooseneck  ladder  shall  be 
provided  from  the  top  story  balcony  to  the  roof ; 


(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees ;  fire  win¬ 
dows  leading  to  balconies  may  be  at  window  sill  level  if 
fixed  steps  not  less  than  sixteen  (16)  inches  wide  are 
provided  on  the  inside  from  floor  level,  leading  thereto. 

(c)  Any  such  fire  escape  erected  subsequent  to  October 
1,  1913,  and  prior  to  these  rules  taking  effect,  unless 
previously  accepted  as  one  of  the  required  means  of  exit 
or  escape  by  the  administrative  official  having  jurisdiction, 
shall  conform  in  every  respect  to  paragraph  (a)  of  this 
rule. 

Rule  2.  A  fire  escape  shall  not  hereafter  be  accepted 
as  constituting  one  of  the  required  means  of  exit  or 
escape  under  Section  270-3  of  the  labor  law,  in  any  build¬ 
ing  erected  prior  to  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height, 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

Wiilliam  E.  Walsh,  Chairman. 


*In  line  6,  “79-B-l”,  changed  to  271-1 ;  in  line  9,  “79-B-4”, 
changed  to  274,  and  in  line  3  of  Rule  2,  “79-B-l”,  changed 
to  270-3. 
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BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals, 
held  on  Tuesday  morning,  April  18,  1922,  as  they  ap¬ 
peared  in  Bulletin  17,  Vol.  VII,  are  hereby  corrected  as 
follows : 

THE  RESOLUTION: 

(1291-21-BZ) 

Whereas,  Willard  Parker,  architect,  for  Tuohy  &  Upton, 
Inc.,  owner,  filed,  December  22,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  51  one-car  garages  and  one  garage 
for  more  than  5  cars ;  premises  129  Broadway  and  126 
Washington  street,  Flushing,  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  April  18, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway,  Washington 
street  and  Union  street  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 


*Calendar  number  changed  from  1921-21-BZ  to  1291- 

21-BZ. 


ings,  rendered  November  3,  1921,  in  acting  on  Plan  No. 
10484-21,  reads : 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  is  prohibited  in  a  business  district  by  the 
Zone  Resolution.”; 

and 

Whereas,  the  proposed  buildings  are  to  be  of  non-fire- 
proof  construction,  one  story  in  height  with  a  frontage 
of  35  ft.  and  a  depth  of  100  ft.  and  51  one-story  in  height, 
10  ft.  by  18  ft.,  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  there  existed  on  these  premises  a  stable  for 
more  than  five  horses  on  July  25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  no  entrance  or  exit  for  cars  from  Broadway,  that 
the  buildings  shall  be  constructed  with  walls  of  concrete 
blocks,  the  ceilings  of  garages  to  be  fire-retarded  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  appeals. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  Afternoon,  March  7,  1922, 
as  they  appeared  in  [Bulletin  No.  11,  Vol.  VII.,  are  hereby 
corrected  as  follows : 

THE  RESOLUTION : 

(62-22-S) 

Whereas,  Charles  P.  Cannella,  for  Rosa  Gold,  owner, 
filed,  Jan.  14,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  department 
of  health,  affecting  premises  124  Allen  street,  Manhattan ; 
and 

Whereas,  the  decision  of  the  department  of  health,  ren¬ 
dered  March  31,  1920,  reads : 

“At  a  meeting  of  the  Board  of  Health  of  the  De¬ 
partment  of  Health  of  the  City  of  New  York,  held 
March  31,  1920,  your  application  for  a  sanitary  cer¬ 
tificate  for  a  .cellar  bakery  at  124  Allen  Street,  in  the 
Borough  of  Manhattan,  was  denied  by  the  Board  of 
Health.” ; 

and 


*Word  “feet”  changed  to  “inches”  in  line  20. 


Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  33  ft.  8  in.  by  72  ft.  6  in.  in  area,  oc¬ 
cupied  in  the  cellar  as  a  bakery,  2  persons ;  store  and  apart¬ 
ments  above;  the  height  of  the  bakery  from  floor  to  ceil¬ 
ing  being  8  ft.,  the  ceiling  being  4  in.  above  the  curb, 
the  means  of  ventilation  consisting  of  two  windows  2 
ft.  by  1  ft.  8  in.,  opening  over  the  oven  to  the  yard ;  and 

AVhereas,  petitioner  proposes  to  make  certain  changes 
in  the  bakery,  to  remove  an  8  in.  brick  cross  wall  and 
to  put  a  new  window  4  ft.  by  '7  ft.  2  in.  to  an  open  area 
at  the  front  of  the  building,  and  to  place  an  iron  grating 
door  in  lieu  of  the  present  door  over  steps  at  sidewalk 
level  and  to  provide  a  movable  sash  in  door  at  foot  of 
stairs  and  to  place  a  new  fireproof  self-closing  door  be¬ 
tween  the  bakery  and  the  coal  bin ;  and 

Whereas,  a  similar  petition  was  denied  by  the  board 
under  Cal.  No.  289-20-S. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  on 
condition  that  the  work  proposed  by  the  petitioner  be 
complied  with. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copv  of  Form  1JA, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 _ ....  11 

Cases  filed  up  to  and  including  April  27,  1922  .  612 

Restored  to  calendar  . 43 

Miscellaneous  Actions. 

Requests  to  reopen  .  55 

Requests  to  amend  .  4 

Requests  for  modification  .  6 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  8 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  . ; . .  1 

Total  . 1139 

Disposed  of  .  655 

Cases  pending  April  27,  1922  .  484 


DISPOSITION  OF  CASES. 


Withdrawn  .  43 

Dismissed  . T. .  81 

Denied  . 82 

Granted  . 43 

Granted  on  condition  .  302 

Appliances  approved  .  15 

Appliances  disapproved  . 6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  50 

Requests  to  reopen  denied  .  4 

Requests  to  amend  granted  . '. .  4 

Requests  to  amend  denied . 0 

Requests  for  modification  granted  .  5 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  8 

Requests  for  extension  of  time  denied  .  0 

Rules  approved  .  2 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn  .  1 


Total  .  655 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 
First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  • 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing.  - 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recced  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

.  Name  . . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . . . . 1922. 

486 


t<\ 

\  \ 

BOARD  OF 


BULLETIN 

OF  THE 

STANDARDS 


CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter 


as  amended  by  Chap.  503,  Laws’ of  1916. 


Published  weekly  by  the  Board  of  Standards  and  Appeals  at  Room  914,  Municipal  Building,  New  York  City. 


Vol.  VII 


Subscription 
$2.50  a  year 


MAY  9,  1922 


Single  Copies,  5  cents 
By  mail,  7  cents 


No.  19 


DIRECTORY 

BOARD  OF  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 


BOARD  OF  STANDARDS  AND  APPEALS. 
William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  .  Fire  Commissioner 

Charles  Brady . Supt  of  Buildings,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore  1 . . . Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar.  , 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  May  2, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  May  2,  1922. 

Minutes  Special  Meeting  Board  of  Standards  and 
Appeals,  April  28,  1922. 

Notice  of  Public  Hearing. 

Correction  of  Rules. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  May  9,  1922, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Cal!  of  the  Calendar  will  be  on 
Tuesday,  May  16,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


t 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  "filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cases  Filed  Week  Ending  May  4th,  1922. 


Cal.  No. 

647-22- A _ 

Department 

Order  No. 

.  LC  72082 

646-22-A _ 

.  LC  11631 

645-22-BZ. . . 

.  C  9360 

644-22- A _ 

.  F  33778 

643-22-S . 

. '. ..  LD  31697 

642-22-A _ 

.  F  34418 

641-22-A - 

.  Alt.  92-1922 

640-22-A _ 

.  C  12018 

639-22-BZ . . . 

. F.D . 

.  NB  370-1922 

638-22-S _ 

. NB  360-1922 

637-22-S  - 

.  LD  34675 

636-22- A _ 

. F.D . 

.  NB  1564-1921 

635  22-A _ 

. F.D . 

.  Alt.  834-1922 

634-22-A _ 

.  LF  34102 

633-22-S  . 

.  LD  13605 

632-22- A _ 

.  LC  12125 

fvn-oo-BZ 

FD . 

.  C  11645 

630-22- A _ 

. B.B.B . 

.  Applic.  5436 

629-22- A _ 

. F.D . 

.  LD  58632 

628-22-A _ 

. F.D . 

.  NB  327V-1922 

627-22-S _ 

.  LD  30196-30195 

626-22-S _ 

. F.D . . 

.  LD  30198 

625-22- A - 

.  F  14853 

624-22-A .  .  .  . 

. B.B.M . 

.  Alt.  25-1922 

623-22-S _ 

. F.D . 

.  LD  13054 

622-22-A - 

. F.D . 

., .  LC  12094 

621-22-ffiZ . . . 

. F.D . 

. .  LC  71978 

620-22-BZ . .  . 

. F.D . 

.  LC  71950 

619-22-S - 

. F.D . 

618-22-A . F.D . . .  F  34057-34058 

6 117-22- S . F.D . LD  30916-30917-30918 

616-22- A . F.D . F  32921 

615-22-S . F.D .  LD  80023 

614-22-A . F.D .  LC  11683 

613-22-A . F.D .  LC  12056 

Restored  to  Calendar. 

1672-21-BZ . F.D .  LC  68977 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  May  9,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1394-21-BZ. 

APPLICANT — Perfection  Sales  Company. 

PREMISES — 2149-2159  Grand  Concourse,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

15S3-21-BZ. 

APPLICANT — Hannah  T.  Manning,  owner. 

PREMISES — 7  Clinton  Place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the.  maintenance  of 
two  metal  garages,  one  for  two  cars  and  the  other 
for  three  cars. 

374-22-BZ. 

APPLICANT — Frank  M.  Egan,  for  Thomas  Waters, 
owner. 

PREMISES — 1874-78  Jerome  avenue,  1-17  Mt.  Hope  Place. 
The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  build¬ 
ing. 

385-22-BZ. 

APPLICANT — Erhard  Djorup,  for  Lena  Kravitz,  owner. 

PREMISES— 777  Tinton  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  conversion  of  ex¬ 
isting  building  into  a  wet  wash  laundry. 

423-22-BZ. 

APPLICANT — Otto  L.  Spannhake,  for  Anton  Bohaty. 

PREMISES — 434  East  77th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  unre¬ 
stricted  district  the  extension  in  height  to  an  ex* 
isting  two  story  public  garage. 

1172-21-BZ. 

APPLICANT — Monte  London,  for  Patrick  C.  Meyers, 
owner. 

PREMISES — 4342  Broadway,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  ga¬ 
rage. 
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CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  May  9,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

351-22-A— 753-759  7th  avenue,  160-166  50th  street,  south¬ 
east  corner,  Manhattan. 

162- 22-A— 1637-1643  Third  avenue,  200-204  East  92nd 

street,  Manhattan. 

163- 22-A — 206-210  East  92nd  street,  Manhattan. 

131-22-A — 62  Delancey  street,  Manhattan. 

191-22-A — 280  Broadway,  Manhattan. 

258-22-A — Easterly  side  West  street,  south  side  of  Avenue 
I  and  Gravesend  avenue,  Brooklyn. 

293-22-A — 275  Water  street,  Manhattan. 

317-22- A — 1200  39th  street,  Brooklyn. 

338- 22-A — 108  East  16th  street,  Manhattan. 

339- 22-A — 360-370  Avenue  A,  Manhattan. 

373-22-A — 29-31  Auburn  Place,  Brooklyn. 

377-22-A — 211  West  125th  street,  Manhattan. 

381- 22-A — 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 

hattan. 

382- 22-A — 138-146  West  14th  street,  Manhattan. 

386- 22-A — 22  Queen  street.  Long  Island  City. 

387- 22-A — 22  Queen  street,  Long  Island  City. 

401-22-A — 362-372  Second  avenue,  Manhattan. 

471 -22- A — 215-217  Lexington  avenue,  Manhattan. 

588-22-A — Crescent  Avenue,  L.  I.  C.,  Queens. 

601-22-A — Northeast  corner  87th  street  and  88th  avenue, 
Woodhaven,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
building  zone  resolution.  Tuesday  morning,  Mav  9,  1922, 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1490-21-BZ — Application.  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attorneys,  on  be¬ 
half  of  Hill-Ware  Company.  Inc.,  own¬ 
er,  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars ;  nremises  3325-3339 
Park  avenue,  The  Bronx. 

cal.  no.  450-22-BZ — Application.  March  27.  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Ges- 
co  Realtv  Company,  owner,  to  permit 
in  a  residence  district  the  erection  of 
a  business  building :  premises  300-303 
East  176th  street.  1830-1832  Anthony 
avenue,  The  Bronx. 

cal.  no.  1563-21-BZ — Application,  November  30.  1921,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  J.  Walsh,  applicant,  on  behalf  of 
Mary  M.  McDonald  and  Margaret  M 
Fitzpatrick,  owners,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
.  business  district  the  erection  of  a  busi¬ 
ness  building;  premises  east  side  Uni¬ 
versity  avenue.  109.13  ft.  south  of  Mc¬ 
Combs  Road,  The  Bronx. 

CAL.  no.  272-22-BZ — 'Application,  February  23,  1922,  under 
the  building  zone  resolution,  of  Stuard 
Hirschman,  applicant  and  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  of  a  public  garage  ;  premises  south¬ 
east  corner  Queens  Boulevard  and  Fisk 
avenue,  Winfield,  Queens. 


CAL  NO.  70-22-BZ— Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
public  garage;  premises  northeast  cor¬ 
ner  33rd  street  and  Roosevelt  avenue, 
Elmhurst,  Queens. 

CAL.  NO.  200-22-BZ— Application,  February  10,  1922,  under 
the  building  zone  resolution,  of  M.  W. 
Kantrovitz,  applicant,  on  behalf  of 
Mrs.  M.  Kantrovitz,  owner,  to  permit 
in  a  business  district  the  maintenance 
of  a  two  car  garage;  premises  1607 
Avenue  T,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  9,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

241-22-S — 144  Melrose  street,  Brooklyn. 

1506-21-S — 335  East  26th  street,  Manhattan. 

224-22-S — 292-314  Kent  avenue,  Brooklyn. 

249- 22-S — 437-439  West  45th  street,  Manhattan. 

250- 22-S — 407  Sixth  avenue,  Manhattan. 

296-22-S — 146-148  West  55th  street,  Manhattan. 

304- 22-S — 46  Boerum  street,  Brooklyn. 

305- 22-S — 224-226  Pearl  street,  Manhattan. 

340-22-S — 314-320  Grand  street,  Manhattan. 

372-22-S — 310-312  West  40th  street,  Manhattan. 

391-22-S — 233  Water  street,  Manhattan. 

397-22-S — 256  West  23rd  street,  Manhattan. 

402-22-S — 141-143  Canal  street,  Manhattan. 

406-22-S — 6  East  12th  street,  Manhattan. 

414-22-S — 331  Adams  street,  Brooklyn. 

477- 22- S — 148  Norfolk  street,  Manhattan. 

478- 22- S — 3620  Broadway,  Manhattan. 

Appliances  Submitted  for  Approval. 

465-22-S — Phister  One  Gallon  Fire  Extinguisher,  approval 

of. 

744-21-S — Approval  of  Safand  Shur  Fire  Extinguisher. 


PUBLIC  HEARING. 

Friday,  May  12,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matter  has  been  adjourned  to  Friday, 
May  12,  1922,  at  2  p.  m. : 

281-22-S — Proposed  Rules  “Standpipe” — “Fire  Line.” 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  May  16,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

295-22-BZ. 

APPLICANT — Ezra  P.  Mott,  for  Ernest  C.  Hawkins, 
owner. 

PREMISES — Southeast  corner  Jerome  avenue  and  Spruce 
street,  Richmond  Hill,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 
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376-22-BZ. 

APPLICANT— Otto  C.  H.  Maydag,  for  Emil  Reineking, 
owner. 

PREMISES— 352  Pine  street,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  garage. 

438-22-BZ. 

APPLICANT— Burke  &  Olsen,  for  Annie  Wenig,  owner. 

PREMISES— 6402-6406  4th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  building  into  a  public  garage. 

461- 22-BZ. 

APPLICANT— New  York  Telephone  Company,  applicant 
and  owner. 

PREMISES— 7701-7713  Third  avenue,  302-318  77th  street, 
Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  Central  Tele¬ 
phone  Exchange  Building. 

462- 22-BZ. 

APPLICANT— New  York  Telephone  Company,  applicant 
and  owner. 

PREMISES— 2365  Tiebout  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  Central  Tele¬ 
phone  Exchange  Building. 

1672-21-BZ. 

APPLICANT — Augustine  Schiavone. 

PREMISES — 771  40th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  five  cars. 


BOARD  OF  APPEALS. 

Tuesday,  May  16,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

336-22-A — 236  Empire  Boulevard,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A— Block  bounded  by  Second  avenue.  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn.  - 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 
North  12  streets  and  East  River,  Brooklyn. 

649-21-A — 295-303  Vernon  avenue,  L.  I.  C.,  Queens. 
1437-21-A — West  side  Luydig  Place,  corner  of  Kingsland 
avenue  and  Hunt  street,  Corona,  Queens. 
211-22-A — 1399  Gates  avenue,  Brooklyn. 

318-22-A — 232-236  West  47th  street,  Manhattan. 

344- 22-A — 51  Boerum  street,  Brooklyn. 

362-22-A — 82  Pierrepont  street,  Brooklyn. 

404-22-A — 2237  and  2251  81st  street,  Brooklyn. 

470-22-A— 327-335  East  29th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning,  May  16,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 


cal.  no.  106-22-BZ — Application,  January  25,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Behan,  applicant,  on  behalf  of  New 
Dorp  Coal  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
of  coal  pockets  and  silos;  premises  east 
side  5th  street,  50  feet  north  of  Sea- 
view  avenue,  Richmond. 

cal.  no.  298^22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  John  J, 
Dunnigan,  architect,  on  behalf  of  Mag¬ 
dalene  Rohr,  owner,  to  permit  in  a 
business  district  the  erection  of  a  base¬ 
ment  and  one  story  public  garage ; 
premises  2337-2345  Waterbury  avenue, 
The  Bronx 

CAL.  NO.  313-22-BZ— Application,  March  1,  1922,  under  the 
building  zone  resolution,  of  Charles 
Kreymborg,  architect,  on  behalf  of 
Peronne  Realty  Co.,  Inc.,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  business  building;  premises 
northeast  corner  Fordham  Road  and 
Bainbridge  avenue,  The  Bronx. 

cal.  no.  206-22-BZ— Application,  February  11,  1922,  under 
the  building  zone  resolution,  of  John 
D.  Armstrong,  attorney,  on  behalf  of 
Wilbur  A.  Thompson  and  Fannie  J. 
Carter,  as  trustees,  to  permit  in  a  res¬ 
idence  district  the  maintenance  of  a  four 
car  garage ;  premises  1270  East  19th 
street,  Brooklyn. 

cal.  no.  264-22-BZ — Application,  February  23,  1922,  under 
the  building  zone  resolution,  of  Lor¬ 
enz  F.  J.  Weiher,  architect,  on  behalf 
of  Belefreed  Garage  Corp.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  in  area  to  an  existing  garage; 
premises  1038  Forest  avenue,  The 
Bronx. 

cal.  no.  1560-21-BZ— Application,  April  11th,  1922,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  John 
M.  Bixby,  dec’d.,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  existing 
building  into  a  public  garage ;  premises 
974-988  University  avenue.  The  Bronx. 

cal.  no.  1642-21-BZ— Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Walter  H. 
Jackson,  architect,  on  behalf  of  T.  R. 
Brawley,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
residence  district  the  extension  of  ex¬ 
isting  factory  building  to  be  used  for 
storage  and  garage  purposes ;  premises 
277-281  20th  street,  Brooklyn. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  oremises  19-21  Bar- 
row  street,  Manhattan. 

cal.  no.  346-22-BZ— Application,  March  8.  1922,  under  the 
building  zone  resolution,  of  Michael 
A.  _Cardo,  architect,  on  behalf  of  Syl¬ 
vester  O’Connor  and  Ellen  E'.  O’Con¬ 
nor.  owners,  to  permit  in  a  residence 
district  the  extension  in  area  of  exist¬ 
ing  carpenter '  shop  ;  premises  518  West 
168th  street,  Manhattan. 
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cal.  no.  347-22-BZ — Application,  March  8,  1922,  under  the 
building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of  Jo¬ 
seph  Sciacca,  owner,  to  permit  in  a 
business  district  the  extension  to  an 
existing  marble  shop ;  premises  330-332 
East  110th  street,  Manhattan. 

cal.  no.  498-22-BZ — Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  General 
Baking  Company,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
extension  in  area  to  business  building 
for  business  and  garage  purposes ; 
premises  3240-3256  Bronx  Boulevard, 
southeast  corner  Rosewood  street,  The 
Bronx. 

cal.  no.  567-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Albert  E. 
Davis,  applicant,  on  behalf  of  St.  Ann’s 
Church  of  Morrisania  and  Catherine 
F.  Johnston,  owners,  to  permit  in  a 
residence  district  the  erection  of  stores 
and  market  building;  premises  525-531 
East  139th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  16,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

976-21-S — 21-41  John  street,  Brooklyn. 

1689-21-S — 5-11  East  137th  street,  Manhattan. 

419-22-S — 436-438  Water  street,  Manhattan. 

421-22-S — 253  East  Houston  street,  Manhattan. 

429- 22-S — 104-112  West  29th  street,  Manhattan. 

430- 22-S— 133  West  14th  street,  Manhattan. 

431- 22-S — 42  East  8th  street,  Manhattan. 

432- 22-S — 59-61  East  8th  street,  Manhattan. 

436-22-S — 105  East  111th  street,  Manhattan. 

439-22-S — 32  West  Houston  street,  Manhattan. 

1600-21-S — 415  6th  avenue,  Manhattan. 

1644-21-S — 500  East  164th  street,  The  Bronx. 

221-22-S — 268  Norman  avenue,  Brooklyn. 

256-22-S — 103-105  West  24th  street,  Manhattan. 

266-22- S — 406  Pearl  street,  12  New  Bowery,  52  New  Cham¬ 
bers  street,  Manhattan. 

300-22-S — 12-14  East  49th  street,  Manhattan. 

312-22-S — 105  West  16th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  May  23,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

r  — 

409- 22-A — 24-28  East  46th  street,  366  Madison  avenue, 

Manhattan. 

410- 22-A — 1037-43  Gates  avenue,  Brooklyn. 

411- 22-A — 1182-1184  Flushing  avenue,  365-369  Jefferson 

street,  Brooklyn. 

437-22-A — 331  Adams  street,  Brooklyn. 

441-22-A — 222-226  West  44th  street,  Brooklyn. 

420-22-A — 'West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

424- 22-A — 73  Warren  street,  Manhattan. 

425- 22-A — 284-306  Saratoga  avenue,  Brooklyn. 

426- 22-A— 246-252  Skillman  street,  510  DeKalb  avenue, 

Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  23,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

306-22-S — 19  East  54th  street,  Manhattan. 

379-22-S — 38  West  34th  street,  Manhattan. 

398-22-S — 28  Beekman  street,  Manhattan. 

405-22-S — 98  Southern  Boulevard,  The  Bronx. 

418-22-S — 732  Broadway,  Manhattan. 

434-22-S — 13-15  Laight  street,  Manhattan. 

443- 22-S — 22  Maiden  Lane,  Manhattan. 

444- 22-S — 131  Bowery,  Manhattan. 

454-22-S — 175-177  Powers  street,  Brooklyn. 

458-22-S — 455-465  West  street,  Manhattan. 

468-22-S — 105  East  28th  street,  Manhattan. 

480-22-S — 26  Cliff  street,  Manhattan. 

484-22-S — 8  West  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Wednesday,  May  31,  1922,  at  10  o.  in. 

Appeals  from  Administrative  Orders. 

28-22-A — 3266  Ely  avenue,  The  Bronx. 

268 -22 -A — 469  Fifth  avenue,  Manhattan. 

316-22- A — 2  Park  avenue,  Brooklyn. 

384-22-A — 17  Warren  street,  Manhattan. 

377-22-A — 211  West  125th  street,  Manhattan. 

463- 22-A — 135  8th  avenue,  Long  Island  City. 

399-22-A — 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

442-22-A — 321-343  West  54th  street,  Manhattan. 

451-22-A — 363  East  149th  street,  The  Bronx. 

456-22-A — 47-49  Mercer  street,  Manhattan. 

464- 22-A — 438-440  East  72nd  street,  Manhattan. 

467-22-A — Foot  of  Stagg  street  and  Newtown  Creek, 
Brooklyn, 

BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  May  31,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S — Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  6,  1922,  at  2  p.  m. 

Appliances  Installed  Pending  Approval. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

422-22-S — Quimby  Pumps,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  9,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A— 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  16,  1922,  at  10  a.  m. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

480- 19- A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1,  (Old),  North  River,  Manhattan. 


882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

855- 19-A — Pier  78,  North  River,  Manhattan. 

856- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  2,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  April  25,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  18,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

102-?2-A. 

APPELLANT — Samuel  Rosenblum,  for  Neil  R.  Mitchell, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 354  Bowery,  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  Roisenblum. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  .  0 

THE  RESOLUTION : 

(102-22- A) 


Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Neil  R.  Mitchell,  owner,  filed  Jan.  25,  1922,  an  appeal  with 
the  board  of  appeals  from  an  order  of  the  fire  commission¬ 
er,  affecting  premises  354  Bowery,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening  in 
any  other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50  ft.  above  a 
neighboring  roof  at  rear  of  building,  or  other  approved 
protection,  as  per  section  375,  article  18,  chapter  5  of 
the  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  19  ft.  4  in.  x  114  ft.  9  in.  in  area  in  the  1st  story 
and  19  ft.  4  in.  x  77  ft.  6  in.  in  area  above;  occupied,  1st 
story,  crockery  store;  2nd  story,  barber’s  school,  20  per¬ 
sons  ;  3rd  story,  mfr.  of  masks,  5  persons ;  4th  and  5th 
stories,  vacant ;  and 

Whereas,  appellant  contends  that  the  upper  two  stories 
will  remain  vacant  and  that  the  windows  in  question  are 
diagonally  across  from  adjoining  building  at  the  south, 
this  adjoining  building  has.  iron  shutters  on  windows  of  the 
1st  and  2nd  stories ;  and  that  the  windows  in  question  open 
on  a  sub-standard  fire  escape  and  that  if  provided  with 
shutters  would  obstruct  the  fire  escape. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is  denied. 


283-22-A. 

APPELLANT — Samuel  Rosenblum,  for  D.  Neghauer  & 
M.  L.  Bass.,  lessees. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 610-618  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Fire  Chief 

Martin  .  6 

Absent:  Mr.  Kerby  .  1 


THE  RESOLUTION : 

(283-22-A) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Phineas  T.  Barnum,  Est.,  owner,  filed  Feb.  25,  1922,  an  ap¬ 
peal  with  the  board  of  appeals  fj-om  orders  of  the  fire  com¬ 
missioner,  affecting  premises  610-18  Broadway,  Manhattan; 

and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  30414-F — Premises  610-614: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof.”  *  *  * 

No.  30948-rF— Premises  616-618: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter,  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof.”  *  *  * 
and 

Whereas,  the  premises  consist  of  two  buildings,  each 
non-fireproof,  6  stories  in  height,  No.  610-614  having  a 
frontage  of  58  ft.  and  a  depth  of  197  ft.  7  in.;  No.  616-618 
having  a  frontage  ol  46  ft.  9  in.  and  a  depth  of  196  ft.  8  in., 
occupied  (No.  610-614),  1st  story,  stores;  2nd  story,  mfr. 
plated  ware,  shipping  and  salesroom,  25  persons  ;  3rd  story, 
mfr.  plated  ware,  30  persons;  4th  story,  mfr.  lighting  fix¬ 
tures,  40  persons;  5th  story,  mfr.  hats,  90  persons;  6th  story, 
mfr.  auto  accessories,  35  persons.  (No.  616-618),  1st  story, 
stores ;  2nd  story,  offices  and  showrooms,  12  persons ;  3rd 
story,  mfr.  pocketbooks  and  offices,  20  persons ;  4th  story, 
mfr.  jewelry  cases,  25  persons;  5th  story,  vacant;  6th  story, 
mfr.  rompers,  35  persons ;  the  building  being  equipped  with 
automatic  sprinkler  and  gravity  pressure  tank  supply;  and 

Whereas,  appellant  contends  that  the  height  of  the  build¬ 
ings  vary,  being  92  ft.  8  in,  on  the  Broadway  front,  94  ft. 
8  in.  at  the  gentre  and  91  ft.  5  in.  at  the  Crosby  street 
front,  each  building  being  equipped  with  two  interior  stair¬ 
ways  enclosed  in  fire  resisting  partitions,  a  fire  escape  on 
the  Crosby  street  front  of  No.  616-618,  a  fire  escape  on  East 
Houston  street  front  of  No.  610-614,  horizontal  exits  on  the 
2nd  and  3rd  stories. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


162-122-A. 

APPELLANT — Jacob  Ruppert  (corporation). 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1637-43  Third  avenue,  200-204 
East  92nd  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1922,  at  10 
a.  m.,  pending  inspection  by  committee  of  the  board. 


163-22-A. 

APPELLANT — Jacob  Ruppert  (corporation). 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED- — 206-10  East  92nd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1922,  at  10  a. 
m.,  pending  inspection  by  committee  of  the  board. 


286-22-A. 

APPELLANT — New  York  &  Richmond  Gas  Co.,  owner. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED1 — N.  S.  Willow  avenue  465.24  ft. 

west  of  Bay  street,  Richmond. 

APPEARANCES— 

For  Appellant :  Wm.  J.  Welch. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  . , .  1 

THE  RESOLUTION : 


(286-22-A) 

Whereas,  New  York  &  Richmond  Gas  Co.,  owner,  filed, 
Feb.  25,  1922,  an  appeal  with  the  board  of  appeals  from  a 
decision  of  the  fire  commissioner,  affecting  premises  N.  S. 
of  Willow  avenue  465.24  ft.  west  of  Bay  street,  Richmond ; 
and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“DISAPPROVED  February  8th,  1922,  with  the  fol¬ 
lowing  objections: 

“4.  Anti-syphon  system  must  be  provided. 

“5.  Article  8,  section  111,  sub-division  5,  chapter  10, 
requires  that  storage  tanks  be  buried. 

“6.  Rule  9,  Fuel  Oil  Rules  does  not  permit  tanks  of 
this  capacity  300,000  gals.  on.  account  of  close  prox¬ 
imity  to  buildings,  railroads,  etc. 

“7.  A  complete  fire  extinguishing  equipment  must  be 
provided,  so  as  to  protect  all  portions  of  the  plant  and 
surrounding  property.  Extinguishing  system  incomplete 
apparently  inadequate  to  meet  the  requirements. 

“8.  Pumps  must  conform  to  Rule  13,  as  amended. 

“9.  Explosion  hatches  must  be  provided  as  per  Rule 

10. 

“10.  Safety  valve  must  be  provided  as  per  Rule  10.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  New  York  &  Richmond 
Gas  Company,  consisting  of  several  buildings  and  tanks; 

and 

Whereas,  it  is  proposed  to  install  a  300,000  gallon  tank 
above  ground  surrounded  by  a  concrete  dike  and  protected 
by  a  steam  blanketing  system  and  two  40  gallon  foamite 
engines ;  and 

Whereas,  appellant  contends  that  the  oil  stored  is  for  gas 
manufacturing  purposes  only  and  that  it  is  necessary  to  in¬ 
crease  the  facilities  of  the  plant  under  an  order  of  the 
Public  Service  Commission. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  tank  is  enclosed  with  and 
surrounded  by  a  reinforced  concrete  dike  wall;  that  a  fire 
foam  protective  system  be  installed  and  such  other  fire  ex¬ 
tinguishing  appliances  as  are  required  by  the  rules  of  the 
board  of  standards  and  appeals ;  that  the  capacity  of  the 
plant  be  not  increased,  and  that  the  use  of  the  oil  be  con¬ 
fined  to  gas  manufacturing  process. 


336-22- A. 

APPELLANT — John  R.  Anderson,  for  Radella  Company, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 236  Empire  Boulevard,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  John  R.  Anderson. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  at  10 
a.  m.,  on  request  of  appellant. 


341-22-A 

APPELLANT — Republic  Crabtree  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 654  West  57th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  D.  B.  Vail. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 


ACTION  OF  BOARD — Appeal  dismissed  on  recommenda¬ 
tion  of  fire  department  that  this  appellant  has  va¬ 
cated  the  premises. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(341-22-A) 

Whereas,  Republic  Crabtree  Co.,  for  E.  S.  &  J.  S  Apple¬ 
by,  owner,  filed  March  7,  1922,  an  appeal  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  654  West  57th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads:  * 
“1.  Have  at  least  two  persons  each  obtain  a  certifi¬ 
cate  of  fitness  to  have  care  and  supervision  of  storage 
garage,  which  garage  must  be  under  the  immediate 
supervision  of  either  of  the  above  at  all  times  *  * 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  125  ft.  x  144  ft.  in  area,  occupied  as  a 
service  station  and  salesroom,  exclusively;  the  trucks  on  the 
premises  being  for  display  or  trucks  which  are  undergoing 
repair;  and 

Whereas,  appellant  contends  that  the  building  is  closed  at 
5  p.  m.  and  opens  at  8  a.  m. ;  and 

Whereas,  it  appears  that  the  Republic  Crabtree  Co.  has 
discontinued  the  occupancy  of  the  premises. 

Resolved,  That  the  appeal  be  and  it  hereby  is  dismissed. 


APPELLANT — George  Keister,  for  Earl  Carroll,  owner. 
SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 753-759  7th  avenue,  160-166 
West  50th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  George  Keister,  Frank  M.  Kerby 
and  Clifford  Norton. 

For  Administration:  Inspectors  Lewis  and  Foley 
of  the  bureau  of  buildings. 

ACTION  OF  BOARD- — Laid  over  to  May  9th,  at  10  a.  m., 
for  inspection  by  committee  of  the  board  and  final 
action  without  further  testimony. 


354-22-A. 

APPELLANT — John  McMillan  Co.,  for  Park  &  Tilford 
Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 543-551  West  43rd  street,  542- 
554  West  44th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Fred  Brutschy. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 


(354-22-A) 

Whereas,  John  McMillan  Co.,  for  Park  &  Tilford  Co., 
lessee,  filed  March  9,  1922,  an  appeal  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  543-51  West  43rd  street  and  542-554  West  44th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“2.  Cross  connection  must  be  6  in.  in  diameter.  Note : 

Appeal  may  be  taken  to  the  Board  of  Appeals.” ; 
and 
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Whereas,  the  building  is  fireproof,  7  stories  in  height, 
with  a  frontage  of  100  ft.  on  43rd  street  and  a  depth  of  200 
ft.  10  in.;  occupied,  factory  for  the  manufacture  of  candy; 
it  is  proposed  to  install  4  in.  fire  line  headers,  one  on  each 
stairway  with  a  0  in.  street  Siamese  connection  and  a  6  in. 
cross  connection  ;  and 

Resolved,  That  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


1305-21-A. 

APPELLANT — Independent  Warehouses,  Inc.,  for  Wil¬ 
liam  H.  Seaich,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 142-156  East  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  L.  A.  Sherwood  and  R.  J.  Schaaf. 
For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  . 0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . .  0 

THE  RESOLUTION : 

(1305-21-A) 


Whereas,  Independent  Warehouses.  Inc.,  for  William  H. 
Seaich.  owner,  filed  Nov.  7,  1922,  an  appeal  with  the  board 
of  appeals,  from  orders  of  the  fire  commissioner,  affecting 
premises  142-156  East  31st  street.  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  27037-LF — “1.  Provide  a  4  in.  quick  emptying 
valve  for  gravity  on  roof,  as  per  section  20,  chapter  12, 
Code  of  Ordinances. 

“2.  Repair  or  replace  defective  stems  of  2l/2  in.  valves 
at  standpipe  outlets  in  1st  story,  east  and  west  sides,  as 
per  section  20,  chapter  12.  Code  of  Ordinances. 

“3.  Extend  standpipe  line  to  stairway  enclosure  at 
west  side  on  all  stories  and  in  cellar  and  provide  2l/> 
in.  outlets  with  75  ft.  of  2J4  in.  approved  hose  at  each 
outlet,  in  one  length  of  50  ft.  and  one  length  of  25  ft., 
as  per  section  20,  chapter  12,  Code  of  Ordinances. 

“4.  Provide  75  ft.  of  2 y2  in.  approved  hose  for  stand¬ 
pipe  outlets  at  all  stories  and  in  cellar,  east  side,  in  one 
length  of  50  ft.  and  one  length  of  25  ft.  as  per  section 
20,  chapter  12,  Code  of  Ordinances. 

“5.  Provide  racks,  or  reels,  for  hose  on  east  and  wect 
sides,  on  all  stories,  as  per  section  20,  chapter  12,  Code 
of  Ordinances.” 

No.  27038-LF — “1.  Fill  gravity  tank  on  roof  with 
water  and  keep  same  filled  at  all  times,  as  per  section 
20,  chapter  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  six 
stories  in  height,  142  ft.  4  in.  x  95  ft.  in  area,  occupied  as  a 
bonded  warehouse.  6  persons  in  the  entire  building;  equipped 
with  a  standpipe  system  ;  it  is  proposed  to  extend  the  stand¬ 
pipe  to  take  in  the  hallway  on  the  west  end  of  the  build¬ 
ing;  and 

Whereas,  the  appellant  contends  that  the  gravity  tank  on 
the  roof  has  not  been  in  use  for  a  number  of  years  and  that 
the  present  use  of  the  building  renders  the  gravity  tank, 
steam  pipes  and  fire  hose.  etc.,  unnecessary,  and  that  there 
are  no  combustibles  in  the  building. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


361-22-A. 

APPELLANT — Brooklyn  Borough  Gas  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — S.  S.  Canal  avenue,  460  ft.  W. 

of  West  8th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Harry  Dillon  and  Wilson  W. 
‘Thompson. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  the  resolution. 

THE  VOTE. — 

Affirmative.  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION : 


(361-22-A) 

Whereas,  the  Brooklyn  Borough  Gas  Company,  owner, 
filed  March  10,  1922  an  appeal  with  the  board  of  appeals 
from  an  order  of  the  fire  commissioner,  affecting  premises 
south  side  of  Canal  avenue  460  ft.  west  of  West  8th  street, 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Remove  all  gas  oil  from  the  gas  tank  recently  in¬ 
stalled  at  the  above  location  and  discontinue  the  use  of 
said  tank  for  the  further  storage  of  gas  oil,  for  the 
reason  that  said  tank  has  been  installed  without  plans 
and  specifications  being  filed  with  and  approved  by  the 
Fire  Department,  which  are  violations  of  sec.  Ill,  Ch. 
10,  Code  of  Ordinances. 

“2.  All  storage  tanks,  including  .filling  and  measur¬ 
ing  tanks  and  separators  comprising  petroleum  or  shale 
oil,  or  the  liquid  products  thereof  or  coal  tar  comprising 
or  forming  a  part  of  the  oil  storage  plant  shall  be  bur¬ 
ied  so  that  the  top  of  said  tank  shall  be  at  least  2  ft. 
below  the  grade  of  level.”  ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  along 
Conev  Island  Creek,  on  which  is  located  the  plant  of  the 
Brooklyn  Borough  Gas  Company,  consisting  of  a  building 
and  several  tanks,  one  of  the  tanks  being  a  400000  gallon 
steel  oil  tank,  this  tank  being  placed  on  a  concrete  pile  foun¬ 
dation  surrounded  by  a  retaining  wall  13  ft.  high ;  the  work 
on  these  tanks  having  been  started  in  1919  and  completed 
in  1920,  the  ground  around  the  tanks  is  filled  in,  the  nearest 
building  is  163  ft.  away. 

Resolved ',  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  a  fire  protective  system  in  the  na¬ 
ture  of  fire  foam  and  steam  blanketing  equipment  be  in¬ 
stalled.  and  that  the  tank  be  enclosed  with  reinforced  con¬ 
crete  dike  walls,  the  enclosure  so  formed  to  have  a  capacity 
sufficient  to  contain  one-half  the  contents  of  the  tank. 


366-22-A. 

APPELLANT — Arthur  Loomis  Harmon,  for  Allerton  57th 
St.  Corp.,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 128-132  East  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Richard  Acosta  and  Ernest  F. 
Murgatroyd. 

For  Administration :  Inspector  Lewis  of  the  bu¬ 
reau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Kerby  and  Fire  Chief  Martin  ...  5 
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Negative:  Messrs.  Holland  and  Kearney  .  2 

Absent  .  0 

THE  RESOLUTION : 

(366-22-A) 


Whereas,  Arthur  Loomis  Harmon,  for  Allerton  57th  St. 
Corporation,  owner,  filed  March  11,  1922,  an  appeal  with 
the  board  of  appeals  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  128-132  East  57th  street, 
Manhattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“This  amendment  is  disapproved  with  the  following 
objection  repeated : 

“5.  Inside  doors  and  trim  should  comply  with  section 
356.  Modification  denied.  Reconsideration  denied.” 

and 

Whereas,  the.  building  is  of  fireproof  constructioft  17 
stories  in  height,  67  ft.  6  in.  x  100  ft.  5  in.  in  area,  occupied 
basement,  kitchen,  storage,  boiler  room,  etc.,  30  persons  ;  1st 
story,  dining  room,  lobby  and  stores.  125  persons ;  2nd  story, 
dining  room  and  lounging  room,  150  persons;  3rd  story  to 
17th  story,  inclusive,  non-housekeeping  apartments,  1,  2  and 
3  rooms,  32  persons  per  story ;  roof,  solarium  and  roof  gar¬ 
den,  75  persons ;  and 

Whereas,  it  is  proposed  to  substitute  wood  (oak)  doors 
in  place  of  fireproof  wood  doors  for  all  doors  of  toilet 
rooms  and  closets,  but  not  including  doors  to  elevators  or 
stairs ;  and 

Whereas,  the  appellant  contends  that  the  building  is  un¬ 
like  an  ordinary  apartment  house,  each  room  being  very 
small,  window  and  door  bucks  of  steel  and  floor  of  cement 
and  corridor  doors  kalameined. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  doors  shall  be  of 
hardwood  at  least  2  inches  in  thickness ;  that  there  shall  be 
walls  of  approved  masonry  separating  the  rooms  and  pub¬ 
lic  corridors  and  passageways,  and  that  any  openings  between 
the  rooms,  public  corridors  or  passageways  be  protected  by 
kalameined  doors. 


371-22-A. 

APPELLANT- — Otto  O.  K.  Hanke,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 871  Bedford  Avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  John  Schumacher  and  Otto  O.  K 
Hanke. 

For  Administration:  Insp.  Liebermann  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 


Fire  Chief  Martin  . 7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 


(371-22-A) 

Whereas,  Otto  O.  K.  Hanke,  owner,  filed.  March  11, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  871  Bedford 
avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application  dated  Nov.  29, 
1921,  for  a  permit  to  maintain  a  motor  vehicle  repair 
shop  at  the  above  location,  I  regret  to  inform  you  that 
I  am  without  power  to  grant  such  a  permit. 

“Section  480,  chapter  5,  Code  of  Ordinances,  provides 
that  no  permit  shall  be  issued  for  a  motor  vehicle 
repair  shop  in  a  building  of  frame  construction  within 
the  fire  limits.  * 


“You  are,  therefore,  ordered  to 
“1.  Remove  all  motor  vehicles  the  fuel  tanks  of 
which  are  not  empty  and  discontinue  the  use  of  prem¬ 
ises  as  a  motor  vehicle  repair  shop.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  3  stories 
in  height,  25  ft.  x  100  ft.  in  area,  in  the  1st  story  and  25 
ft.  by  30  ft.  above,  located  in  an  unrestricted  distriot 
occupied  as  a  machine  shop  and  motor  vehicle  repair 
shop ;  and 

Whereas,  appellant  has  filed  an  affidavit  that  he  has  been 
on  the  premises  for  the  past  thirteen  years,  during  which 
time  he  has  used  the  upper  stories  for  dwelling  purposes 
and  has  used  the  first  story  or  basement  as  a  machine 
repair  shop,  and  sold  second  hand  automobile  parts. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  gasoline  in  any  form  be  pro¬ 
hibited  on  the  premises ;  that  no  opening  connecting  the  up¬ 
per  portion  of  the  building  with  the  workshop  be  permitted, 
and  that  the  ceiling  and  sidewalls  of  the  frame  portion  of 
the  shop  be  fire-retarded  in  accordance  with  the  rules  of  the 
Board  of  Standards  and  Appeals. 


259-22-A 

APPELLANT — Leo  C.  Stern,  for  Broadway  John  Street 
Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 106-108  Fulton  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Withdrawn,  as  appeal  has  been 
superseded  by  another  calendar  number. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  . 1 


260-22-A 

APPELLANT — Leo  C.  Stern,  for  Broadway  John  Street 
Corp.,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 106-108  Fulton  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Withdrawn,  as  appeal  has  been 
superseded  by  another  calendar  number. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton. 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 


BUILDING  ZONE  CASES. 

440-22-BZ 

APPLICANT— Patrick  J.  Murray  for  George  Ehret, 
owner. 

SUBJECT — Application  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  erection 
of  a  2-story  post  office  building. 

PREMISES  AFFECTED — 571-573  West  182d  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  N.  Taylor  Phillips,  Patrick  J.  Mur¬ 
ray  and  David  H.  Lehman  of  the  Chamber  of 
Commerce  of  Washington  Heights. 

For  Opposition :  Phillip  J.  Sinnott,  Alexander  Duff 
and  Joseph  V.  Mitchell  for  Nellie  E.  Dowd. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative:  Mr.  Beatty  .  1 

Absent  .  0 

THE  RESOLUTION : 


(440-22-BZ.) 

Whereas,  Patrick  J.  Murray  for  George  Ehret,  owner, 
filed  March  24,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  partly  in  a  business  district, 
extending  25  ft.  into  a  residence  district  the  erection  of 
a  post  office  building;  premises  571-5  West  182nd  street, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  2nd, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  182nd  street  is  a  resi¬ 
dence  district  and  St.  Nicholas  avenue  is  a  business  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  Superintendent  of  Build¬ 
ings  rendered  March  13,  1922,  reads  : 

“1.  Inasmuch  as  these  premises  are  located  partly 
in  a  residence  building  the  proposed  occupancy  of  the 
building  is  contrary  to  the  IBuilding  Zone  Resolution, 
Seotion  3.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  nonfireproof 
construction  2  stories  in  height  with  a  frontage  of  65  ft. 
and  a  depth  of  79  ft.  9  in.  to  be  occupied  as  a  post  office 
station,  the  building  extending  25  ft.  into  the  residence 

district;  and  .  .  . 

Whereas,  under  the  provisions  of  section  7,  subdivision 
b  of  the  building  zone  resolution  the  board  is  empowered 
to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  truck  and 
mail  entrance  of  the  post  office  be  confined  and  maintained 
within  the  business  areal  of  this  plot;  and  that  the  front 
elevation  be  faced  with  front  brick  and  terra  cotta  or  stone 
trimmings.  .  . 

Resolved,  further,  that  all  necessary  permits  for  the 
prosecution  of  the  work  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  of  the 
date  of  this  action. 


1661-21-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Anna  Bray,  owner. 
SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED— 1003-5  Intervale  avenue,  the 
Bronx. 


APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition:  Samuel  iBlrman,  Irving  Atlas, 
Jas  A.  Heffernan,  Samuel  W.  Salius,  John  E 
Bullion,  Joseph  Schwartz,  M.  J.  Hamberger 
and  M.  Barauch. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


VOTE _ 

Affrmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  *Q 

Negative  . *  Q 

Absent  . 

THE  RESOLUTION : 

(1661-21-BZ.) 

Whereas,  Philip  J.  Sinnott,  for  Anna  Bray  owner,  fikd 
December  19,  1921,  an  application  under  the  building  zo 
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resolution,  to  permit  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles,  premises  1003-5 
Intervale  avenue,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  2,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Intervale  avenue  and  East 
165th  street  are  business  districts  and  Rogers  place  is  a 
residence  district;  and 

Whereas,  the  decision  of  the  Superintendent  of  Build¬ 
ings,  rendered  November  10,  1921,  in  acting  on  N.  B.  App. 
No.  2214-1921  reads: 

“1.  Erection  of  proposed  garage  for  storage  of 
more  than  five  motor  vehicles  in  business  district  is 
contrary  to  provisions  of  Building  Zone  Resolution,” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  nonfireproof 
construction,  2  stories  in  height  with  a  frontage  of  50'  ft. 
and  a  depth  of  100  ft.  and  84  ft.  irregular  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916^  a  stable  for  more  than  5 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  rear  wall  and 
the  Northerly  gable  wall  shall  be  unpierced  throughout  its 
entire  height  and  length;  that  any  skylight  in  the  roof 
shall  not  be  within  20  feet  of  the  Northerly  gable  wall;  that 
the  front  elevation  of  the  building  shall  be  finished  with 
light  colored  brick  and  stone  or  architectural  terra-cotta 
trim ;  that  any  gasoline  oil  tank  installed  shall  be  located 
at  the  front  of  the  building  at  the  extreme  southerly  limit. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


517-22-BZ. 

APPLICANT — A.  J.  Simiberg  for  Jana  F.  Stokes,  et  al. 
SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  building  to  be  used  as  a  public 
garage  for  more  than  5  cars. 

PREMISES  AFFECTED^ — 225-9  St.  Nicholas  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant:  A.  J.  Simberg,  Michael  Kaufman 
and  N,  Stokes. 

For  Opposition:  Jacob  Freeman,  John  T.  Booth 
and  E.  T.  Moore. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  ® 

Absent  .  0 


'HE  RESOLUTION : 

(517-22-BZ.) 

Whereas,  A.  J.  Simberg  for  Jane  F.  Stokes,  et  aL 
ler,  filed  April  10,  1922,  an  application  under  the 
ding  zone  resolution,  to  permit  in  a  business  district 
erection  of  a  building  to  be  used  as  a  public  garag 
more  than  five  cars;  premises  225-9  St.  Nicholas  ave- 

’public  hearing  was  held  on  ''us  apphea- 
i  by  the  'board  of  appeals,  at  its  regular  meeting  > 


MINUTES 


2,  1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  IBoard  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Nicholas  avenue  and 
West  121st  street  are  business  districts;  and 

Whereas,  the  decision  of  the  Superintendent  of  Build¬ 
ings  rendered  April  10,  1922,  in  acting  on  N.  B.  Applica¬ 
tion  No.  205-1922  reads : 

“1.  The  erection  of  a  public  garage  in  a  business 
district  is  prohibited,  Building  Zone  Resolution,  Article 
11,  section  IV.”; 

and 

Whereas,  the  proposed  building  is.  to  be  of  fireproof 
construction  2  stories  and  cellar  in  height  with  a  frontage 
of  88  ft.  10  in.  and  a  depth  of  149  ft.  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles  which  garage  still  exists. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be 
no  doors  or  doorways  for* vehicular  use  on  121st  street; 
all  window  openings  throughout  the  entire  elevation  on 
121st  street  shall  be  protected  with  Fenestra  steel  sash, 
or  the  equivalent,  glazed  with  translucent  prism  glass; 
that  the  front  elevations  on  121st  street  and  on  St. 
Nicholas  avenue  shall  be  finished  with  light  colored  tapestry 
brick  and  stone  trimmings,  and  that  the  westerly  gable 
wall  be  unpierced  throughout  its  entire  height  and  depth; 
that  no  skylight  be  erected  within  20  ft.  of  the  southerly 
gable  wall. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  18  months  of  the  date  of  this 
action. 


330-22-BZ. 

APPLICANT — Kings  Highway  Community  Corporation. 
SUBJECT— Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  building  partly  used  for  business  purposes. 
PREMISES  AFFECTED— 1665  East  17th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  F.  P.  O’Conner. 

For  Opposition :  E.  J.  Powers  withdrew  opposi¬ 
tion. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION : 


(330-22-BZ.) 

Whereas,  the  Kings  Highway  Community  Corp.,  owner, 
filed  March  6,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  of  a  building  partly  used 
for  business  purposes ;  premises  1665  East  17th  street,  Brook¬ 
lyn  ;  and 

Whereas,  a  public)  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  2,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Kings  Highway  is  a  business 
district  and  East  17th  street  is  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  21,  1921,  in  acting  on  19302-1921,  reads : 

“Denied ;  contrary  to  Zone  Resolution  Act.  11,  Sec. 

3.”; 


and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  3  stories  in  height  with  a  frontage  of  60  ft. 
and  a  depth  of  95>  ft.,  to  be  occupied  as  stores,  public  li¬ 
brary,  assembly  rooms,  etc.;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application  and  the  proposed  use  is  to  be  of  a  semi¬ 
public  nature,  a  community  building. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  any  openings  for 
commercial  delivery  necessary  for  the  operation  of  the 
building  or  its  use  be  confined  to  the  northerly  side  of  the 
structure;  that  the  front  of  the  building  be  laid  up  in  face 
brick  and  stone  trimmings,  and  that  the  front  elevation  be 
erected  substantially  in  accordance  with  the  designs  filed 
with  this  boaru. 

Resolved,  further,  that  any  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
of  the  date  of  this  action  and  that  the  building  shall  be 
completed  within  18  months  of  the  date  of  this  action. 


355-22-BZ. 

APPLICANT — Henry  C.  Brucker  for  Katherine  A.  Pralle, 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  three  cars. 
PREMISES  AFFECTED — 2037  Linden  street,  Ridgewood, 
Queens. 

APPEARANCES— 

For  Applicant:  Henry  A.  Zeissler. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  Tn  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 


(355-22-BZ) 

Whereas,  Henry  C.  Brucker,  for  Katherine  A.  Pralle, 
owner,  filed  March  9,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is  rented  to  persons  not 
residing  on  the  premises;  premises  2037  Linden  street, 
Ridgewood,  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  2,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Linden  street  is  a  residence 
district  and  Fairview  and  Grandview  avenues  are  business 
districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
February  9,  1922,  in  acting  on  Order  No.  70789-LC,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  section 
3  of  article  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or  are 
subject  to  charges  for  storage. 

“You  are  therefore  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupant  of  dwelling 
on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
one  story  in  height  with  a  frontage  of  28  ft.  and  a  depth 
of  20  ft.,  occupied  as  a,  garage  for  3  pleasure  cars,  space 
being  rented  to  persons  not  residing  on  premises ;  and 

Whereas,  applicant  has  filed  the  duly  acknowledged  con¬ 
sents  of  the  owners  of  100  per  cent  of  the  property  frontage 
deemed  by  the  board  to  be  affected. 


MINUTES 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity  of 
the  garage  be  limited  to  three  cars  of  the  pleasure  car  type, 
space  for  two  of  which  may  be  rented  to  persons  not  resid¬ 
ing  on  the  premises. 


1366-21-BZ. 

APPLICANT — Jno.  B.  Snook  Sons,  for  Louis  Towbin, 

owner. 

SUBJECT — Application  under  the  building  zone  resolution 
to  permit  the  occupancy  of  the  building  as  a  ga¬ 
rage. 

PREMISES  AFFECTED — 300  Putnam  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Fred  C.  Lang  and  Louis  Towbin. 
For  Opposition:  Dennis  R.  O’Brien,  Mrs.  S.  E. 
Connell,  Miss  L.  Keller,  Mrs.  Ed.  E.  Burrows, 
Mary  E.  Muir,  A.  A.  Williams,  Henrietta  Rose, 
J.  S.  Gill,  F.  Wilson,  Wm.  D.  MacDougal,  A. 
C.  Vreeland  and  Edna  C.  Ross. 

ACTION  OF  BOARD — Permission  granted  to  amend  ap¬ 
plication  and  bring  it  under  Sec.  7-a.  Application 


denied. 

THE  VOTE  to  permit  application  to  be  amended— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  VOTE  to  grant  application — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin .  7 

Absent  . 0 

THE  RESOLUTION: 

(1366-21-BZ.) 


Whereas,  Jno.  B.  Snook  Sons,  for  Louis  Towbin,  owner, 
filed  Nov.  10,  1921.  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage,  space  in  which  is  rented  to  persons  not  resid¬ 
ing  on  premises  or  used  for  storage  of  commercial  ve¬ 
hicles  ;  premises  300  Putnam  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  2, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Putnam  avenue  is  a  residence 
district  and  Nostrand  avenue  and  Marcy  avenue  are  busi¬ 
ness  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
29,  1921,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  section 
3  of  Art.  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  used  for  commercial  purposes  and 
are  stored,  for  sale,  for  rent,  or  for  hire,  and  are  sub¬ 
ject  to>  charges  for  storage.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  1 
story  in  height  with  a  frontage  of  20  ft.  and  a  depth  of  47 
ft.,  occupied  as  a  garage  for  five  cars,  space  being  rented 
to  persons  not  residing  on  premises,  and  space  used  for  com¬ 
mercial  cars ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  herebv  is  affirmed  and  the  application  be  and  it  hereby 
is  denied. 


1649-21-BZ. 

APPLICANT— Gustav  Klockgetter. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED. — 2186  Anthony  avenue.  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Gustav  Klockgetter. 

For  Opposition :  Edward  T.  Doyle. 

ACTION  OF  BOARD — Application  granted  on  condition 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Martin  .  .7 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION:, 

(1649-21-BZ.) 

Whereas,  Gustav  Klockgetter,  owner,  filed,  April  4, 
1922,  an  application  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  maintenance  of  a  garage ; 
premises  2186  Anthony  avenue,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  2,  1922. 
after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Anthony  avenue  and  East 
182d  street  are  residence  districts  and  East  181st  street 
is  a  business  district;  and 

Whereas,  the  order  of  the  fire  commissioner  dated 
Nov.  29,  1921,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  an  accessory  to  dwelling  on  same  lot  and  in  which 
is  kept  motor  vehicles  that  are  subject  to  charges  for 
storage  or  hire  or  are  used  for  business  purposes.” ; 

and 

Whereas,  the  building  is  of  nonfireproof  construction 
1  story  in  height  with  a  frontage  of  25  ft.  and  a  depth  of 
35  ft.  occupied  as  a  garage  for  the  storage  of  three  com¬ 
mercial  cars  and  one  pleasure  car  the  property  of  the 
owner  and1  used  by  him  in  his  business ;  and 

Whereas,  there  would  be  undue  hardship  in  prevent¬ 
ing  applicant  from  using  premises  he  having  removed  a 
frame  garage  building  used  for  the  same  purpose  and 
replaced  it  with  a  brick  building. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  three  commercial  cars  and  one 
pleasure  car,  all  the  property  of  the  owner  residing  on  the 
premises;  and  that  the  application  is  granted  only  so 
long  as  these  premises  remain  in  the  present  ownership. 


132-22-BZ.  „  , 

APPLICANT— William  A  Elliott,  for  John  I.  Boyd, 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED— 2743  Creston  avenue,  The 
Bronx. 


APPEARANCES— 

For  Applicant :  William  A.  Elliott. 
ACTION  OF  BOARD — Application  granted. 


HE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Boultom 


Martin  . 

Negative  . 

Absent:  Mr.  Beatty 


6 

0 

1 


THE  RESOLUTION: 

(132-22-BZ.) 

Whereas,  William  A.  Elliott  for  John  I.  Boyd,  owner, 
filed  Jan.  31,  1922,  an  application  under  the  building  zone 
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resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage;  premises  2743  Creston  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  May 
2,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
tne  Board  of  Standards  and  Appeals;  and 

W  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Creston  avenue  and  196th 
and  197th  streets  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner  dated  Jan. 
12,  1922,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  a  dwelling 
on  the  same  lot  or  plot  with  garage.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction  1 
story  in  height  with  a  frontage  of  26  ft.  and  a  depth  of 
2S  ft.  occupied  as  a  garage  for  3  pleasure  cars  space  for 
2  cars  being  rented  to  persons  not  residing  on  premises ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  84  per  cent,  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  three  cars  of  the  pleasure  car 
type,  space  for  two  of  which  may  be  rented  to  persons 
not  residing  on  the  premises. 


333-22-BZ.  ,  , , 

APPLICANT— Frederick  Gerber,  for  Frank  Meyer,  owner. 
SUBJECT— Application  to  permit  in  a  residence  district  the 
extension  of  an  existing  building  and  the  change  of 
use  of  2nd  and  3rd  stories  from  residence  to  car¬ 
penter  shop. 

PREMISES  AFFECTED — 118  East  88th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Frederick  Gerber. 

For  Opposition:  Jacob  P.  Gordon,  Agnes  E. 
Smith,  Patrick  Waters,  Meyer  Vesell,  Joseph 
Lerack,  P.  J.  Knoblock,  J.  Moskowitz,  Joseph 
Meyer,  Allen  A.  Haft. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution;. 

THE  VOTE—  „  , 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Martin  . . .  6 

Negative  . .  0 

Absent:  Mr.  Beatty  . .• .  1 

THE  RESOLUTION : 

(333-22-BZ  ) 

Whereas,  Frederick  Gerber,  architect,  for  Frank  Meyer, 
owner,  filed,  March  27,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  an  existing  business  building  and  the  change  of 
the  use  of  2nd  and  3rd  stories  from  residence  to  carpenter 
shop;  premises  118  East  88th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  2,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Lexington  avenue  is  a  business 
district  and  East  87th  and  East  88th  streets  are  residence  dis¬ 
tricts;  and  .  ' 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Feb.  21,  1922,  in  acting  on  Alt.  App.  No.  313-1922, 
reads : 

“Extension  of  building  and  extent  of  alterations  are 
unlawful  in  a  residence  district,  section  6  of  Zone  Res¬ 
olution.”  ; 
and 

Whereas,  the  building  is  of  frame  and  brick  construc¬ 
tion,  3  stories  in  height  with  a  frontage  of  25  ft.  6  in.  and 


a  depth  of  100  ft.  8  in.  in  the  first  story  and  36  ft.  above, 
occupied  as  a  carpenter  shop  in  the  first  story  and  dwelling 
above,  it  is  proposed  to  build  a  3  story  extension  at  the  rear 
and  to  occupy  the  entire  building  as  a  carpenter  shop ;  and 

Whereas,  these  premises  were  occupied  as  a  carpenter 
shop  prior  to  July  25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
limited  to  three  stories  in  height — the  height  of  the  present 
building- — and  that  the  front  elevation  shall  be  erected  sub¬ 
stantially  in  accordance  with  the  drawings  on  file  in  this 
case. 

Resolved,  further,  that  any  permit  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six  months 
and  the  work  completed  within  one  year  from  the  date  of 
this  action. 


378-22-BZ. 

APPLICANT — John  J.  Dunniigan  for  the  Jupiter  Realty 
Co.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  theatre  building. 

PREMISES  AFFECTED — 51-59  Burnside  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Joseph  K.  Ellenbogen  and  Sam¬ 
uel  Rothaus. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  (Boulton,  Holland,  Kearney, 


Kerby  and  Fire  Chief  Martin  .  5 

Negative:  Chairman  Walsh  .  l 

Absent:  Mr.  Beatty  .  l 

THE  RESOLUTION : 

(378-22-BZ) 


Whereas,  John  J.  Dunnigan,  architect,  for  The  Jupiter 
Realty  Company,  owner,  filed,  March  14,  1922,  an  applica¬ 
tion  under  the  building  zone  resolution,  to  permit  partly  in 
a  business  district  and  partly  in  a  residence  district  the 
erection  of  a  motion  picture  theatre  and  stores,  premises 
51-59  Burnside  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  2nd, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Burnside  avenue  is  a  busi¬ 
ness  district  and  Walton  and  Morris  avenues  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  9th,  1922,  in  acting  on  N.  B.  App. 
No.  644-1922,  reads : 

“1.  Erection  of  proposed  theatre  building  in  busi¬ 
ness  district  extending  into  a  residence  district  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  1  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  208  ft.,  to  be  occupied  as  a  motion  pic¬ 
ture  theatre  and  stores,  the  building  extending  108  ft. 
into  the  residence  district;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  of  the  building  zone  resolution,  the  board  is  empow¬ 
ered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
front  elevations  on  Walton  avenue  and  Burnside  avenue  shall 
be  faced  with  front  brick  and  stone  trimmings;  that  there 
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shall  be  no  entrance  or  exit  for  the  conduct  of  the  theatre 
U,Se.  ?*■  PurPOses  on  Walton  avenue  within  the  residence 
district;  that  there  shall  he  no  bill-boards,  signs  or  other 
outward  advertising  display  exposed  on  the  Walton  avenue 

w^ll  nf  th1  tkf  reSjdence  district>  and  that  the  exposed 

So?edfbridc.Slde  aUd  rCar  C°Urt  Sha"  be  faCed  with  ]i8'ht 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  erected  in  accordance  with  the 
requirements  of  the  building  code  and  rules  and  regulations 
°t  the  fire  commissioner  within  IS  months  of  the  date 
of  this  action.  e 

1658-21-BZ 

APPLICANT— Samuel  H.  Drellich,  for  Fanny  Drellich 
owner. 

SUBJECT  Application  to  permit  the  maintenance  of  a 
garage  in  a  residence  district. 

APPEARANCES— CTEI>~151  Summit  place’  The  Bron*- 

.  For  Applicant:  Edward  J.  Walsh. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

sPecified  in  resolution. 

inh  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Negative  . .  0 

Absent :  Mr.  Beattv  . .  .  i 

THE  RESOLUTION:  . 

...  (1658-21-BZ) 

Whereas,  Samuel  H.  Drellich,  for  Fanny  Drellich 
owner,  filed,  Dec.  19,  1921,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage,  space  in  which  is  rented  to  per¬ 
sons  not  residing  on  premises;  premises  151  Summit  place, 

I  he  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  May 
.md,  1922,  after  due  notice  by  publication  in  the  Bulletin 
ot  the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  resolution  show  that  Summit  place,  Heath  place 
and 1  Kingsbridge  terrace  are  residence  districts;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
Dec.  8,  1921,  reads: 

.  "R  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  dwelling' 
on  same  lot.” ; 

and 

\\  hereas,  the  building  is  of  non-fireproof  construction, 

1  story  in  height,  with  a  frontage  of  24  ft.  and  a  depth 
of  39  ft.,  occupied  as  a  garage;  and 

W  hereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  100  per  cent,  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
garage  use  be  limited  to  four  automobiles  of  the  pleasure 
car  type,  space  for  three  of  which  may  be  rented  to  per¬ 
sons  not  residing  on  the  premises. 


1672-21-BZ. 

APPLICANT — Augustine  Schiavone. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  five  cars. 
PREMISES  AFFECTED — 771  40th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Gustav  Schiavone. 

ACTION  OF  BOARD — Application  restored  to  calendar. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 
Martin  .  6 


Negative  . 

Absent:  Mr.  Beatty 


AREAS  FIXED. 

(476-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Joseph  F.  Fisher  requesting  the  board  to  fix  the  area 
affected  and  in  which  to  obtain  consents  for  the  maintenance 
of  a  garage  at  premises  10123  111th  street.  Borough  of 
Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  111th  street  from  Kimball  avenue  to 
a  point  100  ft.  south  of  101st  avenue,  and  property  at 
rear  and  for  a  distance  of  50  ft.  on  either  side  of  the 
side  lot  lines  of  the  premises  in  question. 


(363-22-BZ) 

The  chairman  Presented  and  read  a  communication  from 
John  C.  F.  Burmeister,  requesting  the  board  to  fix  the  area 
affected  and  in  which  to  obtain  consents  for  conversion  of 
building  to  public  garage,  at  premises  northeast  corner  of 
Liberty  avenue  and  124th  street  (So.  Curtis  avenue),  Wood- 
haven,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Liberty  avenue  from  South  Villa 
street  (Concord  street)  to  South  Vine  street,  both 
sides  of  124th  street  (South  Curtis  avenue)  from 
Kimball  avenue  (Belmont  avenue)  to  a  point  200  ft. 
south  of  Liberty  avenue. 


(485-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Miss  Elizabeth  G.  King,  requesting  the  board  to  fix  the  area 
affected  and  in  which  to  obtain  consents  for  the  maintenance 
of  a  garage  at  premises  2254  Hughes  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Hughes  avenue  from  a  point  100  ft. 
north  of  182nd  street  to  a  point  100  ft.  south  of  183rd 
street,  and  the  property  at  rear  and  for  a  distance  of 
50  ft.  on  either  side  of  the  side  lot  lines  of  the  prem¬ 
ises  in  question. 


(407-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  M.  Weth,  requesting  the  board  to  fix  the  area 
affected  and  in  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage  at  premises  213  McKinley  avenue, 
Glendale,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  McKinley  avenue  from  a  point  100 
ft.  north  of  Myrtle  avenue  to  a  point  100  ft.  south 
of  Central  avenue  and  property  at  the  rear  for  a 
distance  of  50  ft.  on  either  side  of  the  side  lot 
lines  of  premises  in  question. 


(469-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Walter  L.  Vaughan,  requesting  the  board  to  fix  the  area 
of  notification  for  the  maintenance  of  a  garage  at  prem¬ 
ises  1468  E.  10th  stret,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  10th  street  from  Avenue  N  to 
Avenue  O  and  the  property  at  rear  and  for  50  ft. 
on  either  side  of  the  side  lot  lines  of  the  premises 
in  question.  - 

(481-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frank  Berg,  requesting  the  board  to  fix  the  area  af¬ 
fected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage  at  premises  1555  East  15th  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  15th  street  from  Avenue  O  to 
Avenue  P. 


Adjourned,  2  :30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  2,  1922. 

Present:  Chairman  Walsh,  (Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Martin,  Superin¬ 
tendents  Brady,  Kleinert,  Reville,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  April 
25,  1922,  were  approved  as  printed  in  the  Bulletin,  No. 
18,’  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

273-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Nicholas  Graf, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 136-138  7th  avenue,  Manhat¬ 

tan. 

APPEARANCES 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Kleinert,  Reville,  Moore 

and  McDermott  .  10 

Negative  . ® 

Absent:  Fire  Chief  Martin  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(273-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Nicholas  Graf,  owner,  filed,  Feb.  24,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requiiements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  136-38 
Seventh  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads 

“Enclose  the  interior  stairway  at  the  centre  of  build¬ 
ing  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  approved  fire 
resisting  material  *  * 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  46  ft.  by  46  ft.  in  area;  occupied,  1st  story,  stores; 
2nd  story,  manufacturing,  20  persons ;  3rd  story,  manu- 
f  acting,  24  persons;  4th  story,  manufacturing,  _  15  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed 
in  partitions  covered  with  plaster  boards  and  plaster  on 
the  hall  side,  and  wire  lath  and  cement  plaster  on  the  loft 
side,  with  kalameined  doors  at  openings;  a  fire  escape  on 
the  front  of  the  building  with  fireproof  casement  doors 
and  windows  along  the  course  of  the  fire  escape ;  and 
Whereas,  petitioner  contends  that  the  present  enclo¬ 
sures  of  the  stairways  are  adequate;  and 
Whereas,  (the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  Dec.  18,  1919,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  the  work  stipulated  in  the  resolution  of  the  board 
of  review  of  the  fire  department  be  complied  with  and  that 
the  occupancy  be  limited  to  not  more  than  60  persons 
above  the  1st  story. 


288-22-S. 

PETITIONER— Max  Poliak  Iron  Works,  for  John  K. 
Tatosian,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 612  East  83rd  street,  south¬ 
east  corner  East  End  avenue,  Manhattan. 
APPEARANCES 

For  Petitioner:  Max  Poliak,  John  Tatosian. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott.  12 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon  . .  1 

THE  RESOLUTION: 

(288-22-S) 

Whereas,  Max  Poliak  Iron  Works,  for  John  K.  Tato¬ 
sian,  owner,  filed,  Feb.  27,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  612  East  83rd  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  *  *\  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following :  No  60  degree  connecting 
stairways  between  balconies.  No  stairway  from  top 
balcony  to  roof.  No  stairway  from  lowest  balcony 
to  ground.  No  passageway  from  termination  of  fire 
escape  to  street.  Skylight  under  fire  escape  is  of  plain 
glass.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  85  ft.  in  area  in  the  1st  story  and  25 
ft.  by  60  ft.  in  area  above ;  occupied,  1st  story,  dyeing,  3 
persons;  2nd  story,  dyeing,  6  persons;  3rd  story,  dyeing, 
10  persons;  4th  story,  dyeing,  1  person;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  wood  partitions 
with  wood  doors  at  the  openings;  a  60  degree  fire  escape 
on  the  front  of  the  building,  with  drop  ladder  in  guides 
to  street,  a  fire  escape  on  the  rear  of  the  building  with 
landing  on  extension  roof,  with  fireproof  windows  along 
the  course  of  the  rear  fire  escape;  an  iron  bridge  in  the 
top  story  connecting  with  building  adjoining  at  the  east; 
and 

Whereas,  petitioner  proposes  to  provide  a  drop  ladder 
from  extension  roof  to  yard  adjoining  and  contends  that 
the  means  of  egress  are  adequate  for  the  small  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  a  fixed  iron  ladder  with  flat  treads  be  provided 
from  the  roof  of  the  extension  of  No.  612  to  the  yard  of 
premises  No.  610,  and  that  a  fireproof  casement  door  be 
provided  leading  to  balcony  in  each  story,  and  that  the  rear 
fire  escape  be  erected  as  proposed  on  plans  filed  in  this  case. 


290-22-S. 

PETITIONER— Moore  &  Landsiedel,  for  Kriker  Chi¬ 
bouk,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
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PREMISES  AFFECTED — 421-25  East  101st  street,  Man¬ 
hattan. 

APPEARANCES 

For  Petitioner :  Louis  B.  Angelo,  K.  Chibouk. 
For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott  . .  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon.  1 

THE  RESOLUTION: 

(290-22-S) 

Whereas,  Moore  &  Landsiedel,  for  Kriker  Chibouk, 
owner,  filed,  April  15,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  421-25  East  101st  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  the  center  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  *  * 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  75  ft.  by  92  ft.  in  area,  occupied,  1st  and  2nd 
stories,  carpet  cleaning,  6  persons ;  3rd  story,  manufac¬ 
turing,  40  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  3rd 
story  with  scuttle  and  iron  ladder  to  roof,  enclosed  in 
wood  board  partitions  with  wood  doors  at  the  openings  ; 
a  fire  escape  on,  the  front  of  the  building;  a  fire  escape 
on  the  rear  of  the  building  and  a  fire  escape  on  the  west 
side  of  building;  an  iron  ladder  to  scuttle  in  the  roof; 
a  doorway  in  the  3rd  story  leading  to  the  roof  of  the 
building  adjoining;  the  building  being  equipped  with  a  fire 
alarm  signal  system ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  occupancy. 

Resolved,  that  .the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  the  partition  enclosing  the  stairway  and  the  soffits 
of  the  stairs  be  covered  on  the  loft  side  with  fire  retarding 
material,  the  openings  to  be  protected  with  fireproof  doors ; 
that  the  occupancy  be  limited  to  not  more  than  80  per¬ 
sons  on  the  3rd  story,  and  that  a  counterbalanced  drop  lad¬ 
der  in  guides  be  provided  from  lowest  balcony  o’f  front  fire 
escape  to  street. 


294-22-S. 

PETITIONER — Dwight,  Archibald  &  Perry,  Inc.,  for 
Julia  I.  O’Hara,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 17  West  35th  street,  Manhat¬ 
tan. 

APPEARANCES 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott.  12 

Negative  . . .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 


THE  RESOLUTION: 

(294-22-S) 

Whereas,  Henry  Voorhis,  for  Julia  I.  O’Hara,  owner, 
filed,  Feb.  27,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  17  West  35th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees,  extending 
from  the  ground  to  highest  story,  constructed  as  per 
section  273  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals,  or  carry  out  a 
proper  alternative  method  of  complying  with  section 
271  of  the  Labor  Law. 

“2.  Extend  interior  stairway  to  roof  as  per  sec¬ 
tion  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  212  ft.  by  83  ft.  in  area  in  the  1st 
story  and  22  ft.  by  56  ft.  and  38  ft.  in  area  above ;  oc¬ 
cupied,  basement,  lunch  room ;  1st  story,  hairdresser ;  2nd 
story,  embroidering  and  dress  mfg.,  33  persons;  3rd  story, 
mfg.  hat  lining,  12  persons;  4th  story,  dwelling;  the  means 
of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  4th  story,  with  60  -degree  iron 
ladder  to  a  counterbalanced  scuttle  in  the  roof,  enclosed 
in  wood  lath  and  plaster  partitions  with  wood  doors  at 
the  openings ;  a  bridge  in  2nd  story  leading  to  extension 
roof  adjoining;  and 

Whereas,  it  is  proposed  to  provide  a  45  degree  stairs 
from  the  main  roof  of  the  building  to  the  roof  of  the  4th 
story  extension,  then  to  the  roof  of  the  3rd  story  exten¬ 
sion  with  45  degree  stairs  from  the  3rd  story  extension 
roof  to  an  iron  bridge  connecting  to  the  roof  of  the  exten¬ 
sion  of  adjoining  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  'the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  work  as  stipulated  on  plans  filed  with 
this  petition  be  complied  with  and  that  fireproof  case¬ 
ment  door  be  provided  at  balcony  level  on  the  2nd  story 
to  the  bridge,  and  that  the  petition  is  granted  so  long  as 
conditions  as  to  use  and  occupancy  remain  substantially 
unchanged. 


1588-2GS. 

PETITIONER — Charles  B.  Meyers,  for  Lawrence  Hold¬ 
ing  Co.,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 
PREMIScSS  AFFECTED — 2-6  East  Broadway,  10-12 
Catherine  street  and  18-19  Chatham  square,  Man¬ 
hattan. 

APPEARANCES 

For  Petitioner :  Charles  B.  Meyers. 

IFor  Administration :  Inspector  Maher  of  the  fire 
•department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 
THE  RESOLUTION: 

(1588-21-S.) 

Whereas,  Charles  B.  Meyers  for  Lawrence  Holding  Co., 
owner,  filed,  Dec.  7,  1921,  a  petition,  with  the  Board  of 
Standards  and  Appeals,  for  variation  from  the  require¬ 
ments  of  the  Labor  Law,  as  cited  in  an  order  of  the  fire 
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commissioner,  affecting  premises  2-6  East  Broadway,  10-12 
Catherine  street  and  18-19  Chatham  Square,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  exterior  screened  iron  stairway  on 
the  south  side  of  building  as  per  Section  79B-1  of  the 
Labor  Law,  not  less  than  44  ins.  in  width  extending 
from  ground  to  roof,  with  a  balcony  on  each  floor 
and  an  independent  means  of  egress  from  its  lowest 
termination  by  means  of  an  open  court  or  courts  or  a 
fireproof  passageway  leading  to  the  street,  constructed 
as  per  Section  79F-10  of  the  Labor  Law  or  carry  out 
a  proper  alternative  method  of  complying  with  the 
requirements  of  Section  79B-1  of  the  Labor  Law.”  ; 

and 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
47  ft.  x  61  ft.  irregular  in  area;  occupied,  2d  story,  mfg. 
raincoats,  25  persons;  3d  story,  mfg.  clothing,  30  persons; 
4th  story,  mfg.  clothing,  15  persons ;  5th  story,  mfg.  cloth¬ 
ing,  55  persons;  6th  story,  mfg.  coats,  55  persons;  7th 
story,  mfg.  pants,  60  persons;  8th  story,  mfg.  coats,  30 
persons ;  9th  story,  mfg.  pants,  60  persons ;  10th  story, 
mfg.  coats,  50  persons;  the  building  being  equipped  with 
a  sprinkler  system  and  a  fire  alarm  signal  system;  the 
means  of  egree  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  roof  enclosed  in  brick  parti¬ 
tions  with  kalamein  doors  at  openings;  a  fire  escape  on 
the  Catherine  street  front  of  the  building ;  two  fire  escapes 
on  the  East  Broadway  front  of  the  building;  a  fire  escape 
on  the  Chatham  Square  front  of  the  building,  with  fire¬ 
proof  windows  along  the  course  of  the  fire  escapes ;  bal¬ 
conies  being!  connected  by  45  degree  screened  stairs ;  and 

Whereas,  petitioner  contends  that  on  March  5,  1914,  the 
owners  of  the  property  complied  with  the  orders  of  the 
Department  of  Labor  requiring  reconstruction  of  win¬ 
dows  along  the  course  of  the  fire  escapes  and  provided 
counterbalanced  stairs  to  the  street  and  that  the  work  was 
done  and  the  orders  dismissed  and  that  this  would  indicate 
that  the  fire  escapes  were  considered  a  second  means  of 
egress. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  a  counterbalanced  stairway  be  provided  from  the 
lowest  balcony  of  each  fire  escape  to  the  street,  that  the 
sash  on  windows  opening  to  the  second  story  balcony 
north  end  Chatham  Square  front  be  replaced  with  metal 
frames  and  sash  glazed  with  wire  glass,  sash  made  self 
closing,  one  opening  to  this  fire  escape,  2d  to  9th  stories, 
to  be  provided  with  fireproof  self-closing  casement  door. 

Resolved,  further,  that  this  variation  be  granted  only 
so  long  as  conditions  as  to  use  and  occupancy  -remain  sub¬ 
stantially  unchanged. 


222-22-S. 

PETITIONER— Harry  J.  Sohmer,  owner. 

SUBJECT— Petition  for  variation  of  the  Labor  Law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 12-32  Jamaica  avenue,  758-70 
Boulevard,  Borough  of  Queens. 

APPEARANCES— 

For  Petitioner:  Harry  J.  Sohmer. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  12 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon  . .  1 


THE  RESOLUTION: 

(222-22-S.) 

Whereas,  Harry  J.  Sohmer,  owner,  filed,  February  15, 
1922,  a  petition  with  the  Board  of  Standards  and  Appeals, 
for  variation  from  the  requirements  of  the  Labor  Law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  12-32  Jamaica  avenue  and  758-70  Boulevard, 
Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairways  in  Sections  B 
and  C  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting 
material  extending  continuously  from  the  cellar  to 
3  feet  above  the  roof.  *  * 

and 

Whereas,  the  building  is  nonfireproof,  6  stories  in 
height,  150  ft.  6  ins.  x  203  ft.  irregular  in  area,  divided 
into  3  section;  occupied,  piano  mfg.  143  persons  in  the  entire 
building,  122  persons  above  the  1st  story;  the  means  of 
egress  consisting  of  three  interior  stairways,  one  in  each 
section  of  the  building  extending  from  the  1st  story  to 
the  roof,  enclosed  in  wood  partitions  with  wood  doors  at 
the  openings,  a  fire  escape  on  the  front  of  sections  “A” 
and  ”B”  one  on  the  rear  of  section  “C,”  the  building  being 
equipped  with  a  sprinkler  system,  the  rear  and  the  sides 
of  the  building  being  protected  against  fire  by  a  water 
curtain;  and 

Whereas,  petitioner  contends  that  on  February  3,  1919, 
they  received  a  communication  from  the  Bureau  of  Fire 
Prevention  stating  that  the  enforcement  of  the  law  would 
be  withheld  providing  that  not  more  than  35  persons  were 
employed  on  any  story  and  that  there  is  not  more  than  35 
persons  on  any  story,  but  in  his  opinion  this  maximum  is 
too  low. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  occupancy  be  limited  to  not  more 
than  50  persons  on  any  floor  and  granted  only  so  long  as 
conditions  as  to  use  and  occupancy  remain  substantially 
unchanged. 


241-22-S. 

PETITIONER — Lee  Samenfeld  for  Pasqualina  Monaco, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  health  commissioner. 

PREMISES  AFFECTED — 144  Melrose  street,  southwest 
corner  of  Evergreen  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Lee  Samenfeld. 

ACTION  OF  BOARD — Petition  laid  over  to  May  9,  1922, 
at  2  p.  m. 

g 


291-22-S 

PETITIONER — 'George  Leerburger  for  Ristori  Leer- 
burger,  owner. 

SUBJECT — Variation  of  the  laboii  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 108  East  16th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  George  Leerburger  and  James  J. 
Fitzgerald. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott .  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 
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THE  RESOLUTION: 

(291-22-S) 

Whereas,  George  Leerburger  for  Ristori  Leerburger, 
owner,  filed,  Feb.  27,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  108  East  16th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  the  west  side 
of  building  *  *  *. ; 

“2.  Arrange  the  fire  escape  on  the  rear  of  the  build¬ 
ing  and  the  openings  leading  thereto  *  *  *  ; 

NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  Door  to  balconies  at  least  2  ft.  8  ins. 
x  6  ft.  not  provided.  No  60  degree  connecting  stair¬ 
ways  between  balconies.  No  stairway  from  top  bal¬ 
cony  to  roof.  No  stairway  from  lowest  balcony  to 
ground.  No  passageway  from  termination  of  fire 
escape,  to  street.  No  steps  to  sills  of  openings  to 
balconies.  Not  screened  to  a  height  of  4  ft.  6  ins.”; 

and 

Whereas,  the  building  is  nonfireproof,  6  stories  in 
height,  30  ft.  x  90  ft.  in  area,  occupied,  1st  story,  importers 
and  jobbers,  13  persons;  2d  story,  same,  7  persons;  3d 
story,  same,  9  persons ;  4th  story,  aluminum  ware,  5  per¬ 
sons  ;  5th  story,  laboratory,  4  persons ;  6th  story,  aluminum 
ware,  4  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  6th 
story  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings,  with  scuttle  and  iron  ladder  to  the  roof  from  the 
top  story  loft;  a  fire  escape  on  the  rear  of  the  building;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
arc  adequate  for  the  number  of  persons  employed ; 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  rear  stairs  from  the  1st  to  the  3d 
stories  be  boxed  in  with  partitions  covered  with  fire-retard¬ 
ing  material  and  any  openings  thereto  be  protected  with 
self  closing  fireproof  doors,  and  on  further  condition  that 
a  balcony  be  provided  with  platform  at  2d  story  window 
sill  level  leading  to  the  rear  of  property  with  counter¬ 
balanced  drop  ladder  in  guides  to  terminate  in  the  yard  of 
the  apartment  house  to  the  rear  and  that  the  petition  be 
granted  only  so  long  as  conditions  as  to  use  and  occupancy 
remain  substantially  unchanged. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
309-22-S. 

PETITIONER— Nelson  B.  Creighton. 

SUBJECT — Ideal  Automatic  and  Manual  Gas  Valve. 
APPEARANCES— 

For  Petitioner:  Albert  H.  Stines  and  Nelson  B. 
Creighton. 

ACTION  OF  BOARD— Approved. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Superintendents  Reville, 


Kleinert,  Moore  and  McDermott  .  9 

Negative:  Chairman  Walsh,  Fire  Chief  Martin 

and  Superintendent  Brady  .  3 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 
THE  RESOLUTION: 

(309-22-S.) 


Whereas,  Albert  H.  Stines,  Jr.,  filed  Feb.  28,  1922,  a 
petition  with  the  board  of  standards  and  appeals  for  ap¬ 
proval  of  a  device  known  as  the  Ideal  Automatic  and 
Manual  Gas  Valve;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  and  submitted  a  report  thereon. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Ideal  Automatic 
and  Manual  Gas  Valve  as  a  gas  shut  off  device. 


507-22^S. 

PETITIONER — Exeter  Machine  Works,  Inc., 

SUBJECT — Exeter  Rotary  Pump. 

APPEARANCES— 

For  Petition:  C.  G.  Holmquist. 

ACTION  OF  BOARD — Approved. 

THE  VOTE- 

Affirmative :  Messrs.  Boulton,  Holland,  Kear¬ 
ney,  Kerby,  Fire  Chief  Martin,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore, 

and  McDermott  . .  io 

Negative:  Chairman  Walsh  and  Mr.  Beatty...  2 
Absent :  Deputy  Fire  Commissioner  Hannon  . .  1 

THE  RESOLUTION: 

(507-22-S) 

Whereas,  the  Exeter  Machine  Works,  Inc.,  filed  April 
'?■,  1922,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Exeter  Rotary 
Pump  (Feuerheerd  Patents)  for  use  in  fuel  oil  burning 
installations ;  and 

Whereas,  a  model  of  this  device  was  submitted  to  and 
examined  by  the  board  and  the  board  deemed  the  device 
shouldl  be  approved. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve ■  the  device  known  as  the  Exeter  Rotary 
Pump  (Feuerheerd  Patents)  for  use  in  fuel  oil  burning 
installations. 


545-22-S. 

PETITIONER— H.  Taylor  Cronk. 

SUBJECT — Funnel-Outlet-Flush. 

APPEARANCES— 

For  Petition:  H.  Taylor  Cronk. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at 
21  p.  m. 


546-22hS. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3625  Burner. 

APPEARANCES— 

For  Petition :  R.  A.  Dempsey. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922  at 
2  p.  m. 


547-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Company. 
SUBJECT —  Cuts  No.  4055  and  4060  Automatic  Oil  Cut- 
Off  Valves. 

APPEARANCES— 

For  Petition :  R.  A.  Dempsey. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at 
2  p.  m. 


548-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3640  Combination  Gas  and  Oil 
Burner. 

APPEARANCES— 

For  Petition:  R.  A.  Dempsey. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922  at 

2  p.  m. 


392-21-S. 

PETITIONER — The  Surface  Combustion  Company. 
SUBJECT — Surface  Combustion  low  pressure  type  com¬ 
bination  gas  and  oil  burner. 

APPEARANCES— 

For  Petition :  W.  M.  Hepburn. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at 
2  p.  m. 
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53-21-S. 

PETITIONER— T.  V.  Forster. 

SUBTECT — Approval  of  Angle  Hose  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1922,  at 
2  pm. 


341-21-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1922,  at 
2  p.  m. 


26-22-S. 

PETITIONER — Petroleum  Heat  and  Power  Co. 
SUBJECT — Approval  of  Petroleum  Heat  and  Power  Co. 
Fuel  Oil  Burning  Equipment,  approval  of  Fess 
Turbine  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1922,  at 
2  p.  m. 


1372-21-S. 

PETITIONER— Ford  Regulator  Corporation. 
SUBTECT— Approval  of  Ford  Fire  Line  Reducing  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1922,  at 
2  p.  m. 


315-22-S. 

PETITIONER — Conran  Standpipe  Company. 

SUBTECT — Approval  of  Conran  Pressure  Reducer. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at 
2  p.  m. 


3 3 7-22- S. 

PETITIONER — Elkhart  Brass  Mfg.  Co. 

SUBJECT — Approval  of  Elkhart  Brass  Company  Siamese 
Connection. 

A  PPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at 
2  p.  m. 


367-22-S. 

PETITIONER— J.  M.  Quinn. 

SUBJECT — Approval  of  the  Quinn  Fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at 
2  p.  m. 


13-21-S. 

PETITIONER — Bethlehem  Shipbuilding  Corp.,  Ltd. 
SUBJECT— Dahl  Oil  Burner. 

APPEARANCES— 

For  Petition :  G.  W.  Grove. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at 
2  p.  m. 


Adjourned  5.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  APRIL  28,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerhy,  Fire  Chief  Martin,  Superinten¬ 
dents  Brady  and  Reville. 

(281-22-S) 

SUBJECT — Proposed  rules  governing  fire  extinguishing 
appliances :  Standpipe — Fire  Line. 
APPEARANCES — Inspector  Gilroy  of  the  fire  depart¬ 


ment;  Edward  P.  Doyle,  A.  C.  MacNulty,  repre¬ 
senting  the  Real  Estate  Board  of  New  York;  Ed¬ 
ward  F.  Lindgren,  representing  Aterite  Company, 
Inc.;  Leo  Jung,  representing  Thomas  W.  Lamb, 
architect;  H.  J.  H.  Howard,  Julius  Eckert,  repre¬ 
senting  Marc  Eidlitz  &  Son,  and  W.  T.  Ropes, 
representing  Horace  Ely. 

ACTION  OF  THE  BOARD — Public  hearing  adjourned  to 
Friday,  May  5,  1922,  at  2  p.  m. 

Adjourned  5  p.  m. 

William  J.  O’Gorman;  Secretary. 


NOTICE 


NOTICE  IS  HEREBY  GIVEN  that  inasmuch  as  Tuesday,  May  30th,  1922,  is  a  legal  holiday,  the  regular  meet¬ 
ings  of  the  Board  of  Appeals  and  the  Board  of  Standards  and  Appeals  will  he  held  on  Wednesday,  May  31,  1922, 
at  10  a.  m.  and  2  p.  m.,  respectively. 

The  Call  of  the  Clerk’s  Calendar  will  he  on  Wednesday,  May  31,  1922,  at  2  p.  m. 


William  J.  O’Gorman,  Secretary. 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE”— “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  May  12,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
lA- inch  or  by  permission  of  the  Fire  Commissioner  ^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8)4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 


inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
of  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets'  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as : 
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(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2}4  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain.— There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be -provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  lj4-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
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days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  ifi  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  trom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
excepf.  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve. '  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 


turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  -round  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required : 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 
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(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
'side  above  the  overflow  level.  Fiom  this  branch  there  shall 
De  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  disuiarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-pasjes  of  the  risers.  When 
outlet  reducers  are  used  in'  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  Siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 


have  a  Siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  Siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  Siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  Siamese  and  its  check  valve  there  shall  be  placed  either  a 
^2-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
)4-in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3 )4  in. 
x  3 y2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  Siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  J4- in.  open  drip  without  valve 
or  cock,  or  a  automatic  ball  drip  of  approved  type 

closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  Siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  Siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tiie 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2)4  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  )4  in.  open  drip  extending  to  a  sink  or  a 
in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2l/2  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
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thereto  2J4  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  2^2-in.  fire  hose  shall  he  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
V/i  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2 in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

Rule  37.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2}4  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  214-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  bv-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  39.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft  and  there 


shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  .supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  .Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or. fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  . plant  standpipe  sys¬ 
tems  shall  be.  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to.  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least.  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  ,  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply,  of  water  and  shall  be  connected 
to  an  approved  "electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand,  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat;  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
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a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2*4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2}4  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals,  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

AH1  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connpcted  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
the  system  shall  be  the  first  connection  cn  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 


below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  15 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  Y\  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may.  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form.  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  214  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 

in.  in  area.  , 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 
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9.  Straight  run  globe  valves  shall  not'  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 


tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  %  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 


CORRECTION  OF  RULES 


♦PROPOSED  CORRECTION. 

Correction  of  the  FIRE  ESCAPE  RULES,  recommend¬ 
ed  to  the  Board  of  Standards  and  Appeals,  to  make  them 
conform  to  the  recodified  .L,abor  Law,  to  read  as  follows : 

Rule  1,  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  .of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may. con¬ 
sist  of  an  outside  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall,  com¬ 
ply  with  all  the  provisions  of  §274,  labor  law,  and  in  ad¬ 
dition  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  04)  inch  in  diameter,  spaced  not  more  than 
six  (6)  inches  on  centers,  or  of  substantial  grill 
work,  or  of  screening  not  less  than  No.  10  U.  S. 
gauge  wire  with  not  more  than  one  and  one-half  (1/4) 
inch  mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  ot  the 
building  to  any  adjoining  structure,  the  .fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  he 
no  safe  means  of  egress,  a  gooseneck  ladder  shall  bej 
provided  from  the  top  story  balcony  to  the  roof ; 


(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees ;  fire  win¬ 
dows  leading  to  balconies  may  be  at  window  sill  level  if 
fixed  steps  not  less  than  sixteen  (16)  inches  wide  are 
provided  on  the  inside  from  floor  level,  leading  thereto. 

(c)  Any  such  fire  escape  erected  subsequent  to  October 
1,  1913,  and  prior  to  these  rules  taking  effect,  unless 
previously  accepted  as  one  of  the  required  means  of  exit 
or  escape  by  the  administrative  official  having  jurisdiction, 
shall  conform  in  every  respect  to  paragraph  (a)  of  this 
rule. 

Rule  2.  A  fire  escape  shall  not  hereafter  be  accepted 
as  constituting  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  labor  law,  in  any  build¬ 
ing  erected  prior  to  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height, 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

Wiilliam  E.  Walsh,  Chairman. 


*In  line  6,  “79-B-l”,  changed  to  271-1 ;  in  line  9,  “79-B-4” 
changed  to  274,  and  in  line  3  of  Rule  2,  “79-B-l”,  changed 
[to  271-1. 
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SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921  .  11 

Cases  filed  up  to  and  including  May  4,  1922  .  647 

Restored  to  calendar  .  44 

Miscellaneous  Actions. 

Requests  to  reopen  . 56 

Requests  to  amend  .  5 

Requests  for  modification  .  6 

Requests  to  rescind  .  0 
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Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  . 0 

Requests  for  interpretation  . : .  1 

— 

Total  . 1177 

Disposed  of  .  688 

Cases  pending  May  4,  1922  .  489 


DISPOSITION  OF  CASES. 


Withdrawn  .  45 

Dismissed  .  82 

Denied  .  86 

Granted  .  45 

Granted  on  condition,  .  322 

Applicances  approved  .  17 

Appliances  disapproved  .  6 
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Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 
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Rules  disapproved  . 

Requests  to  install  granted  . 
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Administrative  requests  granted  . 
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Interpretations  . 

Requests  withdrawn  . 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 
First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing.  | 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recohd  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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CONTENTS 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  May  16,  1922, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  23,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Minutes  Special  Meeting  Board  of  Standards  and 
Appeals,  May  5,  1922. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  May  9, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  May  9,  1922. 

Notice  of  Public  Hearing. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cases  Filed  Week  Ending  May  11th,  1922. 


Cal.  No. 
680-22-S . 

Department 

. F.D . 

Order  No. 

679-22-S _ 

. F.D . 

.  LD  34885 

678-22-BZ . . . 

. B.B.M . 

.  Alt.  831-1922 

677-22-S _ 

i 

. F.D . 

676 -22- A _ 

. B.B.M . 

.  NB  3239-1922 

675-22-BZ. . . 

. B.B.Bx . 

.  NB  1407-1922 

674-22- S . 

. F.D . 

. LF  34863 

073-22-A _ 

. F.D . 

.  NB  354-1922 

672-22-S . 

. F.D . 

.  LD  22980 

671-22-A _ 

. F.D . 

670-22- A _ 

. F.D . 

.  LC  11827 

669-22-S  . 

. F.D . 

.  LD  23546 

668-22-S . 

. F.D . 

.  LD  10576 

667-22- S . 

. F.D . 

.  LD  34552 

666-22-BZ .  .  . 

. B.B.M . 

.  NB  221-1922 

6 65 -22 -S . 

. F.D . 

664-22- A . F.D . LF  34018-34076  F  27225 


663-22-BZ . F.D .  C  12077 


662-22-S . B.B.M . Alt.  2167-1921 


661-22-S  . 

. F.D . 

. .  LD  34474 

660-22-BZ . 

. BjB.R . 

659-22-A . 

. F.D . 

.  LC  9730 

658-22-S . 

. F.D . 

.  LD  34512-34513 

657-22-S . 

. F.D . 

65  6-22-  S . 

. F.D . 

.  LD  34491 

655-22-S . 

. F.D . 

.  LD  28624 

654-22-A . 

. B.B.M . 

.  Alt.  2352-1922-A 

653-22-BZ .  .  .  .  . 

. B.B.M . 

.  NB  536-1921 

652-22-A  . 

. F.D . 

.  LC  12237 

651-22-S . 

. F.D . 

650-22-S . 

. B.B.M . 

649-22-S . 

. F.D . 

648-22- S . 

. F.D . 

LD  34568-34570 

1068-21-BZ. .  .  . 

Restored  to  Calendar. 
. F.D . 

1 12-22- S . 

. F.D . 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK'S  CALENDAR. 

% 

Tuesday,  May  16,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

295-22-BZ. 

APPLICANT — Ezra  P.  Mott,  for  Ernest  C.  Hawkins, 
owner. 

PREMISES — Southeast  corner  Jerome  avenue  and  Spruce 
street,  Richmond  Hill,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

376-22-BZ. 

APPLICANT — Otto  C.  H.  Maydag,  for  Emil  Reineking, 
owner. 

PREMISES — 352  Pine  street,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  garage. 

438-22-BZ. 

APPLICANT— -Burke  &  Olsen,  for  Annie  Wenig,  owner. 

PREMISES — 6402-6406  4th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  building  into  a  public  garage. 

461- 22-BZ. 

APPLICANT — New  York  Telephone  Company,  applicant 
and  owner. 

PREMISES — 7701-7713  Third  avenue,  302-318  77th  street, 
Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  Central  Tele¬ 
phone  Exchange  Building. 

462- 22-BZ- 

APPLICANT — New  York  Telephone  Company,  applicant 
and  owner. 

PREMISES — 2365  Tiebout  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  Central  Tele¬ 
phone  Exchange  Building. 

1672-21-BZ. 

APPLICANT — Augustine  Schiavone. 

PREMISES — 771  40th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  five  cars. 
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CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  May  16,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

293-22-A — 275  Water  street,  Manhattan. 

381-22-A — 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 
hattan. 

336-22-A — 236  Empire  Boulevard,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue.  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

649-21- A — 295-303  Vernon  avenue,  L.  I.  C.,  Queens. 
1437-21-A — West  side  Luydig  Place,  corner  of  Kingsland 
avenue  and  Hunt  street,  Corona,  Queens. 

211-22-A — 1399  Gates  avenue,  Brooklyn. 

318-22-A — 232-236  West  47th  street,  Manhattan. 

344- 22-A — 51  Boerum  street,  Brooklyn. 

362-22-A — 82  Pierrepont  street,  Brooklyn. 

404-22-A — 2237  and  2251  81st  street,  Brooklyn. 

470-22- A— 327-335  East  29th  street,  Manhattan. 

638-22-A — 10  St.  Nicholas  Place,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
building  zone  resolution,  Tuesday  morning.  May  16,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  106-22-BZ — Application,  January  25.  1922,  under 
the  building  zone  resolution,  of  Tohn 
T.  Behan,  applicant,  on  behalf  of  New 
Dorp  Coal  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
of  coal  pockets  and  silos ;  premises  east 
side  5th  street.  50  feet  north  of  Sea- 
view  avenue,  Richmond. 

cal.  no.  298-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  John  J 
Dunnigan,  architect,  on  behalf  of  Mag¬ 
dalene  Rohr,  owner,  to  permit  in  a 
business  district  the  erection  of  a  base¬ 
ment  and  one  story  public  garage; 
premises  2337-2345  Waterbury  avenue, 
The  Bronx 

cal.  no.  313-22-BZ — Application,  March  1,  1922,  under  the 
building  zone  resolution,  of  Charles 
Kreymborg,  architect,  on  behalf  of 
Peronne  Realty  Co.,  Inc.,  owner,  to 
permit  partly  in  a  business  district  and 
.  partly  in  a  residence  district  the  erec¬ 
tion  of  a  business  building;  premises 
northeast  corner  Fordham  Road  and 
Bainbridge  avenue,  The  Bronx. 

cal.  no.  206-22-BZ — Application,  February  11,  1922,  under 
the  building  zone  resolution,  of  John 
D.  Armstrong,  attorney,  on  behalf  of 
Wilbur  A.  Thompson  and  Fannie  J. 
Carter,  as  trustees,  to  permit  in  a  res¬ 


idence  district  the  maintenance  of  a  four 
car  garage;  premises  1270  East  19th 
street,  Brooklyn. 

cal.  no.  264-22-BZ — Application,  February  23,  1922,  under 
the  building  zone  resolution,  of  Lor¬ 
enz  F.  J.  Weiher,  architect,  on  behalf 
of  Belefreed  Garage  Corp.,  owner,  to 
permit  in  a  residence  district  the  exten¬ 
sion  in  area  to  an  existing  garage ; 
premises  1038  Forest  avenue,  The 
Bronx. 

cal.  no.  1560-21-BZ — Application,  April  11th,  1922,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  John 
M.  Bixby,  dec’d.,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  conversion  of  existing 
building  into  a  public  garage ;  premises 
974-988  University  avenue,  The  Bronx- 

cal.  no.  1642-21-BZ — Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Walter  H. 
Jackson,  architect,  on  behalf  of  T.  R. 
Brawley,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
residence  district  the  extension  of  ex¬ 
isting  factory  building  to  be  used  for 
storage  and  garage  purposes ;  premises 
277-281  20th  street,  Brooklyn. 

cal.  no.  297-22-BZ — Application,  February  27.  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  premises  19-21  Bar- 
row  street,  Manhattan. 

cat.  no.  346-22-BZ — Application,  March  8.  1922,  under  the 
building  zone  resolution,  of  Michael 
A.  Cardo.  architect,  on  behalf  of  Syl¬ 
vester  O’Connor  and  Ellen  E'.  O’Con¬ 
nor.  owners,  to  permit  in  a  residence 
district  the  extension  in  area  of  exist¬ 
ing  carpenter  shop ;  premises  51?  West 
168th  street,  Manhattan. 

cal  no.  347-22-BZ — Application.  March  8.  1922,  under  the 
building  zone  resolution,  of  Michael 
A.  Cardo.  architect,  on  behalf  of  Jo¬ 
seph  Sciacca,  owner,  to  permit  in  a 
badness  district  the  extension  to  an 
existing  marble  shop ;  premises  330-332 
East  110th  street,  Manhattan. 

cal.  no.  498-22-BZ — Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  General 
Baking  Company,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
extension  in  area  to  business  building 
for  business  and  parage  purposes ; 
premises  3240-3256  Bronx  Boulevard, 
southeast  corner  Rosewood  street,  The 
Bronx. 

cal,  no.  567-22-BZ — Application,  April  15,  1922.  under  the 
building  zone  resolution,  of  Albert  E. 
Davis,  applicant,  on  behalf  of  St.  Ann’s 
Church  of  Morrisania  and  Catherine 
F.  Johnston,  owners,  to  permit  in  a 
residence  district  the  erection  of  stores 
and  market  building- :  premises  525-531 
East  139th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  16,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

241-22-S — 144  Melrose  street,  Brooklyn. 

249- 22-S — 437-439  West  45th  street,  Manhattan. 

250- 22-S — 407  Sixth  avenue,  Manhattan. 

304- 22-S — 46  Boerum  street,  Brooklyn. 

305- 22-S — 224-226  Pearl  street,  Manhattan. 

976-21-S — 21-41  John  street,  Brooklyn. 

1689-21-S — 5-11  East  137th  street,  Manhattan. 

419-22-S — 436-438  Water  street,  Manhattan. 

421-22-S — 253  East  Houston  street,  Manhattan. 

429- 22-S — 104-112  West  29th  street,  Manhattan. 

430- 22-S — 133  West  14th  street,  Manhattan. 

431- 22-S — 42  East  8th  street,  Manhattan. 

432- 22-S — 59-61  East  8th  street,  Manhattan. 

436-22-S — 105  East  111th  street,  Manhattan. 

439-22- S — 32  West  Houston  street,  Manhattan. 

1600-21-S — 415  6th  avenue,  Manhattan. 

1644-21-S — 500  East  164th  street,  The  Bronx. 

221-22-S — 268  Norman  avenue,  Brooklyn. 

256-22- S — 103-105  West  24th  street,  Manhattan. 

266-22-S — 406  Pearl  street,  12  New  Bowery,  52  New  Cham¬ 
bers  street,  Manhattan. 

300-22-S — 12-14  East  49th  street,  Manhattan. 

312-22-S — 105  West  16th  street,  Manhattan. 


PUBLIC  HEARING. 

Friday,  May  19,  1922,  at  2)  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ing's  on  the  following  matter  has  been  adjourned  to  Friday. 
May  19,  1922,  at  2  p.  m. : 

281-22tS — Proposed  Rules  “Standpipe” — “Fire  Line.” 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  May  23,  1922,  at  2  p.  in. 

Building  Zone  Cases. 

1411-21-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Rexton  Realty  Co., 
owner. 

PREMISES — 32-34  West  25th  street,  Manhattan. 

TO  PERMIT  extension  of  time  in  which  to  complete  build¬ 
ing  which  was  partly  completed  before  passage  of 
zoning  resolution. 

448-22-BZ. 

APPLICANT — Russell  Huffman,  for  Lotty  Cantor,  owner. 

PREMISES — 64  West  52nd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
premises  for  business  use. 

455-22-BZ. 

APPLICANT — Bly  &  Hamann,  for  Frank  C.  Meyer  Co.. 
Inc.,  owner. 

PREMISES — 271-275  Lexington  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  extension  in  height 
to  a  factory  building. 

481-22-BZ. 

APPLICANT — Frank  Berg,  owner. 

PREMISES — 1555  East  15th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 


538-22-BZ. 

APPLICANT — Martin  J.  Fielder,  for  Andrew  Galbraith, 
owner. 

PREMISES — North  side  Austin  street,  80  ft.  west  of  Con¬ 
tinental  avenue,  Queens. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  two  story 
public  garage. 

1172  21-BZ. 

APPLICANT — Monte  London,  for  Patrick  C.  Meyers, 
owner. 

PREMISES— -4342  Broadway,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  ga¬ 
rage. 

563-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Isaac  Kersten,  own¬ 
er. 

PREMISES — 2710-2730  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  cars. 

1068-21-BZ. 

APPLICANT — Frank  P.  Keniston,  for  Samuel  Bernard. 

PREMISES— 41-43  Asloria  avenue,  northeast  corner  Pope 
street,  Queens. 

TO  PERMIT  in  a  business  district  the  conversion  of  the 
use  of  an  existing  building  to  the  use  as  a  motor 
vehicle  repair  shop. 


BOARD  OF  APPEALS. 

Tuesday,  May  23,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

317-22-A — 1200  39th  street,  Brooklyn. 

377-22-A — 211  West  125th  street,  Manhattan. 

386- 22-A — 22  Queen  street.  Long  Island  City. 

387- 22- A— 22  Queen  street,  Long  Island  City. 

601-22-A- — Northeast  corner  87th  street  and  88th  avenue, 

Woodhaven,  Queens. 

409- 22-A — 24-28  East  46th  street,  366  Madison  avenue, 

Manhattan. 

410- 22-A — 1037-43  Gates  avenue,  Brooklyn. 

411- 22-A — 1182-1184  Flushing  avenue,  365-369  Jefferson 

street,  Brooklyn. 

437-22-A — 331  Adams  street,  Brooklyn. 

441-22-A — 222-226  West  44th  street,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

424- 22-A — 73  Warren  street,  Manhattan. 

425- 22-A — 284-306  Saratoga  avenue,  Brooklyn. 

426- 22-A — 246-252  Skillman  street,  510  DeKalb  avenue, 

Brooklyn. 

404-22-A— 2237-2251  81st  street,  Brooklyn. 

535-22-A— 2237-2251  81st  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
building  zone  resolution,  Tuesday  morning,  May  23,  1922, 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matteis : 

cal.  no.  1490-21-BZ — Application,  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  aitornevs.  on  be¬ 
half  of  Hill-Ware  Company.  Inc.,  own¬ 
er,  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars;  premises  3325-3339 
Park  avenue,  The  Bronx. 
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cal.  no.  272-22-BZ— « Application,  February  23,  1922,  under 
the  building  zone  resolution,  of  Stuard 
Hirschman,  applicant  and  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  of  a  public  garage  ;  premises  south¬ 
east  corner  Queens  Boulevard  and  Fisk 
avenue,  Winfield,  Queens. 

cal.  NO.  1583-21-BZ— Application,  December  7,  1921,  under 
the  building  zone  resolution,  of  Han¬ 
nah  T.  Manning,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  two  mccal  garages,  one 
for  two  cars  and  the  other  for  three 
cars;  premises  7  Clinton  Place,  The 
Bronx. 

cal.  no.  1394-21-BZ — Application,  November  15,  1921,  under 
the  building  zone  resolution,  of  Perfec¬ 
tion  Sales  Company,  applicant  and  les¬ 
see,  on  behalf  of  J.  Harris  Jones,  own¬ 
er,  to  permit  in  a  residence  district  the 
maintenance  of  a  motor  vehicle  repair 
shop ;  premises  2149-2159  Grand  Con¬ 
course,  The  Bronx. 

cal.  no.  374-22-BZ— Application,  March  13,  1922,  under  the 
building  zone  resolution,  of  Frank  M. 
Egan,  applicant,  on  behalf  of  Thomas 
Waters,  owner,  to  permit  partly  in  a 
business,  district  and  partly  in  a  resi¬ 
dence  district  the  erection  of  a  busi¬ 
ness  building;  premises  1874-1878  Je¬ 
rome  avenue,  1-17  Mt.  Hope  Place, 
northeast  corner,  The  Bronx. 

cal.  no.  385-22-BZ — Application,  March  21,  1922,  under  the 
building  zone  resolution,  of  Erhard 
Djorup,  architect,  on  behalf  of  Lena 
Kravitz,  owner,  to  permit  in  a 
business  district  the  conversion  of  ex¬ 
isting  building  into  a  wet  wash  laun¬ 
dry;  premises  777  Tinton  avenue,  The 
Bronx. 

cal.  no.  423-22-BZ— Application,  March  2,  1922,  under  the 
building  zone  resolution,  of  Otto  L. 
Spannhake,  architect,  on  behalf  of  An¬ 
ton  Bohaty,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  extension  in 
height  to  an  existing  two  story  public 
garage;  premises  434  East  77th  street, 
433  East  76th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  23,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

340-22-S— 314-320  Grand  street,  Manhattan. 

306-22-S — 19  East  54th  street,  Manhattan. 

379-22- S — 38  West  34th  street,  Manhattan. 

398-22-S — 28  Beekman  street,  Manhattan. 

405-22-S — 98  Southern  Boulevard,  The  Bronx. 
418-22-S— 732  Broadway,  Manhattan. 

434-22-S — 13-15  Laight  street,  Manhattan. 

443- 22-S — 22  Maiden  Lane,  Manhattan. 

444- 22-S — 131  Bowery,  Manhattan. 

454-22-S— 175-177  Powers  street,  Brooklyn. 

458-22- S— 455-465  West  street,  Manhattan. 
468-22-S— 105  East  28th  street,  Manhattan. 

480-22-S — 26  Cliff  street,  Manhattan. 

484-22-S — 8  West  17th  street,  Manhattan. 


Appliances  Submitted  for  Approval. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Wednesday,  May  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

28-22-A — 3266  Ely  avenue,  The  Bronx. 

268-22-A— 469  Fifth  avenue,  Manhattan. 

316-22-A — 2  Park  avenue,  Brooklyn. 

3S4-2.2-A — 17  Warren  street,  Manhattan. 

377-22-A — 211  West  125th  street,  Manhattan. 

463- 22-A — 135  8th  avenue,  Long  Island  City. 

399-22-A— 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

442-22-A — 321-343  West  54th  street,  Manhattan. 

451-22-A— 363  East  149th  street,  The  Bronx. 

456-22-A — 47-49  Mercer  street,  Manhattan. 

464- 22-A — 438-440  East  72nd  street,  Manhattan. 

467-22-A — Foot  of  Stagg  street  and  Newtown  Creek, 

Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Wednesday  morning,  May  31,  1922, 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  70-22-BZ — Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
public  garage;  premises  northeast  cor¬ 
ner  33rd  street  and  Roosevelt  avenue, 
Elmhurst,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  May  31,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

463-22-A— 135  8th  avenue,  Long  Island  City. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22- S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
545-22-S— Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 
al  of. 
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546- 22-S~-Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 

465-22-S — Phister  One  Gallon  Fire  Extinguisher,  approval 
of. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


BOARD  OF  APPEALS. 

Tuesday,  June  6,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1608-22-A — 1600  Broadway,  Manhattan. 

166-22-A — 203-205  East  76th  street,  Manhattan. 

274-22-A — 207  East  51st  street,  Manhattan. 

358-22-A — 57-59  William  street,  Manhattan. 

383-22- A — 1953  Dean  street,  Brooklyn. 

396-22-A— 511-519  West  21st  street,  510-514  West  22nd 
street,  Manhattan. 

428-22-A — 422  East  160th  street,  The  Bronx. 

435-22-A — 83-85  Park  Place,  Manhattan. 

457-22-A — 204-206  Varet  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  6,  1922,  at  2  p.  m. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday.  June  30,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 

1671-21-A— 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A  513-523  West  24th  street,  Manhattan. 


Petitions  for  Variations. 
375-22-S — 9-13  Walker  street,  Manhattan. 
452-22-S — 363  East  149th  street,  The  Bronx. 
472-22-S — 508  6th  avenue,  Manhattan. 
494-22-S — 880  Broadway,  Manhattan. 

496-22- S — 302  West  37th  street,  Manhattan. 

5 03 -22 -S — 12  West  50th  street,  Manhattan. 
520-22-S — 39  Vesey  street,  Manhattan. 

522- 22- S — 130  West  23rd  street,  Manhattan. 

523- 22-S — 121  East  112th  street,  Manhattan. 
537-22-S — 285-291  Mott  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  June  13,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
490-22-A — 524  16th  street,  Brooklyn. 

502-22-A — 482-504  Driggs  avenue,  Brooklyn. 

504- 22-A — 71-73  Nassau  street,  Manhattan. 

505- 22-A — 71-73  Nassau  street,  Manhattan. 
515-22-A — 710  East  14th  street,  Manhattan. 
521-22>-A — 53-55  Fifth  avenue,  Manhattan. 
536-22-A — 102-104  Fulton  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  20,  1922,  at  2  p.  m. 

Appliances  Installed  Pending  Approval. 
1278-21-S — Hammel  Oil  Burner,  approval  of. 

422-22-S — Quimby  Pumps,  approval  of. 


BOARD  OF  APPEALS. 


SPECIAL  MEETING. 

Friday,  July  14,  1922,  at  10  a.  m. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 


Appeals  from  Administrative  Orders. 


Pier  Cases. 


594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A  Pier  44,  East  River,  Manhattan. 

480- 19-A  Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A— Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 

879- 19-A— Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 


881-19-A  Pier  1,  (Old),  North  River,  Manhattan. 


882- 19-A— Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A  Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

93  <-19-A  Piers  37  and  38,  East  River,  Manhattan. 

948-19-A— Pier  121,  foot  of  West  131st  street, 
River,  Manhattan.  (Order  No.  95587- 


North 

F.) 
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949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 


352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn.* 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

42 1- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


NOTICE 


NOTICE  IS  HEREBY  GIVEN  that  inasmuch  as  Tuesday,  May  30th,  1922,  is  a  legal  holiday,  the  regular  meet¬ 
ings  of  the  Board  of  Appeals  and  the  Board  of  Standards  and  Appeals  will  be  held  on  Wednesday,  May  31,  1922, 
at  10  a.  m.  and  2  p.  m.,  respectively. 

The  Call  of  the  Clerk’s  Calendar  will  be  on  Wednesday,  May  31,  1922,  at  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  MAY  5,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kearney,  Kerby,  Fire  Chief  Martin,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Chief  Inspector  Bastress. 

(281-22-S) 

SUBJECT— Proposed  Rules  Governing  Fire  Extinguish¬ 
ing  Appliances:  Standpipe — Fire  Line. 
APPEARANCES— Thomas  A.  Larkin,  Thomas  J.  Hayes, 
Peter  C.  Spence,  M.  J.  Reidy,  Max  Cohen,  B.  Gil¬ 
roy,  J.  F.  Dixon,  F.  S.  Autenreith,  of  the  fire  de¬ 


partment;  Lawrence  B.  Van  In-gen,  H.  J.  M.  How¬ 
ard,  W.  G.  LaCompte,  representing  Jenkins  Bros.; 
Theodore  Jung,  representing  Thomas  W.  Lamb; 
Julius  Eckman,  representing  Marc  Eidlitz  &  Son; 
Alexander  C.  MacNulty,  representing  the  Real 
Estate  Board  of  New  York;  John  H.  Derby,  rep¬ 
resenting  American  Fire  Prevention  Bureau,  and 
William  T.  Ropes. 

ACTION  OF  THE  BOARD' — Public  hearing  adjourned 
to  Friday,  May  12,  1922,  at  2  p.  m. 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  9,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals  held  on  Tuesday  morning,  May  2,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  19,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
351-22-A 

APPELLANT — 'George  Keister  for  Earl  Carroll. 
SUBJECT — Appeal  from  a  decision  of  the  Superintendent 
of  Buildings. 

PREMISES  AFFECTED' — 753-9  Seventh  avenue  and  160- 
60  West  Fiftieth  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  George  Keister. 

ACTION  OF  BOARD' — Report  of  committee  adopted  and 
appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  . 0 

Absent:  Mr.  Holland .  1 

THE  RESOLUTION: 

(351-22-A.) 


Whereas,  George  Keister,  architect  for  Earl  Carroll, 
owner,  filed,  March  8,  1922,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  753-9  Seventh  avenue  and  160-66  West 
Fiftieth  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“(a)  Relative  to  your  request  for  a  final  certificate 
of  occupancy  for  the  above  located  theatre,  we  beg 
to  state  that  the  final  certificate  will  not  be  issued  for 
the  reason  that  Violation  977-1922  is  pending  for 
installing  a  passenger  elevator  in  front  of  the  stage. 
Further,  a  fireproof  curtain  outside  the  asbestos  cur¬ 
tain  has  not  been  installed  as  called  for  on  the  ap¬ 
proved  plans. 

“(b)  in  connection  with  this  curtain,  it  should  be 
noted  that  a  curtain  of  non-fireproof  material,  treated 
with  flame  proofing  solution,  will  not  be  accepted  as 
a  fireproof  curtain. 

“(c)  The  openings  through  the  apron  of  the  stage 
to  the  switchboard  under  the  stage  being  outside  the 
asbestos  curtain,  and  the  opening  through  the  brick 
wall  separating  the  stage  sink  from  the  auditorium  for 
a  belt  used  to  operate  passenger  elevator  should  be 
closed  up  with  brick  or  concrete  and  kept  closed,  as 
such  openings  are  not  permitted.” ; 

and 

Whereas,  the  building  is  fireproof,  2,  4  and  6  stories 
in  height,  occupied,  1st  story,  theatre,  620  persons ;  2d 
story,  balcony,  387  persons ;  a  movable  platform  is  located 
in  the  front  of  the  stage  and  there  is  an  opening  below 
the  stage  in  the  apron  for  the  passage  of  a  belt;  there  is 
also  an  opening  in  the  border  light  gutter  for  an  observa¬ 
tion  port  for  switch  board  operator ;  and 

Whereas,  appellant  contends  that  the  elevator  is  not 
a  passenger  elevator  in  the  terms  of  the  code  but  a  moving 
platform  for  a  specific  duty  and  that  the  curtain  referred 
to  is  in  the  auditorium  with  an  asbestos  curtain  behind  it 
and  is  used  to  screen  the  musicians  and  as  an  ornamental 
drapery  and  that  it  is  flame  proofed  and  that  the  openings 
through  stage  apron  and  wall  under  same  are  in  front  of 
the  curtain  line  and  are  from  spaces  that  are  enclosed  in 
12-inch  brick  walls  with  standard  underwriters  doors  at 
the  openings  and  further  claims  and  that  these  changes 
from  the  ordinary  practice  are  a  distinct  advance  in 
dramatic  presentation;  and 


\V  hereas,  a  committee  of  the  board  visited  the  premises 
and  reported: 

REPORT  OF  COMMITTEE: 

A  Committee  of  the  Board  consisting  of  Chairman 
Walsh,  Messrs.  Kearney,  Holland  and  Fire  Chief 
Martin,  visited  the  premises  160-166  West  50th  street, 
Manhattan,  relative  to  the  decision  of  the  superin¬ 
tendent  of  Buildings  and  recommends  that  Items  A  and 
B  of  this  decision  affecting  the  proposed  auxiliary  cur¬ 
tain  as  a  permanent  drapery  outside  the  asbestos  cur¬ 
tain  be  affirmed  and  the  appeal  insofar  as  it  affects 
this  portion  of  the  decision  be  denied. 

.As  to  Item  A,  relative  to  the  movable  platform  of 
elevator  mechanism  or  operation  in  front  of  the  stage, 
that  the  appeal  be  granted  on  condition  that  the  use 
be  confined  to  a  musicians’  platform.  That  as  to  Item 
C  the  appeal  be  granted  to  permit  an  electricians’ 
observation  port  in  the  border  light  gutter  on  condi¬ 
tion  that  it  be  unpierced  by  building  sides  enclosed 
in  concrete  or  approved  masonry  and  the  top  or  upper 
surface  enclosed  in  clear  plate  wire  glass  not  less 
than  inch  in  thickness,  thereby  maintaining  a  per¬ 
manent  seal.  That  the  opening  from  the  switch  room 
where  the  belt  passes  through  the  wall  be  sealed,  with 
the  exception  of  a  horizontal  slot,  limited  to  the  mini¬ 
mum  dimensions  required  for  the  passage  of  the  belt 
in  motion. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  in  accordance  with  the  report  of 
the  committee  of  the  board. 


162-22-A. 

APPELLANT — Jacob  Ruppert  (corporation). 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED' — 200-204  East  92d  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Byron  Clark,  Jr. 

ACTION  Ob  BOARD — Report  of  committee  adopted  and 
appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  g 

Negative  . •. .  o 

Absent:  Mr.  Holland  .  .  i 


THE  RESOLUTION : 

(162-22-A.) 

Whereas,  Jacob  Ruppert  (corporation),  filed,  February  . 
3,  1922,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  1637-43 
Third  avenue,  200-204  East  92d  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
29637-F  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch  *  * 

and 

Whereas,  the  building  is  of  fireproof  construction,  6 
stories  in  height,  114  ft.  W/2  ins.  by  100  ft.  in  area,  occu¬ 
pied  as  brewery  and  offices,  32  persons  in  the  entire  build¬ 
ings;  and 

W hereas,  the  appellant  contends  that  there  is  a  5-inch 
standpipe  on  the  south  wall  from  the  basement  to  the  5th 
story  connected  with  a  storage  tank  on  the  roof,  contain¬ 
ing  6200  gallons;  from  the  5th  story  to  the  roof,  the 
standpipe  is  2  inches  in  diameter,  with  hose  connections 
and  equipment  on  each  story;  there  are  on  the  3d  story 
four  steel  tanks  each  containing  15,000  gallons  of  water; 
on  the  4th  story  one  steel  storage  tank  containing  31,000 
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gallons  of  water  and  on  the  5th  story  two  steel  storage 
tanks  each  containing  at  all  times  31,000  gallons  of  water; 
there  are  two  direct  water  pumps  and  one  duplex  pump 
in  the  basement  and  there  is  nothing  inflammable  or  com¬ 
bustible  in  the  building;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reported : 

REPORT  OF  COMMITTEE: 

A  committee  of  the  board  consisting  of  Chairman 
Walsh,  Messrs.  Holland,  Kearney  and  Fire  Chief 
Martin,  visited  the  premises  1637-43  Third  avenue, 
200-204  East  92d  street,  Manhattan,  relative  to  the 
installation  of  standpipe  system.  Fire  Department  Order 
No.  29637-F  and  recommends  that  the  appeal  be 
granted  on  condition  that  the  work  as  proposed  in 
the  plans  submitted  with  the  appeal  be  carried  out. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  work  as  proposed  in  the 
plans  submitted  with  the  appeal  be  carried  out. 


163-22- A. 

APPELLANT — Jacob  Ruppert  (corporation). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 206-210  East  92d  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Byron  Clark,  Jr. 

ACTION  OF  BOARD — Report  of  committee  adopted  and 
appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION: 

(163-22-A) 

Whereas,  Jacob  Ruppert  (corporation),  filed,  Febru¬ 
ary  6,  1922,  an  appeal  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  206-210 
East  92d  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 

29638-F  reads : 

“1.  Install  a  standpipe  system  with  risers  6  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof.  *  *  *” ; 
and  /  Tr  '"' 

Whereas,  the  building  is  of  fireproof  construction,  11 
stories  in  height,  75  ft.  by  114  ft.  10  ins.,  in  area,  occu¬ 
pied  :  1st  story,  stock  syrup,  storage  and  filling  cellar ; 
2d  and  3d  stories,  syrup  evaporators  and  storage,  1  person 
on  the  2d  story;  4th  story,  syrup  storage;  5th  to  10th 
stories  inclusive,  storage  tanks  of  beverage,  3  persons  on 
the  7th  story;  11th  story,  office,  6  persons;  a  total  of  10 
persons  in  the  entire  building;  and 

Whereas,  the  building  is  equipped  with  a  5-inch  stand¬ 
pipe  on  the  east  wall  from  the  basement  to  the  roof,  with 
steel  storage  tank  of  11,000  gallons  on  the  roof,  the  stand¬ 
pipe  being  supplied  by  two  pumps  in  the  basement  of  the 
building  adjoining,  each  of  the  eleven  stories  are  supplied 
with  2-inch  connections ;  fermented  liquids  are  stored  on 
each  of  the  stories  in  steel  tanks  with  from  9,000  to  122,000 
gallons  of  liquid  on  each  story;  and 

Whereas,  the  appellant  contends  that  in  case  of  emer¬ 
gency  the  contents  of  the  tanks  can  be  liberated  and  used  to 
flood  the  cellars,  thus  affording  adequate  means  of  quench¬ 
ing  fires  throughout  the  building;  and 
Whereas,  a  committee  of  the  board  visited  the  premises 
and  reported : 


REPORT  OF  GOMMITTEE: 

A  committee  of  the  board  consisting  of  Chairman 
Walsh,  Messrs.  Holland  and  Kearney  and  Fire  Chief 
Martin,  visited  the  premises  206-10  East  92d  street, 
Manhattan,  relative  to  the  installation  of  standpipe 
system,  Fire  Department  Order  No.  29638-F,  and 
recommends  that  the  appeal  be  granted  on  condition 
that  the  work  as  proposed  in  the  plans  submitted  with 
the  appeal  be  carried  out. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  work  as  proposed  in  the 
plans  submitted  with  the  appeal  be  carried  out. 


131-221- A. 

APPELLANT — Harrison  G.  Wiseman  for  Delancey  The¬ 
atre,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — '62  Delancey  street,  Manhat¬ 
tan. 

APPEARANCES— 

Fob  Appellant:  Harrison  G.  Wiseman. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


(Martin  .  6 

Negative  .  0 

Absent:  Mr.  Holland  . 1 

THE  RESOLUTION: 


(131-22-A.) 

Whereas,  Harrison  G.  Wiseman  for  Delancey  Theatre, 
Inc.,  owner,  filed,  January  31,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  62  Delancey  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  ♦Provide  a  regulation  4-inch  standpipe  with 
primary  supply  from  a  3,500  gallon  gravity  tank,  the 
bottom  of  which  must  be  at  least  20  ft.  above  the 
highest  hose  outlet  *  *  *. 

“2.  Provide  for  the  standpipe  equipment  an  auxil¬ 
iary  supply  consisting  of  250  gallon  per  minute,  auto¬ 
matic  fire  pump  with  25  H.  P.  electric  motor,  suc¬ 
tioning  from  a  5,000  gallon  steel  tank;  all  required 
valves,  checks,  etc.,  must  be  provided. 

“3.  Provide  a  hose  outlet  and  hose  at  each  side 
of  the  auditorium  in  each  tier. 

“4.  Provide  a  Siamese  steamer  connection  on  each 
street  front.” 

and 

Whereas,  the  building  is  of  fireproof  construction,  one 
story  in  height.  52  ft.  by  161  ft.  irregular  in  area ;  occu¬ 
pied  as  a  motion  picture  theatre  with  a  seating  capacity 
of  1,078  persons ;  and 

Whereas,  the  appellant  contends  that  the  area  of  the 
plot  is  less  than  10,000  sq.  ft.,  that  there  is  no  other 
occupancy,  except  a  small  store,  that  the  exits  are  such 
as  to  provide  quick  and  easy  egress,  that  the  entire  finish 
of  the  building  is  fireproof,  that  there  is  no  stage  or 
scehery  and  that  all  inflammable  materials  have  been 
eliminated. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  in  so  far  as  it 
relates  to  Item  No.  1  and  Item  No.  2  be  and  it  hereby  is 
granted  on  condition  that  standpipes  be  installed,  supplied 
with  hose  and  racks,  in  accordance  with  recommendations 
submitted  to  the  Board  of  Aldermen  for  proposed  amend¬ 
ment  to  the  Code  of  Ordinances,  and  that  the  order  of  the 
fire  commissioner  in  so  far  as  it  relates  to  Items.  No. 
3  and  No.  4  be  affirmed  and  the  appeal  as  to  these  items 
be  denied. 
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191-22-A. 

APPELLANT — O.  A.  Johnson,  for  Frank  A.  Munsey, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 280  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  R.  O.  Willguss  and  O.  A.  Johnson. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Report  of  committee  of  inspec¬ 
tion  approved.  Motion  to  deny  appeal  with  excep¬ 
tions  adopted. 

EXCEPTIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . . 

Negative  . 

Absent:  Mr.  Holland  ... 

THE  RESOLUTION: 

(191-22-A) 

Whereas,  O.  A.  Johnson,  for  Frank  A.  Munsey,  owner, 
filed  February  9,  1922,  an  appeal  with  the  board  of  appeals 
from  orders  of  the  fire  commissioner,  affecting  premises  280 
Broadway,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  28960- 
F  and  No.  28961-F,  read  : 

No.  28960-F — “1.  Provide  an  automatic  fire  alarm 
complete  with  Central  Office  connection,  in  the  sub¬ 
cellar.  All  work  shall  be  done  in  a  manner  satisfac¬ 
tory  to  the  Fire  Commissioner  and  in  accordance  with 
established  practice  and  trade  custom.” 

No.  28961-F — “1.  Provide  a  non-automatic  sprinkler 
system  in  sub-cellar  arranged  and  equipped  as  provided 
in  the  rules  for  fire  extinguishing  appliances  adopted  by 
the  Board  of  Standards  and  Appeals  May  24,  1917,  as 
amended  May  2,  1918.  and  January  21.  1919.  effective 
February  17,  1919,  and  in  the  rules  and  regulations  of 
the  fire  department.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  7 
stories  in  height.  151  ft.  3  in.  x  228  ft.  2  in.  in  area,  occu¬ 
pied,  sub-basement,  pressroom,  foundry,  storage,  100  per¬ 
sons  ;  basement,  pressroom,  100  persons :  1st  story,  store 
and  offices,  100  persons  ;  2nd  story,  editorial  and  composing 
room.  200  persons ;  3rd  to  7th  stories,  inclusive,  offices,  150 
persons  each  story ;  the  means  of  egress  consisting  of  three 
stairways  from  the  basement;  and 
Whereas,  the  appellant  contends  that  there  are  four 
lines  of  standpipes  in  the  sub-basement  connected  with  the 
tank  on  the  roof  and  cross-connected  with  steamer  con¬ 
nections  on  the  three  streets,  there  are  21  fire  extin¬ 
guishers  in  the  sub-basement,  the  central  portion  used  as 
a  press  room  is  21  ft.  high,  the  sub-basement  is  divided 
bv  heavy  brick  walls,  all  openings  equipped  with  fire 
doors,  that  the  foundry  is  in  an  entirelv  fireproof  sec¬ 
tion  with  an  8  in.  concrete  ceiling  and  brick  walls,  fire¬ 
proof  doors  and  windows,  the  chief  material  stored  in 
the  basement  is  printing  paper  in  large  rolls,  the  entire 
sub-basement  is  in  use  day  and  night  with  approximately 
100  men  at  work  printing  the  New  York  Sun  and  Herald, 
that  the  head  room  in  the  paper  storage  room  is  no*  suf¬ 
ficient  to  allow  the  installation  of  sprinklers  and  permit 
the  safe  handling  of  papers,  the  appellant  states  they  in¬ 
tend  to  demolish  the  building  in  1923  and  erect  a  new 
structure;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reported : 

REPORT  OF  COMMITTEE— 

A  committee  of  the  board  consisting  of  Chairman 
Walsh,  Messrs.  Kearney,  Holland  and  Fire  Chief  Mar¬ 
tin,  visited  the  Dremises  280  Broadway.  Manhattan,  rela¬ 
tive  to  orders  Nos.  28960-F  and  No.  28961-F  of  the  fire 
Commissioner  requiring  the  provision  of  an  automatic  fire 


alarm  signal  system  and  a  non-automatic  sprinkler  sys¬ 
tem  in  the  sub-cellar. 

The  sub-cellar  is  located  on  the  Broadway  front  extend¬ 
ing  across  the  entire  front  from  Reade  to  Chambers 
streets  and  is  sub-divided  into  ten  sections  by  arched 
brick  walls  without  any  protection  or  closures  in  same, 
the  entire  space  is  separated  from  the  press  room  by 
openings  protected  by  self-closing  fireproof  doors,  and  is 
used  and  occupied  for  the  storage  of  print  paper  in  rolls, 
the  greater  portion  of  which  is  covered  by  thin  wood- 
slats  ;  there  is  also  an  excessive  amount  of  paper,  oil 
rags  and  general  litter. 

The  committee  is  of  the  opinion  that  the  orders  of  the 
fire  commissioner.  No.  28960-F,  Item  I,  and  No.  28961-F, 
Item  I,  are  minimum  requirements  and  recommends  that 
the  order  be  complied  with. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
0  is  denied,  except  as  to  the  press  room,  in  respect  to  which 
1  the  orders  of  the  fire  commissioner  are  modified  and  the 
appeal  granted  on  condition  that  a  two-gallon  fire  extin¬ 
guisher  be  placed  at  each  end  of  each  printing  press,  in 
the  passageways,  throughout  the  press  room. 


258-22-A. 

APPELLANT — Penn  Oil  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — Gravesend  avenue  and  Avenue 
I,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Arthur  Ross. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty. 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 

(258-22-A) 


Whereas,  Penn  Oil  Co.,  Inc.,  for  W.  A.  Case  &  Son 
Mfg.  Co.,  owner,  filed,  Feb.  21,  1922.  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  Gravesend  avenue  and  Avenue  I,  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads.: 

“With  reference  to  your  application,  dated  June  13, 
1921,  for  a  permit  to  maintain  a  garage  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  for  the  following  rea¬ 
sons  : 

“(a)  Building  is  of  frame  construction  and  is  lo¬ 
cated  in  the  suburban  limits,  and 

“(b)  Exceeds  600  square  feet  in  area, 

“(c)  Is  not  on  the  same  plot  with  a  one  or  two 
family  building,  in  violation  of  section  91,  chapter  5, 
of  the  Code  of  Ordinances. 

“You  are  therefore  ordered  to  remove  all  motor 
vehicles  from  the  premises  and  discontinue  the  use  of 
said  premises  for  garage  purposes. 

“And  in  addition  to  the  above  the  storage  of  lubri¬ 
cating  oils  (2000)  gallons  in  barrels  and  drums  in  a 
building  of  wooden  construction  is  a  violation  of  Sub. 
Div.  D  of  Section  256,  Chap.  10,  Code  of  Ord.” ; 
and 

Whereas,  the  building  is  frame,  one  story  in  height,  32 
ft.  by  64  ft.  in  area,  occupied  for  the  storage  of  oil ;  and 

Whereas,  appellant  contends  that  he  has  not  maintained 
a  garage  on  the  premises  for  the  past  three  months  and 
has  used  the  building  exclusively  for  the  storage  of  2000 
gallons  of  auto  oil. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  here¬ 
by  is  denied. 
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293-22-A. 

APPELLANT — Charles  H.  Eckert,  for  Julius  A.  Zibell, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 275  Water  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Charles  H.  Eckert. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby  and 

Fire  Chief  Martin  .  4 

Negative:  Chairman  Walsh  and  Mr.  Kearney..  2 
Absent:  Mr.  Holland  .  1 


317-22-A. 

APPELLANT — Ike  Sohn,  for  Jennie  Sohn,  owner. 
SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1200  39th  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  on  request  of  appel¬ 
lant  to  May  23,  1922,  at  10  a.  m. 


338^22- A. 

APPELLANT— George  Leerburger,  for  Ristori  Leerbur- 
ger,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 108  East  16th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  George  Leerburger. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . 

Negative  . 

Absent :  Mr.  Holland  . 

THE  RESOLUTION: 

(338-22-A) 

Whereas,  George  Leerburger,  for  Ristori  Leerburger, 
owner,  filed,  March  7,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affect- 
ing  premises  108  East  16th  street,  Manhattan  ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads :  _ 

“1.  Replace  the  missing  and  defective  shutters  with 
proper  iron  or  kalameined  shutters  at  all  openings 
in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  an  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings,  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  at  south,  west  and  east  sides 
of  building,  or  other  approved  protection,  as  per  Sec. 
375,  Article  18,  Ch.  5  of  the  Code  of  Ordinances”; 

and  r  .  . 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  33  ft.  3  in.  by  90  ft.  in  area,  occupied,  basement, 
1st,  2nd,  3rd  and  4th  stories,  offices,  36  persons  ;  5th  story, 
laboratory,  4  persons;  ’6th  story,  salesroom,  4  persons; 

Whereas,  appellant  claims  that  a  similar  order  was  dis¬ 
missed  by  the  fire  department  in  1920,  that  there  are  pri¬ 
vate  houses  adjoining  at  east,  40  ft.  in  height  and  that 
all  windows  except  three  on  top  story  facing  the  east 
are  provided  with  iron  shutters.  _  . 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  present  use  and  occupancy 
remain  unchanged. 


339-22-A. 

APPELLANT — Samuel  Rosenblum,  for  23rd  Street  & 
Avenue  A  Garage,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 360-370  Avenue  A,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum  and  Abraham 
Block. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby  and  Fire  Chief  Martin  ....  5 


Negative:  Mr.  Kearney  .  1 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(339-22-A) 

Whereas,  Samuel  Rosenblum,  for  23rd  Street  &  Avenue 
A  Garage,  Inc.,  owner,  filed,  March  7,  1922,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  360-70  Avenue  A,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

“1.  File  plans  for  2J^  in.  standpipe  system  carried 
around  interior  of  walls.  As  proposed  alteration  as 
stated  in  amendment  of  January  30,  1922,  does  not  com¬ 
ply  with  Item  3  of  Order  No.  7810-LC.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  74  ft.  by  125  ft.  irregular  in  area,  occupied  as  a 
public  garage ;  and 

Whereas,  appellant  claims  that  the  building  is  divided 
by  a  brick  wall  into  two  areas,  each  less  than  10,000  square 
feet,  and  that  the  rear  opening  in  the  dividing  wall  will 
be  bricked  up  and  the  opening  at  the  front  will  be  pro¬ 
tected  with  automatic  fireproof  doors  and  that  as  the  build- 
0  ing  fronts  on  three  streets  he  considers  the  installation  of 
1  standpipes  not  necessary. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  connecting  door  at  the 
Avenue  A  front  in  the  dividing  partition  be  limited  in 
width  to  not  more  than  10  feet  and  protected  with  auto¬ 
matic  sliding  fireproof  doors,  one  on  each  side  of  open¬ 
ing,  and  that  a  fire  exit  not  exceeding  three  feet  in  width 
be  provided  at  the  rear  in  this  partition  wall,  protected  with 
self-closing  fireproof  door. 


373-22-A. 

APPELLANT — Ludlow  &  Peabody,  for  City  of  New 
York. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 29-31  Auburn  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Dr.  W.  F.  Jacobs,  Louis  Ortner, 
Asst.  Engr.  Dept.  Public  Welfare,  and  C.  J. 
Hoffman. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Fire  Chief  Martin. 

Negative  . 

Absent :  Messrs.  Holland  and  Kerby  . 
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THE  RESOLUTION: 

(373-22-A) 

Whereas,  Ludlow  &  Peabody,  for  City  of  New  York, 
Department  of  Public  Welfare,  owner,  filed,  March  13, 
1922,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  29-31 
Auburn  place,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1.  Storage  garage  not  permitted  within  20  ft.  of 
public  assembly.  Appeal  may  be  taken  to  Board  of 
Appeals. 

“2.  File  complete  plans  of  garage,  showing  general 
construction  and  all  openings. 

“3.  Tank,  pump  and  fill  box  must  be  of  approved 
type. 

*'4.  Capacity  of  tank  must  be  limited  to  550  gallons. 

“5.  Suction  pipe  must  be  encased  in  4  in.  P.  C. 
concrete. 

“6.  Fill  pipe  must  be  not  less  than  2  in.  in  diam¬ 
eter. 

“7.  Gauge  box  must  not  be  at  a  lower  level  than 
fill  box. 

“8.  Tank  must  be  buried  2  ft.  below  lowest  level 
within  10  ft.,  encased  solidly  in  concrete,  1-2J4-5 
mixture,  be  subject  to  pressure  test  and  installed  as 
per  Rules  and  Regulations  of  Fire  Department. 

“9.  Vent  pipe  must  not  be  less  than  1  in.  in  diam¬ 
eter,  extend  10  ft.  above  roof,  10  ft.  from  any  expo¬ 
sure,  terminating  with  double  gooseneck  and  fire 
screened.” ; 
and 

Whereas,  the  building  is  fireproof,  9  stories  in  height, 
163.66  ft.  by  128.38  ft.,  now  in  course  of  erection,  to  be 
occupied  as  a  city  hospital,  60  persons  per  story ;  and 

Whereas,  it  is  proposed  to  install  beneath  the  side¬ 
walk  of  the  court  inside  the  building  line  a  gasoline  stor¬ 
age  tank. 

Resolved,  that  the  decision  of  the  fire  commissioner 
be!  and  it  hereby  is  modified  and  the  appeal  in  so  far  as 
it  relates  to  Item  1,  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  gasoline  equipment  be  installed  in  accord¬ 
ance  with  the  regulations  of  the  fire  department,  and  that 
the  decision  of  the  fire  commissioner  as  to  items  2  to  9  in¬ 
clusive,  be  affirmed  and  the  appeal  as  to  these  items  be 
denied. 


3 77-22- A. 

APPELLANT — Harry  Creighton  Ingalls,  for  Palher 
Realty  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 211  West  125th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1922,  at  10 

a.  m. 


381-22-A. 

APPELLANT— R.  R.  Nevins. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 105-107  Nassau  street,  25-29 
Ann  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  at 
10  a.  m. 


382-22-A. 

APPELLANT — Minot  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 138-146  West  14th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  R.  B.  Horton. 

For  Administration :  Inspector  Maher  of  the  Fire 
Department. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  o 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(382-22-A.) 

Whereas,  Minot  Realty  Corporation,  owner,  filed,  March 
15,  1922,  an  appeal,  with  the  board  of  appeals,  from  a 
decision  and  order  of  the  fire  commissioner,  affecting 
premises  138-40  and  142-46  West  14th  street,  Manhattan; 
and 

Whereas,  the  decision  and  the  order  of  the  fire  com¬ 
missioner  read: 

“We  also  wish  to  advise  you  regarding  our  pending 
Order  No.  30947-F  to  install  a  4-inch  standpipe,  etc., 
that  we  have  caused  the  building  to  be  measured  as 
to  its  height  with  the  result  that  our  inspectors  report 
that  the  building  is  86  ft.,  8  ins.,  from  the  top  of  the 
roof  beams  to  the  curb  level,  and  this  height  therefore 
brings  the  building  within  the  requirements  of  section 
581,  chapter  5  of  the  Code  of  Ordinances.” 

Order  No.  30947-F. 

“1.  Install  a  standpipe  system]  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  * 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  125  ft.  by  97  ft.,  6  ins.,  in  area  at  the  1st  story 
and  125  ft.  by  93  ft.  in  area  above;  divided  into  two 
sections  by  a  fire  wall,  all  openings  provided  with  a  fire 
door ;  occupied,  1st  story,  store,  13  persons ;  2d  story, 
offices,  20  persons;  3d  story,  mfr.  paper  boxes,  25  persons; 
4th  story,  mfg.  braids  and  mailing,  60  persons;  5th  story, 
mfg.  paper  boxes  and  refinishing  cloth,  39  persons;  6th 
story,  silversmiths,  57  persons;  7th  story,  refinished  cloth 
and  umbrellas,  24  persons ;  the  building  being  equipped  with 
an  automatic  sprinkler  system,  with  a  10,000  gal.  gravity 
tank  on  roof,  and  an  automatic  fire  alarm  system.;  and 
Whereas,  appellant  contends  that  the  building  is  only 
84  ft.,  9  ins.,  in  height  instead  of  86  ft.,  8  ins.,  as  claimed 
by  fire  department. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  sprinkler  system  be  re¬ 
paired  and  placed  in  perfect  working  order,  and  that  the 
appeal  be  granted  only  so  long  as  conditions  remain  sub¬ 
stantially  unchanged. 

386-22-A. 

APPELLANT — The  Ballinger  Company  for  Anchor  Cap 
&  Closure  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 22  Queens  street,  Long  Island 
City,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1922  at  10 
a.  ni.,  on  request  of  appellant. 


387-22- A. 

APPELLANT — The  Ballinger  Company  for  Anchor  Cap 
&  Closure  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED' — 22  Queens  street,  Long  Island 
City,  Queens. 

APPEARANCES— None. 

ACTION  OF  iBOARD — Laid  over  to  May  23,  1922  at  10 
a.  m.,  on  request  of  appellant. 


401-22-A. 

APPELLANT — Morgan  M.  O’Brien  for  Louis  N.  Hartog, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 362-372  2d  avenue,  Manhattan. 
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APPEARANCES — 

For  Appellant:  John  C.  Gabler  and  Morgan  M. 
O’Brien. 

For  Administration :  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  .Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 

(401 -22- A) 


Whereas,  Morgan  M.  O’Brien  for  Louis  N.  Hartog, 
owner,  filed,  March  17,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  362-372  Second  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals,  May 
24,  1917,  as  amended  May  2,  1918,  and  January  21,  1919, 
effective  February  17,  1919.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  112  ft.,  11  ins.  by  60  ft.  in  area,  occu¬ 
pied  at  present  as  a  bookbindery  in  the  1st  story,  40  per¬ 
sons  ;  furniture  manufacturing  in  the  2d  story,  20  persons; 
3d  and  4th  stories,  vacant;  5th  story,  upholstery,  15  to  20 
persons ;  and 

Whereas,  the  appellant  proposes  to  vacate  the  5th  story 
and  to  restrict  the  occupancy  on  the  3d,  4th  and  5th  stories 
in  the  future  to  non-hazardous  uses. 

Resolved ,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


471-22-A. 

APPELLANT — L.  R.  Koening. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 215-217  Lexington  avenue, 
Manhattan. 

APPEARANCES— 

For  Appellant:  L.  R.  Koening. 

ACTION  OF  BOARD— Motion  to  withdraw  appeal,  to 
comply  with  the  law,  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  . 0 

Absent:  Mr.  Holland  .  1 


588-22-A 

APPELLANT — F.  H.  Dewey  &  Co.  for.  Hope  Hampton 
Productions,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 154  Crescent  street,  Long 
Island  City,  Queens. 

APPEARANCES— 

For  Appellant:  F.  H.  Dewey,  J.  F.  Ancona  and 
W.  J.  German. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  5 

Negative  . '  0 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION : 

(588-22-A) 

Whereas,  F.  H.  Dewey  &  Co.,  architects,  for  Hope 
Hampton  Productions,  Inc.,  owner,  filed,  April  20,  1922, 
an  appeal,  with  the  board  of  appeals,  from  a  decision  of 
the  fire  commissioner,  affecting  premises  154  Crescent 
street,  Long  Island  City,  Queens ;  and 

W hereas,  the  decision  of  the  fire  commissioner  reads : 

“1.  Inflammable  motion  picture  film  must  be  stored 
in  vaults  not  exceeding  750  cu.  ft.  volume  each. 

“3.  Each  vault  shall  have  at  least  one  ^4-inch 
sprinkler  head  for  each  62J4  cubic  feet  of  vault  volume. 
(See  Rule  13.) 

“4.  Sprinkler  equipment  must  be  supplied  from  two 
approved  sources  consisting  of  gravity  tank  supply 
and  pressure  tank  supply.” ; 

and 

Whereas,  the  building  is  fireproof,  one  story  and  base¬ 
ment  in  height,  38  ft.  8  ins.,  by  74  ft.  8  ins.  in  area,  occu¬ 
pied,  basement,  stockroom,  boiler  room  and  storage;  1st 
story,  offices  and  stockroom  and  film  vaults,  the  film 
vaults  having  a  capacity  of  7,500  cubic  feet;  and 

Whereas,  appellant  contends  that  the  films  stored  in 
these  vaults  consists  of  raw  stock  and  have  hermetically 
sealed  cans  enclosed  in  original  cases  that  weigh  about  180 
lbs.  each  and  are  not  easily  handled  in  small  vaults  and 
that  there  are  no  exposed  films  at  any  time  in  any  part 
of  the  building,  that  there  are  25  sprinkler  heads  in  each 
vault,  the  sprinkler  system  having  two-source  supply,  a 
25,000  gallon  gravity  tank  and  6-inch  supply  from  water 
mains. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  storage  of  films  be  confined 
to  these  vaults ;  that  the  openings  to  the  vaults  be  pro¬ 
tected  with  self-closing  fireproof  doors  on  both  sides  of 
the  openings;  that  the  stock  be  maintained  in  hermetically 
sealed  cans,  and  further  when  packed  in  shipping  cases 
so  distributed  and  arranged  throughout  the  vault  that  they 
shall  be  limited  to  one  tier  in  height  resting  on  the  floor ; 
and  that  each  vault  be  equipped  with  not  less  than  fifty 
(50)  sprinkler  heads. 


601-22-A 

APPELLANT — Gustave  E.  Steinback,  for  R.  C.  Church 
of  St.  Thomas  Apostle. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — Northeast  corner  87th  street 
and  88th  avenue,  Woodhaven,  Queens. 

A  P  PE  ARAN  CES— None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1922,  at 
10  a.  m. 


168-22-A 

APPELLANT — Harry  T.  Morris,  for  Juliette  Farish, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 102  Jamaica  avenue,  Flushing, 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Reopened;  modified  resolution  as  amended  by 
chief  of  the  fire  prevention  bureau  of  fire  depart¬ 
ment. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . 

Negative  . 

Absent :  Mr.  Holland  .... 

THE  RESOLUTION: 

(168-22-A) 

Whereas,  Harry  T.  Morris,  for  Juliette  Farish,  owner, 
filed,  March  1,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
102  Jamaica  avenue,  Flushing,  IBorough  of  Queens;  and 
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Whereas,  the  order  of  the  fire  commissioner  reads: 

“.Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.” ; 
and  |^j 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
the  front  of  which  is  located  a  private  residence  and  on 
the  rear  two  2-car  frame  garages;  and 

Whereas,  appellant  has  filed  affidavits  as  to  the  use  of 
garage  on  July  25,  1916. 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  April  4,  1922,  on  certain  conditions  and  it  was 
denied  by  the  board  that  these  conditions  could  be  modified, 
the  building  being  outside  the  fire  limits. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  combined  capacity  of  the 
garages  on  this  premises  be  limited  to  four  cars  of  the 
pleasure  car  type,  space  for  three  of  which  may  be  rented 
to  persons  not  residing  on  the  premises. 


445-22-A 

A  PP  ELL  AN  T — C  har  les  Killgore. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 82-84  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


BUILDING  ZONE  CASES. 

1490-21-BZ 

APPLICANT — Rabenold  &  Scribner,  for  Hill-Ware  Co., 
Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more  than  5  cars. 
PREMISES  AFFECTED— 3325-3339  Park  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Bertha  Robinson,  attorney. 
ACTION  OF  BOARD — Laid  over  to  May  23,  1922,  at 
10  a.  m.,  on  request  of  attorney. 

450-22-BZ 

APPLICANT — John  J.  Dunnigan  for  Gesco  Realty  Co., 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  business  building. 

PREMISES  AFFECTED1 — 300-8  East  176th  street,  s.  e. 
cor.  Anthony  ave.,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan  and  Geo.  E. 
Seeley. 

For  Opposition:  Joseph  A.  Kozinn,  J.  Rosenblum, 
Marguerite  C.  Murray,  George  F.  Keith. 
Florence  M.  Keith,  Mrs.  E.  Schweiter,  Sevilla 
Rossell,  M.  E.  IBalme,  W.  H.  Kehoe,  M.  J. 
Hendrick  and  John  H.  Buscall. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE— 

Affirmative:  Mr.  Kirby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Fire  Chief  Martin.  5 
Absent:  Mr.  Holland  .  1 


THE  RESOLUTION : 

(450-22-RZ) 

Whereas,  John  J.  Dunnigan,  for  Gesco  Realty  Com¬ 
pany,  owner,  filed,  March  27,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  of  a  business  building;  premises  300-8  East 
176th  street,  s.  e.  cor.  Anthony  avenue,  Borough  of  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  9,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Anthony  avenue  and  East 
176th  street  are  residence  streets ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  7,  1922,  in  acting  on  N.  B.  Application 
No.  576-1922  reads: 

“1.  Erection  of  proposed  business  building  in  resi¬ 
dence  district  is  contrary  to  the  provision  of  the 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  109  ft. 
and  78  ft.,  and  a  depth  of  50  ft.,  to  be  occupied  for  stores; 
and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  applicant  failed  to  establish  a  basis  for  his  appeal. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


1563-21-BZ 

APPLICANT — Edward  J.  Walsh,  for  Mary  M.  McDonald 
and  Margaret  M.  Fitzpatrick,  owners. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  business  building. 

PREMISES  AFFECTED— E.  S.  University  avenue,  446 
ft.  north  of  Brandt  place,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Edward  J.  Walsh  and  Wm.  Mc¬ 
Donald. 

For  Opposition:  Edw.  I.  Cullen,  Albert  E.  Wort- 
law,  John  F.  Hughes,  Jeannette  G.  Katz,  John 
Meyers,  Louise  Meyers,  Wm.  H.  Beam,  John 
F.  Hughes  for  Hughes  Realty  Co.,  and  Ben¬ 
jamin  Protter  for  the  Oles  Realty  Company. 

ACTION  OF  BOARD-— Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby  and  Fire  Chief  Martin..  5 


Negative :  Mr.  Kearney  .  1 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(1563-21-BZ) 

Whereas,  Edward  J.  Walsh  for  Mary  M.  McDonald, 
et  al.,  owner,  filed,  November  30,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  on  a  plot  partly  in 
a  residence  district,  and  partly  in  a  business 
district,  the  erection  of  a  business  building ; 
premises  E.  S.  University  avenue,  446  ft.  north  of  Brandt 
place,  Borough  of  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  9,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  University  avenue  is  a  resi¬ 
dence  district  and  Macombs  road  is  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  November  10,  1921,  in  acting  on  N.  (Bl 
Application  No.  2037-1921  reads : 

“1.  Business  building  not  permitted  in  a  residence 
district.” ; 

.and 
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Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  50  ft.  to  be  occupied  as  stores;  approx¬ 
imately  40  per  cent,  of  the  plot  on  which  the  building  is 
to  be  located  being  in  the  business  district;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  rear  and 
side  walls  be  unpierced ;  that  there  shall  be  no  delivery 
exit  or  entrance  in  the  rear  of  the  building;  that  any 
openings  in  the  rear  wall  shall  be  confined  to  double  hung 
windows  (ordinary  sash  windows),  and  that  the  front  of 
the  building  shall  be  of  face  brick,  with  stone  or  terra¬ 
cotta  trimmings  and  with  plate  glass  store  front. 

272-22-BZ 

APPLICANT — Stuard  Hirschman,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED— Southeast  corner  Queens 
'  boulevard  and  Fiske  avenue,  Winfield,  Queens. 

APPEARANCES— 

For  Applicant:  Stuard  Hirschman,  Jacob  Korn 
and  Wallace  J.  Hardgrove. 

For  Opposition:  Carl  Schwendler,  Theo.  Klein, 
Valentine  Gerring,  Sophie  F.  Rodney,  Cather¬ 
ine  Paffmann,  Louisa  Backer  and  Samuel 
Rachlin. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1922,  at  10 
a.  m.,  for  inspection  by  committee  of  the  board. 


70-22 -BZ 

APPLICANT— Frederick  H.  Vlan  Nostrand  for  John 
Rooney,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED— Northwest  corner  33d  street 
and  Roosevelt  avenue,  Elmhurst,  Queens. 


APPEARANCES— 

For  Applicant:  Frederick  H.  Van  Nostrand. 
ACTION  OF  BOARD— Laid  over  to  Wednesday  May  31, 
1922,  at  10  a.  m. 


200-22-BZ 


APPLICANT— M.  W.  Kantrovitz,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 1607  Avenue  T,  Brooklyn. 

APPEARANCES-  ’  . 

For  Applicant:  IM.  W.  Kantrovitz. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  the  resolution. 


?HE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  . 

Negative  . 

Absent:  Mr.  Holland 


6 

0 

1 


THE  RESOLUTION: 

(200-22-BZ) 

Whereas,  M.  W.  Kantrovitz,  for  Mrs.  H.  Kantrovitz, 
wner,  filed,  February  10,  1922,  an  application  under  the 
uilding  zone  resolution,  to  permit  in  a  residence  district 
tie  maintenance  of  a  garage  for  two  (2)  motor  vehicles ; 
remises  1607  Avenue  “T,”  Brooklyn;  and 
Whereas  a  public  hearing  was  held  on  this  application 
iy  the  board  of  appeals,  at  its  regular  meeting  May  9 
922,  after  due  notice  by  publication  in  the  Bulletin  o 
he  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
rig  zone  resolution  show  that  Avenue  T,  East  16th  and 
Last  17th  streets  are  residence  districts;  and 


Whereas,  the  order  of  the  fire  commissioner  dated 
J  an.  23,  1922  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or 
are  subject  to  charges  for  storage.  You  are,  there¬ 
fore,  ordered  to  remove  all  motor  vehicles  stored  by 
others  than  the  occupants  of  dwelling  on  lot  where 
garage  is  situated.”; 

and 

Whereas,  the  building  is  of  fireproof  construction  1 
story  in  height  with  a  frontage  of  20  ft.  and  a  depth  of 
20  ft.,  occupied  as  a  garage  for  two  automobiles  of  the 
pleasure  car  type,  space  for  one  of  which  is  rented  to 
persons  not  residing  on  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  95  per  cent,  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  garage 
use  be  limited  to  two  automobiles  of  the  pleasure  car  type, 
space  for  one  of  which  may  be  rented  to  persons  not  re¬ 
siding  on  the  premises. 


262-20-BZ 

APPLICANT — Cronenberg  &  Leuchtag,  architects. 
SUBJECT — Application  to  permit  in  a  two  times  district 
a  hotel  building  of  a  greater  height  than  allowed 
by  the  zoning  law. 

PREMISES  AFFECTED— 255-259  West  43d  street,  680- 
686  Eighth  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence; 
request  to  reopen  denied. 

THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton  and  Kerby . . . . . .  4 

Negative :  Mr.  Kearney  and  Fire  Chief  Martin.  2 
Absent :  Mr.  Holland  .  1 


1068-21-BZ. 

APPLICANT— Frank  P.  Keniston. 

SUBJECT— Application  to  permit  in  a  business  district 
the  conversion  of  use  of  existing  building  to  the 
use  as  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 41-43  Astoria  avenue,  north¬ 
east  corner  Pope  street,  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  reopened  and  set  for  calendar  call 
May  23,  1922,  at  2  p.  m. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  . .  6 

Negatiye  . 0 

Absent:  Mr.  Holland  .  1 


AREA  FIXED. 

(499-22-BZ) 

The  chairman  presented  and  read  a  communication, 
dated  April  3,  1922,  from  Meyer  Lichtenstein,  requesting 
the  board  to  fix  an  area  of  notification,  for  the  maintenance 
of  a  garage  at  premises  2395  Valentine  avenue,  The 
Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Ryer  avenue,  also  both  sides  of  Val¬ 
entine  avenue,  from  East  184th  street  to  East  187th 
street. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  9,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Kearney,  Kerby*  Fire  Chief  Martin,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  special  meeting  of  the  board  of 
standards  and  appeals,  held  on  Friday  afternoon,  April  28, 
1922,  and  the  minutes  of  the  regular  meeting  of  the 
board  of  standards  and  appeals,  held  on  Tuesday  after¬ 
noon,  May  2,  1922,  were  approved  as  printed  in  the  Bul¬ 
letin,  No.  19,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

340-22-S 

PETITIONER — Jacob  Fisher,  for  Grand  Allen  Holding 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 314-320  Grand  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  23rd,  at  2  p.  m. 

249- 22-S. 

PETITIONER — Euell  &  Euell,  for  Florence  J.  Colburn, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 437-439  West  45th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  at 
2  p.  m. 

250- 22-S. 

PETITIONER — Euell  &  Euell,  for  Amanda  B.  Manee, 
owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 407  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  at 
2  p.  m. 


304-22-S. 

PETITIONER — Tobias  Goldstone,  for  Hyman  Blackman, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 46  Boerum  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  at 
2  p.  m. 


305-22-S. 

PETITIONER — Miller,  Bretzfelder  &  Ruskay,  for  Estate 
of  Clayton  Rockhill  &  Evangeline  Rockhill, 
,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED — 224-226  Pearl  street,  Manhat- 
taa 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1922,  at 
2  p.  m. 


241-22-S. 

PETITIONER — Lee  Samenfeld,  for  Pasqualina  Monaco, 
owner. 

SUBJECT — Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  decision  of  department 
of  health. 

PREMISES  AFFECTED — 144  Melrose  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Lee  Samenfeld. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1922,  at 
2  p.  m. 


1506-21-S. 

PETITIONER — Mose  Bloom,  for  Sev  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 335  East  26th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  David  O.  Kuh. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
'Boulton,  Kearney,  Kerby,  Superintendents 

Reville,  Kleinert  and  Moore  .  8 

Negative  .  o 

Absent :  Mr.  Holland,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  McDermott  .  5 

THE  RESOLUTION: 

(1506-21-S) 


Whereas,  Mose  Bloom,  for  Sev  Realty  Corporation, 
owner,  filed,  July  30,  1921,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as*  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  335  East  26th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads:  ‘ 
“1.  Arrange  the  fire  escape  at  rear  of  building  and 
the  openings  leading  thereto  and  the  windows  opening 
on  the  course  thereof  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following:  Windows  on  course  not 
fireproof  on  the  5th  story.  So  stairway  from  top  bal¬ 
cony  to  roof.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
5  stones  in  height,  37  ft.  6  in.  by  66  ft.  11  in.  in  area,  oc¬ 
cupied,  1st  story,  sheet  metal  works,  5  persons;  2nd  story 
embroidery  factory,  6  persons;  3rd  story,  vacant;  4th 
story,  paper  box  factory,  10  persons;  5th  story,  storage 
room,  2  persons ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  wood  partitions  with  wood  doors  at  the  open¬ 
ings;  a  fire  escape  on  the  rear  of  the  building  with  goose- 
neck  ladder  to  roof,  landing  in  court  or  adjoining  prem- 
ises,  with  fireproof  windows  along  course  of  the  fire  escape, 
a  door  in  the  wall,  top  story,  leading  to  the  roof  of  No’ 
337  and  a  door  leading  to  the  roof  of  No.  331;  and 
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Whereas,  petitioner  contends  that  conditions  were  ac¬ 
cepted  by  the  fire  department  about  two  years  ago. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  the  present  conditions  remain  substantially  un¬ 
changed  and  the  occupancy  does  not  exceed  25  persons 
above  the  1st  story. 


224-22-S. 

PETITIONER — American  Sugar  Refining  Company, 

owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 292-314  Kent  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  H.  F.  Nauman,  Robert  Palm. 
For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Reville,  Kleinert  and  Moore  .  8 

Negative  . . .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  McDermott  .  5 


THE  RESOLUTION: 

(224-22-S) 

Whereas,  The  American  Sugar  Refining  Company, 
owner,  filed,  February  20,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  292-314  Kent  avenue, 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  31571- 
LF,  reads : 

“1.  Properly  repair  and  put  in  good  working  order, 
the  interior  fire  alarm  system,  in  the  Filter  House 
No.  2,  Building  B  of  the  Minturn  group  in  the  block 
bounded  by  Kent  Avenue,  South  2nd  Street  and  South 
3rd  Street,  East  River,  Brooklyn,  New  York.”; 
and 

Whereas,  the  building  is  of  fireproof  construction,  11 
stories  in  height,  252  ft.  by  72  ft.  in  area,  occupied  as  a 
filter  house,  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  7th  story  to  the  9th  story  at 
the  centre  of  the  Kent  avenue  front  of  the  building,  en¬ 
closed  in  fireproof  partitions  a  stairway  in  the  southwest 
corner  of  the  building  extending  from  the  9th  story  to 
the  roof  and  circular  stairway  on  the  centre  of  the  Kent 
avenue  front,  extending  from  the  3rd  story  to  the  7th 
story,  an  interior  stairway  from  the  1st  to  3rd  story,  a 
horizontal  exit  in  each  story  leading  to  the  building  adjoin¬ 
ing  on  the  south  and  west,  the  building  is  equipped  with 
a  standpipe  system  and  one-third  of  the  total  area  is  pro¬ 
tected  by  an  automatic  sprinkler  dry  pipe  system  supplied 
by  a  tank  of  60,000  gallon  capacity;  and 

Whereas,  appellant  contends  that  there  is  no  hazard  in 
connection  with  the  filtering  process  carried  on  in  this 
building,  said  process  being  a  wet  process. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  closed  circuit  system  with  a  station 
be  located  on  the  north  and  south  exits  on  each  story;  a 
10  in.  gong  be  installed  on  each  story  located  on  the  west 
wall  in  the  centre  of  the  building,  and  on  further  condi¬ 
tion  that  a  control  board  be  located  on  the  1st  story,  where 
it  will  be  free  from  moisture,  dust  and  mechanical  injury. 


29'6-22-S 

PETITIONER — Nathan  A.  Davis,  for  Sons  of  the  Revo¬ 
lution. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 146  and  148  West  55th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Nathan  A.  Davis. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD' — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Reville,  Kleinert  and  Moore  .  8 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendent  Brady  .  1 

Not  Voting:  Superintendent  McDermott  .  1 

THE  RESOLUTION: 

( 296-22-S ) 


Whereas,  Nathan  A.  Davis,  for  Sons  of  Revolution, 
owner,  filed,  Feb.  27,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  146  and  148  West  55th 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  31834- 
LD,  reads : 

“1.  Extend  the  interior  stairway  at  the  rear  of  No. 
146  building  from  the  2nd  story  to  the  3rd  story,  as 
per  section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  divided  into  two  sections  by  a  fore  and  aft  brick 
partition  wall,  25  ft.  by  94  ft.  in  area,  occupied,  1st  story, 
office  and  repair  of  wire  wheels,  4  persons ;  2nd  story,  re¬ 
pair  of  wire  wheels,  5  persons;  3rd  story,  studio,  8  per¬ 
sons  ;  the  means  of  egress  consisting  of  two  interior  stair¬ 
ways  in  each  section  in  the  1st  and  2d  stories,  one 
at  the  front  extending  from  the  1st  story  to  the  3rd  story, 
and  one  at  the  rear  from  the  1st  to  the  2nd,  enclosed  in 
wood  stud,  lath  and  plaster  partitions  with  wood  doors  at 
the  openings,  with  stair  and  scuttle  to  roof  in  hallway 
and  with  stationary  ladders  to  roof  through  skylights  in 
studios. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  door  openings  be  provided  in  the  party 
wall  on  the  2nd  story  landing  of  front  stairway,  protected 
by  self-closing  fireproof  door,  and  that  the  door  be  re¬ 
moved  from  the  scuttle  closet  leading  to  roof,  and  that  an 
exit  sign  be  placed  over  the  doorway. 


372-22-S 

PETITIONER — Richard  A.  Stacpoole,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 310-312  West  40th  street,  rear, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Richard  A.  Stacpoole. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution, 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Reville,  Kleinert, 
Moore  and  McDermott  .  10 
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Negative  . .  0 

Absent :  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Brady..  3 
THE  RESOLUTION : 

(372-22-S) 

Whereas,  Richard  A.  Stacpoole,  owner,  filed,  March 
11,  1922,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  310-312  West  40th  street,  rear,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  north  side  of 
building  and  the  openings  on  the  course  thereof  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following: 

“Windows  on  course  not  fireproof,  not  self-clos¬ 
ing. 

“Fire  escape  needs  scraping  and  painting. 

“Doors  to  balconies  at  least  2  ft.  by  6  ft.  not  pro¬ 
vided.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  50  ft.  by  25  ft.  in  area,  occupied,  iron  works, 
with  a  total  of  5  persons  above  the  1st  story;  the  means 
of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  3rd  story,  enclosed  in  wood  par¬ 
titions  with  wood  doors  at  the  openings ;  a  fire  escape 
on  the  rear  of  the  building,  with  gooseneck  ladder  to  roof 
and  stationary  stairs  to  yard;  and 
Whereas,  petitioner  contends  that  the  order  was  modi¬ 
fied  by  the  board  of  review  of  the  fire  department  Dec. 
4,  1919. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  occupancy  be  limited  to  5  persons 
above  the  1st  story  and  that  the  fire  escape  and  windows 
be  put  in  good  repair. 

3911-22-S 

PETITIONER— Edw.  F.  &  H.  O.  Sibbert,  owners. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 233  Water  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Edward  F.  Sibbert,  Jr. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Reville,  Kleinert,, 


Moore  and  McDermott  .  10 

Negative  .  0 


Absent :  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Brady.  3 
THE  RESOLUTION : 

(391-22-S) 

Whereas,  Edw.  F.  &  H.  O.  Sibbert,  owners,  filed,  March 
16,  1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  233  Water  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  16J4  ft.  by  63 ft.  in  area  in  the  1st  story  and 
16 1/2  ft.  by  591-2  ft.  in  area  above;  occupied,  1st  story,  wood 
cutting  machinery,  1  person ;  2d  story,  carpenter  work,  3 
persons;  3d  story,  fancy  wood  box  mfr.,  4  persons;  4th 


story,  fancy  wood  box  mfr.,  4  persons;  5th  story,  storage; 
the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  5th  story  enclosed  in 
wood  partitions  with  wood  doors  at  the  openings;  a  fire 
escape  on  the  rear  of  the  building  with  landing  on  exten¬ 
sion  roof  with  egress,  to  adjoining  roofs;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  the  present  conditions  as  to  use  and  occupancy 
remain  substantially  unchanged. 


397-22-tS 

PETITIONER — Joseph  Mitchell  for  Emidio  Mel  & 
Samuel  Were,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 256  West  23d  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Joseph  Mitchell. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD- — Granted  on  condition. 
CONDITIONS'- — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Reville,  Kleinert, 


Moore  and  McDermott  .  10 

Negative  .  o 


Absent :  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Brady.  3 
THE  RESOLUTION: 

(397-22-S) 

Whereas,  Joseph  Mitchell  for  Emidio  Mele  and  Samuel 
Were,  owners,  filed,  March  15,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of  the 
fire  commissioner,  affecting  premises  256  West  23d  street, 
Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
No.  31770- LD 

“1.  _  Enclose  the  interior  stairway  at  the  east  side 
of  building  *  * 

No.  31771-LD 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  *  * 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  25  ft,  by  90  ft.  in  area,  occupied,  basement  and  1st 
story,  printing,  10  persons;  2d  story,  birds,  3  persons;  3d 
story,  dress  mfg.,  12  persons;  4th  story,  dress  mfg.,  20 
persons;  5th  story,  coat  mfg.,  20  persons;  6th  story, 
jewelry,  25  persons;  7th  story,  jewelry  cases,  10  persons; 
the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  roof,  enclosed  in  metal 
covered  partitions  with  fire  doors  at  the  openings ;  a  fire 
escape  on  the  rear  of  the  building  with  landing  on  ex¬ 
tension  roof  and  egress  to  adjoining  extension  roofs  in 
the  1st  story  and  a  gooseneck  ladder  to  main  roof  of 
building;  and 

Whereas,  petitioner  contends  that  certain  alterations 
were  made  in  accordance  with  a  modification  granted  by 
the  chief  of  the  bureau  of  fire  prevention  and  that  the 
work  was  completed  and  the  order  dismissed;  and 

Whereas,  the  board  deemed  that  the  action  of  the 
chief  of  the  bureau  of  fire  prevention  of  June  10,  1919 
and  October  11,  1919,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
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condition  that  the  work  stipulated  in  the  recommendations 
of  the  chief  of  the  bureau  of  fire  prevention  be  complied 
with  and  that  the  petition  be  granted  only  so  long  as 
conditions  set  forth  in  such  action  remain  substantially 
unchanged. 


402-22-S 

PETITIONER — Nathan  Himowich,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in 
order  of  the  labor  department. 

PREMISES  AFFECTED— 14H143  Canal  Street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Murray  M.  Himowich. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Reville,  Kleinert, 

Moore  and  McDermott  . .  10 

Negative  .  0 

Absent:  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Brady.  3 

THE  RESOLUTION: 

(402-22-S) 

Whereas,  Nathan  Himowich,  owner,  filed,  March  17, 
1922,  a  petition,  with  the  -board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  141-43  Canal  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  additional  means  of  exit  from  each 
floor  of  building  remote  from  existing  exit.  How¬ 
ever,  if  fire  escape  at  present  on  building  is  made  to 
conform  with  the  requirements  of  the  Labor  Law 
and  the  rules  of  the  Department  of  Labor,  the  same 
may  be  accepted  as  such  means  of  exit.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
36  ft.  by  14  ft.  irregular  in  area,  occupied,  1st  story, 
salesroom,  2  persons ;  2d  story,  tailor,  1  person ;  3d  story, 
repairing  jewelry,  5  persons;  4th  story,  repairing  jewelry, 
5  persons;  5th  story,  repairing  jewelry,  4  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  roof,  enclosed  in  fireproof 
partitions  with  fireproof  doors  at  the  openings ;  a  fire 
escape  on  the  front  of  the  building;  and 
Whereas,  petitioner  contends  that  this  matter  was  held 
in  abeyance  by  the  board  of  review  of  the  fire  department, 
Sept.  20,  1918,  owing  to  small  size  of  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  occupancy  of  the  building  be  limited 
to  15  persons  above  the  1st  story. 


406-22-S 

PETITIONER— Frank  A.  Colby,  for  Winifred  Warren, 
Inc.,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 6  East  12th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Frank  A.  Colby. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— ‘Granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents)  Brady,  Reville, 


Kleinert,  Moore  and  McDermott  . -  11 

Negative  . .  0 

Absent:  Mr.  Holland  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  2 

THE  RESOLUTION : 

(406-22-S) 


Whereas,  Frank  A.  Colby,  for  Thomas  Snell,  owner, 
filed,  March  17,  1922,  a  petition  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  o f  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  6  East  12th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law. 

“2.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  Sections  273  and  274  of 
the  Labor  Law  and  the  rules  of  the  Board  of  Standards 
and  Appeals,  or  carry  out  a  proper  alternative  method 
of  complying  with  the  requirements  of  Section  271  of 
the  Labor  Law.  Note.—  Among  the  defects  noted 
on  this  fire  escape  are  the  following:  Stairway  between 
2d  and  3d  stories  not  60  degrees.  No  passageway  from 
termination  fire  escape  to  street.  Fire  escape  needs 
painting.” ; 

and  ...  ,  . 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height  25  ft.  by  66?4  ft.  in  area;  occupied,  basement,  work¬ 
room,  14  persons;  1st  story,  office  and  showroom,  2  per¬ 
sons;  2d  story,  fraternity,  5  persons;  3d  story,  studios,  2 
persons ;  4th  story,  studios,  2  persons ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  base¬ 
ment  to  the  4th  story  enclosed  in  wood  stud,  lath  and 
cement  plaster  partitions  with  kalameined  doors  at  the 
openings ;  a  fire  escape  on  the  rear  of  the  building  with 
stationary  stairs  to  yard  and  egress  from  yard  through 
basement  of  adjoining  premises ;  and 

Whereas,  petitioner  proposes  to  provide  60  degree  con¬ 
necting  stairways  between  balconies. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  1,  on  condition  that  a  double  rung  iron  ladder 
be  provided  in  the  top  story  hall  to  the  scuttle  in  the  roof 
and  as  to  Item  2,  to  accept  the  present  egress  from  yard 
as  sufficient  on  condition  that  the  order  be  complied  with 
in  all  other  respects. 


414-22-S 

PETITIONER— Frank  H.  Bulley,  for  May  H.  Bulley 
and  Lillie  H.  Crary,  owners.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 331  Adams  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Frank  H.  Bulley. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— ‘Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 
Kleinert,  Moore  and  McDermott  . 


Negative  . . . 

Absent :  Mr.  Holland  and  Deputy  Fire  Commis¬ 


sioner  Hannon 


11 

0 


THE  RESOLUTION : 

(414-22-S) 

Whereas,  Frank  H.  Bulley,  for  May  H.  Bulley  and 
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Lillie  H.  Crary,  owners,  filed,  March  18,  1922,  a  petition, 
with  the  board  of  standards  and,  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  affecting  premises  331  Adams 
street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  front  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  sections  273  and  274  of 
the  Labor  Law  and  the  rules  of  the  Board  of  Standards 
and  Appeals  *  *  *. 

NOTE  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
not  self-closing.  No  counterbalanced  stairway  to  street. 

“2.  Enclose  the  interior  stairway  at  the  westerly 
end  of  south  side  of  building  serving  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  pas¬ 
sageways  connecting  therewith  on  all  sides,  with  par¬ 
titions  of  fire  resisting  material  extending  continuously 
from  the  first  story  to  3  ft.  above  the  roof  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.,  4  ins.  by  95  ft.  in  area,  occupied,  2d  story, 
mfg.,  10  persons;  3d  story,  mfg.,  12  persons;  4th  story, 
mfg.,  29  persons ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  4th 
story  enclosed  in  wood  partitions  covered  with  fire  resist¬ 
ing  material  in  the  2d  story  with  fireproof  doors  at  the 
openings,  with  scuttle  and  ladder  to  roof,  a  fire  escape  on 
the  front  and  one  on  the  rear  of  the  building;  a  bridge 
in  the  3d  story  leading  to  adjoining  building  at  the  rear; 
a  stairway  leading  from  4th  to  3d  story  connecting  with 
the  bridge;  and 

Whereas,  petitioner  proposes  to  provide  a  counter¬ 
balanced  stairway  from  fire  escape  balcony  to  street. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stairway  in  the  rear  of  the  3rd  story  be 
enclosed  in  fire  retarded  partitions  with  self-closing  fire¬ 
proof  door  at  opening,  the  partition  to  be  carried  direct 
to.  the  rear  wall  on  the  3d  story  connecting  with  the  iron 
bridge  leading  to  adjoining  building;  and 

Resolved  further,  that  this  petition  be  granted  only  so 
long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


477-22-S 

PETITIONER — Philip  Lieberman,  for  Henry  Breslauer, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited-  in  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED — 148  Norfolk  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  John  S.  McCauley 


of  the  health  department. 

ACTION  OF  BOARD— Denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  [Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  11 

Absent:. Mr.  Holland  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  2 

THE  RESOLUTION: 

(477-22-S) 


Whereas,  Philip  Lieberman  for  Henry  Breslauer,  owner, 
filed,  March  31,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  department  of  health, 


affecting  premises  148  Norfolk  street,  Manhattan;  and 

Whereas,  the  decision  of  the  department  of  health  reads: 

“Referring  to  your  communication  of  March  22d, 
wherein  you  request  an  inspection  of  premises  148 
Norfolk  street,  N.  Y.,  for  the  purpose  of  issuing  sani¬ 
tary  certificates  for  the  cellar  bakery  located  thereat, 
I  would  state  that  there  seems  to  be  no  necessity  of 
making  such  re-inspection  as  the  cellar  bakery  does 
not  conform  with  the  requirements  of  the  New  York 
State  Labor  Law. 

“Your  request  therefore,  is  denied.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  100  ft.  in  area,  occupied  in  the 
cellar  as  a  bakery,  2  persons;  1st  story,  store,  2  persons; 
upper  stories,  apartments;  the  height  of  the  bakery  from 
the  floor  to  the  ceiling  being  7  ft.,  10  ins.,  the  ceiling 
being  10  ins.  below  the  curb,  the  means  of  ventilation  con¬ 
sisting  of  one  window  1  ft.  by  6  ft.  opening  to  yard 
over  oven. 

Resolved ,  that  the  decision  of  the  department  of  health 
be  affirmed  and  the  petition  be  and  it  hereby  is  denied. 


478-22-iS 

PETITIONER — Philip  Lieberman  for  Philip  Hatchi, 
lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED — 3620  Broadway,  Manhattan. 

APPEARANCES — 

For  Petitioner :  None. 

For  Administration:  Inspector  John  S.  McCauley 
of  the  health  department. 


ACTION  OF  BOARD — Denied.  1 
THE  VOTE— 

Affirmative :  .  q 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  ll 

Absent :  Mr.  Holland  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  2 

THE  RESOLUTION: 

(478-22-S) 


Whereas,  Philip  Lieberman,  for  Philip  Hatchi,  lessee, 
filed,  March  31,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  department  of  health, 
affecting  premises  3620  Broadway,  Manhattan;  and 

Whereas,  the  decision  of  the  department  of  health  reads: 

“Referring  to  your  communication  of  March  22d, 
wherein  you  request  an  inspection  of  premises  3620 
Broadway,  N.  Y.  C.,  for  the  purpose  of  issuing  sani¬ 
tary  certificates  for  the  cellar  bakery  located  thereat, 
I  would  state  that  there  seems  to  be  no  necessity  of 
making  such  re-inspection  as  the  cellar  bakery  does 
not  conform  with  the  requirements  'of  the  New  York 
State  Labor  Law. 

“Your  request  therefore,  is  denied.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  74  ft.  by  90  ft.  in  area,  occupied,  cellar, 
bakery,  1st  story,  ice  cream  parlor,  5  persons ;  upper 
stories  apartments;  the  height  of  the  cellar  from  the 
floor  to  the  ceiling  being  8:  ft.,  9  ins.,  the  ceiling  being 
10  ins.  above  the  level  of  the  curb,  the  means  of  ventilation 
consisting  of  two  windows,  5  ft.,  6  ins.  by  6  ft.,  6  ins., 
opening  on  Broadway,  this  floor  being  covered  with  an 
open  iron  grating. 

Resolved,  that  the  decision  of  the  department  of  health 
be  and  it  hereby  is  affirmed  and  the  petition  be  and  it 
hereby  is  denied. 
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MINUTES 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

1 12-22-S 

PETITIONER— Wm.  Ostrander. 

SUBJECT— A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  appliance. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  re-opened. 

THE  VOTE— 

Affrmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 


Moore  and  McDermott .  10 

Negative:  Superintendent  Kleinert  .  1 


Absent:  Mr.  Holland  and  Deputy  Fire  Com¬ 
missioner  Hannon  . 


465-22-S 

PETITIONER— Phister  Mfg.  Co. 

SUBJECT— Phister  One  Gallon  Fire  Extinguisher. 
APPEARANCES— 

For  Petition :  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  Wednesday,  May  31, 
1922,  at  2  p.  m.,  pending  report  from  fire  de¬ 
partment. 


744-21-S 

PETITIONER— William  J.  Gannon. 

SUBJECT— Approval  of  Safand  Shur  Fire  Extinguisher. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed  without  pre¬ 
judice. 

THE  VOTE—  „  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Martin,  Superintendents 
Brady,  Reville,  Kleinert  and  McDermott. .  8 

Negative:  Mr.  Kearney  . .  1 

Absent:  Messrs.  Beatty,  Holland,  Deputy  Fire 
Commissioner  Hannon  and  Superintendent 
Moore  .  4 


THE  RESOLUTION : 

(744-21-S) 

Whereas,  William  J.  Gannon,  for  the  Safand  Shur 
Chemical  Company,  filed,  July  12,  1921,  a  petition  with 
the  board  of  standards  and  appeals,  for  approval  of,  their 
device  known  as  the  “Safand  Shur  Fire  Extinguisher  ;  and 
Whereas,  this  device  was  submitted  to  the  fire  depart¬ 
ment  for  test  and  report ;  and  _  ,  .  ,  ,  .  , 

Whereas,  the  report  of  the  assistant  chief  of  the  depart¬ 
ment,  dated  May  2,  1922,  states  that  the  extinguisher  would 
be  a  useful  asset  in  garage  service  stations  and  motor 

vehicle  repair  shops,  etc.  ...... 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 

rvithout  prejudice. 


♦CORRECTION  OF  RULES. 

Correction  of  the  FIRE  ESCAPE  RULES,  recommend- 
I  to  the  Board  of  Standards  and  Appeals,  to  make  them 
inform  to  the  recodified  ^abor  Law,  to  read  as  follows: 
Rule  1.  In  any  building  erected  prior  to  October  1, 
)13  now  occupied  or  to  be  occupied  as  a  factory,  more 
ian’  five  stories  in  height  and  not  exceeding  nine  stones 
i  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
>  top  floor  level,  one  of  the  required  means  of  exit  or 


*In  line  6,  “79-B-l”,  changed  to  271-1 ; 
changed  to  273,  and  in  line  3  of  Rule  2, 

to  271-1. 


in  line  9,  “79-B-4”. 
“79-B-l”,  changed 


escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  com¬ 
ply  with  all  the  provisions  of  §273,  labor  law,  and  in  ad¬ 
dition  thereto : 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (J4)  inch  in  diameter,  spaced  not  more  than 
six  (6)  inches  on  centers,  or  of  substantial  grill 
work,  or  of  screening  not  less  than  No.  10  U.  S. 
gauge  wire  with  not  more  than  one  and  one-half  (1J4) 
inch  mesh,  all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be 
no  safe  means  of  egress,  a  gooseneck  ladder  shall  be 
provided  from  the  top  story  balcony  to  the  roof ; 

(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees ;  fire  win¬ 
dows  leading  to  balconies  may  be  at  window  sill  level  if 
fixed  steps  not  less  than  sixteen  (16)  inches  wide  are 
provided  on  the  inside  from  floor  level,  leading  thereto. 

(c)  Any  such  fire  escape  erected  subsequent  to  October 
1,  1913,  and  prior  to  these  rules  taking  effect,  unless 
previously  accepted  as  one  of  the  required  means,  of  exit 
or  escape  by  the  administrative  official  having  jurisdiction, 
shall  conform  in  every  respect  to  paragraph  (a)  of  this 
rule. 

Rule  2.  A  fire  escape  shall  not  hereafter  be  accepted 
as  constituting  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  labor  law,  in  any  build¬ 
ing  erected  prior  to  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height, 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
IBoulton,  Kerby  and  Kearney,  Superintend¬ 
ents  Reville,  Kleinert  and  Moore .  8 

Negative  . . . . . •••.•••••••••.••  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady  and  McDermott  .  5 

THE  RESOLUTION :  ,  .  ,  4 

Whereas,  the  board  of  standards  and  appeals  under  date 
of  July  2,  1918,  adopted  certain  rules  known  as  rules  for 
the  construction  and  maintenance  of  fire  escapes  in  accord¬ 
ance  with  provisions  of  section  79-B-l  and  79-B-4  of 
the  labor  law;  and 

Whereas,  since  said  date  the  labor  law  has  been  re-codi- 
fied  and  the  section  numbers  changed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  change  the  labor  law  section  numbers  referred  to  in 
the  fire  escape  rules  to  conform  to  the  recodified  labor  law. 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE” — “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Friday,  May  12,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
V\- inch  or  by  permission  of  the  Fire  Commissioner  ^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8^4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 


inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  ofi  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as: 
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(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  steam  line  with  a  1-inch  return. 

The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
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days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if1  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  andjn  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  Irom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  'above  the  roof 
except  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 


turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All  . 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  por  tion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 
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(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  story.  Where  intermediate  tanks 
are  provided  *he  fire  pump  shall  disenarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-pastes  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  ox  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided  ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have,  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient 
Buildings  having  frontage  on  more  than  one  street  shall 


have  a  siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  54  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  siamese  and  its  check  valve  there  shall  be  placed  either  a 
^-in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
54  -in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  354  in. 
x  354  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  54-in.  open  drip  without  valve 
or  cock,  or  a  54-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 54  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  254  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  54  in.  open  drip  extending  to  a  sink  or  a 
54  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  254  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

Tn  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 


539 


l 


PUBLIC  HEARING 


Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2J4  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  2^2-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
154  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2J4  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per¬ 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

•  ^utle  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu- 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  onlv)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2*4  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure^  reducers  shah  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2k2-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  30.  'BUILDINGS  IN  COURSE  OF  ERECTION. 
Tn  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 


shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  40.  PLACES  COVERING  LARGE  AREAS. 
1  ards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  Ripply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  41.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  supply  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  occupancies  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere,  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  (reinforced  concrete)  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
tc  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  42.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
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a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2^2  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2 54  in.  in  diameter. 

Rule  43.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall 
be  so  constructed  and  arranged  that  a  lowering  of  or 
decrease  in  the  quantity  of  water  in  the  standpipe  tank 
below  the  required  fire  line  reserve  shall  cause  an  alarm 
to  be  given  in  either  the  pump  room  or  engineer’s  room. 
(An  annunciator  shall  be  provided  in  connection  with 
the  alarm  system.)  The  high  and  low  tell-tale  electric 
connection  shall  be  so  constructed  that  it  will  not  be  af¬ 
fected  by  moisture  and  the  parts  shall  be  heavy  and 
rugged.  The  float  shall  be  of  copper. 

The  audible  signalling  device  for  high  and  low  water 
electric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  fully  enclosed  type  and  arranged  for 
conduit  installation,  the  same  to  be  operated  automatically 
by  the  gravity  tank  float  switch.  A  single  pole  double 
throw  knife  blade  switch  mounted  on  slate  or  porcelain 
base  for  high  and  low  signals,  also  single  pole  switch  or 
strap  key  to  test  gong  batteries  shall  be  installed  in  a 
metal  cabinet  with  a  self-closing  cover.  The  cabinet  shall 
be  arranged  for  conduit  installation  and  shall  be  located 
in  the  engineer’s  room  or  pump  room  where  it  will  be 
under  the  supervision  of  the  person  in  charge  of  the  stand¬ 
pipe  supply. 

All'  wiring  shall  be  installed  in  rigid  iron  conduits  and 
the  installation  shall  be  in  accordance  with  the  provisions 
of  Chapter  9  of  the  Code  of  Ordinances.  Energy  to  oper¬ 
ate  the  system  shall  be  supplied  by  approved  dry  or  wet 
batteries  or  shall  be  taken  from  the  110  volts  lighting 
service  of  the  premises.  When  batteries  are  used  to  oper¬ 
ate  the  system  they  shall  be  placed  in  an  approved  cabinet 
provided  with  a  lock  and  key  and  located  accessibly.  When 
the  system  is  connected  to  the  110  volt  lighting  service  a 
suitable  cut-out  shall  be  provided  and  it  shall  be  enclosed 
in  a  locked  or  sealed  metal  cabinet.  The  connection  to 
the  system  shall  be  the  first  connection  cn  the  house  side 
of  and  as  near  as  practicable  to  the  meter. 

Rule  44.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve ;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 


below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

A  flow  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  45.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  46.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  47.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  48.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 V2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

All  hose  outlet  valves  shall  be  of  the  double  disc  gate 
type  except  that  in  buildings  not  exceeding  4  stories  or 
50  ft.  in  height  angle  globe  valves  of  approved  fire  line 
type  may  be  installed  at  hose  outlets. 

Rule  49.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  3  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure*  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Gate  valves  shall  be  provided  with  a  drip  on  the 
down-stream  side  in  the  bottom  of  the  valve  to  prevent 
any  leakage  through  the  valve  from  entering  the  hose. 

8.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 


541 


PUBLIC  HEARING 


9.  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  line  type  angle  globe  valves  specifically  approved 
by  the  Fire  Commissioner  previous  to  the  adoption  of  these 
rules  may  be  used  but  shall  be  governed  by  the  restrictions 
prescribed  in  Rule 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 


tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  l/s  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 
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SUMMARY. 
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Requests  to  rescind  denied  .  0 
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This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  Special  Meeting  Board  of  Standards  and 
Appeals,  May  12,  1922. 

Minutes  of  Meeting  Board  of  Appeals,  May  16, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  May  16,  1922. 

Notice  of  Public  Hearing. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  May  23,  1922, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Wednesday,  May  31,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  ("either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E  Walsh,  Chairman. 
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DOCKET. 

Cased  Filed  Week  Ending  May  18,  1922. 


Cal.  No.  Department  Order  No. 

705-22-S . F.D . LD  35063 

704-22-A . B.B.B .  Viol.  707-1922 

703-22-S . F.D..  .  LD  29228 

702-22- A . F.D .  C  72254 

701-22-BZ . F.D.  . . .  C  9783 

700-22-S . F.D .  LD  34913 

699-22-A . F.D .  C  71945 

698-22-BZ . F.D.  NB  749-1921 

697-22-S . F.D .  LD  34983 

69 6-22- S . F.D . •  • . .  •  LD  34738 

695-22-BZ . B.B.B .  Alt.  3693-1922 

694-22-BZ . F.D . .  LC  71969 

693-22-A . F.D .  LF  34812 

692-22-A . IB'.B.B .  Alt.  1569-1922 

691-22-BZ . B.B.M .  NB  238-1922 

690-22- A . F.D.  •• .  NB  315-1922 

689-22-A . F.D .  NB  1218-1920 

688-22-S . F.D . Photo.  No.  2210-2211 

687-22-A . F.D .  723  7th  ave.,  Manhattan 

686-22- S . F.D .  LD  25036 

685-22-S . F.D,  .  Aooi;anCe 

684-22-S . • . F.D .  ..  T.D  28647 

683-22-S . F.D .  LD  35002 

682-22- S . F.D .  LD  34875 

681-22-A . F.D .  NB  104-1921 

Restored  to  Calendar. 

1433-18-S . F.D .  LD  70639 

811-19-S . F.D . LD  69890 

909-21-S . F.D .  LD  13048-13049-13050 


477-22-S . H.D . 148  Norfolk  st.,  Manhattan 


262-20-BZ . B.B.M . ! .  NB  84-1920 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday j  May  23,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1411-21-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Rexton  Realty  Co., 
owner. 

PREMISES — 32-34  West  25th  street,  Manhattan. 

TO  PERMIT  extension  of  time  in  which  to  complete  build¬ 
ing  which  was  partly  completed  before  passage  of 
zoning  resolution. 

448-22-BZ. 

APPLICANT— Russell  Huffman,  for  Lotty  Cantor,  owner. 

PREMISES — 64  West  52nd  street,  Manhattan.. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
premises  for  business  use. 

455-22-BZ. 

APPLICANT — Bly  &  Hamann,  for  Frank  C.  Meyer  Co., 
Inc.,  owner. 

PREMISES — 271-275  Lexington  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  extension  in  height 
to  a  factory  building. 

481-22-BZ. 

APPLICANT — Frank  Berg,  owner. 

PREMISES — 1555  East  15th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
three  car  garage. 

538-22-BZ. 

APPLICANT — Martin  J.  Fielder,  for  Andrew  Galbraith, 
owner. 

PREMISES — North  side  Austin  street,  80  ft.  west  of  Con¬ 
tinental  avenue,  Queens. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  two  story 
public  garage. 

1172-21-BZ. 

APPLICANT — Monte  London,  for  Patrick  C.  Meyers, 
owner. 

PREMISES — 4342  Broadway.  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  ga¬ 
rage. 

563-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Isaac  Kersten,  own¬ 
er. 

PREMISES — 2710-2730  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  cars. 
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1063-21-BZ. 

APPLICANT — Frank  P.  Keniston,  for  Samuel  Bernard. 

PREMISES — 41-43  Astoria  avenue,  northeast  corner  Pope 
street,  Queens. 

TO  PERMIT  in  a  business  district  the  conversion  of  the 
use  of  an  existing  building  to  the  use  as  a  motor 
vehicle  repair  shop. 

1672-21-BZ. 

APPLICANT — Augustine  Schiavone. 

PREMISES — 771  40th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  five  cars. 


BOARD  OF  APPEALS. 

Tuesday,  May  23,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

317- 22-A — 1200  39th  street,  Brooklyn. 

318- 22-A— 232-236  West  47th  street,  Manhattan. 

386- 22-A — 22  Queen  street,  Long  Island  City. 

387- 22-A — 22  Queen  street,  Long  Island  City. 

601-22-A — Northeast  corner  87th  street  and  88th  avenue, 

Woodhaven,  Queens. 

409- 22-A— 24-28  East  46th  street,  366  Madison  avenue, 

Manhattan. 

410- 22- A — 1037-43  Gates  avenue,  Brooklyn. 

411- 22-A — 1182-1184  Flushing  avenue,  365-369  Jefferson 

street,  Brooklyn. 

437-22-A— 331  Adams  street,  Brooklyn. 

441-22-A— 222-226  West  44th  street,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 

streets,  Brooklyn. 

424- 22-A — 73  Warren  street,  Manhattan. 

425- 22-A — 284-306  Saratoga  avenue,  Brooklyn. 

426- 22-A — 246-252  Skillman  street,  510  DeKalb  avenue, 

Brooklyn. 

404-22-A— 2237-2251  81st  street,  Brooklyn. 

535-22-A— 2237-2251  81st  street,  Brooklyn. 

654-22-A — 481-499  West  184th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build- 
building  zone  resolution,  Tuesday  morning,  May  23,  1922, 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

CAL.  NO.  1490-21-BZ— Application,  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attorneys,  on  be¬ 
half  of  Hill-Ware  Company,  Inc.,  own¬ 
er.  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars :  premises  3325-3339 
Park  avenue,  The  Bronx. 

cal.  no.  272-22-BZ — Application,  February  23,  1922,  under 
the  building  zone  resolution,  of  Stuard 
Hirschman,  applicant  and  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  of  a  public  garage  ;  premises  south¬ 
east  corner  Queens  Boulevard  and  Fisk 
avenue,  Winfield,  Queens. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 


the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  premises  19-21  Bar- 
row  street,  Manhattan. 

cal.  no.  1583-21-BZ — Application,  December  7,  1921,  under 
the  building  zone  resolution,  of  Han¬ 
nah  T.  Manning,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  two  metal  garages,  one 
for  two  cars  and  the  other  for  three 
cars;  premises  7  Clinton  Place,  The 
Bronx. 

cal.  no.  1394-21-BZ — Application,  November  15,  1921,  under 
the  building  zone  resolution,  of  Perfec¬ 
tion  Sales  Company,  applicant  and  les¬ 
see,  on  behalf  of  J.  Harris  Jones,  own¬ 
er,  to  permit  in  a  residence  district  the 
maintenance  of  a  motor  vehicle  repair 
shop ;  premises  2149-2159  Grand  Con¬ 
course,  The  Bronx. 

cal.  no.  374-22-BZ — Application,  March  13,  1922,  under  the 
building  zone  resolution,  of  Frank  M. 
Egan,  applicant,  on  behalf  of  Thomas 
Waters,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  of  a  busi¬ 
ness  building;  premises  1874-1878  Je¬ 
rome  avenue.  1-17  Mt.  Hope  Place, 
northeast  corner,  The  Bronx. 

cal.  no.  385-22-BZ — Application,  March  21,  1922,  under  the 
building  zone  resolution,  of  Erhard 
Djorup,  architect,  on  behalf  of  Lena 
Kravitz,  owner,  to  permit  in  a 
business  district  the  conversion  of  ex¬ 
isting  building  into  a  wet  wash  laun¬ 
dry;  premises  777  Tinton  avenue,  The 
Bronx. 

cal.  no.  423-22-BZ — Application,  March  2  1922,  under  the 
building  zone  resolution,  of  Otto  L. 
Spannhake,  architect,  on  behalf  of  An¬ 
ton  Bohaty.  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  extension  in 
height  to  an  existing  two  story  public 
garage;  premises  434  East  77th  street, 
433  East  76th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  23,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

340-22-S — 314-320  Grand  street,  Manhattan. 

306-22-S — 19  East  54th  street.  Manhattan. 

379-22-S — 38  West  34th  street,  Manhattan. 

398-22-S — 28  Beekman  street,  Manhattan. 

405-22-S — 98  Southern  Boulevard.  The  Bronx. 

418-22-S — 732  Broadway,  Manhattan. 

434-22-S— 13-15  Laight  street.  Manhattan. 

970-21-S — 21-41  John  street,  Brooklyn. 

443- 22-S — 22  Maiden  Lane,  Manhattan. 

444- 22-S — 131  Bowery,  Manhattan. 

454-22-S — 175-177  Powers  street,  Brooklyn. 

458-22-S — 455-465  West  street,  Manhattan. 

468-22-S — 105  East  28th  street,  Manhattan. 

480-22-S— 26  Cliff  street,  Manhattan. 

484-22-S — 8  West  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 
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PUBLIC  HEARING. 

Thursday,  May  25,  1922,  at  2  p.  m. 

NOTICE  IS  HEREBY  GIVEN  that  the  Public  Hear¬ 
ings  on  the  following  matter  has  been  adjourned  to  Thurs¬ 
day,  May  25,  1922,  at  2  p.  m. : 

281-22-S — Proposed  Rules  “Standpipe” — “Fire  Line.” 


CALL  OF  CLERK'S  CALENDAR. 

Wednesday,  May  31,  1922,  at  2  p.  tn. 

Building  Zone  Cases. 

407-22-BZ 

APPLICANT — John  M.  Weth,  owner. 

PREMISES — 213  McKinley  avenue,  Glendale,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  two  car  garage. 

476-22-BZ 

APPLICANT — Joseph  F.  Fisher,  owner. 

PREMISES — 10123  Ulth  street,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

485- 22-BZ 

APPLICANT — Elizabeth  G.  King,  owner. 

PREMISES — 2254  Hughes  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
five  car  garage. 

486- 22-BZ 

APPLICANT — Charles  Schaefer,  Jr.,  for  A.  &  M.  Brand 
Realty  Company,  owner. 

PREMISES — West  side  Charlotte  street,  10©  ft.  north 
of  Boston  road,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a 
store  building. 

492-22-BZ 

APPLICANT — Harold  L.  Young,  for  Isador  Dietelbaum, 
owner. 

PREMISES— 513-517  West  130th  street,  Manhattan. 

TO  PERMIT  the  erection  of  a  public  garage  within  200 
ft.  of  a  hospital. 

508-22-BZ 

APPLICANT— Holler  &  Kleinhenz,  for  Rellim  Realty 
‘Corp.,  owner. 

PREMISES — 789  St.  Marks  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  use  of  premises  for  business 
use. 

529- 22-BZ 

APPLICANT — Daniel  Santoro,  for  Joseph  Caruselle, 
owner. 

PREMISES — 29  First  street,  Tompkinsville.  Richmond. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

530- 22-BZ 

APPLICANT— Edward  M.  Adelsohn,  for  Anna  V.  Wing, 
owner. 

PREMISES — 489-493  Sterling  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
public  garage. 

539-22-BZ 

APPLICANT* — Emilie  Prentice,  owner. 

PREMISES1 — 1717  Centre  street,  Evergreen,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
two  car  garage. 

553-22-BZ 

APPLICANT — Samuel  Cohen,  for  County  Holding  Co., 
owner. 

PREMISES — 27  West  35th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  use  in  excess  of 
25  per  cent,  limitation  for  factory  use. 


599-22-BZ 

APPLICANT— Matthew  W.  Del  Gaudio,  for  Rosina 
Poraggio,  owner. 

PREMISES — 2420-2422  Hoffman  street,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  maintenance  of  a  garage 
and  light  manufacturing  building. 

295-22-BZ 

APPLICANT — Ezra  P.  Mott,  for  Ernest  Hawkins,  owner. 

PREMISES — Southeast  corner  Jerome  avenue  and  Spruce 
street,  Richmond  Hill,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  pub¬ 
lic  garage. 

262-20-BZ 

APPLICANT — Cronenberg  &  Leuchtag,  architects,  for 
West  48th  Street  Realty  Co.,  owner. 

PREMISES — 255-259  West  43d*  street,  680-086  8th  avenue, 
northeast  corner  8th  avenue  and  West  43d  street, 
Manhattan. 

TO  PERMIT  in  a  business  use  district,  and  a  two  times 
height  district,  and  a  one  and  a  half  times  height 
district,  the  erection  of  a  hotel  exceeding  the 
height  limitation  provided  by  the  building  zone 
resolution. 


BOARD  OF  APPEALS. 

Wednesday,  May  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

28-22-A — 3266  Ely  avenue.  The  Bronx. 

268-22-A — 469  Fifth  avenue,  Manhattan. 

316-22-A — 2  Park  avenue,  Brooklyn. 

344-22-A — 51  Boerum  street,  Brooklyn. 

649-21-A — 295-303  Vernon  avenue.  L.  I.  C.,  Queens. 
384-22-A — 17  Warren  street,  Manhattan. 

377-22-A— 211  West  125th  street,  Manhattan. 

463- 22-A — 135  8th  avenue.  Long  Island  City. 

399-22-A — 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

442-22-A — 321-343  West  54th  street,  Manhattan. 

451-22-A — 363  East  149th  street.  The  Bronx. 

456-22-A — 47-49  Mer'cer  street,  Manhattan. 

464- 22-A — 438-440  East  72nd  street,  Manhattan. 

467-22-A — Foot  of  Stagg  street  and  Newtown  Creek, 
Brooklyn. 

574-22-A — East  side  Provost  street,  200  ft.  north  of  India 
street,  Brooklyn. 

624-22-A — 344  East  40th  street,  699  First  avenue,  Manhat¬ 
tan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Wednesday  morning,  May  31,  1922, 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  70-22-BZ— Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
public  garage ;  premises  northeast  cor¬ 
ner  33rd  street  and  Roosevelt  avenue, 
Elmhurst,  Queens. 

CAL.  NO.  376-22-BZ— Application,  March  14,  1922,  under  the 
building  zone  resolution,  of  Otto  C.  H. 
Maydag,  architect,  on  behalf  of  Emil 
Reineking,  owner,  to  permit  partly  in  a 


546 


CALENDAR 


business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage;  premises  352  Pine  street, 
Brooklyn. 

cal.  no.  438-22-BZ — Application,  March  24,  1922,  under  the 
building  zone  resolution,  of  Burke  & 
Olsen,  architects,  on  behalf  of  Annie 
Wenig,  owner,  to  permit  in  a  business 
district  the  conversion  of  existing 
building  into  a  public  garage;  premises 
6402-6406  Fourth  avenue,  Brooklyn. 

cal.  no.  461-22-BZ — Application,  March  29,  1922,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  partly  in  a  business 
district  and  partly  ,  in  a  residence  dis¬ 
trict  the  erection  of  a  Central  Tele¬ 
phone  Exchange  Building;  premises 
7701-7713  Third  avenue,  302-318  77th 
street,  Brooklyn. 

cal.  no.  462-22-BZ — Application,  March  29,  1922,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  Central  Tele¬ 
phone  Exchange  Building;  premises 
2365  Tiebout  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  May  31,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

463-22-A — 135  8th  avenue,  Long  Island  City. 

256-22-S — 103-105  West  24th  street,  Manhattan. 
1433-18-S — 6-8  West  20th  street,  Manhattan. 

811-19-S — 12  West  40th  street,  Manhattan. 

909-21-S — 646-648  Sixth  avenue,  Manhattan. 

477-22-S — 148  Norfolk  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S — Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S" — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 

465-22-S — Phister  One  Gallon  Fire  Extinguisher,  approval 

of. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


BOARD  OF  APPEALS. 

Tuesday,  June  6,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

1608-22-A — 1600  Broadway,  Manhattan. 

166-22-A — 203-205  East  76th  street,  Manhattan. 

274-22-A — 207  East  51st  street,  Manhattan. 

358-22-A — 57-59  William  street,  Manhattan. 

383-22- A — 1953  Dean  street,  Brooklyn. 

396-22-A — 511-519  West  21st  street,  510-514  West  22nd 
street,  Manhattan. 

428-22-A — 422  East  160th  street,  The  Bronx. 

435-22-A — 83-85  Park  Place,  Manhattan. 

457-22-A — 204-206  Varet  street,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A— Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22-A— Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  6,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

375-22- S — 9-13  Walker  street,  Manhattan. 

452-22-S— 363  East  149th  street,  The  Bronx. 

472- 22-S — 508  6th  avenue,  Manhattan. 

494-22- S — 880  Broadway,  Manhattan. 

496-22- S — 302  West  37th  street,  Manhattan. 

503-22-S — 12  West  50th  street,  Manhattan. 

520-22-S — 39  Vesey  street,  Manhattan. 

522- 22-S — 130  West  23rd  street,  Manhattan. 

523- 22-S — 121  East  112th  street,  Manhattan. 

537-22-S — 285-291  Mott  street,  Manhattan. 

359-22-S — 243-245  Pearl  street,  Manhattan. 

3 64-22- S — 26  Bond  street,  Manhattan. 

433-22- S — 368  Pearl  street,  Manhattan. 

466-22- S — 64  South  Washington  Square,  Manhattan. 

473- 22- S— 126-128  West  32d  street,  Manhattan. 

479-22- S — 132  East  23d  street,  Manhattan. 

487-22- S — 638  East  12th  street,  Manhattan. 

5 01 -22- S^ — 285  21st  street,  Brooklyn. 

509-22-S — 71-73  Fourth  avenue,  Manhattan. 

513-22-S — 26  Beekman  street,  18  Spruce  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  June  13,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
490-22-A — 524  16th  street,  Brooklyn. 

502-22-A — 482-504  Driggs  avenue,  Brooklyn. 

504- 22-A — 71-73  Nassau  street,  Manhattan. 

505- 22-A — 71-73  Nassau  street,  Manhattan. 
515-22-A — 710  East  14th  street,  Manhattan. 
521-22-A — 53-55  Fifth  avenue,  Manhattan. 
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536-22-A— 102-104  Fulton  street,  Manhattan. 
217-22-A — 122-132  Columbia  street,  Brooklyn. 

3 19-22- A — 405-425  Greenpoint  avenue,  Brooklyn. 
368-22-A — 449-451  Water  street,  Manhattan. 
482-22- A — 97  Burgher  avenue,  Richmond. 
510-22-A — 371  Pearl  street,  Manhattan. 

514-22-A — 373  Pearl  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  June  13,  1922,  at  2  p.  in. 

Petitions  for  Variations. 

519-22-S— 14-16  East  33d  street,  Manhattan. 

544-22- S — 42  East  21st  street,  Manhattan. 

6  50-22- S — 200  East  23  d  street,  Manhattan. 

551- 22- S' — 385  Sixth  avenue,  Manhattan. 

552- 22- S— 141-147  East  125th  street,  Manhattan. 

580-22- S— 20  West  39th  street,  Manhattan. 

585-22-S — 46  East  14th  street,  Manhattan. 

594-22-S — 9  East  54th  street,  Manhattan. 

597-22-S — 117-121  Canal  street,  4  Sullivan  street,  Man¬ 
hattan. 

600-22- S — 632  Hudson  street,  Manhattan. 

607-22-S— 15-17  West  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

680-22-S* — Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22- S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday ,  June  20,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

5 54-22- A — 80  Nassau  street,  Manhattan. 

560-22-A — 229  Borden  avenue,  Long  Island  City,  Queens. 
562-22-A— 615  West  57th  street,  Manhattan. 

565-22- A — 59-61  Wall  street,  Manhattan. 

569- 22-A — 51-61  Attorney  street,  173-177  Delancey  street, 

Manhattan. 

570- 22-A— 199-20il  North  Henry  street,  Brooklyn. 

571- 22- A — 9-19  Ninth  avenue,  Manhattan. 

572- 22-A— 413  East  83d  street,  Manhattan. 

573- 22- A— 21-23  Burling  Slip,  Manhattan. 

577-22-A — 13-23  Corlears  street,  Manhattan. 

583-22-A— 100-110  Bridge  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  20,  1922,  at  2  p.  m. 

Appliances  Installed  Pending  Approval. 
1278-21-S — Hammel  Oil  Burner,  approval  of. 

422-22-S — Quimby  Pumps,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  27,  1922,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

5 84-22- A — 46  East  14th  street,  49  East  13th  street,  Man¬ 
hattan. 

586-22-A — 456  West  Broadway,  Manhattan. 

589- 22-A— 155  East  38th  street,  Manhattan. 

590- 22-A— 106-108  Fulton  street,  Manhattan. 


592- 22-A— 447-463  Pierce  avenue,  Long  Island  City, 

Queens. 

593- 22- A— 125-129  East  12th  street,  130-132  East.  13th 

street,  Manhattan. 

595-22- A— Block  bounded  by  138th  street,  Locust  avenue, 
137th  street  and  East  River,  The  Bronx. 

612-22-A — 440  Water  street,  Manhattan. 

614-22-A— 102-104  Fulton  street,  Manhattan. 

616-22-A — 8883  Van  Wyck  avenue,  Queens. 

673-22-A— Southeast  corner  187th  street  and  Ryer  ave¬ 
nue,  The  Bronx. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday.  June  30,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21- A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  July  14,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19- A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 
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883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

88G-19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 


273-20-A — Pier  19,  East  River,  foot  of  Clark  street, 
Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


NOTICE 


NOTICE  IS  HEREBY  GIVEN  that  inasmuch  as  Tuesday,  May  30th,  1922,  is  a  legal  holiday,  the  regular  meet¬ 
ings  of  the  Board  of  Appeals  and  the  Board  of  Standards  and  Appeals  will  be  held  on  Wednesday,  May  31,  1922, 
at  10  a.  m.  and  2  p.  m.,  respectively. 

The  Call  of  the  Clerk’s  Calendar  will  be  on  Wednesday,  May  31,  1922,  at  2  p.  m. 

* 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  MAY  12,  1922. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby,  Fire  Chief  Martin,  Superintendents  Brady 
and  Reville. 

(281-22-S) 

SUBJECT — Proposed  Rules  Governing  Fire  Extinguishing 
Appliances:  Standpipe,  Fire  Line. 
APPEARANCES — Chief  Hayes  and  Inspector  Gilroy  of 
the  fire  department,  Alexander  C.  MacNulty,  repre¬ 
senting  the  Real  Estate  Board  of  New  York,  John 


H.  Derby,  representing  American  Fire  Prevention 
Bureau,  W.  G.  La  Compte,  representing  Jenkins 
Bros.,  H.  J.  M.  Howard,  Julius  Eckert,  represent¬ 
ing  Marc  Eidlitz  &  Son,  William  T.  Ropes,  Michael 
Reidy,  Peter  C.  Spence,  Charles  B.  Meyers,  F. 
Mathesius,  Jr.,  and  Howard  L.  Stanton,  Chief 
of  the  fire  department  of  Norwich,  Conn. 

ACTION  OF  THE  BOARD — Public  hearing  adjourned 
to  Friday,  May  19,  1922,  at  2  p.  m. 


Adjourned  5:15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  16,  1922. 

Present: — Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  oi  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  May  9,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  20,  Vol.  YU. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

2  93 -22- A. 

APPELLANT — Charles  H.  Eckert,  for  Julius  A.  Zibell, 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED— 275  Water  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Charles  H.  Eckert. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby 

and  Fire  Chief  Martin  .  4 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  .  3 

Absent  .  0 

THE  RESOLUTION : 

(293-22-A) 

Whereas,  Charles  H.  Eckert,  for  Julius  A.  Zibell,  own¬ 
er,  filed,  February  27,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  275  Water  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2}4-inch  regulation  Fire  De¬ 
partment  outlets  on  each  story.  *  * 
and  .  . 

Whereas,  the  building  is  fireproof,  8  stories  in  height, 
23  ft.  by  71  ft.  in  area,  occupied,  1st  story,  office  and 
light  mfg.,  3  persons;  2nd  story,  office  and  printing,  5 
persons;  3rd,  4th  and  8th  stories,  office  and  printing, 
5,  2  and  6  persons,  respectively ;  5th  story,  offices,  2  per¬ 
sons ;  6th  story,  pattern  makers  supplies,  6  persons;  7th 
story,  experimental  models,  6  persons ;  and 

Whereas,  appellant  contends  that  the  building  is  only 
88  ft.  in  height. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


381-22-A. 

APPELLANT— R.  R.  Nevins,  for  Russell  M.  Johnston. 
SUBJECT— Appeal  from  an  order  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED— 105-107  Nassau  street,  25-27- 
29  Ann  street,  Manhattan. 

APPEARANGES— 

For  Appellant:  Richard  R.  Nevins. 

For  Administration:  Inspector  Maher,  <of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE — 

Affirmative  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . .  •  '7 

Absent  .  0 

THE  RESOLUTION: 

(381-22-A) 

Whereas,  R.  R.  Nevins,  for  Russell  M.  Johnston,  et  al., 
owners,  filed,  March  15,  1922,  an  appeal,  with  the  board 


of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  1U5-107  Nassau  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Provide  a  non-automatic  sprinkler  system  in 
cellar,  arranged  and  equipped  as  provided  in  the  rules 
for  fire  extinguishing  appliances  adopted  by  the  Board 
of  Standards  and  Appeals.  *  * 

and 

VVhereas,  the  building  is  non-fireproof,  five  stories  in 
height,  34  ft.  9  in.  by  70  it.  in  area,  occupied,  cellar,  storage; 
1st  story,  stores ;  2nd  story,  billiard  parlor,  5  persons ;  3rd 
story,  novelty  dealer,  2  persons;  4th  story,  jewelry  box 
maker,  3  persons;  5th  story,  jewelry  manufacturer,  12  per¬ 
sons  ;  and 

Whereas,  the  appellant  contends  that  the  present  oc¬ 
cupancy  terminates  on  May  1,  1923,  and  that  the  present 
building  will  be  torn  down  and  a  new  building  erected, 
and  that  they  propose  to  install  a  new  automatic  fire 
alarm  in  the  basement. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


336-22  A. 

APPELLANT — John  R.  Anderson,  for  Radella  Company, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commission¬ 
er.  \ 

PREMISES  AFFECTED — 236  Empire  Boulevard,  Brook¬ 
lyn. 

APPEARANCES— 

F"or  Appellant:  None. 

For  Administration:  Inspector  Ort  of  fire  de¬ 


partment. 

ACTION  OF  BOARD' — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

(Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  .  0 


THE  RESOLUTION: 

(336-22nA) 

Whereas,  John  R.  Anderson,  for  Radella  Company,  own¬ 
er,  filed,  March  1st,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  236  Empire  boulevard,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  standpipe  equipment  as  per  Chap.  5, 
Art.  28,  C.  of  O.,  1916.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  280  ft.  by  100  ft.  in  area;  occupied  as  a  roller 
skating  rink,  500  persons ;  there  are  sixteen  exit  doors  on 
Empire  boulevard ;  and 

Whereas,  appellant  proposes  to  make  a  two-inch  con¬ 
nection  to  the  water  main  on  Empire  boulevard,  there  be¬ 
ing  a  pressure  of  thirty-five  pounds  and  to  provide  a  two 
and  a  half-inch  line  along  into  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


242-22-A. 

APPELLANT— R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 556  Kent  avenue,  Brooklyn 
(Nassau  Gas  Works). 

APPEARANCES — 

For  Appellant:  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1922,  pend¬ 
ing  inspection. 
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243-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — '2nd  avenue,  bounded  by  Go- 
wanus  Canal,  11th  and  12th  streets,  Brooklyn 
(Metropolitan  Gas  Works). 

APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1922,  pend¬ 
ing  inspection. 


244- 22-A. 

APPELLANT — R.  W.  'Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner 

PREMISES  AFFECTED— S.  S.  Maspeth  avenue  92  ft. 
Easit  Vandervoort  avenue,  Brooklyn.  (Equity  Gas 
Works.) 

APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1922,  pend¬ 
ing  inspection. 

245- 22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — Nevins  street,  bounded  by 
Douglass  street,  3rd  avenue  and  Degraw  street, 
Brooklyn.  (Fulton  Gas  Works.) 
APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1922,  pend¬ 
ing  inspection. 

342-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — ‘Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED^ — 556  Kent  avenue,  'Brooklyn. 
(Nassau  Gas  Works.) 

APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1922,  pend¬ 
ing  inspection. 


343-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED^ — 433  Hoyt  street,  Brooklyn. 

(Citizens  Gas  Works.) 

APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD) — Laid  over  to  June  6,  1922,  pend¬ 
ing  inspection. 

459-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner 
PREMISES  AFFECTED — Kent  avenue,  from  No.  11th 
street  to  No.  12th  street,  East  River,  Brooklyn. 
APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  'BOARD — Laid  over  to  June  6,  1922,  pend¬ 
ing  inspection. 


•649-21-A. 

APPELLANT — White  Construction  Co. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED  —  295-303  Vernon  avenue, 
Queens. 


APPEARANCES— 

For  Appellant:  L.  R.  Bertine  and  G.  Edward 
Escher. 

For  Administration:  Inspector  Ort,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at  10 
a.  m.,  for  submission  of  detailed  proposition. 

1437-21-A. 

APPELLANT — Louis  C.  Tiffany  Furnaces,  Inc. 
SUBJECT — Appeal  from  an  order  of  the  fire  commission- 

PREMISES  AFFECTED — West  side  of  Luydig  place 
from  Kingsland  avenue  to  Hunt  street,  Borough 
of  Queens. 

APPEARANCES— 

For  Appellant:  A.  G.  Nash. 

For  Administration:  Inspector  Ort,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative— Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  . • .  0 

THE  RESOLUTION : 


(1437-21-A) 

Whereas,  Louis  C.  Tiffany  Furnaces,  Inc.,  owner,  filed, 
November  22,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
west  side  of  Luydig  place,  from  Kingsland  avenue  to  Hunt 
street,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  for  the  use  and  storage  of  fuel 
oil,  soda  nitrates,  etc.,  shows  that  the  following  must 
be  done  before  the  permit  requested  by  you  can  be 
issued : 

“1.  Remove  all  fuel  oil  from  the  storage  tank  and 
discontinue  the  further  storage  of  fuel  oil  on  the 
premises  for  the  reason  that  the  said  storage  of  fuel 
oil  is  not  in  accordance  with  the  rules  governing  the 
storage  and  use  of  same,  adopted  by  the  Board  of 
Standards  and  Appeals,  November  6,  1919,  and  effect¬ 
ive  December  1,  1919.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  L.  C.  Tiffany  Furnaces, 
Inc.,  glass  manufacturers,  there  being  a  fuel  burning  in¬ 
stallation,  with  a  tank  of  10,000  gals,  capacity  placed  under¬ 
ground,  the  tank  being  covered  at  top  by  a  6-in.  reinforced 
concrete  arch ;  and 

Whereas,  appellant  further  contends  that  this  installa¬ 
tion  has  been  in  operation  for  the  past  28  years  and  is  used 
for  industrial  purposes;  and  that  permits  have  been  issued 
previously  by  the  fire  commissioner. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  oil  stored  and  used  be  con¬ 
fined  to  manufacturing  process;  that  the  storage  capacity 
be  not  increased  nor  the  flashpoint  of  the  oil  reduced;  and 
that  the  appeal  be  granted  only  so  long  as  conditions  re¬ 
main  substantially  unchanged. 

21 1-22-A 

APPELLANT — L.  Kellerman,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED — 1399  Gates  avenue,  Brooklyn 
APPEARANCES— 

For  Appellant:  Nathan  Elkin. 

For  Administration :  Inspector  Liebermann,  of  the 
fire  department. 
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ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Ker¬ 
by  .  3 

Negative:  Chairman  Walsh,  Messrs.  Holland, 

Kearney  and  Fire  Chief  Martin  .  4 

Absent  .  0 

THE  RESOLUTION : 

(211-22-A) 


Whereas,  Louis  Kellerman,  owner,  filed,  February  20, 
19i22,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  1399  Gates  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“Section  480,  Chapter  5,  Code  of  Ordinances,  pro¬ 
vides  that  no  permit  shall  be  issued  for  a  garage  in  a 
building  of  frame  construction  within  the  fire  limits. 

“You  are,  therefore,  ordered  to 

“1.  Remove  all  motor  vehicles  the  fuel  tanks  of 
which  are  not  empty  and  discontinue  the  use  of  prem¬ 
ises  as  a  garage.”; 

and 

Whereas,  the  building  is  of  frame  construction,  3  stories 
in  height,  25  ft.  by  45  ft.  in  area,  occupied  as  a  bakery, 
store,  garage  for  one  pleasure  car  and  dwelling;  and 

Whereas,  the  appellant  contends  that  the  premises  in 
question  were  used  as  a  garage  prior  to  March  30,  1915,  and 
has  submitted  affidavits  to  that  effect  and  that  the  portion 
of  the  premises  where  the  car  is  stored  is  separated  from 
the  remainder  of  the  building  by  metal  covered  partitions. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed ,  and  the  appeal  be  and  it  hereby 
is  denied. 


3 18-22- A. 

APPELLANT — Arthur  J.  Morgan,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED1 — 232-236  West  47th  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1922,  at  10 
a.  m. 


344-22-A. 

APPELLANT— Morris  Needle. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED^-51  Boerum  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at  10 
a.  m. 


369.-22- A 

APPELLANT — R.  L.  Minzie,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED) — 82  Pierrepont  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  William  Flannagan  and  R.  A. 
Minzie. 

For  Administration:  Inspector  Liebermann,  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty.  Boulton  and  Kerby  3 
Negative :  Chairman  Walsh,  Messrs.  Holland, 


Kearney  and  Fire  Chief  Martin  .  4 

Absent  .  0 

THE  RESOLUTION: 

(362-22-A) 


Whereas,  R.  L.  Minzie,  owner,  filed,  March  10,  1922, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  82  Pierrepont  street, 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads : 
“With  reference  to  your  application,  dated  Septem¬ 


ber  8,  1921,  for  a  permit  to  maintain  a  garage,  at  the 
above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  a  permit  for  the  reason: 

“No  permit  shall  be  issued  for  a  garage  in  a  build¬ 
ing  occupied  by  more  than  two  families.  Violation  of 
Sec.  154,  Ch.  10,  Code  of  Ord. 

“You  are  therefore  ordered  to  remove  all  automo¬ 
biles  from  the  premises  and  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  and  basement  in  height,  37  ft.  6  in.  by  65  ft.  in 
area  in  the  1st  story  and  37  ft.  6  in.  by  59  ft.  in  area  above, 
occupied  as  a  one-family  dwelling  and  boarding  house,  the 
rear  of  the  1st  story  occupied  as  a  private  garage  for  one 
car ;  and  the  garage  having  an  entrance  from  Henry  street 
and  being  separated  from  dwelling  portion  by  fireproof 
walls  and  ceiling;  and 

Whereas,  appellant  contends  that  a  certificate  of  occu¬ 
pancy  was  granted  for  this  use  by  the  superintendent  of 
buildings  on  November  26,  1919. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 

404-22-A. 

APPELLANT— 'Connolly,  Roth  and  Mayer. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 2237-2251  81st  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  George  W.  Olvany  and  Chester 
Mayer. 

For  Administration:  None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1922,  at  10 
a.  m. 


470-22-A. 

APPELLANT — Frederick  W.  Moore. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 327-335  East  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Frederick  W.  Moore. 

For  Administration:  Inspector  Ort,  of  the  fire 
department 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kear¬ 


ney,  Kerby  and  Fire  Chief  Martin  .  5 

Negative:  Chairman  Walsh  and  Mr.  Holland  2 

Absent  .  0 

THE  RESOLUTION: 

(470-22-A) 


Whereas,  Frederick  W.  Moore,  for  No.  329  East  29th 
St.,  Corporation,  owner,  filed,  March  30,  1922,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  327-335  East  29th  street, 
Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  reads: 

“1.  Due  to  the  nature  of  the  various  occupancies 
throughout  this  factory  building,  the  construction  and 
installation  of  a  celluloid  vault  may  not  be  permitted.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  10 
stories  in  height,  101  ft.  3  in.  by  84  ft.  6  in.  by  92  ft.,  ir¬ 
regular  in  area,  at  present  occupied  as  an  office  and  ware¬ 
house,  equipped  with  a  sprinkler  system,  with  a  10,000  and 
7,000  gals,  gravity  and  pressure  tank;  the  means  of  egress 
consisting  of  two  fireproof  stairways  extending  from  the 
1st  story  to  the  roof,  and  an  exterior  iron  stairway  in  the 
rear,  with  passage  to  street,  and  a  fire  escape  on  the  front 
of  the  building;  and 
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Whereas,  it  is  proposed  to  occupy  the  building  as  a  fac¬ 
tory,  with  not  more  than  200  persons  in  the  entire  building 
and  to  install  a  celluloid  vault  on  the  7th  story,  the  vault 
to  be  of  500  cu.  ft.  capacity,  with  12-in.  terra  cotta  walls, 
vented  and  sprinklered,  with  fireproof  doors  at  the  open¬ 
ings. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  hereby  is 
granted  on  condition  that  the  storage  of  the  celluloid  be 
confined  to  the  vault  and  limited  to  2,000  pounds;  that  the 
vault  be  equipped  with  sprinkler  heads,  steel  shelving,  and 
vented  to  the  outside  air  in  accordance  with  the  rules  and 
regulations  of  the  fire  department,  and  that  the  appeal  be 
granted  so  long  as  conditions  remain  exactly  unchanged. 


638-22-A. 

APPELLANT' — C.  S.  Winston,  for  Dr.  Franz  Koempel, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED1 — >10  St.  Nicholas  place,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Charles  S.  Winston  and  Wm.  C. 
Brown. 

For  Administration:  Inspector  Ort,  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION: 


(638-22-A) 

Whereas,  C.  S.  Winston,  for  Dr.  Franz  Koempel,  own¬ 
er,  filed,  May  8,  1921,  an  appeal  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  10  St.  Nicholas  place,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  reads: 

“5.  Portion  of  building  where  fuel  oil  equipment 
is  located  must  be  isolated  from  the  rest  of  the  build¬ 
ing  that  in  case  of  fire,  *  *  * 

“10.  Show  an  approved  antisyphon  system. 

“11.  Complete  details  showing  material  and  con¬ 
struction  of  pumps,  its  valves,  etc.,  must  be  filed.  Pumps 
must  comply  with  provisions  of  Rule  13.  Pumps  must 
be  of  a  type  approved  by  the  Board  of  Standards  and 
Appeals.  By-pass  valve  is  required  by  rules. 

“13.  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  and  basement  in  height,  59  ft.  10  in.  by  38  ft.  in 
area,  occupied  as  a  one-family  dwelling,  it  being  proposed 
to  install  an  oil  burning  equipment,  the  Nokol  Automatic 
Heater,  the  steam  boiler  to  be  located  in  the  cellar  in  a 
room  18  ft.  by  10  ft.  enclosed  in  walls  of  brick,  the  ceil¬ 
ing  to  be  covered  with  sheet  metal ;  and 

Whereas,  appellant  contends  that  the  construction  of 
this  room  will  meet  all  requirements  and  that  in  regard 
to  the  anti-syphon  system,  the  anti-syphoning  is  accomplished 
by  a  2-inch  vent  pipe  line  between  the  pump  and  the  55- 
gallon  tank,  the  only  pump  will  be  a  hand  pump;  and 
Whereas,  appellant  contends  that  the  apparatus  con¬ 
forms  to  the  fuel  oil  rules. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  hereby  is 
granted  on  condition  that  the  portion  of  the  building 
wherein  the  fuel  oil  equipment  is  located  shall  be  fire- 
retarded  and  that  any  openings  thereto  shall  be  protected 
with  self-closing  fireproof  doors;  that  the  installation  other¬ 
wise  shall  be  in  accordance  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals,  and  that  the  granting  of 
this  appeal  carries  with  it  the  approval  of  the  burner  and 
pump  for  installation  on  these  premises. 


2 14 -22 -A 

APPELLANT— P.  A.  Frasse  &  Co. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings,  of  Manhattan. 

PREMISES  AFFECTED — 417-421  Canal  street,  4  Sulli¬ 
van  street,  northwest  corner,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 


24 8 -22- A. 

APPELLANT — Ferncliffe  Realty  Company. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 237  Mercer  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  . . .  7 

Negative  . 0 

Absent  .  0 


531-22-A. 

APPELLANT— T.  A.  Digan. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 100  19th  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  IBOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  . . .  7 

Negative  . -. .  0 

Absent  .  0 


BUILDING  ZONE  CASES. 

106-22-BZ. 

APPLICANT — John  J.  Behan,  for  New  Dorp  Coal  Corp., 
owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  coal  pocket  and  silos. 

PREMISES  AFFECTED— East  side  5th  street,  near  Sea- 
view  avenue,  New  Dorp,  Richmond. 
APPEARANCES— 

For  Applicant:  Thomas  F.  Cosgrove  and  John  J. 
Behan. 

For  Opposition:  Henry  W.  Bridges. 

ACTION  OF  BOARD — Report  of  committee  adopted 
and  the  application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(106-22-BZ) 

Whereas,  John  J.  Behan,  for  New  Dorp  Coal  Corp., 
owner,  filed,  January  25,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  of  silos,  conveyors  and  conveying  machinery 
for  the  storage  of  coal ;  premises  east  side  5th  street  near 
Sea  view  avenue,  New  Dorp,  Richmond;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  16, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
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ing  zone  resolution  show  that  5th  street,  is  a  'business  dis¬ 
trict  and  Seaview  avenue  is  restricted  against  industry; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  6th,  1922,  in  acting  on  N.  B. 
2653-1921  reads : 

“New  Building  application  No.  2653  of  1921  filed 
by  Mr.  R.  E.  Archibald  for  the  construction  of  a  four- 
tank  concrete  coal  plant,  equipped  with  continuous 
bucket  conveyor  with  the  conveying  machinery  housed 
in  cylindrical  cone,  is  disapproved  this  date,  as  being 
contrary  to  Zoning  Resolution,  Section  4-IB.” ; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground  15 
ft.  by  448  ft.,  y/2  in.,  paralleling  the  railroad,  on  which 
it  is  proposed  to  erect  4  concrete  silos  for  the  storage  of 
coal,  a  track  hopper  and  conveyor;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reported : 

May  16,  1922. 

REPORT  OF  COMMITTEE: 

A  Committee  of  the  Board,  consisting  of  Chairman 
Walsh,  Fire  Chief  Martin,  Messrs.  Boulton,  Kearney 
and  Kerby,  visited  this  site. 

This  property  skirts  the  Staten  Island  Railroad 
Tracks  on  5th  Street  between  Seaview  avenue  and  Steel 
avenue,  New  Dorp,  now  occupied  as  a  coal  yard  or 
dump  and  from  physical  evidence  and  such  information 
as  was  obtainable  in  the  neighborhood,  has  been  _  so 
occupied  for  a  number  of  years.  The  Railroad  siding 
is  located  directly  parallel  in  this  property,  which 
would  support  the  contention  that  the  property  has 
been  used  as  a  coal  dump  for  a  number  of  years. 

There  is  a  garage  on  5th  street  directly  opposite 
this  property,  approximately  45  ft.  by  50  ft.  in  size ; 
a  stable  shed  on  the  corner  of  Seaview  avenue  and  5th 
avenue;  a  frame  structure  used  for  the  storage  of 
building  material  on  5th  street  immediately  abutting 
this  property.  The  entire  property  is  in  a  business 
district  and  the  conditions  under  which  the  present 
coal  yard  is  conducted  with  the  attending  noise  by 
the  operation  of  a  portable  steel  coal  conveyor,  the 
Committee  is  of  the  opinion  that  any  structure  ap¬ 
propriately  designed  would  be  a  marked  improvement 
over  the  conditions  existing  at  present  and  therefore 
recommend  that  the  application  be.  granted  to  erect 
4  concrete  silos  with  such  architectural  treatment  of 
front  and  return  walls  as  may  be  consistent  with  the 
structure  of  this  kind  to  the  end  that  the  structure  may 
be  made  as  attractive  as  is  consistent  with  its  utilitarian 
use. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  number  of 
silos  be  limited  to  four,  each  silo  not  to  exceed  50  feet  in 
height ;  that  the  wall  on  a  line  with  the  front  of  the  silos 
or  the  building  line  be  finished  in  cement  stucco,  this  archi¬ 
tectural  treatment  to  include  the  return  wall  at  both  ends : 
any  openings  in  this  structure  to  be  trimmed  with  face  brick 
and  to  be  located  directly  under  and  in  the  centre  of  each 
silo ;  the  architectect  to  make  a  return  of  the  proposed 
drawing  of  the  elevation,  for  approval  by  this  board ;  and 
that  the  construction  shall  be  in  accordance  with  the  build-^ 
ing  code  requirements. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six  months 
of  the  date  of  this  action  and  the  structure  completed  with¬ 
in  one  year  of  the  date  of  this  action. 


298-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Magdalene  Rohr, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district, 
the  erection  of  a  basement  and  1  story  public 
garage. 


PREMISES  AFFECTED— 2337-2345  Waterbury  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD' — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Martin -  6 


Negative:  Chairman  Walsh .  1 

Absent  .  0 

THE  RESOLUTION: 

(298-22-BZ) 


Whereas,  John  J.  Dunnigan,  architect,  for  Magdalene 
Rohr,  owner,  filed,  February  27,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage  for  more  than  five 
motor  vehicles;  premises  2337-2345  Waterbury  avenue,  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  16th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Waterbury,  Munn  and  Have- 
meyer  avenues  are  business '  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  7,  1922,  in  acting  on  N.  B.  App.  No. 
286-1922,  reads : 

“Erection  of  proposed  garage  for  more  than  five 
motor  vehicles  in  a  business  district  is  contrary  to  the 
IBuilding  Zone  Resolution.’ ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction  2  stories  in  height  with  a  frontage  of  100 
ft.  and  a  depth  of  83  ft.,  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  82  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  structure 
be  erected  in  compliance  with  the  building  code  and  fire 
department  regulations;  that  the  side  and  rear  walls  shall 
be  unpierced  throughout  their  entire  height  and  length ; 
that  the  front  elevation  shall  be  finished  in  face  brick  with 
stone  or  architectural  terra  cotta  trimmings. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  the  building  erected 
within  eighteen  months  of  the  date  of  this  action. 


313-22-BZ. 

APPLICANT — Charles  Kreymborg,  for  Peronne  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  business  building. 

PREMISES  AFFECTED — Northeast  corner  Fordham 
Road  and  Bainbridge  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Charles  Kreymborg  and  Felix  M. 
Rosenstock. 

For  Opposition :  Edward  J.  Owens. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION : 

(313-22-BZ) 

Whereas,  Charles  Kreymborg,  for  Peronne  Realty  Cotp., 
owner,  filed  March  1,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  extend¬ 
ing  into  a  residence  district,  the  erection  of  a  business  build¬ 
ing;  premises  N.  E.  Cor.  Fordham  Road  and  Bainbridge 
avenue,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  1C, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fordham  Road  is  a  business 
district  and  Bainbridge  avenue  is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  28,  1922,  in  acting  on  N.  B.  App.  No. 
2556-1921,  reads: 

“1.  Objection  No.  1,  erection  of  proposed  business 
building  in  business  district  extending  into  a  residence 
district  is  contrary  to  the  provisions  of  the  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  55  ft.  and 
a  depth  of  122,83  ft.,  extending  22.83  feet  into  the  resi¬ 
dence  district  to-  be  occupied  as  stores ;  and 

Whereas,  this  property  was  in  one  ownership  on  July  25, 
1916,  and  is  still  in  said  ownership. 

Resolved,  that  the  board  of  appeals  does  hereby  make-  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  north  and 
east  walls  be  unpierced  throughout  their  entire  height  and 
length ;  that  the  portion  of  the  front  exposed  in  brick  shall 
be  faced  with  front  brick  and  stone  trimmings. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six  months 
of  the  date  of  this  action  and  the  building  completed  within 
eighteen  months  of  the  date  of  this  action. 


206-22-BZ. 

APPLICANT — John  D.  Armstrong,  for  the  Estate  of 
Madge  J.  DeBarrie,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  four  cars. 

PREMISES  AFFECTED — 1262-1270  East  19th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  C.  S.  Whitehall. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative .  0 

Absent  .  0 


264-22-BZ. 

APPLICANT — Lorenz  F.  J.  Weiher,  for  Belefreeo  Ga¬ 
rage  Corp.,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  of  an  existing  garage. 
PREMISES  AFFECTED — 1038  Forest  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Lorenz  F.  J.  Weiher,  Sol.  H.  Eis- 

ler. 

For  Opposition:  Jonas  A.  Jaffe,  M.  Kaplowitz,  R. 
Bernstein,  I.  II.  Cohen,  Jacob  Freeman,  George 
Ludwig  and  Mrs.  Singer. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative :  Mr.  Kerby  .  1 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin . . .  e 

Absent  .  o 


THE  RESOLUTION: 

(264-22-BZ) 

Whereas,  Lorenz  F.  J.  Weiher,  for  Belefried  Garage 
Corp.,  owner,  filed,  February  23,  19-22,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  extension  of  an  existing  garage  for  more  than 
five  motor  vehicles;  premises  1038  Forest  avenue,  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  16th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Forest  and  Tinton  avenues 
are  residence  districts,  and  165th  street  is  a  business  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  14,  1922,  in  acting  on  Alt.  App. 
No.  58-1922,  reads  : 

“1.  Proposed  extension  of  garage  for  storage  of  more 
than  five  motor  vehicles  in  residence  district  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  50  ft. 
and  a  depth  of  87  ft.  8  in.,  to  be  occupied  as  a  garage  and 
to  be  an  extension  to  the  existing  one  story  non-fireproof 
garage ;  and 

Whereas,  there  was  opposition  to-  the  granting  of  this 
application  and  a  similar  application  had  been  previously 
denied  by  the  board. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


1560-21-BZ. 

APPLICANT — Charles  B.  Meyers,  applicant,  on  behalf  of 
John  M.  Bixby,  deceased. 

SUBJECT — Rehearing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  existing  building 
into  a  public  garage. 

PREMISES  AFFECTED — 974-988  University  avenue,  The 
Bronx. 

APPEARANCES— 


For  Applicant:  Charles  B.  Meyers. 

For  Opposition:  Lambert  G.  Mapes,  Martin  Cre- 
gan,  August  W.  Wehrman,  Daniel  W.  Burtis, 
Oscar  Hillstrom,  Henry  Massey,  Henry  Schmitt 
and  Jean  P.  Bailhe. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . . . 

Negative . 

Absent  . 

THE  RESOLUTION: 


0 

0 


(1560-21-BZ) 

Whereas,  Charles  B.  Meyers,  for  Estate  of  John  M. 
Bixby,  deceased,  owner,  filed  July  18,  1921,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  conversion  of  existing  one  story  business  build¬ 
ings  into  a  garage  for  more  than  five  motor  vehicles ;  prem¬ 
ises  974-88  University  avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  16th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  tne 
Poard  of  Standards  and  Appeals;  and 


MINUTES 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  University  and  Sedgwick 
avenues  are  business  districts  and  Summit  avenue  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  31,  1921,  in  acting  on  N.  B.  No.  516-1916, 

reads :  .  , 

“1.  Amendment  of  May  27,  1921,  denied.  Proposed 
occupancy  of  buildings  as  public  garages  for  storage  of 
more  than  5  motor  vehicles  in  business  district,  is  con¬ 
trary  to  provisions  of  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  one 
story  in  height,  with  a  frontage  of  200  ft.  and  a  depth  of  50 
ft.,  occupied  as  a  storage  warehouse,  the  proposed  occupancy 
to  be  a  garage  for  more  than  five  motor  vehicles;  and 

Whereas,  the  board  deemed  that  there  would  be  undue 
hardship  in  preventing  applicant  from  using  this  building 
for  a  garage  owing  to  its  location. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  on  condition  that  the  building  be  re¬ 
stricted  to  its  present  one  story  height. 


1642-21-BZ. 

APPLICANT— Walter  H.  Jackson  for  T.  R.  Brawley, 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED— 277-281  20th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Walter  H.  Jackson. 

For  Opposition:  None. 

ACTION  OF  BOARD' — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 
Chief  Martin 

Negative . 

Absent  . 


be  and  it  hereby  is  granted ,  on  condition  that  the  first  floor 
be  built  fireproof  throughout,  including  the  stairs  and  par¬ 
tition  enclosing  same;  that  any  windows  on  the  side  court 
or  driveway  between  the  main  factory  and  the  building  in 
question  shall  be  fireproof,  glazed  with  wire  glass;  that 
there  shall  be  no  tank  or  storage  of  gasoline  on  the  prem¬ 
ises  ;  and  that  the  use  be  limited  to  two  commercial  cars 
and  two  automobiles  of  the  pleasure  car  type,  all  the  prop¬ 
erty  of  the  owners  and  operators  of  the  factory,  and  to  be 
used  in  the  conduct  of  their  business. 


297-22-BZ. 

APPLICANT — Williams-Dexter  Co.,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  use  of  premises  for  business  purposes. 

PREMISES  AFFECTED— 19-21  Barrow  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Egbert  B.  Griffin. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1922,  at  10 
a.  m. 


346-22-BZ. 

APPLICANT — Michael  A.  Cardo,  for  Sylvester  O’Connor 
and  Ellen  E.  O’Connor,  owners. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
extension  in  area  to  a  carpenter  shop. 

PREMISES  AFFECTED — 518  West  168th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Michael  A.  Cardo  and  Philip 
Schupack. 

ACTION  OF  BOARD1 — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative .  0 

0  Absent  .  0 

°  THE  RESOLUTON: 


THE  RESOLUTION : 

(1642-21-BZ) 

Whereas,  Walter  H.  Jackson,  for  T.  R.  Brawley,  owner, 
filed  December  15,  1921,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  erection 
of  a  garage  and  storage  building  as  accessory  to  existing  5 
story  factory  building;  premises  277-81  Twentieth  street, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  16th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  20th  and  19th  streets  are  resi¬ 
dence  districts  and  6th  avenue  is  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Sovember  26,  1921,  in  acting  on  App.  No.  17762, 
reads : 

“Denied.  Proposition  contrary  to  zone  resolution 
Art.  II,  section  III.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  34  ft. 
and  a  depth  of  45  ft.,  to  be  occupied,  first  story,  garage  for 
2  pleasure  cars  and  2  commercial  cars;  2nd  story,  storage 
of  felt;  and 

Whereas,  the  entire  premises  was  in  one  ownership  on 
July  25,  1916,  and  the  proposed  building  is  an  extension  to 
the  existing  use. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 


(346-22-BZ) 

Whereas,  Michael  A.  Cardo,  for  Sylvester  O’Connor,  et 
ah,  owner,  filed,  March  8,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection  of  a 
one  story  extension,  extending  7  ft.  into  the  residence  dis¬ 
trict,  continuing  present  use  as  a  carpenter  shop ;  premises 
518  West  168th  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  16, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Audubon  avenue  and  Amster¬ 
dam  avenue  are  business  “B”  area  districts  and  West 
168th  street  is  a  residence  “B”  area  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  25,  1922,  in  acting  on  Alt.  App.  No.  308- 
1922,  reads : 

“1.  Premises  are  in  a  residence  district.  Proposed 
extension  is  unlawful,  Sect.  6,  Zone  Resolution. 

“2.  A  lawful  rear  yard  must  be  provided,  Sect.  12, 
Zone  Resolution.” ; 

and 

Whereas,  it  is  proposed  to  erect  a  one  story  fireproof 
extension  12  ft.  by  30  ft.  in  area  to  an  existing  2  story  n»n- 
fireproof  building  occupied  as  a  carpenter  shop  and  dwell¬ 
ing,  the  extension  extending  7  ft.  into  the  residence  dis¬ 
trict  ;  and 

Whereas,  the  property  was  in  one  ownership  on  July 
25,  1916,  and  building  was  occupied  as  a  carpenter  shop  on 
that  date. 
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Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  proposed  ex¬ 
tension  shall  be  confined  to  the  westerly  lot  line  and  shall  not 
exceed  the  dimensions  proposed  in  the  application,  namely, 
12  ft.  x  30  ft. 


347-22-BZ. 

APPLICANT — Michael  A.  Cardo,  for  Joseph  Sciacca, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
extension  to  existing  marble  shop. 

PREMISES  AFFECTED — 330-332  East  110th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Michael  A.  Cardo  and  Joseph 
Sciacca. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative .  0 

Absent .  0 

THE  RESOLUTION: 


(347-22-BZ) 

Whereas,  Michael  A.  Cardo,  for  Joseph  Sciacca,  owner, 
filed  March  8,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  structural  alter¬ 
ation  to  a  factory  building  and  the  use  of  the  entire  prem¬ 
ises  for  factory  purposes ;  premises  330-32  East  110th  street, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  16,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  109th  street  and  Ea$t 
110th  street  are  business  districts  and  First  avenue  is  an  un¬ 
restricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  19,  1922,  in  acting  on  Alt.  Application  No. 
107-1922,  reads : 

“The  proposed  construction  is  unlawful,  as  the  prop¬ 
erty  is  located  in  a  business  district,  section  4a-39, 
Building  Zone  Resolution.  The  enlargement  of  any 
existing  building  is  unlawful  unless  the  use  therein  is 
changed  to  use  not  prohibited  in  a  business  district, 
section  62  Building  Zone  Resolution.  Reconsideration 
is  denied.”; 

and 

Whereas,  it  is  proposed  to  erect  on  a  plot  of  ground  50 
ft.  by  100  ft.  11  ins.  in  area  a  one  story  non-fireproof  build¬ 
ing  to  be  occupied  as  a  marble  works,  this  structure  to  re¬ 
place  an  existing  2  story  frame  structure  so  occupied ;  and 
Whereas,  under  the  provisions  of  section  7  subdiv.  a,  as 
interpreted  by  the  court  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  on  condition  that  the  building 
zone  regulations  as  to  area  restrictions  be  complied  with. 

498-22-BZ. 

APPLICANT — J.  Edmund  Byrne. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  to  a  business  building. 
PREMISES  AFFECTED — 3240-3256  Bronx  Boulevard, 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Louis  Konuck  and  J.  E.  Byrne. 
For  Opposition:  Wm.  and  Edward  J.  Martin,  Leon 


Hein,  Elizabeth  Meikle,  M.  L.  Hogan,  Ber¬ 
nard  H.  Hand,  John  A.  Schoen,  John  B.  Val- 


losea,  Luigi  Pignone,  John  B.  Grattosola. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

and  Kerby  .  3 

Negative:  Messrs.  Boulton,  Holland,  Kearney 

and  Fire  Chief  Martin  .  4 

Absent  .  0 

THE  RESOLUTION: 

(498-22-BZ) 


Whereas,  J.  Edmund  Byrne,  for  William  Deininger, 
owner,  filed  April  4,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  of  a  2  story  existing  bakery  building;  premises  3240- 
3256  Bronx  Boulevard,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  16th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Rosewood  street,  Bronx 
Boulevard  and  Baker  avenue  are  residence  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  6,  1922,  in  acting  on  N.  B.  Application  No. 
352-1922,  reads : 

“1.  Proposed  business  building  not  permitted  in  the 
residence  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height,  with  a  frontage  of  119  ft. 
8  in.  and  a  depth  of  50  ft.  4  in.,  to  be  occupied  as  a  garage 
for  more  than  5  motor  vehicles  and  for  the  storage  of  flour, 
and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 

567-22-BZ. 

APPLICANT — Albert  E.  Davis  for  St.  Ann’s  Church  of 
Morrisania  and  Catherine  F.  Johnson,  owners. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  stores  and  market. 

PREMISES  A FF ECTED! — 525 -531  East  139th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Albert  E.  Davis,  Dr.  Harold  G. 
Willis,  George  Price  and  George  L.  Wells, 

et  al. 

For  Opposition  :  Abraham  H.  Lyon,  H.  G.  Fried¬ 
man,  Albert  E.  Westlaw,  Otto  Kindler,  Flora 
Schreiber,  H.  Rotman,  et  al. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  the  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  and  Fire  Chief  Martin...  6 


Negative:  Chairman  Walsh  .  1 

Absent  .  0 

THE  RESOLUTION: 

(567-22-BZ) 


Whereas,  Albert  E.  Davis,  for  St.  Ann’s  Church  of  Mor- 
rissania,  owner,  filed  April  15,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erection  of  a 
one  story  business  building  and  the  omission  in  a  “B”  area 
district  of  a  rear  yard ;  premises  525-531  East  139th  street, 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  16th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  139th  street  is  a  resi¬ 
dence  district  and  Brook  avenue  and  St.  Ann’s  avenue  are 
business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  6,  1922,  in  acting  on  N.  B.  No.  1213- 
1922,  reads : 

“1.  Erection  of  proposed  business  building  in  resi¬ 
dence  and  business  district  is  contrary  to  provisions  of 
the  Building  Zone  Resolution. 

“2.  Rear  yard  must  be  provided  as  required  by  Build¬ 
ing  Zone  Resolution  in  residence  district.” ; 
and  .  '  I!  |  H 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  102  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  stores  and  market, 
a  portion  of  the  plot  being  in  the  business  district  ;  and 
Whereas,  the  board  deemed  that  under  the  provisions  of 
section  7,  subdiv.  c  and  section  20  of  the  building  zone  res¬ 
olution  they  were  empowered  to  act. 

Resolved,  that  the  board  o*f  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  on  condition  that  the  rear  and  side 
walls  be  unpierced  throughout  their  entire  height  and  length 
and  that  the  front  elevation  shall  be  finished  in  face  brick 
and  stone  trimmings,  with  glass  store  fronts. 


262-20-BZ. 

APPLICANT — Gronenberg  &  Leuchtag,  architects,  for 
West  48th  Street  Realty  Co.,  owner. 

SUBJECT — Application  under  the  building  zone  resolu¬ 
tion  to  permit  in  a  business  use  district  and  a  two- 
times  height  district  and  a  one  and  a  half  times 
height  district  the  erection  of  a  hotel  exceeding  the 
height  limitation  provided  by  the  building  zone 
resolution. 

PREMISES  AFFECTED— 255-259  West  43rd  street,  680- 
686  8th  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

ACTION  OF  BOARD — Application  reopened ;  calendar 
call  set  for  May  31,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kerby  and  Fire  Chief  Martin  .  5 

Negative:  Chairman  Walsh  and  Mr.  Kearney  2 
Absent .  0 


AREAS  FIXED'. 

(529-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Daniel  Santoro,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
maintenance  of  a  garage,  at  premises  29  First  street,  Rich¬ 
mond. 

The  following  area  was  approved  by  the  board : 


Both  sides  of  First  street  (Hillburn  street)  from 
Swann  street  to  Church  street  and  property  at  the  rear 
for  a  distance  of  50  ft.  on  either  side  of  the  siue  lot 
lines  of  the  premises  in  question. 


(493-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Charles  E.  Chalmers,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
extension  of  garage,  at  premises  1864  Second  avenue,  Man¬ 
hattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  2nd  avenue  from  95th  street  to  97th 
street;  also  both  sides  of  96th  street  from  a  point  100 
ft.  east  to  a  point  200  ft.  west  of  2nd  avenue. 

(568-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frederick  W.  Moore,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
erection  of  a  garage,  at  premises  315  West  142nd  street, 
Manhattan. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  West  142nd  street  from  Bradhurst  ave¬ 
nue  to  8th  avenue;  the  east  side  of  Bradhurst  avenue 
from  a  point  100  ft.  north  to  a  point  100  ft.  south  of 
West  142nd  street;  also  the  frontage  of  property  formed 
by  the  intersection  of  Bradhurst  avenue  and  Edgecombe 
avenue;  also  the  property  at  rear  and  for  a  distance 
of  50  ft.  on  either  side  of  the  side  lot  lines  of  the  prem¬ 
ises  in  question. 


(566-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
James  E.  Wilcox,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
maintenance  of  a  garage  at  premises  S.  S.  Gerry  avenue,  100 
ft.  W.  Chicago  street,  Queens  Borough. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Gerry  avenue  (Grove  street)  to  a  point 
100  ft.  east  of  Chicago  street,  also  property  at  rear  for 
a  distance  of  50  ft.  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 


(539-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Emilie  Prentice,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  lor 
maintenance  of  a  garage  at  premises  1717  Centre  street, 
Evergreen,  Queens  Borough. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Centre  street  (Grove  street)  from  a 
point  100  ft.  south  of  Seneca  avenue  (Covert  avenue) 
to  a  point  100  ft.  north  of  Cypress  avenue. 


Adjourned  2.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  16,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby,  Fire  Chief  Martin,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Brady,  Reville  and 
Moore. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  Tuesday  afternoon,  May  9, 
1922,  and  the  minutes  of  the  special  meeting  of  the  Board 
of  Standards  and  Appeals  Feld  on  Friday  afternoon,  May 
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5,  1922,  were  approved  as  printed  in  the  Bulletin,  No.  20, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

241-22-S. 

PETITONER — Lee  SamenfeldJ  for  Pasqualina  Monaco, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  decision  of  department  of  health. 
PREMISES  AFFECTED — 144  Melrose  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Lee  Samenfeld. 


MINUTES 


ACTION  OF  BOARD — Petition  granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kerby,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady,  Reville  and 


Moore  .  8 

Negative:  Chairman  Walsh  .  1 


Absent:  Mr.  Kearney,  Fire  Chief  Martin,  Su¬ 
perintendents  Kleinert  and  McDermott  ....  4 

THE  RESOLUTION: 

(241-22-S) 

Whereas,  Lee  Samenfeld,  for  Pasqualina  Monaco,  owner, 
filed  Feb.  20,  1922,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  a  decision  of  the  department  of  health, 
affecting  premises  144  Melrose  street,  Brooklyn ;  and 

Whereas,  the  decision  of  the  department  of  health  reads: 
“In  reference  to  your  communication  of  Feb.  8,  1922, 
would  state  that  an  application  for  a  sanitary  certificate 
for  premises  144  Melrose  street  was  denied  at  a  meeting 
of  the  Board  of  Health  of  the  Department  of  Health 
held  July  25,  1921,  for  the  reason  that  no  certificate  of 
exemption  had  been  granted  for  premises  mentioned.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  30  ft.  x  59  ft.  in  area,  occupied,  cellar, 
bake  shop ;  1st  story,  one  family  and  store ;  2nd  story,  one 
family;  3rd  story,  one  family;  the  height  of  the  bakery  from 
floor  to  ceiling  being  8  ft.,  the  ceiling  being  on  a  level  with 
the  curb,  the  means  of  ventilation  consisting  of  two  win¬ 
dows,  each  2  ft.  6  in.  x  1  ft.  6  in.,  one  opening  to  yard 
and  one  opening  to  street;  and 
Whereas,  appellant  contends  that  the  oven  was  instal*u*d 
about  30  years  ago  and  was  in  continuous  operation  until 
1917,  when  the  former  owner  who  operated  the  bakery  died, 
and  since  1917  the  bake  shop  has  not  been  in  use ;  and  has 
filed  a  letter  from  the  tenement  house  department  as  to  the 
existence  of  the  bakery. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  the  petition  be  and  hereby  is  granted. 

249-22-S. 

PETITIONER — Euell  &  Euell,  for  Florence  J.  Colbmn, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 437-9  West  45th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  George  R.  Euell. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville  and 


Moore  .  9 

Negative  .  0 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Kleinert 

and  McDermott  .  4 

THE  RESOLUTION: 

(249-22-S) 


Whereas,  Euell  &  Euell,  for  Florence  J.  Colburn,  owner, 
filed  February  20,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  437-9  West  45th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  west  side  of  story  building  in  rear  with  balconies 
4  ft.  in  width,  connected  by  stairways  not  less  than  22 


ins.  wide,  placed  at  an  incline  of  not  more  than  45  de¬ 
grees,  extending  from  ground  to  roof,  constructed  as 
per  Sec.  79B-4  of  the  Labor  Law,  or  carry  out  a  prop¬ 
er  alternative  method  of  complying  with  Sec.  79B  of 
the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height 
at  front  and  4  stories  in  height  at  rear,  55  ft.  x  100  ft.  5  in. 
in  area,  occupied,  1st  story,  storage  and  boiler  room ;  2nd, 
3rd  and  4th  stories,  carpet  cleaning;  5  persons  on  each  of 
the  2nd  and  3rd  stories  and  3  persons  on  the  4th  story;  the 
means  of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  roof  of  4th  story,  enclosed  in  wood 
partitions  with  wood  doors  at  the  openings,  a  fire  escape  on 
the  front  of  the  building;  and 

Whereas,  petitioner  proposed  to  erect  a  goose-neck  lad¬ 
der  from  the  3rd  story  balcony  to  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  gooseneck  ladder  be  provided  from  the  3rd 
story  balcony  of  front  fire  escape  to  the  roof,  and  granted 
only  so  long  as  the  present  use  and  occupancy  remain  sub¬ 
stantially  unchanged. 


250^22-S. 

PETITIONER — Euell  &  Euell,  for  Amanda  B.  Manee, 
owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 407  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  George  R.  Euell. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatry, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville  and 


Moore  .  9 

Negative  .  0 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Kleinert 

and  McDermott  .  4 

THE  RESOLUTION : 

(250-22-S) 


Whereas,  Euell  &  Euell,  architects,  for  Amanda  B. 
Manee,  owner,  filed  February  20,  1922,  a  petition  with  the 
board  of  standards  and  appeals  for  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  407  Sixth  avenue, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads. 

“1.  Extend  the  interior  stairway  at  the  southeast  cor¬ 
ner  of  building  to  the  roof  as  per  sec.  79B-1  and  T9C-1 
of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  on  the  west  side  of  build¬ 
ing  and  the  openings  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  21  ft.  x  90  ft.  in  area  in  the  1st  story,  21  ft.  x  40  ft. 
above,  occupied,  1st  story,  restaurant;  2nd,  3rd  and  4th 
stories,  light  manufacturing,  12  persons  per  story;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to>  the  4th  story,  enclosed  in  wood 
stud,,  lath  and  plaster  partitions  with  wood  doors  at  the 
openings,  a  fire  escape  on  the  rear  of  the  building  with 
landing  on  extension  roof  with  stair  to  adjoining  yard; 
and 

Whereas,  the  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy. 

Resolved,  that  the.  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
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law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  fixed  double  rung  iron  ladder  be  provided 
to  the  scuttle  in  the  roof  and  that  any  door  to  the  scuttle 
closet  be  removed  and  on  further  condition  that  the  occu¬ 
pancy  and  use  remain  substantially  unchanged. 


304-22-S 

PETITIONiEiR — Tobias  Goldstone  for  Hyman  Blackman, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 46  Boerum  street  (rear), 
Brooklyn. 

APPEARANCES— 

For  Petitioner :  Tobias  Goldstone  and  Herman  S. 
Axelrod. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 

and  Moore  .  9 

Negative  . .  •  0 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Kleinert 

and  McDermott  .  4 

THE  RESOLUTION: 

(304-22-S) 

Whereas,  Tobias  Goldstone,  architect,  for  Hyman 
Blackman,  owner,  filed,  February  28,  1922,  a  petition  with 
the  'board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  46  iBoerum  street 
(rear),  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  interior  stairway  at  the  northeast 
corner  of  building  to  service  as  a  required  means  of 
exit,  extending  from  1st  story  to  the  roof,  etc.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  3  stones 
in  height,  25  ft.  by  36  ft.  in  area,  occupied,  1st  story, 
carpenter  shop,  1  person ;  2d  story,  light  manufacturing,  8 
persons;  3d  story,  light  manufacturing,  14  persons;  the 
means  of  egress  consisting  of  an  exterior'  iron  stairway, 
with  balconies  on  2d  and  3d  stories  and  landing  in  the 
1st  story,  with  stationary  stairs  to  yard  with  egress  from 
yard  by  passageway  to  street;  and 

Whereas,  the  petitioner  contends  that  the  placing  of  an 
interior  stairway  would  take  one-fourth  of  the  floor  area 
and  that  the  building  is  very  small  and  the  means  of 
egress  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  hereby  is  granted 
only  so  long  as  the  present  conditions  and  occupancy  re¬ 
main  unchanged. 


305-22-S 

PETITIONER— Richard  Bennett,  Jr.,  for  Bellum  Supply 
Co.,  Inc.,  owner. 

SUBJECTi— Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 224-6  Pearl  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Edward  F.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Keiffiy,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 

and  Moore  .  9 

Negative  . 0 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Kleinert, 
and  McDermott . .  4 


THE  RESOLUTION : 

(305-22-S) 

Whereas,  Richard  Bennett,  Jr.,  for  Bellum  Supply  Co., 
Inc.,  owner,  filed,  April  17,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  224-6  Pearl  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
31993  LD,  reads : 

“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  *  *  *. 

NOTE! — Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
not  self-closing.  No  60  degree  connecting  stairways 
between  balconies.  No  stairway  from  lowest  balcony 
to  a  safe  landing  plane  beneath.  No  passageway  from 
termination  of  fire  escape  to  street. 

“2.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  section  271  of  the 
labor  law. 

“3.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  at  the 
east  side  of  building  to  the  street  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  22  ft.  by  98  ft.  in  area  in  the  1st  story  and  22  ft. 
by  88  .ft.  in  area  above;  occupied,  1st  story,  office  and 
stock  room,  2d  story,  office,  2  persons ;  3d  story,  storage, 
no  persons ;  4th  story,  paper  ruling,  7  persons ;  5th  story, 
printing,  4  persons ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  5th 
story  with  scuttle  and  iron  ladder  to  roof  in  the  top  story 
loft;  the  stairway  being  enclosed  in  wood  partitions  with 
wood  and  glass  doors  at  the  openings ;  a  60  degree  fire 
escape  on  the  Pearl  street  front  of  the  building,  with  a 
counterbalanced  stairway  to  street  and  fireproof  windows 
along  the  course  of  the  fire  escape ;  a  sub-standard  fire 
escape  on  the  rear  of  the  building  with  landing  in  exten¬ 
sion  roof  and  with  gooseneck  ladder  to  main  roof  and  drop 
ladder  to  adoining  yard ;  there  being  a  hoistway  at  the 
Pearl  street  front  of  building  with  landing  in  the  passage¬ 
way  at  the  foot  of  stairs ;  and 

Whereas,  the  petitioner  proposes  to  install  tell-tale  chains 
at  the  hoistway,  there  being  difficulty  in  providing  passage¬ 
way  around  the  hoist. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  connecting  stairs  be  provided  between 
balconies  from  roof  of  main  building  to  roof  of  extension 
and  that  a  fixed  iron  ladder  be  provided  from  the  exten¬ 
sion  roof  to  the  yard  of  the  premises  adjoining  on  the 
south  and  that  the  iron  ladder  to  the  yard  of  the  premises 
to  the  north  be  removed,  and  that  tell  tale  chains  be 
provided  on  hoistway ;  and 

Resolved,  further,  that  this  petition  be  granted  only 
so  long  as  the  present  conditions  as  to  use  and  occupancy 
remain  unchanged. 


976-21-S 

PETITIONER — Arbuckle  Brothers,  owner. 

SUBJECT — -Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 21-41  John  street,  Brooklyn. 
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APPEARANCES— 

Por  Petitioner:  A.  R.  Loveridge  and  P.  J.  Shea. 
ACTION  OF  IBOARD| — Laid  over  for  full  vote. 

THE  VOTE — Motion  to  Adopt  Report  of  Committee — 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 


ville  and  Moore  .  10 

Negative  . .  0 


Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  McDermott.  3 
THE  VOTE — Motion  to  Grant — 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kerby,  Superintendents  Reville  and  Moore.  6 
Negative:  Chairman  Walsh,  Mr.  Kearney,  Fire 
Chief  Martin  and  Superintendent  Brady..  4 
Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  McDermott.  3 


1689-21-S. 

PETITIONER — (Fischer  Bros.,  for  J.  Sargeant  Cram, 
owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED' — 5-11  East  137th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — 'Petition  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Martin,  Superintendents  Brady, 

Reville  and  Moore  .  10 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  McDermott..  3 
THE  RESOLUTION: 

(1689-21-S) 


Whereas,  Fischer  IB'ros.,  for  J.  Sargeant  Cram,  owner, 
filed,  December  24,  1921,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  5-11  East  137th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  25288- 
LF,  dated  July  19,  1921,  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals  and  the  enclosed  approved 
layout.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  50  ft.  by  60  ft.  in  area,  occupied,  1st  story,  ma¬ 
chine  shop ;  2nd  story,  machine  shop  and  cabinet  maker ; 
3rd  and  4th  stories,  cabinet  maker ;  5th  story,  varnisher ; 
6  persons  per  story ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof 
enclosed  in  concrete  partitions  with  fire  doors  at  the  open¬ 
ings  ;  ^  fire  escape  on  the  northerly  side  and  on  the  rear 
of  the  building  in  the  4th  and  5th  stories  with  landing  on 
the  roof  of  the  extension;  and 

Whereas,  appellant  contends  that  he  only  has  a  small 
force  working  at  the  present  time,  6  persons  per  story  and 
the  building  is  equipped  with  three  fire  escapes  and  that  a 
fire  tower  was  installed  three  years  ago  at  great  expense. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
on  the  recommendation  of  the  fire  department  that  the  order 
is  not  enforcible  at  this  time. 


419-22-S. 

PETITIONER— Walter  H.  Volckening,  for  Morris  H. 
Petigor,  owner. 


SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 436-438  Water  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Walter  H.  Volckening. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows: 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 

Reville  and  Moore  .  io 

Negative  .  o 

Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  McDermott..  3 

THE  RESOLUTION: 

(419-22hS) 

Whereas,  Walter  H.  Volckening,  architect,  for  Morris 
H.  Petigar,  owner,  filed,  March  21,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  436-38  Water  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  No.  438  building  from  the  2nd  story  to  the  1st 
story.  *  *  * 

“2.  Arrange  the  fire  escape  at  the  front  of  No.  436 
building  and  the  openings  leading  thereto.  *  *  * 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

.  “Doors  to  balconies  at  least  2  ft.  by  6  ft.,  not  pro¬ 
vided. 

“Windows  on  course  not  fireproof  not  self-closing. 
“No  60-degree  connecting  stairways  between  bal¬ 
conies. 

“No  counterbalanced  stairway  to  street. 

“No  handrails  on  balcony  openings. 

3.  Provide  an  unobstructed  passageway  around 
hoistway  from  the  foot  of  stairway  in  No.  436  build¬ 
ing.  *  *  *”; 

and 

Whereas,  the  premise’s  consist  of  two  buildings,  each 
non-fireproof,  No.  436,  4  stories  in  height,  No.  438,  3  stories 
in  height/  50  ft.  by  53  ft.  irregular  in  area  in  the  1st  story 
and  50  ft.  by  39  ft.  irregular  in  area  above;  occupied,  fac¬ 
tories  No.  436,  twenty  persons  employed  in  the  entire  build¬ 
ing,  and  No.  438,  14  persons  employed  in  entire  building; 
the  means  of  egress  consisting  of  an  interior  stairway  in 
No;  436  extending  from  the  1st  story  to  the  4th  story,  a 
stairway  in  No.  438  extending  from  the  2nd  story  to  the 
3rd  story  at  the  front  and  from  1st  story  to  2nd  story  at 
the  rear  openings  in  the  division  wall  between  No.  436-38, 
and  a  fire  escape  on  the  front  of  No.  436;  and 
Whereas,  petitioner  contends  that  owing  to  the  location 
of  the  marble  polishing  machine  on  the  ground  floor  the 
placing  of  an  additional  stairway  would  be  a  hardship 
and  that  he  has  constructed  a  new  fire  escape  with  a  coun¬ 
terbalanced  stair  on  the  front  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  1  on  condition  that  a  fire  escape  balcony  be  pro¬ 
vided  at  the  2nd  story  front  connecting  No.  436  and  No 
438  and  denied  as  to  Items  2  and  3. 


421-22-S. 

PETITIONER — Samuel  Rosenblum,  for  the  Estate  of 
Isaac  Sprung,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 
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MINUTES 


PREMISES  AFFECTED — 253  East  Houston  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Martin,  Superintendents  Brady, 

Reville  and  Moore  . .  10 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon, 

Superintendents  Kleinert  and  McDermott. .  3 

THE  RESOLUTION: 

(421-22-S) 


Whereas,  Samuel  Rosenblum,  for  Est.  of  Isaac  Sprung, 
owner,  filed,  March  21,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  253  East  Houston  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law. 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  22  ft.  by  100  ft.,  irregular  in  area;  occupied,  1st 
story,  store;  2nd  story,  mfg.  sweaters,  12  persons;  3rd 
story,  mfg.  sweaters,  9  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  on  the  front  of  the  build¬ 
ing  extending  from  the  1st  story  to  the  roof  enclosed  in 
metal  covered  wood  partitions  with  metal  covered  doors  at 
the  openings  ;  an  interior  stairway  at  the  rear  of  the  build¬ 
ings  extending  from  the  1st  story  to  the  3rd  story,  sim¬ 
ilarly  enclosed ;  and 

Whereas,  petitioner  contends  that  the  occupancy  of  the 
building  is  small  and  means  of  reaching  roof  adequate. 

Resolved,  that  the  board  oif  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so 
long  as  the  present  conditions  as  to  use  and  occupancy  re¬ 
main  substantially  unchanged. 


429-22-S. 

PETITIONER — F.  P.  Keniston,  for  Newman  &  Reinthal, 
owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED!— 104-112  West  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD' — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

*  Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 


Reville  and  Moore  . .  10 

N egative  .  0 


Absent :  Deputy  Fire  Commissioner  Hannon, 

Superintendents  Kleinert  and  McDermott..  3 
THE  RESOLUTION: 

(429-22-S) 

Whereas,  F.  P.  Keniston,  for  Newman  &  Reinthal,  own¬ 
ers,  filed,  March  23,  1922,  a  petition,  with  the  board  of 


standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  104-112  West  29th  street, 
Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  read: 
(Order  No.  22080-LD)— No.  104  W.  29th  St.: 

“1.  Arrange  the  fire  escape  at  the  rear  of  building. 
*  *  * 

“Windows  on  course  not  fireproof,  not  self-closing. 
(Order  No.  22512-LD— No.  106  W.  29th  St.)  : 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof.  *  *  * 

“2.  Provide  fireproof  self-closing  windows  on  the 
course  of  the  fire  escape  at  the  rear  of  building.  *  *  * 
(Order  No.73361-LD— No.  108  W.  29th  St.)  ; 

“1.  Provide  an  outside  iron  balcony  fire  escape  at 
front  of  building.  *  *  * 

“2.  Extend  the  interior  stairways  at  the  west  side 
of  building  to  the  roof.  *  *  * 

(Order  No.  22079-LD— No.  108  W.  29th  St.)  : 

“1.  Arrange  the  fire  escape  at  the  rear  of  build- 
mg.  *  ^  ^ 

“Windows  on  course  not  fireproof,  not  self-closing. 
“2.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof.  *  *  * 

(Order  No.  73572-LD— No.  110  W.  29th  St.)  : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  south  side  of  building.  *  *  * 

“2.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof.  *  *  * 

(Order  No.  22083-LD — No.  110  W.  29th  st.)  : 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof.  *  *  * 

“2.  Provide  fireproof  self-closing  windows  on  the 
course  of  the  fire  escape  at  the  rear.  *  *  * 

(Order  No.  22078-LD — No.  112  W.  29th  St.)  : 

“1.  Arrange  the  fire  escape  at  the  rear  of  build- 
ing.  *  *  * 

“Windows  on  course  not  fireproof,  not  self-closing.”; 

and 

Whereas,  the  premises  consists  of  5  buildings,  each  3 
stories  in  height,  21  ft.  by  41  ft.,  in  area,  occupied: 

No.  104,  furriers,  21  persons  in  entire  building. 

No.  106,  furriers,  15  persons  in  entire  building. 

No.  108,  furriers,  24  persons  in  entire  building. 

No.  110,  furriers,  16  persons  in  entire  building. 

No.  112,  furriers,  21  persons  in  entire  building, 

the  means'  of  egress  consisting  of  an  interior  stairway  in 
each  building,  extending  from  the  1st  story  to  the  roof,  in 
No.  104  and  No.  112  and  from  the  1st  to  the  3rd  stories  in 
other  buildings,  party  wall  fire  escape  on  the  rear  of  No. 
106-112  with  balconies  in  the  2nd  and  3rd  stories  with 
landing  on  extension  roof  and  balcony  and  stair  to  ground 
in  the  1st  story,  a  vertical  ladder  fire  escape  on  the  rear 
of  No.  104;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  modified  some  of  these  orders  under 
date  of  March  8,  1917. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  con± 
dition  that  the  underside  of  the  ceiling  of  the  1st  story, 
rear  extension  from  No.  108-112,  inclusive,  be  fire  retarded 
according  to  the  rules  of  the  board  of  standards  and  ap¬ 
peals  and  that  a  fixed  iron  ladder  be  provided  from  the 
top  hall  of  No.  106  to  the  scuttle  in  the  roof. 

Resolved,  further,  that  this  petition  be  granted  only  so 
long  as  the  present  conditions  as  to  use  and  occupancy  re¬ 
main  unchanged. 

430-22-S. 

PETITIONER — F.  P.  Keniston,  for  Moore  &  Hangen. 
owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 


MINUTES 


PREMISES  AFFECTED — 133  West  14th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Martin,  Superintendents  Brady, 

Reville  and  Moore  .  10 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  McDermott..  3 

THE  RESOLUTION: 

(430-22-S) 


W  hereas,  F.  P.  Keniston,  for  Moore  &  Hangen,  owners, 
filed,  March  23,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  133  West  14th  street,  Manhattan: 
and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Enclose  the  interior  stairway  at  east  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial.  *  *  * 

“2.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing.  *  *  * 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“No  stairway  from  lowest  balcony  to  ground.  No 
passageway  from  termination  of  fire  escape  to  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  110  ft.  in  area  in  the  1st  story  and  25  ft. 
by  80  ft.  in  area  above;  occupied,  basement,  carpet  deal¬ 
er,  2  persons ;  1st  story,  mfr.  display  forms,  6  persons  ;  2nd 
story,  mfr.  cloaks,  25  persons;  3rd  story,  mfr.  coats,  20 
persons;  4th  story,  mfr.  clothing,  20  persons;  equipped 
with  a  fire  alarm  signal  system;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  base¬ 
ment  to  the  roof  enclosed  in  lath  and  plaster  partitions 
with  wood  doors  at  the  openings ;  a  fire  escape  on  the  rear 
of  the  building,  with  landing  on  the  roof  of  the  basement 
extension  with  egress  to  adjoining  extension  roof,  with 
fire  windows  along  the  course  of  the  fire  escape ;  and 

Whereas,  it  appears  that  a  petition  was  granted  by  the 
board  of  standards  and  appeals  July  16,  1918,  under  Cal. 
No.  1242-18-S  on  the  basis  of  an  action  of  the  board  of 
review  accepting  the  present  exits  on  condition  that  not 
more  than  30  persons  are  employed  above  the  2nd  story  at 
any  one  time,  it  appears  that  there  are  now  40  persons  em¬ 
ployed  above  this  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  2  on  condition  that  the  work  proposed  by 
petitioner  in  plans  filed  with  this  case  be  completed  in  ac¬ 
cordance  therewith,  and  that  the  order  of  the  fire  com¬ 
missioner  in  so  far  as  it  relates  to  Item  No.  1  be  affirmed 
and  the  petition  as  to  this  item  be  denied  except  that  such 
denial  shall  not  prevent  petitioner  from  providing  in  the 
doors  leading  to  stair  enclosure  wire  glass  panels  no  light 
of  which  shall  exceed  360  sq.  in.  in  area. 


431-22-S. 

PETITIONER — F.  P.  Keniston,  for  Margaret  Henry, 

owner. 

SUBJECTi — Variation  of  the  labor  law  as  cited  in  order 


of  the  fire  commissioner. 

PREMISES  AFFECTED— 42  East  8th  street,  265  Greene 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  Ob  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  IBeatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 

and  Moore  .  n 

Negative  .  o 

Absent :  Superintendents  Kleinert  and  McDer¬ 
mott  .  2 

THE  RESOLUTION: 

(431-22-S) 

Whereas,  F.  P.  Keniston,  for  Margaret  Henry,  owner, 
filed,  March  23,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  .an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  42  East  8th  street,  and  265  Greene 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“Enclose  the  interior  stairway  at  the  centre  of  the 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  cellar  to  5  ft. 
above  the  roof,  constructed  as  per  section  271  of  the 
Labor  Law  and  Section  272  of  the  Labor  Law,  or 
carry  out  a  proper  alternative  method  of  complying 
with  the  requirements  of  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  and  5  stories  in  height,  25  ft.  by  115  ft.  in  area,  occu¬ 
pied,  basement,  mfg.  coat  fronts  and  button  holes,  10  per¬ 
sons;  1st  story,  mfg.  trimming  and  printing,  9  persons;  2nd 
story,  mfg.  clothing,  34  persons;  3rd  story,  mfg.  clothing, 
35  persons  ;  4th  story,  mfg.  clothing,  26  persons;  5th  story, 
mfg.  clothing,  35  persons;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  roof,  enclosed  in  metal  covered  partitions  on  one  side 
and  a  brick  wall  on  the  other,  with  metal  covered  doors 
at  the  openings,  3  fire  escapes  on  the  front  of  the  build¬ 
ing;  and 

Whereas,  it  is  proposed  to  provide  a  goose  neck  ladder 
to  the  roof  from  the  south  fire  escape  and  petitioner  con¬ 
tends  that  the  board  of  review  of  the  fire  department  modi¬ 
fied  the  order  and  that  work  under  modified  order  was 
complied  with ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
qf  review  of  the  fire  department  of  April  10,  1919,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action  ot 
the  board  of  review  of  the  fire  department  be  complied 
with  and  that  a  gooseneck  ladder  be  provided  from  the  top 
story  balcony,  of  the  south  fire  escape  to  the  roof,  and  that 
the  inside  of  bulkhead  of  the  cellar  stairs  be  fire  retarded 
with  y2  -in.  plaster  board,  covered  with  26  gauge  metal  and 
the  opening  to  this  stair  be  protected  with  self-closing  fire¬ 
proof  door,  and  that  the  plain  glass,  small  sash  window  on 
the  5th  story  be  removed  and  a  fireproof  sash  and  frame 
installed ;  and  that  the  petition  be  granted  only  so  long  as 
conditions  as  to  use  and  occupancy  remain  unchanged. 
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432-22- S. 

PETITIONER— F.  P.  Keniston,  for  Leonard  Hangen, 
owner. 

SUBJECT — -Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 59-61  East  8th  street,  Manhat¬ 
tan. 

APPEARANCES— 

• 

For  Petitioner:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD— 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows: 

THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  IBeatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville 

and  Moore  . 11 

Negative  .  0 

Absent :  Superintendents  Kleinert  and  McDer¬ 
mott  .  2 

THE  RESOLUTION: 

(432-22-S) 

Whereas,  F.  P.  Keniston,  for  Leonard  Hangen,  owner, 
filed,  March  23,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  59-61  East  8th  street,  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner,  read: 

No.  27764-LD — 59  E.  8th  St.: 

“1.  Arrange  the  fire  escape  on  the  east  side  of 

building  and  the  openings  leading  thereto.  *  *  * 

“Note :  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  at  2nd  story  not  fireproof,  not 
self-closing. 

“Window  on  3rd  story  not  self-closing.  No  stairway 
from  lowest  balcony  to  ground.  Fire  escape  needs 
painting.” 

No.  24305-LD — 61  E.  8th  St.: 

“1.  Arrange  the  fire  escape  at  the  north  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof.  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  fireproof,  not  self-closing. 
No  balcony  at  3rd  story.  No  stairway  from  top  bal¬ 
cony  to  roof.  Balconies  obstructed  by  iron  shutters. 
Fire  escape  needs  scraping  and  painting.” ; 

and 

Whereas,  the  premises  consist  of  two  buildings,  each 
3  stories  in  height,  No.  59  being  25  ft.  by  80  ft.  in  area  and 
No.  61  being  25  ft.  by  100  ft.  in  area  in  the  1st  story  and 
25  ft.  by  50  ft.  in  area  above,  occupied,  No.  59,  basement, 
machine  shop,  5  persons ;  1st  story,  office  and  show  room, 
5  persons ;  2nd  story,  manufacturing  rubber  hats,  6  per¬ 
sons ;  3rd  story,  mfr.  feather  goods,  12  persons.  Occupied, 
No.  61,  basement,  office  show  room,  2  persons;  1st  story, 
mfr.  coats,  30  persons;  2nd  story,  mfr.  hair  goods,  10  per¬ 
sons  ;  3rd  story,  mfr.  coats,  12  persons ;  the  means  of 
egress  consisting  of  an  interior  stairway  in  each  building 
extending  from  the  basement  to  the  roof,  enclosed  in  lath 
and  plaster  partitions  with  wood  doors  at  the  openings ;  a 
fire  escape  on  the  rear  of  No.  59  and  No.  61,  with  landing 
on  extension  roof,  with  bridge  to  adjoining  extension  roof 
and  with  stationary  stairs  to  yard ;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  under  date  of  April  18,  1918,  modi¬ 
fied  the  order;  and 


Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  4-22-1918,  as  to  No 
59  and  No.  61  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of  the 
board  of  review  be  complied  with  and  on  further  condition 
that  fireproof  windows  be  installed  at  openings  leading  to 
the  balcony  on  the  2nd  story  rear,  the  north  side,  and  one 
opening  on  the  east  side  of  No.  59 ;  and 

Resolved,  further,  that  this  variation  be  granted  only  so 
long  as  the  present  conditions  as  to  use  and  occupancy  re¬ 
main  substantially  unchanged. 

266-22-S. 

PETITIONER — Bingham  Bros.,  Inc.,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 404  and  406  Pearl  street,  12 
New  Bowery,  52  New  Chambers  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Thomas  Gilleran,  Stephen  W. 

Dodge. 

For  Administration :  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD- — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  IB'rady,  Reville  and 

Moore  .  10 

Negative  . .  0 

Absent:  Mr.  Kerby,  Superintendents  Kleinert, 
and  MdDermott  . .  3 

THE  RESOLUTION: 

(266-22-S) 

Whereas,  Bingham  Bros.,  Inc.,  for  Sarah  J.  Hoyt,  own¬ 
er,  filed,  April  6,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  404  and  406  Pearl  street,  12  New 
/Bowery  and  52  New  Chambers  street,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  reads: 
“To  enclose  all  interior  stairways  serving  as  a  re¬ 
quired  means  of  exit.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  25  ft.  1  in.  by  60  ft.  and  25  ft.  2  in.  by 
80  ft.  6  in.  irregular  in  area,  occupied,  1st  story,  office; 
2nd  to  6th  stories,  manufacturing  of  printers  rollers,  with 
14  persons  above  the  1st  story  in  No.  406  and  6  above  the 
1st  story  in  No.  404;  divided  into  two  sections  by  a  fore 
and  aft  brick  wall,  the  means  of  egress  consisting  of  two 
interior  stairways  extending  from  the  1st  story  to  the 
roof,  one  enclosed  in  fire  retarded  partitions  and  the  other 
unenclosed;  a  fire  escape  on  New  Bowery  front  and  two 
fire  escapes  on  the  Pearl  street  front;  and 
Whereas,  the  appellant  contends  that  the  condition  of  the 
building  was  accepted  by  the  labor  department  in  1915. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  z^ariation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  swinging  doors  in  horizontal  exits  be  made 
self-closing  and  that  a  counterbalanced  drop  ladder  in 
guides  be  provided  from  the  2nd  story  balcony  on  the  Pearl 
street  side  of  No.  404  to  the  street,  and  granted  only  so  long 
as  the  premises  remain  in  a  single  occupancy. 
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436-22-S. 

PETITIONER — National  Doll  Wig  Co.,  Inc.,  lessee. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFtECTED — 105  East  111th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Abraham  Miller. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows  : 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady  and  Reville...  9 

N  egative  .  0 

Absent:  Mr.  Beatty,  Superintendents  Kleinert,- 

Moore  and  McDermott  . :.!...  4 

THE  RESOLUTION: 

(436-22-S) 

Whereas,  National  Doll  Wig  Co.,  Inc.,  for  Rose  Wein- 
traub,  owner,  filed,  March  30,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  105  East  111th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  as  per  section  7'9-B-l  and  79- 
C-l  of  the  Labor  Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  at 
the  rear  of  building  with  balconies  4  ft.  in  width  con¬ 
nected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees  extending 
from  ground  to  roof  constructed  as  per  section  79-B-4 
of  the  Labor  Law  and  the  Rules  of  the  Board  of 
Standards  and  Appeals.  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  16  ft.  by  40  ft.  in  area,  occupied,  base¬ 
ment,  factory,  1  person ;  1st  story,  factory,  10  persons ;  2nd 
story,  office,  no  persons;  3rd  story,  storage;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
roof,  enclosed  in  wood  stud,  lath  and  plaster  partitions  with 
the  basement  to  the  3rd  story,  with  scuttle  and  ladder  to 
wood  doors  at  the  openings. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law.  and  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  the  factory  use  be  confined  to  the  1st  story 
and  that  the  occupancy  of  the  entire  building  shall  not  ex¬ 
ceed  10  persons,  and  on  further  condition  that  a  fixea  iron 
ladder  be  provided  to  the  scuttle  in  the  roof. 

Resolved,  further,  that  this  petition  be  granted  only  so 
long  as  the  conditions  remain  substantially  unchanged. 


439-22-S. 

PETITIONER — J.  Lefkowitz,  for  Fanny  Lefkowitz,  own¬ 
er. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED- — 32  West  Houston  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  J.  Lefkowitz. 

For  Administration:  Inspector  Maher,  of  the  fire 
department.. 

ACTION  OF  IBOARD — ‘Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 


non,  Superintendents  Brady,  Reville  and 

Moore  . io 

Negative  .  q 

Absent :  Mr.  Beatty,  Superintendents  Kleinert 

and  McDermott  .  3 

THE  RESOLUTION: 

(439-22-S) 

Whereas,  J.  Lefkowitz,  for  Mrs.  Fanny  Lefkowitz,  own¬ 
er,  filed,  March  21,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  32  West  Houston  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Arrange  the  fire  escape  on  the  south  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  Section  273  and  274 
of  the  Labor  Law.  *  *  *” ; 
and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  25  ft.  by  85  ft.  in  area  in  the  1st  story 
and  25  ft.  by  42  ft.  in  area  above ;  occupied,  basement, 
restaurant;  1st  story,  salesroom,  2  persons;  2nd  story,  mfr. 
buttons;  3  persons;  3rd  story,  mfr.  hats,  5  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  basement  to  the  3rd  story  enclosed  in  wood 
stud,  lath  and  plaster  partitions  -with  wood  doors  at  the 
openings;  a  fire  escape  on  the  rear  of  the  building  with 
landing  on  extension  roof,  gooseneck  ladder  to  main  roof 
and  egress  across  extension  roof  to  fire  escape  on  building 
adjoining;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  present  conditions  as  to  use  and  occupancy  re¬ 
main  unchanged. 


1600-21-S. 

PETITIONER! — Joseph  Mitchell,  for  Samuel  F.  Adams, 

owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 415  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Joseph  Mitchell. 

For  Administration:  Inspector  Maher,  of  the  fire 
department. 

ACTION  OF  IBOARD — 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady,  Reville  and 

Moore  .  10 

Negative  .  0 

Absent :  Mr.  Beatty,  Superintendents  Kleinert 

and  McDermott  .  3 

THE  RESOLUTION: 

(1600-21-S) 

Whereas,  Joseph  Mitchell,  for  Samuel  F.  Adams,  own¬ 
er,  filed,  December  8,  1922,  a  petition  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  415  Sixth  avenue,  Manhattan; 

and 

Whereas,  the  orders  of  the  fire  commissioner,  read: 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  the  building  to  the  roof  as  per  section  271  of  the 
Labor  Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
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the  front  of  the  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide  placed 
at  an  incline  of  not  more  than  45  degrees  extending 
from  ground  to  roof,  constructed  as  per  section  273 
of  the  labor  law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  section  271  of  the  labor 
law.  See  note.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

4  stories  in  height,  19  ft.,  9  ins.,  by  60  ft.  in  area  in  the 
1st  story  and  19  ft,  9  ins.,  by  42  ft.  above,  occupied  1st 
story,  store,  6  persons;  2d  story  factory,  4  nersons ;  d 
story  factory  and  dwelling,  3  persons;  4th  story  dwelling, 

3  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story, 
enclosed  in  woou  stud,  lath  and  plaster  partitions  with 
wood  doors  at  the  openings,  a  party  wall  fire  escape  on 
the  rear  of  the  building;  and 

Whereas,  the  board  deemed  that  the  action  of  the  chief 
of  the  bureau  of  fire  prevention  dated  March  14,  1919, 
should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  the  petition  be  and  hereby  is  granted  on  condition 
that  a  double  rung  fixed  iron  ladder  be  provided  to  scuttle 
in  roof  of  top  story  hall,  and  that  the  recommendations  of 
the  chief  of  the  bureau  of  fire  prevention  of  March  14, 
1919,  be  complied  with  and  on  further  condition  that  the 
factory  occupancy  be  confined  to  the  1st  and  2d  stories. 

1644-21-S 

PETITIONiER — Adolph  Rosenbaum  for  Hoepfner  and 
Wuest,  owners. 

SUBJECT — Petition  for  variation  from  the  labor  law,  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 500  East  164th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Adolph  Rosenbaum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTEr- 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  _  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady,  Reville  and 

Moore  .  1° 

Negative  . .  •  •  •  0 

Absent:  Mr.  Beatty,  Superintendents  Kleinert 

and  McDermott  .  3 

THE  RESOLUTION : 

(1644-21-S) 

Whereas,  Adolph  Rosenbaum  for  Hoepfner  and  Wuest, 
owners,  filed,  December  15,  1921,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  500  East  164th  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  section  271  of  the  labor 
law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stones  in 
height,  50  ft.  by  95  ft.  in  area,  occupied,  1st  story,  storage 
and  painting,  5  persons;  2d  story,  woodworking  shop,  5 
persons;  3d  story,  paint  shop,  5  persons;  the  means  of 
egress  consisting  of  as  interior  stairway  extending  from 
the  1st  story  to  the  3d  story,  unenclosed,  and  an  interior 
stairway  extending  from  the  1st  story  to  the  3d  story, 
with  scuttle  and  iron  ladder  to  roof ;  a  fire  escape  on 
the  rear  of  the  building  with  balconies  and  60  degree  con¬ 
necting  stairs  to  roof  and  a  45  degree  stairs  to  yard,  with 


egress  from  yard  through  driveway  to  street,  with  fire¬ 
proof  windows  along  course  of  fire  escape;  asd 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  modified  the  order  June  24,  1919; 

and  . 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  'law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations!  set  forth  in  said  action 
of  the  board  of  review  be  complied  with. 

Resolved,  further,  that  the  petition  be  granted  only  so 
long  as  the  conditions  remain  unchanged. 

2 2 1-22- S  ,  rr 

PETITIONER— American  Rattan  and  Reed  Mfg.  Co., 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 268  Norman  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner! — Herman  Horowitz. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE—  „  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville 

and  Moore  .  ® 

Negative  .., . 0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and  Mc¬ 
Dermott  . 4 

THE  RESOLUTION : 

(  221-22- S) 

Whereas,  American  Rattan  and  Reed  Mfg.  Co.,  owner, 
filed,  February  15,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  268  Norman  avenue,  Brook- 

lvn;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairways  at  east  and  west 
sides,  and  centre  of  building  serving  as  a  required 
means  of  exit,  and  the  landings  platforms  and  pas¬ 
sageways  connecting  therewith  on  all  sides,  with  par¬ 
titions  of  fire  resisting  material  extending  continuously 
from  the  cellar  to  31  feet  above  the  roof,  constructed 
as  per  Section  271  of  the  Labor  Law,  and  Sec.  272  of 
the  Labor  Law  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  Section 
271  of  the  Labor  Law.”; 

Whereas  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  150  ft.  by  80  ft.  in  area,  occupied  for 
the  manufacture  of  reed  furniture,  basement,  12  persons; 
1st  story,  90  persons,  2d  story,  60  persons ;  3d  story,  .90 
persons;  the  means  of  egress  consisting  of  three  interior 
stairways  extending  from  the  1st  story  to  the  3d  story 
unenclosed ;  a  fire  escape  on  the  front  and  one  on  the  rear 
of  the  building  with  landing  on  extension  roof  with  sta¬ 
tionary  ladder  to  driveway;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy;  and  . 

Whereas,  the  board  deemed  that  the  recommendations 
of  the  chief  of  the  bureau  of  fire  prevention  of  January 
23,  1918,  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  recommendation  of  the  chief  of  the 
bureau  of  fire  prevention  of  January  23,  1948,  be  complied 
with  and  granted  only  so  long  as  conditions  as  to  use  and 
occupancy  remain  substantially  unchanged. 
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25-6-22-S 

PETITIONER — Samuel  Rosenblum  for  Amanda  B 
Manee,  owner. 

SUBJECT — Variation  of  the  labor  law  asf  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — '103-105  West  24th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Laid  over  to  May  31,  1022,  at  2 

p.  m. 


300-22-S 

PETITIONER — Samuel  Rosenblum,  for  Nestle  Patent 
Holding  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTFD — 12-14  East  40th  street,  Man¬ 
hattan. 

APPEARANCES — 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution  that  follows. 


THE  VOTE—  . 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief 
iMartin,  Superintendents  Brady,  Reville, 

and  Moore  .  0 

Negative  .  0 

Absent :  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and  Mc¬ 
Dermott  .  4 

THE  RESOLUTION : 

(300-22-S) 


Whereas,  Samuel  Rosenblum  for  Nestle  Patent  Hold¬ 
ing  Co.,  owner,  filed,  February  28,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  12-14  East  49th 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
front  of  building  with  balconies  4  ft.  in  width  con¬ 
nected  by  stairways  not  less  than  22  ins.  wide  *  *  *.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  42  ft.,  8  ins.,  by  90  ft.,  5  ins.,  in  area  in  the  1st 
story  and  42  ft.,  8  ins.  by  52  ft.  above ;  occupied  1st  story, 
hair  dressing,  20  persons ;  2d  story,  hair  dressing,  20 
persons;  3d  story,  hair  dressing,  10  persons;  4th  story,  fill¬ 
ing  .borax  tubes,  6  persons ;  the  means  of  egress  consists 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  roof  enclosed  in  lath  and  plaster  partitions  with  wood 
doors  at  the  openings ;  and 

Whereas,  petitioner  proposes  to  erect  a  60  degree  fire 
escape  on  the  rear  of  the  building  with  stair  from  4th 
story  to  extension  roof  to  ground. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  on 
condition  that  a  fire  escape  be  provided  on  the  rear  of 
the  building  with  60  degree  stair  from  the  4th  story  to  the 
extension  roof  and  thence  with  balconies  and  60  degree 
stairs  to  the  ground. 

Resolved,  further,  that  this  petition  be  granted  only  so 
long  as  the  present  use  and  occupancy  remain  substan¬ 
tially  unchanged. 

312-22-S 

PETITIONER — Abraham  Stern,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED — 105  West  16th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Abraham  Stern. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  Ob  BOARD1 — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 


and  Moore  .  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and  Mc¬ 
Dermott  .  4 


THE  RESOLUTION : 

(312-22-S) 

Whereas,  Abraham  Stern,  owner,  filed,  April  28,  1922, 
a  petition  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
105  West  16th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are 
in  compliance  with  the  provisions  of  Sections  273  and 
274  of  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive  _  method  of  complying  with  the  requirements  of 
Section  271  of  the  Labor  Law. 

“NOTE— Among  the  defects  noted  on  this  fire  escape 
are :  No  stairway  from  top  balcony  to  roof.  No  stair¬ 
way  from  lowest  balcony  to  ground.  No  passageway 
from  termination  of  fire  escape  to  street. 

“2.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law.” ; 
and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  25  ft.  by  68  ft.  in  area  in  the  1st  story  and  25  ft. 
by  38  ft.  in  area  above;  accupied,  1st  story,  cigar  store, 
2d  story,  furrier,  9  persons ;  3d  story,  furrier,  3  persons ; 
the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  3d  story  with  scuttle 
and  iron  ladder1  to  roof,  enclosed  in  wood  stud,  lath  and 
plaster  partitions  with  wood  and  glass  doors  at  the  open¬ 
ings;  a  fire  escape  on  the  rear  of  the  building  with  land¬ 
ing  on  extension  roof  with  door  to  2d  story  of  building 
adjoining  and  with  iron  ladder  to  adjoining  roof  at  3d 
stpry  level,  with  fireproof  self-closing  doors  along  the 
course  of  the  fire  escape ;  and 
Whereas,  petitioner  contends  that!  the  board  of  review 
modified  the  order  and  accepted  conditions ;  and 
Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  July  22,  1918,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law,  and  the  petition  be  and  hereby  is  granted  as  to 
item  No.  1  in  accordance  with  the  action  of  the  board 
of  review  and  as  to  item  No.  2  on  condition  that  a  fixed 
double  rung  iron  ladder  be  provided  in  the  top  stair  hall 
to  the  scuttle  in  the  roof  and  on  further  condition  that 
the  scuttle  be  at  least  2  ft.  by  3  ft.  in  area  and  granted 
only  so  long  as  the  occupancy  be  not  increased. 


3KF22-S 

PETITIONER — Samuel  Rosenblum  for  George  Rudd  and 
Elsie  Ward  Rudd,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 125  8th  avenue,  Manhattan. 
ACTION  OF  BOARD — Resolution  corrected  by  adding 
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item  No.  3  of  order  omitted  from  transcript  of 
previous  action. 

THE  VOTE —  r  ,  ,  ,r  „  u 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville  and 

Moore  .  ® 

Negative  . 0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  ICleinert  and  Mc¬ 
Dermott  .  4 

THE  RESOLUTION  :  (Seepage  569.) 


811-19-S 

PETITIONER— R.  Wilson.  .  . 

SUBJECT— Application  for  reopening  of  petition  tor 
variation  of  the  labor  law  as  cited  in  order  of  the 
fire '  commissioner. 

PREMISES  AFFECTED— 12  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  R.  Wilson. 

ACTION  OF  BOARD — Petition  reopened,  set  for  hearing 
on  May  31,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  IBrady,  Reville, 

and  Moore  .  9 

Negative  . . . .••: -  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and  Mc¬ 
Dermott  .  4 

909-21-S  .  c,  ( 

PETITIONER— Morris  and  Herman  Strompt.  _ 

SUBJECT— Application  for  reopening  of  petition  for 
variation  from  the  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED— 646-648  Sixth  avenue,  Man- 

ACTION^F1  BOARD— Petition  reopened,  set  for  hearing 
on  May  31,  1922,  at  2  p.  m. 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 
and  Moore  .  ® 

N egative  . . . .*  ■ : - 

Absent :  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and  Mc¬ 
Dermott  . .  4 


1433-18-S  ^  .  _ 

PETITIONER— Building  Operation  Co. 


SUBJECT — Application  for  reopening  of  petition  for 
variation  from  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 6-8  West  29th  street,  Man¬ 

hattan. 

ACTION  OF  BOARD— Application  reopened;  set  for 

hearing  on  May  31,  1922,  at  2  p.  m. 

THE  VOTE —  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 

and  Moore  .  9 

Negative  . 9 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and  Mc¬ 
Dermott  .  4 


477-22- S 

PETITIONER— Philip  Lieberman. 

SUBJECT— Application  for  reopening  of  petition  for 
variation  from  order  of  the  board  of  health. 

PREMISES  AFFECTED— 148  Norfolk  street,  Manhattan. 

ACTION  OF  BOARD — Reopened  and  set  for  hearing 
May  31,  1922,  at  2  p.  m. 

THE  VOTE—  ,  T  , ,  ,  jr 

Affirmative:  Messrs.  Boulton,  Holland,  Kearney, 
Kerby,  Fire  Chief  Martin,  Superintendents 

Brady,  Reville  and  Moore  .  8 

Negative:  Chairman  Walsh  .  1 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and  Mc¬ 
Dermott  .  4 


47 8-82- S 

PETITIONER— Philip  Lieberman. 

SUBJECT— Application  for  reopening  of  petition  for 
variation  from  order  of  the  board  of  health. 

PREMISES  AFFECTED— 3620  Broadway,  Manhattan. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE —  ,  c 

Affirmative:  Messrs,  Kerby,  Kearney,  Superin¬ 
tendents  iB'rady  and  Moore . .  4 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Fire  Chief  Martin  and  Superin¬ 
tendent  Reville  . . . ;  • ; -  ® 

Absent :  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and  Mc¬ 
Dermott  .  4 


Adjourned  5.30  p.  m. 

William  J.  O  Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 

forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  cojw  of  borm  10 A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may 

fs°ac?omp“yS one°-ha«^ ‘  i£k  ™velope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 
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MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


•CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  Afternoon ,  April  25,  1922, 
as  they  appeared  in  Bulletin  No.  18,  Vol.  VII.,  are  hereby 
corrected  as  follows : 

THE  RESOLUTION: 

(310-22-S) 

Whereas,  Samuel  Rosenblum,  for  George  Rudd  and  El¬ 
sie  Ward  Rudd,  owners,  filed,  March  1,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  125 
Eighth  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  north  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  *  *  *. 

“Note : — Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
not  self-closing.  No  60-degree  connecting  stairways 
between  balconies.  No  counterbalanced  stairway  to 
street. 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  westerly  end  of  the  north  side  of  building  with 
balconies  4  ft.  in  width  connection  by  stairways  not 
less  than  22  ins.  wide,  placed  at  an  incline  of  not 
more  than  45  degrees,  extending  from  ground  to 
roof  *  *  *. 


*Correction — Item  3  of  order  added. 


“3.  Extend  the  interior  stairway  at  the  westerly 
end  of  centre  of  the  building  to  the  roof  *  * 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
3  stories  in  height,  15  ft.,  4^  ins.,  by  100  ft.  in  area,’ 
occupied,  1st  story,  store;  2d  story,  mfg.  cloaks  and  suits, 
19  persons;  3d  story,  mfg.  of  crustates,  6  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  to  the  3d  story  with  scuttle  and  fixed  iron 
ladder  to  roof  enclosed  in  lath  and  plaster  partitions  with 
a  wood  door  at  the  opening  onl  one  side  in  the  3d  story 
and  metal  covered  doors  at  the  other  openings ;  two  sub¬ 
standard  fire  escapes  on  the  front  of  the  building;  and 

Whereas,  it  is  proposed  to  provide  a  60-degree  stairs 
connecting  the  fire  escape  balconies  and  counterweighted 
drop  ladders  in  guides  to  the  ground. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  present  fire  escape  on  east  end  of 
northerly  front  be  provided  with  sixty-degree  stairway 
connecting  balconies  and  counterbalanced  drop  ladder  in 
guides  to  the  street  and  a  similar  fire  escape  be  provided  on 
west  end,  and  that  the  openings  to  both  fire  escapes  on  the 
second  and  third  floors  be  provided  with  fireproof  frames 
and  sash  glazed  with  wire  glass;  and  on  further  condition 
that  the  occupancy  be  limited  to  forty  (40)  persons  above 
the  first  story. 


PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE”— “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
special  meeting  on  Thursday,  May  25,  1922,  at  2  p.  m.,  in 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
j4-inch  or  by  permission  of  the  Fire  Commissioner  y$- inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 


men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8l/>  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
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tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as: 


(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 J4  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of’  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank.  , 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 


570 


PUBLIC  HEARING 


that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  ‘  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l)4-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 


days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if1  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
excep*  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth : 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  ris;r  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac- 
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turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  door 
beams  at  intervals  of  not  more  than  10  ft.,  and.  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or.  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with,  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 

fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  this  rule  a  corner  building  shall,  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca- 
ticn  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required : 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 


(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiotn  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  storv.  Where  intermediate  tanks 
are  provided  ffie  fire  pump  shall  dis'.harge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  infermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided :  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  budd¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 
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have  a  Siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  story  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the.  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
risers  in  excess  of  6  in  in  diameter.  In  each  line  between 
the  siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  siamese  and  its  check  valve  there  shall  be  placed  either  a 
rA- hi-  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
34-in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3J4  in. 
x  3 y2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  y2- in.  open  drip  without  valve 
or  cock,  or  a  34-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 y2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tiie 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in. letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  214  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  x/2  in.  open  drip  extending  to  a  sink  or  a 
34  in.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have  standard  2 y2  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 


Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2J4  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

.Rule  33.  NOZZLES.  All  2j4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1 %  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2 y2  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 
outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per- 
mit  of  ready  and  easy  release  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 

•  Ru.le  .37'  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously.  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2^4  inches  in  height. 

Rule  38.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  5.0  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and.  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  ,  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure,  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2}4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

*  *  *  * 

Note  Rules  39  to  49,  inclusive,  are  omitted  in  this 
number.  See  Bulletin  No.  20  for  complete  proposed  rules. 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  'of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards 
First,  That  if  they  do  not  appear  in  person  or  bv  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  ' 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recced  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant,  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for  . . 1922. 
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Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  Special  Meeting  Board  of  Standards  and 
Appeals,  May  19,  1922. 

Minutes  of  Meeting  Board  of  Appeals,  May  23, 

1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  May  23,  1922. 

Minutes  Special  Meeting  Board  of  Standards  and 
Appeals,  May  25,  1922. 

Notice  of  Public  Hearing. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Wednesday,  May  31, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  6,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  en^rtained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
davs  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal.  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  May  25th,  1922. 

Cal.  No.  Department  Order  No. 

740-22-BZ 


739-22-A 


738-22-BZ 


736-212-S 


735-22-A 


734-22- S 


733-22-S 


732-22-S 


731-22-S 


730-22-A 


727-22- S 


725-22-S 


724-22-S 


(23-22-S 


722-22-S 


721-22-S 


72 0-22- S 


719-22-S 


718-22-S 


716-22-A 


715-22-S 


714-22-S 


713-22-S 


712-22-A 


R  7 

.  .  Alt.  1312-1922 

. Alt.  f 442-1921 

RZ 

.  . .  Alt.  1006-1922 

R7 

. Alt.  5786-1922 

s 

Viol.  2484-1922 

A 

...  Viol.  1839-1921 

Q 

.  Photo  1188 

Q 

.  LD  35211 

C 

.  F  28393 

Q 

LD  26354-26355 

A 

.  F  24758 

R7 

.  NB  276-1922 

R7 

NB  5709-1922 

c 

. LD  28356 

R7 

.  LC  72351 

Q 

..  LD  35512 

c 

LD  35383 

c 

.  LD  35452 

_s 

LD  15524-15527 

c 

LD  34743 

c 

LD  35238-35239 

c 

.  LD  35237* 

_Q 

.  . .  LD  6521 

-BZ . 

. B.B.Bx . 

NB  1551-1922 

-A 

.  C  72022 

.  LD  25335 

_Q 

• 

.  LD  34741 

_s 

.  LD  29285 

-A . 

.  F  34968 

711-22-1BZ . 

. B.B.M.  ... 

.  Alt.  360-1925 

71 0-22- S 

F.D 

. .  LD  33664 

709-22-A . 

. F.D . 

. . .  Flushing  High  Schoo 

708-22- S . 

707-22-BZ . 

. B.B.B.  ... 

.  NB  8027-1925 

706-22- S . 

.  LD  3524: 

CODE. 

F.D . Fire  Departmen 

H.D . Health  Departmen 

B.B.B . Bureau  of  Buildings,  Brooklyi 

B.B.M . Bureau  of  Buildings,  Manhattai 

B.B.Q . Bureau  of  Buildings,  Queen: 

B.B.R . Bureau  of  Buildings,  Richmom 

B.B.Bx . Bureau  of  Buildings,  Broiu 

T.H . Tenement  House  Departmen 


CALL  OF  CLERK'S  CALENDAR. 

Wednesday,  May  31,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

407-22-BZ 

APPLICANT — John  M.  Weth,  owner. 

PREMISES — 213i  McKinley  avenue,  Glendale,  Queens 

TO  PERMIT  in  a  residence  district  the  maintenance  o 
a  two  car  garage. 

476-22-BZ 

APPLICANT — Joseph  F.  Fisher,  owner. 

PREMISES — 10123  111th  street,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  ; 
garage. 

485- 22-BZ 

APPLICANT — Elizabeth  G.  King,  owner. 

PREMISES — 2254  Hughes  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
five  car  garage. 

707-22-BZ 

APPLICANT — Henry  A.  Smith,  for  Holland  Laundry 
owner. 

PREMISES — 225-23 5  25th  street,  325  4th  avenue,  Brook 
lyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  laundry  and  garage  or  stable  for  us 
in  conjunction  with  the  business. 

486- 22-BZ 

APPLICANT — Charles  Schaefer,  Jr.,  for  A.  &  M.  Bran 
Realty  Company,  owner. 

PREMISES — West  side  Charlotte  street,  100  ft.  nort 
of  Boston  road,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of 
store  building. 

492-22-BZ 

APPLICANT — Harold  L.  Young,  for  Isador  Dietelbaun 
owner. 

PREMISES— 513-517  West  130th  street,  Manhattan. 

TO  PERMIT  the  erection  of  a  public  garage  within  BC 
ft.  of  a  hospital. 

508-22-BZ 

APPLICANT — Holler  &  Kleinhenz,  for  Rellim  Reall 
Corp.,  owner. 

PREMISES — 789  St.  Marks  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
business  district  the  use  of  premises  for  busine 

use. 
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529-22-BZ 

APPLICANT — Daniel  Santoro,  for  Joseph  Caruselle, 
owner. 

PREMISES — 29  First  street,  Tompkinsville,  Richmond. 
TO  PERMIT  in  a  residence  district  the  maintenance  of  a 

garage. 

630-22-BZ 

APPLICANT — Edward  M.  Adelsohn,  for  Anna  V.  Wing, 

owner. 

PREMISES — 489-493  Sterling  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
public  garage. 

539-22-BZ 

APPLICANT! — Emilie  Prentice,  owner. 

PREMISES1 — 1717  Centre  street,  Evergreen,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
two  car  garage. 

553-22-BZ 

APPLICANT — Samuel  Cohen,  for  County  Holding  Co., 

owner. 

PREMISES — 27  West  35th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  use  in  excess  of 
25  per  cent,  limitation  for  factory  use. 

599-22-BZ 

APPLICANT — Matthew  W.  Del  Gaudio,  for  Rosina 
Poraggio,  owner. 

PREMISES — 2420-2422  Hoffman  street,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  maintenance  of  a  garage 
and  light  manufacturing  building. 

295-22-BZ 

APPLICANT — Ezra  P.  Mott,  for  Ernest  Hawkins,  owner. 
PREMISES — Southeast  corner  Jerome  avenue  and  Spruce 
street,  Richmond  Hill,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  pub¬ 
lic  garage. 

262-20-BZ 

APPLICANT — Gronenberg  &  Leuchtag,  architects,  for 
West  48th  Street  Realty  Co.,  owner. 

PREMISES — 255-259  West  43d  street,  680-685  8th  avenue, 
northeast  corner  8th  avenue  and  West  43d  street, 
Manhattan. 

TO  PERMIT  in  a  business  use  district,  and  a  two  times 
height  district,  and  a  one  and  a  half  times  height 
district,  the  erection  of  a  hotel  exceeding  the 
height  limitation  provided  by  the  building  zone 
resolution. 


BOARD  OF  APPEALS. 

Wednesday,  May  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

28-22-A — 3266  Ely  avenue.  The  Bronx. 

268-22-A — 469  Fifth  avenue,  Manhattan. 

316-22-A — 2  Park  avenue,  Brooklyn. 

344-22-A — 51  Boerum  street,  Brooklyn. 

649-21-A — 295-303  Vernon  avenue,  L.  I.  C.,  Queens. 
384-22-A — 17  Warren  street,  Manhattan. 

377-22-A — 211  West  125th  street,  Manhattan. 

386- 22-A — 22  Queen  street.  Long  Island  City. 

387- 22-A — 22  Queen  street,  Long  Island  City. 

425- 22-A — 284-306  Saratoga  avenue,  Brooklyn. 

426- 22-A — 246-252  Skillman  street,  510  DeKalb  avenue, 
463-22-A — 135  8th  avenue.  Long  Island  City. 

399-22-A — 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

442-22-A — 321-343  West  54th  street,  Manhattan. 

451-22-A — 363  East  149th  street,  The  Bronx. 

456-22-A — 47-49  Mercer  street,  Manhattan. 


464-22- A — 438-440  East  72nd  street,  Manhattan. 

467-22-A— Foot  of  Stagg  street  and  Newtown  Creek, 
Brooklyn. 

574-22-A— East  side  Provost  street,  200  ft.  north  of  India 
street,  Brooklyn. 

624-22-A  344  East  40th  street,  699  First  avenue,  Manhat¬ 
tan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Wednesday  morning,  May  31,  1922 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  1490-21-BZ — A  implication,  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attorneys,  on  be¬ 
half  of  Hill-Ware  Company,  Inc.,  own¬ 
er,  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars ;  premises  3325-3339 
Park  avenue,  The  Bronx. 

CAL.  NO.  70-22-BZ— Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
public  garage;  premises  northeast  cor¬ 
ner  33rd  street  and  Roosevelt  avenue, 
Elmhurst,  Queens. 

cal.  no.  376-22-BZ— Application,  March  14,  1922,  under  the 
building  zone  resolution,  of  Otto  C.  H. 
Maydag,  architect,  on  behalf  of  Emii 
Reineking,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage;  premises  352  Pine  street, 
Brooklyn. 

CAL.  NO.  438-22-BZ— Application,  March  24,  1922,  under  the 
building  zone  resolution,  of  Burke  & 
Olsen,  architects,  on  behalf  of  Annie 
Wenig,  owner,  Nto  permit  in  a  business 
district  the  conversion  of  existing 
building  into  a  public  garage;  premises 
6402-6406  Fourth  avenue,  Brooklyn. 
cal.  no.  461-22-BZ— Application,  March  29,  1922,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  Central  Tele¬ 
phone  Exchange  Building;  premises 
7701-7713  Third  avenue,  302-318  77th 
street,  Brooklyn. 

cal.  no.  462-22-BZ — Application,  March  29-,  1922,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  Central  Tele¬ 
phone  Exchange  Building;  premises 
2365  Tiebout  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  May  31,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

256-22-S — 103-105  West  24th  street,  Manhattan. 
1433-18-S — 6-8  West  20th  street,  Manhattan. 
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811-19-S — 12  West  40th  street,  Manhattan. 
909-21-S — 646-648  Sixth  avenue,  Manhattan. 
477-22-S — 148  Norfolk  street,  Manhattan. 


1473-21-BZ. 

APPLICANT— -W.  H.  Mohrmann,  owner. 

PREMISES— 354  87th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 


306-22-S — 19  East  54th  street,  Manhattan, 

Appliances  Submitted  for  Approval. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 
26-22-S— Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  apprdval  of. 

53-21-S— Angle  Hose  Valve. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S— Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv- 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S— Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 

465-22-S — Phister  One  Gallon  Fire  Extinguisher,  approval 
of. 

112-22-S— Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Ostrander  Crons'. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  6,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

581-22-BZ.  ^  ,  , 

APPLICANT— Martin  H.  Bohle,  owner. 

PREMISES— 2785  Briggs  avenue.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  a 

garage. 


APPLICANT— Michael  A.  Cardo,  for  John  Geoghegan, 
owner. 

PREMISES— 404  13th  street.  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  existing  business  building. 


598-22-BZ. 

APPLICANT— Charles  Kreymborg,  owner. 

PREMISES— South  side  Fordham  Road,  76.41  ft.  west  of 
Davidson  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  business  building. 


APPLICANT— John  J.  Dunnigan,  for  Francis  W.  Aymar, 
owner. 

PREMISES— 3-9  Jumel  place,  Manhattan.  . 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  public  garage. 

639-22-BZ.  ,  „  '  , 

APPLICANT— Department  of  Plant  and  Structures,  for 
City  of  New  York,  owner. 

PREMISES— 17th  street,  east  of  Avenue  C,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  the  erection  of  a 
garage  within  200  ft.  of  a  hospital  building. 


garage. 

403422-BZ. 

APPLICANT— Rachmel  Ukrainzyk,  owner. 

PREMISES— 559  84th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

493-22-BZ.  ,  ,  . 

APPLICANT— Charles  E.  Chalmers,  receiver  for  2nd  Ave. 
R.  R.  Co.,  owner. 

PREMISES— 1864  Second  avenue,  Manhattan. 

TO  PERMIT  in  'a  business  district  the  maintenance  of  a 
garage  for  more  than  five  cars. 

566-22-BZ.  _  . 

APPLICANT— James  E.  Willcox,  for  David  A.  Smith, 
owner. 

PREMISES— South  side  Gerry  avenue,  100  ft.  west  of  Chi¬ 
cago  street,  Elmhurst,  Queens. 

TO  PERMIT  in  a  residence  district  the.  maintenance  of  a 
garage. 

568-22-BZ. 

APPLICANT— Frederick  W.  Moore,  for  N.  Lefkowitz, 
owner. 

PREMISES— 315  West  142nd  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  cars. 

675-22-BZ. 

APPLICANT— Eugene  De  Rosa,  for  Herman  Stursburg 
Realty  Co.,  owner. 

PREMISES— Northeast  corner  East  138th  street  and  Wil¬ 
lis  avenue,  southeast  corner  East  139th  street  and 
Willis  avenue  The  Bronx.  #  / 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  theatre  and 
business  building. 


BOARD  OF  APPEALS. 

Tuesday,  June  6,  1922,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

1 608-21-A — 1600  Broadway,  Manhattan. 

635-22-A — 1600  Broadway,  Manhattan. 

166-22-A — 203-205  East  76th  street,  Manhattan. 

274-22-A — 207  East  51st  street,  Manhattan. 

358-22-A — 57-59  William  street,  Manhattan. 

383-22-A— 1953  Dean  street,  Brooklyn. 

396-22-A— 511-519  West  21st  street,  510-514  West  22nd 
street,  Manhattan. 

428-22- A — 422  East  160th  street.  The  Bronx. 

435-22-A — 83-85  Park  Place,  Manhattan. 

457-22-A — 204-206  Varet  street,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A— Block  bounded  bv  Second  avenue.  Gowanus  Ca¬ 

nal.  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins.  Douglas,  3rd  avenue 

and  Degraw  streets.  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22-A — Block  bounded  by  Kent  avenue.  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 
681-22-A — 527  West  55th  street,  Manhattan. 

673-22-A — Southeast  corner  187th  street  and  Ryer  ave¬ 
nue,  The  Bronx. 
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Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  June  6,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1068-21-BZ — Application,  May  9,  1922,  under  the 
building  zone  resolution,  of  Frank  P. 
Keniston,  applicant,  on  behalf  of  Sam¬ 
uel  Bernard,  owner,  for  a  rehearing  of 
an  application  previously  denied,  to 
permit  in  a  business  district  the  conver- 
.  sion  of  existing  building  to  be  used  as 

a  motor  vehicle  repair  shop ;  premises 
41-43  Astoria  avenue,  northeast  corner 
Pope  street,  Astoria,  Queens. 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  1411-21-BZ — Application,  November  18,  1921,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  attorney,  on  behalf  of  Rex- 
ton  Realty  Company,  owner,  for  an 
extension  of  time  in  which  to  complete 
the  building  on  premises ;  premises  32- 
34  West  25th  street,  Manhattan. 
cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  tne 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 
cal.  no.  538-22-BZ — Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Martin  J. 
Fielder,  applicant,  on  behalf  of  Andrew 
Galbraith,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a  two 
story  public  garage ;  premises  north 
side  Austin  street,  80  ft.  west  of  Con¬ 
tinental  avenue,  Queens. 

cal.  no.  481-22-BZ — Application,  March  31,  1922,  under  the 
building  zone  resolution,  of  Frank 
Berg,  applicant  and  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage;  premises  1555  East  15th 
street,  Brooklyn. 

cal.  no.  455-22-BZ — Application,  March  28,  1922,  under  the, 
building  zone  resolution,  of  Bly  & 
Hamann,  architects,  on  behalf  of  Frank 
C.  Meyer  Company,  Inc.,  owner,  to 
permit  in  a  business  district  the  exten¬ 
sion  in  height  to  a  factory  building; 
premises  271-275  Lexington  avenue, 
Brooklyn. 

cal.  no.  448-22-BZ — Application,  March  27,  1922,  under  the 
building  zone  resolution  of  Russell 
Huffman,  attorney,  on  behalf  of  Lotty 
Cantor,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  premises 
for  business  use;  premises  64  West  52nd 
street,  Manhattan. 

cal.  no.  1672-21-BZ — Application,  May  2,  1922,  under  the 
building  zone  resolution,  of  Augustine 
Schiavone,  attorney,  on  behalf  of 
Charles  Piscopo,  owner,  for  a  rehear¬ 


ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars ; 
premises  771  40th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  6,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

375-22-S — 9-13  Walker  street,  Manhattan. 

452-22-S — 363  East  149th  street,  The  Bronx. 

472- 22-S — 508  6th  avenue,  Manhattan. 

494-22-S — 880  Broadway,  Manhattan. 

496-22- S — 302  West  37th  street,  Manhattan. 

503-22-S — 12  West  50th  street,  Manhattan. 

520-22-S — 39  Vese.y  street,  Manhattan. 

522- 22-S — 130  West  23rd  street,  Manhattan. 

523- 22-S — 121  East  112th  street,  Manhattan. 

5 3 7-22- S — 285-291  Mott  street,  Manhattan. 

359-22-S — 243-245  Pearl  street,  Manhattan. 

364-22- S — 26  Bond  street,  Manhattan. 

433-22-S — 368  Pearl  street,  Manhattan. 

466-22- S — 64  South  Washington  Square,  Manhattan. 

473- 22- S — 426-128  West  32i  street,  Manhattan. 

479-22-S — 132  East  23d  street,  Manhattan. 

487-22- S — 638  East  12th  street,  Manhattan. 

501-22-S — -285  21st  street,  [Brooklyn. 

509-22-S — 71-73  Fourth  avenue,  Manhattan. 

513-22-S — 26  Beekman  street,  18  Spruce  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  June  13,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 
490-22-A — 524  16th  street,  Brooklyn. 

502-22-A — 482-504  Driggs  avenue,  Brooklyn. 

504- 22-A — 71-73  Nassau  street,  Manhattan. 

505- 22- A— 71-73  Nassau  street,  Manhattan. 
515-22-A — 710  East  14th  street,  Manhattan. 
521-22-A — 53-55  Fifth  avenue,  Manhattan. 
536-22-A — 102-104  Fulton  street,  Manhattan. 
217-22-A — 122-132  Columbia  street,  Brooklyn. 
319-22- A — 405-425  Greenpoint  avenue,  Brooklyn. 
368-22-A — 449-451  Water  street,  Manhattan. 
482-22-A — 97  Burgher  avenue,  Richmond. 
510-22-A — 371  Pearl  street,  Manhattan. 

514-22-A — 373  Pearl  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  13,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

519-22-S — 14-16  East  33d  street,  Manhattan. 

544-22- S — 42  East  21st  street,  Manhattan. 

550- 22- S — 200  East  23d  street,  Manhattan. 

551- 22-S — 385  Sixth  avenue,  Manhattan. 

552- 22-S — 141-147  East  125th  street,  Manhattan. 
580-22- S — 20  West  39th  street,  Manhattan. 

585-22- S — 46  East  14th  street,  Manhattan. 

594-22-S — 9  East  54th  street,  Manhattan. 
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597-2Q-S — 117-121  Canal  street,  4  Sullivan  street,  Man¬ 
hattan. 

600-22- S— 632  Hudson  street,  Manhattan. 

607-22-S— 15-17  West  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

680-22-S — Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22- S — Maxon  Automatic  Cut-off  Valve,  approval  of. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  20,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

554-22- A — 80  Nassau  street,  Manhattan. 

5 60-22- A — 229  Borden  avenue,  Long  Island  City,  Queens. 
562-22-A— 615  West  57th  street,  Manhattan. 

565-22-A— 59-61  Wall  street,  Manhattan. 

569- 22-A — 51-61  Attorney  street,  173-177  Delancey  street, 

Manhattan. 

570- 22- A— 199-201  North  Henry  street,  Brooklyn. 

571- 22-A — 9-19  Ninth  avenue,  Manhattan. 

572- 22-A— 413  East  83d  street,  Manhattan. 

573- 22-A — 21-23  Burling  Slip,  Manhattan. 

577-22-A — 13-23  Corlears  street,  Manhattan. 

583-22-A— 100-110  Bridge  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  20,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

282-22-S — 34  East  30th  street,  Manhattan. 

518-22-S— 534-536  West  58th  street,  Manhattan. 
526-22-S— 284-286  Pearl  street,  Manhattan. 

543-22- S— 161  West  44th  street,  Manhattan. 

558-22-S — 13-23  Corlears  street,  Manhattan. 

612-22-S— 179-183.  Lewis  street,  Manhattan. 

626- 22-S — 106-108  Fulton  street,  Manhattan. 

627- 22-S— 106-108  Fulton  street,  Manhattan. 

637-22-S — 108-114  Park  Place,  238-240  Greenwich  street, 
Manhattan. 

649- 22-S— 101-107  West  23rd  street,  Manhattan. 

650- 22- S— 68  West  37th  street,  Manhattan. 

651- 22-S — 78  Pearl  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

708-22- S' — The  Blackmer  Rotary  Pump,  approval  of. 


595-22-A— Block  bounded  by  138th  street,  Locust  avenue, 
137th  street  and  East  River,  The  Bronx. 

612-22- A— 440  Water  street,  Manhattan. 

614-22-A — 102-104  Fulton  street,  Manhattan. 

61 6-22- A — S883  Van  Wyck  avenue,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  27,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes;  oremires  19-21  Bar- 
row  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Wednesday,  July  5,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

31-22-A — North  side  Private  Roadway,  500  ft.  north  of 
Nicholas  street  and  St.  Marks  Place,  Cas- 
tleton  Park,  St.  George,  Richmond. 
460-22-A— 1409-1419  St.  Nicholas  avenue,  600-614  West 
181st  street,  Manhattan. 

528-22-A — 284-286  Pearl  street,  Manhattan. 

532-22- A — North  side  Richmond  avenue,  Graniteville, 
Richmond,  Staten  Island. 

549-22-A — 150  East  150th  street,  The  Bronx. 

579-22-A — 437-439  West  42nd  street,  Manhattan. 

624- 22-A — 344  East  40th  street,  699  1st  avenue,  Manhattan. 

625- 22-A — 19  West  34th  street,  30-32  West  35th  street, 

Manhattan. 

628-22-A — 2469-2477  Amsterdam  avenue,  Manhattan. 
630-22-A — 1757-1773  Ocean  avenue,  Brooklyn. 

636-22-A — 150  Beach  116th  street,  Rockaway  Park,  Queens. 
641-22-A — 117-121  Sterling  Place,  Brooklyn. 

647-22-A — 87  35th  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  11,  1922,  at  2  p.  m. 

Appliances  Installed  Pending  Approval. 
1278-21-S — Hammel  Oil  Burner,  approval  of. 

422-22-S — Quimby  Pumps,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  27,  1922,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

584-22-A — 46  East  14th  street,  49  East  13th  street,  Man¬ 
hattan. 

586-22-A — 456  West  Broadway,  Manhattan. 

589- 22-A — 155  East  38th  street,  Manhattan. 

590- 22-A — 106-108  Fulton  street,  Manhattan. 

592- 22-A— 447-463  Pierce  avenue,  Long  Island  City, 

Queens. 

593- 22- A — '125-129  East  12th  street,  130-132  East  13th 

street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  July  28,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Maahattan 
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352-21 

355-21 

982-21 

502-21 

585-21 

584-21- 

67-22 

69-22 

103-22 

39-22 

571-21 

711-21 


-A — Southeast  corner  Fulton  street  and  New  York_ 
avenue,  Queens. 

-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

-A — 2180  Third  avenue,  Manhattan. 

•A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

•A — 2152  Metropolitan  avenue,  Queens. 

•A — 779  DeKalb  avenue,  Brooklyn. 

•A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 
■A — 75  Ogden  avenue,  The  Bronx. 

-A — 1685-1695  78th  street,  Brooklyn. 

-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

-A — 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday ,  September  29,  1922,  at  10  a.  in. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
ver,  pending  decision  by  the  Supreme  Court  on  a  test 


ase. 


Appeals  from  Administrative  Orders. 
Pier  Cases. 


594- 19-A- 

595- 19-A- 

180- 19-A- 

181- 19-A- 
377-19-A- 
J78-19-A- 

179- 19-A- 

180- 19-A- 

581- 19-A- 

582- 19-A- 

583- 19-A- 

184- 19-A- 

185- 19-A- 
J86-19-A- 
137-19-A- 
(48-19-A- 

)49-19-A— 


Pier  8,  North  River,  Manhattan. 

Pier  44,  East  River,  Manhattan. 

Piers  4  and  5,  North  River,  Manhattao. 

Old  Pier  3,  North  River,  Manhattan. 

•Pier  14,  North  River,  Manhattan. 

Pier  15,  North  River,  Manhattan. 

Pier  15,  North  River,  Manhattan. 

Pier  28,  East  River,  Manhattan. 

Pier  1,  (Old),  North  River,  Manhattan. 

Pier  27,  North  River,  Manhattan. 

Pier  29,  North  River,  Manhattan. 

Pier  30,  North  River,  Manhattan. 

Pier  78,  North  River,  Manhattan. 

Pier  42,  North  River,  Manhattan. 

Piers  37  and  38,  East  River,  Manhattan. 

Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95587-F.) 

Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95586-F. 


/ 


950-19-A— Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95585-F.j 
-Piers  22-25  East  River,  Manhattan. 

-Pier  28,  North  River,  Manhattan. 

-Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

-Pier  70,  East  River,  Manhattan. 

-Pier  46,  East  River,  foot  of  Van  Brunt  street, 
Brooklyn. 

-Pier  39,  East  River,  foot  of  Van  Dyke  street, 
Brooklyn. 

-Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 
Brooklyn. 

-Pier  36,  East  River,  foot  of  Pioneer  street, 
Brooklyn. 

-Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 
Brooklyn. 

-Pier  34,  East  River,  foot  of  Hamilton  street, 
Brooklyn. 

-Pier  27,  East  River,  foot  of  Baltic  street, 
Brooklyn. 

■Pier  17,  East  River,  foot  of  Joralemon  street, 
Brooklyn. 

-Pier  19,  East  River,  foot  of  Clark  street, 
Brooklyn. 

-Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

-Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E.  streets,  Brooklyn. 

-Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F.  streets,  Brooklyn. 

-Pier  20,  East  River,  Manhattan. 

-Pier  5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 

42 1- 20 -A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A— Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


981-19-A- 
1003-19-A- 
!"'||  31-20-A- 

9 

,  890-19-A- 

265- 20-A- 

266- 20-A- 

267- 20-A- 

268- 20-A- 

269- 20-A- 

270- 20-A- 

• 

271- 20-A- 

272- 20-A— 

273- 20-A- 
318-20-A- 

352- 20-A- 

353- 20-A- 

383-20-A- 

420-20-A- 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  MAY  19,  1922. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
earney,  Kerby,  Fire  Chief  Martin,  Superintendents  Brady 
id  Reville. 

(281-22-S) 

UBJECT — Proposed  Rules  Governing  Fire  Extinguish¬ 
ing  Appliances — Standpipe-Fire  Line. 
PPEARANCES — Alexander  C.  MacNulty,  John  H. 
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Derby,  Dr.  Wm.  Doyle,  Julius  Eckman,  representing 
Marc  Eidlitz  &  Son ;  W.  G.  LeCompte,  represent¬ 
ing  Jenkins  Bros.,  and  Peter  C.  Spence,  Thomas  J. 
Hayes,  M.  J.  Reidy  and  B.  Gilroy,  representing  the 
fire  department. 

ACTION  OF  THE  BOARD — Public  hearing  adjourned  to 
Thursday,  May  25,  1922,  at  2  p.  m. 

Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  23,  1922. 

Present:  Chairman  Walsh,  'Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  May  16,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  21,  Y  ol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
317-22- A. 

APPELLANT— Ike  Sohn,  for  Jennie  Sohn,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1200  39th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Daniel  Adelman. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  1 . ® 

THE  RESOLUTION : 

(317-22-A) 

Whereas,  Ike  Sohn,  for  Jennie  Sohn,  owner,  filed, 
March  2,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  1200 
39th  street,  Brooklyn;  and  • 

Whereas,  the  order  of  th.e  fire  commissioner  reads: 
“With  reference  to  your  application  dated  May  22, 
1921,  for  a  permit  to  store  combustible  fibre  (Hay) 

at  the  above  location,  I  regret  to  inform  you  that  1 
am  without  power  to  grant  such  a  permit  for  the 
following  reasons : 

“Section  24,  subdiv.  3-C,  Chap.  12,  Code  of  Ordi¬ 
nances,  prohibits  the  storage  of  more  than  one  ton  of 
Combustible  Fibre  in  a  frame  bldg,  except  in  sparsely 
populated  districts  where  it  shall  be  in  the  discretion 
of'  the  Commissioner. 

“You  are  therefore  ordered  to  reduce  the  amount 
of  Combustible  Fibre  (hay)  stored  on  above  premises 
to  one  ton.” ; 
and 

Whereas,  the  building  is  frame,  one  story  in  height, 
24  ft.  by  20  ft.  in  area,  occupied  for  the  storage  of  three 
tons  of  hay  in  a  portion  of  the  building ;  the  building  be¬ 
ing  divided  into  three  parts  by  plaster  board  partitions ; 
and 

Whereas,  appellant  contends  that  he  is  in  the  hay  and 
feed  business  but  usually  has  not  more)  than  one  or  two 
tons  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereoy 
is  granted  on  condition  that  the  storage  of  hay  be  limited 
to  two  tons  in  bales,  and  that  the  interior  walls  and  ceil¬ 
ing  be  fire-retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals ;  and  that  two  two-and- 
one-half  (2 y2)  gallon  fire  extinguishers  be  installed. 


318-22-A. 

APPELLANT — Arthur  J.  Morgan. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECT  ED — 232-4-6  West  47th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  H.  E.  Horwitz  and  Arthur  J. 
Morgan. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(318-22-A) 

Whereas,  Arthur  J.  Morgan,  owner,  filed,  Marcn  2, 
1922,  an  appeal,  with  the  board  of  appeals,  from  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  232- 
234-236  West  47th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

"1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  *  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  and  8  stories  in  height,  75  ft.  by  95  ft.  in  area,  occupied 
as  a  storage  warehouse  for  household  furniture;  and 

Whereas,  the  appellant  contends  that  the  building  in 
question  is  only  80  ft.  in  height  and  that  a  similar  order 
was  accepted  as  complied  with  by  the  board  of  review 
of  the  fire  department,  Oct.  16,  1919;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  Oct.  16,  1919,  should 
be  ratified;  and  that  in  view  of  the  watchman  service 
the  appeal  should  be  granted. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  only  as  long  as  present  conditions  as  to  use  anc 
occupancy  remain  unchanged. 


386-22-A. 

APPELLANT — The  Ballinger  Company,  for  Anchor  Caj 
and  Closure  Corp.,  owner.  • 

SUBJECT — Appeal  from  an  order  of  the  fire  commis 
sioner. 

PREMISES  AFFECTED — 22  Queens  street,  Long  Islam 
City,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1922,  a 
10  a.  m. 


387-22-A. 

APPELLANT — The  Ballinger  Company,  for  Anchor  Ca; 
and  Closure  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis 
sioner. 

PREMISES  AFFECTED— 22  Queens  street,  Long  Islan 
City,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  a 
10  a.  m. 


601-22-A. 

APPELLANT — Gustave  E.  Steinbach,  for1  The  R.  ( 
Church  of  St.  Thomas  the  Apostle. 

SUBJECT — Appeal  from  decision  of  the  superintender 
of  buildings. 

PREMISES  AFFECTED' — Northeast  corner  87th  stre< 
and  88th  avenue,  Woodhaven,  Queens. 
APPEARANCES— 

For  Appellant:  Gustave  V.  Steinbach. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative  . 

Absent  . 
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THE  RESOLUTION : 

(601-22-A) 

Whereas,  Gustave  E.  Steinbach,  for  The  R.  C.  Church 
of  St.  Thomas  the  Apostle,  owner,  filed,  April  24,  1922, 
an  appeal,  with  the  board  of  appeals,  from  a  decision 
of  the  superintendent  of  buildings,  affecting  premises 
northeast  corner  of  87th  street  and  88th  avenue,  Wood- 
haven,  Queens ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  in  acting  on  N.  B.  Application  No.  887- 
1922,  reads : 

“As  this  building  is  over  5,000  sq.  ft.  in  area  code 
calls  for  fireproof  structure.” ; 
and 

Whereas,  it  is  proposed  to  erect  a  church  building  63 
ft.  4J4  in.  by  131  ft.  4  in.  in  area,  seating  850  persons;  the 
floor  of  the  auditorium  is  to  be  fireproof ;  the  roof  is  to 
be  of  steel  trusses,  wood  rafters  and  wood  sheathing 
covered  with  asbestos  shingles ;  and 

Whereas,  appellant  contends  that  on  account  of  the 
height  of  the  ceiling  there  is  no  possibility  of  fire  reach¬ 
ing  from  within. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  ceiling  be 
plastered  with  patent  mortar  on  wire  lath,  and  that  the 
exterior  of  the  roof  be  covered  with  asbestos  shingles  or 
other  fireproof  material. 


409-22-A. 

APPELLANT — F.  W.  Douglas,  for  H.  Phipps  Estate 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 24-28  East?  46th  street,  366 
Madison  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION : 

(409-22-A) 


Whereas,  F.  W.  Douglas,  for  H.  Phipps  Estate,  owner 
filed,  March  17,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  366  Madison  avenue,  24-28  East  46th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Place  the  present  Siamese  connections  for  stand¬ 
pipe  system  on  45th  Street  side  and  Madison  Avenue 
side  of  building  at  least  18  in.  and  not  more  than 
2  ft.  above  the  sidewalk  in  a  horizontal  position  ac¬ 
cessible  to  the  Fire  Department,  sec.  20,  ch.  12,  Code 
of  Ordinances.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  15 
stories  in  height,  100  ft.  by  100  ft.  in  area,  occupied  for 
offices,  the  building  having  been  erected  in  1920  and  is 
now  equipped  with  a  Siamese  connection  on  the  Madison 
avenue _  front  and  on  the  45th  street  front;  this  connec¬ 
tion  being  located  approximately  12  in.  above  ground. 

Resolved,  that  the  order  of  the  fire  commissioner  pe 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  herebj 
is  granted. 


410-22-A. 

APPELLANT — U.  S.  Automatic  Sprinkler  Co.,  for 
Loew’s,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 1037-1043  Gates  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant :  I.  G.  Harris. 

For  Administration:  Inspector  Ort  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE — 

Affirmative  .  o 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin?  . 7 

Absent  . o 

THE  RESOLUTION: 

(410-22-A) 


Whereas,  U.  S.  Automatic  Sprinkler  Company,  for 
Loew,  Inc.,  owner,  filed,  March  18,  1922,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  1037-43  Gates  avenue,  Brook¬ 
lyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
“1.  Siamese  steamer  connection  for  sprinkler  sys¬ 
tem  on  Broadway  may  not  be  omitted.” ; 
and  1 !  *i  •jTl 

Whereas,  the  building  is  of  fireproof  construction,  one 
story  in  height,  210  ft.  by  93  ft.  in  area,  occupied  as  a  the¬ 
atre  with  a  seating  capacity  of  3,065  persons,  equipped 
with  a  standard  Siamese  connection  on  the  southeast  cor¬ 
ner  of  the  sprinklered  building,  with  stores  on  Gates 
avenue ;  and 

Whereas,  the  appellant  contends  that  the  one-story  shed 
which  leads  from  the  main  lobby  to  Broadway  is  not  a 
part  of  the  theatre  proper,  that  the  main  entrance  and 
exits  are  located  on  Gates  avenue,  and  appellant  claims 
that  the  additional  protection  provided  by  the  fire  depart¬ 
ment  connection  wquld  require  excavating  for  and  laying 
of  400  ft.  of  4  in.  pipe  from  the  base  of  the  sprinkler 
riser  under  the  auditorium  through  the  one-story  shed  to 
street,  that  the  dressing  room,  stage  and  gridiron  are 
sprinklered. 

Resolved,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 

411-22-A. 

APPELLANT — Emil  P.  Korkus,  for  Morris  Katzman 
&  Morris  Strober,  owners. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1182-1184  Flushing  avenue, 
365-369  Jefferson  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Edwin  F.  Korkus,  Everett  W. 

Marks  and  Morris  Strober. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  (Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  o 

Absent', . o 

THE  RESOLUTION: 


(411-22-A) 

Whereas,  Emil  P.  Korkus,  for  Morris  Katzman  & 
Morris  Strober,  owners,  filed,  March  18,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  1182-4  Flushing  avenue 
and  365-9  Jefferson  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  *  * 
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“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times. 

“Standpipe  to  be  connected  with  one-  two-way,  3 
inch  Siamese  connection  with  clapper  valves  and  caps 
and  signs,  placed  on  street  front  of  building  at  least 
18  inches  and  not  more  than  two  feet  above  the  side¬ 
walk  in  a  horizontal  position  accessible  to  the  Fire 
Department.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  and  basement  in  height,  75  ft.  by  165  ft.  in  area 
(irregular),  occupied,  basement,  cigar  holder,  6  persons; 
1st  story,  sheet  metal,  8  persons  ;  2nd  story,  mfr.  of  cloth¬ 
ing,  50  persons;  3rd  story,  knit  wear,  135  persons;  and 

Whereas,  the  appellant  proposes  to  install  in  lieu  of 
the  standpipes,  a  sprinkler  system  with  a  central  station 
alarm  valve. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal,  be  and  it  hereby 
is  granted  on  condition  that  a  sprinkler  system  be  installed 
in  accordance  with  the  rules  of  the  board  of  standards 
and  appeals. 


437-22-A. 

APPELLANT- — Frank  H.  Bulley,  for  May  H.  Bulley 
&  Lillie  H.  Crary,  owners. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 331  Adams  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  James  H.  Crary. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin  . 6 

Negative  .  0 

Absent:  Mr.  Kerby  .  i 

THE  RESOLUTION: 

(437-22-A) 


Whereas,  Frank  H.  Bulley,  for  May  H.  Bulley  &  Lillie 
H.  Crary.  owners,  filed,  March  24,  1922,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  331  Adams  street,  Brooklyn; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in. the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  an  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  east  and  north  side 
of  building,  or  other  approved  protection,  as  per  Sec. 
375,  Article  18,  Chapter  5,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
4  stories  in  height.  25  ft.  4  in.  by  95  ft.  in  area,  occupied’ 
2nd  story,  office,  printer,  mfg.,  10  persons;  3rd  story,  office, 
12  persons;  4th  story,  office,  29  persons;  and 

Whereas,  the  appellant  contends  that  the  neighboring 
building  on  the  east  is  24  ft.  distant  and  on  the  north 
the  neighboring  building  is  a  one-story  structure,  6  ft. 
6  in.  distant,  the  windows  on  the  2nd  and  3rd  stories  of  the 
building  are  provided  with  fire  shutters,  the  4th  story  not 
being  provided  with  fire  shutters. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  five  windows  in  the  court 
walls  be  protected  with  iron  shutters,  or  the  windows  be 
made  fireproof, 


441-22-A. 

APPELLANT — Fred  R.  Ashfield,  for  Frederick  H.  Levey 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED; — 222-226  44th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Fred  R.  Ashfield  and  G.  A.  Smith. 
For  Administration:  Inspectors  Ort  and  Lieber- 
mann  of  the  fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin .  6 

Negative  .  0 

Absent:  Mr.  Kerby  . ' .  1 

THE  RESOLUTION: 


(441-22-A) 

Whereas,  Frank  R.  Ashfield,  for  Frederick  H.  Levey 
Co.,  Inc.,  owner,  filed,  March  25,  1922,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  222-26  44th  street,  Brooklyn ; 
and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

“3.  Xylol  storage  tank  in  excess  of  1500  gals,  not 
permitted.” ; 

and 

Whereas,  the  building  is  fireproof,  2  stories  in  height, 
30  ft.  by  90  ft.  in  area,  occupied  for  the  manufacture  of 
printing  ink,  10  persons ;  there  being  an  open  yard  be¬ 
tween  this  building  and  the  one-story  garage  belonging 
to  the  same  owner,  in  which  it  is  proposed  to  locate,  buried 
beneath  the  ground,  10  ft.  distant  from  the  wall  of  the 
factory,  a  tank  for  the  storage  of  5,000  gals,  of  xylol,  the 
tank  to  be  of  steel  7  ft.  in  diameter,  18  ft.  long  with 
/4-in.  shell,  to  be  buried  2  ft.  below  the  surface  of  the 
ground,  encased  in  12  in.  of  concrete,  the  xylol  being 
necessary  in  the  manufacturing  of  printing  ink. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  here¬ 
by  is  granted  on-  condition  that  the  top  of  the  tank  be 
buried  at  least  4  ft.  6  in.  below  grade,  and  that  it  comply 
in  all  other  respects  with  the  requirements  of  the  fire 
department  as  to  installation. 


420-22-A. 

APPELLANT — Kings  County  Lighting  Co.,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — West  side  1st  avenue  from 
54th  street  to  55th  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1922,  at  10 
a.  m. 


424-22-A. 

APPELLANT — Carbondale  Sponge  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 73  Warren  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  John  C.  McDermott. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 

Martin  .  g 

Negative  . ’  ’  0 

Absent:  Mr.  Kerby  .  -i 

THE  RESOLUTION:  . 

(424-22-A) 

Whereas,  Carbondale  Sponge  Co.,  Inc.,  owner,  filed. 
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March  22,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  73  Warren  street,  Manhattan;  and 
\V  hereas,  the  order  of  the  fire  commissioner  reads : 
“An  inspection  of  premises  73  Warren  Street,  Bor¬ 
ough  of  Manhattan,  shows  a  fire  hazard,  to  correct 
which,  you  are  hereby  specially  directed  within  5 
days,  to  do  the  following  : 

“1.  Lower  asbestos  covered  smokepipe  of  steam 
boiler  in  sub-cellar  to  not  less  than  9  inches  below  ceil¬ 
ing.  Sec.  780,  Greater  New  York  Charter.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  25  ft.  by  65  ft.  in  area,  occupied,  1st  story,  store, 
3  persons;  2nd  story,  leather  goods,  4  persons;  remainder 
of  building  vacant;  and 

Whereas,  appellant  claims  that  owing  to  the  location 
and  situation  of  the  chimney,  pipes,  etc.,  in  the  cellar  there 
would  be  difficulty  in  carrying  out  the  order,  the  furnace 
is  located  on  the  opposite  side  of  the  buildihg  from  where 
the  chimney  is  situated  and  that  the  smoke  pipe  runs  fc/r  a 
distance  of  25  ft.  located  9  ins.  or  more  below  the  ceiling, 
then  running  through  a  hollow  tile  partition  beyond  which 
it  is  6  ins.  below  the  ceiling,  and  that  the  reason  the  smoke 
pipe  is  obliged  to  run  on  an  elevation  for  the  last  10  ft.  6 
in.  is  that  it  is  necessary  to  clear  the  sewer  pipe  and  gain 
sufficient  draft. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  ceiling  for  the  run  of  the 
flue  be  covered  on  the  under  side  with  two  layers  of  cellu¬ 
lar  asbestos  sheeting  at  least  4  ft.  wide. 

425-22-A. 

APPELLANT — Isaac  Miller,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 284-306  Saratoga  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  Isaac  Miller. 

For  Administration:  Inspector  Ort  of  the  file  de¬ 
partment. 

ACTION  OF  BOARD-— Laid  over  to  May  31,  1922,  at  10 
a.  m.,  for  final  disposition. 


426-22-A.  '  ^ 

APPELLANT — Isaac  Miller,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 246-252  Skillman  street,  510 
DeKalb  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Isaac  Miller. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1922,  at 
10  a.  m.,  for  final  disposition. 


404-22-A. 

APPELLANT — The  Hicklow  Construction  Co.,  owner. 
SUBJECT — Appeal  from  order  of  superintendent  of  build¬ 
ings. 

PREMISES  AF FECTED — 2237-2251  81st  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  George  W.  Olvany  and  Chester 
Mayer. 

For  Administration :  None. 

ACTION  OF  BOARD — Request  to  withdraw  appeal 
granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 


Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  . . .  0 


535-22-A. 

APPELLANT — Hicklow  Construction  Co.,  owner. 
SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 2237-2251  81st  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  George  W.  Olvany  and  Chester 
Mayer. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative  . 

Absent  . 

THE  RESOLUTION : 

(535-22-A) 

Whereas,  Hicklow  Construction  Co.,  owner,  filed  April 
12,  1922,  an  appeal  with  the  board  of  appeals  from  a  deci¬ 
sion  of  the  superintendent  of  buildings,  affecting  premises 
2237-51  81st  street,  Brooklyn;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads: 

“Further  consideration  impossible  because  Hicklow 
Construction  Co.  was  not  the  owner  of  premises  de¬ 
scribed  at  time  of  filing  application  and  plan,  or  at 
time  of  issuance  of  temporary  permit.  This  consti¬ 
tutes  misrepresentation  under  section  5,  subd.  7  of 
Building  Code.” ; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of 
buildings  to  permit  the  erection  of  two  non-fireproof  four 
story  tenements,  this  application  was  filed  in  the  name  of 
the  Hicklow  Construction  Co.,  the  stockholder^  being 
Henry  Hochhauser,  Louis  O'.  Cohen,  William  I.  Hohauser 
and  Hyman  Katz ;  the  contract  being  entered  into  on  the 
22nd  day  of  December,  1921,  with  Alfred  Jaret  for  the 
purchase  of  two  lots,  the  title  of  these  lots  was  taken  in 
the  name  of  William  I.  Hohauser  and  was  in  his  name 
on  the  date  of  the  filing  of  plans ;  on  the  3rd  day  of  March, 
1922,  William  I.  Hohauser  deeded  these  lots  to  the  Hick¬ 
low  Construction  Co.;  and 

Whereas,  appellant  contends  that  there  was  no  breach  of 
faith  and  that  it  had  been  fully  intended  from  the  start 
to  acquire  title  in  the  name  of  the  Hicklow  Construction  Co., 
but  owing  to  certain  legal  requirements  the  Hicklow  Con¬ 
struction  Company  was  not  a  legal  entity  at  the  time  of 
taking  title,  and  so  title  was  taken  in  name  of  one  of  the 
incorporators;  and 

Whereas,  the  board  deemed  that  there  was  no  evidence 
of  bad  faith  or  misrepresentation  in  the  application  to  the 
building  department,  as  the  signer  of  the  affidavit  is  a 
director  of  the  company,  and  the  incorporation  has  since 
been  consummated,  and  that  the  granting  of  this  appeal 
embraces  the  consideration  of  the  original  application  to 
the  building  department. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed  and  the  appeal  be  and  it 
hereby  is  granted. 


654-22-A. 

APPELLANT — John  P.  Leo,  for  Knickerbocker  Ice  Co., 
owner. 


18  4ft  h  street* 


SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTEDi— 481-499!  West 
Manhattan. 

APPEARANCES— 

For  Appellant:  John  P.  Leo. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Martin  . 
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Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(654-22- A) 

Whereas,  John  P.  Leo,  architect,  for  Knickerbocker  Ice 
Co.,  owner,  filed  May  5,  1922,  an  appeal  with  the  board  of 
appeals  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  481-499  West  184th  street,  Manhattan; 

and  . 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“2.  Proposed  occupancy  is  contrary  to  the  provisions 
of  sections  3,  4  and  6,  Building  Zone  Resolution.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  3 
stories  in  height,  the  entire  structure  being  97  ft.  5  in.  x 
200  ft.  in  area,  the  garage  portion  49  ft.  x  132  ft.  in  area ; 
occupied  as  a  garage  and  ice  pl^gt ;  it  is  proposed  to  remove 
the  existing  ramps  in  the  garajp:  portion  and  install  a  new 
fireproof  enclosed  stairways  and  elevator;  and. 

Whereas,  the  appellant  contends  that  the  decision  of  the 
superintendent  of  buildings  is  not  in  accordance  with  the 
zoning  resolution  in  that  the  proposed  work  is  permitted 
under  the  provisions  of  section  6  of  the  resolution;  that 
there  has  been  a  garage  and  stable  in  these  premises  since 
1914;  that  he  proposes  to  discontinue  use  of  premises  as  a 
stable  occupying  same  throughout  as  a  garage,  the  altera¬ 
tions  being  necessary  to  improve  conditions. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed  and  the  appeal  be  and  it 
hereby  is  granted. 


91-22-A. 

APPELLANT — Joseph  Grinere,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1826  Lindea  street,  652-634 
Onderdonk  avenue,  Queens. 

APPEARAN  CES  — N  one. 

ACTION  OF  BOARD— Granted  request  to  withdraw. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  . 0 


1717-21-A. 

APPELLANT — Edward  Jordan-Kiel  Co.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner;  re¬ 
quest  to  reopen  case. 

PREMISES  AFFECTED— 142  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant :  Michael  Scharf. 

ACTION  OF  BOARD — Chairman  read  correspondence 
and  previous  resolution.  Request  to  reopen  denied. 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby 

and  Fire  Chief  Martin  .  4 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  .  3 

Absent  .  0 


BUILDING  ZONE  CASES. 

1490-21-BZ. 

APPLICANT — Rabenold  &  Scribner,  for  Hill-Ware  Co., 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
maintenance  of  a  garage  for  more  than  5  motor  ve- 
hides. 

PREMISES  AFFECTED— 3325-3339  Park  avenue,  The 
Bronx. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1922,  at  10 
a.  m. 


272-22-BZ. 


APPLICANT — Stuard  Hirschman. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— S.  E.  corner  Queens  Boulevard 
and  Fiske  avenue,  Queens. 

APPEARANCES— 

For  Applicant:  Stuard  Hirschman. 

For  Opposition:  John  P.  Gering,  Jacob  Kern, 
Carl  Schmendler,  Katherine  Paffman,  Sophia 
F.  Rodler,  Theo.  Klein,  R.  H.  Simmons,  R. 
Scully  and  John  Kennedy. 

ACTION  OF  BOARD — Report  of  committee  approved. 

Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty. 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(272-22-BZ) 

Whereas,  Stuard  Hirschman,  owner,  filed  Feb.  23,  1922, 
an  application  under  the  building  zone  resolution  to  permit 
in  a  business  district  the  erection  of  a  garage  for  more 
than  five  motor  vehicles ;  premises  S.  E.  Cor.  Queens 
Boulevard  and  Fiske  avenue,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  23,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Queens  Boulevard  is  a  busi¬ 
ness  district  and  Fiske  avenue  is  an  unrestricted  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  6,  1922,  in  acting  on  N.  B.  Application 
No.  9048-21,  reads: 

“Garage  of  this  size  prohibited  in  business  district 
by  Zone  Law.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  14  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  a  committee  of  the  board  visited  these  prem¬ 
ises  and  reports : 

To  the  Board  of  Appeals: 

A  committee  of  the  board,  consisting  of  Chairman 
Walsh,  Fire  Chief  Martin,  James  P.  Holland  and 
James  Kearney,  on  May  18,  1922,  visited  the  premises 
on  appeal  in  this  case — Southeast  corner  of  Queens 
Boulevard  and  Fiske  avenue. 

The  property  is  located  on  the  corner  formed  by  the 
intersection  of  Queens  Boulevard  (business)  and  Fiske 
avenue  (unrestricted),  running  from  Queens  Boule¬ 
vard  southerly  along  Fiske  avenue  to  the  Long  Island 
Railroad,  and  is  bounded  on  the  rear  or  southerly  end 
by  the  Long  Island  Railroad  embankment,  approximate¬ 
ly  fifteen  (15)  feet  high.  Directly  to  the  east  and 
abutting  this  property  is  located  a  garage  and  motor 
vehicle  repair  shop,  which  has  been  certified  to,  by  the 
fire  department,  as  existing  prior  to  July  25,  1916. 

The  basis  of  appeal  is  unquestionably  established, 
and,  in  the  judgment  of  the  committee,  the  appeal  is 
both  reasonable  and  equitable,  and  the  committee  rec¬ 
ommends  granting  the  appeal,  with  such  restrictions  as 
to  the  garage  use  on  Queens  Boulevard  as  will  sub¬ 
stantially  maintain  the  integrity  of  the  business  district. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  Queens  Boule- 
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vard  front  be  restricted  to  store  use  and  store  design,  with 
the  exception  of  one  entrance  to  the  garage;  that  the  entire 
Fiske  avenue  side  and  front  elevation  be  finished  in  face 
brick  with  stone  trimmings ;  that  any  windows  or  openings 
other  than  the  entrance  on  Fiske  avenue  shall  be  at  least 
six  feet  above  the  grade,  and  that  the  entire  easterly  wall 
shall  be  unpierced,  throughout  its  entire  height  and  length. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  w~>rk  shall  be  obtained  within  nine 
months,  in  accordance  with  the  building  code  and  fire  de¬ 
partment  regulations,  and  that  the  building  shall  be  com¬ 
pleted  within  eighteen  months  of  the  date  of  this  action. 


297-22-BZ. 

APPLICANT — William  Dexter  Company. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  of  existing  buildings  for  business 
purposes. 

PREMISES  AFFECTED — 19-21  Barrow  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  William  Dexter. 

•For  Opposition:  Bernard  Aronson,  Eugene  Car¬ 
penter,  Margaret  Warded,  attorney  Peter  F. 
Murphy,  Max  Reiss,  E.  Callyer  and  J.  J. 
Griffen. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1922,  at  10 
a.  m. 


1583-21-BZ. 

APPLICANT — Hannah  T.  Manning,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 7  Clinton  Place,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Hannah  T.  Manning  and  Miss 
Manning. 

For  Opposition:  Seth  Terry,  et  al. 

ACTION  OF  BOARD — Application  granted  on  condition 
for  one  year. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1583-21-BZ) 

Whereas,  Hannah  T.  Manning,  owner,  filed  Dec.  7,  1921, 
an  application  under  the  building  zone  resolution  to  permit 
in  a  residence  district  the  maintenance  of  two  garages, 
space  in  which  is  rented  to  persons  not  residing  on  prem¬ 
ises;  premises  7  Clinton  place,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  May  23,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Clinton  place  and  Davidson 
avenue  are  residence  districts  and  Jerome  avenue  is  a  busi¬ 
ness  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
Dec.  6,  1921,  reads : 

“1.  Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3  of  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as  ga¬ 
rage  is  not  an  accessory  to  residence  on  lot  and  niotor 
vehicles  are  for  sale,  for  rent  or  for  hire,  or  are  sub¬ 
ject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to:  1.  Discontinue  the 
use  of  premises  for  the  storage  of  motor  vehicles  con¬ 
taining  volatile  inflammable  oil.” ; 

and 


Whereas,  the  buildings  are  of  metal  construction,  each 
one  story  in  height  with  a  frontage  of  30  ft.  and  16  ft.,  re¬ 
spectively,  and  a  depth  of  18  ft.,  occupied  one  for  storage 
of  2  cars  and  the  other  for  storage  of  3  cars,  space  being 
rented  to  persons  not  residing  on  premises;  and 
Whereas,  there  would  be  undue  hardship  in  requiring  the 
owner  to  immediately  discontinue  the  renting  of  space  in 
these  buildings. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  for  a  temporary  period  of  one  year, 
on  condition  that  the  garage  use  shall  be  limited  to  auto¬ 
mobiles  of  the  pleasure  car  type,  and  on  further  condition 
that  no  gasoline  shall  be  stored  on  the  premises,  and  that 
no  motor  vehicles  repairing  shall  be  done  on  the  premises. 

1394-21-BZ. 

APPLICANT — Perfection  Sales  Co. 

SUBJECT — Application  under  the  building  zone  resolu¬ 
tion  to  permit  the  maintenance  of  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED' — 2149-2159  Grand  Concourse, 
Bronx. 

APPEARANCES— 

For  Applicant:  James  McKeown  and  Andrew  Vet¬ 
ter. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  .  0 

THE  RESOLUTION: 

(1394-21-BZ) 

Whereas,  Perfection  Sales  Company,  for  Whitegate  Co., 
Inc.,  owner,  filed,  November  15,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  motor  vehicle  repair  shop, 
premises,  2149-59  Grand  Concourse,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  23, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  Boulevard  and  Con¬ 
course  and  Anthony  avenue  are  residence  districts  and 
181st  street  is  a  business  district;  and 
Whereas,  the  order  of  the  fire  commissioner,  rendered 
October  26,  1921,  in  acting  on  order  No.  8791-C  reads: 
“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  height  with  a  frontage  of  100  ft.  and  a  depth  of 
100  ft.  occupied  as  a  motor  vehicle  repair  shop;  and 
Whereas,,  applicant  has  failed  to  establish  any  basis 
for  his  application. 

'Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affrmed  and  the  application  be  and  it  hereby 
is  denied. 


374-221-BZ 

APPLICANT — Frank  M.  Egan,  for  Thomas  J.  Waters, 
owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  business  building. 

PREMISES  AFFECTED — 1874-1878  Jerome  avenue,  1-17 
Mt.  Hope  place,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  J.  Waters. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Application  granted  on  con¬ 
dition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION : 

(374-22-BZ) 

Whereas,  Frank  M.  Egan,  for  Thomas  J.  Waters, 
owner,  filed,  March  13,  1922,  an  application  under  the 

building  zone  resolution,  to  permit  the  extension  from  a 
business  district  into  a  residence  district  of  a  proposed 
one  story  business  building,  premises  1874-78  Jerome  ave¬ 
nue,  1-17  Mt.  Hope  place,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  23, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  a  business 
district  and  Mt.  Hope  place  is  a  residence  district,  and 
Whereas  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  February  27,  1922,  in  acting  on  N.  B.  App. 

No.  30-1922  reads:  . 

“Objection  repeated.  Erection  of  proposed  build¬ 
ing  to  be  occupied  for  business  purposes  in  business 
district  extending  into  residence  district  is  contrary 
to  provisions  of  the  Building  Zone  Resolution.  , 

^Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  50  ft. 
and  a  depth  of  125  ft.  extending  approximately  22  ft., 
10  ins.,  into  the  residence  district,  the  building  to  be  occu¬ 
pied  as  stores;  and  . 

Whereas,  under  the  provisions  of  section  7,  subdivision 
b  of  the  building  zone  resolution  the  board  is  empowered 

t0 Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the 
northerly  wall  and  rear  easterly  wall  be  unpierced  through- 
out  their  entire  height  and  length ;  that  the  exposed  brie 
work  of  the  front  elevation  be  of  face  brick  with  stone 

trimmings.  .  , 

Resolved,  further,  that  any  permits  necessary  tor  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action  and  the  building  erected 
within  one  year  of  the  date  of  this  action. 


385-22-BZ 

APPLICANT— Erhard  Djorup,  for  Lena  Kravitz,  owner. 
SUBJECT— Application  to  permit  in  a  business  district 
the  conversion  of  existing  building  into  a  wet 
wash  laundry. 

PREMISES  AFFECTED— 777  Tinton  avenue,  The  Bronx. 


APPEARANCES-  J  ^  .  .  _ . 

For  Applicant:  Benj.  Kemrow  and  Erhard  Djorup. 
For  Opposition:  Mary  Ferranti,  Louis  Newman, 
S.  Weinberg,  B.  Hotchkiss,  Henry  Kivith,  B. 
Levine  and  Lawrence  J.  Peltin. 

ACTION  OF  BOARD— Application  granted. 

THE  VOTE—  „  ,  „  , 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kerby  and  Fire  Chief  Martin  .  5 

Negative:  Chairman  Walsh  and  Mr.  Kearney.  2 
Absent  .  0 


THE  RESOLUTION: 

(385-22-BZ) 

Whereas,  Erhard  Djorup,  for  Lena  Kravitz,  owner, 
filed,  March  21,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  con¬ 


version  of  existing  building  to  wet  wash  laundry;  premises 
777  Tinton  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  23, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Tinton  avenue,  Forest  ave¬ 
nue  and  East  158th  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  February  21,  1922;  in  acting  on  Slip  App. 
No.  41-22  reads: 

“1.  Proposed  occupancy  of  building  in  business  dis¬ 
trict  for  wet  wash  laundry  operated  by  steam  power  is 
contrary  to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  building  is  of  frame  construction  3  stories 
in  height  with  a  frontage  of  26  ft.  and  a  depth  of  135  ft. 
in  the  1st  story  and  44  ft. ;  above,  occupied  as  a  stable ;  it  is 
proposed  to  alter  the  building  into  a  wet  wash  laundry 
the  extent  of  the  alterations  to  be  less  than  50  per  cent,  of 
the  value  of  the  building;  and 
Whereas,  the  board  deemed  that  under  the  provisions  of 
section  6  of  the  building  zone  resolution  the  application 
should  be  granted. 

Resolved,  that  the  board  of  appeals  be  and  it  hereby  does 
make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted. 

—4 - 

423-22-BZ 

APPLICANT — Otto  L.  Spannhake,  for  Anton  Bohaty, 
owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted  district,  the 
extension  in  height  to  an  existing  2  story  public 
garage. 

PREMISES  AFFECTED— 434  East  77th  street,  433  East 


76th  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Otto  L.  Spannhake. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative :  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 

Martin  . 6 

Absent  .  0 

THE  RESOLUTION: 

(423-22-BZ) 


Whereas,  Otto  L.  Spannhake,  architect  for  Anton  Bo¬ 
haty,  owner,  filed,  March  22,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  extension  of  an  existing  public  garage  also  to  omit 
the  courts  as  required  in  a  “B”  district,  premises  434  East 
77th  street  and  433  East  76th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  23, 
1922,  after  due  notice  iby  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  77th  street  is  a  business 
district,  East  76th  street  is  an  unrestricted  district  and 
Avenue  A  is  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  2,  1922,  in  acting  on  Alt.  App.  No. 
355-1922  reads: 

“3.  Occupancy  should  be  made  to  conform  with 
section  6  Building  Zone  Resolution  due  to  extension 
of  Building. 

“4.  Side  courts  should  be  provided,  section  16d 
Building  Zone  Resolution.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
2  stories  in  height  with  a  frontage  of  25  ft.  and  a  depth 
of  204  ft.  occupied  as  a  garage  for  more  than  5  motor 
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vewcles’  !t  is  Pr°P°setl  to  add  an  additional  story;  and 
W  hereas,  there  was  opposition  to  the  granting  of  this 
application. 

Resolved ,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  application 
be  and  it  hereby  is  denied. 


775-20-IBZ 


APPLICANT — N.  H.  Egleston,  for  New  York  Telephone 
Company,  owner. 

SUBJECT— Application  for  an  extension  of  time  for  com¬ 
pletion  of  the  construction  of  six  telephone  build¬ 
ing  exchanges  in  various  parts  of  the  city,  under 
approvals  previously  granted  in  accordance  with 
the  zoning  resolution. 

PREMISES  AFFECTED— 225  East  37th  street,  Manhat¬ 
tan;  208  East  79th  street,  Manhattan;  18  Boerum 
street,  Brooklyn;  355  14th  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD/— Chairman  read  correspondence. 
Application  dismissed. 

THE  VOTE. — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 7 

Negative  .  0 

Absent  . . 0 

- 

892-19-BZ. 


APPLICANT — Franklyn  J.  Griesbeck,  owner. 

SUBJECT — Application  to  extend  time  of  permit  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a 
garage. 

PREMISES  AFFECTED1 — 1713  Centre  street,  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Temporary  permit  extended  one  year. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION: 

(892-19-BZ) 


Whereas,  Franklyn  J.  Griesbeck,  owner,  filed  November 
26,  1919,  with  the  board  of  appeals  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage;  premises  1713  Centre  street, 
Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December 
9,  1919,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Centre  street  is  located  in  a 
residence  district  and  that  the  easterly  side  of  Cypress  ave¬ 
nue  is  located  in  a  business  district;  and 
Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  October  30,  1919,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3,  Article  2,  of  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or 
are  subject  to  charges  for  storage.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  18  ft.  and  a  depth 
of  22  ft.  6  in. ;  and 

Whereas,  a  similar  application,  Cal.  No.  1465-19-A,  on 
the  same  street  between  the  intersecting  streets  was  granted 
by  the  board  of  appeals  for  a  temporary  occupancy  as  a 
garage  for  two  pleasure  cars  for  a  period  of  one  year;  and 
Whereas,  this  application  was  granted,  by  the  board  at  its 


meeting  Dec.  9,  1919,  for  a  temporary  period  of  one  year 
and  applicant  requested  a  further  extension  of  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
oi  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  temporary  occupancy  as 
a  garage  for  a  period  of  one  year  from  the  date  of  this 
action ,  space  in  which  may  be  rented  for  two  pleasure  cars. 


AREAS  FIXED. 

(635-22-BZ) 

a  <d]a*riJian  presented  and  read  a  communication  from 
Annie  M  Gaffney,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
maintenance  of  a  garage,  at  premises  2316  Grand  avenue, 
I  he  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Grand  avenue  from  West  184th  street 
to  West  North  street,  also  the  property  at  rear  and 
for  a  distance  of  50  ft.  on  either  side  of  the  side  lot 
lines  of  the  premises  in  question. 


(556-22-BZ) 

The  chairman  Presented  and  read  a  communication  from 
John  Davis  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  erection 
of  public  garage,  at  premises  1736  Richmond  Turnpike 
Richmond.  ’ 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Richmond  Turnpike  from  Manor  road 
and  Sommers  lane,  also  the  property  at  rear  and  for  50 
ft.  on  either  side  of  the  side  lot  lines  of  the  premises 
in  question. 


(488-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
James  F.  Quigley,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
erection  of  public  garage,  at  premises  N.  W.  corner  of 
Kings  Highway  and  Flatbush  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Flatbush  avenue  from  a  point  200  ft. 
north  of  proposed  garage  to  a  point  200  ft.  south  of 
Kings  Highway;  both  sides  of  Kings  Highway  from  a 
point  200  ft.  east  of  Flatbush  avenue  to  a  point  400 
ft.  west  of  proposed  garage;  also  both  sides  of  Ryder 
street  from  Kings  Highway  to  a  point  200  ft.  south  of 
Kings  Highway. 

(602-22-1BZ) 

The  chairman  presented  and  read  a  communication  from 
lhomas  McCormick,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
maintenance  of  a  garage,  at  premises  2981  Bainbridge  ave¬ 
nue,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Bainbridge  avenue  from  Bedford  Park 
Boulevard  to  East  201st  street ;  also  property  at  rear 
and  for  a  distance  of  50  ft.  on  either  side  of  the  srde 
lot  lines  of  the  premises  in  question. 


(,581-22-HZ) 

The  chairman  presented  and  read  a  communication  from 
Martin  H  Bohle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  tor 

Th^Bronx6  °f  &  garage’  at  hremises  27&5  Briggs  avenue, 

The  *oll,ow.in£  area  was  approved  by  the  board : 

Both  sides  of  Briggs  avenue  from  197th  street  to  a 
point  400  ft.  south  of  the  garage ;  also  the  property  at 
rear  and  for  a  distance  of  50  ft.  on  either  side  of  the 
side  lot  lines  of  the  premises  in  question. 

Adjourned  1.20  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  23,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol- 
land,  Kearney,  Kerby,  Fire  Chief  Martin,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals  held  on  Tuesday  afternoon  May  16,  1922, 
and  the  minutes  of  the  special  meeting  of  the  board  of 
standards  and  appeals  held  on  Friday  afternoon,  May  1  , 
1922  were  approved  as  printed  in  the  Bulletin,  JNo.  2  , 

Vol.’vil. 


PETITIONS  FOR  VARIATIONS. 

340-22-S. 

PETITIONER— Jacob  Fisher.  ,  ,  . 

SUBJECT _ Petition  for  variation  from  the  labor  law  as 

cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 314-320  Grand  street,  Manhat¬ 
tan. 

APPEARANCES—  „  ,  _ 

For  Petitioner:  Jacob  Fisher,  Samuel  Jones. 

For  Administration :  Inspector  Maher  of  the  nre 
department.  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super- 
intendents  Brady,  Reville,  Kleinert,  Moore 
and  McDermott . . . 

Negative  . . . .  • '  *  h - 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon  .  ^ 

THE  RESOLUTION : 

(340-22-S) 

Whereas  Jacob  Fisher  for  Grand  Allen  Holding  Corp., 
owner,  filed  March  8,  1922,  a  petition  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  314-20  Grand  street,  Manhattan ; 

and  ,  „  .  .  , 

Whereas,  the  orders  of  the  fire  commissioner  read. 

Order  No.  26964-LD  :  .  , 

“1.  Enclose  the  interior  stairway  at  the  north  side 

of  building  *  *  *.  .  ,  .  ., 

“2.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  Section  271  of  the  Labor 

“3*  Arrange  the  fire  escape  at  the  westerly  end  of 

south  side  of  building  *  *  *. 

“Note :  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  No  counterbalanced  stairway  to  street. 
No  handrail  on  balcony  opening  3rd  story.  Stair 
stringers  rest  on  floor  slats  between  2d  and  3rd  stories 
instead  of  brackets. 

“4.  Arrange  the  fire  escape  at  the  southerly  end  oi 
east  side  of  building  *  *  *.” 

Order  No.  269.65-LD:  _  . 

“3.  Arrange  bars  on  windows  on  the  west  side  ot 
building  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  purposes  of 
egress,  as  per  section  272  of  the  Labor  Law. 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  fireproof,  not  self-closing. 
No  60  degree  connecting  stairways  between  2nd  and 
3rd  balconies.  No  passageway  on  the  2nd  st.ory  bal¬ 
cony.”  ; 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
100  ft.  x  87  ft.  6  in.  in  area;  occupied,  1st  story,  store,  20 
persons;  2nd  story,  furniture  showroom,  3  persons;  3rd 


story,  factory,  west  side,  40  persons ;  east  side,  factory,  15 
persons ;  the  building  being  equipped  with  a  fire  alarm  sig¬ 
nal  system ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  3rd  story  en¬ 
closed  in  plaster  block  partitions  with  fireproof  doors  at 
the  openings;  a  fire  escape  on  the  Grand  street  front  of 
building,  with  fireproof  windows  along  the  course  of  the 
fire  escape  and  drop  ladder  in  guides  to  street ;  a  fire  escdpe 
on  the  Orchard  street  front  of  the  building  extending  around 
to  Grand  street,  with  counterbalanced  stair  to  street  and 
fire  doors  along  the  course;  a  2nd  fire  escape  on  the  Or¬ 
chard  street  front  with  counterbalanced  stair  to  street  and 
fire  doors  along  course  of  fire  escape,  there  are  four  win¬ 
dows  in  the  west  wall  which  are  provided  with  fixed  iron 
bars ;  and 

Whereas,  petitioner  contends  that  the  means  ot  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
items  No.  1  and  No.  2  of  order  No.  26964-LD,  on  condi¬ 
tion  that  fireproof  self-closing  doors  be  provided  in  the  rear 
hall  of  the  1st  story  at  the  termination  of  the  stairs  and 
that  the  hall  landing  at  elevator  be  fire  retarded  on  the 
under  side  and  that  the  orders  of  the  fire  commissioner, 
items  No.  3  and  4  of  order  No.  26964-LD  and  item  No.  3 
of  order  No.  26965-LD,  be  affirmed  and  the  petition  as  to 
these  items  be  denied. 


306-22-S. 

PETITIONER— Lucille,  Limited,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 19  East  54th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— (Laid  over  to  May  31,  1922,  at 
2  p.  m. 


37 9- 22- S 

PETITIONER— Samuel  Rosenblum,  for  Frankfield  Build¬ 
ing  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 38  West  34th  street,  Manhat¬ 
tan. 

APPEARANCES—  j  tt 

For  Petitioner:  Samuel  Rosenblum  and  H.  Wer¬ 
ner. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott -  12 

Negative  . .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION: 

(379-22-S) 

Whereas  Samuel  Rosenblum,  for  Frankfield  (Building 
Co.,  owner,  filed,  March  15,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  38  West  34th  street, 

Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  *  *  *. 
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“NOTE — Among  the  defects  noted  on  this  fire  escape 
are  the  following. 

“Windows  are  not  self-closing.  No  steps  to  sills 
of  openings  to  balcony  on  2d  story.  Skylight  under 
fire  escape  glazed  with  plain  glass.’’; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  by  94  ft.  in  area  in  the  1st  story  and  25  ft. 
by  74  ft.  in  area  above ;  occupied,  1st  story,  store ;  2nd 
story,  feathers,  9  persons ;  3rd  story,  hand  embroidery, 
10  persons;  4th  story,  vacant,  5th  story,  mfr.  furs,  6 
persons  ;  the  building  being  equipped  with  a  fire  alarm  signal 
system ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  wood  stud,  lath  and  plaster  partitions  with  wood  doors 
at  the  openings ;  a  fire  escape  on  the  rear  of  the  building 
with  stair  and  balcony  to  roof  and  landing  on  extension 
roof  with  double  rung  iron  ladder  from  extension  roof  to 
fire  escape  of  No.  40;  and 

Whereas,  petitioner  proposes  to  erect  a  stair  from  ex¬ 
tension  roof  to  extension  roof  of  No.  36  and  contends 
that  the  means  of  egress  are  adequate  for  the  low  occu¬ 
pancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  egress  to  fire  escape  on  No.  36  be  provided 
by  means  of  an  iron  stairway  from  roof  of  rear  extension 
and  that  defects  as  noted  in  order  be  complied  with  and 
on  further  condition  that  the  occupancy  be  limited  to  25 
persons  above  the  2nd  story  and  granted  only  so  long  as 
the  present  conditions  as  to  use  and  occupancy  remain 
substantially  unchanged. 


39  8-22- S 

PETITIONER — Alexander  C.  Postley,  for  the  Estate  of 
Maria  E.  Servoss,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 28  Beekman  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows: 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 
ville,  Kleinert,  Moore  and  McDermott....  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION: 

(398-22-S) 

Whereas,  Alexander  C.  Postley,  Executor  for  Estate 
of  Maria  E.  Servoss,  filed,  March  15,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  28  Beekman 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  (Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  at  the 
west  side  of  building  to  the  street,  said  passageway 
to  have  a  width  of  not  less  than  the  width  of  the 
stairway,  as  per  section  271  of  the  Labor  Law. 

“2.  Provide  an  additional  means  of  exit  from  the 
cellar,  sub-cellar  and  1st  story,  said  exit  to  be  located 
at  the  rear  of  the  building  in  accordance  with  the  pro¬ 
visions  of  section  271  of  the  Labor  Law. 

“3.  Extend  the  interior  stairway  at  west  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 


Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  21  ft.  by  85  ft.  in  area  in  the  1st  story  and  21  ft. 
by  76  ft.  in  area  above,  cellar  and  sub-cellar  being  equipped 
with  a  manual  operated  and  automatic  thermostatic  fire 
alarm  signal  system ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  5th 
story  with  scuttle  and  60  degree  stair  to  roof,  enclosed 
in  wood  and  glass  partitions  with  wood  and  glass  doors 
aT  the  openings;  a  60  degree  fire  escape  on  the  front  of 
the  building  with  counterbalanced  stair  to  street,  an  80 
degree  double  rung  fire  escape  on  the  rear  of  building, 
with  gooseneck  ladder  to  the  roof  and  vertical  ladder  to 
extension  roof  at  the  east,  with  fireproof  windows  along 
the  course  of  the  front  fire  escape;  there  is  also  a  stairway 
at  the  rear  of  building  leading  from  cellar  to  the  1st 
story;  and 

Whereas,  appellant  contends  that  the  board  of  review 
of  the  fire  department  modified  the  order. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as 
to  Item  No.  1,  on  condition  that  tell  tale  chains  be  pro¬ 
vided  in  accordance  with  recommendation  of  the  board 
of  standards  and  appeals,  and  granted  as  to  Item  Nq.  2 
on  condition  that  a  landing  platform  with  railing  36  in. 
high  be  provided  in  the  rear  area  at  cellar  and  1st  story 
with  a  fixed  double  rung  ladder  from  the  subcellar  level 
to  the  yard  level  of  the  adjoining  premises  to  the  rear. 

-4 - 

405-22-S 

PETITIONER: — George  M.  Wood  for  Jacob  Doll  &  Sons, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 98  Southern  Boulevard,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  George  M.  Wood. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows: 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 
ville,  Kleinert,  Moore  and  McDermott....  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION : 

(405-22-S) 

Whereas,  George  M.  Wood  for  Jacob  Doll  &  Sons,  Inc., 
owner,  filed,  March  18,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  98  Southern  boulevard, 
The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  the  north  side 
of  building,  113-17  Forest  Avenue  *  *  *. 

“2.  Enclose  the  interior  stairway  at  the  west  side 
of  building  106-8  Southern  Boulevard  *  *  *. 

“3.  Extend  the  interior  stairway  at  the  north  side 
of  building  113-17  Cypress  avenue  from  second  story 
to  first  story  and  provide  and  maintain  a  continuous 
safe  and  unobstructed  passageway  of  at  least  the 
same  width  as  the  stairway  leading  to  the  street  *  *  *. 

“4.  Extend  the  interior  stairway  at  the  west  side 
of  building,  106-8  Southern  boulevard  to  roof,  *  *  *. 

“The  foregoing  will  not  operate  to  prevent  the  issu¬ 
ance  and  service  of  additional  orders  in  the  future 
if  they  are  deemed  necessary.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  150  ft.  by  190  ft.  irregular  in  area, 
occupied,  manufacture  of  pianos,  1st  to  3rd  story,  in- 
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elusive,  112  persons;  3rd  story,  35  persons;  4th  story,  40 
persons;  5  story,  40  persons;  6th  story,  22  persons ;  the 
building  being  divided  into  two  sections  by  a  cross  partition 
wall  with  horizontal  exits  in  each  story,  protected  by 
fire  doors,  the  means  of  egress  consisting  of  an  interior 
stairway  in  the  north  section  and  two  interior  stairways 
in  the  south  section,  extending  from  the  1st  to  the  6th 
stories  and  enclosed  in  wood  partitions  with  wood  doors 
at  the  openings,  a  fire  escape  on  the  Southern  boulevard 
front  of  the  building  and  a  fire  escape  on  the  front  and 
one  on  the  rear  of  the  Cypress  avenue  section  of  the 
building;  and 

Whereas,  the  petitioner  contends  that  on  February  13, 
1919,  the  board  of  review  of  the  fire  department  modified 

these  orders ;  and  . 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  on  February  13,  1919, 
should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  woke  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
only  so  long  as  the  existing  conditions  as  to  use  and  occu¬ 
pancy  remain  substantially  unchanged. 


418-22-S. 

PETITIONER— Max  A.  Goodman  for  Helen  A.  Wiss- 
man,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECT  ED — 732  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Max  A.  Goodman. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 
ville,  Kleinert,  Moore  and  McDermott....  12 

Negative  . .  •  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION: 

(418-22-S) 

Whereas,  Max- A.  Goodman,  for  Helen  A.  Wissman, 
owner,  filed  March  21,  1922,  a  petition  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  732  Broadway.  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“No  safe  egress  from  the  lowest  termination  oi  fire 
escape  on  roof  of  one  story  extension  to  a  place  of 
safety,  according  to  the  labor  law. 

“1.  Arrange  the  fire  escape  at  rear  of  building  *  *  *. 
“Replace  the  plain  glass  in  skylights  in  roof  of  1st 
and  2nd  story  extension  opening  on  course  of  fire  escape 
with  wire  glass. 

“Provide  a  covering  of  fire-resisting  material  on  ceil¬ 
ing  of  2nd  story  extension,  underneath  the  stairway,  this 
resisting  material  to  extend  1  ft.  on  all  sides  thereof.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  24  ft.  x  126  ft.  in  area  in  the  1st  story 
and  24  ft.  by  56  ft.  in  area  above;  occupied,  1st  story,  res¬ 
taurant;  2nd  story,  cutting  and  salesroom  juvenile  clothing, 
9  persons;  3rd  story,  factory,  neckwear,  9  persons;  4th 
story,  factory,  feathers,  5  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st  story 
to  the  4th  story,  enclosed  in  wood  stud,  lath  and  plaster  par¬ 
titions  with  wood  doors  at  the  openings,  a  fire  escape  on  the 
rear  of  the  building  with  a  goose-neck  ladder  to  the  roof 
and  fireproof  windows  along  the  course  of  the  fire  escape ; 
and 


Whereas,  petitioner  contends  that  the  fire  escapes  were 
reconstructed  in  1920  to  conform  to  the  modification  grant¬ 
ed  by  the  fire  department  on  December  17,  1919. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  egress  be  maintained  to  fire  escape  balcony  of  ad¬ 
joining  premises  No.  734,  from  roof  of  2nd  story  rear  ex¬ 
tension,  and  that  both  skylights  be  glazed  with  wire  glass 
and  that  the  ceiling  under  roof  of  the  two  story  extension 
be  fire  retarded,  and  granted  so  long  as  the  present  condi¬ 
tions  as  to  use  and  occupancy  remain  substantially  un¬ 
changed. 


434-22-S. 

PETITIONER — Paul  Viane,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 13-15  Laight  street,  Manhattan. 
APPEARANCES— 

For  Petitioner  :  Paul  Viane. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 
ville,  Kleinert,  Moore  and  McDermott...  12 

Negative  . .  0 

Absent:  Deputy  Fire  Commissioner  Hannon...  1 

THE  RESOLUTION: 

(434-22-S) 

Whereas,  Paul  Viane,  owner,  filed,  March  24,  1922,  a 
petition  with  the  board  of  standards  and  appeals  for  varia¬ 
tion  from  the  requirements  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  13-15 
Laight  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Arrange  entrance  doors  at  street  so  as  to  open  out¬ 
wardly  as  per  section  79-B-3  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  b 
stories  in  height,  74  ft.  x  140  ft.  in  area,  occupied,  cellar, 
storage,  3  persons ;  1st  story,  storage  and  office,  25  persons ; 
2nd  to  6th  stories,  factory,  50  persons ;  equipped  with  a  fire 
alarm  signal  system,  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  fireproof  partitions  with  fire  doors  at  the  open¬ 
ings;  a  fire  escape  on  the  Varick  street  front  and  one  on  the 
St.  Johns  Land  front  and  fireproof  windows  along  the 
course  of  the  fire  escape ;  and 
Whereas,  appellant  contends  that  the  interior  vestibule 
doors  are  wood  sash  doors,  arranged  to  swing  out  and  the 
exterior  doors  of  heavy  cast  iron  in  iron  frames  which  are 
not  used  during  the  day  and  are  locked  back  against  the 
wall ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  Nov.  18,  1919,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  stipulations  set  forth  in  the  action  of  the 
board  of  review  be  complied  with  and  so  maintained. 

976-21-S. 

PETITIONER — Arbuckle  Bros.,  owners. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 21-41  John  street  and  1-17 
Pearl  street  and  2-18  Jay  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  granted. 
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THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kerby,  Superintendents  Reville,  Kleinert, 

Moore  and  McDermott  . 

Negative:  Chairman  Walsh,  Mr.  Kearney,  Fite 
Chief  Martin  and  Superintendent  Brady  . . . 
Absent :  Deputy  Fire  Commissioner  Hannon  . . 
THE  RESOLUTION  : 

(976-21-S) 

Whereas,  Arbuckle  Brothers,  owner,  filed,  September 
9,  1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  of  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises,  21-41  John  street  and  1-17  Pearl  street  and  2-18  Jay 
street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  No. 
23663-LD,  dated  June  8,  1921,  reads : 

“1.  Arrange  the  doors  leading  to  the  stairway  on 
all  stories  upon  which  five  or  more  persons  are  em¬ 
ployed,  so  as  to  open  outwardly  without  obstructing 
the  stairway,  as  per  section  271  of  the  labor  law. 

“2.  Arrange  the  entrance  doors  at  street  so  as  to 
open  outwardly,  as  per  section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  9 
stories  and  basement  in  height,  196  ft  by  87  ft.  in  area, 
facing  on  3  streets ;  occupied  as  a  sugar  refinery  (pan 
house)  with  169  persons  above  the  1st  story,  the  means 
of  egress  consisting  of  two  interior  stairways  of  metal,  one 
located  at  the  Pearl  street  end  of  the  building  extending 
from  the  roof  to  the  1st  story,  enclosed  in  hollow  tile 
construction  with  tin-clad  doors  at  the  openings  and  one 
at  the  Jay  street  front  of  the  building  extending  from 
the  9th  story  to  the  street,  enclosed  in  hollow  tile  parti¬ 
tions  with  tin-clad  doors  at  the  openings  and  lateral  exits 
through  fire  wall  into  the  adjoining  building,  these  exits 
protected  by  tin-clad  self-closing  fire  doors;  the  building 
being  equipped  with  an  approved  standpipe  system  and  fire 
alarm  signal  system,  there  being  doors  leading  to  the 
stairway  on  all  stories  and  entrance  doors  to  the  street, 
all  of  which  open  inwardly ;  and 
Whereas,  petitioner  states  that  it  would  be  impossible 
to  “arrange  the  doors  to  open  outward  without  obstructing 
■the  stairway”  unless  the  entire  stair  shaft  were  rebuilt;  and 
Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting  October  25,  1921  and  petitioner  requested  a  re¬ 
opening  of  the  case  which  request  was  granted  by  vote 
of  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted. 

443-22-S 

PETITIONER — Samuel  Rosenblum,  for  J.  Ehrlich  &  Sons, 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 22  Maiden  lane,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  IBOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows: 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott....  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 
THE  RESOLUTION : 

(443-22-S) 

Whereas,  Samuel  Rosenblum,  Consulting  Engineer,  for 
J.  Ehrlich  &  Sons,  Inc.,  owner,  filed,  March  27,  1922,  a 


petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting 
8  premises  22  Maiden  lane,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

‘  !•  .  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 
Law. 

2.  Arrange  the  fire  escape  on  the  front  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  *  *  *. 

“NOTE.— Among  the  defects  noted  on  this  fire 
escape  are  the  following:  Windows  on  course  not 
fireproof,  not  self-closing.  No  counterbalanced  stair¬ 
way  to  street.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction  5 
stories  in  height,  16  ft.,  10^  ins.,  by  35  ft.,  11%  ins.,  in 
area,  occupied,  1st  story,  store;  2nd  story,  office  diamond 
merchant,  2  persons,  3rd  story,  watchmaker,  2  persons ; 
4th  story,  jeweler,  4  persons;  5th  story,  diamond  polisher, 

6  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  5th  story, 
enclosed  in  wood  and  glass  partitions  with  wood  and 
glass  doors  at  the  openings;  with  scuttle  and  iron  ladder 
to  roof  in  loft,  a  60  degree  fire  escape  on  the  front  of 
the  building  with  drop  ladder  in  guides  to  the  street  and 
non-ffireproof  windows  along  the  course  of  the  fire  escape; 
and 

Whereas,  petitioner  contends  that  the  occupancy  of  the 
building  is  limited  and  that  the  means  of  egress  are  ade¬ 
quate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted,  as  to 
Item  No.  1,  on  condition  that  a  double  rung  iron  ladder 
'be  provided  to  a  scuttle  in  the  roof  over  the  top  story 
hall,  and  granted,  as  to  Item  No.  2,  on  condition,  that  a 
counter  balanced  drop  ladder  in  guides  be  provided  from 
the  2nd  story  balcony  of  front  fire  escape  to  the  street, 
and  granted  only  so  long  as  conditions  as  to  use  and  occu¬ 
pancy  remain  substantially  unchanged. 

444-22-S 

PETITIONER — Samuel  Rosenblum,  for  Kupferberg 
Lighting  Fixture  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law. 

PREMISES  AFFECTED — 131  Bowery,  Manhattan. 
APPEARANCES— 

For  Petitioner — Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott....  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 
THE  RESOLUTION: 

(444-22-S) 

Whereas,  Samuel  Rosenblum,  for  Kupferberg  Lighting 
Fixture  Co.,  owner,  filed,  March  27,  1922,  a  petition,  with 
the  board  of  standard  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  131  Bowery,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“Provide  counterbalanced  stair  from  lowest  balcony 
to  street  and  extend  interior  stair  to  roof.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

25  ft.  by  73  ft.,  2  ins.,  in  area  in  the  1st  story  and  25  ft. 
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by  65  ft.,  2  ins.,  in  area  above ;  occupied,  1st  story,  stores ; 
2nd  story,  assembling  of  electric  fixtures,  5  persons ; 
3rd  story,'  assembling  and  polishing  electric  fixtures,  5  per¬ 
sons ;  4th  and  5th  stories,  storage,  no  persons;  the  means 
of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  5th  story,  with  double  rung  iron 
ladder  to  scuttle  in  roof,  enclosed  in  lath  and  plaster  par¬ 
titions  in  2nd  and  3rd  stories,  wood  enclosed  in  the  1st 
story,  unenclosed  in  the  4th  and  5th  stories,  a  fire  escape 
on  the  front  of  the  building;  and 

Whereas,  it  is  proposed  to  provide  a  counterbalanced 
drop  ladder  from  the  lowest  balcony  of  fire  escape  to  the 
street,  instead  of  a  counterbalanced  stairway,  owing  to  the 
show  windows  and  to  fireproof  opening  along  the  course 
of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  counterbalanced  drop  ladder  in  guides 
be  provided  from  the  lowest  balcony  of  the  front  fire 
escape  to  the  street  and  that  all  openings  on  the  course 
of  the  fire  escape  be  provided  with  fireproof  frames  and 
sash  glazed  with  wire  glass  and  made  self-closing  and 
that  a  double  rung  fixed  iron  ladder  be  provided  from  the 
top  floor  loft  to  scuttle  in  the  roof,  and  that  the  cast  iron 
scuttle  be  replaced  with  a  wood  scuttle,  tin  covered  and 
that  the  occupancy  be  limited  to  10  persons  above  the  1st 
story,  and  granted  only  so  long  as  the  factory  remains 
in  single  operation. 


454-22-S 

PETITIONER — Helmle  &  Corbett,  for  Andresen  Realty 
Co.,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1 75^77  Powers  street,  Brook¬ 

lyn. 

APPEARANCES— 

For  Petitioner:  William  H.  McMurray. 

.  For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 

THE  VOTK— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin.  Superintendents  Brady,  Re- 
ville,  Kleinert,  Moore  and  McDermott -  12 

Negative  . . . .  . .  ® 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION: 

(454-22-S) 

Whereas,  Helmle  &  Corbett,  for  Andresen  Realty  Co., 
Inc.,  owner,  filed,  March  28,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  175-177  Powers 

street,  Brooklyn;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  rear  of  building  with  balconies  4  ft.  .  in  width 
connected  by  stairways  not  less  than  22  ins.  wide, 
placed  at  an  incline  of  not  more  than  45  degrees, 
extending  from  ground  to  roof,  constructed  as  per 
Section  273  of  the  Labor  Law  and  the  rules  of  the 
IB  oar  d  of  Standards  and  Appeals,  or  carry  out  a  proper 
alternative  method  of  complying  with  Section  271  of 
the  Labor  Law.”; 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height  50  ft.  bv  100  ft.  in  area,  occupied,  basement,  boiler 
room, ’coal  room,  storage,  1  person;  1st  story,  office  and 
storage,  5  persons;  2nd  story,  cabinet  shop,  10  persons; 
3rd  story,  cabinet  shop,  8  persons ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the 


1st  story  to  the  roof,  enclosed  in  fire  retared  partitions  with 
kalameined  doors  at  the  openings;  a  fire  escape  on  the 
front  of  the  building  with  counterbalanced  stair  to  street 
and  fireproof  windows  along  the  course  of  the  fire  escape; 

Whereas,  petitioner  contends  that  the  building  was 
altered  in  conformance  with  plans  filed  in  the  bureau  of 
buildings  under  alteration  permit  No.  6296-1920  and  a 
certificate  of  occupancy  was  issued; -the  rear  wall  is  on 
the  rear  lot  line  and  an  outside  fire  escape  on  the  rear  is 
not  possible  and  that  the  building  is  used  for  the  manu¬ 
facture  of  phonograph  cases,  a  non-hazardous  use. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  hereby  is  granted 
on  condition  that  the  occupancy  of  the  entire  building 
be  limited  to  25  persons. 


458-22-S 

PETITIONER— Western  Electric  Co.,  Inc.,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 455-465  West  street,  Manhat¬ 


tan. 

APPEARANCES—  .  J  _  _  ,  , 

For  Petitioner:  G.  E.  Quigley  and  W.  B.  Sanford. 
For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution  that  follows. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  . 

Negative  . . . 

Absent :  Mr.  Kerby  and  Deputy  Fire  Commis¬ 
sioner  Hannon  . 


11 

0 

2 


THE  RESOLUTION : 

(458-22-S) 

Whereas,  Western  Electric  Co.,  Inc.,  owner,  filed,  March 
29  1922,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  455-465  W^est  street,  .  Manhattan ,  and 

Whereas,  the  order  of  the  fire  commissioner  reads . 

“1.  Provide  a  second  means  of  exit  from  the.  three 
upper  floors  on  the  13th  story  portion. of  the  building, 
by  constructing  an  exterior  screened  iron  stairway  at 
the  southerly  end  of  the  rear  wall  of  said  13  story 
portion  with  a  safe  and  unobstructed  passageway 
across  the  roof  of  the  ten  story  portion  to  the  in¬ 
terior  stairway  which  is  known  as  No.  7  as  per  sec¬ 
tion  268  of  the  Labor  Law  or  carry  out  a  proper 
alternative  method  of  complying  with  section  271  of 
the  Labor  Law.” ; 

Whereas,  the  building  is  fireproof,  13  stories  in  height, 
142  ft.,  10  ins.  by  334  ft.  in  area,  divided  into  4  sections 
by  fireproof  partition  walls,  occupied,,  offices  shops  and 
laboratories  ;  the  means  of  egress  consisting  of  three  fire¬ 
proof  stair  towers  extending  from  the  1st  story  to  the  10th 
story,  two  stairways  from  basement  to  3d  story,  one  stair¬ 
way  from  basement  to  6th  story,  bridges  in  the  5th,  9th 
and  10th  stories  connecting  sections ;  the  means,  of  egress 
from  the  11th,  12th  and  13th  stories,  consisting  of  an 
interior  fireproof  enclosed  stairway  (in  addition  to. those 
stated  above)  from  13th  story  to  street  level ;.  a  similar 
stairway  from  the  12th  to  the  10th  story,  a  vertical  ladder 
fire  escape  from  the  13th  story  to  roof  of  10th  story;  and 

Whereas,  the  board  deemed  that  a  fire  escape  should  be 
erected  but  that  windows  need  not  be  altered  or  made  fire¬ 
proof  and  that  steps  on  the  inside  to  the  sills  of  windows 
need  not  be  provided. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
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law  and  that  the  petition  be  and  hereby  is  granted  on- con¬ 
dition  that  a  fire  escape  be  erected  on  the  rear  of  the 
13th  story  section  taking  in  one  window  on  the  12th  and 
13th  stories;  balconies  to  be  connected  by  45  degree  stairs 
from  the  13th  story  to  a  landing  to  be  provided  on  roof  of 
10th  story  section. 


468-22-S 

PETITIONER — Dietrich  Wortmann,  for  Manlik  Realty 
Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 105  East  2'8th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Dietrich  Wortmann. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
jBoulton,  Holland,  Kearney,  Fire  Chief, 


Martin,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  11 

N egative  .  0 

Absent:  Mr.  Kerby  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  2 


THE  RESOLUTION : 

(468-22-S) 

Whereas,  Dietrich  Wortmann  for  Manlik  Realty  Co., 
owner,  filed,  March  30,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  105  East  28th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“5.  Provide  fireproof  passage  or  open  court  from 
foot  of  fire  escape  to  street :  section  273-9  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  22  ft.,  6  ins.,  by  93  ft.,  5  ins.,  in  area  in  the  1st 
story  and  22  ft.,  6  ins.,  by  58  ft.  in  area  above;  occupied, 
1st  story,  stores,  8  persons;  2nd  story,  shoe  salesroom  and 
repairing,  9  persons ;  3rd  story,  hand  embroidery,  16 
persons ;  4th  story,  hand  embroidery,  8  persons ;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  fire  resisting  parti¬ 
tions  with  fireproof  self-closing  doors  at  the  openings,  a 
fire  escape  on  the  rear  of  the  building;  and 

Whereas,  it  is  proposed  to  provide  an  exit  to  the  ad¬ 
joining  yard  from  the  rear  fire  escape;  and 

Whereas,  petitioner  contends  that  it  is  practically  impos¬ 
sible  to  construct  a  fireproof  passageway  through  the 
building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  standard  fire  escape  be  provided  on  the  rear 
of  the  building  with  egress  to  the  adjoining  yard  in  rear 
of  No.  102  East  29th  street,  the  consent  of  the  owner  of 
these  rear  premises  to  be  filed  with  the  superintendent  of 
buildings  and  granted  only  so  long  as  the  conditions  as  to 
use  and  occupancy  remain  substantially  unchanged. 


480-22-S 

PETITIONER!— Edwin  Tatham,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 26  Cliff  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Edwin  Tatham. 

For  Administration:  Inspector  Maher  of  the  fire 

department. 

ACTION  OF  BOARD— Granted  on  condition. 


CONDITIONS — As  specified  in  resolution  that  follows. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott _  12 

Negative  . . .  o 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION : 

(480-22-S) 

Whereas,  Edwin  Tatham,  owner,  filed,  March  31,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
26  Cliff  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  and  maintain  a  continuous  safe  and 
unobstructed  passageway  .of  at  least  the  same  width 
as  the  stairway,  leading  directly  to  the  street  from 
the  termination  of  the  interior  stairway,  as  per  sec¬ 
tion  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  19  ft.,  5J4  ins.,  by  77  ft.,  6  ins.,  in  area,  occupied, 
1st  story,  steam  fitting  supplies,  6  persons;  2nd  story, 
steam  fitting  supplies,  no  persons ;  3rd  story,  front,  steam 
fitting  supplies,  rear,  machine  shop,  4  persons ;  4th  story, 
bookbinding  establishment,  8  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof  enclosed  in  wood  partitions  with  wood 
doors  at  the  openings ;  a  fire  escape  on  the  front  of  the 
building  with  fireproof  windows  along  the  course  of  the 
fire  escape;  there  is  a  hatchway- with  landing  in  the  1st 
story  at  the  foot  of  the  stairs ;  and 

Whereas,  petitioner  contends  that  a  similar  order  was 
dismissed  in  1918  and  that  it  would  be  a  great  hardship 
to  comply  with  this  order. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  tell  tale  chains  in  accordance  with  the 
recommendation  of  the  board  be  provided  in  the  hoistway 
and  that  an  operator  be  provided  at  the  foot  of  the 
hoistway  whenever  the  hoistway  is  used. 


484-22-S 

PETITIONER — Samuel  Hoffman  for  Janice  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — '8  West  17th  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  granted  on  condition,  in 

part. 

CONDITIONS- — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re¬ 


ville,  Kleinert,  Moore  and  McDermott....  12 

Negative  .  0 

Absent:  Deputv  Fire  Commissioner  Hannon..  1 
THE  RESOLUTION: 

(484-22-S) 


Whereas,  Samuel  Hoffman,  president,  Janice  Realty 
Corporation,  owner,  filed,  April  3,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  larw,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  8 
W est  17th  street,  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  reads : 

“Relative  to  your  application  for  a  certificate  of 
occupancy  for  the  above  premises,  dated  February  24, 
1922,  beg  to  advise  you  that  an  inspector  of  this 
Bureau  reports  as  follows : 
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“Exit  facilities  from  this  building  do  not  meet  the 
requirements  of  the  Labor  Law;  windows  on  course 
of  fire  escape  are  not  fireproof  and  self-closing;  there 
is  not  counterbalanced  stair  from  the  lowest  balcony 
of  fire  escape  to  the  street;  exit  signs  and  red  lights 
to  indicate  exits  have  not  been  placed,  and  door  lead¬ 
ing  to  street  from  foot  of  interior  stairway  opens 
in  instead  of  out. 

“It  was  also  noted  that  a  portion  of  the  plaster  of 
second  floor  ceiling  is  dangerous.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stones  in 
height,  22  ft.,  8  ins.,  by  90  ft.  in  area  in  the  1st  story 
and  22  ft.,  6  ins.,  by  49  ft.  in  area  above;  occupied, 
basement,  restaurant,  3  persons;  1st  story,  mfr.  of  trim¬ 
mings,  5  persons;  2nd  story,  mfr.  dresses,  13  persons;  3rd 
story,  mfr.  dresses,  7  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  fire  retarded  partitions  with 
fireproof  doors  at  the  openings;  a  fire  escape  on  the  front 
of  the  building  with  a  drop  ladder  to  street;  fireproof 
windows  along  the  course  of  the  fire  escape ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  and  that  owing  to  the  height  of  the  lowest 
balcony  9  ft.,  6  ins.,  above  the  curb  it  is  impossible  to 
construct  a  counterbalanced  stair. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  in 
as  far  as  the  item  requiring  a  counterbalanced  stair  to  street 
is  concerned  on  condition  that  a  counterbalanced  drop  ladder 
in  guides  be  provided  from  lowest  balcony  of  fire  escape 
to  the  street  and  that  the  decision  of  the  superintendent 
of  buildings  in  all  other  respects  be  affirmed  and  the  peti¬ 
tion  in  these  respects  denied. 


1346-21-S 

PETITIONER — Samuel  Rosenblum. 

SUBJECT' — Petition  for  variation  from  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED)— 39-41  Borden  avenue,  Long 
Island  City. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 
ville,  Kleinert,  Moore  and  McDermott....  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 


190-22-S 

PETITIONER— C.  P.  H.  Gilbert,  for  Holberta  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 21-23  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Petition  reopened  for  correction. 

THE  VOTE  TO  RE-OPEN — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 

ville,  Kleinert,  Moore  and  McDermott -  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  VOTE  TO  CORRECT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 
ville,  Kleinert,  Moore  and  McDermott....  12 

Negative  . . .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

.THE  RESOLUTION :  See  correction  below. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

447-22-S 

PETITIONER— The  H.  J.  M.  Howard  Mfg.  Co. 
SUBJECT — Approval  of  water  pressure  reducing  valves. 
APPEARANCES— 

For  Petitioner :  H.  J.  M.  Howard. 

ACTION  OF  (BOARD— Laid  over  to  June  13,  1922,  at 
2  p.  m.,  and  referred  to  fire  department  for  test 
and  report. 


61 0-22-S 

PETITIONER— C.  D.  Crocker  Specialty  Co. 

SUBJECT — Approval  of  Crocker  Automatic  and  Hand 
Release  Valve. 

APPEARANCES) — 

For  Petitioner:  C.  D.  Crocker. 

ACTION  OF  BOARD! — Laid  over  to  June  13,  1922,  at  2 
p.  m.,  pending  report  of  committee  of  inspection. 


Adjourned  4.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


CORRECTION 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  April  4,  1922, 
as  they  appeared  in  Bulletin  No.  15,  Vol.  VII.,  are  hereby 
corrected  as  follows: 

THE  RESOLUTION: 

(190-22-S) 

Whereas,  C.  P.  H.  Gilbert,  architect  for  Holberta  Realty 
Corporation,  owner,  filed,  Feb.  8,  1922,  a  petition  with  the 
board  of  standards  and  appeals  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  21  and  23 
West  34th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rea(JS  • 

“1.  Fire  escape  must  be  direct  to  street  through  an 
open  court  or  fireproof  passage.  Sec.  273  Labor  Law.  ; 

and 

Whereas,  the  premises  are  of  non-fireproof  construction, 
5  stories  in  height,  divided  into  two  sections,  with  a  total 
frontage  of  50  ft.  and  a  depth  of  98  ft.,  9  ins.,  in  the  1st 

*C orrection  words  ‘‘made  removable’  substituted  for 
word  “removed”  in  resolution. 


story  and  70  ft.  above,  with  a  total  occupancy  of  35  persons 
above  the  1st  story,  occupied  as  salesrooms,  hair  dresser, 
furrier  and  milliner ;  the  means  of  egress  consisting  of  an 
interior  stairway  in  No.  21  extending  from  the  1st  story  to 
the  5th  story,  enclosed  in  two  thicknesses  of  gypsum  sheet 
rock  on  walls  and  one  thickness  on  soffits  of  stairs,  with 
kalameined  doors  at  the  openings,  a  fire  escape  on  the  rear 
of  the  building,  with  fireproof  doors  and  windows  along 
the  course  of  the  fire  escape ;  and 

Whereas,  petitioner  proposes  to  have  egress  from  the 
foot  of  the  fire  escape  through  the  1st  story  store  of  No.  23 
and  contends  that  the  store  is  open  day  and  night  until 
10  o’clock. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  bars  on  the  cellar  windows  at  the  rear 
be  made  removable;  that  fireproof  sash  doors  be  provided 
at  the  openings  leading  to  the  stores  at  the  termination 
of  the  fire  escape  in  the  rear;  that  the  factory  use  of  the 
building  be  not  increased,  and  that  the  petition  be  granted 
so  long  as  conditions  as  to  occupancy  and  use  remain 
unchanged. 
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BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

THURSDAY  AFTERNOON,  MAY  25,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Martin,  Chief  In¬ 
spector  Bastress  and  Chief  Inspector  Heatley. 

(281-22-S) 

SUBJECT — Proposed  Rules  Governing  Fire  Extinguishing 
Appliances  :  Standpipe — Fire  Line. 
APPEARANCES — Inspectors  Gilroy  and  Mulligan,  of  the 
Fire  Department;  Peter  C.  Spence,  Chief  of  the 
Bureau  of  Fire  Prevention;  Michael  Reidy,  Chief 


Examiner,  Bureau  of  Fire  Prevention;  W.  G.  La 
Compte,  representing  Jenkins  Bros.;  H.  J.  M. 
Howard,  John  H.  Derby,  representing  American 
Fire  Prevention  Bureau,  and  Alexander  C.  Mac- 
Nulty,  representing  the  Real  Estate  Board  of  New 
York. 

ACTION  OF  THE  BOARD — Laid  over  for  final  action 
at  the  regular  meeting  of  the  Board  on  June  6, 
1922,  at  2  p.  m. 

Adjourned.  5:10  p.  m. 

William  J.  O’Gorman,  Secretary. 
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PROPOSED  RULES  GOVERNING  F. 

“STANDPIPE1 

(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
regular  meeting  on  Tuesday,  June  6,  1922,  at  2  p.  m.,  in 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
)4-inch  or  by  permission  of  the  Fire  Commissioner  ^j-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  WORKMANSHIP.  Installation  of  standpipe 
system  shall  be  entrusted  to  none  but  experienced  work¬ 
men.  They  shall  be  installed  by  responsible  individuals 
or  firms  equipped  to  do  the  work  in  accordance  with  these 
rules  and  plans  approved  by  the  Fire  Commissioner. 

Rule  3.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  Cal.  179- 
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RE  EXTINGUISHING  APPLIANCES: 

’—“FIRE  LINE.” 

20-S  of  the  Board  of  Standards  and  Appeals  shall  not  be 
required  to  stand  a  pressure  test  in  excess  of  100  pounds 
per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8 y2  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  4.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  5.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approved.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Where  devices  or  articles  of  approved  type  are  specified 
in  these  rules  and  no  such  articles  or  devices  have  been 
officially  approved  by  the  Board  of  Standards  and  Appeals, 
the  Fire  Commissioner  may  accept  unapproved  articles  or 
devices  which  bear  the  manufacturer’s  name  and  address 
and  are  of  good  workmanship  and  material  and  efficient 
operation. 

Rule  6.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
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day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  7.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
of  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
lurther  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  8.  HEIGHT.  The  height  shall  be  the  distance 
measured  in  a  vertical  plane  from  the  average  curb  level 
to  the  highest  point  of  the  roof  beams,  or  to  the  highest 
point  of  the  pent  house  roof  beams,  when  the  pent  house 
is  treated  as  an  additional  story  as  hereinafter  set  forth. 

Rule  9.  PENT  HOUSE.  When  the  area  of  the  pent 
house  is  in  excess  of  50%  of  the  area  of  the  roof  or  when 
the  area  of  the  pent  house  is  in  excess  of  2500  sq.  ft., 
the  pent  house  shall  be  considered  as  an  additional  story 
in  the  application  of  these  rules. 

Rule  10.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and  shall  prescribe  such  other  pro¬ 
tection  as  he  may  deem  necessary.  Cellars,  sub-cellars, 
basements,  etc.,  shall  be  protected  in  the  same  manner 
as  the  stories  above  grade. 

Rule  11.  CLASSIFICATION  OF  STANDPIPE 
EQUIPMENTS.  For  the  purpose  of  these  rules,  stand¬ 
pipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code  and 
are  at  all  times  filled  with  water  from  the  standard  source 
of  supply. 

(b)  Four-inch  street  supply,  which  shall  consist  of  a 
4-inch  direct  connection  to  public  water  main  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of 
sizes  as  specified  in  Section  581  of  the  Building  Code,  and 
are  normally  dry,  the  water  supply  being  controlled  by 
an  automatic  dry  pipe  valve  of  a  type  as  defined  elsewhere 
in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2J4  inches 
in  diameter  and  supplied  from  the  street  main  from  a  tap 
of  at  least  2  inches  in  diameter. 

(e)  Auxiliary  source,  which  shall  consist  of  a  fire  pump 
and  suction  tank,  direct  connected  to  standpipe  fire  lines. 

(f)  Siamese  source,  which  shall  consist  of  a  connection 
outside  of  the  building,  shed  or  enclosure  through  which 
Fire  Department  may  supply  the  standpipe  fire  line  equip¬ 
ment  from  steamers,  pumpers,  high  pressure  systems  or 
fire  boats. 

Rule  12.  TANK  ABOVE  ROOF.  Construction  shall  be 
as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 


shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  13.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks  and  intermediate  tanks  shall  contain  not  less  than 
3500  gallons  of  water  at  all  times,  reserved  solely  for  stand¬ 
pipe  fire  lines  purposes,  except  as  hereinafter  set  forth. 

Where  more  than  20  hose  outlets  are  supplied  from  one 
standpipe  tank,  the  capacity  of  the  reserve  shall  be  in¬ 
creased  175  gallons  for  each  outlet  over  and  above  20. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation  : 

One  tank  of  sufficient  water  capacity  to  supply  the  largest 
unit  of  a  group  of  separate  and  distinct  buildings  operat¬ 
ing  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  the  opinion  of  the  Fire  Commissioner  the  area 
covered  is  excessive  or  the  occupancy  is  such  that  an  un¬ 
usual  fire  hazard  is  introduced,  additional  protection  in 
the  nature  of  additional  water  supply  in  the  gravity  tank, 
a  fire  pump  and  suction  tank  of  size  and  capacity  to  be 
determined  by  the  Fire  Commissioner  or  the  Board  of 
Standards  and  Appeals,  or  a  combination  of  both  shall 
be  provided. 

Rule  14.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  at  least  the  same  diameter 
as  the  filling  line  shall  be  taken  through  the  side  of  the 
tank  3  inches  below  the  top  and  carried  to  within  24  inches 
of  the  roof,  terminating  in  a  90  degree  elbow.  The  over¬ 
flow  shall  pass  through  the  side  of  the  tank  above  the 
level  of  the  required  fire  line  reserve. 
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Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe,  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  15.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  16.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  downward. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  17.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a-^brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  1^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  homes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  18.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  (the  question  of  reinforced  concrete  tank,  located  in 
the  cellar,  or  in  the  basement  or  lowest  story  if1  there  is 
no  cellar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  =t  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  19.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 


story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  oer  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  11 
lbs.  in  two  minutes  in  each  pressure  tank. 

Rule  20.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  21.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes  where  not  more  than  20 
hose  outlets  are  supplied  and  shall  have  an  additional  175 
gallon  reserve  for  each  outlet  over  and  above  20.  The 
bottom  of  each  tank  shall  be  at  least  20  feet  above  the  floor 
level  of  the  story  next  above  the  highest  outlet  supplied 
therefrom.  The  method  of  water  supply  to  tanks,  the 
overflow,  the  high  and  low  water  alarm,  the  emergency 
drain,  etc.,  shall  be  as  prescribed  for  tanks  above  the  roof 
excepf  that  the  overflow  and  emergency  drain  shall  be  direct 
connected  to  the  drainage  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  rissr  of  the  portion  of  eauioment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  22.  VALVES.  AlfNralves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted.  Outside  Stem  &  Yoke  gate  type. 

Rule  23.  PIPING.  Materials  of  Construction  :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

_  Rule  24.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  oroperly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  ground  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in  in  lencth  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal- 
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leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections. 

Rule  25.  STAIR  HALLS  AND  STAIR  TOWERS. 
Stair  halls  and  stair  towers  containing  wet  standpipe  lines 
shall  be  properly  heated  to  insure  protection  of  risers 
from  frost. 

Rule  26.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  inferior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Rule  27.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  of  tnis  rule  3  corner  building  shall,  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  . area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

Rule  28.  FIRE  PUMPS.  Where  Required : 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundavs  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  also  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20.000  sq.  feet  in  area. 

Rule  29.  ARRANGEMENT.  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  (reinforced  concrete)  suction  tanks 
of  at  least  5,000  gallons  water  rapacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  3  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 


relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipejtrisers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Board 
of  Standards  and  Appeals  (Fire  Commissioner)  shall  pre¬ 
scribe  such  pump  or  additional  pumps,  or  additional  pump, 
and  the  location,  supply,  etc.,  of  same,  as  it  (he)  may  deem 
necessary. 

The  discharge  from  fire  pumps  shall  be  4  in.  in  diameter 
in  the  case  of  systems  with  4  in.  risers  and  6  in.  in  diameter 
where  risers  exceed  4  in.  in  diameter,  and  shall  enter  the 
standpipe  system  in  the  basement,  or  cellar,  or  if  there  is  no 
basement  or  cellar,  in  the  lowest  story,  except  where  due  to 
height  and  the  presence  of  pressure  reducing  valves  in  by¬ 
passes  of  the  risers,  a  pressure  at  any  outlet  in  excess  of  80 
lbs.  per  sq.  inch  would  be  obtained,  in  which  case  the  dis¬ 
charge  from  the  fire  pump  shall  enter  the  standpipe  firelines 
at  a  level  above  the  uppermost  pressure  reducing  or  pres¬ 
sure  regulating  valve.  Where  individual  pressure  reducers 
are  used  at  outlets,  the  pump  discharge  shall  enter  the  sys¬ 
tem  in  the  cellar  or  lowest  storv.  Where  intermediate  tanks 
are  provided  the  fire  pump  shall  disenarge  into  each  section 
above  its  highest  pressure  reducing  or  pressure  regulating 
valve  when  these  are  in  by-passes  of  the  risers.  When 
outlet  reducers  are  used  in  intermediate  tank  systems  the 
fire  pump  discharge  shall  connect  direct  to  the  risers  in 
cellar  or  lowest  story. 

Rule  30  SIAMESE  CONNECTIONS  FOR  FTRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided  :  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Ruildings  exceeding  280  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  280  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Bvi1diner«  hav?ner  frrmtace  mi  more  than  one  street  shall 
have  a  siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properlv 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  one  storv  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  he  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readilv 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  he  not  less  than  5  in.  in  diam¬ 
eter  for  4  in.  risers  and  not  less  than  6  in.  in  diameter  for 
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risers  in  excess  of  6  in.  in  diameter.  In  each  line  between 
the  Siamese  connection  and  the  standpipe  system  there  shall 
be  placed  an  approved  type  swing  check  valve,  and  between 
the  Siamese  and  its  check  valve  there  shall  be  placed  either  a 
J4'in.  open  drip  without  valve  or  cock,  extended  to  a  sink 
or  sump  insuring  visible  flow,  or  there  shall  be  provided  a 
)4  'in.  automatic  ball  drip  of  an  approved  type  which  will 
close  under  a  pressure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  31.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3J/2  in. 
x  3 y2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  Siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  }4-in.  open  drip  without  valve 
or  cock,  or  a  34- in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  Siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  Siamese. 


outlet  except  in  hotels,  where  125  ft.  of  hose  may  be  per¬ 
mitted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  bear  the  approval  label  of  the  National  Board 
of  Fire  Underwriters. 

Rule  35.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread  and  so  constructed  that  all  points  of 
contact  between  the  male  and  female  parts  are  of  brass  or 
bronze  of  sufficient  thickness,  irrespective  of  whether  the 
other  parts  are  of  corrosive  or  non-corrosive  metal. 

Rule  36.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel  or  malleable  iron  of  approved 
swing  type,  so  designed  and  constructed  that  they  will  per- 

E"1  °*  ready  and  easy  reIease  of  hose  for  use.  The  racks 
shall  be  supported  securely  and  substantially  from  stand¬ 
pipe  risers  or  wall. 


Rule  32.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 y2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  .be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tiie 
stair. side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in. letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  When  there  is  but  one 
standpipe  riser  it  shall  be  extended  through  the  roof  and 
when  there  are  more  than  one  standpipe  riser  at  least  every 
other  riser  shall  be  extended  through  the  roof,  terminating 
in  an  approved  type  2J4  in.  outlet  valve  with  a  regulation 
Fire  Department  cap,  located  not  less  than  18  in.  nor  more 
than  24  in.  above  the  roof.  Where  roof  outlets  cannot  be 
located  within  a  heated  stair  enclosure,  the  control  valve 
shall  be  located  below  the  roof  and  shall  have  a  long  stem 
extending  above  the  roof  with  a  wheel  handle  at  the  upper 
end.  Between  the  long  stem  valve  and  the  roof  outlet 
there  shall  be  a  y2  in.  open  drip  extending  to  a  sink  or  a 
U  m.  automatic  ball  drip  of  approved  type.  The  outlet 
above  the  roof  shall  have,  standard  2 y2  in.  Fire  Depart¬ 
ment  thread  and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2 y2  in.  unlined  linen  or  cotton  hose  of  lengths  as 
stated  elsewhere  in  these  rules. 

Rule  33.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
lr/8  in.  in  diameter. 

Rule  34.  HOSE.  Hose  shall  be  2 y2  in.  unlined  linen  or 
cotton.  There  may  not  be  more  than  100  ft.  of  hose  at  any 


•  3?'  IJ?SE  CABINETS.  Hose  racks  may  be 

installed  in  cabinets,  provided  the  cabinets  are  conspicu- 
ously.  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 


-  pciumieu  oursiae  oi  stair 

enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 


p^cctt?;wcRESFlati9n  and  reduction  of 

rKiibbUKHS.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
l  ,yer  at  FS-‘  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres- 
sure. reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  214-inch  approved  type  hose  outlet  valves 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  bv-pass  of  the  riser  there  shall'  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 


*  *  *  * 


Nate  Rules  39  to  49,  inclusive,  are  omitted  in  this 
number.  The  complete  and  revised  proposed  rules  will  be 
published  in  the  next  number  of  the  Bulletin. 


NOTICE 


is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  requfred 

[.  O’Gorman,  S ecretary 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921 

Cases  filed  up  to  and  including  May  25,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen . 

Requests  to  amend  . . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 


DISPOSITION  OF  CASES. 

389  Withdrawn  . 

Dismissed  . , . i — . 

11  Denied  . 

Granted  . . . . 

740  Granted  on  condition  . 

Applicances  approved  . 

51  Appliances  disapproved  . 

Miscellaneous  Actions. 

68  Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

8  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

7  Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

0  Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

9  Requests  for  extension  of  time  granted 

Requests  for  extension  of  time  denied . 

4  Rules  approved  . 

Rules  disapproved  . 

6  Requests  to  install  granted  . 

Requests  to  install  denied  . 

0  Administrative  requests  granted  . 

Administrative  requests  denied  . 

1  Interpretations  . * . 

-  Requests  withdrawn  . . . 

1294 

810  Total  . 


Cases  pending  May  25,  1922 


484 


53 

851 

102 

53 

392 

17 

6 


60 

7 

8 

0 

6 

1 

0 

0 

9 

0 

2 

1 

6 

0 

0 

0 

1 

1 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  o 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  a.nd 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  beards 
First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  ' 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Record  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . * . 1922. 
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DATES  AND  HOURS  OF  MEETING. 

Boar.d  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 
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All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


iv  *ssue  Bulletin  contains,  in  the  order 

iven  | 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  May  31 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  May  31,  1922. 

Notice  of  Public  Hearing. 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  th 
Building  Zone  Resolution,  and  its  object  is  to  give  int<r 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  919,  on  Tuesday,  June  6,  1922 

definite  day  At  ^  ^  CaSC  is  S6t  f°’r  hearinS  on  £ 

The  next  subsequent  Call  of  the  Calendar  will  be  oi 
Tuesday,  June  13,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  th< 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 

days  from  the  aate  of  the  action  of  the  Administrative  Of¬ 
ficial. 


Any  cornmunication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
honer  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  hre  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals  apphcations  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  Jwne  1,  1922. 

Cal.  No.  Department  Order  No. 

766-22-S . B.B.M .  Violation  7299-1920 


765-22-S 
764-22-1 
763-22-A 
762-22-A 
761-22-A 
760-22-A 
759- 
758- 
757-22-S 
756-22-A 
755-22-A 
754-22-A 
753-22-S 
752-22-A 
751-22-B 
750-22-S 
749 
748-22-S 
747 
74£ 


743-22 


LD.  20349-20351 

D  7 

B  B  Bx 

...  Alt.  82-1922 

D L..  .  .  . 

A 

.  Alt.  391-1922 

A 

....  Alt.  1572-1921 

A 

....  L.C.  12545 

A 

...  L.F.  32704 

A 

. F.D . 

N.B.  1154-1921  &  F.  35323 

R7 

.  F.  34964 

c 

. .  L.D.  17014 

A 

....  L.C.  12449 

A 

....  F.  34948-34949 

...L.D.  35554 

.  C.  8946 

B7 

..  N.B.  9299-1922 

c 

. L.D.  34011 

-A 

. .  L.D.  34134-34135 

. L.D.  13454 

-  4 

.  L.C.  12417 

B7 

...  N.B  562-1921 

-BZ. . . 

. B.B.Bx.  . 

. .  2426-2430  Gr.  Concourse, 
The  Bronx. 

:-BZ... 

. B.B.Bx.  . 

.  N.B.  1512-1922 

i  B7 

.  N.B.  1321-1921 

)_  A 

.  L.C.  7059 

1-B7 

Restored  to 

Calendar. 

.  N.B.  5007-1920 

L-S.... 

.  L.D.  26155 

CODE. 

. . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . . . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  :~7  CLERK'S  CALENDAR. 

Tuesucx,  June  6,  1922,  at  2  p.  m. 


Building  Zone  Cases. 

581-22-BZ. 

APPLICANT— Martin  H.  Bohle,  owner. 

PREMISES— 2785  Briggs  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 


APPLICANT — Michael  A.  Cardo,  for  John  Geoghegan, 
owner. 

PREMISES— 404  13th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  existing  business  building. 

598-22-BZ. 

APPLICANT— Charles  Kreymborg,  owner. 

PREMISES— South  side  Fordham  Road,  76.41  ft.  west  of 
Davidson  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  business  building. 

603-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Francis  W.  Aymar, 
owner. 

PREMISES— 3-9  Jumel  place,  Manhattan. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  public  garage. 

639-22-BZ. 

APPLICANT— Department  of  Plant  and  Structures,  for 
City  of  New  York,  owner. 

PREMISES— 17th  street,  east  of  Avenue  C,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  the  erection  of  a 
garage  within  200  ft.  of  a  hospital  building. 

1473-21-BZ. 

APPLICANT — W.  H.  Mohrmann,  owner. 

PREMISES— 354  87th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

403-22-BZ. 

APPLICANT — Rachmel  Ukrainzyk,  owner. 

PREMISES— 559  84th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

493-22-BZ. 

APPLICANT— Diaries  E.  Chakners,  receiver  for  2nd  Ave. 
R.  R.  Co.,  owner. 

PREMISES — 1864  Second  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  five  cars. 

566-22-BZ. 

APPLICANT- -James  E.  Willcox,  for  David  A.  Smith, 
owner. 

PREMISES— South  side  Gerry  avenue,  100  ft.  wfcst  of  Chi¬ 
cago  street,  Elmhurst,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 
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568-22-BZ. 

APPLICANT — Frederick  W.  Moore,  for  N.  Lefkowitz, 
owner. 

PREMISES — 315  West  142nd  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  cars. 

675-22-BZ. 

APPLICANT — Eugene  De  Rosa,  for  Herman  Stursburg 
Realty  Co.,  owner. 

PREMISES— Northeast  corner  East  138th  street  and  Wil¬ 
lis  avenue,  southeast  corner  East  139th  street  and 
Willis  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  theatre  and 
business  building. 


BOARD  OF  APPEALS. 

Tuesday,  June  6,  1922,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 

1608-21-A — 1600  Broadway,  Manhattan. 

635-22-A — 1600  Broadway,  Manhattan. 

574-22-A— East  side  Provost  street,  200  ft.  north  of  India 
street,  Brooklyn. 

166-22-A — 203-205  East  76th  street,  Manhattan. 

274-22-A — 207  East  51st  street,  Manhattan. 

358-22-A — 57-59  William  street,  Manhattan. 

383-22-A — 1953  Dean  street,  Brooklyn. 

396-22- A — 511-519  West  21st  street,  510-514  West  22nd 
street,  Manhattan. 

428-22-A— 422  East  160th  street,  The  Bronx. 

435-22-A — 83-85  Park  Place,  Manhattan. 

457-22-A — 204-206  Varet  street,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 


242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 


245-22-A— Block  bounded  by  Nevins,  Douglas,  3rd  avenue 
and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A— 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 


459-22-A — Block  bounded  by  Kent  avenue.  North  11th, 
North  12  streets  and  East  River,  Brooklyn.' 
681-22-A — 527  West  55th  street,  Manhattan. 


673-22-A— Southeast  corner  187th  street  and  Ryer  ave¬ 
nue,  The  Bronx. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  June  6,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1068-21-BZ— Application,  May  9,  1922.  under  the 
building  zone  resolution,  of  Frank  P. 
Keniston,  applicant,  on  behalf  of  Sam¬ 
uel  Bernard,  owner,  for  a  rehearing  of 
an  application  previously  denied,  to 
permit  in  a  business  district  the  conver¬ 
sion  of  existing  building  to  be  used  as 
a  motor  vehicle  repair  shop ;  premises 
41-43  Astoria  avenue,  northeast  corner 
Pope  street,  Astoria,  Queens. 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 


an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

CAL.  NO.  1411-21-BZ — Application,  November  18,  1921,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  attorney,  on  behalf  of  Rex- 
ton  Realty  Company,  owner,  for  an 
extension  of  time  in  which  to  complete 
the  building  on  premises;  premises  32- 
34  West  25th  street,  Manhattan. 

CAL.  NO.  563-22-BZ— Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  538-22-BZ— Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Martin  J. 
Fielder,  applicant,  on  behalf  of  Andrew 
Galbraith,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a  two 
story  public  garage;  premises  north 
side  Austin  street,  80  ft.  west  of  Con¬ 
tinental  avenue,  Queens. 

CAL.  NO.  481-22-BZ— Application,  March  31,  1922,  under  the 
building  zone  resolution,  of  Frank 
Berg,  applicant  and  owner,  to  permit  in 
a  residence  district  the  maintenance  of 

•  a  garage;  premises  1555  East  15th 

street,  Brooklyn. 

CAL.  NO.  455-22-BZ — -Application,  March  28,  1922,  under  the 
building  zone  resolution,  of  Bly  & 
Hamann,  architects,  on  behalf  of  Frank 
C.  Meyer  Company,  Inc.,  owner,  to 
permit  in  a  business  district  the  exten¬ 
sion  in  height  to  a  factory  building; 
premises  271-275  Lexington  avenue, 
Brooklyn. 

CAL.  NO.  448-22-BZ— Application,  March  27,  1922,  under  the 
building  zone  resolution  of  Russell 
Huffman,  attorney,  on  behalf  of  Lotty 
Cantor,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  premises 
for  business  use ;  premises  64  West  52nd 
street,  Manhattan. 

CAL.  NO.  1672-21-BZ— Application,  May  2,  1922,  under  the 
building  zone  resolution,  of  Augustine 
Schiavone,  attorney,  on  behalf  of 
Charles  Piscopo,  owner,  for  a  reflect¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars; 
premises  771  40th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  6,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

375-22-S — 9-13  Walker  street,  Manhattan. 

452-22-S— 363  East  149th  street,  The  Bronx. 

472-22-S — 508  6th  avenue,  Manhattan. 

494-22-S — 880  Broadway,  Manhattan. 

4 96-22 -S — 302  West  37th  street,  Manhattan. 

1433-18-S — 6-8  West  20th  street,  Manhattan. 

503-22-S — 12  West  50th  street,  Manhattan. 
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520-22-S — 39  'Vesey  street,  Manhattan. 

522- 22-S— 130  West  23rd  street,  Manhattan. 

523- 22-S— 121  East  112th  street,  Manhattan. 

537-22- S— 285-291  Mott  street,  Manhattan. 

359-22- S — 243-245  Pearl  street,  Manhattan. 

364-22- S— 26  Bond  street,  Manhattan. 

433-22-S — 368  Pearl  street,  Manhattan. 

466-22-S — 64  South  Washington  Square,  Manhattan. 
473-22- S — 126-128  West  32i  street,  Manhattan. 

479-22- S— 132  East  23d  street,  Manhattan. 

487-22- S — 638  East  12th  street,  Manhattan. 

501-22- S— 285  21st  street,  (Brooklyn. 

509-22-S — 71-73  Fourth  avenue,  Manhattan. 

513-22-S— 26  Beekman  street,  18  Spruce  street,  Manhattan. 
1412-21-S — 534-636  West  37th  street,  Manhattan. 

281-22-S — Proposed  Rules — “Standpipe  Fire  Line. 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  June  13,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

506-22-BZ.  ,  .  .  .  c 

APPLICANT— Samuel  Cohen,  for  Associated  Screen 

News,  owner. 

PREMISES — 48-64  Congress  avenue,  Flushing,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  busi¬ 
ness  building. 

540-22-BZ.  tt  .  i  ai  a 

APPLICANT— Strauss  &  Co.,  for  Hotel  Alexandra, 

owner. 

PREMISES— 250  West  103rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  an 
electric  sign  on  marquee. 

602-22-BZ. 

APPLICANT— Thomas  McCormick,  owner. 

PREMISES— 2981  Bainbridge  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
public  garage. 

604- 22-BZ.  .  .  _  , ,  . 

APPLICANT — Max  Margolis,  for  Annie  Goldstein,  owner. 
PREMISES— 1696-1702  St.  Johns  Place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

605- 22-BZ.  „  ,  ,  .  ,,  ... 

APPLICANT— A.  White  Pierce,  for  Cataldo  Mascialino, 

owner. 

PREMISES— 2209-2211  Cortelvou  Road,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  extension  of  the 
existing  repair  shop  with  dwelling  and  storage 
above. 

611-22-BZ.  ,  . 

APPLICANT— H.  Rosenbaum,  for  John  A.  Langlois,  own¬ 
er. 

PREMISES— 308-310  Lexington  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  an 
automobile  repair  shop. 

645-22-BZ. 

APPLICANT — Annie  M.  Gaffney,  owner. 

PREMISES— 2316  Grand  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
two-car  garage. 

666-22-BZ.  T 

APPLICANT— Starrett  &  Van  Vleck,  for  Equitable  Life 
Assurance  Society  of  the  U.  S.  A,  owner. 
PREMISES— 383-399  7th  avenue,  154-172  West  32nd  street, 
145-165  West  31st  street,  Manhattan. 

TO  PERMIT  in  a  two  and  one-half  times  district  the  erec¬ 
tion  of  an  office  building  to  a  height  in  excess  of 
that  permitted  by  the  Zoning  Law. 


738-22-BZ.  .  . 

APPLICANT— Charles  C.  Straub,  for  the  Jumel  Building, 
Inc.,  owner. 

PREMISES — 2042-48  Amsterdam  avenue,  1033-39  St.  Nich¬ 
olas  avenue,  500-504  West  162nd  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  extension  in  area  to  an  exist¬ 
ing  business  building. 

374-20-BZ. 

APPLICANT — Frederick  W.  Rowe,  owner. 

PREMISES— 421-443  Empire  Boulevard,  northeast  corner 
New  York  avenue,  Brooklyn. 

TO  PERMIT  partly  in  residence  and  partly  business  dis¬ 
trict  the  erection  of  a  public  garage. 

295-22-BZ. 

APPLICANT— Ezra  P.  Mott,  for  Ernest  C.  Hawkins, 
owner. 

PREMISES — Southeast  corner  Jerome  avenue  and  Spruce 
street,  Richmond,  Hill,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  June  13,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

28-22-A — 3266  Ely  avenue,  The  Bronx. 

490-22-A — 524  16th  street,  Brooklyn. 

502-22- A — 482-504  Driggs  avenue,  Brooklyn. 

5 04- 22- A — 71-73  Nassau  street,  Manhattan. 

5 05 - 22- A — 71-73  Nassau  street,  Manhattan. 

515-22-A — 710  East  14th  street,  Manhattan. 

521-22- A — 53-55  Fifth  avenue,  Manhattan. 

536-22-A — 102-104  Fulton  street,  Manhattan. 

217-22-A — 122-132  Columbia  street,  Brooklyn. 

319-22- A — 405-425  Greenpoint  avenue,  Brooklyn. 

368-22-A — 449-451  Water  street,  Manhattan. 

482-22-A — 97  Burgher  avenue,  Richmond. 

510-22-A — 371  Pearl  street,  Manhattan. 

514-22-A — 373  Pearl  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning.  June  13,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  376-22-BZ— Application,  March  14,  1922,  under  the 
building  zone  resolution,  of  Otto  C.  H. 
May  dag,  architect,  on  behalf  of  Emil 
Reineking,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage;  premises  352  Pine  street, 
Brooklyn. 

cajl.  no.  438-22-BZ — Application,  March  24,  1922,  under  the 
building  zone  resolution,  of  Burke  & 
Olsen,  architects,  on  behalf  of  Annie 
Wenig,  owner,  to  permit  in  a  business 
district  the  conversion  of  existing 
building  into  a  public  garage ;  premises 
6402-6406  Fourth  avenue,  Brooklyn. 
cal.  no.  508-22-BZ — Application,  April  7,  1922.  under  the 
building  zone  resolution,  of  Holler  & 
Kleinhenz,  architects,  on  behalf  of 
Rellim  Realty  Corporation,  owner,  to 
permit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  use  of 
premises  for  business  purposes ;  prem¬ 
ises  789  St.  Marks  avenue,  Brooklyn. 
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cal.  no.  407-22-BZ— Application,  March  17,  1922,  under  the 
building  zone  resolution,  of  John  M. 
Weth,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  two  car  garage ;  premises  213  Mc¬ 
Kinley  avenue,  Glendale,  Queens. 
cal.  no.  476-22-BZ— Application,  March  31,  1922,  under  the 
building  zone  resolution,  of  Joseph  F. 
Fisher,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  four  car  garage;  premises  10123 
111th  street,  Richmond  Hill,  Queens. 
cal.  no.  485-22-BZ— Application,  April  10,  1922,  under  the 
building  zone  resolution,  of  Elizabeth 
G.  King,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  five  car  garage ;  premises 
2254  Hughes  avenue,  The  Bronx. 
cal.  no.  486-22-BZ— Application,  April  3,  1922,  under  the 
building  zone  resolution,  of  Charles 
Schaefer,  Jr.,  architect,  on  behalf  of 
A.  &  M.  Brand  Realty  Company,  own¬ 
er,  to  permit  in  a  residence  district  the 
erection  of  a  business  building;  prem¬ 
ises  west  side  Charlotte  street,  100  ft 
north  of  Boston  Road,  The  Bronx. 
cal.  no.  492-22-BZ— Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  Harold  L. 
Young,  architect,  on  behalf  of  Isador 
Dietelbaum,  owner,  to  permit  in  an 
unrestricted  district  the  extension  in 
area  to  existing  garage  within  200  ft.  of 
a  hospital  building;  premises  513-517 
West  130th  street,  Manhattan. 
cal.  no.  707-22-BZ  Application,  May  18,  1922,  under  the 
building  zone  resolution,  of  Henry  A. 
Smith,  applicant,  on  behalf  of  Holland 
Laundry,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  wet  wash 
laundry  and  garage  or  stable  building; 
premises  north  side  25th  street,  325  ft. 
east  of  4th  avenue,  running  through 
to  24th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  13,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

519-22-S — 14-16  East  33d  street,  Manhattan. 

544^22- S — 42  East  21st  street,  Manhattan. 

5 50- 22- S — 200  East  23d  street,  Manhattan. 

551- 22- S — 385  Sixth  -avenue,  Manhattan. 

552- 22-S — 141-147  East  125th  street,  Manhattan. 

580-22- S — 20  West  39th  street,  Manhattan. 

585-22-S — 46  East  14th  street,  Manhattan. 

594-&iS-S — -A  64th  street  Manhattan 

597-22-S  117-121  Canal  street,  4  Sullivan  street,  Man¬ 

hattan. 

600-22- S — 632  Hudson  street,  Manhattan. 

607-22-S — 15-17  West  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

680-22-Si — Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  20,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

399-22-A  18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

554-22-A — 80  Nassau  street,  Manhattan. 

560-22-A— 229  Borden  avenue,  Long  Island  City,  Queens. 
562-22-A — 615  West  57th  street,  Manhattan. 

565-22- A — 59-61  Wall  street,  Manhattan. 

569- 22-A— 51-61  Attorney  street,  173-177  Delancey  street, 

Manhattan. 

570- 22-A — 199-201  North  Henry  street,  Brooklyn. 

5 7 1- 22- A — 9-19  Ninth  avenue,  Manhattan. 

5 72- 22- A — 413  East  83d  street,  Manhattan. 

573- 22-A — 21-23  Burling  Slip,  Manhattan. 

5 7 7-22- A — 13-23  Corlears  street,  Manhattan. 

583-22-A — 100-110  Bridge  street,  Brooklyn. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
ing  zone  resolution,  Tuesday  morning,  June  20,  1922,  at 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  70-22-BZ — Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
public  garage;  premises  northeast  cor¬ 
ner  33rd  street  and  Roosevelt  avenue, 
Elmhurst,  Queens. 

cal.  no.  529-22-BZ— Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Daniel 
Santoro,  architect,  on  behalf  of  Joseph 
Caruselle,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  commercial  vehicles;  premises 
29  First  street,  Tompkinsville,  Rich¬ 
mond. 

cal.  no.  539-22-BZ— Application,  April  11,  1922,  under  the 
buifding  zone  resolution,  of  Emilie 
Prentice,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  three  car  garage;  premises 
1717  Centre  street,  Evergreen,  Queens. 

cal.  no.  530-22-BZ— Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Edward  M. 
Adelsohn,  architect,  on  behalf  of  Anna 

V.  Wing,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  489-493  Sterling  Place,  Brook¬ 
lyn. 

cal.  no.  553-22-BZ— Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Cohen,  architect,  on  behalf  of  County 
Holding  Company,  owner,  to  permit  in 
a  business  district  the  use  in  excess  of 
25  per  cent  limitation  for  factory  use; 
premises  27  West  35th  street,  Manhat¬ 
tan. 

cal.  no.  599-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Matthew 

W.  Del  Guadio,  architect,  on  behalf  of 
Rosina  Poraggio,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  maintenance 


607 


CALENDAR 


of  a  garage  and  light  manufacturing  BOARD  OF  APPEALS, 

building;  premises  2420-2422  Hoffman  Tuesday,  June  27,  1922,  at  10  a.  m. 

street.  The  Bronx. 


CAL.  NO.  262-20-BZ— Application,  May  16,  1922,  under  +he 
building  zone  resolution,  of  Gronen- 
berg  &  Leuchtag,  architects,  on  behalf 
of  the  West  48th  Street  Realty  Com¬ 
pany,  owner,  for  a  rehearing  of  an  ap¬ 
plication  previously  denied  to  permit  in 
a  two  times  district  and  a  one  and  a 
half  times  district  the  erection  of  a 
hotel  exceeding  the  height  limitation ; 
premises  255-259  West  43rd  street  and 
680-686  Eighth  avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  20,  1922,  at  2  p.  tn. 

Petitions  for  Variations. 

282-22-S — 34  East  30th  street,  Manhattan. 

518-22-S— 534-536  West  58th  street,  Manhattan. 

526-22-S— 284-286  Pearl  street,  Manhattan. 

543-22- S— 161  West  44th  street,  Manhattan. 

558-22-S — 13-23  Corlears  street,  Manhattan. 

^12-22-S — 179-183  Lewis  street,  Manhattan. 

626- 22-S — 106-108  Fulton  street,  Manhattan. 

627- 22-S— 106-108  Fulton  street,  Manhattan. 

637-22-S — 108-114  Park  Place,  238-240  Greenwich  street, 
Manhattan. 

649- 22-S— 101-107  West  23rd  street,  Manhattan. 

650- 22- S— 68  West  37th  street,  Manhattan. 

651- 22-S — 78  Pearl  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

708-22- S — The  Blackmer  Rotary  Pump,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S— Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21- S— Angle  Hose  Valve. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S— Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv- 

al  of.  . 

546- 22-S= — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 

465-22-S _ Phister  One  Gallon  Fire  Extinguisher,  approva* 

of. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


Appeals  from  Administrative  Orders. 

387-22- A — 22  Queen  street,  Long  Island  City. 

584-22-A— 46  East  14th  street,  49  East  13th  street,  Man¬ 
hattan. 

58 6-22- A — 456  West  Broadway,  Manhattan. 

589- 22- A — 155  East  38th  street,  Manhattan. 

590- 22-A — 106-108  Fulton  street,  Manhattan. 

592- 22-A — 447-463  Pierce  avenue,  Long  Island  City, 

Queens. 

593- 22- A — >125-129  East  12th  street,  130-132  East  13th 

street,  Manhattan. 

595-22-A— Block  bounded  by  138th  street,  Locust  avenue, 

137th  street  and  East  River,  The  Bronx. 

613- 22-A— 440  Water  street,  Manhattan. 

614- 22-A — 102-104  Fulton  street,  Manhattan. 

616-22- A — 8883  Van  Wyck  avenue,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  27,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1490-21-BZ — Application,  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attorneys,  on  be¬ 
half  of  Hill- Ware  Company,  Inc.,  own¬ 
er,  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars ;  premises  3325-3339 
Park  avenue,  The  Bronx. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  premises  19-21  Bar- 
row  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  27,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

389-22-S — 303  Cherry  street,  542  Water  street,  Manhattan. 
415-22-S— 103  Park  Place,  Manhattan. 

474-22-S— 177  East  87th  street,  Manhattan. 

557-22-S— 516  6th  avenue,  Manhattan. 

559-22-S — 194  Seventh  avenue,  Manhattan. 

575-22- S— 319  East  53rd  street,  Manhattan. 

617-22-S — 517  Madison  avenue,  Manhattan. 

623-22-S — 404  Sixth  avenue,  Manhattan. 

629-22-S — South  side  Spuyten  Duyvil  road,  150  feet  south 
of  Harlem  Ship  Canal,  The  Bronx. 

633-22-S — 305  East  60th  street,  Manhattan. 

657-22-S — 428-442  East  52nd  street,  Manhattan. 
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BOARD  OF  APPEALS. 

Wednesday,  July  5,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

31-22-A — North  side  Private  Roadway,  500  ft.  north  of 
Nicholas  street  and  St.  Marks  Place,  Cas- 
tleton  Park,  St.  George,  Richmond. 
460-22-A — 1409-1419  St.  Nicholas  avenue,  600-614  West 
181st  street,  Manhattan. 

528-22-A — 284-286  Pearl  street,  Manhattan. 

532-22-A — North  side  Richmond  avenue,  Graniteville, 
Richmond,  Staten  Island. 

549-22-A — 150  East  150th  street,  The  Bronx. 

579-22-A — 437-439  West  42nd  street,  Manhattan. 

624- 22-A — 344  East  40th  street,  699  1st  avenue,  Manhattan. 

625- 22-A — 19  West  34th  street,  30-32  West  35th  street, 

Manhattan. 

628-22-A — 2469-2477  Amsterdam  avenue,  Manhattan. 
630-22-A — 1757-1773  Ocean  avenue,  Brooklyn. 

636-22-A — 150  Beach  116th  street,  Rockaway  Park,  Queens. 
641-22-A — 117-121  Sterling  Place,  Brooklyn. 

647-22-A — 87  35th  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  July  5,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

661-22-S — 1J4-9  West  34th  street,  Manhattan. 

665-22-S — 117  West  21st  street,  Manhattan. 

674-22-S — 112  Stanton  street,  Manhattan. 

677-22-S — 741  Fifth  avenue,  Manhattan. 

684-22-S — 113  Lenox  avenue,  Manhattan. 

700-22-S — 144  Fifth  avenue,  Manhattan. 

706-22-S— 45  University  Place,  Manhattan. 

710-22-S — 70  Warren  street,  Manhattan. 

714-22-S — 39-41  Borden  avenue,  Queens. 

719-22-S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

722-22-S — 8  Wooster  street,  Manhattan. 

727-22-S — 46  West  39th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  July  11,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

12-22-A — 186-190  West  4th  street,  3-13  Barrow  street, 
Manhattan. 

634-22-A — 285-289  Plymouth  street,  Brooklyn. 

646-22-A — 1534  Bryant  avenue,  The  Bronx. 

664-22-A — 267-269  Bowery,  Manhattan. 

676-22-A — 114  Eighth  avenue,  Brooklyn. 

689- 22-A— 539-549  Fordham  Road,  The  Bronx. 

690- 22-A — 1191-1199  Webster  avenue,  The  Bronx. 

692- 22-A — 1525-1527  Broadway,  Brooklyn. 

693- 22-A— 25  Church  street,  Manhattan. 

699-22-A — 305-319  Jay  street,  62-76  Lawrence  street, 
Brooklyn. 

702-22-A — 1469  Bedford  avenue,  Brooklyn. 

704-22-A — 575  Fulton  street,  Brooklyn. 

709-22-A — North  side  Jackson  avenue  and  Whitestone  ave¬ 
nue,  Flushing.  Queens. 

712-22-A — 305-307  East  61st  street,  Manhattan. 

716-22-A — 82  Myrtle  avenue,  Queens. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  25,  1922,  at  2  p.  m. 

Appliances  Installed  Pending  Approval. 
1278-21-S — Mammel  Oil  Burner,  approval  of. 

422-22-S — Quimby  Pumps,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  July  28,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

U87-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan 

352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A  2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan! 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

3 9 -22- A — 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A  513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  September  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A  Piers  4  and  5,.  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 
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881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19- A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  955S6-F. 

950- 19-A— -Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan. 

31-20- A— Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot,  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 


272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A— Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A— Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A— Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  MORNING,  MAY  31,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  (Board  of 
Appeals,  held  on  Tuesday  morning,  May  23,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  22',  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
28-22-A 

APPELLANT — Marie  Bialek,  owner. 

SUBJECT— Appeal  front  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 3266  Ely  Avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Edward  H.  Dolge. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1922,  on 
request  of  appellant’s  representative. 


APPELLANT,1— Ooldwyn  Distributing  Corp.,  for  F.  W. 
Woolworth  Co.,  owner. 

SUBJECT— Appeal  from  decision  and  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 469  5th  avenue,  Manhattan. 


APPEARANCES—  ,  TT  TT  „  ,  , 

Kor  Appellant :  G.  L.  Hess  and  H.  H.  .Murdock. 
For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Martin  .  7 

Absent  .  0 

THE  RESOLUTION : 

(268-22- A) 


Whereas,  Goldwyn  Distributing  Corporation  for  F.  W. 
Woolworth  Co.,  owner,  filed,  February  23,  1922,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  and  order  of 
the  fire  commisioner,  affecting  premises  469  Fifth  avenue, 
Manhattan;  and 

Whereas,  the  decision  and  order  of  the  fire  commis¬ 
sioner  read : 

The  decision  of  the  fire  commisioner : 

“2.  The  automatic  sprinkler  equipment  for  these 
premises  with  the  occupancy  as  stated  must  be  sup¬ 
plied  from  two  sources,  consisting  ot  an  approved  pres¬ 
sure  tank  supply,  and  an  approved  gravity  tank  supply, 
as  per  Rule  38,  Rules  for  Fire  Extinguishing  Appli¬ 
ances,  of  Board  of  Standards  and  Appeals.” 

The  order  of  the  fire  commisioner : 

“You  are  therefore  hereby  ordered  to : 

“1.  Discontinue  the  storage  of  more  than  five  reels 
of  inflammable  motion  picture  film  until  amendment 
to  Plan  No.  742  of  1920  has  been  approved  and  all 
work  done  in  accordance  with  said  plan.” ; 

and 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
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92  ft.,  7  ins.,  by  122  ft.,  6  ins.,  in  area  (irregular),  occu¬ 
pied,  store  and  offices,  397  person^  in  the  entire  building, 
the  building  being  equipped  with  a  sprinkler  system,  with 
two  9,000  gal.  pressure  tanks;  water  supply  being  5,000 
gals. ;  and 

Whereas,  appellant  contends  that  the  sprinkler  heads 
are  closer  spaced  than  required  by  the  rules  and  that  the 
building  is  better  protected  than  required,  that  the  total 
protected  area  is  9,537  sq.  ft.,  120  heads  required  at  300 
gals,  for  20  mins,  would  be  12,000  gals,  for  two  source 
system,  which  is  what  is  available. 

Resolved,  that  the  decision  and  order  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


316-22-A 

APPELLANT — Benjamin  Kleinman,  for  Dave  Wallach 
and  Nathan  Kranz,  owners. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2  Park  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Alphonse  Eckst'eiin  and  Morris 
Kleinman. 

For  Administration:  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  IBOARD — -Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Martin  .  7 

Absent  .  p 

THE  RESOLUTION : 

(316-22-A) 


Whereas,  Benjamin  Kleinman  for  Dave  Wallach  and 
Nathan  Kranz,  owners,  filed,  March  2,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  2  Park  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“4.  Discontinue  all  burnishers  heated  by  gas  or 
other  exposed  flames,  2nd  story.  Sec.  234-1,  Ch.  10, 
Code  of  Ord. 

“7.  Discontinue  coal  stoves  and  gas  stoves  and  all 
other  form  of  heating  except  steam  or  hot  water, 
2nd  story.  Section  234-1,  Ch.  10,  Code  of  Ord.”; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  in 
height,  25  ft.  by  103  ft.  in  area,  occupied,  1st  story,  chicken 
market,  5  persons;  2nd  story,  wood  heel  factory,  5  per¬ 
sons  ;  and 

Whereas,  appellant  contends  that  he  does  not  have  in  use 
at  any  one  time  more  than  10  sheets  of  celluloid,  36  ins. 
by  50  ins.,  1  gal.  of  celluloid  cement,  1  gal.  of  wood  alco¬ 
hol,  5  gals,  of  rubber  cement;  these  items  are  absolutely 
essential  to  his  business  and  that  the  burnishing  machine 
is  used  in  finished  the  heels. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


344-22-A 

APPELLANT — Morris  Needle  for  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 51  Boerum  street  (rear), 
Brooklyn. 

APPEARANCES— 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Martin  .  7 

Absent  .  0 


THE  RESOLUTION : 

(344-22-A) 

Whereas,  Morris  Needle,  for  City  of  New  York,  owner, 
filed,  March  8,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
51  Boerum  street  (rear),  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application,  dated  June  1, 
1921,  for  a  permit  to  store  Combustible  Fibre  (rags) 
at  the.  above  location,  I  regret  to  inform  you  that  I 
am  without  power  to  grant  such  a  permit  for  the 
following  reason: 

“No  permit  shall  be  issued  for  such  storage  in  any 
building  where  dry  goods,  or  other  highly  inflammable 
materials  are  manufactured,  stored  or  kept  for  sale, 
sec.  24,  sub-div.  F.  Oh.  12,  Code  of  Ordinances. 

“You  are  therefore  ordered  to  reduce  the  amount 
of  combustible  fibre  stored  on  above  premises  to  one 
ton.” ; 

and 

W hereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  40  ft.  in  area,  occupied,  1st 
story,  combustible  fibre,  2  persons;  2nd  story,  knit  goods, 
5  persons ;  3rd  story,  knit  goods,  6  persons ;  4th  story, 
clothing,  4  persons;  5th  story,  vacant;  and 

Whereas,  the  appellant  requests  a  temporary  permit  for 
three  months  in  order  to  dispose  of  the  material  on  hand. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


649-21-A 

APPELLANT — White  Construction  Company,  for  Atlantic 
Macaroni  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 295-303  Vernon  avenue,  Long 
Island  City. 

APPEARANCES— 

For  Appellant:  G.  E.  Escher  and  R.  L.  (Bertin. 
For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 


Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 


(649-21-A) 

Whereas,  White  Construction  Co.,  Inc.,  for  Atlantic 
Macaroni  Co.,  Inc.,  owner,  filed,  June  10,  1921,  an  appeal 
with  the  board  of  appeals  from  the  decisions  of  the  fire 
commissioner,  affecting  premises  295-303  Vernon  avenue, 
Long  Island  City,  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  rendered 
in  acting  on  N.  B.  Application  No.  22-1921,  dated  March 
22,  1921,  and  a  decision  dated  April  25,  1921,  in  acting  on 
N.  B.  Application  No.  1680-1921,  reads: 

March  22,  1921: 

“2.  Standpipe  system  must  be  entirely  separate  and 
distinct.  Connection  from  sprinkler  will  not  be  per¬ 
mitted.” 

April  25,  1921. 

“Item  2  repeated :  The  sprinkler  system  must  be  a 
separate  and  distinct  equipment,  from  that  of  the  stand¬ 
pipe  equipment.  Standpipe  details  must  be  filed  show¬ 
ing  separate  3,500  Gal.  tank.” ; 

and 

Whereas,  th,e  building  is  of  fireproof  construction,  lo¬ 
cated  inside  the  fire  limits  in  an  unrestricted  district,  6 
stories  and  basement  in  height,  86  ft.,  4p£  ins.,  and  92  ft,, 
10  ins.,  by  400  ft.  in  area,  occupied,  basement,  storage,  9 
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persons ;  1st  story,  stock-room,  shipping  room  and  office,  20 
persons ;  2nd  story,  bakery,  30  persons ;  3rd  story,  bakery, 
40  persons ;  4th  story,  light  manufacturing,  SO  persons ; 
5th  and  6th  stories,  light  manufacturing,  80  persons  per 
floor ;  the  building  being  equipped  with  a  sprinkler  system 
and  a  standpipe  system  both  being  supplied  from  the  same 
sources,  namely,  a  40,000  gallon  gravity  tank  also  from 
city  water  main  and  a  1,000  gallon  per  minute  fire  pump 
with  independent  Siamese  connections  for  each,  system;  and 

Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  July  26,  1921  and  appellant  requested  a  re-opening 
of  the  case,  which  request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  decisions  of  the  fire  commissioner  be 
and  they  hereby  are  modified,  and  the  appeal  be  and  hereby 
is  granted  on  condition  that  a  separate  tank  of  3,500 
gallons  capacity  for  standpipe  supply  be  installed  inside 
existing  sprinkler  tank  with  one  feed  line  for  both  tanks, 
supply  to  be  controlled  by  ball  cocks,  and  high  and  low 
water  alarm  for  each  tank  to  be  provided,  and  the  appeal  is 
granted  so  long  as  present  conditions  as  to  use  and  Occu¬ 
pancy  remain  substantially  unchanged. 


384-22-A 

APPELLANT — Corona  Chemical  Co.,.  Inc. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 17  Warren  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Philip  J.  Sinnott. 

For  Administration  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — -As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 


Kerby  and  Fire  Chief  Martin  .  5 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent  . / .  0 

THE  RESOLUTION: 

(384-22-A) 


Whereas,  Corona  Chemical  Co.,  Inc.,  for  St.  Peters 
Church,  owner,  filed,  March  15,  1022,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  17  Warren  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Referring  to  your  application  dated  December  23, 
1921,  for  a  permit  to  store  acids,  ethers,  alcohols, 
etc.,  to  be  used  in  the  manufacture  of  pharmaceutical 
preparations,  I  regret  to  inform  you  that  your  applica¬ 
tion  for  such  permit  is  denied  for  the  reason,  a  factory 
or  workshop  is  located  in  another  portion  of  the  build¬ 
ing- 

“Section  272-C  of  article  24  of  Chapter  10,  Code  of 
Ordinances  reads:  ‘No  permit  shall  be  issued  for  a 
wholesale  drug  store  or  drug  and  chemical  supply 
house  in  any  building  which  is  occupied  as  a  workshop 
or  factory,  except  such  workshop  or  factory  is  incident 
to  the  business  of  the  applicant ;  or  except  in  buildings 
constructed  of  fire  resisting  materials  throughout,  and 
when  the  portion  of  such  building  occupied  by  the 
applicant  is  separated  from  the  rest  of  the  building 
by  fireproof  walls  and  floors.’ 

“You  are  therefore  hereby  ordered  to: 

“1.  Discontinue  the  maintenance  of  a  wholesale 
drug  or  drug  and  chemical  house  on  these  premises.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  75  ft.,  6  ins.,  in  area  in  the  1st 
story  and  25  ft.  by  69  ft.  in  area  above ;  occupied,  base¬ 
ment,  1st,  2nd  and  3rd  stories  used  only  for  repairing 
safes  and  vaults,  two  work  benches,  three  vises,  a  foot 
power  lath  and  a  hand  drill,  the  two  upper  stories  being 
occupied  by  the  chemical  company. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  hereby  is 


granted  on  condition  that  any  alcohol  or  inflammable 
chemical  compounds  stored  or  used  be  maintained  on  the  top 
floor  and  that  no  open  flame  or  heating  appliance  be  per¬ 
mitted  on  that  floor;  that  the  quantity  of  alcohol  be  limited 
to  not  more  than  five  barrels  at  any  one  time,  that  sulphur 
be  limited  to  one  barrel,  and  ether  to  five  pounds ;  and 
that  an  exterior  fire  escape  be  installed  on  the  building; 
and  that  the  appeal  be  granted  so  long  as  existing  conditions 
as  to  use  and  occupancy  are  maintained  unchanged. 


377-22-A 

APPELLANT — Harry  Creighton  Ingalls,  for  Palher 
Realty  Co.,  owner. 

SUBJECT- — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 211  West  125th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  James  J.  Walker  and  Harry 
Creighton  Ingalls. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 


Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  .  1 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(377-22-A) 


Whereas,  Harry  Creighton  Ingalls,  for  Palher  Realty 
Co.,  owner,  filed,  March  14,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  211  West  125th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Upon  inspection  of  premises  mentioned  above  for 
a  COMMON  SHOW  License,  it  was  found  that  the 
following  is  necessary  before  an  approval  of  said 
license  can  be  given : 

“1.  Provide  50  ft.  of  hose  on  orchestra  outlets,  left 
side,  (at  present  only  25  ft.  is  on  reel),  also  left  side 
balcony  (all  hose  reels  should  have  50  ft.  of  hose 
on  each  rack. 

“2.  Provide  one  3  gal.  liquid  fire  extinguisher,  one 
4  lb.  flat  head  axe,  one  6  ft.  fire  hook  and  three  10  quart 
water  buckets  at  left  side  of  screen. 

“3.  Provide  a  metal  oil  drip  pan  under  organ 
motor  now  being  used,  and  remove  oil  soaked  felt 
under  frame  of  motor.  (A  cork  base  with  a  metal  drip 
pan  on  top  will  be  accepted.) 

“4.  Seal  all  holes  in  floor  and  walls  through  which 
organ  pipes  pass. 

“5.  Lock  door  of  unused  motor  room  in  rear  ex¬ 
tension. 

“6.  Repair  both  fire  doors  from  present  organ 
motor  room  to  exit  passageway  from  balcony. 

“7.  Recharge  and  tag  with  date  all  liquid  fire  ex¬ 
tinguishers. 

“8.  Vacate  restaurant  on  1st  floor  under  auditorium 
of  theatre  and  remove  vent  flues  from  restaurant  ter¬ 
minating  in  emergency  court.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  5 
stories  and  basement  in  height,  75  ft.  by  109'.  10  ft.  in  area, 
occupied,  restaurant  and  theatre  lobbies  in  the  1st  story 
and  theatre  above  with  seating  capacity  of  1,200  persons ; 
and 

Whereas,  it  is  proposed  to  provide  a  fire  resisting  parti¬ 
tion,  dividing  the  kitchen  from  the  restaurant  and  to 
provide  self-closing  kalamein  doors  at  openings  in  this 
partition,  to  remove  the  fan  and  duct  from  the  theatre 
court  and  provide  a  new  vertical  duct  through  the  roof 
of  the  extension  and  to  remove  all  the  wood  work  from 
the  ceiling  in  the  kitchen. 

Resolved,  that  the  order  of  the  fire  commissioner  as  to 
item  No.  8  be  and  it  hereby  is  modified,  and  the  appeal 
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J  ,  a  J  carned  out,  and  as  to  items  Nos  l  o  •>  4 

££’ te“j ;; 


3S6-22-A 

*-  a^ c- 

PREMII^ 

APPEARANCES— 

For  Appellant  :r'Leonard  J.  Obermeyer  and  Walter 

F0^Stmenrtati0n:  Inspector  Maher  of  the  fire 
ACTION  OF  BOARD-Appeal  denied 
THE  VOTE— 

Affirmative  . 

Negative-;  Chairman  Walsh,’ '  Messrs' '  Beatty,  ° 

AS  B°u^°n’  Holland,  Kearney  and  Kerby.  6 
Absent:  Fire  Chief  Martin  ..  . 

THE  RESOLUTION :  .  1 

w  (386-22- A) 

Whereas,  The  Ballinger  Company,  for  Anchor  Can  and 
Closure  Corp.,  owner,  filed,  March  15,  1922  an  anneal  w  S 

1  °ari°  ■appeaIs’  from  an  order  of  the  fireP  cornmis 
Cr“rQuaeffee„?;nf„dPremiSeS  **  *  —  stre«'  ^  Island 

Whereas  the  order  of  the  fire  commissioner  reads : 

.  'Ivemove  all  hose  connections  from  the  sprinkler 

- ,  srs.  t  m  f°r  —  ^ 

and  '  ’ 

Whereas,  the  building  is  of  fireproof  construction  6 

frTIo  hSfl W  f‘i  '>y  2“  ft  V*™'  *=  “2  Story 

ana  so  it.  by  260  ft.  above,  occupied,  1st  storv  infer 

story^mfi1  sIT"" 1  *•*  £“**  *»>«■**.  6  pLons“'  3rd 
storv  mff’’  1  P  °S  ’  ^th  story,  storage,  2  persons;  5th 
son/-’  Sui,’  5,!,-J  S,°nS  :  r,th  .story,  mfg.  and  office,  72  per- 
1,-nn  ;  bin!d,n"  be,ng  sprmklered  with  a  6-inch  connec- 

erear^thrL1"31"  u't  ?l  30’0()()  gallon  tank  to  the  roof; 
there  are  three  small  hose  connections  to  the  sprinkler 
standpipe  in  each  story  sprinkler 

it  thart.  theorder  of  the  fire  commissioner  be  and 

dmkt  18  affirmed  and  the  aPPeal  he  and  it  hereby  is 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

NegatiVe  H°lland’  KearnU  and  Kerby...  6 

Absent:  Fire  Chief  Martin .  ? 

THE  RESOLUTION :  1 

(425-22-A) 

Whereas  Isaac  Miller,  owner,  filed  March  iqoo 

avenue,  Brooklyn;  and  Premises  384  to  306  Saratoga 

Whereas,  the  order  of  the  fire  commissioner  reads- 

systole'll!  ™  ”TTy  f°I  you  *°  ^tall  =>  ^pipe 
system  in  your  theatre.  An  appeal  however  imv  L 

made  to  the  Board  of  Standards  and  Appeals.”; 

is21f  ffr?rf  ?onstnK,i°"-  « 

as  a  motion  picture  theatre  1  8(W’ seat/ Vtl”  ar?a’  occuPied 
the  street,  three  standpipes  with  100  ft.  of  hose  each  have 

it  khfrJhCd'  that  .(he  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified ,  and  the  appeal  be  and  it  herebv  is 

fn  a"cctdance"tit'rtheat  “  StM<1|T  .etluiPm'"‘  be  installed 
/tn  a  V  J  Ath  the  recommendations  of  the  Board  of 

April  Ys  1922.  PPCalS  t0  thC  B°ard  °f  Aldermen,  dated 


387-22-A 

^p 

APPEARANCES— 

For  Appellant :  Leonard  J.  Obermeyer  and  Walter 
r.  Ballinger. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

CTION  OF  BOARD  Laid  over  to  June  27,  1922,  appel¬ 
ant  to  submit  proposition  as  to  water  supply  and 
lay  out,  to  fire  department  for  consideration. 

25-22-A 

T-Isaac  Miller,  owner. 

>RE^ 

Brookljm  ~84*306  Saratoga  avenue, 

APPEARANCES— 

For  Appellant:  James  J.  Walker, 
hor  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 

0™iTIONsl^ARD~nP,i,eaI  granted  on  cond*tion. 
U-MDllIOVSi — As  specified  in  resolution. 


426-22-A 

SUB ^TT2?A,’-Jsf T  Miller’  owner. 

PREMISES  AFFRfTPn  °/er  °*’  tbe  dre  commissioner, 
I  KUMISES  AFFECTED  246-252  Skilhnan  street  51C 

DeKalb  avenue,  Brooklyn 
APPEARANCES— 

For  Appellant:  James  J.  Walker, 
nor  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

CONDITIONS ^ 9ARD~AP’PoaI  granted  on  condition. 
A-.UJ.N  di  i  l(JN.S  As  specified  in-  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs^  Beatty, 

Negative t0n’  H°lland’  KearnU  and  Kerby .  6 

Absent:  Fire  Chief  Martin  .  ? 

THE  RESOLUTION :  . 

(426-22-A) 

Whereas,  Isaac  Miller,  owner,  filed,  March  23  iooq 
an  appeal,  with  the  board  of  appeals,  from  an  order’ of  the 
fire  commissioner,  affecting  premises  246-252  Skillm 
street,  510  DeKalb  avenue,  Brooklyn; and  ^ 

H/rfAS’m  i,  °rder  °f  the  fire  commissioner  reads- 

in  you/  theatre60' An^  t0  T?"  a  standP;Pe  system 
f  ?i  id  re;  „  An  appeal  however,  mav  be  made 
and  t0  1  ^  Board  of  Standards  and  Appeals.”  ; 

Whereas  the  building  is  of  fireproof  construction  o 
stories  in  height,  7-9  ft.  by  140  ft.  in  area,  occupied  1st 
■story,  store  and  motion  picture  theatre,  seatin°-  l  P3?  ’Der_ 

th/S^und1n?°'hy’  t0’letS  a”d  ,moving  Picture  machine  booth  • 
he  roof  /f  11  1  equ'pped  WIth  a  3.500  gallon  tank  on 
inn  ft  f  p6nft'  b  e  the,  street  and  two  standpipes  with 

.he  irch02,rhaTand  e  21  ‘he  fr°"'  a"d  a*  ‘bVrearTf 

Whereas  appellant  contends  that  the  building  covers  an 
area  of  onfy  10,210  sq.  ft.  and  that  there  is  So  stai  or 
scenery  and  that  the  store  is  entirely  cut  off  from  the 
theatre  proper  by  12-inch  brick  walls  and  that  the  theatre 
w  ill  be  used  for  motion  pictures  only ;  and 
Whereas,  the  board  deemed  that  toilet  rooms  and  rest 
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room  are  not  a  separate  occupancy  but  are  accessory  to 

%  *  tod,' that  the  order  o  f  the  fire  commissiorrer  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  nereDy  s 
gZHd  on  condition  that  the  3,500  gallon  tank  and  stand¬ 
pipe  equipment  as  non  installed  be  maintained. 


APPELLANT — A.  W.  Allen,  for  New  York  Telephone 

01  HI  i  keT— Appeal  from  order  of  the  fire  commissioner. 
IrImISES  AFFECTED-135  8th  avenue.  Long  Island 
City,  Queens. 

APPEARANCES—  xt  „  . 

For  Appellant:  N.  H.  Egleston.  .,  cre 

For  Administration:  Inspector  Ort  of  the 
department. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messr^  Beatty,  ^ 

Boulton,  Holland,  Kearney  and  Kerby  q 

Negative  . .  i 

Absent :  Fire  Chief  Martin  . 


THE  RESOLUTION : 

(463-22-A) 

Whereas,  A  W.  AUm  f°r  Ne^York  Telqph©^^  ^ 
pany,  owner,  filed,  Marc  ’  ,  <-  commissioner, 

Board  of  Appeals,  from ^u^  Long  Sand  City’, 
affecting  premises  135  Eightn  avenue,  ^  s 

Q“wTdTsd  the  order  of  the  fire 

“3.  Cross  connection  must  be  buried  Deiow 

k  Gravity  tank  must  be  fed  by  pump  having  mini¬ 
mum  capacity  of  65  gals,  per  minute.  J 

garage  aL  etoragt,  4*  persons  l  =nd 

^s'oPsiP*“buildtagSb=7„kPequipped  with  a  100  per 

suspended I  from  the  ceding  bea  jnstead  of  a  pump  supply 
concrete  floor  with  a  tanK  l  P  V  .  „  would  require 

and  contends  "““Se  tagth  of  main  crosAon- 

diggmg  o  a  -  would  seriously  hamper  their 

busineVand *  require  keeping  of  ^  is 

"jjdent  Tfiii  tank  and "f  water  failed  pump  would  be 

useless.  ,  (  ore  commissioner  be 

Resolved,  that  the  or/er  ,°.f,  pthe  ^e  cc )m 

and  it  hereby  is  reversed  and  the  appeal  be 
is  granted. 


442-22-A. 

APPELLANT— F.  P.  Platt  &  Bros.,  for  Buick  Auto  Repair 
Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner 

PREMISES  AFFECTED— 321-343  West  54th  street,  Man¬ 
hattan. 

APPEARANCES—  „  , 

For  Appellant:  W.  A.  Conklin. 

For  Administration:  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE—  Q 

Affirmative  . .  •  • ;  •  •  •  •  ; .  '  "  ,7 ' 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

^  Boulton,  Holland,  Kearney  and  Keroy .  6 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(442-22-A) 

Whereas,  F.  P.  Platt  &  Bro.,  for  Buick  Auto  Repair  Co 
Inc.,  owner,  filed,  March  25,  1922,  an  appeal  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  321-343  West  54th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads . 

“1.  Install  standpipe  4  inches  in  diameter  tested  to 
withstand  a  pressure  of  300  lbs.  per  square  inch,  ex¬ 
tending  from  cellar  to  roof  with  necessary  check  valves 
and  2V2  inch  regulation  Fire  Department  outlets  on 
each  story  (including  basements,  cellars  and  roots) 
placed  within  main  stairway  enclosure.  Each  outlet  to 
be  provided  with  100  ft.  of  2J^  inch  standard  hose  at¬ 
tached  thereto.  .  , 

“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supp  y 
and  be  ready  for  use  at  all  times.  Standpipe  to.be  con¬ 
nected  with  a  two  way  2J4  in.  Siamese  connection  with 
clapper  valves  and  caps  and  signs  placed  on  street  front 
of  building  at  least  18  ins.  and  not  more  than  two  feet 
above  sidewalk  in  a  horizontal  position  accessible  to  the 
Fire  Dept.” ; 

^Whereas  the  building  is  fireproof,  1  story  and  basement 
in  height,  113  ft.  x  110  ft.  5  in.  in  area  in  the  basement  and 
113  ft  x  90  ft.  5  in.  in  area  in  the  1st  story  (irregular), 
occupied,  basement  and  1st  story,  garage,  60  persons  each 

St  Whereas,  appellant  proposes  to  install  five  2J4  in.  stand¬ 
pipes  with  50  ft.  of  hose;  and  .  ,r. 

Whereas,  appellant  contends  that  the  area  is  lo,600.sq.  tt. 
and  that  the  structure  at  present  is  but  temporary ;  it  is  pro¬ 
posed  in  the  near  future  to  construct  an  additional  8 
stories,  the  upper  stories  to  be  used  for  storage  and  that 
it  would  be  a  hardship  to  install  a  standipe  system  at  this 

^Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 

denied. 


APPELLANT — Frederick  L.  Green,  for  Ruling  Wood, 

c t  i m r? r T— Anneal '  from  orders  of  fire  commissioner 
PREMISES  Effected— 18-20  Rose  street,  214  William 
street,  Manhattan. 

appearances- nt;  Harry  w  Wrighti  Edward  p. 

For  Administration:  Inspector  Maher  of  the  fire 

aCTION  ONBOARD— Laid  over  to  June  20th,  1922,  for 
ACTION  OFBU  with  fire  departnient  as  to  cond.tions 

existing  at  the  building  today,  and  substitute  o 
f erred ^by  appellant  in  lieu  of  the  requirements  or- 
hv  the  fire  department. 


451-22-A. 

APPELLANT— John  Counes,  lessee.  .  % 

SUB TECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 363  East  149th  street,  The 
Bronx. 

APPEARANCES—  f  ..  fire 

For  Administration:  Inspector  Maher  of  the  tire 

department. 

AOTTON  OF  BOARD — Appeal  dismissed  on  recommenda¬ 
tion  of  inspector  of  bureau  of  fire  prevention,  as 
order  is  not  enforceable  at  the  present  time. 
rp tt ■nv  y o T E _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  -  t 

Negative  . •••••; .  i 

Ah  Rent :  Fire  Chief  Martin  . 
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THE  RESOLUTION: 

(451-22-A) 

Whereas,  John  Counes,  for  Oliver  Davis,  owner,  filed 
March  28,  1922,  an  appeal  with  the  board  of  appeals  from 
an  order  of  the  fire  commissioner,  affecting  premises  363 
East  149th  street,  Borough  of  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  first  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  east  and  west  sides  of  building, 
or  other  approved  protection  as  per  section  375,  article 
8,  chapter  5  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof  in  the  1st  story 
and  frame  above,  25  ft.  x  75  ft.  in  area  in  the  1st  story,  and 
25  ft.  x  60  ft.  in  area  above ;  occupied,  candy  manufactur¬ 
ing  and  storage ;  and 

Whereas,  appellant  contends  that  the  providing  of  kala¬ 
meined  shutters  on  a  frame  building  would  not  serve  any 
purpose  and  would  be  a  useless  expense ;  and 
Whereas,  the  inspector  of  the  fire  department  reports 
that  the  order  is  not  enforceable  at  the  present  time. 
Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 

456-22-A. 

APPELLANT — John  De  Hart  for  The  Lamport  Mfg.  Sup¬ 
ply  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 47-49  Mercer  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  John  DeHart. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby _  6 


Negative  .  0 

Absent :  Fire  Chief  Martin  .  1 


THE  RESOLUTION: 

(456-22-A) 

Whereas,  John  De  Hart,  for  the  Lamport  Mfg.  Supply 
Co.,  Inc.,  lessee,  filed  March  28,  1922,  an  appeal  with  the 
board  of  appeals  from  an  order  of  the  fire  commissioner, 
affecting  premises  47-49  Mercer  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals  May 
24,  1917,  as  amended  May  2nd,  1918,  and  January  21, 
1919,  effective  February  17,  1919.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  50  ft.  x  100  ft.  in  area  in  the  1st  story,  50  ft.  x  90 
ft.  in  area  above;  occupied,  storage  of  cotton  goods  and 
mill  ends ;  and 

Whereas,  appellant  contends  that  the  goods  are  in  bales 
or  boxes,  that  are  never  opened,  that  no  sorting  or  repair¬ 
ing  is  done  on  the  premises,  no  clippings  are  stored  on  the 
premises  and  that  there  is  no  combustible  fibre  within  the 
meaning  of  Chapter  12  of  Section  24  of  the  Code  of  Or¬ 
dinances,  and  that  a  similar  order  was  rescinded  on  rec¬ 
ommendation  of  chief  of  the  bureau  of  fire  prevention  on 
August  6,  1918. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  sustaining  the  recommendation  of  the  chief  of  the 


bureau  of  fire  prevention  of  August  6,  1918,  on  condition 
that  the  material  be  maintained  in  bales,  that  there  be  no 
sorting  nor  baling,  that  the  fnaterial  stored  on  the  premises 
be  limited  to  225  tons,  and  that  the  appeal  be  granted  only  so 
long  as  conditions  remain  unchanged. 


464-22-A. 

APPELLANT — Fink  Bread  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 438-440  East  72nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(464-22-A) 

Whereas,  Fink  Bread  Co.,  Inc.,  for  Emil  Fink,  owner, 
filed  March  29,  1922,  an  appeal  with  the  board  of  appeals 
from  an  order  of  the  fire  commissioner,  affecting  premises 
438  and  440  East  72nd  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Permanently  close  opening  in  floor,  1st  story  lead¬ 
ing  to  cellar  with  material  similar  to  floor  construction 
(concrete)  and  provide  an  entrance  to  same  from  the 
outside.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  are  located  two  buildings,  one  at  the  front  and  one 
at  the  rear,  the  total  area  being  33  2-3  ft.  x  75  ft.;  occupied, 
bakery  in  the  cellar,  5  persons ;  1st  story,  wagon  room  and 
storage,  2  persons ;  2nd,  3rd  and  4th  stories,  storage  of  mer¬ 
chandise,  flour,  etc. ;  and 

Whereas,  appellant  contends  that  to  close  the  opening 
marked  “A”  on  plan  would  require  the  bread  to  be  carried 
out  to  the  street ;  that  opening  “B”  is  not  an  opening,  being 
air  and  water  tight,  and  that  at  opening  “C”  he  proposes 
to  provide  a  self-closing  fireproof  door. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  dumbwaiter  at  location  “A” 
be  enclosed  in  fireproof  material ;  that  dumbwaiter  door  at¬ 
tachments  on  the  1st  floor  and  cellar  so  operate  as  not  to 
permit  both  doors  on  this  shaft  to  be  open  at  one  time  ; 
that  the  flour  hopper  remain  in  its  present  location  on  con¬ 
dition  that  it  be  fixed  stationary  and  so  maintained  at  all 
times ;  that  hopper  chute  be  covered  with  metal  on  the  ex¬ 
terior,  and  on  further  condition  that  the  door  on  the  store 
floor  leading  to  the  cellar  stairs  be  made  fireproof  and  self¬ 
closing. 


467-22-A. 

APPELLANT — Charles  Schaefer  &  Son,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AbFECTED — Foot  of  Stagg  street  and  New¬ 
town  Creek,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Fred  W.  Schaefer. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 


ALiJUiN  UU  rSvJAKU- 


-  --  - -appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative  . . . 

Absent  . . . 
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THE  RESOLUTION: 

(467-22-A) 

Whereas,  Charles  Schaefer  &  Son,  owner,  filed  March 
30,  1922,  an  appeal  with  the  board  of  appeals  from  an 
order  of  the  fire  commissioner,  affecting  premises  foot  of 
Stagg  street  and  Newtown  Creek,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application,  dated  Oct.  12, 
1921,  for  a  permit  to  store  combustible  fibre  (hay, 
straw,  excelsior,  etc.)  at  the  above  location,  I  regret  to 
inform  you  that  I  am  without  power  to  grant  such  a 
permit  for  the  reason  that: 

“Sec.  24,  Subdiv.  2,  Chapter  12,  was  waived  for  the 
storage  of  combustible  fibre  not  to  exceed  10  tons. 

“You  are  therefore  ordered  to  reduce  the  stock  of 
combustible  fibre  stored  to  10  tons.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  137  ft.  x 
150  ft.,  irregular,  occupied  as  a  stable  and  warehouse  for 
the  storage  of  hay,  grain  and  salt ;  and 

Whereas,  appellant  contends  that  the  building  has  a  new 
Johns-Manville  asbestos  roof  and  has  been  used  for  fifteen 
years  as  a  warehouse  and  a  stable  and  was  taken  over  by 
appellant  last  October  for  use  with  his  business  of  hay, 
grain  and  salt,  and  an  application  was  made  for  the  stor¬ 
age  of  excelsior,  and  that  there  are  no  buildings  within 
the  immediate  vicinity. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  hay  kept  on  the  premises  is 
in  the  course  of  transit  receipt  and  delivery;  that  two  open 
aisles  be  maintained  at  least  10  ft.  in  width ;  that  any  hay 
on  the  premises  shall  be  confined  to  bales  only,  and  that  four 
forty-gallon  chemical  extinguishers  be  maintained  on  the 
premises. 


Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  ,  in  acting  on  Alteration  Application  No.  25,  1922, 
reads : 

“1.  Pit  should  be  at  least  four  feet  deep.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
24  ft.  10J/2  in.  x  75  ft.  in  area,  occupied  for  the  manufacture 
of  springs,  1st  story,  machine  shop,  6  persons ;  2nd  story, 
office  and  rest  room,  5  persons ;  3rd  story,  inspection  dept., 
35  persons ;  4th  story,  stock  room,  21  persons ;  5th  story, 
mfg.  dept.,  35  persons;  a  freight  elevator  shaft  is  being 
installed ;  and 

Whereas,  appellant  contends  that  upon  excavation  for  the 
elevator  pit,  rock  and  water  were  found,  and  requested 
permission  to  install  a  pit  3  ft.  deep  instead  of  4  ft. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  a  three  foot  pit  be  main¬ 
tained  by  providing  raised  sill  or  ramp  at  the  elevator  open¬ 
ing  to  shaft  in  cellar. 


G32-22-A. 

APPELLANT — Jeremiah  Milbank. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 28  East  40th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  o 


574-22-A. 

APPELLANT— C.  F.  Reuter,  for  Ballard  Fuel  Oil  Co., 
lessee. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— E.  S.  Provost  street,  200  ft. 

north  of  India  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  C.  F.  Reuter. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  6th,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


624-22-A. 

APPELLANT — Samuel  Rosenblum,  for  Hemeo  Elec.  Mfg. 
Co.,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECT  ED — 344  East  40th  street,  699  1st 
avenue,  Manhattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Foley  of  building 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman,  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent .  0 

THE  RESOLUTION : 


(624-22-A) 

Whereas,  Samuel  Rosenblum,  for  the  Hemeo  Elec.  Mfg. 
Co.,  owner,  filed  April  28,  1922,  an  appeal  with  the  board  of 
appeals,  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  344  East  40th  street  and  699  First  ave¬ 
nue,  Manhattan;  and 


322-20-A 


APPELLANT— Euell  &  Euell. 

SUBJECT! — Appeal  from;  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 506  West  185th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  George  Euell. 

ACTION  OF  BOARD — Reopened;  Resolution  of  June  1, 
1920,  corrected  to  permit  a  commercial  car,  the 
property  of  the  owner,  in  permitted  garage  use. 

THE  VOTE — 


Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(322-20-A) 

Whereas,  Charles  H.  Gillespie,  architect  for  Becky 
Dichter,  owner,  filed  April  23,  1920,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  506  West  185th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  Order 
No.  933-LC,  dated  April  7,  1920,  reads: 

“With  reference  to  your  application,  dated  January 
7,  1920,  for  a  permit  to  maintain  a  garage  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  because  the  building  is 
of  frame  construction. 

“Section  5,  paragraph  4,  Chapter  5,  Code  of  Ordi¬ 
nances,  provides  that  ‘no  change  of  occupancy  or  use 
shall  be  made  in  any  existing  building  unless  such 
building  conforms  to  the  provisions  of  the  building 
code  with  respect  to  buildings  hereafter  altered  for  the 
.proposed  new  occupancy  or  use.’ 

“Section  90,  Chapter  5,  Code  of  Ordinances,  provides 
that  ‘no  frame  structure  shall  be  hereafter  built  within 
the  fire  limits.’ 

“You  are,  therefore,  ordered  to  remove  all  motor 
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and 


vehicles,  the  fuel  tanks  of  which  are  not  empty  and  to 
discontinue  the  use  of  premises  as  a  garage.”; 

Whereas,  .the  premises  consist  of  a  plot  of  ground,  24 
ft,  10  ms  by  70  ft.,  10/a  ins.,  in  area,  on  the  front  of 
which  is  located  a  two-story  frame  residence  and  on  the 
rear  a  one-story  frame  garage,  14  ft.,  4 ins.,  by  25  ft. 
in  area,  used  as  a  garage  for  one  car  since  December  1919 
the  building  being  covered  on  the  inside  with  ^  in,  plaster 
board  and  No.  26  gauge  metal,  the  front  of  the  structure 
on  the  outside  being  covered  with  No.  26  gauge  metal 
Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  June  1,  1920,  on  certain  conditions,  and  appellant’s 
representative  appeared  before  the  board  and  requested  a 
modification  of  these  conditions. 

•  Res°l}'ed,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  permitting  the  occupancy  of  the  garage  for  one 
commercial  car,  the  property  of  the  owner  of  the  premises 
on  condition  that  the  inside  of  the  walls  and  the  ceiling 
ot  the  garage  are  covered  with  plaser  boards  not  less  than 
one-half  inch  thick  or  with  metal  lath  and  plaster,  unless 
already  covered  with  sheet  metal;  and  that  in  addition  a 
vent  or  ventilating  skylight  glazed  with  plain  glass,  with 
a  cross-sectional  area  of  not  less  than  400  sq.  ins  be  nro- 
vided  in  the  roof. 


44-22-A 

APPELLANT — Benj.  Lowenstein. 

of|  t!le  fire  commissioner. 
PREMISES  AFFECTED — 347  Lexington  avenue,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerbv  and  Fire 

Chief  Martin  . ’ .  7 

Negative  .  .  0 

Absent  .  .  0 

THE  RESOLUTION : 

(44-22-A) 

Whereas,  Benjamin  Lowenstein,  filed  an  appeal,  from  an 
order  of  the  fire  commissioner,  affecting  premises  347 
Lexington  avenue,  Manhattan;  and 
Whereas,  appellant  failed  to  complete  his  papers  al¬ 
though  duly  notified  -so  to  do. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


BUILDING  ZONE  CASES 

1490-2'l-BZ 

APPLICANT— RabenoM  and  Scribner,  attorneys  on  be- 

STIRTFrTLLw  Hin-Ware  Company,  Inc.,  owner. 

o  UBJ  ECT|— Heanng ,  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  permit  in  a 
business  district  the  maintenance  of  a  gara°e  for 
more  than  five  cars.  6  0 

PREMISES^AFFECTED— 3325-3339  Park  avenue,  The 

APPEARANCES— 

A  rmTr>^°!^AP£!^nt:  ®ertha  Robinson. 

ION  OF  BOARD — 'Laid  over  to  June  27  1922  at 
request  of  ^ippliccinit^s  'attorney. 

70-22-BZ 

APPLICANT-Frederick  H.  Van  Nostrand,  architect,  on 

STPRTFrr'ha  a  John  Rooney.  owner. 

„  ttTGtSSrSna‘°pugu?trigea  tUSiMSS  diStri? 

PREMISES  AFFECTbS-No?S1  corner  of  33rd 

appearances-0056”"  aven“e’  Elmhurst’  Queens- 

J°hn  F.  Rooney. 

ION  OF  BOARD- — Laid  over  to  June  20  1922  at 

request  of  applicant.  ’  ’  at 


376-22-BZ 

APPUCANT-^Otto  C.  H.  Maydag,  for  Arnold  Surdez, 

SUBJECT— Application  to  permit  -partly  in  a  business  dis- 
tnct  and  partly  m  an  unrestricted  district  the 
erection  of  a  garage 

sssr® pine 

ACTION^OF  BOARD-  Application  laid  over  to  June  13, 


438-22-BZ. 

APPLICANT  (Burke  &  Olsen,  for  Annie  Wenig,  own- 
er. 


11 1-22- A 

APPELLANT— Hugo  Riegelman,  for  Haberman  Co.,  Inc 
owner. 

SUBJECT  Appeal  from  order  ofi  the  fire  commissioner. 
PREMISES  AFFECTED — 315  Borden  avenue,  Queens. 
APPEARANCES — None. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  . ’ "  0 

Absent  . .  o 

THE  RESOLUTION : 

(11 1-22- A) 

Whereas,  Hugo  Riegelman  for  Haberman  Co.,  Inc , 
owner,  filed,  January  27,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  315  Borden  avenue,  Long  Island  City,  Queens ; 

and 

Whereas,  appellant  proposes  to  comply  with  the  order. 
Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


S UB J E-CT-  iApp lica tio n  to  permit  in  a  business  district 
the  conversion  of  existing  building  into  a  pub¬ 
lic  garage.  F 

PREMISES  AFFECTED— 6402-6406  4th  avenue 

.Brooklyn.  ’ 

APPEARANCES— 

a  ctto '  Max  E.  Klinkenstein. 

ACTION  OF  BOARD— -Laid  over  to  June  13th,  1922, 
tor  final  disposition,  at  request  of  applicant’s 
attorney. 


461-22-BZ. 

APPLICANT— New  York  Telephone  Company,  for 
New  York  Telephone  Realty  Corporation,  own- 

SU1BJECT  -Application  to  permit  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district 
Bui  1  ding1 10 n  &  ^entra*  Telephone  Exchange 

PREMISES  AFFECTED— 7701-7713  3rd  avenue,  302- 
318  77th  street,  Brooklyn. 

APPEARANCES— 

For  -Applicant:  E.  H  E^leston 

CONCEIT  TON  ^°^RD  APPl-ca,*on  S  on  condition. 

CONDITIONS— As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat- 
ty,  Boulton,  Holland,  Kearney,  Kerbv 

and  Fire  Chief  M'artin  .  7 

Negative  . n 

Absent  . 0 
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THE  RESOLUTION: 

(461-22-BZ) 

Whereas  N  Y.  Telephone  Co.,  owner,  filed,  March  29, 
19^  Application  under  the  building  zone  resolution,  to 
nemiit  the  extension  from  a  business  district  into  a  resi¬ 
dence  district  of  a  proposed  telephone  exchange  building , 
nremises  7701-7713  Third  avenue,  Brooklyn  and 
"ThSeas  a  public  hearing  was  held  on  this  application .by 
the  board  of  appeals,  at  its  regular  meeting,  *Jay  3 i Boa~rd 
after  due  notice  by  publication  in  the  Bulletin  of  the  Bo 

of  Standards  and  Appeals;  and  . 

Whereas  the  use  district  maps  accompanying  the  buil 
ing  zone  resolution  -show  that  Third  avenue  is  a  busmess 
district  and  77th  and  78th  streets  are  residence  districts, 

^Whereas,  the  decision  of  the  Superintendent  of  Build¬ 
ings  rendered  March  9,  1922,  in  acting  on  Application  No. 

o600  ri^)deSnie r opo s iti0 n  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3.”; 

^Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction  3  stories  in  height  with  a  frontage  of  10J  ft. 
and  a  depth  of  160  ft.  extending  60  ft.  mto  the  residence 

dWHmsd  under  the  provisions  of  sec.  7,  subdiv.  c  and  d 
of  the  building  zone  resolution  the  board  is  empowered  to 

aC Resolved  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulatio  s 
of  the  Building  Zone  Resolution, 

he  and  it  hereby  is  granted  on  condition  that  no  business 
be  permitted  in  the  residence  section  on 
77th  street,  and  that  the  building  zone  restrictions  as  to 

months  of  the  date  of  this  action  and  the  buBdmg  co 
pleted  within  eighteen  months  of  the  date  of  this  act  . 


462-22-BZ.  ,  _  w  , 

APPLIIQANIT — 'New  York  Telephone  Company,  to 
New  York  Telephone  Realty  Corporation,  own- 

SUBTECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the 
erection  of  a  Central  Telephone  Exchange 

PREMI^ES^ AFFECTED — '2365  Tiebout  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  E.  H.  Egleston. 

ACTION  OF  BOARD— Application  granted  on  con¬ 
dition.  ,  .  .  . 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  ■ 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty  Boulton,  Holland,  Kearney,  Kerby 

and  Fire  Chief  Martin  .  J 

Negative  . .  0 

Absent  . . 

THE  RESOLUTION: 

(462-22-BZ)  ,  ,  OQ 

Whereas  N  Y.  Telephone  Co.,  owner,  filed,  March  29, 
19-  Application  under  the  building  zone  resolution  to 
the  extension  from  a  business  into  a  residence  dis¬ 
trict  of  a  proposed  telephone  exchange  building;  premises 
N  S  lSltHS  from  Tiebout  avenue  to  Valent, ne  ave- 

"  wJ^Tpitblk  hearing  was  held  on  this  application 

district^maps'  accompanying  the  build, 
ingaone^resolution  show  that  l&tth  street  ..  a  bus, ness  drs- 


trict  and  Tiebout  and  Valentine  avenues  are  residence 

districts;  and  .  r  D  ... 

Whereas,  the  decision  of  the  Superintendent  of  Build¬ 
ings,  rendered  March  11,  1922,  in  acting  on  N.  B.  Applica¬ 
tion  No.  870-1922,  reads: 

“1.  Erection  of  proposed  telephone  exchange  ex¬ 
tending  into  residence  district  is  contrary  to  provi¬ 
sions  of  Building  Zone  Resolution.” ; 

^Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction  3  stories  in  height  with  a  frontage  of  238 
ft.  and  a  depth  of  116  ft.  with  a  gore  shaped  section  at  the 
rear  extending  approximately  14  ft.  into  the  residence 

district;  and  .  .  .  „  ...  .  . 

Whereas,  under  the  provisions  of  sec.  7,  subdiv.  c  and  d 
of  the  building  zone  resolution  the  board  is  empowered  to 
^ct. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  no  business 
exit  nor  entrance  be  incorporated  in  that  portion  of  the 
building  projecting  into  the  residence  district,  and  that 
building  zone  restrictions  as  to  area  and  height  be  com¬ 
plied  with.  .  ,  ,, 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  of  the  date  of  this  action  and  the  building  com¬ 
pleted  within  eighteen  months  of  the  date  of  this  action. 

65-22-BZ.  .  , 

APPLICANT— Edward  Richardson. 

SUBJECT— Application  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage.  _ 
PREMISES  AFFECTED— 63  11th  street,  Whitestone, 
Queens. 

APPEARANCES— None.  .  .  ..„ 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

V O T E _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby 

and  Fire  Chief  Martin  .  7 

Negative  .  n 

Absent  . 


368-21-BZ. 

APPLICANT — Morris  Bernard  Adler,  for  George  nim¬ 
bler,  owner.  .  .  .  ,.  •  . 

STJBTECT — Application  to  permit  in  a  business  district 
J  to  extend  the  use  of  existing  public  garage  to 
include  second,  third  and  fourth  stones  of  ex¬ 
isting  four  story  building. 

PREMISES  AFFECTED— 75  1st  avenue,  Manhattan. 

APPEARANCES—  .  .  c.  .  . 

For  Applicant:  Louis  A.  Sheinart.  . 
ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE—  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Martin  .  7 

Absent  . 

374-20-BZ. 

APPLICANT — Frederick  W.  Rowe  &  Co.,  Inc.,  owner. 
SIJB1ECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 

of  a  public  garage.  ^  .  , 

PREMISES  AFFECTED— 421-443  Empire  Boulevard, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  W.  Rowe. 

ACTION  OF  BOARD — Reopened ;  set  for  calendar  call 
on  June  13,  i922. 
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THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kerby  and  Fire  Chief  Martin  .  .5 

Negative:  Chairman  Walsh  and  Mr.  Kearney  2 
Absent  . . .  0 


AREAS  FIXED. 

(453-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Mark  B.  Bennitt,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
maintenance  of  a  garage,  at  premises  7806  Beaufort  avenue, 
Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  78th  street  from  Beaufort  avenue  to 
a  point  200  ft.  south  of  entrance  to  garage;  the  south 
side  of  Beaufort  avenue  from  78th  street  to  80th 
street,  also  the  property  adjoining  the  east  side  of 
right  of  way  and  for  a  distance  of  50  ft.  south  of  right 
of  way,  being  properties  facing  80th  street. 


(660-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frank  Tricerice,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  of  a  garage  and  repair  shop,  at  premises 
746  Richmond  avenue,  Richmond. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Richmond  avenue  from  a  point  100 
ft.  west  of  Cocheron  (Van  Riper)  street  to  the  first 
turning  point  of  Richmond  avenue  towards  the  east. 


(717-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  of  a  garage,  at  premises  2966-2972  Jerome  avenue, 
The  Bronx. 

The  following  area  was  approved  by  the  board : 

East  side  of  Jerome  avenue  from  East  204th  street 
to  Bedford  Park  Boulevard  (east  200th  street)  ;  also 
the  property  at  rear  and  for  a  distance  of  50  ft.  on 
either  side  of  the  side  lot  lines  of  the  premises  in 
question. 


(621-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Patrick  Duffy,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage,  at  premises  201  Adelphi  street,  Brook¬ 
lyn. 

The  following  area  was  approved  by  the  board : 

Both  -sides  of  Willoughby  avenue  from  Clermont 
avenue  to  a  point  100  ft.  west  of  Adelphi  street;  also 
the  property  adjoining  on  south  of  garage  and  facing 
Adelphi  street. 


(701-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
August  Kroepke,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 


maintenance  of  garage,  at  premises  2261  Powell  avenue, 
The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Powell  avenue  from  a  point  100  ft. 
east  of  Castlehill  avenue  to  Havemeyer  avenue ;  also 
the  property  at  rear  and  for  a  distance  of  50  ft.  on 
either  side  of  the  side  lot  lines  of  the  premises  in 
question. 


(707-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Henry  A.  Smith,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  of  a  laundry  and  garage  or  stable,  at  premises 
225-235  25th  street  and  325  Fourth  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  24th  street,  also  25th  street  from  4th 
avenue  to  5th  avenue. 


(698-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Emma  J.  Wright,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  57  Evelyn  Place, 
The  Bronx. 

The  following  area  was  approved  by  the  board : 

The  entire  block  bounded  by  Evelyn  Place,  Grand 
avenue,  North  street  and  Aqueduct  avenue,  also  the 
south  side  of  Evelyn  Place  from  Grand  avenue  to  Aque¬ 
duct  avenue. 


(70-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frederick  H.  Van  Nostrand,  requesting  the  board  to  fix  the 
area  deemed  affected  and  within  which  to  obtain  consents 
for  the  erection  of  a  garage,  at  premises  N.  W.  corner  of 
33rd  street  and  Roosevelt  avenue,  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  33rd  street  from  Roosevelt  avenue  to 
a  point  400  feet  north  of  proposed  garage ;  both  sides 
of  Rooseveit  avenue  from  a  point  200  feet  west  of  pro¬ 
posed  garage  to  a  point  200  feet  east  of  the  same. 


CORRECTED  AREA. 

(717-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  of  a  garage,  at  premises  2966-2972  Jerome  avenue, 
The  Bronx. 

The  following  area  was  approved  by  the  board : 

East  side  of  Jerome  avenue  from  East  204th  street 
to  Bedford  Park  Boulevard  (East  200th  street)  ;  also 
the  property  at  rear  and  for  a  distance  of  50  ft.  on 
either  side  of  the  side  lot  lines  of  the  premises  in  ques¬ 
tion;  also  include  for  purpose  of  notification,  the 
property  on  west  side  of  Jerome  avenue  by  notifying 
the  Sinking  Fund  Commission  of  the  City  of  New  York. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
I-  arrnmnanied  bv  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  AFTERNOON,  MAY  31,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby,  Fire  Chief  Martin,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  Tuesday  afternoon,  May 
23,  1922,  and  the  minutes  of  the  special  meetings  held  on 
Friday  afternoon,  May  19,  1922,  and  on  Thursday  afternoon, 
May  25,  1922,  were  approved  as  printed  in  the  Bulletin, 
No.  22,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

256-22-S. 

PETITIONER — Samuel  Rosenblum  for  Amanda  B.  Manee, 
owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 103-5  West  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration  :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Klein¬ 


ert  and  McDermott  .  10 

Negative :  Superintendent  Moore  .  1 


Absent :  Mr.  Kearney  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  2 

THE  RESOLUTION: 

(256-22-S) 

Whereas,  Samuel  Rosenblum,  for  Amanda  B.  Manee, 
owner,  filed  Feb.  21,  1922,  a  petition  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  103-5  West  24th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  south  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  ^ame  are 
in  compliance  with  the  provisions  of  Section  273  and 
274  of  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of  sec¬ 
tion  271  of  the  Labor  Law. 

Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

“Windows  on  course  not  fireproof,  not  self-closing. 
No  stairway  from  top  balcony  to  roof.  No  counter¬ 
balanced  stairway  at  street.  The  fire  escape  needs 
painting.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  32  ft.  x  49  ft.  5  in.  in  area  in  the  1st 
story  and  32  ft.  x  33  ft.  3  in.  in  area  above ;  occupied,  1st 
story,  store ;  2nd  story,  embroidery,  8  persons ;  3rd  story, 
vacant;  4th  story,  fur  finishers,  2  persons,  and  mfg.  furs,  G 
persons;  the  means  of  egress  consisting  of  an  interior 
stairway,  extending  from  the  1st  story  to  the  4th  story  with 
scuttle  and  ladder  to  roof,  enclosed  in  lath  and  plaster  par¬ 
titions  with  wood  doors  at  the  openings,  a  fire  escape  on 
the  front  of  the  building  with  drop  ladder  to  the  ground, 
the  fire  escape  having  two  sets  of  stairs  on  each  story,  con¬ 
necting  balconies ;  and 

Whereas,  the  petitioner  proposes  to  provide  a  counter- 
weighted  drop  ladder  from  lowest  balcony  to  ground  and 


a  gooseneck  ladder  to  roof,  and  to  reduce  occupancy  of  top 
story  to  5  persons. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted ,  on 
condition  that  a  counterbalanced  drop  ladder  in  guides  be 
provided  from  lowest  balcony  of  fire  escape  to  ground, 
that  a  gooseneck  ladder  be  provided  from  top  balcony  fire 
escape  to  roof,  and  that  the  total  occupancy  above  the  first 
floor  be  limited  to  sixteen  persons,  and  not  more  than  five 
persons  be  permitted  to  occupy  the  top  story. 


811-19-S. 

PETITIONER— Ralph  Wilson. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 12  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE— 

Affirmative  .  q 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDer¬ 
mott  .  jo 

Absent:  Deputy  Fire  Commissioner  Han¬ 
non  .  i 

MOTION  TO  RECONSIDER  ON  REQUEST  OF 

PETITIONER:  Laid  over  for  full  vote  of  board. 


Affirmative:  Messrs.  Beatty,  Boulton,  Kear- 
ney,  Kerby,  Superintendents  Brady, 

Moore  and  McDermott  _ : .  7 

Negative:  Chairman  Walsh,  Mr.  Holland, 
Fire  Chief  Martin,  and  Superintendent 

Reville  .  4 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Kleinert .  2 


THE  RESOLUTION: 

(811-19LS) 

'Whereas,  Manton  B.  Metcalf,  Jr.,  for  The  8  West  40th 
Street  Corporation,  owner,  filed,  November  1,  1919,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  variation 
of  the  requirements  of  Sec.  79-b,  labor  law,  as  cited  in 
order  of  the  fire  commissioner,  affecting  premises  12  West 
40th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  G9890- 
LD,  dated  November  7,  1917,  reads: 

“1.  Arrange  the  fire  escape  on  the  southeast  corner 
of  building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof,  so  that  same 
are  in  compliance  with  the  provisions  of  Section  79B-4 
and  79B-5  of  the  Labor  Law  and  Rule  4  of  the  Indus¬ 
trial  Code,  or  carry  out  a  proper  alternative  method 
of  complying  with  the  requirements  of  Section  79B-1 
of  the  Labor  Law. 

“2.  Enclose  the  interior  stairway  at  the  west  side 
of  building,  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms,  and  passageways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resisting 
material  extending  continuously  from  the  1st  story  to 
3  ft.  above  the  roof,  constructed  as  per  Section  79B-2 
and  79B-3  of  the  Labor  Law,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  Section  '79B-1  of  the  Labor  Law,”; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  25  ft.  by  96  ft.  in  area,  occupied  as  a  tenant  fac- 
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ory,  with  not  more  than  23  persons  above  the  first  story 
the  means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  first  story  to  the  roof,  enclosed  in  fire- 
proof  partitions  with  wood  and  glass  doors  and  windows 
at  the  openings,  a  fire  escape  located  in  the  court  at  the 
rear  easterly  side  of  the  building,  with  balconies  and  60- 
degree  stairs  and  drop  ladder  to  adjoining  yard  with  non- 
fireproof  windows  along  the  course  of  the  fire  escape  -  and 
Whereas,  petitioner  requests  that  the  orders  be  held  in 
abeyance  pending  the  taking  of  the  building  out  of  the 
factory  class;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  November  25,  1919,  on  condition  that  the  factory 
use  be  discontinued  May  1,  19,20;  and 
Whereas,  petitioner  requested  a  re-opening  of  the  case 
which  request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
d  ciucd. 


909-21-S. 


cmJ!SKN?rRwMorr,is  and  Herman  Strompf;  lessees. 
oU-BJECi  variation  of  the  labor  law  as  cited  in  or¬ 
ders  of  the  fire  commissioner. 

PREMISES  AFFECTED — 616-648  Sixth  avenue,  Alan- 
hattan. 

APPEARANCES— 

For  Petitioner:  Herman  Strompf. 

For  Administration:  Inspector  Maher,  of  fire 
department. 

rn\mTTTnLB^RD_Pctit.ion  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby, 
Fire  Chief  Martin,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  13 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  1 
THE  RESOLUTION: 

(909-21-S) 

Whereas,  Morris  and  Herman  Strompf,  lessees,  filed, 
July  29,  1921,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  orders  of  the  fire  commissioner,  affecting 
premises  646-648  Sixth  avenue,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  13048- 
LD,  dated  July  15,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  southerly  building  from  2nd  story  to  the  1st  story 
and  provide  and  maintain  continuous  safe  and  unob¬ 
structed  passageway  off  at  least  the  same  width  as  the 
stairway  leading  to  the  street  from  the  termination  of 
said  stairway  as  per  sections  79-B-l  and  79-C-l  of  the 
labor  law. 


“Extend  both  interior  stairways  at  the  north  sides  of 
the  building  to  the  roof,  as  per  sections  79-C-l  of  the 
labor  law. 

“3.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof,  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  sec.  79-B-4  and  79-B-5 
of  the  labor  law,  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
79-B-l  of  the  labor  law.” 

and  Order  No.  13049-LD,  dated  July  15,  1921,  reads: 

“1.  Provide  exit  signs,  letters  to  be  at  least  8  in.  in 
height,  at  all  means  of  egress  with  a  red  light  all  over 
such  exits  for  use  in  the  time  of  darkness,  as  per  sec¬ 
tion  69-C-2  of  the  labor  law.” 
and  Order  No.  13050-LD : 

1.  Arrange  the  doors  leading  to  the  stairway  on 
all  stories  upon  which  5  or  more  persons  are  employed 
so  as  to  open  outwardly  without  obstructing  the  stair- 


way  as  per  section  79-B-3  of  the  Labor  Law  ”  • 
and  ’  ’ 

Whereas,  the  premises  consist  of  two  buildings  of  non- 
nreproof  construction,  4  stories  in  height,  40  ft.  by  66  ft.  in 
area  at  the  street  level,  and  40  ft.  by  40  ft.  in  area  above; 
occupied,  1st  story,  restaurant  and  store;  2nd  story,  office 
ancl  tailor,  4  persons ;  3rd  story,  manufacturing  feathers 
and  type  setting,  8  persons;  4th  story,  manufacturing  of 
1  urs  and  feathers,  2  persons  ;  the  means  of  egress  consisting 
ot  an  interior  wooden  stairway  extending  from  the  1st 
story  to  the  _  4th  story  in  No.  648,  enclosed  in  lath  and 
plaster  partitions  with  wood  doors  at  the  openings  and  an 
interior  stairway  in  No.  646  extending  from  the  2nd  story 
to  the  4th  story,  enclosed  in  lath  and  plaster  partitions,  there 
being  a  ladder  to  scuttle  in  the  roof  of  the  4th  story  these 
stairways  being  connected  in  the  2nd  story  by  a  passage¬ 
way  ;  -and  a  vertical  ladder  fire  escape  on  the  rear  connect¬ 
ing  with  buildings,  extending  from  the  4th  story  to  the  roof 
ot  the  one  story  extension  with  ladder  to  the  ground  and 
goose-neck  ladder  to  the  roof,  with  egress  through  the 
stair  hall  in  the  2nd  story  of  the  building;  and 

Whereas,  petitioner  considers  the  exits  adequate  and 
states  that  to  extend  the  stairway  to  street  would  destroy 
the  use  of  the  store;  and 

WAereas,  this  petition  was  granted  by  the  board  at  its 
meeting  October  25,  1921,  on  certain  conditions  and  peti¬ 
tioner  requested  a  modification  of  these  conditions  on  the 
ground  that  he  had  reduced  the  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  herdby  is  granted  as  to 
items  Nos.  l  and  2  of  order  13048-LD,  on  condition  that 
tixed  iron  ladders  be  provided  to  the  scuttle  in  the  roof 
over  each  hallway  and  as  to  item  No.  3,  egress  from  the 
rear  extension  of  the  building  to  consist  of  a  circular 
stairway  from  the  roof  of  the  one  story  extension  to 
the  bottom  of  the  court  with  egress  to  street  through  fire 
retarded  passageway  and  that  fixed  iron  steps  con- 
necting  the  extension  roof  of  No.  646  with  the  extension 
of  No.  644  be  provided,  and  that  in  all  other  respects  this 
item  of  the  order  be  affirmed  and  the  petition  as  to  these 
other  respects  be  denied. 

Resolved,  further,  that  the  variation  be  granted  only  so 
long  as  the  occupancy  does  not  exceed  25  persons  above 
the  1st  story. 


477-22-S. 

PETITIONER — Philip  Liebermann,  for  Henry  Bres- 
lauer,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  health  commissioner. 

PREMISES  AFFECTED— 148  Norfolk  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Philip  Liebermann,  Henry 
Breslauer. 

For  Administration:  Inspector  Thomas  Mc¬ 
Cauley,  of  health  department. 

ACTION  OF  BOARD — Petition  granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kear¬ 
ney,  Kerby,  Superintendents  Brady,  Re¬ 


ville,  Moore  and  McDermott  .  8 

Negative:  Chairman  Walsh,  Mr.  Holland, 
Fire  Chief  Martin  and  Superintendent 

Kleinert  .  4 

Absent:  Deputy  Fire  Commissioner  Han¬ 
non  .  1 

THE  RESOLUTION: 

(477-22-S) 


Whereas,  Philip  Liebermann,  for  Henry  Breslauer, 
owner,  filed,  March  31,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the 
department  of  health,  affecting  premises  148  Norfolk! 
street,  Manhattan  ;  and 
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Whereas,  the  decisions  of  the  department  of  health 
ads  * 

“Referring  to  your  communication  of  March  22nd, 
wherein  you  request  an  inspection  of  premises  148 
Norfolk  street,  N.  Y.,  for  the  purpose  of  issuing 
sanitary  certificates  for  the  cellar  bakery  located 
thereat,  I  would  state  that  there  seems  to  be  no  neces¬ 
sity  of  making  such  re-inspection  as  the  cellar  bakery 
does  not  conform  with  the  requirements  of  the  New 
York  State  Labor  Law.  _  „ 

“Your  request,  therefore,  is  denied.  ; 


Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  100  ft.  in  area,  occupied,  m 
the  cellar  as  a  bakery,  2  persons ;  1st  story,  store,  2  per¬ 
sons  ;  upper  stories,  apartments ;  the  height  of  the  bakery 
from  the  floor  to  the  ceiling  being  8  ft.,  3>  ins.,  the  ceiling 
being  10  ins.  above  the  curb,  the  means  of  ventilation  con- 
sisting  of  two  windows  1  ft.,  6  ins.,  opening  to  yard  area 

over  oven;  and  ,  .  ., 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting  May  9,  1922,  and  petitioner  requested  a  re-opening 
of  his°case  on  the  ground  that  he  was  not  present  at  time 
of  action,  and  the  case  was  re-opened  by  vote  of  the  board ; 

^Whereas,  petitioner  presented  proof  of  the  existence 
of  this  bakery  since  19*12. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted. 


306-22-S. 

PETITIONER— Lucile  Limited,  owner. 

SUBJECT — “Petition  for  variation  from  the  labor  law 
as  cited  in  decision  of  superintendent  of  'build¬ 
ings. 

PREMISES  AFFECTED1 — 19  East  54th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  granted. 


THE  VOTE—  .  n  . 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 

ty,  Boulton,  Holland,  Kearney,  Kerby, 
Fire  Chief  Martin,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  . 

Negative  . . . .  *  *  0 

Absent:  Deputy  Fire  Commissioner  Han¬ 
non  . •  •  . .  1 


THE  RESOLUTION: 

(306-22-S) 

Whereas,  Lucile  Limited,  owner,  filed,  Maich  1,  19~2, 
a  petition  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  a  decision  of  the  superintendent  of  buildings,  affecting 
premises  19  East  54th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  reads : 

“Exit  from  the  rear  fire  escape  to  the  street  must 
be  provided  by  means  of  a  fire  escape  located  on  the 
same  lot  as  the  building  itself.  Proposed  arrangement 
using  the  adjoining  premises  for  exit  purposes  is 
unlawful.” ; 


Whereas,  the  building  is  of  nomfireprof  construction, 
5  stories  in  height,  41  ft.  8  ins.  by  99  ft.  5  ins.  in  area, 
occupied,  1st  story,  15  showrooms;  2nd  story,  5  show¬ 
rooms  ;  3rd  story,  20  showrooms ;  4th  story,  53  workrooms , 
5th  story,  50  work  rooms;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  roof,  enclosed  in  fireproof  partitions  with  kalamem 
doors  at  the  openings,  a  fire  escape  on  the  rear  of  the 
building,  fireproof  windows  and  doors  along  the  course  oi 
the  fire  escape  and  egress  from  the  foot  of  the  fire  escape, 
from  gate  in  fence  to  adjoining  yard;  and 
Whereas,  it  appears  that  it  was  originally  proposed  to 


provide  a  fireproof  passageway  through  No.  19  East  54th 
street,  but  permission  was  obtained  from  the  owner  of  the 
adjoining  premises  No.  17  for  use  of  that  premises  as  a 
means  of  egress,  the  ground  floor  of  said  premises  being 
open  at  all  times,  that  the  factory  in  No.  19  is  in  use. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  so 
long  as  present  conditions  as  to  use  and  occupancy  remain 
unchanged. 


1433-18-S. 

PETITIONER — A.  McKown,  for  Edward  Cunard,  own- 


SUBJECT — Petition  for  variation  of  the  labor  law,  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 6-8  West  20th  street,  Man¬ 
hattan. 


APPEARANCES- 

For  Petitioner:  Alfred  McKown. 

ACTION  OF  BOARD — Laid  over  to  June  6th  for  full 
vote  of  board. 


THE  VOTE—  „  ,  v  v. 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 
Fire  Chief  Martin,  Superintendents 

Brady,  Kleinert  and  McDermott . • 

Negative:  Chairman  Walsh,  Messrs.  Hol¬ 

land,  Kearney  and  Superintendent 

Moore  . . . .  . . 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Kleinert  . 


7 

4 
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1372-21-S. 

PETITIONER— Ford  Regulator  Corporation. 
SUBJECT— Approval  of  Ford  Fire  Line  Reducing 
Valve. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Gilroy,  of  the 
fire  department. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1922. 


357-22-S. 

PETITIONER— J.  M.  Quinn.  _ 

SUBJECT— Approval  of  the  Quinn  Fuel  Oil  Burner. 
APPEARANCES— None. 

a ,r*T tom  nrr  BOARD — Laid  over  to  Tune  20,  1922. 


315-22-S. 

PETITIONER — Conran  Standpipe  Company. 
SUBJECT— Approval  of  Conran  Pressure  Reducer. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922. 


337-22-S. 

PETITIONER — Elkhart  Brass  Mfg.  Co. 

SUBJECT — Approval  of  Elkhart  Brass  Company  Si¬ 
amese  Connection. 

APPEARAN  CES — N  one : 

ACTION  OF  BOARD— Laid  over  to  June  20,  1922. 


13-21-S. 

PETITIONER — Bethlehem  Shipbuilding  Corp.,  Ltd. 
SUBJECT— Dahl  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1922. 


341-21-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT— Approval  of  Rockwell  Fuel  Oil  Burners 
and  Pumps. 

APPEARANCES — “None. 

ACTION  OF  BOARD — Laid  "over  to  June  20,  1922. 
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392-21-S. 

PETITIONER — The  Surface  Combustion  Company. 
SUBJECT — Surface  Combustion  low  pressure  type  com¬ 
bination  gas  and  oil  burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922. 


545-22-^S. 

PETITIONER — H.  Taylor  Cronk. 

SUBJECT — Funnel-Outlet-Flush. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922. 


26-22-S. 

PETITIONER — Petroleum  Heat  and  Power  Company. 
SUBJECT — 'Approval  of  Petroleum  Heat  and  Power 
Company  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922. 


53-21-S. 

PETITIONER— T.  V.  Foster. 

SUBJECT — Approval  of  angle  hose  valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922. 


546-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3625  Burner. 
APPEARANCES— 

For  Petitioner:  R.  A.  Dempsey. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922. 


547-22-S. 

PETITIONER— Wayne  Oil  Tank  and  Pump  Company. 
SUBJECT — Cuts  Nos.  4055  and  4060  Automatic  Oil  Cut- 
Off  valves. 


APPEARANCES— 

For  Petition:  R.  A.  Dempsey. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922, 
pending  test  and  inspection. 


548-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — 'Cut  No.  3640  Combination  Gas  and  Oil 
Burner. 

APPEARANCES— 

For  Petitioner:  R.  A.  Dempsey. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922, 
pending  test  and  inspection. 


46  5-22' -S 

PETITIONER— Phister  Mfg.  Co. 

SUBJECT — Phister  One-Gallon  Fire  Extinguisher. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922, 
pending  test  and  report  of  fire  department. 


112-22-S. 

PETITIONER — Wm,  Ostrander. 

SUBJECT — A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  Appliance. 

APPEARANCES— 

For  Petitioner:  C.  E.  Clement. 

For  Administration:  Inspector  Mulligan,  of 
the  fire  department. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922, 

pending  test  and  report  of  fire  department. 

Adjourned,  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE” — “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
regular  meeting  on  Tuesday,  June  6,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
%-inch  or  by  permission  of  the  Fire  Commissioner  yfr- inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 


vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  of  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  ‘more  than  three  in  number 
and  printed  on  cloth  in  size  8j£  in.  x  11  in.,  shall  be  filed 
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by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  onqe  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted. 


(c)  The  installation  of  a  pressure  tank  system,  instead  o, 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Corr 
missioner  when,  in  his  opinion,  the  efficiency  of  the  syster 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIR] 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rule 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  size 
as  specified  in  Section  581  of  the  Building  Code,  and  whic 
the  system  is  at  all  times  filled  with  water  from  at  leas 
one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  th 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  fror 
one  or  more  4-in.  diameter  direct  connections  to  publi 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  size 
as  specified  in  Section  581  of  the  Building  Code,  and  ar 
normally  dry,  the  system  being  connected  to  a  source  o 
water  supply  controlled  by  an  automatic  dry  pipe  valve  a 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2]/2  inche 
in  diameter  and  supplied  from  a  street  main  through  a  taj 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolutioi 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  ; 
standard  wet  system  except  that  primary  supply  of  wate 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewher 
in  these  Rules. 

Rule  10.  TANK  ABOVE  ROOF.  Construction  shall  b 
as  per  Section  428  of  the  Building  Code  and  tank  struc 
ture  and  supports  shall  be  approved  by  the  Superintenden 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tank: 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof 
ing  approved  by  the  Superintendent  of  Buildings. 

~Rule  11.  RESERVE  FOR  STANDPIPE.  Gravit 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contaii 
not  less  than  3,500  gallons  of  water  at  all  times,  reserve! 
solely  for  standpipe  fire  lines  purposes,  except  as  hereinaf 
ter  set  forth. 

When  a  gravity  tank  is  to  be  used  for  both  standpipi 
and  house  supply,  the  connection  for  the  latter  shall  b< 
made  through  the  side  of  the  tank  above  the  level  of  th< 
required  standpipe  service. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  fron 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  th< 
same  ownership  and  operation — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  th 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op 
erating  under  one  ownership,  and  located  at  such  elevatio: 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  abov< 
the  roof  of  the  highest  building  of  the  group,  will  bi 
accepted  as  an  adequate  tank  supply  for  the  entire  stand 
pipe  equipment,  provided  a  dead  riser  is  carried  dowi 
from  the  bottom  of  the  tank  to  an  underground  heade: 
system  having  a  Post  Indicater  control  valve  for  eacl 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fin 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron 

When  in  his  opinion,  the  area  covered  is  excessive  or  th 
occupancy  is  such  that  an  unusual  fire  hazard  is  introducec 
the  Fire  Commissioner  may  require  additional  protectio: 
in  the  nature  of  additional  tank  or  tanks  located  remot 
from  any  other  standpipe  tank,  or  additional  water  supply  i; 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  o 
size  and  capacity  to  be  determined  by  the  Fire  Commis 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com 
bination  of  any  of  the  foregoing  supplies  shall  be  providec 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav 
ity  tank  located  so  that  the  bottom  of  same  will  be  no 


624 


PUBLIC  HEARING 


less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  he  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  large  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  above  the  roof,  and  terminating  not  less 
than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  nead  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 


Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l*4-mch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  through  the  side  above  the  top  or 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
frost.  The  tank  shall  be  kept  two-thirds  full  of  water  under 
a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so  located 
and  proportioned  that  a  pressure  of  not  less  than  15  lbs. 
per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  2,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
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each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  by  means  of  piping  of 
the  same  diameter  as  that  of  the  largest  riser  and  in  this 
connecting  line  shall  be  provided  an  approved  swing  check 
valve  opening  upward,  in  order  that  water  pumped  into  the 
Siamese  connection  may  enter  the  entire  equipment  of  the 
building,  and  that  each  tank  will  supply  only  its  portion 
of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be-  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  .  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  ot  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 


from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  3  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sql  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  or  additional  pump,  and  the  location,  supply,  etc., 
of  same,  as  he  may  deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 
When  outlet  reducers  are  used  in  intermediate  tank  systems 
the  fire  pump  discharge  shall  connect  direct  to  the  risers 
in  cellar  or  lowest  story. 

Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
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buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser,  except  that  in  build¬ 
ings  not  more  than  50  feet  in  height,  one  siamese  connection 
for  each  two  risers  or  fraction  thereof  will  be  sufficient. 
Buildings  having  frontage  on  more  than  one  street  shall 
have  a  Siamese  connection  on  each  street  front  when  the 
frontage  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  -  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  /4-in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  %-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3*4  in! 
x  3 y2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  /4-in.  open  drip  without  valve 
or  cock,  or  a  54-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steam  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 14  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in.  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2^4  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 
mination  of  every  second  riser  shall  be  a  2J4  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2^4  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  from  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  J4  in.  open  drip  extending  to  a  sink  or  a  54  in.  auto¬ 


matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2^4  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  standpipe  risers 
shall  not  be  required  to  extend  through  the  roof,  and  hose 
outlets  above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto.  2J4  in.  unlined  line  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  154  in. 
unlmed  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2J4  in.  x  154  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2j4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than' 
1%  in.  in  diameter. 

All  1J4 -in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  J4  in.  nor  more  than  54  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit- 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except .  by  special  permission  of  the  Fire  Commissioner, 
ihe  minimum  length  of  hose  that  mav  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
equal  to  hose  couplings  of  the  regular  Fire  Department 
pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

.  Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  In  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  onlv)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  214  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressures  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where-  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
thev  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standnipe  riser,  so  located  that  the  pressure  at  any 
nutlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
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of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2^4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  sto-y  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30.000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  _  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 


to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  .or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  bv 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2l/2  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2J4  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  sa 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and  the  in¬ 
stallation  shall  ‘be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Onlv  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con¬ 
trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connnec- 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  In  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve .  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
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opened,  the  dry.  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses .  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 

valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  for 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-half 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation,  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  Y\  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  area,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipment  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
leing  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
idvisable  or  necessary  by  the  Fire  Commissioner. 

Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 V2  in.  designed  and  constructed  in  accordance 
vith  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valve?  shall  have  a  clear  waterway  of  at  least  5  sq. 
n.  in  area. 


2.  They  shall  show  not  more  than  10  lbs.  friction  less 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5..  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8..  Straight  run  globe  valves  shall  not  be  permitted. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese,  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The.  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
around  the  opening  and  exerting  uniform  shear,  will  be 
approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side,  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  per  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

H.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  yh  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
npies  of  Form  13A,  for  notices  to  property  owners,  such 
orms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copv  of  Form  13A, 

'roperly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921 

Cases  filed  up  to  and  including  June  1,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation . 

Total 

Disposed  of  - * . 

Cases  pending  June  1,  1922 


DISPOSITION  OF  CASES. 

389  Withdrawn  . 

Dismissed  . 

11  Denied  . 

Granted  . . . . 

766  Granted  on  condition  . 

Applicances  approved  . 

53  Appliances  disapproved  . 

Miscellaneous  Actions. 

72  Requests  to  reopen  granted - ' . 

Requests  to  reopen  denied  . 

9  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

7  Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

0  Requests  to  rescind  granted  . 

Requests  to  resoind  denied  < . 

9  Requests  for  extension  of  time  granted 

Requests  for  extension  of  time  denied . 

4  Rules  approved  . 

Rules  disapproved  . 

6  Requests  to  install  granted  . 

Requests  to  install  denied  . . 

0  Administrative  requests  granted  . 

Administrative  requests  denied  . 

1  Interpretations  . 

—  Requests  withdrawn  . 
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405 

17 
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1 

0 
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6 

0 

0 

0 

1 

1 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  bv  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  o 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  ot  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 

newspapers.  .  ,  . 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  case’s  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 


My  subscription  is  to  begin  with  the  issue  for 
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CONTENTS 


.  This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  June  6, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  June  6,  1922.  v 

Notice  of  Public  Hearing. 

Progress  Report.  , 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  .  Fire  Commissioner 

Charles  Brady . Supt  of  Buildings,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert  . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore . . Supt.  of  Buildings,  Queens 

William  J.  McDermott  . . .  Supt.  of  Buildings,  Richmond 
William  J.  O  Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  int<  r- 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  919,  on  Tuesday,  June  13,  1922 

definite  day  At  ^  ^  ^  CaSG  iS  SCt  ft>r  hearinS  on  a 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  20,  1922,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
ficial  fr°m  thC  aate  °f  thC  act,on  of  the  -Administrative  Of- 

Any  communication  purporting  to  be  an  appeal,  applica- 
i°n  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 

n™  ™Vstf  thh^Board.  *  "  °”  ,he  *°™ 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 

thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

^  the,  of  fiIij«  an  application,  the  appellant  or  peti- 
loner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build- 
mgs  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice.  v 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  June  8,  1028. 


\LENDAR 


Cal.  No.  Department 

800-22- S . F.D.  . 


Order  No. 
Alt.  1217-1922 


799-22-S 


F.D 


Appliance 


798-22-BZ . F.D 


C  11858 


.  C  11779 

.  F  33550 

. LF  34651 

.  Alt.  2135-1922 

....  Alt.  2714-1921 

797-22-BZ . B.B.Q 


796-22-A . F.D 


NB  8574-1928  Restored  to  Calendar. 

Alt.  1080-1921  1485-21 -A . F.D . 


F  14890 


F  15837 

.  F  35896 

793-22-BZ . 

...B.B.Bx  . 

.  Slip  476-1922 

.  NB  582-1922 

....  LC  1930 

.  C  8792 

NB  6664-1922 

NB  3695-1922 

..  NIB  433-1921 

786-22-BZ - 

. .  ..B.B.Bx . 

..  Alt.  187-1922 

.  NB  472-1922 

...  LD  31427 

.  _  C  72188 

781-22-S . F.D .  LD  34872 

780-22- S  . F.D .  LD  32153 

77Q-22-BZ  . B.B.Bx .  NB  1651-1922 


778-22-A 


777-22-A 


776-22-A 


775-22-S 


774-22-A 


773-22-S 


772-22-BZ 


F.D.  . 
F.D.  . 
F.D.  . 
F.D.  . 
.F.D. 
.F.D.  . 
.B.B.B 


Alt.  1457-19,  NB  115-1918 

.  Alt.  344-1922 

.  LF  29311 

.  LD  33896 

.  DC  70546 

. LD  27567 

.  NIB'  8717-1922 


F.D.  .. 
H.D.  .. 
B.B.B.  . 
B.B.M. 
B.B.Q. 
B.B.R. 
B.B.Bx. 
T.H.  .. 


- - - - 

CODE. 

. Fire  Department 

. Health  Department 

..Bureau  of  Buildings,  Brooklyn 
Bureau  of  Buildings,  Manhattan 
....Bureau  of  Buildings,  Queens 
.Bureau  of  Buildings,  Richmond 
....Bureau  of  Buildings,  Bronx 
....Tenement  House  Department 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  June  13,  1922,  at  2  p.  m. 


Building  Zone 

506-22-BZ. 

APPLICANT— Samuel  Cohen, 


Cases. 

for  Associated  Screen 


PREMISES — 48-64  Congress  avenue,  blushing,  yueens. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  busi¬ 
ness  building. 


1473-21-BZ. 

APPLICANT— W.  H.  Mohrmann,  owner. 

PREMISES— 354  87th  street,  Brooklyn.  _ 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  a 


garage. 

403-22-BZ. 

APPLICANT— Rachmel  Ukrainzyk,  owner. 

PREMISES— 559  84th  street,  Brooklyn.  _ 

TO  PERMIT  in  a  residence  district  the  maintenance  ot  a 

garage. 

540-22-BZ.  ,  .  .  , 

APPLICANT— Strauss  &  Co.,  for  Hotel  Alexandra, 

owner. 

PREMISES— 250  West  103rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  an 
electric  sign  on  marquee. 


602-22-BZ. 

APPLICANT— Thomas  McCormick,  owner. 

PREMISES — 2981  Bainbridge  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
public  garage. 

604- 22-BZ.  , 

APPLICANT — Max  Margohs,  for  Annie  Goldstein,  owner. 
PREMISES— 1696-1702  St.  Johns  Place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

605- 22-BZ.  „  „  ....  ... 

APPLICANT — A.  White  Pierce,  for  Cataldo  Mascialino, 

owner. 

PREMISES— ^209-2211  Cortelyou  Road,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  extension  of  the 
existing  repair  shop  with  dwelling  and  storage 
above. 
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611-22-BZ. 

■APPLICANT  H.  Rosenbaum,  for  John  A.  Langlois  own¬ 

er. 

PREMISES — 308-310  Lexington  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  an 
automobile  repair  shop. 

645-22-BZ. 

APPLICANT — Annie  M.  Gaffney,  owner. 

PREMISES— 2316  Grand  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
two-car  garage. 

666-22-BZ. 

•APPLICANT — Starrett  &  Van  Vleck,  for  Equitable  Life 
Assurance  Society  of  the  U.  S.  A,  owner. 

PREMISES — 383-399  7th  avenue,  154-172  West  32nd  street 
145-165  West  31st  street,  Manhattan. 

TO  PERMIT  in  a  two  and  one-half  times  district  the  erec¬ 
tion  of  an  office  building  to  a  height  in  excess  of 
that  permitted  by  the  Zoning  Law. 

738-22-BZ. 

APPLICANT — Charles  C.  Straub,  for  the  Jumel  Building, 
Inc.,  owner. 

PREMISES — 2042-48  Amsterdam  avenue,  1033-39  St.  Nich- 
olas  avenue,  500-504  West  162nd  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  extension  in  area  to  an  exist¬ 
ing  business  building. 

374-20-BZ. 

APPLICANT — Frederick  "W.  Rowe,  owner. 

PREMISES  421-443  Empire  Boulevard,  northeast  corner 
New  York  avenue,  Brooklyn. 

TO  PERMIT  partly  in  residence  and  partly  business  dis¬ 
trict  the  erection  of  a  public  garage. 

295-22-BZ. 

APPLICANT— Ezra  P.  Mott,  for  Ernest  C.  Hawkins 
owner. 

PREMISES  Southeast  corner  Jerome  avenue  and  Spruce 
street,  Richmond,  Hill,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  June  13,  1922,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 
28-22-A — 3266  Ely  avenue.  The  Bronx. 
457-22-A — 204-206  Varet  street,  Brooklyn. 
490-22-A — 524  16th  street,  Brooklyn. 

502-22- A — 482-504  Driggs  avenue,  Brooklyn. 

504- 22-A — 71-73  Nassau  street,  Manhattan. 

505- 22-A— 71-73  Nassau  street,  Manhattan. 
515-22-A — 710  East  14th  street,  Manhattan. 
521-22-A — 53-55  Fifth  avenue,  Manhattan. 
536-22-A— 102-104  Fulton  street,  Manhattan. 
217-22- A — 122-132  Columbia  street,  Brooklyn. 
319-22- A — 405-425  Greenpoint  avenue,  Brooklyn. 
3 68-22- A — 449-451  Water  street,  Manhattan. 
482-22-A— 97  Burgher  avenue,  Richmond. 
510-22-A— 371  Pearl  street,  Manhattan. 

514-22-A — 373  Pearl  street,  Manhattan. 

1485-21-A — 466-8  Sixth  avenue,  Manhattan. 


Under  Building  Zone  Resolution 

I?  HEREBY  GIVEN  by  the  board  of  a 
peals  of  a  public  hearing  under  the  provisions  of  the  buil 
^  ,z<?ne  resolution,  Tuesday  morning  June  13  1922 

formatters  R°°m  919’  Munic*al  B^-g,  on  the  folio, 


cal.  no.  376-22-BZ— Application,  March  14,  1922,  under  the 
building  zone  resolution,  of  Otto  C  H 
Maydag,  architect,  on  behalf  of  Emil' 
Keineking,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage;  premises  352  Pine  street, 
Brooklyn.  ’ 

cal.  no.  1672-21-BZ— Application,  May  2,  1922,  under  the 
building  zone  resolution,  of  Augustine 
^chiavone,  attorney,  on  behalf  of 
Charles  Piscopo,  owner,  for  a  rehegr- 
mg  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars; 
premises  771  40th  street,  Brooklyn. 

CAL*'  N°-  4 38 ~ 2-2- B Z  Application,  March  24,  1922,  under  the 
building  zone  resolution,  of  Burke  & 
Olsen,  architects,  on  behalf  of  Annie 
Wenig  owner,  to  permit  in  a  business 
distnct  the  conversion  of  existing 

fi4oidfun«nc'°  3  uUbhc  ffara?e Premises 
6402-6406  Fourth  avenue,  Brooklyn. 

cal.  no.  508-22-BZ— Application,  April  7,  1922.  under  the 
building  zone  resolution,  of  Holler  & 
Klemhenz,  architects,  on  behalf  of 
Relhm  Realty  Corporation,  owner,  to 
permit  partly  in  a  residence  district  and 
partly  m  a  business  district  the  use  of 
premises  for  business  purposes ;  prem¬ 
ises  789  St.  Marks  avenu^,  Brooklyn 

cal.  no.  407-22-BZ— -Application,  March  17,  1922,  under  the 
building  zone  resolution,  of  John  M. 
Weth,  applicant  and  owner,  to  permit 
m  a  residence  district  the  maintenance 
ot  a  two  car  garage ;  premises  213  Mc¬ 
Kinley  avenue,  Glendale,  Queens. 

cal.  no.  563-22-BZ— Application,  April  14.  1922,  under  the 
building  zone  resolution,  of  John  I 
Dunmgan,  architect,  on  behalf  of  Isaac 

di^rrS1’+LWner’  permit  in  a  business 
district  the  erection  of  a  garage  for 

fiVC  CafS;  premises  2710- 
<5730  Jerome  avenue,  The  Bronx 

cal.  no.  476-22-BZ -Application,  March  31,  1922,  under  the 
building  zone  resolution,  of  Joseph  F. 

sher,  applicant  and  owner,  to  permit 
m  a  residence  district  the  maintenance 

liifp  + r  ,CaLg,arage;  Premises  10123 
lllth  street,  Richmond  Hill,  Queens 
cac.  no.  485-.2-BZ— Application,  April  10,  1922!  under  the 
building  zone  resolution,  of  Elizabeth 
..  Kmg,  applicant  and  owner,  to  per- 
in  r  resi^ence  district  the  mainten- 

2254  Hughes  avenue,  T^B^x 
cal.  no.  486-22-BZ— Application,  April  3,  1922,  under  the 
&  z°ne  resolution,  of  Charles 
5  architect,  on  behalf  of 

‘  f  Realty  Company,  own- 

J’J?.  Pen?lt:  a  residence  district  the 
erection  of  a  business  building;  prem¬ 
ises  west  side  Charlotte  street,  100  ft 
north  of  Boston  Road,  The  Bronx 
ca,  no.  492-22-BZ  Application,  April  4,  1922,  under'  the 
budding  zone  resolution,  of  Harold  L 
1,2  architect,  on  behalf  of  Isador 
Dietelbaum,  owner,  to  permit  in  an 
unrestricted  district  the  extension  in 
area  to  existing  garage  within  200  ft.  of 
a  hospital  building;  premises  53,3-517 
West  130th  street,  Manhattan. 
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cal.  no.  707-22-BZ — Application,  May  18,  1922,  under ^the 
building  zone  resolution,  of  Henry  a  . 
Smith,  applicant,  on  behalf  of  Holland 
Laundry,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  wet  wash 
laundry  and  garage  or  stable  building , 
premises  north  side  25th  street,  325  it. 
east  of  4th  avenue,  running  through 
to  24th  street,  Brooklyn.  . 

William  E.  Walsh,  Chairman. 


-Philip  J.  Sinnott,  for  Thomas  F.  Murray, 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  13,  1922,  at  2  p.  in. 

Petitions  for  Variations. 

519-22- S— 14-16  East  33d  street,  Manhattan. 

544-22- S — 42  East  21st  street,  Manhattan. 

550- 22-S— 200  East  23d  street,  Manhattan. 

551- 22-S — 385  Sixth  avenue,  Manhattan. 

552- 22-S— 141-147  East  125th  street,  Manhattan. 

1433-18-S — 6-8  West  20th  street,  Manhattan. 

523-22-S— 121  East  112th  street,  Manhattan. 

580-22-S — 20  West  39th  street,  Manhattan. 

585-22-S — 46  East  14th  street,  Manhattan. 

594-22-S — 9  East  54th  street,  Manhattan. 

597-22-S _ 117-121  Canal  street,  4  Sullivan  street,  Man¬ 

hattan. 

600-22- S — 632  Hudson  street,  Manhattan. 

607-22- S — 15-17  West  30th  street,  Manhattan. 

281-22-S — Proposed  Rules — “Standpipe  Fire  Line. 

Appliances  Submitted  for  Approval. 

680-22-S— Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  —  Crocker  Gas  Valve,  approval  of. 


CALL  3F  CLERK'S  CALENDAR. 

Tuesday,  June  20,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1616  21  BZ  • 

APPLICANT — Jacob  Lubroth,  for  Jennie  Czerienewski, 

owner.  , 

PREMISES — 501-513  90th  street,  northeast  corner  5tn  ave¬ 
nue,  Brooklyn.  .  . 

TO  PERMIT  in  a  business  district  the  extension  in  area  to 

an  existing  public  garage. 

APPLICANT— Pasquale  Sabbarese  and  Antonette  Sab- 
barese,  owners. 

PREMISES — 494-496  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

556-22-BZ.  0  ....  .  t 

APPLICANT— John  Davis,  for  Sommers  &  Wickert,  own- 

ers. 

PREMISES— 1736  Richmond  Turnpike,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  a  one 
story  public  garage. 

660-22-BZ.  ,  ^  . 

APPLICANT— Harry  Pelcher,  for  Frank  Tncorico,  owner. 
PREMISES — 746  Richmond  avenue,  Port  Richmond,  Rich¬ 
mond.  . 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
and  repair  shop. 


678-22-BZ. 

APPLICANT- 

PREMISES^!  13 -41 5  West  150th  street,  Manhattan 
TO  PERMIT  in  a  residence  district  the  conversion  of  stor¬ 
age  warehouse  into  a  public  garage. 

APPLICANT— George  A.  Dugan,  for  Weber-Bunke-Lange 
Coal  Co.,  owner. 

PREMISES— 270  West  96th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  two  story  busi¬ 
ness  building. 

APPLICANT — Harold  G.  Dangler,  for  Charles  G.  Lewnes, 

PREMISES — 192-194  Prospect  Park  West,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  a  store  building. 

APPLICANT— W.  Albert  Pease,  Jr.,  for  Henry  H.  Pease, 
owner. 

PREMISES— 444-44«  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  use  of  existing 
four  story  building  for  business  purposes. 

717-22-BZ. 

APPLICANT— Tohn  J.  Dunnigan,  for  Anne  Gully,  owner. 
PREMISES— 2966-2972  Jerome  avenue.  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  base¬ 
ment  and  one  story  garage  for  more  than  five  motor 
vehicles. 

749-2&-BZ 

APPLICANT— John  DeHart,  for  John  H.  Degenhardt, 
owner. 

PREMISES— 318  Carroll  street,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  public  garage. 

BOARD  OF  APPEALS. 

Tuesday.  June  20,  1922.  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

399-22-A — 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

554-22-A — 80  Nassau  street,  Manhattan. 

560-22-A — 229  Borden  avenue,  Long  Island  City,  Queens. 
562-22-A— 615  West  57th  street.  Manhattan. 

565-22- A — 59-61  Wall  street,  Manhattan. 

569- 22-A — 51-61  Attorney  street,  173-177  Delancey  street, 

Manhattan. 

570- 22-A— 199-201  North  Henry  street,  Brooklyn. 

571- 22- A — 9-19  Ninth  avenue,  Manhattan. 

572- 22-A — 413  East  83d  street,  Manhattan. 

573- 22-A — 21-23  Burling  Slip,  Manhattan. 

577-22-A — 13-23  Corlears  street,  Manhattan. 

583-22-A— 100-110  Bridge  street,  Brooklyn. 

767-22- A — 571-591  Madison  avenue,  Manhattan. 
692-22-A— 1525-1527  Broadway,  Brooklyn. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
ing  zone  resolution,  Tuesday  morning,  June  20,  1922,  at 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cau  no.  70-22-BZ— Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
public  garage;  premises  northeast  cor¬ 
ner  33rd  street  and  Roosevelt  avenue, 
Elmhurst,  Queens. 
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cal.  no.  1068-21-BZ — Application,  May  9,  1922,  under  the 
building  zone  resolution,  of  Frank  P. 
Keniston,  applicant,  on  behalf  of  Sam¬ 
uel  Bernard,  owner,  for  a  rehearing  of 
an  application  previously  denied,  to 
permit  in  a  business  district  the  conver¬ 
sion  of  existing  building  to  be  used  as 
a  motor  vehicle  repair  shop ;  premises 
41-43  Astoria  avenue,  northeast  corner 
Pope  street,  Astoria,  Queens. 

CAL.  NO.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  529-22-BZ — Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Daniel 
Santoro,  architect,  on  behalf  of  Joseph 
Caruselle,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  commercial  vehicles ;  premises 
29  First  street,  Tompkinsville,  Rich¬ 
mond. 

cal.  no.  539-22-BZ — Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Emilie 
Prentice,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  three  car  garage;  premises 
1717  Centre  street,  Evergreen,  Queens. 

cal.  no.  530-22-BZ— Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Edward  M. 
Adelsohn,  architect,  on  behalf  of  Anna 

V.  Wing,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  489-493  Sterling  Place,  Brook¬ 
lyn. 

cal.  no.  553 -22-BZ— Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Cohen,  architect,  on  behalf  of  County 
Holding  Company,  owner,  to  permit  in 
a  business  district  the  use  in  excess  of 
25  per  cent  limitation  for  factory  use; 
premises  27  West  35th  street,  Manhat¬ 
tan. 

cal.  no.  599-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Matthew 

W.  Del  Guadio,  architect,  on  behalf  of 
Rosina  Poraggio,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  maintenance 
of  a  garage  and  light  manufacturing 
building;  premises  2420-2422  Hoffman 
street,  The  Bronx. 

cal.  no.  262-20-BZ— Application,  May  16,  1922,  under  +he 
building  zone  resolution,  of  Cronen¬ 
berg  &  Leuchtag,  architects,  on  behalf 
of  the  West  48th  Street  Realty  Com¬ 
pany,  owner,  for  a  rehearing  of  an  ap¬ 
plication  previously  denied  to  permit  in 
a  two  times  district  and  a  one  and  a 
half  times  district  the  erection  of  a 
hotel  exceeding  the  height  limitation; 
premises  255-259  West  43rd  street  and 
680-686  Eighth  avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  20,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

282-22-S — 34  East  30th  street,  Manhattan. 

518-22-S — 534-536  West  58th  street,  Manhattan. 

526-22-S — 284-286  Pearl  street,  Manhattan. 

479-22- S — 132  East  23d  street,  Manhattan. 

543-22-S — 161  West  44th  street,  Manhattan. 

558-22-S — 13-23  Corlears  street,  Manhattan. 

612-22-S — 179-183  Lewis  street,  Manhattan. 

626- 22-S — 106-108  Fulton  street,  Manhattan. 

627- 22-S — 106-108  Fulton  street,  Manhattan. 

63<-22-S  108-114  Park  Place,  238-240  Greenwich  street, 
Manhattan. 

649- 22-S— 101-107  West  23rd  street,  Manhattan. 

650- 22-S — 68  West  37th  street,  Manhattan. 

651- 22-S — 78  Pearl  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

708-22-S — The  Blackmer  Rotary  Pump,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S  Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S— Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S — Angle  Hose  Valve. 

392-22-S  The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S  Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S  Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S  Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S  Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 

465-22-S  Phister  One  Gallon  Fire  Extinguisher,  approval 

of. 

112-22-S— Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


BOARD  OF  APPEALS. 

Tuesday,  June  27,  192 2,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

387-22-A — 22  Queen  street,  Long  Island  City. 

5 84-22 -A  46  East  14th  street,  49  East  13th  street,  Man¬ 
hattan. 

586-22-A — 456  West  Broadway,  Manhattan. 

589- 22- A — 155  East  38th  street,  Manhattan. 

590- 22- A — 106-108  Fulton  street,  Manhattan. 

592- 22-A — 447-463  Pierce  avenue,  Long  Island  City,  # 

Queens. 

593- 22- A — 125-129  East  12th  street,  130-132  East  13th 

street,  Manhattan. 

59o-22-A  Block  bounded  by  138th  street,  Locust  avenue, 
137th  street  and  East  River,  The  Bronx.’ 
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613- 22-A — 440  Water  street,  Manhattan. 

614- 22-A — 102-104  Fulton  street,  Manhattan. 

616-22-A— 8883  Van  Wyck  avenue,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  1  uesday  morning,  June  27,  1922  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1490-21-BZ — Application,  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attorneys,  on  be¬ 
half  of  Hill-Ware  Company,  Inc.,  own¬ 
er  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars ;  premises  3325-3339 
Park  avenue,  The  Bronx. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes;  oremises  19-21  Bar- 
row  street,  Manhattan. 

cal.  no.  603-22-BZ — Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Fran¬ 
cis  W.  Aymar,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  two 
story  garage  for  more  than  five  motor 
vehicles;  premises  '3-9  Jumel  Place, 
Manhattan. 

cal.  no.  639-22-BZ— Application,  May  3,  1922,  under  the 
building  zone  resolution,  of  Depart¬ 
ment ’of  Plant  and  Structures,  on  be¬ 
half  of  City  of  New  York,  owner,  to 
permit  in  an  unrestricted  district  the 
erection  of  a  housing  station  for  the 
Street  Cleaning  Department,  within  200 
ft.  of  a  hospital  building;  premises 
east  side  Avenue  C,  184  ft.  north  of 
Avenue  C  and  16th  street,  all  of  17th 
street,  east  of  Avenue  C,  Manhattan. 

cal.  no.  675-22-BZ — Application,  May  13,  1922,  under  the 
building  zone  resolution,  of  Eugene  De 
Rosa,  architect,  on  behalf  of  Herman 
Stursburg  Realty  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  theatre  and  business  building ; 
premises  northeast  corner  138th  street 
and  Willis  avenue  and  southeast  cor¬ 
ner  139th  street  and  Willis  avenue,  The 
Bronx. 

cal.  no.  581-22-BZ — Application,  April  19,  1922,  under  the 
building  zone  resolution,  of  Martin  H. 
Bohle,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage;  premises  2785  Briggs  ave¬ 
nue,  The  Bronx. 

cal.  no.  591-22-BZ — Application,  April  22,  1922,  under  the 
building  zone  resolution,  of  Michael  A. 
Cardo,  architect,  on  behalf  of  John 
Geoghegan,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  to 
existing  business  building ;  premises  404 
13th  street,  Brooklyn. 

cal.  no.  598-22-BZ — Application,  April  22,  1922,  under  the 
building  zone  resolution,  of  Charles 


Kreymborg,  applicant  and  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  business  building ;  premises 
south  side  Fordham  Road,  74.41  ft. 
west  of  Davidson  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  27,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

389-22-S — 303  Cherry  street,  542  Water  street,  Manhattan. 
415-22-S— 103  Park  Place,  Manhattan. 

474-22-S— 177  East  87th  street,  Manhattan. 

557-22-S— 516  6th  avenue,  Manhattan. 

559-22-S — 194  Seventh  avenue,  Manhattan. 

575-22-S — 319  East  53rd  street,  Manhattan. 

617-22-S — 517  Madison  avenue,  Manhattan. 

623-22-S — 404  Sixth  avenue,  Manhattan. 

629-22-S — South  side  Spuyten  Duyvil  road,  150  feet  south 
of  Harlem  Ship  Canal,  The  Bronx. 

633-22-S— 305  East  60th  street,  Manhattan. 

657-22-S — 428-442  East  52nd  street,  Manhattan. 

606-22-S — 29  West  8th  street,  Manhattan. 

615-22- S— 111-113  West  28th  street,  Manhattan. 

682-22- S — 51  West  19th  street,  Manhattan. 

713-22-S — 113  East  116th  street,  Manhattan. 

7 15-22- S — 21  West  46th  street,  Manhattan. 

718-22-S — 43  John  street,  Manhattan. 


BOARD  OF  APPEALS. 

Wednesday,  July  5,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

31-22-A — North  side  Private  Roadway,  500  ft.  north  of 
Nicholas  street  and  St.  Marks  Place,  Cas- 
tleton  Park,  St.  George,  Richmond. 

460-22-A — 1409-1419  St.  Nicholas  avenue,  600-614  West 
181st  street,  Manhattan. 

528-22-A — 284-286  Pearl  street,  Manhattan. 

532-22-A — North  side  Richmond  avenue,  Graniteville, 
Richmond,  Staten  Island. 

549-22-A — 150  East  150th  street,  The  Bronx. 

579-22-A — 437-439  West  42nd  street,  Manhattan. 

624- 22-A— 344  East  40th  street,  699  1st  avenue,  Manhattan. 

625- 22-A — 19  West  34th  street,  30-32  West  35th  street, 

Manhattan. 

628-22-A — 2469-2477  Amsterdam  avenue,  Manhattan. 
630-22-A— 1757-1773  Ocean  avenue,  Brooklyn. 

636-22-A— 150  Beach  116th  street,  Rockaway  Park,  Queens. 
641-22-A— 117-121  Sterling  Place,  Brooklyn. 

647-22-A — 87  35th  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  July  5,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  493-22-BZ— Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  Chas.  E. 
Chalmers,  on  behalf  of  Second  Ave¬ 
nue  Railroad  Company,  owner,  to  per- 
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mit  in  a  business  district  the  mainte¬ 
nance  of  a  garage  for  more  than  five 
cars ;  premises  18G4  Second  avenue, 
Manhattan. 

cal.  no.  56G-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  James  E. 
Willcox,  applicant,  on  behalf  of  David 
A.  Smith,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  five 
car  garage;  premises  south  side  Gerry 
avenue,  100  ft.  west  of  Chicago  street, 
Elmhurst,  Queens. 

William  E.  Walsh,  Chairmen. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  July  5,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

661-22-S — 1J4-9  West  34th  street,  Manhattan. 

665-22-S — 117  West  21st  street,  Manhattan. 

674-22-S — 112  Stanton  street,  Manhattan. 

677-22-S — 741  Fifth  avenue,  Manhattan. 

684-22-S — 113  Lenox  avenue,  Manhattan. 

700-22-S — 144  Fifth  avenue,  Manhattan. 

706-22-S — 45  University  Place,  Manhattan. 

710-22-S — 70  Warren  street,  Manhattan. 

714-22-S — 39-41  Borden  avenue,  Queens. 

719-22- S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

722-22-S — 8  Wooster  street,  Manhattan. 

727-22-S — 46  West  39th  street,  Manhattan. 

736-22-S — 433-437  Kent  avenue,  Brooklyn. 

748-22-S — 506  West  53rd  street,  Manhattan. 

750-22-S — 133  Crosby  street,  Manhattan. 

753-22-S — 271  Bowery,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  July  11,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

12-22-A — 186-190  West  4th  street,  3-13  Barrow  street, 
Manhattan. 

634-22-A — 285-289  Plymouth  street,  Brooklyn. 

646-22-A — 1534  Bryant  avenue,  The  Bronx. 

664-22-A — 267-269  Bowery,  Manhattan. 

676-22-A — 114  Eighth  avenue,  Brooklyn. 

689- 22-A — 539-549  Fordham  Road,  The  Bronx. 

690- 22-A — 1191-1199  Webster  avenue,  The  Bronx. 

693-22-A — 25  Church  street,  Manhattan. 

699-22-A — 305-319  Jay  street,  62-76  Lawrence  street, 
Brooklyn. 

702-22-A — 1469  Bedford  avenue,  Brooklyn. 

704-22-A — 575  Fulton  street,  Brooklyn. 

709-22-A — North  side  Jackson  avenue  and  Whitestone  ave¬ 
nue,  Flushing,  Queens. 

712-22-A — 305-307  East  61st  street,  Manhattan. 

716-22-A — 82  Myrtle  avenue,  Queens. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22- A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue.  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 


245-22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 
and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning ,  July  11,  1922,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

CAL.  NO.  568-22-BZ— Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  July  18,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

449-22-A — 93-95  Prospect  avenue,  Brooklyn. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

527-22-A — 55  Mercer  street,  Manhattan. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

659-22-A — 396-398  Morris  avenue,  The  Bronx. 

730-22-A — -215-217  Sterling  Place,  Brooklyn. 

739-22-A — 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

756-22-A — 893  Union  avenue,  The  Bronx. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  25,  1922,  at  2  p.  m. 

Appliances  Installed  Pending  Approval. 
1278-21-S — Hammel  Oil  Burner,  approval  of. 

422-22-S — Quimby  Pumps,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  July  28,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 
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69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  September  29,  1922,  at  10  a.  m. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A— Pier  14,  North  River,  Manhattan. 

878- 19- A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A— Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-P.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 


265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20- A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A— East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A--Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  6,  1922. 

Present  ‘J  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Wednesday  morning,  May  31,  1922,  were 
approved  as  printed  in  the  bulletin,  No.  23,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1608 -21- A. 

APPELLANT— Hallroom  Boys  Photoplays,  Inc. 
SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 


APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  dismissed  on  recommen¬ 
dation  of  fire  department  inspector,  order  having 


been  complied  with. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  . . .  0 
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THE  RESOLUTION : 

(1608-21-A) 

Whereas,  Hallroom  Boys  Photoplays,  Inc.,  for  Uni¬ 
versal  Film  Mfg.  Co.,  lessee,  filed,  Dec.  9,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  1600  Broadway,  Manhattan; 

and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“3.  Provide  an  approved  booth  for  projection  ma¬ 
chine— as  per  section  209,  chapter  308,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  10 
stories  in  height,  112  ft.  6  in.  by  121  ft.  ll/2  in.  irregular 
in  area,  occupied,  lofts,  with  a  total  occupancy  of  395 
persons  in  the  building,  the  9th  story  being  vacant;  and 
Whereas,  the  appellant  contends  that  they  have  been 
in  business  for  three  years  and  have  been  using  the  same 
projection  room  which  was  built  under  plans' approved  by 
the  fire  department,  same  having  concrete  walls  and  ce¬ 
ment  floors  equipped  with  sprinklers ;  and 
Whereas,  it  appears  that  the  order,  No.  7742-LC,  has 
been  complied  with. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 
635-22-A. 

APPELLANT— Benj.  Ascher,  for  Warner  Brothers, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  Benj.  Ascher. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD* — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(635-22-A) 

Whereas,  Benjamin  Ascher,  for  Julian  C.  Juillard, 
)wner,  filed,  May  2nd,  1922,  an  appeal,  with  the  board  of 
ippeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  1600  Broadway,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1-  Additional  vaults  in  this  building  will  not  be 
permitted  by  the  Fire  Commissioner.”; 
md 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
'13  ft.  Sl/2  in.  by  104  ft.  5%  in.  in  area,  occupied,  lofts; 

md 

Whereas,  an  application  was  filed  in  the  bureau  of  fire 
>revention  to  permit  the  installation  of  a  film  vault  on  the 
>th  story,  the  tenant  on  the  8th  story  proposing  to  re-locate 
>n  the  9'th  story. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
nd  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
s  granted  on  condition  that  the  capacity  of  the  vault  be 
imited  to  1500  reels  of  1000  ft.  of  film  each ;  that  the 
ault  be  equipped  in  accordance  with  the  fire  department 
egulations  and  the  rules  of  the  board  of  standards  and  ap- 
eals,  and  constructed  in  conformity  with  the  requirements 
f  the  building  code. 


74-22-A. 

APPELLANT — C.  F.  Reuter,  for  Florance  L.  Logan, 
owner. 

'UBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

‘REMISES  AFFECTED — East  side  Provost  street,  200 
feet  north  of  India  street,  Brooklyn. 


APPEARANCES! — 

For  Appellant:  C.  F.  Reuter. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Report  of  committee  adopted. 

Appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION : 

(574-22- A) 

Whereas,  C.  F.  Reuter,  for  Florence  L.  Logan,  owner, 
filed,  April  18,  1922,  an  appeal,  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  east  side  Provost  street,  200  ft.  north  of  India  street, 
Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1.  Specify  the  grade  of  fuel  oil  to  be  used. 

“2.  Section  Ill  of  Chapter  10  of  the  Code  of  Ordi¬ 
nances  requires  tanks  to  be  buried. 

3..  Section  111  of  Chapter  10,  Code  of  Ordinances, 
prohibits  any  tank  above  ground  with  a  capacity 
greater  than  100,000  gallons. 

4.  Section  111  of  Chapter  10,  Code  of  Ordinances, 
prohibits  the  total  capacity  of  a  group  of  tanks  above 
ground  from  exceeding  250,000  gallons. 

”5.  Rule  8,  of  the  Fuel  Oil  Rules,  limits  the  height 
of  general  storage  tanks  above  ground  within  the  fire 
limits  to  25  ft. 

“6.  Rule  8,  requires  dyke  walls  between  tanks  as 
well  as. dyke  walls  within  100  ft.  of  any  structure  to 
be  carried  4  ft.  higher  than  top  of  tank. 

‘7.  Plans  should  show  complete  compliance  with 
Rule  8. 

“8.  Rule  8  limits  the  maximum  size  of  a  single  tank 
to  100,000  gals,  and  the  gross  capacity  to  100,000 
gallons.” ; 

and 

Whereas,  an  application  was  filed  in  the  fire  department 
to  permit  on  a  plot  of  ground  along  Whale  Creek  and 
India  street  a  fuel  storage  plant  consisting  of  three  tanks 
of  20,000  barrels  each,  the  tanks  being  surrounded  by  con¬ 
crete  retaining  walls,  each  enclosed  space  having  capacity 
of  22,000  barrels ;  a  building  to  house  a  Foamite  and  steam 
blanketing  system,  a  truck  storage  building,  a  repair  shop 
and  machine  shop ;  and 

Whereas,  appellant  contends  that  the  oil  proposed  to  be 
installed  will  have  a  flash  point  of  150  degrees  F. 
closed  cup  or  175  degrees  F.  open  cup,  and  that  owing 
to  the  location  of  the  tanks  it  is  impossible  to  bury  them 
below  ground ;  and 

Whereas,  a  committee  of  inspection  of  the  board — Chair¬ 
man  Walsh,  Fire  Chief  Martin,  James  Kearney  and  James 
P.  Holland— on  June  5,  1922,  visited  the  premises  under 
appeal,  running  from  Whale  Creek  to  Provost  street, 
running  from  Huron  street  to  India  street. 

The  request  under  appeal  is  to  be  relieved  of  burying 
tanks  (proposed  to  be  erected  for  the  storage  of  fuel  oil) 
underground,  because  the  location  of  the  tanks  and  the 
nature  of  the  ground  make  it  “impossible”  to  bury  tanks 
below  ground. 

Whale  Creek  bounds  the  property  on  the  east  and  a  barge 
slip  and  tributary  of  Whale  Creek  abuts  the  property  to 
the  south  for  approximately  one-half  the  distance  of  the 
proposed  location  of  the  tanks. 

There  is  no  disputing  the  fact  that  the  greater  portion 
of  this  plot  is  made  or  filled  ground,  and  the  level  of  the 
ground  is  but  slightly  higher  than  the  mean  water  level 
of  Whale  Creek. 
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It  is  proposed  to  erect  three  tanks,  and  the  committee 
is  of  the  opinion  and  does  recommend  that  this  appeal 
be  granted  on  the  following  conditions: 

That  one  tank  shall  be  kept  in  reserve  permanently,  as 
auxiliary  storage  space,  in  the  event  of  necessity  providing 
a  draw  off  space  for  either  of  the  other  two  tanks,  each 
tank  to  be  entirely  surrounded  by  an  unpierced  concrete 
wall  at  least  10  ft.  high,  forming  a  reservoir,  capacity  of 
which,  in  each  case,  shall  be  equal  to  the  entire  capacity 
of  the  tank,  and  that  an  independent  sump  or  catch  basin 
drain  be  provided  in  each  reservoir  ;  that  the  entire  plant 
be  equipped  with  foamite  fire  extinguishing  system,  the 
foamite  valve  house  to  be  of  fireproof  construction  and 
to  be  located  at  least  100  ft.  distant  from  the  extreme 
outside  reservoir  wall;  that,  in  addition  to  this 
system,  a  water  spray  supply  be  installed  on  the  top  of  the 
tank,  and  a  water  supply  spray  be  installed  entirely  sur¬ 
rounding  each  tank  at  the  top  on  the  outside ;  that  any  01 
stored  on  these  premises,  in  these  tanks,  be  limited  to  fuel 
oil  of  a  flash  point  not  less  than  175  deg.  F. ;  that  gasoline 
be  prohibited  at  all  times  in  these  tanks;  that  the  fire  pro¬ 
tective  system  throughout  the  plant  be  erected  in  strict  ac¬ 
cordance  wih  the  plans  filed  in  this  case ;  and  that  the  plans 
be  re-submitted  to  this  board  for  approval,  in  conformity 
with  these  recommendations.  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified ,  and  the  appeal  be  and  it  here¬ 
by  is  granted  on  cotidition  that  the  recommendations  of 
the  committee  of  inspection  be  complied  with; 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months,  and  the  tanks  erected  within  eighteen  months 
of  the  date  of  this  action;  and  that  the  appellant  make  a 
return  to  this  board  of  his  plans  for  approval  and  file 
same  with  the  fire  department,  in  accordance  with  the  rec¬ 
ommendations  of  the  report. 


166-<22-A. 

APPELLANT — Big  “G”  Furniture  Works,  lessee. 
SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 203-205  East  76th  street,  Man¬ 
hattan. 

APPEARANCE'S— 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Appeal  denied. 

THE  VOTE— 

Affirmative  . 0 

Negative:  Chairman  Wtalsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  .  ® 

THE  RESOLUTION: 

(166-22-A) 

Whereas,  Big  “G”  Furniture  Works,  for  Sun  Ray  Realty 
Corporation,  owner,  filed,  Feb.  6,  1922,  an  appeal,  with 

the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  203-205  East  76th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  on  2nd,  3rd  and  4th 
stories  at  west  side  of  building,  or  other  approved 
protection.  Sec.  375,  article  18,  chapter  5,  Code  of 
Ordinances. 

“2.  Replace  the  defective  shutters  with  proper  iron 
or  kalameined  shutters  at  all  openings  in  the  exterior 
wall  above  1st  story  which  are  distant  in  a  direct 
line  less  than  30  ft.  from  any  opening  in  any  other 
building  and  not  in  the  same  plane  with  said  openings 


and  which  are  not  more  than  50  ft.  above  a  neighbor¬ 
ing  roof  at  easterly  side  of  building,  or  other^  ap¬ 
proved  protection,  as  per  sec.  375,  art.  18,  ch.  5,  of 
the  Code  of  Ordinances.” ; 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  and  basement  in  height,  28  ft.  by  100  ft.  in  area, 
occupied  in  the  1st  story,  store,  5  persons ;  upper  stories, 
storage  of  furniture;  and 

Whereas,  the  appellant  contends  that  they  propose  to 
combine  the  building  with  No.  207  East  76th  street  and  to 
provide  sprinklers  and  all  the  other  necessary  requirements 
and  that  the  plans  are  on  file  and  approved  by  the  bureau 
of  buildings,  but  pending  the  action  of  the  tenement  house 
department,  they  are  unable  to  go  ahead.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereb> 
is  denied. 


274-22- A. 

APPELLANT— L.  Nagy,  lessee.  .  . 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 207  East  51st  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Appellant:  L.  Nagy. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION : 


(2  74-22- A) 

Whereas,  L.  Nagy,  for  Bryam  L.  Winters,  owner,  filed, 
Feb.  24,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  207 
East  51st  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  maintenance  of  a  motor  ve¬ 
hicle  repair  shop  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  brick  and  frame  construc¬ 
tion,  one  story  in  height,  occupied,  auto  body  builder; 

Whereas,  appellant  contends  that  the  building  was  oc¬ 
cupied  as  a  motor  vehicle  repair  shop  and  auto  _  body 
builder  since  June,  1914,  and  has  submitted  affidavits  to 

that  effect.  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  business  be  confined  to  auto 
body  building  and  repairing;  that  no  gasoline  be  stored 
or  used  on  the  premises. 


358-22-A. 

APPELLANT— Ruland  &  Benjamin,  Inc.,  for  London  & 
Lancashire  Ins.,  Co.,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 57-59  William  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Edward  P.  Doyle.  Jj 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
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Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  . '  0 

THE  RESOLUTION : 

(358-22-A) 

Whereas,  Ruland  and  Benjamin,  Inc.,  for  London  & 
Lancashire  Insurance  Co.,  owner,  filed,  March  9,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  57-59  William  street 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  ele¬ 
vated  that  the  bottom  will  be  not  less  than  20  ft.  above 
the  hose  outlet  of  the  top  story.  Section  20,  Ch.  12 
Code  of  Ordinances.”; 

and 

\\  hereas,  the  building  is  of  fireproof  construction,  8 
stories  in  height,  33  ft.  by  60'  ft.  in  area,  occupied  as  offices, 
a  portion  of  the  building  now  being  vacant,  and  the  build¬ 
ing  being  equipped  with  a  4  in.  standpipe  fire  line  from  the 
cellar  to  the  roof,  located  in  hallway  with  2 y2  in.  out¬ 
lets  with  50  ft.  of  hose  on  each  outlet,  the  standpipe  be¬ 
ing  supplied  from  the  house  and  standpipe  supply  tank  of 
1500  gallons  on  the  roof. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  herebj  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


383-22-A. 

APPELLANT— Louis  A.  Sheinart,  for  Anthony  Habeed 
owner.  ’ 

SUBJECT— Appeal  from  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 1953  Dean  street,  Brooklyn 
APPEARANCES— 

For  Appellant:  Louis  A.  Sheinart. 

For  Administration:  None. 

rnx'T^^T^ScB0AARD~Appeal  &ranted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  ’  0 

Absent  . . .  0 

THE  RESOLUTION : 

(383-22-A) 

Whereas  Louis  A.  Sheinart,  for  Anthony  Habeed, 
owner,  filed  March  15,  1922,  an  appeal  with  the  board 
ol  appeals,  from  an  order  of  the  superintendent  of  build¬ 
ings  affecting  premises  1953  Dean  street,  Brooklyn;  and 
readsHER£AS"  ^  °rcRr  t^ie  superintendent  of  buildings 

“Inadequate  exit  facilities,  as  basement  and  first  story 
are  used  as  a  workshop  where  twelve  people  are  em- 
p  o}  ed  and  second  and  third  stories  are  occupied  with 
one  family  each.  Violation  of  Section  161  of  the  Build¬ 
ing  Code. 

\  ou  are  required  to  provide  a  regulation  fire  escape 
and  to  comply  with  the  law.” ; 

and 

Whereas,  the  building  is  of  frame  and  non-fireproof 
construction,  3  stories  and  basement  in  height,  20  ft.  by  80 
tt.  in  area  in  the  first  story  and  20  ft.  by  35  ft.  above  oc¬ 
cupied,  basement  and  1st  story,  workshop,  8  persons 2nd 
^tory,  one  family;  3rd  story,  one  family;  the  means  of 
-gress  consisting  of  an  interior  stairway  extending  from 
-he  basement  to  the  3rd  story;  and 
Whereas,  appellant  contends  that  the  means  of  egress 
ire  adequate  for  the  small  occupancy. 

Resolved  that  the  order  of  the  superintendent  of  build- 
ngs  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 


hereby  is  granted,  on  condition  that  a  fire  escape  be  erected 
on  the  rear  of  the  building,  embracing  at  least  one  window 
on  each  floor,  with  landing  on  the  roof  of  the  extension, 
and  with  a  portable  drop  ladder  to  the  yard  of  the  adjoin- 
mg  premises;  that  the  ceiling  of  the  extension  be  fire-re- 
tarded  with  plaster  board  and  metal,  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals ;  that  a 
fixed  iron  ladder  be  provided  from  the  top  story  hall  to 
the  scuttle  in  the  roof ;  and  that  the  appeal  be  granted  only 
so  long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


396-22-A. 

APPELLANT — Joseph  Mitchell. 

™H?I?r93-7TA.pl!ea^  ^rom  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 511-519  West  21st  street,  510- 
514  West  22nd  street,  Manhattan. 
APPEARANCES— 


For  Appellant:  Joseph  Mitchell. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD^— Appeal  granted  in  part  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty,  / 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  - 

Negative  . ( 

Absent  .  f 


THE  RESOLUTION: 

(396-22-A) 

Whereas,  Joseph  Mitchell,  for  Estate  of  Anton  Louy 
owner,  filed,  March  16,  1922,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  511-19  West  21st  street  and  510-514  West  22nd 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1.  A  3500  gal.  gravity  tank  with  all  appurtenances 
located  26  ft.  above  floor  &  65  gal.  per  minute  pump 
for  tank  must  'be  provided. 

“2.  6  in.  cross  connection  placed  below  sidewalk  level 
must  be  provided. 

3.  3  in.  by  3  in.  by  6  in.  two  way  Siamese  steamer 
connection  horizontally  placed  18  in.  to  24  in.  above 
sidewalk,  located  in  an  accessible  position  with  inde¬ 
pendent  clapper  valve  in  each  inlet  with  sign  above 
‘To  Standpipe.” 

“4.  in.  drip  to  sink,  and  6  in.  check  valve  placed 
in  a  horizontal  position  with  6  in.  connection  to  cross 
connection  must  be  provided.” : 

and 

Whereas,  the  building  is  of  fireproof  construction,  2 
stories  in  height,  occupied  as  a  garage,  the  building  being 
equipped  with  a  standpipe  system,  with  a  4  in.  riser  on 
the  front  and  a  4  in.  riser  on  the  rear,  connected  by  a 
4  in.  cross  connection  with  Siamese  connections  on  both 
street  fronts ;  and 

Whereas,  appellant  contends  that  the  building  is  less 
than  20,000  sq.  ft.  in  area  and  that  the  present  4  in.  cross 
connections  and  3  in.  by  3  in.  by  4  in.  Siamese  steamer 
connection  and  4  in.  check  valve  are  adequate. 

Resolved,  that  the  decision  of  the  fire  commissioner  as 
to  Item  2  be  and  it  hereby  is  modified,  and  the  appeal  as 
to  this  item  be  and  it  hereby  is  granted,  on  condition  that 
a  6  in.  cross  connection  be  installed  on  the  ceiling  of  the 
first  floor ;  and  that  the  decision  of  the  fire  commissioner 
as  to  Items  1,  3  and  4  be  and  it  hereby  is  affirmed ,  and  the 
appeal  as  to  these  items  be  and  it  hereby  is  denied. 


428-22-A. 

APPELLANT — Joseph  Bond,  owner. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner. 
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PREMISES  AFFECTED— 422  East  160th  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Joseph  Sultan. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  hire 

Chief  Martin  . 

Negative  .  0 

Absent  . 

THE  RESOLUTION : 

(428-22-A) 

Whereas,  Joseph  Sultan  for  Joseph  Bond  °wner  filed, 
March  23  1922,  an  appeal,  with  the  board  of  appeals, 

from  an  order  of  the  fire  commissioner  affecting  premise* 
422  East  160th  street,  The  Bronx;  and  _  , 

Whfreas  the  order  of  the  fire  commissioner  reads. 

WH“  Separate  the  boiler  room  from  the  remainder 
of  the  building  by  an  unpierced  fireproof  wall,  0^ 

sisting  of  solid  masonry  of  at  least  8  m.  in  thlcT 
ness  or  its  equivalent  as  per  Section  159,  Chapter  10, 

Code  of  Ordinances”; 

^Whereas  the  building  is  of  non-fireproof  construction, 

3  Sn  height,  25  ft.  by  98  ft.  11  m  m  area  the 
1st  story  and  25  ft.  by  50  ft.  above,  occupied  in  the  1st 
story  asYa  wholesale  grocery  and  storage  of  one  autom .  - 
bile^ruck;  2nd  and  3rd  stories,  dwelling  for  one  family 
each  the  cellar  being  occupied  as  a  boiler  room  ,  and 
Whereas  the  appellant  contends  that  several  permits 
have  been  'issued  and  that  the  portion  of  the  budding 
where  the  automobile  is  stored  is  separated  from  the  re 
mainder  of  the  building  by  walls  and  ceiling  covered  with 

^rIsoIv^,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it ■  JjereJy 
qranted  on  condition  that  garage  use  be  limited  to  the 
storage  of  one  car;  that  no  gasoline  other  than  in  the  tank 
of  the  car  be  stored  or  used  on  the  premises;  that  any 
opening  between  the  first  story  and  office  space  be  pro¬ 
tected  with  self-closing  fireproof  door;  and  that  the  cei - 
ing  and  side  wall  of  the  entire  storage  space  on  the  first 
floor  be  fire-retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals. 

435-22-A. 

APPELLANT— H.  Kohnstamm  &  Co.,  lessee. 

SUBTECT _ Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 83-85  Park  place,  Manhattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  ^ 

Negative  .  ® 

Absent  . 

THE  RESOLUTION: 

(435-22-A) 

Whereas,  H.  Kohnstamm  &  Co.,  for  Robert  R.  Rainey, 
owner  filed.  March  24,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  83-85  Park  place,  Manhattan;  and 

Whereas  the  order  of  the  fire  commissioner  reads : 

“1  Have  Superintendent  or  Manager  apply  for  and 


secure  Certificate  of  Fitness — as  per  section  27S1,  chap¬ 
ter  10,  Code  of  Ordinances. 

“2.  Discontinue  the  use  of  all  sources  of  heat  (ex¬ 
cept  steam  or  hot  water)  in  laboratory,  3rd  story\  as 
per  section  273-2,  chapter  10,  Code  of  Ordinances.  ; 

^Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  42  ft.  by  52  ft.  irregular  in  area,  oc¬ 
cupied,  1st  story,  packing,  2  persons ;  2nd  story,  office,  lo 
persons;  3rd  story,  laboratory,  5  persons;  4th  story,  stor¬ 
age.  no  persons;  5th  story,  storage;  and 

Whereas,  the  appellant  contends  that  the  Bunsen  burn- 
ers  are  used  in  the  laboratories  and  that  a  chemical  labora.- 
tory  cannot  be  operated  without  these  burners. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  as  to  Item  No.  2,  on  condition  that  the  use  or  oc¬ 
cupancy  be  not  extended,  and  that  the  order  of  the  fire 
commissioner  as  to  Item  No.  1  be  affirmed  and  the  appeal 
as  to  this  item  be  denied. 


681-22-A. 

APPELLANT— The  Vincent  Company,  for  Geo.  Dose  En¬ 
gineering  Co.,  owner. 

SUBTECT— Appeal  from  decision  of  the  fire  commis¬ 
sioner.  ,  , ,  , 

PREMISES  AFFECTED — 527  West  55th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Nicolas  Vincent. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE—  .  „  ,  ,  „  „ 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 
Chief  Martin  .  ^ 

Absent  .  v 

THE  RESOLUTION : 

(681-22-A) 

Whereas,  The  Vincent  Company,  for  Geo.  Dose  En¬ 
gineering  Co.,  owner,  filed,  May  12,  1922,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  527  West  55th  street,  Manhat- 

ta Whereas,  the  decision  of  the  fire  commissioner  reads: 
“1.  Cross  connection  of  standpipe  system  must  be 
located  below  the  sidewalk  level.”; 

^Whereas,  the  building  is  of  fireproof  construction,  3 
stories  in  height,  100  ft.  by  200  ft.  in  area,  occupied  as  a 

^Whereas,  the  appellant  has  provided  a  cross  connection 
in  the  3rd  story,  as  there  is  no  cellar  or  basement  in  the 
building,  and  the  ceiling  of  the  1st. story  carries  steam 

mains  and  floor  drains.  .  .  . 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  reversed,  and  the  appeal  be  and  it  here  y 
is  granted. 


673-22-A. 

APPELLANT— J.  L.  Murphy,  Inc.,  for  John  A.  McCarthy, 
owner. 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— Southeast  corner  of  187th 
street  and  Ryer  avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant:  William  Drew.  , 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION:  . *” 


(673-22-A) 

Whereas,  J.  L.  Murphy,  Inc.,  for  John  A.  McCarthy, 
owner,  filed,  Alay  9,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  southeast  corner  of  187th  street  and  Ryer  avenue 
The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“!•  Provide  4  in.  standpipe  equipment  including  3500 
gal.  tank  on  roof ;  pump  having  minimum  capacity  of 
05  gal.  per  minute  at  tank,  sufficient  lengths  of  2l/2  in. 
unlined  linen  hose  to  reach  all  parts  of  floor  area,  and 
other  component  parts.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  2 
stories  and  basement  in  height,  138.4  ft.  by  96  ft.  in  area, 
occupied  as  a  garage ;  and 

Whereas,  the  appellant  proposes  to  install  a  4  in.  stand¬ 
pipe  connected  with  the  city  water  pressure  which  is  over 
60  lbs.,  and  claims  that  a  tank  and  pump1  are  unnecessary. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed,  and  the  appeal  be  and  it  hereby  is 
granted. 


671-22-A. 

APPELLANT — The  Kilzel  Products  Co.,  for  Mandel- 
baum  &  Levine,  owners. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 797-799  Greenwich  street, 
Manhattan. 

A  PPE  AR  ANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Martin  .  1 


1485-21-A. 

APPELLANT — A.  C.  MacNulty,  for  Canaan  Investing  Co., 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED1 — 466-468  Sixth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  A.  C.  MacNulty. 

ACTION  OF  BOARD — Appeal  reopened;  marked  for 
hearing  June  13,  1922. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Martin  .  1 


457-22-A. 

APPELLANT — Leopold  Gelberg„  for  Leopold  Gelberg 
Realty  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 204-206  Varet  street,  Brooklyn. 

APPEARANCES — 

For  Appellant:  Simon  Alperin. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1922,  on 
request  of  appellant’s  attorney. 

420-22-A. 

APPELLANT — Kings  County  Lighting  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — West  side  of  First  avenue 
from  54th  to  55th  streets,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Robert  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


242-22-A 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED1 — 556  Kent  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


243-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Second  avenue,  bounded  by 
Gowanus  Canal,  11th  and  12th  streets,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


244-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — South  side  of  Maspeth  avenue, 
92  ft.  east  of  Vandervoort  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


245-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — Nevins  street,  bounded  by 
Douglas,  Third  avenue  and  Degraw  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board.  ’ 

342- 22-A. 

APPELLANT— R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 556  Kent  avenue  (Nassau  Gas 
Works),  Brooklyn. 

APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

ACTION  OF  BOARD1 — Laid  over  to  July  11,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 

343- 22-A 

APPELLANT  R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 433  Hoyt  street,  Brooklyn  (Cit¬ 
izens  Gas  Works). 
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APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


APPELLANT— R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  ,  XT  , 

PREMISES  AFFECTED — Kent  avenue  from  North  11th 
street  to  North  12th  street,  East  River,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


BUILDING  ZONE  CASES. 

1068-21-BZ. 

APPLICANT— Frank  P.  Keniston. 

SUBJECT— Application  to  permit  in  a  business  district  the 
conversion  of  use  of  existing  building  to  the  use 
as  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 41-43  Astoria  avenue,  north¬ 
east  corner  Pope  street,  Queens. 

APPEARANCES—  ,  0 

For  Applicant:  Frank  P.  Keniston  and  Samuel 

Bernun. 

ACTION  OF  BOARD— Laid  over  to  June  20th,  1922,  to 
obtain  consents  and  to  notify  superintendent  of 
buildings  of  Queens. 


1172-21-BZ. 

APPLICANT— Henry  I.  Oser  for  Patrick  C.  Meyers, 
owner. 

SUBJECT— Application  to  permit  the  maintenance  of  a  one 
story  public  garage. 

PREMISES  AFFECTED— 4342  Broadway,  Manhattan. 

APPEARANCES— 

For  Applicant :  Monte  London. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1922,  to  ob¬ 
tain  consents. 


1672-21-BZ. 

APPLICANT — Augustine  Schiavone. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  five  cars. 
PREMISES  AFFECTED— 771  40th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Augustine  Schiavone. 

ACTION  OF  BOARD1 — Laid  over  to  June  13,  1922,  on  re¬ 
quest  of  appellant,  for  final  disposition. 


1411-21-BZ 

APPLICANT— Philip  J.  Sinnott,  for  Rexton  Realty  Co., 
owner. 

SUBJECT — Application  for  an  extension  of  time  in  which 
to  complete  the  building  on  premises. 

PREMISES  AFFECTED— 32-34  West  25th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition :  S.  Talbert,  Commissioner  Sulli¬ 
van  and  J.  Dubbell  of  5th  Ave.  Assn. 
ACTION  OF  BOARD1 — Application  withdrawn,  without 
prejudice. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative 
Absent  . 


563-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Isaac  Kersten,  own¬ 
er. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5  cars. 

PREMISES  AFFECTED— 2710-2730  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  John  J.  Dunnigan. 

For  Opposition:  John  E.  Ohlssen,  Henry  W.  Holt- 
goews  and  Frederick  Schnauffer. 

ACTION  OF  BOARD— Laid  over  to  June  13th,  1922,  for 
board  to  fix  the  area. 


538-22-BZ. 

APPLICANT— Martin  J.  Fielder,  for  Andrew  Galbraith, 
owner. 

SUBJECT— Appl.cation  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the  erec¬ 
tion  of  a  2  story  public  garage. 

PREMISES  AFFECTED— Nr.  S.  Austin  street,  80  ft.  west 
of  Continental  avenue,  Queens. 

APPEARANCES— 

For  Applicant :  Martin  J.  Fielder  and  Andrew 
Galbraith. 

For  Opposition:  Charles  A.  Woods,  representing 
the  Bocomwell  Realty  Co. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(538-22-BZ) 

Whereas,  Martin  J.  Fielder,  for  Andrew  Galbraith,  own¬ 
er,  filed,  April  11,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  the  extension  from  an  unrestrict¬ 
ed  district  20  ft.  into  a  business  district  of  a  proposed  garage 
for  more  than  five  motor  vehicles;  premises  north  side  of 
Austin  street,  80  ft.  west  of  Continental  avenue,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  6,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Austin  avenue  and  Shelbourne 
Place  are  unrestricted  districts  and  Continental  avenue  is  a 
business  district;  and 

Whereas,  the  decision  of  the  Supt.  of  Buildings,  rendered 
April  10,  1922,  in  acting  on  N.  B.  Application  No.  6039- 
1922,  reads: 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  extending  into  a  business  section  is  prohibited 
by  the  Zoning  Resolution.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  75  ft. 
and  a  depth  of  200  ft.,  a  portion  at  the  east  extending  20  ft. 
into  the  business  district;  and 
Whereas,  under  the  provisions  of  section  7,  subdiv.  b 
and  e,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  front  elevation  be 
finished  in  face  brick,  with  stone  or  terra  cotta  trimmings, 
and  that  the  building  be  limited  to  two  stories  in  height. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of.  the  work  be  obtained  within  nine  months  of 
0  the  date  of  this  action,  and  the  building  be  constructed 
0  within  eighteen  months  from  the  date  of  this  action. 


644 


MINUTES 


481-22-BZ. 

APPLICANT— Frank  Berg. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 1555  East  15th  street,  Brooklyn 
APPEARANCES— 

For  Applicant :  Frank  Berg. 

ACTION  OF  BOARD — Application  granted  for  one  year 
from  date  of  this  action  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 


(481-22-BZ) 

Whereas,  I’ rank  Berg,  owner,  filed,  March  31,  1922,  an 
application  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  maintenance  of  a  garage,  space  in 
which  is  rented  to  persons  not  residing  on  premises ;  prem¬ 
ises  1555  East  15th  street,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  6th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  15th  street,  Avenue  O 
and  Avenue  P  are  residence  districts;  and 
Whereas,  the  order  of  the  fire  commissioner,  rendered 
January  18,  1920,  reads  : 

“Maintenance  of  your  garage  is  a  violation  of  section 
3,  article  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire,  or  are 
subject  to  charges  for  storage. 

‘You  are  therefore  ordered  to  remove  all  motor  ve¬ 
hicles  stored  by  others  than  the  occupants  of  dwelling 
on  lot  where  garage  is  situated.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  24  ft.  and  a  depth  of 
18  ft.,  occupied  as  a  garage  for  three  automobiles  of  the 
pleasure  car  type,  space  for  two  cars  being  rented  to  persons 
not  residing  on  premises ;  and 
Whereas,  there  would  be  undue  hardship  in  compelling 
owner  to  immediately  discontinue  renting  of  space  in  this 
garage. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  for  a  period  of  one  year  from  the 
date  of  this  action,  permitting  the  renting  of  space  for 
two  cars  of  the  pleasure  car  type,  to  persons  not  residing  on 
the  premises,  on  condition  that  no  gasoline  be  stored  or 
used  on  the  premises  other  than  in  the  tanks  of  the  cars. 


455-22-BZ. 

APPLICANT — Bly  &  Hamann,  for  Frank  C.  Meyer  Co., 
Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
extension  in  height  to  a  factory  building. 
PREMISES  AFFECTED — 271-275  Lexington  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Max  Herzfeld  and  J.  H.  Hamann. 
For  Opposition :  Emily  Theune,  Nellie  E.  Davis, 
I  Tolkin,  W.  R.  Jackson,  Raymond  P.  Mc¬ 
Nulty,  A.  R.  McLaren  and  F.  S.  Gardner. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  0 


Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Absent  .  0 


THE  RESOLUTION : 

(455-22-BZ) 

Whereas,  Bly  &  Hamann,  for  Frank  C.  Meyer  Co.,  own¬ 
er,  filed,  March  28,  1922  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  use  B  area  district 
the  extension  in  height  of  an  existing  factory  building,  and 
the  omission  of  the  rear  yard  required  in  a  B  district; 
premises  271-5  Lexington  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  June  6,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lexington  avenue  is  a  busi¬ 
ness  district,  Green  avenue  is  a  residence  district  and  Nos¬ 
trand  avenue  is  a  business  district  (B)  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  23,  1922,  in  acting  on  App.  No.  837- 
1922,  reads: 

“Denied — Proposition  contrary  to  Zone  Res.  Art.  II, 
Sec.  4,  Part  C,  as  to  floor  space,  also  Art.  4,  Sec.  12,  for 
rear  yard  B  dist.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  4  stories  in  height,  with  a  frontage  of  60  ft.  and 
a  depth  of  100  ft.  at  1st  story  and  90  ft.  above ;  it  is  pro¬ 
posed  to  increase  the  height  of  the  building  by  adding  two 
stories ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 

448-22-BZ 

APPLICANT — Lotty  Cantor,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  premises  for  business  use. 
PREMISES  AFFECTED — 64  West  52nd  street,  Manhat¬ 
tan. 

APPEARANCES— 1 

For  Applicant:  Russell  Huffman,  Lotty  Cantor  and 
Mrs.  Minnie  K.  Young. 

For  Opposition:  Howard  Hasbrouck,  Robert  L. 
Luce,  Francis  S.  Van  der  V'ier  and  F.  Dubbel. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE— . 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby...  6 

Absent:'  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(448-22-BZ) 


Whereas,  Russell  Huffman,  for  Lotty  Cantor,  owner, 
filed,  March  27,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  in  a  residence  building,  premises 
64  West  52nd  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  6, 
1922,  after  due  notice  'by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  52nd  street  is  a  resi¬ 
dence  district,  and  West  51st  street  and  6th  avenue  are 
business  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner  rendered 
March((7.  1922,  in  acting  on  Order  No.  32730-F,  reads : 

“You  are  hereby  notified  that  the  use  of  the  above 
premises  for  business  purposes  is  a  violation  of  the 
Building  Zone  Resolution,  and  unless  within  twenty 


645 


MINUTES 


days  such  use  shall  cease,  legal  steps  will  be  taken  by 
this  Department  for  the  recovery  of  the  penalties  pre¬ 
scribed  by  law,  and  to  prevent  a  continuance  of 
such  use.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

4  stories  and  basement  in  height  with  a  frontage  of(  20  ft. 
and  a  depth  of  &8  ft.,  occupied  at  the  time  of  the  passage 
of  the  building  zone  resolution  as  a  private  residence  now 
occupied,  front  room  basement,  tailor,  rear  room  work 
room;  1st  story,  designers  of  gowns;  2nd  story,  residence; 
3rd  story,  residence;  and  , 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  application  be  and  it  hereby  is 
denied.  / 

694-22-BZ 

APPLICANT — 'Phoebe  L.  Smith,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  maintenance  of  premises  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED— 1125-1127  Van  Wyck  avenue, 
Jamaica,  Queens. 

APP  EA  R  A  NCES— None. 

ACTION  OF  BOARD— Application  dismissed  as  fire  de¬ 
partment  has  rescinded  the  order. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Negative  . • .  0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(694-22-BZ) 

Whereas,  Phoebe  L.  Smith,  owner,  filed  with  the  board 
of  appeals,  an  application  under  the  building  zone  resolu¬ 
tion,  to  permit  in  a  business,  district  the  maintenance  of  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  it  appears  that  the  order  of  the  fire  commis¬ 
sioner  on  which  this  application  was  based  has  been  re¬ 
scinded. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed. 


APPLICANT— Denis  O’L.  Cohalan,  for  Annie  Coffey, 
owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED' — 308  West  155th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Negative  . 0 

Absent:  Fire  Chief  Martin  .  1 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing ; 
but  where,  despite  notice  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  fierformance  of  his  duty: 


(4-22- A) 

Filed  Jan.  3 — Premises  394  Blake  avenue,  Brooklyn.  Order 
of  the  fire  commissioner.  Appellant,  Benjamin 
Goldman.  Dismissed  for  lack  of  prosecution. 

(32-22-A) 

Filed  Jan.  9— Premises  158  Madison  avenue,  Flushing, 
Queens.  Order  of  the  fire  commissioner.  Appel¬ 
lant,  Geo.  H.  Dickey.  Dismissed  for  lack  of 

prosecution. 

(44-22- A) 

Filed  Jan.  11— Premises  347  Lexington  avenue,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Appellant, 
Benjamin  Lowenstein.  Dismissed  for  lack  of 

prosecution. 

(50-22- A) 

Filed  Jan.  12— Premises  2344  Ellis  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Appellant,  John 
Fitzgerald.  Dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing ; 
but  where,  despite  notice  from  this  office,  papers,  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty. 

(1-22-BZ) 

Filed  Jan  3.— Premises  40-42  St..  Felix  avenue,  Queens. 

Decision  of  the  superintendent  of  buildings.  Ap¬ 
plicant,  Henry  C.  Brucker.  Dismissed  for  lack  of 
prosecution. 

(43-22-BZ) 

Filed  Jan.  11— Premises  500  West  158th  street,  Manhattan. 

Order  of  the  fire  commissioner.  Applicants,  Taxin 
&  Shapiro.  Dismissed  for  lack  of  prosecution. 
(61-22-BZ) 

Filed  Jan.  14— Premises  292  Court  street,  Brooklyn.  Deci¬ 
sion  of  the  superintendent  of  buildings.  Applicants 
Anthony  Tuozzo  and  W.  T.  McCarthy.  Dis¬ 
missed  for  lack  of  prosecution. 


AREAS  FIXED. 

(751-22-BZ) 

The  Chairman  presented  and  read  a  communication  from 
George  H.  Wolin,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  of  a  garage,  at  premises  323-341  Fourth  ave¬ 
nue,  Brooklyn. 

The  following  area  was  approved  by  the  Board: 

Both  sides  of  3rd  and  4th  streets  from  4th  avenue 
to  5th  avenue ;  also  the  east  side  of  4th  avenue  from 
5th  street  to  2nd  street. 


(1465-21-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Andrew  P.  Meehan,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  1218  Bushwick 
avenue,  Brooklyn. 

The  following  area  was  approved  by  the  Board: 

Both  sides  of  Hancock  street  from  a  point  100  ft. 
north  of  Broadway  to  a  point  100  ft.  north  of  Busih- 
wick  avenue,  also  the  property  adjoining  at  west  and 
facing  on  Bushwick  avenue. 


Adjourned  1:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  6,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby,  Fire  Chief  Martin,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  Wednesday  afternoon, 
May  31,  1922,  were  approved  as  printed  in  the  [Bulletin 
No.  23,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

375-22-S 

NlER— C r  i  terion  Leather  'Goods  Co. 

SUBJECT  -Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 9-11-13  Walker  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner :  Walter  C.  Resinkinoff. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD! — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 


Moore  and  McDermott  .  10 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Reville  and  Kleinert .  3 


THE  RESOLUTION: 

(375-22-S) 

Whereas,  Criterion  Leather  Goods  Co.,  owner,  filed, 
March  13,  1922,  a  petition,  with  the  board  of  standards  and 
appeals  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  9-11-13  Walker  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“No  more  than  30  persons  shall  occupy  the  floor  or 
space  at  any  one  time  for  the  purpose  of  working 
therein  under  the  limitation  imposed  by  section  79-E 
of  the  Labor  Law. 

“To  permit  a  larger  number  of  persons  than  is  herein 
specified,  work  on  this  floor  or  space  at  any  one  time 
is  a  misdemeanor  under  section  1275  of  the  Penal  Law 
Posted  pursuant  to  Law  on  the  3rd  floor  No.  9-11-13 
Walker  street,  Borough  of  Manhattan,  City  of  New 
York,  the  9th  day  of  December,  1921.”; 

and 

Whereas,  the  building  is  fireproof,  7  stories  in  height, 
60  ft.  by  110  ft.  in  area;  occupied  1st  story,  store,  8  per¬ 
sons;  2nd  story,  printer,  13  persons;  3rd  story,  leather  mfr., 
40  persons ;  4th  story,  coat  padding  mfg.  15  persons,  5th  and 
6th  stories,  offices,  28  persons;  7th  story,  vacant;  the  means 
of  egress  consisting  of  two  interior  stairways,  one  at  the 
front  and  one  at  the  rear,  extending  from  the  1st  story 
to  the  roof,  enclosed  in  fireproof  partitions  with  fire  doors 
at  the  openings ;  a  fire  escape  at  the  front  of  the  building 
with  non-fireproof  windows  along  the  course  of  the  fire 
escape  ;  the  building  being  equipped  with  a  sprinkler  system  ; 
and 

Whereas,  petitioner  contends  that  there  are  ordinarily 
not  more  than  30  persons  per  story  in  the  building  but 
that  there  are  some  months  in  the  fall  season  that  this 
number  is  exceeded. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  to 
permit  temporary  occupancy  of  40  persons  on  the  3rd  story 
for  a  period  of  4  months  from  August  1,  1922. 


4t>  2-22-i> 

PETITIONER — John  Cannes,  lessee. 

SUBJECT— Variation)  of  the  labor  law  as  cited  in  order 
ot  the  fire  commissioner. 

PR'EMrl?onxAPKBCTED~363  EaS‘  149th  street'  The 

APPEARANCES— 

For  Petitioner:  F.  J.  Waters. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

mMn°TTmMCB°JRD^rant.ed  on  cond>tion. 

CONDITIONS  As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Superintendents  Brady,  Kleinert, 
Moore  and  McDermott  .....  8 

Negative  ^  Chairman  Walsh,  Mr.'  Holland  and 

hire  Chief  Martin  .  3 

Absent :  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Reville  .  o 

THE  RESOLUTION : 


(452-22-S) 

uEooAS'  J01111  C?unes  for  Oliver  Davis,  owner,  filed, 
March  28  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  363  East  149th  street,  Borough  of  The  Bronx- 
and  ’ 


Whereas  the  order  of  the  fire  commissioner  reads : 

2.  Arrange  the  fire  escape  on  the  rear  of  buiiding 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof,  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  section  79-B-4  and 
79-B-5  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals  *  *  *”  • 

and 

Whereas,  the  building  is  brick  in  the  1st  story  and 
frame  above;  4  stories  in  height,  25  ft.  by  75  ft.  in  area 
occupied,  2nd  story,  packing  candy,  2.  persons;  3rd  story, 
mfg.  candy,  4  persons;  4th  story,  storage;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to)  .the  4th  story,  enclosed  in  brick  and  lath 
and  plaster  partitions  with  kalameined  doors  at  the  open¬ 
ings  in  the  1st,  2nd  and  3rd  stories,  open  in  the  fourth  story; 
a  fire  escape  on  the  rear  of  the  building  with  landing  on 
extension  roof  and  stationary  stair  to  yard  with  egress 
to  adjoining  yard ;  a  horizontal  exit  in  the  1st  story  lead¬ 
ing  to  adjoining  building;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  60  degree  connecting  stairways  be  provided 
for  the  rear  fire  escape,  that  the  windows  along  the  course 
of  the  fire  escape  be  made  fireproof,  self-closing,  except 
in  the  top  story  and  that  the)  petition  be  granted  only  so 
long  as  the  present  use  and  occupancy  remains  unchanged. 


472-22- S 

PETITIONER — Samuel  Rosenblum  for  Elizabeth  B.  An- 
mark,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 508  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE—  .  „  . . 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 
Kleinert,.  Moore  and  McDermott  .  11 

Negative  . . . : . Tv .  0 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Reville  .  2 

THE  RESOLUTION : 

(472-22-.S)  .  , 

Whereas,  Samuel  Rosenblum  for  Elizabeth  B.  Anmark, 
owner  filed.  March  31,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  am  order  of  the  fire  com 
.missioner,  affecting  premises  508  Sixth  avenue,  Manhat- 

taWHEREAS,  the  order  of  the  fire  commissioner  reads : 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  require- 

merits  of  the  L3.bor  Lew.  , 

“1.  Arrange  the  fire  escape  at  the  rear  of  the 

^ote?  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
not  self-closing.  No  stairway  from  lowest  balcony 
to  ground.  No  .passageway  from  termination  of  fire 
escape  to  street.” ; 

^Whereas,  the  building  is  non-fireproof  3  stories  in 
beieht  20  ft  by  70  ft.  in  area  in  the  1st  story  and  it. 
by  ^42'  ft.  in  area  above;  occupied,  1st  story,  store;  2nd 
storv  pleating  of  skirts,  2,  to  5  persons ;  3rd  story,  mfg. 
dresses  5  to  10  persons  ;  the  means  of  egress  con sr sting  of 
interior  stairway  extending  from  the  1st  story  to  tne 
“d  str”  enclosed  in  lath  and  plaster  part, .tons  with  wood 
nnd  metal  covered  doors  at  the  openings ,  a  fire  escape 
the  rear  of  the  building  with  landing  on  extension 
roof  and  double  rung  iron  ladder  to  roof  of  extension  m 

tH Whereas, ^petitioner  contends  that  the  means  of  egress 
TKre  adeQUcite  for  the  sm3.ll  occupEncy. 

Resolled  that  the  board  of  standards  and  appeals  does 

berea^d  *at  JhrpHhion^rand' XSyT^ntedr  on  con- 

dow  to  he  Tear  waif  opInSgVo  landing  a,  the  termination 
of  the  fire  esSw  be  made  fireproof  and  self  closing  and 
granted  only  so  long  as  the  conditions  as  to  use  and  occu- 
pancy  remain  unchanged. 

PFTITIONER-R.  E.  Moss,  for  W.  &  J.  Sloane.  owners 
SUBJECT — Variation  of  the  labor  law  as  cited  in  i 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 880  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner:  R.  E.  Moss. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  . 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VO^ive;  chairman  Walsh,  Me|srs.  Beatty, 
Boulton,  Holland,  Kearney  Kerlby  Fire 
Chief  Martin,  Superintendents  Brady, 
Kleinert,  Moore  and  McDermott .  11 

AbSnte  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Reville  .  - 

PETITIONER — John  H.  Knubcl,  for  People's  Outfitters, 

SUiBIECT-Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED-302  West  37th  street,  Manhat- 


APPEARANCES— 

Fo,r  Petitioner :  John  H.  Knubel  and  Joseph  Bau¬ 
mann. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE, — 

Affirmative  . .  . .  0 

Negative:  Chairman  Walsh,  Messsr.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  11 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Reville  .  2 

THE  RESOLUTION : 

( 496-22- S) 

Whereas,  John  H.  Knubel,  for  People's  OutfittUrs, 
owners,  filed,  April  4,  1922,  a  petition,  with  the  board 
of  standErds  and  appeals,  for  variation  from  the  require- 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  302  West 

37th  street,  Manhattan;  and  ... 

Whereas,  the  decision  of  the  Superintendent  ot  build¬ 
ings  reads :  .  . ,  , 

“2.  Secondary  means  of  egress  must  be  provided 

from  every  floor,  section  274  Labor  Law.  , 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  22  ft.  by  24  ft.,  9  ins.,  in  area,  occu¬ 
pied,  basement  stores,  3  persons ;  1st  story,  factory,  i 
persons;  2nd  story,  factory,  11  persons ;  3rd  story,  fac¬ 
tory,  1  person;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  basement  to  the  roof, 
enclosed  in  wood  stud,  lath  and  plaster  partitions  covered 
with  24  gauge  U.  S.  metal,  with  wood  doors  at  the  open- 

”  Whereas  petitioner  contends  that  owing  to  the  small 
area  of  the' building  and  the  limited  number  of  occupants 
the  means  of  egress  are  adequate. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  petition  be  and  it 
hereby  is  denied. 

1433-18-S 

PETITIONER— Building  Operation  Co 
SUB  J  BCT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 6-8  West  39th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner — Alfred  McKowan. 

For  Administration:  Inspector  Maher  of  the  hre 
department.  , 

ACTION  OF  BOARD — Laid  over  to  June  13,  19~2,  tor 

full  vote  of  board. 

THE  yOTE _ 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 
Fire  Chief 'Martin,  Superintendents  Brady, 

Kleinert  and  McDermott  . •••••  ••  7 

Negative:  Chairman  Walsh,  Messrs.  Holland, 

and  Kearney  and  Superintendent  Moore..  4 
Absent :  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Reville  .  2 

503-28-S 

PETITIONER— Louis  A.  Hornum.  .  ,  . 

SUBJECT — Variation  of  the  labor  law  as.  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 12  West  50th  street,  Man¬ 
hattan. 

APPEARANCES—  .  __ 

For  Petitioner:  Louis  A.  Hornum. 

ACTION  OF  BOARD— Petition  granted. 

THE  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 
Kleinert,  Moore  and  McDermott .  H 
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Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Harmon 

and  Superintendent  Reville  .  2 

THE  RESOLUTION : 

(  503-22- S) 

Whereas,  Louis  A.  Hornum,  for  Gustave  Sattler,  owner, 
hied,  April  6,  1932,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  12  West  50th  street,  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“2.  Exit  to  the  street  from  foot  of  fire  escape 
should  be  provided  upon  these  premises  through  a  fire 
passage,  Section  273-9  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fi reproof,  5  stories  in 
height,  22  ft  by  82  5/12  ft.  in  area,  occupied,  1st  and  2nd 
stories,  ladies’  hair  dressing,  massage  and  manicuring 
parlor,  5  persons ;  3rd  story,  furrier,  2  persons ;  4th  story, 
dressmaking,  11  persons ;  5th  story,  ladies’  tailor,  6  persons ; 
the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  roof  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  the  openings;  a  fire 
escape  on  the  rear  of  the  building  with  stationary  stairs 
to  yard  and  egress  through  gate  in  fence  to  adjoining  yard  ■ 
and  ’ 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  )be  and  hereby  is  granted,  so  long 
as  present  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


520-22-S 

PETITIONER — Gammann,  Voorhees  &  Floyd,  for  Far- 
corfox  Realty  Co.,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 39  Vesey  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  R.  R.  Rowe. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD: — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Martin,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  ll 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Reville  .  2 

THE  RESOLUTION: 

(520-22-S) 


Whereas,  Cammann,  Voorhees  &  Floyd,  for  Farcorfox 
Realty  Co.,  owner,  filed,  April  10,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  39  Vesey 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  81  ft.,  irregular  in  area  in 
the  1st  story,  and  25  ft.  by  70  ft.  above,  occupied,  base¬ 
ment,  1  person ;  1st  story,  restaurant,  13  persons ;  2nd 
story,  picture  frames,  3  persons ;  3rd  story,  printing,  6 
persons;  4th  story,  printing,  5  persons;  5th  story,  glass 
signs,  5  persons;  partly  equipped  with  a  sprinkler  system, 


the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  to  the  5th  stories  with  scuttle 
and  iron  ladder  to  roof,  enclosed  in  wood  partitions  with 
wood  doors  at  the  openings,  a  fire  escape  on  the  front 
of  the  building  with  counter-balanced  ladder  to  street  and 
fireproof  windows  along  the  course  of  the  fire  escape;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  on  September  23,  1919,  modified  the 
order;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  September  23,  1919, 
should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  stipulations  set  forth  in  the  action  of  the 
board  of  review  of  the  fire  department  be  complied  with  and 
granted  only  so  long  as.  the  existing  conditions  as  to  use  and 
occupancy  remain  unchanged. 


522-22-S 

PETITIONER — H.  F.  J.  Porter,  for  E.  H.  Cushman 
Estate. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED: — 130  West  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  H.  F.  J.  Porter. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— * 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Martin,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  11 

Negative  .  o 

Absent :  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Reville  .  2 

THE  RESOLUTION : 

(522-22-S) 


Whereas,  H.  F.  J.  Porter,  for  E.  H.  Cushman  Estate, 
owner,  filed,  April  10,  1922,  a  petition  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  130  West  23rd  street,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  south  side  of  building  *  *  * 

“2.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  25  ft.  by  96  ft.  in  area,  occupied,  base¬ 
ment,  furniture  auction  rooms,  3  persons ;  1st  story 
(front),  sign  makers,  4  persons;  (rear)  dresses,  14  per¬ 
sons;  2nd  story,  (front)  furrier,  2  persons;  (rear)  tuck¬ 
ing  and  pleating,  8  persons;  3rd  story,  (front)  embroid¬ 
ery,  8  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  3rd 
story,  with  scuttle  and  iron  ladder  to  the  roof ;  a  stairway 
at  the  rear  of  the  building  extending  from  the  3rd  story 
to  the  roof  of  the  extension  with  a  stationary  stair  from 
extension  roof  to  yard ;  and 

Whereas,  petitioner  contends  that  at  a  meeting  of  the 
board  of  review  of  the  fire  department,  March  19,  1919,  the 
order  was  modified;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  March  19,  1919,  should 
be  ratified. 

Resolved,  that  the  'board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
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condition  that  the  stipulations  as  set  forth  in  the  action 
of  the  board  of  review  of  the  fire  department  are  complied 
with  and  that  the  petition  be  granted  only  so  long  as  the 
present  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 

— - - ( - 

523-28-S 

PETITIONER— Mrs.  Ray  Serbin,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  id  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED' — 121  East  112th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  R.  R.  Rowe. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1922,  at 
2  p.  m. 


537-22-S 

PETITIONER — Walter  M.  Cory,  for  The  Huntoon  Ice 
Co.,  Inc.  owner.  .  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED1 — 285-291  Mott  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Walter  M.  Cory. 

ACTION  OF  BOARD— Petition  denied. 


THE  VOTE— 

Affirmative  . u 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  . •  H 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Reville  .  ^ 

THE  RESOLUTION : 

(537-22-S) 

Whereas,  Walter  M.  Cory,  for  The  Huntoon  Ice  Co., 
Inc.,  owner,  filed.  April  11,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law.  as  cited  in  a  decision  of  the 
.superintendtent  of  buildings,  affecting  premises  285-291 

Mott  street,  Manhattan  ;  and  .  ,  ,  , 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads :  .  _  t 

“1.  Mean  of  egress  are  inadequate.  Two  means  of 

egress  must  be  provided  from  each  floor  area  in  con¬ 
formity  with  sec.  270  Labor  Law.  ; 

^Whereas,  an  application  was  filed  in  the  Bureau  of 
Buildings  to  permit  the  erection  of  a  4  _  story  fireproof 
ice  plant,  80  ft,  V/A  ins.,  by  90  ft.,  10J4  ins.,  irregular  in  area, 
occupied,  basement  front,  compressor  room,!  person;  rear, 
reserve  ice  storage,  no  persons ;  1st  story,  ice  storage  and 
office,  4  persons;  2nd  story,  ice  storage,  1  person;  4th 
story,  ice  making,  3  persons ;  the  means  of  egress  con¬ 
sisting-  of  an  interior  fireproof  stairway  extending  Jrom 
the  1st  story  to  the  roof  enclosed  in  fireproof  partitions 

with  fire  doors  at  the  openings ;  and  . 

Whereas,  petitioner  contends  that  the  maxirmim  number 
of  persons  employed  above  the  1st  story  will  be  five 
and  that  the  installation  of  an  additional  fireproof  stairway 
would  reduce  the  freezing  tank  area  and  would  be  a  great 

^Rcsohed.  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  petition  be 
and  it  hereby  is  denied. 


35f)_92-S 

PETITIONER — Samuel  Rosenblum,  for  Samuel  Lakow, 

SUBJECT _ Variation  of  the  labor  law  as  cited  in  orders 

of  the  fire  commissioner.  ...... 

PREMISES  AFFECTED— 843-245  Pearl  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum,  Samuel 
Lakow. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— ‘Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Martin,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  11 

N  egative  . 0 

Absent :  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Reville  .  2 

THE  RESOLUTION: 

(359-22-S) 


Whereas,  Samuel  Rosenblum,  for  Samuel  Lakow,  owner, 
filed,  March  9,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and1  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  243-5  Pearl  street,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

22087-LD.  “1.  Provide  an  unobstructed  passage¬ 

way  around  hoistway  leading  from  the  foot  of  the 
stairways  at  the  north  and  south  sides  of  building 
to  the  street,  said  passageway  to  have  a  width  of  not 
less  than  the  width  of  the  stairway,  as  per  section 
271  of  the  Labor  Law.” 

21121-LD.  “2.  Extend  interior  stairway  at  north 

and  south  side  to  roof.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

5  stories  in  height,  41  ft.  11^  in.  by  94  ft.  irregular  in 
area,  the  means  of  egress  consisting  of  two  interior  stair¬ 
ways  extending  from  the  1st  story  to  the  5th  story,  with 
scuttle  and  iron  ladder  to  roof  in  loft,  the  north  stairway 
enclosed  in  wood  partitions  with  wood  doors  at  the  open¬ 
ings,  the  south  stairway  enclosed  to  the  3rd  story ;  an 
iron  bridge  on  the  top  story  leading  to  building  in  the 
rear,  "a  party  wall  fire  escape  on  the  rear  of  the  building, 
with  drop  ladder  to  extension  roof ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  js  granted 
on  condition  that  the  hoistway  in  the  south  stair  hallway 
is  sealed  over  on  each  story  and  permanently  closed  and  that 
the  hoistway  in  the  north  hallway  landing  be  equipped 
with  tell-tale  chains  in  accordance  with  the  recommenda¬ 
tion  of  the  board  of  standards  and  appeals  and  that  this 
variation  be  granted  only  so  long  as  the  present  occupanc> 
and  use  remain  unchanged. 


3 64-22- S. 


PETITIONER— Harold  S.  Ford.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 26  Bond  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— (Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTEi — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby.  Fire 
Chief  Martin,  Superintendents  Brady, 
Kleinert,  Moore  and  McDermott  .  H 

Negative  . 0 

Absent:  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Reville  .  2 

THE  RESOLUTION: 

(364-22-S) 

Whereas,  Harold  S.  Ford,  for  Est.  of  Samuel  D.  Bab- 
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cock,  filed,  March  10,  1922,  a!  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  26  Bond  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following: 

“Windows  on  course  not  fireproof,  not  self-clos¬ 
ing.  No  stairway  from  lowest  balcony  to  ground. 
Fire  escape  needs  painting.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height  at  the  front  and  2  stories  in  height  at  the  rear, 
26  ft.  9  in.  by  55  ft.  irregular  in  area,  occupied,  front, 
1st  story  store,  1  person;  2nd  story,  hat  mfg.,  8  persons; 
3rd  story,  mfg.  feathers,  4  persons;  4th  story,  hat  mfg., 
4  persons ;  rear,  1st  story,  feather  mfg.,  8  persons ;  2nd 
story,  hat  mfg.,  7  persons;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  4th  story,  enclosed  in  wood  stud,  lath  and  plaster  par¬ 
titions  with  wood  and  glass  doors  at  the  openings ;  a  double 
rung  iron  ladder  to  a  scuttle  in  the  roof,  a  fire  escape  on 
the  front  of  building,  balconies  connected  by  60  degree 
stairs,  with  counterbalanced  stair  to  street ;  a  fire  escape 
on  the  rear  of  building  with  balconies  connected  by  60 
degree  stairs  and  80  degree  stationary  stairs  to  adjoining 
yard,  with  egress  from  adjoining  yard  by  gate  in  fence 
and  thence  to  fire  escape  on  Building  No.  30  IBond  street, 
with  fireproof  self-closing  windows  along  the  course  of  the 
fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  exit  from  the  rear  fire  escape  to  and 
from  the  adjoining  rear  vard  be  completed  in  accordance 
with  the  plans  filed  with  this  petition. 


433-22-S. 

PETITIONER — -Harold  S.  Ford,  for  Sarah  A.  Barnum, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED! — 368  Pearl  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,/  Holland,  Kearney,  Kerby.  Fire 
Chief  Martin,  •  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  11 

Negative  . : .  0 

Absent:  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Reville  .  2 

THE  RESOLUTION: 

(433-22-S) 

Whereas,  Harold  S.  Ford,  for  Sarah  A.  Barnum,  owner, 
filed,  March  23.  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  368  Pearl  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  -the  roof,  as  per  Section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction. 

5  stories  in  ’ height,  18  ft.  by  102  ft.  in  area,  occupied,  1st 
story,  store,  burlap  bags;  2nd  story,  office  and  stock  room 
(cigars  and  brissels),  2  persons;  3rd  story,  partly  vacant, 
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1  office,  1  person;  4th  story,  cutting  leather  clippings,  5 
persons ;  5th  story,  cutting  leather  clippings,  3  persons ; 
the  means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  story  to  the  5-th  story,  enclosed  in 
wood  partitions,  with  wood  doors  at  the  openings,  with 
scuttle  and  iron  ladder  to  roof,  a  60i  degree  fire  escape 
on  the  front  of  the  building,  with  counter-balanced  stair 
to  ground  and  fireproof  windows  along  the  course  of  the 
fi  re  escape ;  and 

Whereas,  petitioner  requests  the  acceptance  of  the  scuttle 
and  iron  ladder  to  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  isi  granted  on 
condition  that  a  double  rung  iron  ladder  be  provided  from 
the  top  story  hall  to  a  counter-balanced  scuttle  in  roof 
and  that  a  goose-neck  ladder  be  provided  from  the  top 
story  balcony  to  the  roof;  and  on  further  condition  that 
the  occupancy  be  limited  to  25  persons  above  the  1st  story. 


466-22-S. 


PETITIONER — ■Joseph  Personeni,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — Southwest  corner  West 

Broadway  and  Washington  square,  South,  Man¬ 
hattan. 

APPEARANCES— 


For  Petitioner:  Joseph  Personeni. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  'Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  . 

Negative  . 

Absent:  Deputy  Fire  Commissioner  Hannon 

,  and  Superintendent  Reville  . 

THE  RESOLUTION: 


11 

0 


(466-22-S) 

Whereas,  Joseph  Personeni.  owner,  filed,  March  30,  1922 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
southwest  corner  of  West  Broadway  and  Washington 
square,  South,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  front  of  the 
building  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following: 

“No  60  degree  stairway  connecting  balconies.  No 
counterbalanced  stairway  to  street.  Windows  on 
course  not  fireproof  not  self-closing.”  ; 

and 

Whereas,  the  building  is  non-fireproof,,  4  stories  in 
height,  -25  ft.  by  55  ft.  in  area,  occupied,  1st  story,  office, 
1  person;  2nd  story,  photograph.  1  person;  3rd  story,  ruf- 
flings,  5-  persons ;  4th  story,  artificial  fruits,  4  persons  ;  -the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  4th  story,  enclosed  in  lath 
and  plaster  partitions,  with  wood  doors  at  the  openings ; 
a  fire  escape  on  the  Washington  square  front  of  the  build¬ 
ing  with  counter-balanced  drop  ladder  to  street,  a  hori¬ 
zontal  exit  protected  by  automatic  self-closing  doors  in  the 
3rd  and  4th  stories  leading  to  adjoining  building;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  60  degree  connecting  stairs  be  provided  be- 
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tween  balconies  of  the  fire  escape  with  counter-balanced 
drop  ladder  in  guides  from  the  lowest  balcony  to  the  street, 
and  that  the  windows  on  the  course  of  the  fire  escape  be 
made  fireproof,  and  on  further  condition  that  the  use 
and  occupancy  shall  remain  substantially  unchanged. 

- 1 - 

473-22-S.  ,  TT  T  , 

PETITIONER,— Samuel  Rosenblum,  for  Hanover  Lunch, 

Inc  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  A  FFElC  TED1 — 126- 1 28'  West  32nd  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady,  Kleinert, 

Moore  and  McDermott  . .  U 

Negative  . •••••••  0 

Absent:  Mr.  Kerby  and  Superintendent  Reville  2 


THE  RESOLUTION : 

( 473-22- S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Lou’se  E.  Gerry,  owner,  filed,  March  31,  1922,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
a  decision  of  the  superintendent  of  buildings,  affecting 
premises  li26-«  West  32nd  street,  Manhattan;  and  . 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“1.  Egress  from  bottom  should  lead  to  street 
through  fireproof  passageway.”; 


Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  50  ft.  by  08  ft.  9  in.  in  area  in  the  1st 
story  and  50  ft.  by  56  ft.  in  area  above;  occupied,  1st 
story,  store;  2nd  and  3rd  stories,  light  manufacturing,  30 
persons  per  story,  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the 
roof,  enclosed  in  fire  resisting  partitions  with  fire  doors 
at  the  openings ;  and 

Whereas,  the  petitioner  proposes  to  erect  a  fire  escape 
on  the  rear  of  the  building  with  an  iron  stairway  from 
the  extension  roof  connecting  with  the  fire  escape  on  build¬ 
ing  adjoining  No.  130. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  work  be  completed  in  accordance  with 
plans  filed  with  this  petition,  and  granted  only  so  long 
as  the  use  and  occupancy  and  means  of  egress  remain  un¬ 
changed  and  the  premises  remain  in  the  same  ownership. 


479-22-S 

PETITIONER — Henry  Martinson,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 132  East  23rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Henry  Martinson. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  IBOARD— Laid  over  to  June  20,  1922,  at  2 
p.  m.,  to  submit  corrected  plans. 


487-22- S 

PETITIONER — Herman  Knoblock,  for  Kabee  Realty 
Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED— 638  East  12th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD*— Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Kleinert, 

Moore  and  McDermott  .  12 

Absent:  Superintendent  Reville  .  1 

THE  RESOLUTION  : 

(487-22-S) 

Whereas,  Herman  Knoblock,  for  Kabee  Realty  Co., 
owner,  filed,  April  3,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  638  East  12th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  to  the 
street  at  the  centre  between  buildings,  said  passageway 
to  have  a  width  of  not  less  than  the  width  of  the 
stairway,  as  per  section  271  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  on  the  front  of  front 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  sections  273  and  274 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  sect. 
271  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following:  Windows  on  course  not  fireproof  not  self- 
closing.  No  60  degree  connecting  stairways  between 
balconies.  No  counter-balanced  stairway  to  street. 

“3.  Arrange  the  fire  escape  on  the  west  side  of 
rear  building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  sections  273 
and  274  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals,  or  carry  out  a  proper  al¬ 
ternative  method  of  complying  with  the  requirements 
of  section  271  of  the  Labor  Law. 

“4.  Extend  the  exterior  screened  stairway  between 
front  and  rear  buildings  to  the  roof  as  per  section  268 
of  the  Labor  Law”; 

Whereas,  the  premises  consist  of  two  buildings,  one  at 
the  front  and  one  at  the  rear  of  the  plot,  each  2:2  ft.  by 
45  ft.  in  area,  the  front  building  being  5  stories  in  height : 
the  rear  building  being  3  stories  in  height,  the  means  of 
egress  consisting  of  an  interior  stairway  in  the  front  build¬ 
ing,  extending  from  the  4th  story  to  the  5th  story,  an 
exterior  stairway  in  the  yard,  between  the  front  and  rear 
of  building  extending  from  the  1st  to  the  4th  story,,  serv¬ 
ing  as  a  means  of  egress  for  both  front  and  rear  building, 
an  80  degree  fire  escape  on  the  front  of  front  building, 
with  gooseneck  ladder  to  roof  and  counter-balanced  drop 
ladder  to  ground,  and  60  degree  fire  escape  on  the  side 
of  rear  building,  with  drop  ladder  to  adjoining  yard,  with 
non-fireproof  windows  along  the  course  of  the.  fire  escapes 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 

•  ■' — f - 

501-22-S 

PETITIONER— William  H.  Okun,  Ur  Superior  Wood 
Heel  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 


652 


MINUTES 


PREMISES  AFFECTED — 285  21st  street,  Brookhn. 
APPEARANCES— 

For  Petitioner :  H  A.  Soffer. 

For  A dmini 'Nation :  Inspector  Maher  of  the  fire 
department. 

.^CTION  CF  BOM?!' — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerfoy,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Kleinert, 


Moore  and  McDermott  .  12 

Negative  .  0 

Absent:  Superintendent  Reville  .  1 

THE  RESOLUTION : 

(  501-22- S) 


Whereas,  Wm.  H.  Okun,  for  Superior  Wood  Heel  Co., 
Inc.,  owner,  filed,  April  5,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  285  21st  street,  Brooklyn; 
and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  31669-LD. 

“2.  Arrange  bars  on  windows  on  the  north  and 
south  side  of  1st  story  so  as  to  be  readily  movable 
or  removable  from  both  sides  in  such  a  manner  as  to 
afford  the  free  and  unobstructed  use  of  such  windows 
for  purposes  of  egress,  as  per  section  272  of  the 
'Labor  Law.” 

No.  3107(PLD. 

“1-  Arrange  the  jfire  escape  on  the  south  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are 
in  compliance  with  the  provisions  of  section  273  and 
274  of  the  Labor  Law  *  *  *. 

Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  No  counter-balanced  stairway  to 
street.”;, 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  28  ft  .by  38  ft.  in  area,  occupied,  fac¬ 
tory,  1st  story,  1  person;  2nd  story,  6  persons;  3rd  story, 
7  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  3rd  story, 
with  scuttle  and  iron  ladder  to  roof,  a  fire  escape  on  the 
front  of  the  building,  with  gooseneck  ladder  to  roof  and 
drop  ladder  to  street;  there  are  3  windows  on  the  ground 
floor,  one  at  the  front  and  two  at  the  rear,  equipped  with 
fixed  iron  bars ;  and 

Whereas,  the  petitioner  contends  that  the  means  of 
egress  are  adequate  for  the  small  occupancy  and  that  he 
purchased  the  property  nine  months  ago  and  that  there 
were  no  violations  pending  at  time  of  purchase. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as 
to  item  No.  31669-LD  and  granted  as  to  item  No.  31670-LD 
on  condition  that  a  counter-balanced  drop  ladder  in  guides 
be  provided  and  on  further  condition  that  the  present  use 
and  occupancy  remain  unchanged. 


THE  VOTE— 

Affirmative:  Chairman  Wialsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Kleinert, 

Moore  and  McDermott . 

Negative  . 

Absent:  Superintendent  Reville  . 


12 

0 

1 


THE  RESOLUTION : 


(509-22-S) 

Whereas,  Morris  Weinstein,  owner,  filed,  April  7,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
71-3  Fourth  avenue,  Manhattan;  and 

Whereas,  the  order. of  the  fire  commissioner  reads: 
“1.  Extend  the  interior  stairway  of  building  to  the 
roof,  as  per  section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  50  ft.  by  78  ft.  in  area,  occupied,  1st 
story,  restaurant,  4  persons;  2nd  story,  dress  mfg.  10 
persons;  5th  story,  dress  mfg.,  8  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  3rd  story,  enclosed  in  lath  and  plaster 
partitions,  with  wood  doors  at  office  portion  and  fireproof 
doors  to  factory,  portion;,  a  fire  escape  on  the  10th  street 
front  of  the  building  with  fireproof  windows  along  the 
course  of  the  fire  escape ;  and 

Whereas,  petitioner  contends  that  owing  to  the  small  size 
of  the  building  and  the  small  number  of  employees,  the 
means  of  egress  are  adequate. 

Resolved,  that  the. board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labo-r  law  and  that  the  petition  be  and  it  hereby  is  granted, 
pw  rondition  tha*-  a  double  rung  iron  ladder  be  provided 
in  the  top  story  hall  to  the  scuttle  in  the  roof  and  that  a 
neck  ladder  be  provided  from  the  top  story  balcony 
of  the  fire  escape  to  the  roof  and  that  the  occupancy  be 
'irnited  to  10  persons  on  the  2nd  story  and  10  persons  on 
the  3rd  story. 


513-22-S 

PETITIONER — R.  R.  Nevins,  for  Nassau  News  Company, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 26  IBeekman  street,  18  Spruce 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner — R.  R.  Nevins. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin.,  Superintendents  Brady, 


Kleinert,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Reville  .  2 


- , - 

509-22-S 

PETITIONER — Morris  Weinstein,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 71-73  4th  avenue,  Manhattan. 
APPEARANCES — 

For  Petitioner — Robert  Dryfoss. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  RESOLUTION: 

(513-22-S) 

Whereas,  R.  R.  Nevinsi,  for  Nassau  News  Co.,  owner, 
filed,  April  8,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  asl  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  26  Beekman  street,  18  Spruce  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Enclose  the  interior  stairways  at  the  northerly 
and  southerly  ends  of  west  side  of  building  serving 
as  a  required  means  of  exit,  and  the  landings,  plat- 
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forms  and  passageways  connecting  therewith  on  all 
sides  *  *  * 

“2.  Extend  the  interior  stairways  at  the  northerly 
and  southerly  ends  of  west  side  of  building  to  the 
roof  as  per  -section  271  of  the  Labor  Law.  ; 


Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  24.7  ft.  by  190  ft.  in  area,  occupied, 
basement  and  1st  story,  sorting  newspapers,  etc.,  night 
work  only;  2nd  story,  office,  14  persons;  3rd  story,  print¬ 
ing  cards ;  4th  story,  stock  storage ;  5th  and  6th  stories,  no 
one  employed  regularly ;  the  means  of  egress  consisting  of 
an  interior  stairway  at  each  end  of  the  building,  extend¬ 
ing  from  the  1st  story  to  -the  6-th  story  with  scuttle  and 
iron  ladder  to  roof  in  loft,  one  stairway  enclosed  in  wood 
paritions  with  wood  doors  at  the  openings,  the  other  stair- 
way  unenclosed,  a  fire  escape  on  each  front  of  the  build- 
ing,  with  non --fire  proof  windows  along  -the  course  of  the 
fire  escapes,  the  building  being  equipped  with  a  sprinkler 

system;  and  ,  .  ,  ,  , 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department,  on  December  2,  1919,  modified  these 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  December  2,  1919, 
should  be  ratified. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
l?'bor  law  and  that  the  petition  be  and  it  hereby  is  granted, 
on  condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  of  the  fire  department  are  com¬ 
plied  with  and  granted  only  so  long  as  the  conditions  -re¬ 
main  unchanged. 


141 2-21- S 

PETITIONER — Philip  J.  Sinnott,  for  Rohe  &  Bro. 

SUBJECT _ Petition  for  variation  of  the  requirements  of 

the  labor  law  as  cited  in  an  order  of  the  fire  com- 

«  missioner.  , 

PREMISES  AFFECTED — 527-43  West  36th  street  and 
534-536  West  37th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Philip  J.  Sinnott  and  Jacob 
Fowler. 

For  Administration :  Inspector  Maher  of  -the  fire 
department.  . 

ACTTON  OF  BOARD!— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  _  - 

Affirmative:  Chairman  Walsh.  Messrs.  Boulton. 
Holland,  Kearney,  Kerbv,  Fire  Chief 
Martin,  Superintendents  Brady,  Kleinert, 

and  McDermott  .  9 

Negative  . . . -  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville  and  Moore  4 


THE  RESOLUTION : 

(1412-21-S) 

Whereas,  Philip  J.  Sinnott,  attorney,  for  Rohe  &  Bro.. 
owner,  filed,  November  18,  1921,  a  petition  with  the  board 
of  standards  and'  appeals  for  variation  from  the  require¬ 
ments  of  -the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner  affecting  premises  527-43  West  36th  street 
and  534-36  West  37th  street.  Manhattan;  and 

Whereas,  the  order  of  -the  fire  commissioner,  No.  26155- 
LD,  dated  August  31,  1921,  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  37-th  street  side  of  buildings  No.  534-536  with  bal¬ 
conies  4  ft.  in  width  connected  by  stairways  not  less 
than  22  ins.  wide,  placed  at  an  incline  of  not  more  than 
45  degrees,  extending  from  ground  to  roof,  construct¬ 
ed  as  per  section  273  of  the  Labor  Law  and  the  rules 


of  the  Board  of  Standards  and  Appeals,  or  carry  out 
a  proper  alternative  method  of  complying  with  section 
271  of  the  Labor  Law.”; 


Whereas,  the  premises  consist  of  four  buildings  facing 
on  West  36th  street  known  as  No.  527-43  West  36th  street, 
225  ft.  front  and  100  ft.  in  -depth,  and  two  buildings  facing 
on  West  37th  street,  known  as  534-536  West  37th  street, 
50  ft.  front  and  100  ft.  in  depth ;  No.  _  534-36  West  37th 
street  being  non-fireproof,  5  stories  in  height,  occupied,  No. 
534,  cold  storage,  cellar  to  4th  story;  5th  story,  storage;  No. 
536,  cellar,  cold  storage;  1st  story,  engine  room ,  6  persons; 
2nd  story,  sausage  room,  18-  persons;  3rd,  4th  and  5th 
stories,  storage;  all  buildings  being  connected  by  horizontal 
exits ;  the  means  of  egress  consisting  of  an  interior  wooden 
stairway  in  No.  539-41  West  36th  street  and  an  interior 
wooden  stairway  in  No.  533-37  West  36th  street,  these 
stairways  extending  from  -the  roof  to  the  street,  unenclosed 
with  wooden  trap  doors  at  each  story  and  an  unenclosed 
wooden  stairway  in  No.  527-31  West  36th  street  extending 
from  the  3rd  story  to  the  2nd  story  and  fire  escapes  on  the 
front  of  buildin-gs  533-37  and  639-41  and  543  West  36th 
street,  extending  -f  rom  -the  top  story  to  the  street,  with  non- 
fireproof  windows  along  the  course,  all  buildings  being 
equipped  with  a  sprinkler  system  and  fire  alarm  signal 

system;  and  •  ,  .  .  .... 

Whereas,  petitioner  contends  that  the  exit  facilities  are 

adequate;  and  ,  .  .. 

Whereas  this  petition  was-  granted  by  the  board  a-t  its 
meeting  February  7,  1922.  on  certain  conditions  and  the 
petitioner  requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  on  condition 
that  a  balcony  be  provided  at  the  level  of  the  2nd  story 
with  counter-balanced  drop  ladder  in  guides  terminating 
in  yard  or  open  space  leading  directly  to  street. 


811-19-S 

PETITIONER— Ralph  Wilson.  .  . 

SUBJECT— Application  for  re-opening  of  petition  tor 
variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 12  West  40th  street,  Manhat- 
,tan. 

ACTION  OF  (BOARD— Laid  over  to  June  13,  1922,  for 
full  vote. 

THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Kerbv,  Fire  Chief 
Martin,  Superintendents  Brady,  Kleinert 

and  McDermott  . • . •••••••  6 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  . . :  • : -  3 

Absent:  Mr.  Beattv.  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville  and  Moore  4 

- 1 - 

703-17-S 

PETITIONER— Doyle  Service,  Inc.  '  .  .  , 

SUBJECT— Application  for  re-opemng  of  petition  tor 
variation  of  the  labor  law  as  cited  in  order  of  the 

fire  commissioner.  ,  _  ,,  ,  , 

PREMISES  AFFECTED— 53  and  63  Park  Row,  Manhat- 

^  an. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1922,  for 
full  vote. 


THE  VOTE —  ,  v  , 

Affirmative:  Messrs.  Boulton,  Kearney,  Kerby, 
Fire  Chief  Martin,  Superintendents  Brady, 


Kleinert  and  McDermott  ......  •  •  •  •••••••• 

Negative:  Chairman  Walsh  and  Mr.  Holland. . . 
Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville  and  Moore 


4 
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669-22-S 

PETITIONER — Joseph  Mitchell,  for  Alvah  H.  Doty, 

owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 208  West  21st  street,  Man¬ 
hattan. 

ACTION)  OF  BOARD — Petition  withdrawn. 

THE  VOTE)— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Kleinert  and 


Moore  .  9 

Negative  . . .  0 


Absent :  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville  and  Moore  4 


281-22-S 

SUBJECT — Proposed  rules  governing  Fire  Extinguishing 
Appliances — Standpipe  Fire  Line. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1922,  at 

2  p.  m. 


CASE  DISMISSED. 

Petition  for  Variation. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to  petition  was  offered  for  filing; 
but  where,  despite  notice  from  this  office,  papers  have  not 
completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(122-22-S)  ’ 

Filed  Jan.  28— Premises  557  West  35th  street,  Manhattan. 
Order  of  the  fire  commissioner,  labor  law.  Peti¬ 
tioners,  James  and  Thomas  W  at  son .  Dismissed 
for  lack  of  prosecution. 

- 1 - 

ELECTION  OF  OFFICER. 

In  accordance  with  the  rules  of  procedure  of  the  board 
of  standards  and  appeals,  par  1,  article’ XI V,  Mr.  Alfred  J. 
Boulton  was  elected  vice  chairman  for  the  ensuing  year. 


Adjourned  5.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

‘STANDPIPE”— “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
regular  meeting  on  Tuesday,  June  13,  1922,  at  2  p.  m., 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
J^-inch  or  by  permission  of  the  Fire  Commissioner  J|$-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  dean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 


manently  concealed  until  tested  and  approved,  in  writing 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8l/2  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 


wuie  a  MUiNlrtLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 


He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
tor  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  ^data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen- 
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ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
Dy  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  andto  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane.  ' 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted, 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 


as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 J4  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
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basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump,  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  laige  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
taak-  ^  ,may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 


Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof 


Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  tor  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 


Access  to  Tank.— Access  to  the  top  of  each  standpipe 
tank  shall  be. provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing 


mi?iUie  -t^a  t  AND  LOW  alarm  AND  FLOW 

l  tLL  I  ALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
!s  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 

0f  i3  £°W  te)I  ta'e  ne®d  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 


Rule  14.  CHECK  VALVE.  There  shall  be  provided  i 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  lin 
connecting  the  standpipe  tank  with  the  standpipe  rise 
an  approved  type  swing  check  valve  opening  toward  rise 

X'  \  ,•  fate  valve  sha11  be  Provided  on  each  sid 
f  the  check  valve  and  shall  be  sealed  open  in  an  ap 
proved  manner.  p 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  fc 
standpipe  supply  purposes  shall  be  heated  by  means  o 
steam  supplied  through  a  brass  coil  with  brass  fitting 
and  of  a  type  and  radiating  surface  as  prescribed  by  th 
Board  of  Standards  and  Appeals.  The  heater  shall  b 
ted  through  a  l^-inch  steam  line  with  a  1-inch  returr 
ie  water  m  the  tank  shall  be  maintained  at  a  tempera 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia 
uhe  farcranSement  of  coil  as  may  be  specified  b 
the  Foard  of  Standards  and  Appeals,  will  be  acceptable.  ' 

Tanks  supplying  both  standpipe  and  house  service  line 


in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 


Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5U0U  gallons  effective  water  capacity  reserved 
lor  hre  pump  u^e  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  'building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  sued  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 


Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks 
but  m  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
ocated  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  .shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 


a  ne  connection  to  riser  or  risers,  the  emergency,  draii 
and  the  means  of  access  to  tank  shall  be  as  required  fo 

gnanlt;u  tank  -m  ^uIe  1 2-  Pressure  and  water  level  gauge 
shall  be  required.  The  means  of  supplying  water  shall  b 
as  required  for  gravity  tanks  except  that  filling  must  be  don. 
without  reducing  the  pressure  in  the  tank. 

18'  ,?UPP0RT  pOR  TANKS.  Tanks  of  mor, 
than  50°  ga  ons  capacity  hereafter  placed  in  or  on  am 
building  shall  be  supported  on  masonry,  reinforced  con" 
crete  or  steel  construction  of  sufficient  strength  and  car 
ned  to  a  proper  foundation  as  provided  for  in  section  428 
Chapter  5  of  the  Code  of  Ordinances. 


xvuie  19.  1J\  1EKMEDIATE  TANKS.  The  location  o: 
intermediate  tanks  shall  be  as  directed  by  the  Eire  Comnns 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  eacf 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exc  usivdy  for  fire  line  purposes.  The  bottom  of  each  tanl 
shall  be  at  least  20  feet  above  the  floor  level  of  the  stor\ 

ne^u  ?°Ye  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  anc 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 

age  sSToY  ,hea'nbuiHi“gbe  ^  COn”Cted  '°  ‘he  drain’ 

hereinafter"set*  fortff:  ‘he  'a”k  “  ‘he  SyS*'m  sha"  « 

fanPJpin>g°f.uhe  Same  f!iar?ieter  as  th«  riser  shall  connect  the 
rom  V1S^  °f  lhe  P°rti0n  °f  ecF”Pment  suuplied 

rnn  thh  u  u  1"  ll]ls  connectlng  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 

opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
■ykf,  valve  °Pening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
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of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  A.11 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  tloor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  oT piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  .must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 


therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
irom  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that  . 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 


Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  Required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 


The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 

Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  siamesfe  connection  for  each  riser.  Buildings  hay¬ 
ing  frontages  on  more  than  one  street  shall  have  a  si- 
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amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any.  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the.  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
have  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  Siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in.  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  Siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  }4-in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible .  flow,  or  there  shall  be  provided  a  34~in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 


Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3p£  in. 
x  3ka  in.  at  inlets  with  Fire  Department  female  thread 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  tvpe  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  V2-m.  open  drip  without  valve 
or  cock,  or  a  34-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs  per  sq 
inch.  Where  systems  have  both  fire  boat  and  steamer  sia- 
mese  the  steamer  (land)  siamese  shall  have  male  connections 
and  shall  be  without  elaopers.  but  shall  have  on  each  inlet 
a  3  in.  gate,  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  Siamese. 


Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
“ ty2 ,in-  *Hanieter,  set  not  less  than  5  ft.  nor  more  than 

o  tt.  above  the  floor  or  landing  as  the  case  may  be.  Out- 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  mav  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con- 
spicuous  place  in  which  case  there  shall  be  painted  upon  the 
stair  . side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in.  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2l/2  in  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 
mination  of  every  second  riser  shall  be  a  2 J4  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than.  24  ms.  above  the  roof  and  each  valve  shall 
he  provided  Wlth  a  regulation  2J4  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure  the  consol  valve  shall  be  located  below 
e  roof  and  shall  have  a  long  stem  extending  above  the 
root  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  A  in.  open,  drip  extending  to  a  sink  or  a  VA  in.  auto- 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2J4  in.  Fire  Department  thread 
ana  a  regulation  cap. 


In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2l/2  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1*4  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2 J4  in.  x  V/2  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2j4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1  lA  in.  in  diameter. 

All  1^2-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  J4  in.  nor  more  than  §4  in-  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  no.t  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except .  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart¬ 
ment  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swim?  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

•  ^UJ,e  HOSE  CABINETS.  Hose  racks  may  be 

installed  m  cabinets,  provided  the  cabinets  are  conspicu- 
ouslv  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easv  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  mav  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  onlv)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2 J4  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSLTRES.  .  The  maximum  pressure  which  will  be 
permitted  at  anv  outlet  is  80  lbs.  per  sq.  inch  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required. 
tTfev  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
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deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2}4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF.ERECTKDN. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  sto-y  or  a  height  of  85  ft  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  .be,  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 

each  20.000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction,  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply.  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe,  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition,  to.  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every,  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  .  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above,  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
tc  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 


pressure  wiil  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe,  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control,  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quicklv  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply.  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply.  Gas  and  Electricity,  or.  a  type  of  fire  line 
meter  which  has  been  previously  specifically,  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2)4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  Ess  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2k^  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below,  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
€  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be. under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and.  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con¬ 
trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 
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3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a.  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  _  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

.  Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  Y\  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  mav  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


,  R.V!eu  45'  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2*/2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

T  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 


3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

.  4-  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq 
in.  for  30  minutes  and  not  distort. 


5..  They  shall  stand  the  operation  of  full  opening  and 
closing  50 0  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8.  Straight  run  globe  valves  shall  not  be  permitted 

SPECIFICATIONS.  Siamese  Connections. 

hire  Department.  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 


T  The  b°dy  of  the  Siamese  mav  be  of  cast  iron  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 


2  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 


3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 


4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 


.  5  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 


6.  swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the.  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

0.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

1L  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  %  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
flapper  valves  shall  be  omitted  from  the  land  end  siamese. 


661 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boaids 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  .  , 

Third,  That  no  plea  of  ignorance  of  -the  date  ot  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 

newspapers.  .  .  , 

Fourth,  That  no  one  is  entitled  to  written  notice  ot  the 
date  fpr  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

appear.  ,  .  ,.  , 

Fifth,  That  the  business  of  these  boards  is  to  dispose  ot 
all  case’s  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

V 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 


Street  . 

P.  O . 

....  ,  1922. 

My  subscription  is  to  begin  with  the  issue  tor . 
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CALENDAR 


.  NB  7581-19 

DOCKET. 

Cntr*  Filed  Week  Ending  June 

15,  1922. 

BIB  Bx . 

_  NB  511-19 

Cal.  No. 

Department 

Order  No. 
LD  27049 

.  LC  63526 

LC  72580 

.  F  20518 

UP  293-1922 

. LC  7028 

.  LD  35708-35709 

. .  .  LC  65645 

823-22-S - 


822-22-A 


S21-22-BZ 


820-22- S 


819-22-A 


818-22-S 


81 7-22- S 


816-22-BZ 


815-22-S 


814-22-A 


8 13-22- A 


812-22-S 


811-22-S 


810-22-S 


809-22-A 


80S-22-S 


S07-22-BZ 


806-22- A 


805-22-S 


804-22-A 


803-22-A 


802-22-A 


80 1-22- A 


703-17- S. 


B.B.M . Alt.  204-1922',  LD  98071 


F.D. 

F.D. 

F.D. 

.F.D 

F.D. 


.  NB  473-1922 

.  DC  12397 

LD  35702,  35703,  35704 

.  LC  72624 

. .  LD  35648 


CODE. 


PP  . Fire  Department 

jj  D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . . . Bureau  of  Buildings,  Manhattan 

BBQ . Bureau  of  Buildings,  Queens 

B  b  R . Bureau  of  Buildings,  Richmond 

B  b  Bx  . Bureau  of  Buildings,  Bronx 

•t*  tj  . Tenement  House  Department 


F.D.  .. 
.B.BJBx. 


F.D. 


F.D.  . 
F.D.  . 
B.B.M 


...  LD  35749 
NB  1702-1922 

. LD  29055 

Alt.  1577-1921 

.  F  35396 

Viol.  1839-1922 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  June  20,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1616-21-BZ. 

APPLICANT — Jacob  Lubroth,  for  Jennie  Czerienewski 
owner. 

PREMISES— 501-513  90th  street,  northeast  corner  5th  ave¬ 
nue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  extension  in  area  tc 
an  existing  public  garage. 


F.D.  ... 
F.D.  .. 
.F.D.  .. 
.F.D.  .. 
.B.IB.Q. 
.F.D.  . 
.F.D.  .. 
..F.D.  . 
..F.D.  . 
..F.D.  . 
.  .B.B.B 


Labor  Law  Modification 

.  LD  37 

. ; .  LC  72542 

.  LD  25627 

. NB  3899-1922 

.  LC  7560 

.  LD  23168 

.  LC  12526 

. LC  12597 

.  LC  72453 

. . .  NB  1256  &  1257-1922 


54-22-BZ. 

APPLICANT — Pasquale  Sabbarese  and  Antonette  Sab 
barese,  owners. 

PREMISES— 494-496  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  pubh 
garage. 

556-22-BZ. 

APPLICANT— John  Davis,  for  Sommers  &  Wickert,  own 
ers. 

PREMISES— 1736  Richmond  Turnpike,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  a  on 
story  public  garage. 

660-22-BZ. 

APPLICANT— Flarry  Pelcher,  for  Frank  Tricorico,  owne 

PREMISES — 746  Richmond  avenue,  Port  Richmond,  Riel 
mond. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garaj 
and  repair  shop. 

678-22-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Thomas  F.  Murra 
owner. 

PREMISES— 413-415  West  150th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  sto 
age  warehouse  into  a  public  garage. 


Restored  to  Calendar . 
....F.D . 


C417 


691-22-BZ.  ,  ,,,  ,  „  i  T  on 

APPLICANT — George  A.  Dugan,  for  Weber-Bunke-Lan 

fna!  Co.,  owner. 
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PREMISES— 270  West  96th  street,  Manhattan.  ... 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a  Public  garage;  premises  northeast  cor- 

residence  district  the  erection  of  a  two  story  busi-  r^r  , rc*  s*reet  and  Roosevelt  avenue, 

ness  building.  Elmhurst,  Queens. 


695-22-BZ. 

APPLICANT  Harold  G.  Dangler,  for  Charles  G.  Lewnes 
owner. 

PREMISES— 192-i94  Prospect  Park  West,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  a  store  building. 


711-22-BZ. 

APPLICANT— W.  Albert  Pease,  Jr.,  for  Henry  H.  Pease 
owner. 

PREMISES — 444-446  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  use  of  existing 
four  story  building  for  business  purposes. 


717-22-BZ. 

PP?tIr^4cTr-T°hn  -T‘  PunniJ?an>  for  Anne  Gully,  owner. 
^E^rSES-2966-2972  Jerome  avenue,  The  Bronx. 

1U  PERMIT  in  a  business  district  the  erection  of  a  base- 
ment  and  one  story  garage  for  more  than  five  motor 

vehicles. 


742-22-BZ. 

APPLICANT  John  DeHart,  for  John  H.  Degenhardt 

owner. 

PREMISES — 318  Carroll  street,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  public  garage. 

"\ 


BOARD  OF  APPEALS. 

Tuesday,  June  20,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

56-22-A — 564  Fifth  avenue,  Manhattan. 

399-22-A  18-20  Rose  street,  214  William  street,  Maphat- 
tan. 

554-22- A — 80  Nassau  street,  Manhattan. 

560-22-A— 229  Borden  avenue,  Long  Island  City,  Queens. 
562-22-A— 615  West  57th  street,  Manhattan. 

565-22- A — 59-61  Wall  street,  Manhattan. 

569- 22-A— 51-61  Attorney  street,  173-177  Delancey  street, 

Manhattan. 

570- 22-A — 199-201  North  Henry  street,  Brooklyn. 

571- 22- A — 9-19  Ninth  avenue,  Manhattan. 

572- 22-A — 413  East  83d  street,  Manhattan. 

573- 22- A— 21-23  Burling  Slip,  Manhattan. 

577-22-A — 13-23  Corlears  street,  Manhattan. 

583-22- A — 100-110  Bridge  street,  Brooklyn. 

767-22-A — 571-591  Madison  avenue,  Manhattan. 

692-22-A— 1525-1527  Broadway,  Brooklyn. 

482-22-A — 97  Burgher  avenue,  Richmond. 

447-21-A — 26-30  Imlay  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
mg  zone  resolution,  Tuesday  morning,  June  20,  1922,  at 
at  10  o  clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 


.  no.  1068-21-BZ— Application,  May  9,  1922.  under  the 
building  zone  resolution,  of  Frank  P 
Kemston,  applicant,  on  behalf  of  Sam¬ 
uel  Bernard,  owner,  for  a  rehearing  of 
an  application  previously  denied,  to 
permit  in  a  business  district  the  conver¬ 
sion  of  existing  building  to  be  used  as 
a  motor  vehicle  repair  shop;  premises 
41-43  Astoria  avenue,  northeast  corner 
Pope  street,  Astoria,  Queens. 

cal.  no.  1172-21-BZ— Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers, .  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 


.  no.  508-22-BZ— Application,  April  7,  1922,  under  the 
building  zone  resolution,  of  Holler  & 
Klemhenz,  architects,  on  behalf  of 
Kellim  Realty  Corporation,  owner,  to 
permit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  use  of 
premises  for  business  purposes ;  prem¬ 
ises  1 89  St.  Marks  avenue,  Brooklyn. 

cal.  no.  707-22-BZ— Application,  May  18,  1922,  under  the 
building  zone  resolution,  of  Henry  A 
Smith,  applicant,  on  behalf  of  Holland 
Laundry,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  wet  wash 
laundry  and  garage  or  stable  building- 
premises  north  side  25th  street,  325  ft. 
east  of  4th  avenue,  running  through 
to  24th  street,  Brooklyn. 

cal.  no.  529-22-BZ— Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Daniel 
Santoro,  architect,  on  behalf  of  Joseph 
Caruselle,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  commercial  vehicles:  premises 
29  First  street,  Tompkinsville,  Rich¬ 
mond. 


CAL.  NO.  539-22-BZ — Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Emilie 
Prentice,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  three  car  garage;  premises 
1717  Centre  street  Evergreen,  Queens. 

CAL.  NO.  397-21-BZ  Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Harvey  S. 
Bird,  applicant  and  owner,  for  a  fur¬ 
ther  extension  of  time  of  a  temporary 
permit  to  permit  in  a  business  district 
an  open  air  parking  station  for  more 
than  five  automobiles  and  an  attend¬ 
ant’s  booth;  premises  110-126  Ashland 
Place,  Brooklyn. 


cal  no.  70-22-BZ— Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
a  business  district  the  erection  of  a 


cal.  no.  530-22-BZ— Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Edward  M. 
Adelsohn,  architect,  on  behalf  of  Anna 
V.  Wing,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
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for  more  than  five  motor  vehicles , 
premises  489-493  Sterling  Place,  Brook¬ 
lyn. 


CAL.  NO. 


553-22-BZ — Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Cohen,  architect,  on  behalf  of  County 
Holding  Company,  owner,  to  permit  in 
a  business  district  the  use  in  excess  of 
25  per  cent  limitation  for  factory  use, 
premises  27  West  35th  street,  Manhat¬ 
tan. 


cal.  no.  599-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Matthew 
W.  Del  Guadio,  architect,  on  behalf  of 
Rosina  Poraggio,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  maintenance 
of  a  garage  and  light  manufacturing 
building ;  premises  2420-2422  Hoffman 
street,  The  Bronx. 

cal.  no.  262-20-BZ— Application,  May  16,  1922,  under  +he 
building  zone  resolution,  of  Cronen¬ 
berg  &  Leuchtag,  architects,  on  behalf 
of  the  West  48th  Street  Realty  Com¬ 
pany,  owner,  for  a  rehearing  of  an  ap¬ 
plication  previously  denied  to  permit  in 
a  two  times  district  and  a  one  and  a 
half  times  district  the  erection  of  a 
hotel  exceeding  the  height  limitation ; 
premises  255-259  West  43rd  street  and 
680-686  Eighth  avenue,  Manhattan. 

William  E.  Walsh,  Chairman 


BOARD  OF  STANDARDS  AND  APPEALS, 

Tuesday,  June  20,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

282-22-S — 34  East  30th  street,  Manhattan. 

518-22-S— 534-536  West  58th  street,  Manhattan. 
526-22-S— 284-286  Pearl  street,  Manhattan. 

479-22-S— 132  East  23d  street,  Manhattan. 

543-22- S — 161  West  44th  street,  Manhattan. 

558-22-S — 13-23  Corlears  street,  Manhattan. 

612-22-S— 179-183  Lewis  street,  Manhattan. 

626- 22-S — 106-108  Fulton  street,  Manhattan. 

627- 22-S — 106-108  Fulton  street,  Manhattan. 

703-17-S — 53-63  Park  Row,  Manhattan. 

637-22-S — 108-114  Park  Place,  238-240  Greenwich  street, 
Manhattan. 

649- 22-S— 101-107  West  23rd  street,  Manhattan. 

650- 22-S — 68  West  37th  street,  Manhattan. 

651- 22-S — 78  Pearl  street,  Manhattan. 

550-22- S— 200  East  23d  street,  Manhattan. 

73 2-22- S — 43  West  57th  street,  Manhattan. 

281-22-S— Proposed  Rules— “Standpipe” — “Fire  Line.” 

Appliances  Submitted  for  Approval. 

12T8-21-S — Hammel  Oil  Burner,  approval  of. 


337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

241-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

26-22-S — Petroleum  Heat  and  Power  Company  Oil  Burn¬ 
er,  approval  of. 

53-21-S— Angle  Hose  Valve. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S— Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

548- 22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 

proval  of. 

465-22-S — Phister  One  Gallon  Fire  Extinguisher,  approval 
of. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  27,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

587-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  The  Menderkin 
Building  Co.,  owner. 

PREMISES— 2470-2472  Grand  Concourse,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  nine  story  ware¬ 
house. 

621-22-BZ. 

APPLICANT — Patrick  Duffy,  owner. 

PREMISES— 201  A  del  phi  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

743-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Jerome  P.  &  Leon¬ 
ard  Davis,  owners. 

PREMISES— 2065-2067  Southern  Boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  two 
story  public  garage. 

746-22-BZ. 

APPLICANT — Max  Salomon,  for  Estate  of  Lambert  S. 
Quackenbush,  owner. 

PREMISES— 1760-1766  Park  avenue,  73-77  East  122nd 
street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  base¬ 
ment  and  two  story  garage  for  more  than  five  cars. 

772-22-BZ. 

APPLICANT— William  Jung,  owner. 

PREMISES— 1295-1299  Decatur  street,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  8  individual  ga-. 
rages. 

787-22-BZ 

APPLICANT — George  A.  Boyd,  for  Abraham  Ruth,  own¬ 
er. 

PREMISES— 506-510  West  181st  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  conversion  of  a 
four  story  warehouse  into  a  public  garage. 


422 - 22 -  S* — Quimby  Pumps,  approval  of. 

708-22- S— The  Blackmer  Rotary  Pump,  approval  of. 
1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 
315-22-S— Conran  Pressure  Reducer,  approval  of. 


751-22-BZ. 

APPLICANT— George  H.  Wolin,  for  Brooklyn  Edison 
Co.,  Inc.,  owner. 

PREMISES — 323^341  Fourth  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the.  erection  of  a  garage 
for  more  than  five  motor  vehicles. 
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Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 


BOARD  OF  APPEALS. 

Tuesday,  June  27,  1922,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 

28-22-A — 3266  Ely  avenue,  The  Bronx. 

1307-21-A — 332  Lenox  road,  Brooklyn. 

1121-21-A — 27  East  40th  street,  Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 

584-22-A— 46  East  14th  street,  49  East  13th  street,  Man¬ 
hattan. 

586-22-A — 456  West  Broadway,  Manhattan. 

589- 22-A — 155  East  38th  street,  Manhattan. 

590- 22-A — 106-108  Fulton  street,  Manhattan. 

592- 22-A — 447-463  Pierce  avenue,  Long  Island  City, 

Queens. 

593- 22- A — .125-129  East  12th  street,  130-132  East  13th 

street,  Manhattan. 

o95-22-A  Block  bounded  by  138th  street,  Locust  avenue, 
137th  street  and  East  River,  The  Bronx.’ 

613- 22-A — 440  Water  street,  Manhattan. 

6 14- 22- A — 102-104  Fulton  street,  Manhattan. 

61 6-22- A — 8883  Van  Wyck  avenue,  Queens. 

525-22-A — 349  Madison  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  27,  1922  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

CAL.  NO.  1490-21-BZ— Application,  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attorneys,  on  be¬ 
half  of  Hill-Ware  Company,  Inc.,  own¬ 
er,  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars;  premises  3325-3339 
Park  avenue,  The  Bronx. 

cal.  no.  297-22-BZ— Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes;  premises  19-21  Bar- 
row  street,  Manhattan. 

cal.  no.  1672-21-BZ— -Application,  May  2,  1922,  under  the 
building  zone  resolution,  of  Augustine 
Schiavone,  attorney,  on  behalf  of 
Charles  Piscopo,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars ; 
premises  771  40th  street,  Brooklyn. 

cal.  no.  438-22-BZ— Application,  March  24,  1922,  under  the 
building  zone  resolution,  of  Burke  & 
Olsen,  architects,  on  behalf  of  Annie 
Wenig,  owner,  to  permit  in  a  business 
district  the  conversion  of  existing 
building  into  a  public  garage;  premises 
6402-6406  Fourth  avenue,  Brooklyn. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 


cal.  no.  603-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Fran¬ 
cis  W.  Aymar,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  two 
story  garage  for  more  than  five  motor 
vehicles;  premises  3-9  Jumel  Place, 
Manhattan. 

CAL.  NO.  639-22-BZ— Application,  May  3,  1922,  under  the 
building  zone  resolution,  of  Depart¬ 
ment  of  Plant  and  Structures,  on  be¬ 
half  of  City  of  New  York,  owner,  to 
permit  in  an  unrestricted  district  the 
erection  of  a  housing  station  for  the 
Street  Cleaning  Department,  within  200 
ft.  of  a  hospital  building;  premises 
east  side  Avenue  C,  184  ft.  north  of 
Avenue  C  and  16th  street,  all  of  17th 
street,  east  of  Avenue  C,  Manhattan. 

cal.  no.  852-19-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  John  Mas- 
simino,  applicant  and  owner,  for  a 
modification  of  an  application  pre¬ 
viously  granted  to  permit  the  mainte¬ 
nance  of  windows  in  rear  wall  of  exist¬ 
ing  garage;  premises  233  East  162nd 
street,  The  Bronx. 

cal.  no.  5S3-19-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Richard 
Von  Lehn  Sons,  applicants,  on  behalf 
of  Rentrop  Silk  Dyeing  Corporation, 
owner,  for  an  extension  of  time  to 
erect  a  factory  building  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district;  premises  63-67  Boli¬ 
var  street,  Brooklyn. 

cal.  no.  675-22-BZ— Application,  May  13,  1922,  under  the 
building  zone  resolution,  of  Eugene  De 
Rosa,  architect,  on  behalf  of  Herman 
Stursburg  Realty  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the’  erec¬ 
tion  of  a  theatre  and  business  building; 
premises  northeast  corner  138th  street 
and  Willis  avenue  and  southeast  cor¬ 
ner  139th  street  and  Willis  avenue,  The 
Bronx. 

cal.  no.  738-22-BZ— Application,  May  24,  1922,  under  the 
building  zone  resolution,  of  Chas.  C. 
Straub,  architect,  on  behalf  of  the 
Jumel  Building,  Inc.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  extension  in 
area  to  an  existing  business  building- 
premises  2042-2048  Amsterdam  avenue. 
1033-1039  St.  Nicholas  avenue,  500-504 
West  162nd  street,  Manhattan. 

cal.  no.  581-22-BZ— Application,  April  19,  1922,  under  the 
building  zone  resolution,  of  Martin  H. 
Bohle,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage;  premises  2785  Briggs  ave¬ 
nue,  The  Bronx. 
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cal.  no.  591-22-BZ — Application,  April  22,  1922,  under  the 
building  zone  resolution,  of  Michael  A. 
Cardo,  architect,  on  behalf  of  John 
Geoghegan,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  to 
existing  business  building ;  premises  404 
13th  street,  Brooklyn. 

cal.  no.  598-22-BZ— Application,  April  22,  1922,  under  the 
building  zone  resolution,  of  Charles 
Kreymborg,  applicant  and  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  business  building ;  premises 
south  side  Fordham  Road,  74.41  ft. 
west  of  Davidson  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  27,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

389-22-S — 303  Cherry  street,  542  Water  street,  Manhattan. 
415-22-S— 103  Park  Place,  Manhattan. 

474-22-S— 177  East  87th  street,  Manhattan. 

557-22-S — 516  6th  avenue,  Manhattan. 

559-22-S — 194  Seventh  avenue,  Manhattan. 

575-22- S— 319  East  53rd  street,  Manhattan. 

617-22-S — 517  Madison  avenue,  Manhattan. 

623-22-S — 404  Sixth  avenue,  Manhattan. 

629-22-S — South  side  Spuyten  Duyvil  road,  150  feet  south 
of  Harlem  Ship  Canal,  The  Bronx. 

633-22-S— 305  East  60th  street,  Manhattan. 

657-22-S — 428-442  East  52nd  street,  Manhattan. 

606-22-S — 29  West  8th  street,  Manhattan. 

615-22- S — 111-113  West  28th  street,  Manhattan. 

682-22-S — 51  West  19th  street,  Manhattan. 

713-22-S— 113  East  116th  street,  Manhattan. 

7 15-22- S — 21  West  46th  street,  Manhattan. 

718-22-S — 43  John  street,  Manhattan. 


BOARD  OF  APPEALS. 

•  Wednesday,  July  5,  1922,  at  10  a.  m. 

A 

Appeals  from  Administrative  Orders. 

31-22- A — North  side  Private  Roadway,  500  ft.  north  of 
Nicholas  street  and  St.  Marks  Place,  Cas- 
tleton  Park,  St.  George,  Richmond. 

460-22-A— 1409-1419  St.  Nicholas  avenue,  600-614  West 
181st  street,  Manhattan. 

528-22-A— 284-286  Pearl  street,  Manhattan. 

532-22-A _ North  side  Richmond  avenue,  Graniteville, 

Richmond,  Staten  Island. 

549-22-A— 150  East  150th  street,  The  Bronx. 

579-22-A — 437-439  West  42nd  street,  Manhattan. 

624- 22-A— 344  East  40th  street,  699  1st  avenue,  Manhattan. 

625- 22-A — 19  West  34th  street,  30-32  West  35th  street, 

Manhattan. 

628-22-A— 2469-2477  Amsterdam  avenue,  Manhattan. 
630-22-A— 1757-1773  Ocean  avenue,  Brooklyn. 

636-22- A— -150  Beach  116th  street,  Rockaway  Park,  Queens. 
641-22-A— 117-121  Sterling  Place,  Brooklyn. 

647-22-A — 87  35th  street,  Brooklyn. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  o i  ap¬ 
peals  ol  a  public  hearing  under  the  provisions  ox  the  build¬ 
ing  zone  resolution,  luesday  morning,  July  5,  1922,  at 
10  o'clock,  in  Room  919,  Municipal  Building,  oil  th?  lollow- 
mg  matters : 

cal.  no.  493-22-BZ— Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  Chas.  E. 
Chalmers,  on  behalf  of  Second  Ave¬ 
nue  Railroad  Company,  owner,  to  per¬ 
mit  in  a  business  district  the  mainte¬ 
nance  of  a  garage  for  more  than  five 
cars;  premises  1864  Second  avenue, 
Manhattan. 

cal.  no.  566-22-BZ— -Application,  April  15,  1922,  under  the 
bunding  zone  resolution,  ot  James  E. 
Wiiicox,  applicant,  on  behail  ot  David 
A.  Smith,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  hve 
car  garage;  premises  south  side  Cerry 
avenue,  100  it.  west  ot  Chicago'  street, 
Elmhurst,  Queens. 

cal.  no.  403-22-BZ — Application,  March  17,  1922,  under  the 
building  zone  resolution,  of  Rachmet 
Ukrainzyk,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  two  cars; 
premises  559  84th  street,  Brooklyn. 

cal.  no.  506-22-BZ— Application,  April  7,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Cohen,  applicant,  on  behalf  of  Asso¬ 
ciated  Screen  News  Co.,  owner,  to  per¬ 
mit  m  a  residence  district  the  erection 
of  a  business  building;  premises  48-54 
Congress  avenue,  Flushing,  Queens. 

cal.  no.  540-22-BZ— Application,  April  12,  1922,  under  the 
building  zone  resolution,  of  Strauss  & 
Co.,  applicant,  on  behalf  of  Hotel  Al¬ 
exandria,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  an 
electric  sign  on  marquee;  premises  250 
West  ltwrd  sueet,  Manhattan. 

cal.  no.  602-22-BZ— Application,  April  24,  1922,  under  the 
bunding  zone  resolution,  of  Thomas 
McCcrmick,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  cars; 
premises  2981  Bainbridge  avenue,  The 
Bronx. 

cal.  no.  604-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Max  Mar- 
golis,  architect,  on  behalf  of  Annie 
Goldstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  public 
garage;  premises  1696-1702  St.  Johns 
Place,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  July  5,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

661-22-S — 1J4-9  West  34th  street,  Manhattan. 
665-22-S— 117  West  21st  street,  Manhattan. 

674-22-S— 112  Stanton  street,  Manhattan. 
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677-22- S — 741  Fifth  avenue,  Manhattan. 

6S4-22-S — 113  Lenox  avenue,  Manhattan. 

700-22-S — 144  Fifth  avenue,  Manhattan. 

706-22-S — 45  University  Place,  Manhattan. 

710-22-S — 70  Warren  street,  Manhattan. 

714-22-S — 39-41  Borden  avenue,  Queens. 

719-22-S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

722-22-S — 8  Wooster  street,  Manhattan. 

727-22-S — 46  West  39th  street,  Manhattan. 

736-22-S — 433-437  Kent  avenue,  Brooklyn. 

748-22-S — 506  West  53rd  street,  Manhattan. 

750-22-S — 133  Crosby  street,  Manhattan. 

753-22-S — 271  Bowery,  Manhattan. 

Appliances  Submitted  for  Approval. 

680-22-S — Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22-S  —  Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  July  11,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

12-22-A — 186-190  West  4th  street,  3-13  Barrow  street, 
Manhattan. 

634-22-A — 285-289  Plymouth  street,  Brooklyn. 

646-22-A — 1534  Bryant  avenue,  The  Bronx. 

664-22-A — 267-269  Bowery,  Manhattan. 

676-22-A — 114  Eighth  avenue,  Brooklyn. 

689- 22-A — 539-549  Fordham  Road,  The  Bronx. 

690- 22-A — 1191-1199  Webster  avenue,  The  Bronx. 

693-22-A — 25  Church  street,  Manhattan. 

699-22-A — 305-319  Jay  street,  62-76  Lawrence  street, 
Brooklyn. 

702-22-A — 1469  Bedford  avenue,  Brooklyn. 

704-22-A — 575  Fulton  street,  Brooklyn. 

7 09-22- A — North  side  Jackson  avenue  and  Whitestone  ave¬ 
nue,  Flushing.  Queens. 

712-22-A — 305-307  East  61st  street,  Manhattan. 

716-22-A — 82  Myrtle  avenue,  Queens. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22- A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  11,  1922,  at  10 
I’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
ng  matters : 


cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 

cal.  no.  374-20-BZ— Application,  May  31,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Rowe  &  Co.,  applicant  and  owner, 
for  a  further  extension  in  time  to  com¬ 
plete  the  erection  of  a  public  garage 
partly  in  a  business  district  and  partly 
in  a  residence  district;  premises  421- 
443  Empire  Boulevard,  The  Bronx. 

cal.  no.  295-22-BZ— Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a.  public  garage ; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

CAL.  NO.  605-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  611-22-BZ— Application,  April  26,  1922,  under  the 
building  zone  resolution,  of  H.  Rosen¬ 
baum,  applicant,  on  behalf  of  John 
Langlois,  owner,  and  S.  &  K.  Motor 
Company,  lessee,  to  permit  in  a  busit 
ness  district  the  maintenance  of  an  au¬ 
tomobile  repair  shop ;  premises  308- 
310  Lexington  avenue,  Manhattan. 

cal.  no.  645-22-BZ— Application,  May  4,  1922,  under  the 
building  zone  resolution,  of  Annie  M. 
Gaffney,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  two  car  garage;  premises  2316 
Grand  avenue,  The  Bronx. 

cal.  no.  666-22-BZ— Application,  May  9,  1922,  under  the 
building  zone  resolution,  of  Starrett  & 
Van  Vleck,  architects,  on  behalf  of 
Equitable  Life  Assurance  Society, 
owner,  to  permit  in  a  two  times  district 
the  erection  of  an  office  building  to  a 
height  in  excess  of  that  permitted  by 
the  zoning  law;  premises  383-399  7th 
avenue,  J54-172  West  32nd  street,  145- 
165  West  31st  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  11,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

234-22-S — 117  Division  street,  Manhattan. 

265-22-S — 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 
hattan. 

352- 22-S — '536-556  West  27th  street,  Manhattan. 

353- 22- S — 536-556  West  27th  street,  Manhattan. 

596-22-S — 135  West  45th  street,  Manhattan. 
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656-22-S — 24  West  46th  street,  Manhattan. 

668-22-S — 167-173  Wooster  street,  Manhattan. 

672-22-S — 209-211  Sullivan  street,  Manhattan. 

679-22-S— 221-223  Mercer  street,  Manhattan. 

686-22-S — 624  East  13th  street,  Manhattan. 

696-22- S— 2-30  Taaffe  Place,  101-105  Classon  avenue, 
Brooklyn. 

703-22-S— 686  Sixth  avenue,  Manhattan. 

705-22-S — 100-102  Grand  street,  Manhattan. 

757-22-S — 64  Grand  street,  Manhattan. 

768-22-S — 41  West  24th  street,  Manhattan. 

773-22-S — 266  State  street,  Brooklyn. 

775-22-S— 130  East  7th  street,  109  Avenue  A,  Manhattan. 

)  - 

BOARD  OF  APPEALS. 

Tuesday,  July  18,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

449-22-A — 93-95  Prospect  avenue,  Brooklyn. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

527-22- A — 55  Mercer  street,  Manhattan. 

609-22- A — 241-245  West  64th  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

659-22-A — 396-398  Morris  avenue,  The  Bronx. 

730-22-A — 215-217  Sterling  Place,  Brooklyn. 

739-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

756-22-A — 893  Union  avenue,  The  Bronx. 

263-22-A — 261-262  South  street,  Manhattan. 

367-22-A— 477-483  10th  avenue,  500-508  West  37th  street, 
Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

491-22-A— 129-135  12th  street,  Brooklyn. 

749-22-A — 258-262  Maujer  street,  Brooklyn. 

759-22-A — 2-10  Evergreen  avenue,  Brooklyn. 

761- 22-A — 46-50  Wooster  street,  Manhattan. 

762- 22-A — 440-442  East  106th  street,  Manhattan. 

763 - 22- A — 43  Sixth  avenue,  Manhattan. 

774-22-A — 585  Howard  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  July  18,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm! 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  July  28,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 


Appeals  from  Administrative  Orders. 

H87-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  September  29,  1922,  at  10  a.  m. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

v  Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 
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268- 20- A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A  Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn.  • 

318-20-A— Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420-20-A — Pier  5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 


421- 20-A  Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A  Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A  Pier  32,  foot  of  Degravv  street,  Brooklyn. 

471-20-A  Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A— Pier  No.  21  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 
907-21-A— East  side  South  street,  foot  of  Dover  street 
Manhattan.  ’ 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A— Pier  2,  between  M?m  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  13,  1922. 

* 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  June  6,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  24,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

28-22- A 

APPELLANT — Mrs.  Marie  Bialek,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED! — 3266  Ely  avenue,  The  Bronx 
APPEARANCES— 

For  Appellant:  Edward  H.  Dolge. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1922,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


67-22-A 

APPELLANT— Leopold  Gelberg,  for  Leopold  Gelberg 
Realty  Co.,  owner. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner 
1  REMISES  AFFECTED— 204-6  Varet  street,  Brooklyn 
APPEARANCES— 

For  Appellant:  Simon  Alperin. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

aCTION  OF  BOARD — Appeal  denied. 

'HE  VOTE — 

Affirmative  .  0 


Negative :  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . . .  „ 

Absent:  Mr.  Holland  ***.'  ” | ; ;;  ” ;  J 

THE  RESOLUTION: 

(457-22-A) 

Whereas,  Leopold  Gelberg,  for  Leopold  Gelberg  Realty 
Co.,  owner,  filed  March  28,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner 
affecting  premises  204-6  Varet  street,  Brooklyn;  and  ’ 

TlSXVeat:  °Bder  °f  the  No. 

No  permit  shall  be  issued  for  the  storage  of  oils 
fats,  greases,  exceeding  the  equivalent  of  five  bbls’ 
£_? **  bmIdir*ff  which  as  occupied  as  a  workshop  or 
factory  except  such  work  shop  or  factory  be  incident 

CodeeofUOrdSS  °f  the  apphcant  Sec-  256- C,  Ch.  10, 

“You  are  therefore  ordered  forthwith  to  reduce  the 
quantity  of  paraffin  stored  on  premises  to  five  barrels.” - 

Whereas  the  building  is  non-fireproof,  5  stories  in 
height  40  ft.  by  90  ft.  in  area,  locat'd  in  kn  unrestricted 
district,  occupied,  1st  story,  manufacturing  of  candles  5 
persons;  2nd  story,  manufacturing  of  shoes,  20  persons 
3rd  story,  manufacturing  of  sweaters,  15  persons-  4th 
story,  manufacturing  of  pants,  30  persons;  5th  storv 
vacant.  ’ 

Resolved  that  the  order  of  the  fire  commissioner  be 
affirmed  and  the  appeal  be  and  it  hereby  is  denied. 


*yu-22-A. 


APPELLANT— Bella  Bernstein,  for  Solomon  and  Simon 
Llucksman,  owners. 

J-^CT  Appeal  from  order  of  the  fire  commissinnpr 

appearances-CTED^524  16th  street’  BrookIyn- 

For  Appellant:  (Bella  Bernstein. 
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For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE—  „  ,  „  .  .  ~  r 

Affirmative:  Messrs.  Boulton,  Kerby  and  Kear- 

Negative:” Chairman  Walsh,  Mr.  Beatty'  and 

"  Fire  Chief  Martin  .  “ 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION:  . 

(490-22-A) 

Whereas  Bella  Bernstein,  for  Solomon  Glucksman  and 
Simon  Glucksman,  owners,  filed,  April  4,  1922  an  appeal, 
with  the  board  of  appeals,  from  an  order  of the  fife  com¬ 
missioner,  affecting  premises  524  16th  street,.  Brooklyn  and 
Whereas,  the  order  of  the  fire  commissioner  reads . 

“1.  Remove  all  automobiles  from  premises  and  dis¬ 
continue  the  use  of  garage,  etc.  , 

arWHEREAS,  the  building  is  non-fireproof,  3  stones  in 
height,  20  ft.  by  55  ft.  in  area,  occupied  as  a  dwelling  for 
two  families  with  private  garage  in  the  cellar ;  and 

Whereas  appellant  contends  that  the  house  was  built 
bv  the  Wiliiam  Calder  Realty  Co.,  under  approved  plans 
and  a  garage  was  built  directly  under  the  porch  at  the 
rear  and  that  the  house  is  occupied  by  two  brothers  and 

their  families;  and  .  ,  A  » 

Whereas,  it  appears  that  the  premises  was  occupied  by 

three  families.  .  .  ,  , 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 

it  hereby  is  affirmed ,  and  the  appeal  be  and  it  hereby  is 
denied. 


502-22-A 

APPELLANT— Fred  R.  Ashfield,  for  Williamsburgh 
Power  Co.,  owner.  .  . 

SUBJECT— Appeal  from  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 482-504  'Briggs  avenue,  Brook¬ 
lyn. 

APPEARANCES' —  _  , ,  .  „ 

For  Appellant:  Fred.  R.  Ashfield  and  Harry 

Schenck. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  (BOARD — Appeal  granted  on  condition,  in 
part. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Negative  . ® 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION : 

(502-22-A) 

Whereas,  Fred  R.  Ashfield,  for  Williamsburgh  Power 
Co.,  owners’,  filed,  April  6,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  482-504  Driggs  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads :  . 

“1.  Show  that  flashpoint  of  fuel  oil  complies  with 
Rule  1. 

“2.  Show  that  fuel  oil  tank  located  inside  of  build¬ 
ing  complies  with  Rule  5. 

“3.  Show  that  fuel  oil  storage  and  auxiliary  tank 
comply  with  Rule  10,  etc. 

“4.  Show  that  fuel  oil  tanks  comply  with  Rule 
10,  etc. 

“5.  Provide  a  safety  valve  on  tank  located  outside 

building,  etc.  . 

“6.  Provide  a  2-inch  vent  pipe  on  all  fuel  oil  tanks, 


gooseneck  of  vents,  etc. 

“7.  Provide  a  plate  box  so  arranged  that  same  can 
be  locked,  etc. 

“8.  Provide  a  pump  suction  feed,  etc. 

“9.  Provide  an  approved  pump,  Rule  13.  .  , 

“10.  Provide  a  separate  hand  pump  for  starting 

purpose,  etc.  . 

“11.  Connect  fill  pipe  to  receiver  terminal  receiver, 

etc.  . 

“12.  Show  compliance  with  Rule  13,  etc. 

“13.  Discontinue  the  use  of  heating  oil  by  exhaust 
steam  etc. 

“14.’  Show 'that  burners  are  of  the  approved  type, 

etc. 

“15.  Provide  an  approved  check  valve  in  each  oil, 
steam  and  air  line,  etc. 

“16.  Provide  smoke  pipes  between  the  burners  and 

chimney,  etc.  .  ,  _  . .  . 

“17.  Burners  shall  be  installed  with  overflow  attach¬ 
ments  so  arranged,  etc.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  lo¬ 
cated  on  Driggs  avenue  and  North  9th  street,  on  which 
are  located  a  one  story  brick  boiler  house,  engine  room 
and  a  six  story  brick  factory;  there  is  installed  m  the  yard 
3  ft.  from  the  wall  of  the  building,  buried  in  the  ground, 
encased  in  concrete,  a  fuel  oil  tank  7  ft.,  6  ins.,  .by  24  ft., 
6  ins,  the  upper  part  of  the  tank  extends  18  ins.  above 
< grade  and  is  protected  by  12  ins.  of  reinforced  concrete; 

^Whereas.  appellant  contends  that  the  plant  was  installed 
in  1919  before  the  fuel  oil  rules  were  adopted  and  has 
been  in  continuous  operation  since  and  that  the  Rohr- 
Schanck  burner  used  has  been  approved.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  herebv  is  modified,  and  the  appeal,  as  to  items-  2,  3,  4, 
5  6,  8,  '9,  10,  11,  12,  13,  14,  16  and  17,  be  and  it  hereby 
is  granted  on  condition,  that  the  flashpoint  of  the  oil  used 
on  the  premises  be  not  less  than  that  stipulated  m  the 
rules  of  the  board  of  standards  and  appeals;  that  no 
gasoline  be  used  or  stored  on  the  premises ;  that  the 
capacity  of  the  oil  storage  be  not  increased;  and  that  the 
appeal  be  granted,  as  to  those  items,  so  long  as  present 
conditions  remain  unchanged ;  and  that  the  order  of  the 
fire  commissioner  be  and  it  hereby  is  affirmed,  as  to  items 
1,  7,  and  15,  and  the  appeal  as  to  those  items  be  and  it 
hereby  is  denied. 


504-22 -A 

APPELLANT— I.  &  S.  Prufinsky  and  Woolf,  for  Estate 
of  John  V.  Cockcroft,  owner.  .  . 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 71-73  Nassau  street,  Manhat¬ 
tan. 

APPEARANCES—  .  . 

For  Appellant:  Robert  S.  Tipping. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  ®  , 

Negative  .  ® 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION : 

.  (504^22- A) 

Whereas,  I.  &  S.  Prutinsky  &  Woolf,  for  Estate  of 
John  V.  Cockcroft,  owner,  filed,  April  6,  1922,.  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  71-73  Nassau  street,  Man¬ 

hattan;  and 
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Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Have  each  person  operating  the  blow  pipe  or 
other  similar  device  or  apparatus  for  heating,  melting, 
or  welding,  apply  for  and  secure  a  Certificate  of  Fit¬ 
ness.”  ; 
and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
60  ft.  by  TOO  ft.  in  area,  occupied,  light  manufacturing, 
mostly  jewelry  manufacturing,  25  persons  per  story;  and 

Whereas,  appellant  contends  that  the  men  operating  the 
individual  torches  use  these  torches  for  soldering  and  that 
the  larger  torch  is  operated  by  a  man  who  has  a  Certificate 
of  Fitness. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  operator  of  the  tank  and  the 
large  blow  torch  shall  have  a  Certificate  of  Fitness. 


505-22-A 

APPELLANT — ‘Oscar  Heyman  &  Brothers  for  Estate  of 
John  V.  Cockroft,  owner. 

SUBJECT — Appeal  from  order  of  the1  fire  commissioner. 
PREMISES  AFFECTED' — 71-7.3  Nassau  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Robert  S.  Tipping. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD- — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  W'alsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  . ’. .  0 

Absent :  Mr.  Holland  . . .  i 


THE  RESOLUTION : 

(505-22-A) 

Whereas,  Oscar  Heyman  and  Brothers,  for  the  Estate 
of  John  V.  Cockcroft,  owner,  filed,  April  6,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  71-73  Nassau  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Have  each  person  operating  the  blow-pipe  or 
other  similar  device  for  heating,  melting  or  welding, 
apply  for  and  secure  a  Certificate  of  Fitness.”; 

and 

Whereas*  the  building  is  fireproof,  16  stories  in  height, 
50  ft.  by  100  ft.  in  area,  occupied,  light  manufacturing, 
mostly  jewelry,  25  persons  per  story;  and 
Whereas,  appellant  contends  that  the  torches  are  used 
for  soldering  only  and  that  the  large  torch  for  melting 
platinum  is  operated  by  one  of  the  members  of  the  firm 
who  has  a  Certificate  of  Fitness." 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  operator  of  the  tank  and  the 
large  blow  torch  shall  have  a  Certificate  of  Fitness. 

r 

— - - 1 - 

536-22-A 

APPELLANT — L.  Lewitt  &  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 102-104  Fulton  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Robert  S.  Tipping. 

For  Administration  3  Inspector  Liebermann  of  the 
fire  department. 


OONnTTTnM<;BClARD~iPpeal  granted  on  condition. 
THE  VOTE^  5  Sp€C,fied  in  ^solution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . 

Negative  .  ' 

Absent :  Mr.  Holland  . . . . . .’ .  ’  ’ '  ’  ‘  ‘  ‘ ' ' ' ' ' '  ‘ ' ' 

THE  RESOLUTION : 

...  (536-22-A) 

Whereas;,  L.  Lewitt  &  Co.,  for  Bing  and  Bing,  owners 
filed,  April  11,  1922,  an  appeal  with  the  board  of  appeals’ 

IOSMoTf  ^  thC  c°mmissioner.  affecting  premises 
102-104  Fulton  street,  Manhattan;  and 

hereas,  the  order  of  the  fire  commissioner  reads  • 

1.  Have  each  person  operating  the  blow-pipe  or 

other  similar  device  or  apparatus  for  heating,  melting 

ness'”e-ding’  ai>P  y  f°r  and  secure  a  Certificate  of  Fit- 

and 

Whereas,  the  building  is  non-fireproof,  8  stories  in 
height,  50  ft.  by  79  ft.,  6  ins.,  in  area,  occupied,  light 
manufacturing,  mostly  jewelry,  15  persons  per  story-  and 
Whereas,  appellant  contends  that  the  men  operating 
the  individual  torches  use  them  for  soldering  and  that  the 
operator  of  the  large  torch  for  melting  platinum  has 
secured  a  Certificate  of  Fitness. 

Resolved -,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  the  appeal  be  and  it  herebv  is 
granted  on  condition  that  the  operator  of  the  tank  and  the 
large  blow  torch  shall  have  a  Certificate  of  Fitness. 


515-22-A 


£££ JtHl) ^ 7 — Eagle  Pencil  Company,  owner. 

P pvt! in  c  nT  a  i£2?Lorder  o£  the  fire  commissioner. 

REMISES  AFFECTED — 710  East  14th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Charles  Vedder. 

For  Administration:  Inspector  Ort  of  -the  fire 
department. 

mMmTTmrcBl(^RD~Appeal  granted  on  condition. 
CONDITIONS^ — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  ^ 

Negative  .  ’  .  0 

Absent :  Mr.  Holland  . i 


THE  RESOLUTION  : 

(515-22-A) 

Whereas,  The  Eagle  Pencil  Co.,  owner,  filed,  April  10, 
1922,  an  appeal,  with  the  Board  of  Appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  710  East  14th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“You  are  therefore,  hereby  ordered  to 
.**!•  Either  arrange  the  fuel  oil  system  so  that  same 
will  comply  with  the  Fuel  Oil  Regulations  of  the  Board 
of  Standards  and  Appeals  or  discontinue  the  use  of 
same.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Eagle  Pencil  Co.,  there 
being  located  in  the  yard  buried  underground  a  fuel  oil 
tank  with  pipes  supplying  eight  ovens  in  a  one  story  fire¬ 
proof  structure ;  and 

Whereas,  appellant  contends  that  the  oil  burned  has  a 
flashpoint  of  150  degrees  Fahrenheit,  the  burner  used  is  a 
Rockwell  Burner  and  the  installation  has  been  in  use  since 

1911. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  'on  condition,  that  no  gasoline  be  used  or  kept  on 
the  premises;  that  the  flashpoint  of  the  fuel  oil  be  not  less 
than  175  degrees  F.,  open  cup,  and  that  the  appeal  be 
granted  so  long  as  the  oil  used  is  confined  to  the  manufac¬ 
turing  process  and  present  conditions  remain  unchanged. 


521-22-A 

APPELLANT— The  Fiberloid  Corporation,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 53-55  5th  avenue,  Manhattan. 

APPEARANCES—  T  .  ,  „  .  ,  TT 

Fop  Appellant:  A.  C.  MaclNulty  and  Ralph  H. 

Raphael.  .  , 

For  Administration:  Inspector  Liebermann  ot  the 

fire  department. 

ACTION  OF  BOARD — (Appeal  denied. 

THE  VOTE— 

Affirmative  . •••••’ . . 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . ' 

Absent:  Mr  Holland . .  1 

THE  RESOLUTION : 

(521-22-A) 

Whereas  The  Fiberloid  Corporation,  for  Arrow  Hold¬ 
ing  Corporation,  owner,  filed,  April  10,  1022  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  53-55  Fifth  avenue,  Manhat¬ 
tan  ;  and  „  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner  reads 
“1  Provide  a  sufficient  number  of  fireproof  vaults 
in  which  to  keep  all  nitro-cellulo'se  products  intended 
for  further  manufacture.  Said  v.aults  to  be  located, 
constructed,  ventilated  and  equipped  in  accordance  with 
plans  to  be  filed  with  and  approved  by  Fire  Depart¬ 
ment.”  ; 

^Whereas,  the  building  is  fireproof,  18  stories  in  height, 
131  ft.,  6  ins.,  by  150  ft.  in  area ;  and 

Whereas,  appellant  occupies  the  '2nd  story  for  the  sale 
of  fiberloid  and  articles  manufactured  from  it;  the  average 
.amount  stored  being  about  10  or  12  tons,  stored  in  a  ven¬ 
tilated  vault  100  ft.  by  65  ft.  in  area;  supplies  m  unmanu¬ 
factured  condition  being  stored  in  metal  cabinets,  these 
cabinets  being  stored  in  the  vault.  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


217-22-A 


APPELLANT— Abraham  Chodack,  owner.  .  . 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 122-132  Columbia  street, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  M.  A.  Cahill. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative :  Mr.  Beatty . . . ••••••• 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 

°  Kearney  and  Fire  Chief  Martin  . 

Absent:  Messrs  Holland  and  Kerby  . . 


THE  RESOLUTION : 

(217-22-A) 

Whereas,  Abraham  Chodack,  owner,  filed,  February  15, 


1922,  an  appeal  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner  affecting  premises  122-132  Colum¬ 
bia  street,  Brooklyn;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“2.  Install  an  approved  standpipe  system  in  accord¬ 
ance  with  the  requirements  of  plan  489-19  approved  by 
the  Fire  Department  July  18,  1919.  Plans  and  specifica¬ 
tions  to  be  filed  with  and  approved  by  the  Fire  Depart¬ 
ment  before  the  above  work  may  be  commenced.  , 


^Whereas  the  building  is  non-fireproof,  one  story  in 
height,  108  ft.  by  103  ft.,  3  ins.;  occupied  as  a  garage;  and 
Whereas,  appellant  contends  that  at  a  meeting  ot  t  e 
board  of  review  held  October  21,  1919,  the  order  was 
modified  on  condition  that  a  40  gal.  extinguisher  on  wheels 

be  installed.  ,  ,  .  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


319-22-A. 


APPELLANT— Pendleton  &  Pendleton,  for  Charles  C. 


Miller,  owner.  .  . 

SUBTECT— Appeal  from  order  of  fire  commissioner. 
PRFMISFS  AFFECTED— 405-425  Greenpoint  avenue, 


Brooklyn. 

APPEARANCES—  r  ,, 

For  Appellant:  Frederick  W.  Mayes. 

For  Administration :  Inspector  Maher  of  the  fire 


department.  . 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  . ^ 

Negative :  Chairman  Walsh,  Messrs.  Beatty. 

Boulton,  Kearney  and  Fire  Chief  Martin..  5 

Not  Voting:  Mr.  Kerby  .  1 

Absent :  Mr.  Holland  . ,•  •  1 


THE  RESOLUTION : 

(319-22-A) 

Whereas  Pendleton  &  Pendleton,  for  Charles  C.  Miller, 
owner,  filed’,  March  2nd,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  405-25  Greenpoint  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  •  1 

^Whereas,  the  building  is  fireproof,  5  stories  jn  height 
210  ft.  8  in.  x  164  ft.  in  area  in  the  first  story  and  210  it.  8 
in  x  84  ft  in  area  above;  occupied,  woodworking  estab¬ 
lishment  in  the  1st  story,  the  remainder  of  the  building  be¬ 
ing  vacant;  the  building  being  equipped  with  an  automatic 
sprinkler  system  ;  and 

Whereas,  appellant  contends  that  the  premises  are  eas¬ 
ily  accessible  from  three  streets.  .  .  , 

Resolved  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby ^is 
denied. 


+ 


368-22-A. 

APPELLANT — Samuel  Rosenblum,  for  Joseph  &  Miller, 
lessees. 

SUBTECT— Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED— 449-451  Water  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 
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For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION:  '! 


(368-22-A) 

Whereas,  Samuel  Rosenblum,  for  Reardon  Bros.,  own¬ 
er,  filed,  March  11,  1922,  an  appeal  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting1 
premises  449-51  Water  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads  : 

“1.  Reduce  the  stock  of  combustible  fibre  to  less  than 
twenty  tons  or  provide  a  separate  and  distinct  system 
of  automatic  sprinklers  throughout  building  having  at 
least  one  source  of  water  supply,  arranged  and  equipped 
as  provided  in  the  rules  for  fire  extinguishing  appli¬ 
ances  adopted  by  the  Board  of  Standards  and  Appeals 
May  24,  1917,  as  amended  May  2,  1918  and  January  21, 
1919,  effective  February  17,  1919.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
40  ft.  x  96  ft.  in  area,  occupied,  1st  story,  receiving,  ship¬ 
ping  and  office,  4  persons ;  2nd  story,  baling  and  storage,  3 
persons ;  3rd  story,  storage,  3  persons ;  4th  story,  sorting 
and  storage,  6  persons ;  and 

Whereas,  appellant  contends  that  the  material  carried 
is  stored  in  bales  and  that  the  only  sorting  is  done  on  the 
top  story,  and  that  there  is  an  interior  stairway  and  a  fire 
escape  on  the  front  of  the  building  and  a  stair  to  roof,  and' 
that  the  fire  department  had  previously  issued  permit  fo.- 
this  occupancy. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


482-22-A. 

APPELLANT — John  Buzzi,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 97  Burgher  avenue,  Dongan 
Hills,  Richmond. 

APPEARANCES— 

For  Appellant :  Anthony  J.  Buzzi. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  laid  over  to  June  20th,  1922, 
at  10  a.  m.,  to  obtain  supporting  affidavits. 


THE  RESOLUTION: 


(5 10-22- A) 

Whereas,  Vito  G.  \  iverito  &  Son,  owners,  filed,  April 
8,  1922,  an  appeal  with  the  board  of  appeals,  from  an  order 
“e  fire  commissioner,  affecting  premises  371  Pearl 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

L  Provide  fusible  links  on  chute  trap  doors  all 
stories. 

“2.  Provide  wooden  trap  door  with  fusible  link  at¬ 
tachments  on  rear  stairway. 

“3.  Reduce  stock  to  not  more  than  five  (5)  tons”- 
and  '  ’ 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  20  ft.  x  76  ft.  in  area,  occupied,  1st  story,  storage; 
2nd  story,  paper  packing,  4  persons ;  3rd  story,  machinist  and 
printer,  4  persons;  4th  story,  vacant;  5th  story,  bindery, .4 
persons ;  there  being  a  stairway  in  the  rear  extension  com¬ 
municating  from  the  shipping  room  to  the  office,  the  exten- 
smn  containing  the  stairway  being  separated  from  the  main 
building  by  brick  walls,  with  hard  wood  self-closing  doors 
at  the  opening,  there  is  also  in  centre  of  main  building: 
a  1  ft.  2  in.  x  1  ft.  8  in.  chute;  and 

Whereas,  appellant  contends  that  the  chute  is  kept 
closed  with  a  trap  door  at  all  times  except  when  the  press 
is  in  use ;  and  that  it  is  impossible  to  carry  only  five  tons 
of  stock  as  it  is  necessary  to  save  up  carload  lots. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  items  2  and  3,  on  condition  that  the  storage 
of  paper  stock  be  limited  to  15  tons  in  the  entire  building, 
and  that  the  paper  stock  business  be  confined  to  the  1st  two 
floors  and  basement,  and  that  the  order  of  the  fire  com¬ 
missioner  as  to  item  1,  be  and  it  hereby  is  affirmed  and  the 
appeal  as  to  that  item  be  and  it  hereby  is  denied. 


514-22-A. 

^n?T^ANT~H°gan  &  Son- 

from  order  of  fire  commissioner. 

APPEARANCES-  _373  P“r'  Str“‘'  Manhat,an- 

F°r  Administration :  Inspector  Liebermann  of  the 
fire  department. 

granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  G 

Negative  .  .  .. 

Absent:  Mr.  Holland  . . .  ’  ’ CCCCC  ’ 1 

THE  RESOLUTION: 


510-22-A. 

APPELLANT — Vito  G.  Viverito  &  Son,  owners. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 371  Pearl  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Gerald  E.  Viverito. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 


(514-22-A) 

Whereas,  Hogan  &  Son,  owners,  filed,  April  8,  1922  an 
appeal  with  the  board  of  appeals,  from  an  order  of  the ’fire 
commissioner,  affecting  premises  373  Pearl  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

1.  Protect  the  floor,  ceilings,  columns,  girders  and 
all  vertical  openings  on  1st  story  with  approved  fire  re¬ 
tarding  material,  as  prescribed  by  the  Rules  of  the 
Board  of  Standards  and  Appeals.”- 
and 

Whereas  the  building  is  non-fireproof,  2  stories  in 
height,  60  ft.  x  100  ft.  in  the  1st  story  and  60  ft  x  °7  ft 
in  area  above;  occupied,  1st  story,  steel  storage,  4  persons- 
;-nd  story,  office,  5  persons;  a  portion  of  the  1st  story 
being  occupied  as  a  runway  fot  an  automobile  truck  -  and 

Whereas,  appellants  contend  that  they  have  no  gasoline 
or  oil  on  the  premises  and  that  the  space  has  been  used  for 
the  storage  of  this  one  car  since  1911. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  two  cars,  the  prop¬ 
erty  of  the  owner  and  used  in  the  conduct  of  his  business, 
are  kept  on  the  premises,  and  the  present  conditions  as  to 
use  and  occupancy  remain  unchanged. 


1485-21-A. 

APPELLANT— A.  C.  MacNulty. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 466-8  Sixth  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  A.  C.  MacNulty. 

For  Adminisration :  Inspector  Maher  of  the  nre 

department.  .  . 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution, 
vur  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chiet 

Martin  .  0 

Negative  . . . 

Absent :  Mr.  Holland  . 

THE  RESOLUTION : 

(1485-21-A) 

Whereas  A.  C.  MacNulty,  attorney  for  the  Canaan  In¬ 
vesting  Co.  owner,  filed,  March  18,  1921  an  appeal  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  466-468  Sixth  avenue,  Man  la 

^Whereas,  the  order  of  the  fire  commissioner.  No.  14890- 

F  dated  Nov.  26,  1920,  reads:  . 

’  “Provide  iron  or  kalameined  shutters  at  all  openings 
in  the  exterior  wall  above  the  first  story  which  are  dis¬ 
tant  in  f  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  *  *  *•  > 

^Whereas  this  appeal  was  dismissed  for  lack  of  prosecu¬ 
tion  Dec.  6!  1931,  and  appellant  requested  a  re°^™n|  °f 
the  case,  which  request  was  granted  by  vote  ot  the  boai  a , 

^Whereas,  the  building  is  non-fireproof  five  stories  in 
height  60  ft.  by  34  ft.  in  area,  occupied,  restaurant,  hrst 
story,  tenant  factory  above  with  not  more  than  ol  persons 

emoloved  3.bov6  the  first  story ,  3.nd  .  •  .  r 

Whereas  under  Cal.  971-18-A,  a  simdar  order  of  the 
fire  commissioner  was  modified  on  certain  -conditions  an 
fhe  appellairt^requests  a  modification  of  these  conditions 
similar  to  the  modification  granted  by  the  board  of  standard 

and  anneals  July  13,  1921,  m  acting  on  Cal.  No.  9<0  18  s. 

Resolved’  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
ar anted  on  condition  that  the  stipulations  in  the  resolution 
Cal  No.  970-18-S  of  the  board  of  standards  and  appea  s  o 
July  12,  1921,  be  complied  with,  and  the  work  specified  m 
caid  resolution  be  carried  out. 


447-17-A 

APPELLANT— M.  A.  Cahill,  architect. 

SUBTECT— Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 53-63  Park  Row,  Manhattan. 

appearances— 

For  Appellant:  William  F.  Doyle.  . 

ACTION  OF  BOARD— Re-opened :  set  for  hearing  June 
20,  1932,  at  10  a.  m. 

THE  V^^mative;  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  0 

Negative  . •••• .  1 

Absent:  Mr.  Holland  . 


1307-21-A. 

APPELLANT— A.  White  Pierce,  for  Harrison  Rocke¬ 
feller,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 332  Lenox  road,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chair  man  read  correspondence. 

Appeal  re-opened.  Set  for  hearing  June  27,  1922, 
at  10  a.  m. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 

Kerby  and  Fire  Chief  Martin  .  6 

Negative:  Chairman  Walsh  .  1 

Absent :  Mr.  Holland  .  1 


1121-21-A 

APPELLANT— 'General  Oil  Burner  Sales  Corp. 
SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 27  E,ast  40th  street,  Manhat- 
/tan. 

APPEARANCES— 

For  Appellant :  A.  D.  Grant. 

ACTION  OF  BOARD- — Appeal  re-opened.  Set  for  hear¬ 
ing  June  27,  1922,  at  10  a.  m. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
iBoulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Negative  .  0 

Absent :  Mr.  Holland .  1 


BUILDING  ZONE  CASES. 


3  76-2  2- BZ 

APPLICANT— Otto  C.  H.  Maydag,  architect,  on  behalf 
of  Emil  Reineking,  owner. 

SUBJECT— Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the 
erection  of  a  garage. 

PREMISES  AFFECTED.— 363  Pine  street,  Brooklyn. 

APPEARANCES—  w  J  „ 

For  Applicant:  Otto  C.  H.  Maydag,  William  H. 
Good  and  Emil  Reineking. 

ACTION  OF, BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  ® 

Negative  . ® 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION : 


(376-22-BZ) 

Whereas,  Otto  C.  H.  Maydag,  for  Emil  Reineking, 
owner,  filed,  March  4,  1923,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  an  unrestricted  district 
extending  6  ft.  into  a  business  district  the  erection  of  a 
public  garage,  premises  353  Pine  street,  Brooklyn ;  and 
Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  13, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Pine  street  and  Euclid  ave¬ 
nue  are  unrestricted  districts  and  Glenmore  avenue  is 

a  business  district;  and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner  rendered 
March  7,  1923,  in  acting  on  N.  B.  Application  No.  16,  1920, 
reads : 
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“L  Garage  for  more  than  five  cars  not  permitted 
at  tills  location  which  extends  into  a  ‘Business  Zone.’  ” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction  1 
story  in  height  with  a  frontage  of  50  ft.  and  a  depth  of 
75  ft.,  extending  6  ft.  into  the  business  district;  and 
Whereas,  under  the  provisions  of  section  7,  sub-div.  B 
of  the  building  zone  resolution  the  board  is  empowered  to 
act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  there 
be  no  vehicular  entrance  dr  opening  in  the  rear  wall,  and 
that  the  gable  wall  invading  the  business  district  be  un¬ 
pierced  throughout  its  entire  height  and  length. 

_  \ 

1672-21-BZ 

APPLICANT — Augustine  Schiavone,  attorney,  on  behalf 
of  Charles  Piscopo,  owner. 

SUBJECT— Hearing  of  an  application  previously  dismissed 
for  lack  of  prosecution  to  permit  in  a  residence 
district  the  maintenance  of  a  garage  for  five  cars. 
PREMISES  AFFECTED — 771  40th  street,  Brooklyn 
APPEARANCES— 

For  Applicant :  Augustine  Schiavone. 

ACTION  OF  BOARD — Laid  over  to  June  27,  19)22,  at  10 
a.  m.,  to  secure  affidavit  and  amend  to  7-F. 


438-02- BZ 

APPLICANT — Burke  and  Olsen,  architects,  on  behalf  of 
Annie  Wenig,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  conversion  of  existing  building  into  a  public 
garage. 

PREMISES  AFFECTED — 6402-6  Fourth  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:.  Henry  S.  Sehimuel  and  Max 
Wenig. 

For  Opposition :  Robt.  S.  Cirletto,  Henry  R.  Lee, 
John  Carlson  and  John  F.  Reekamp. 
ACTION  OF  BOARD' — 'Laid  over  to  June  27,  1922,  at  10 
a.  m.,  to  submit  proof  of  permit  from  Board  of 
Health. 


508-22-BZ 

APPLICANT — Holler  and  Kleinhenz,  for  Rellim  Realty 
Corp.,  owner. 

SUBJECT — Application  to  permit  in  a  residence  dis¬ 
trict  the  use  of  premises  for  business  use. 

PREMISES  AFFECTED' — 789  St.  Mark  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Michael  Gotlieb. 

For  Opposition :  H.  O.  Wood,  A.  V.  McDermott 
and  William  H.  'Good. 

ACTION  OF  BOARD1 — Laid  over  to  June  20,  1922,  for 
final  disposition,  on  request  of  applicant’s  repre¬ 
sentative. 


407-22-BZ 

APPLICANT— John  M.  Weth,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  2  cars. 


PREMISES  AFFECTED' — 213  McKinley  avenue,  Glen¬ 
dale,  Queens. 

APPEARANCES) — 

For  Applicant :  John  M.  Weth. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty,' 
Boulton,  Kearney,  Kerby  and  Fire  Chief 
Martin 
Negative  . 

Absent:  Mr.  Holland  .  l 

THE  RESOLUTION: 

(407-22-BZ) 

Whereas,  John  M.  Weth,  owner,  filed,  March  17,  1922, 
an  application  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  maintenace  of  a  garage 
for  two  pleasure  motor  vehicles ;  premises  213  McKinley 
avenue,  Glendale,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  qn  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  13, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  McKinley  and  Richard  ave¬ 
nues  are  residence  districts  and  Central  avenue  is  a  business 
district ;  and 

Whereas,  the  order  of  the  fire  commissioner  dated 
March  14,  1922,  reads: 

“You  are  hereby  advised  that  a  recent  inspection 
by  this  Department  shows  that  the  requirements  of 
Order  No.  70640-LC  issued  against  the  above  premises 
and  reading: 

“  ‘You  are  therefore  ordered  to  remove  all  automo¬ 
biles  other  than  touring  or  pleasure  cars  stored  by 
occupants  of  dwelling  on  lot  where  garage  is  located, 
etc.’  ” 

and 

Whereas,  the  proposed  building  is  to  be  of  frame  con¬ 
struction  1  story  in  height  with  a  frontage  of  24  ft.  and 
a  depth  of  17  ft.  occupied  as  a  garage  for  2  automobiles 
of  the  pleasure,  car  type,  space  being  rented  to  persons  not 
residing  on  premises ;  and 

W  hereas,  applicant  has  filed  the  duly  acknowledged  con¬ 
sents  of  the  owners  of  82  per  cent,  of  the  property  frontage 
deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  garage  use 
be  limited  to  storage  of  two  automobiles  of  the  pleasure 
car  type,  space  for  which  may  be  rented  to  persons  not 
residing  on  the  premises. 


563-22-BZ 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
Isaac  Kersten,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  cars. 
PREMISES  AFFECTED' — 2710-2730  Jerome  avenue,  the 
(Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1922,  at  10 

a.  m. 


476-22-BZ 

APPLICANT — Joseph  F.  Fisher,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintepance  of  a  garage. 
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PREMISES  AFFECTED— 10123  111th  street,  Queens. 

APPEARANCES^ 

For  Applicant:  Joseph  F.  Fisher. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

-Martin  . 

Negative  . 

Absent :  Mr.  Holland  . . 

THE  RESOLUTION : 

(476-22-BZ) 

Whereas,  Joseph  Fisher,  owner,  filed  March  31,  1922, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for 
storage  of  4  pleasure  motor  vehicles;  premises  10123  111th 
street,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  13, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build-  . 
ing  zone  resolution  show  that  111th  street  and  112th  street 
are  residence  districts  and  101st  street  is  a  business  district; 

and  .  . 

Whereas,  the  order  of  the  fire  commissioner  dated, 
November  19,  1901,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  article  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or 
are  subject  to  charges  for  storage. 

“You  are  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.”  ; 

and  _  . 

Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  height  with  a  frontage  of  40  ft.  and  a  depth  of 
20  ft.,  to  be  occupied  as  a  garage  for  4  automobiles  of  the 
pleasure  car  type,  spaces  for  three  of  which  are  to  be 
rented  to  persons  not  residing  on  premises;  and 
Whereas,  the  applicant  has  •filed  the  duly  acknowledged 
consents  of  the  owners  of  81  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and.  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  occu- 
pany  of  the  garage  be  limited  to  four  automobiles  of  the 
pleasure  car  type,  space  for  three  of  which  may  be  rented 
to  persons  not  residing  on  the  premises. 


485-22-BZ 

APPLICANT— Elizabeth  G.  King,  owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED— 2254  Hughes  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  Elizabeth  G.  King. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 

tion. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION : 

(485-22-BZ) 

Whereas,  Elizabeth  G.  King,  owner,  filed  April  10,  1922, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for 
storage  of  five  motor  vehicles ;  premises  2254  Hughes  ave¬ 
nue,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
1  by  the  board  of  appeals,  at  its  regular  meeting,  June  13, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hughes  and  Belmont  ave¬ 
nues  are  residence  districts  and  East  183rd  street  is  a  busi¬ 
ness  district;  and 

Whereas,  the  order  of  the  fire  commissioner  rendered 
March  16,  1922,  reads: 

“You  are  hereby  ordered  and  required,  within  twenty 
days  from  date  of  the  service  of  this  order,  to: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  used  strictly  as  an  accessory  to  dwelling  on 
same  lot.”; 

and 

Whereas,  the  building  is  of  fireproof  construction  1 
story  in  height  with  a  frontage  of  45  ft.  and  a  depth  of  18 
ft.,  occupied  as  a  garage  for  five  automobiles  of  the  pleas¬ 
ure  car  type  space  in  which  is  rented  to  persons  not  residing 
on  the  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  92  per  cent,  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  nvake 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  in  view  of  the  92.9  per  cent,  of 
consents,  on  condition  that  the  occupancy  of  the  garage  be 
limited  to  four  automobiles  of  the  pleasure  car  type. 


486-22-BZ 

APPLICANT— Charles  Schaefer,  Jr.,  for  A.  &  M.  Brand 
Realty  Co.,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  business  building. 

PREMISES  AFFECTED— W.  S.  Charlotte  street,  100  ft. 

No.  Boston  road,  The  Bronx. 
APPEARANCES'— 

For  Applicant :  Charles  Schaefer  and  Samuel 

Brand. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 

(486-22-BZ) 

Whereas,  Charles  Schaefer,  Jr.,  for  A.  &  M.  Brand 
Realty  Co ,  owner,  filed,  April  3,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  erection  of  a  business  building;  premises  west 
side  of  Charlotte  street,  100  ft.  north  of  Boston  road, 
Borough  of  Bronx  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  13, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Charlotte  street  and  Crotona 
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Park  East  are  residence  districts  and  Boston  road  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered,  March  16,  19122,  in  acting  on  N.  B.  Applica¬ 
tion  No.  396-1922,  reads : 

“1.  Business  building  in  residence  district  prohibited, 
art.  2,  sec.  3  of  Zoning  Resolution.”; 
and  i 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  50  ft. 
and  a  depth  of  &5  ft.;  and 

Whereas,  applicant  has  failed  to  establish  any  basis  for 
his  application. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


492-22-BZ 

APPLICANT — 'Harold  L.  Young,  for  Isador  Dietelbaum, 
owner. 

SUBJECT — Application  to  permit  the  extension  in  area 
to  existing  garage  within  200  ft.  of  a  hospital. 
PREMISES  AFFECTED1 — 513-17  West  130th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Harold  L.  Young. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION : 


(492-22-BZ) 

Whereas,  Harold  L.  Young,  for  Isador  Dietelbaum, 
owner,  filed,  April  4,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  of  a  garage, 
which  extension  is  within  200  ft.  of  a  hospital;  premises 
513-17  West  130th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  13,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  inaps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  130th  street  and  West 
131st  streets  are  unrestricted  districts  and  Amsterdam  ave¬ 
nue  is  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  March  24,  1922,  in  acting  on  Alteration  ap¬ 
plication  No.  276-1922  reads: 

“1.  Garage  may  not  be  extended  so  as  to  be  within 
200  ft.  of  a  hospital,  sec.  20  Building  Zone  Resolu¬ 
tion.”  ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  height  with  a  frontage  of  60  ft.  and  a  depth  of 
125  ft.,  occupied  as  a  garage  for  more  than  five  motor 
vehicles,  it  is  proposed  to  extend  the  building  at  the  rear 
the  extension  to  be  one  story  in  height  60  ft.  by  125  ft. 
in  area;  the  extension  will  be  within  200  ft.  of  a  hospital; 
and 

Whereas,  the  board  deemed  that  in  view  of  the  intended 
abandonment  of  the  present  hospital  site  by  reason  of 
the  erection  of  a  new  hospital  at  Convent  avenue  and  130th 
street  (certain  portions  of  which  are  now  erected  and 
occupied)  and  the  consent  of  the  hospital  and  in  view  of 
the  hardship  in  preventing  owner  from  further  develop¬ 
ment  of  his  property  that  this  application  should  be  granted. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
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a  variation  in  the  application  of  the  use  district  regulations 
oi  the  building  zone  resolution,  and  that  the  application 
De  and  it  hereby  is  granted  on  condition  that  all  walls  of 
the  proposed  extension  be  unpierced  throughout  their  entire 
height  and  length,  and  that  the  ceiling  be  fire-retarded  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  be  obtained  within  six  months  of 
the  date  of  this  action,  and  that  the  building  be  erected 
within  one  year  from  the  date  of  this  action/ 


+ 


APPLICANT— Henry  A.  Smith,  for  Holland  Laundry 
owner.  ’ 

SUBJECT  Application  to  permit  in  a  business  district 
the  erection  of  a  wet  wash  laundry  and  garage 
building.  & 

ap™ScIs-CTEI^*'S35  25th  street  Brooklyn- 

For  Applicant:  Joseph  A.  Solevei. 

ACTION  OF  BOARD' — Laid  over  to  June  20,  1922,  at  10 
a.  m.,  to  check  consents. 


92-22-BZ 

APPLICANT — Bronxford  Realty  Corporation,  owner. 
SUBJECT  Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  and  motor  repair  shoo 
PREMISES  AFFECTED— 2148-216121  Harlem  River  Ter¬ 
race,  The  Bronx. 

A  P  PEARANGESi — None. 

ACTION  OF  BOARD — Application  withdrawn  upon  writ¬ 
ten  request. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
IBoulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  5 

Negative  . 0 

Absent:  Mr.  Holland  .  \ 


729-22-BZ 

APPLICANT — Wiliam  Shary. 

SUBJECT— Application  to  permit  the  erection  of  a  two 
story  garage. 

PREMISES  AFFECTED — 2500-2504  Amsterdam  avenue, 
northwest  corner  184th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  William  Shary. 

ACTION  OF  BOARD — Application  dismissed  as  matter 
is  res  adjudicata. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  5 

Negative  .  q 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION : 

(729-22-BZ) 

Whpreas,  William  Shary,  for  Max  Marx,  owner,  filed 
May  23,  1922,  with  the  board  of  appeals,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  of  a  garage  for  more  than  five  motor 
vehicles ;  and 

Whereas,  a  similar  petition  except  that  the  then  pro¬ 
posed  building  was  of  less  height  and  therefore  a  less 
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nuisance,  was  'denied  by  the  board  May  20,  1919,  under 

Cal.  183-19-BZ.  .  ....... 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed,  the  matter  being  res  adjudicata. 


588-19-BZ 

APPLICANT — Richard  Vom  Lehn  Sons,  for'Rentrop  Silk 
Dyeing  Corp,  owner. 

SUBJECT— Application  for  an  extension  of  time  to  erect 
a  factory  building  partly  in  a  business  district  and 
parly  in  an  unrestricted  district. 

PREMISES  A FF BCT ED — 63 -67  Bolivar -street,  Brooklyn. 


APPEARANCES— 

For  Applicant:  Cyrus  S.  Jullien. 

ACTION  OF  BOA RD* — Re -opened .  Set  for  hearing  June 
27,  19122,  at  10  a.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
IBoulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Negative  .  ® 

Absent:  Mr.  Holland  .  1 


852-19-BZ 

APPLICANT]— J ohn  Massimino,  owner._ 

SUBJECT — Application  for  a  modification  of  an  applica¬ 
tion  previously  granted  to  permit  the  maintenance 
of  windows  in  rear  wall  of  existing  garage. 
PREMISES  AFFECT  ED— 233  East  162nd  street,  The 


Bronx. 


APPEARANCES— 

For  Applicant:  John  F.  Frees. 

ACTION  OF  BOARD* — Application  reopened ;  set  for 
hearing  June  27,  1922,  at  10  a.  m. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Kearnev,  Kerby  and  Fire  Chief 


Martin  . 

Negative  . 

Absent:  Mr.  Holland 


6 

0 
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397-21-BZ 

APPLICANT— Harvey  S.  Bird,  owner. 

SUBJECT— Application  for  a  further  extension  of  time 
of  a  temporary  permit  to'  permit  in  a  business  dis¬ 
trict  an  open  air  parking  station  for  more  than 
five  automobiles  and  an  attendant’s  booth. 


PREMISES  AFFECTED— 110-126  Ashland  place,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  re-opened;  set  for 
hearing  June  20,  1922,  at  10  a.  m. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

N  egative  .  0 

Absent:  Mr.  Holland  .  1 


AREAS  FIXED. 

(563-22-fBZ) 

The  Chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  of  a  garage,  at  premises  2710-2730  Jerome  ave¬ 
nue,  Bronx. 

The  following  area  was  approved  by  the  Board : 

Both  sides  of  Jerome  avenue  from  Kingsbridge  Road 
to  East  196th  street,  westerly  side  of  Jerome  avenue 
for  a  distance  of  200  ft.  north  of  its  intersection  with 
the  southerly  side  of  East  196th  street,  the  easterly 
side  of  Parkview  Terrace  for  a  distance  of  200  feet 
north  of  East  196th  street;  both  sides  of  East  196th 
street  from  Jerome  avenue  to  Morris  avenue  and  the 
property-  to  the  East  of  the  proposed  garage  and  fac¬ 
ing  on  Morris  avenue,  known  as  lots  No.  39,  42,  and 
49  of  Block  No.  3317. 


(772-22-BZ) 

The  Chairman  presented  and  read  a  communication  from 
William  Jung,  requesting  the  Board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  of  a  garage,  at  premises  1295-9  Decatur  street,  Brook¬ 
lyn. 

The  following  area  was  approved  by  the  Board: 

Both  sides  of  Decatur  street  from  Wilson  avenue 
(Hamburg  avenue)  to  a  point  200  ft.  north  of  the 
garage,  also  the  property  at  the  rear  and  for  a  dis¬ 
tance  of  50  ft.  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  13,  1922.  . 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Kearney,  Kerby,  Fire  Chief  Martin,  Superintendents  Brady, 
Kleinert,  Reville  and  Moore.  . 

The  minutes-  of  the  regular  meeting  of  the  (Board  ot 
Standards  and  Appeals  held  on  Tuesday  afternoon,  June  6, 
1922,  were  approved  as  printed  in  the  Bulletin,  No.  24, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

519-22- S  • 

PETITIONER— 'Ralph  Wilson,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 14-16  East  33rd  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  Ralph  Wilson. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS' — As  specified  in  resolution. 

THE  VOTE' — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Kerby,  Fire  Chief  Martin,  Super¬ 
intendents  Brady,  Rieville,  Kleinert,  and 

Moore  . 

Negative  . 

Absent:  Messrs.  Boulton,  Holland,  Deputy  Fire 
Commissioner  Hannon  and  Superintendent 

McDermott  . 

THE  RESOLUTION : 

(519-22-S) 

Whereas,  Ralph  Wilson,  for  Lisle  Realty  Co,,  owner, 
filed,  April  10,  1922,  a  petition,  with  the  board  of  stand- 
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ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  14-16  East  33rd  street,  Man- 
liattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  passageway  having  an  unobstructed 
width  of  at  least  3  ft.,  0  ins.,  throughout  its  length 
leading  to  the  exterior  screened  stairway,  at  the  rear 
of  building  on  the  6th  story,  affording  free  and  un¬ 
obstructed  access  to  same  for  all  occupants  on  this 
story,  as  per  Section  272  of  the  Labor  Law.”: 

and 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  in  height,  60  ft.  by  90  ft.  in  area,  occupied,  1st 
story,  furniture  store,  10  persons  ;  2nd  story,  electric  sup¬ 
plies,  35  persons ;  3rd  story,  dresses,  30  persons ;  4th  story, 
dresses,  14  persons;,  6th  story,  pocket  books,  25  persons, 
6th  story,  engineers,  11  persons;  dresses,  5  persons;  under¬ 
wear,  5  persons ;  7th  story,  dresses,  37  persons ;  8th  story, 
dresses,  21  persons ;  9th  story,  coats  and  suits,  18  persons ; 
10th  story,  dresses,  11  persons;  11th  story,  dresses,  30 
persons,  12ch  story,  pocket-books,  28  persons ;  equipped 
with  a  fire  alarm  signal  system,  the  means  of  egress  con¬ 
sisting  of  an  interior  fireproof  stairway  extending  from 
the  1st  story  to  the  roof  enclosed  in  fireproof  partitions 
an  exterior  iron  stairway  on  the  rear  of  the  building;  and 

Whereas,  the  petitioner  contends  that  arrangements 
have  been  made  to  leave  the  doors'  in  the  6th  story  open 
at  all  times  during  business  hours. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fire  axe  be  placed  at  the  end  of  the  cor¬ 
ridor  on  the  westerly  wall  and  that  both  doors  of  that  sec¬ 
tion  of  the  loft  in  the  rear  leading  to  the  fire  escape  be 
marked  “EXIT  TO  FIRE  ESCAPE”  in  letters  at  least  6 
ins.  high  and  that  these  doors  leading  to  the  fire  escape  be 
maintained  unfastened  and  unlocked  at  all  times  that  any 
portion  of  the  6th  story  is  occupied  and  granted  only  so 
long  as  the  conditions  remain  unchanged. 


544-22- S 

PETITIONER! — John  A.  Hadden,  Jr.,  for  John  A.  Had¬ 
den,  et  al.,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED- — -42  East  21st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Alexander  M.  Hadden  and  Ed¬ 
ward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  the  fire 
department 

ACTION  OF  BOARD' — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Kerby,  Fire  Chief  Mlartin,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 

Moore  . 9 

Negative  .  0 

Absent:  Messrs.  Boulton,  Holland,  Deputy  Fire 
Commissioner  Hannon  and  Superintendent 
McDermott  .  4 

THE  RESOLUTION : 

(544-22-S) 

Whereas,  John  A  Hadden,  Jr.,  for  John  A.  Hadden,  et 
al.,  owners,  filed,  April  11,  1922,  a  petition  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  42  East  21st  street,  Man¬ 
hattan  ;  and 


Whereas,^  the  order  of  the  fire  commissioner  reads : 

Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  as  per  Section  79)Bi-l  and  79C-1 
of  the  Labor  Law. 

“2  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  *  *  *. 

Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

“Windows  on  course  not  fireproof  not  self-closing. 

((No  stairway  from  top  balcony  to  roof. 

“No  stairway  from  lowest  balcony  to  ground. 

No  passageway  from  the  termination  of  fire  escape 
to  street. 

No  handrails  on  balcony  openings.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction 
4  stories  in  height,  25  ft.  by  64  ft.  in  area  in  the  1st  story 
and  25  ft.  by  46  ft.  above,  occupied,  1st  story,  office  and 
show  room,  3  persons ;  2nd  story,  embroidery  mfg.,  13  per¬ 
sons;  office  and  stockroom,  3  persons;  3rd  story,  office, 
stockroom  and  mfg.  silk  braid,  5  persons;  4th  story,  furni¬ 
ture  storage;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story, 
with  scuttle  and  iron  ladder  to  roof,  enclosed  in  wood  stud, 
lath  and  plaster  partitions  with  wood  doors  at  the  open¬ 
ings,  a  fire  escape  on  the  rear  of  the  building  with  goose¬ 
neck  ladder  to  roof  and  stationary  stairs  to  yard  and  iron 
balcony  on  adjoining  building  at  yard  level  with  stairs  to 
cellar;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  1,  on  condition,  that  a  fixed  double  rung  iron 
ladder  be  provided  from  the  top  story  hall  to  the  scuttle 
in  the  roof  and  that  any  door  at  the  termination  of  the  scut¬ 
tle  ladder  in  the  4th  story  hall  be  removed,  and  granted  as 
to  item  No.  2  on  condition  that  hand  rails  be  provided  to 
the  balcony  openings,  and  that  a  goose  neck  ladder  be  pro¬ 
vided  from  top  balcony  of  fire  escape  to  roof  and  granted  so 
long  as  egress  from  the  rear  yard  to  adjoining  property 
by  means  of  a  45  degree  stairway  to  property  41  East 
20th  street  be  maintained  and  on  further  condition  that 
the  use  and  occupancy  remain  unchanged. 


560-22-S 

PETITIONER — Samuel  Rosenblum,  for  Estate  of  Edw. 
B.  Wesley,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AF FBCT ED — 20 0  East  23rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1922,  at  2 
p.  m. 


55 1-22- S 

PETITIONER — Joseph  Mitchell,  for  Catherine  E.  Kenny, 

owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 385  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Brady,  Reville  and  Moore  .  8 

Negative:  Superintendent  Kleinert  . . 1 

Absent:  Mr.  Holland,  Fire  Chief  Martin, 
Deputy  Fire  Commissioner  Hannon  and 
Superintendent  McDermott  .  4 

THE  RESOLUTION : 

(551-22-S) 

Whereas,  Joseph  Mitchell,  for  Catherine  E  Kenny, 
owner,  filed,  April  12,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require- 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  hre 
commissioner,  affecting  premises  385  Sixth  avenue,  Man¬ 
hattan:  and  „  .  .  , 

Whereas,  the  order  of  the  fire  commissioner  reads 

“1  Arrange  the  fire  escape  on  the  north  side  of 
building  and  the  openings  leading  thereto  and  the 
wiindows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  sections  2  (3 

and  274  of  the  Labor  Law  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  No  stairway  from  lowest  balcony 
to  ground.  No  passageway  from  termination  oi  hre 
escape  to  street.” ; 

^Whereas.  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  24  ft,  8^  ins.,  by  68  ft.  in  area  m  the 
1st  story  and  24  ft.,  8%  ms.,  by  63  ft.  in  area  above ,  occu¬ 
rred  1st  story,  store,  5  persons;  2nd  story,  factory,  10 
persons ;  3rd  and  4th  .stories,  factory,  20  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  extend 
ing  from  the  1st  story  to  the  4th  story  with  scuttle  and 

iron  ladder  to  roof,  enclosed  in  wood  p art^onsr^thT°trf 
doors  at  the  openings;  a  fire  escape  on  the  rear  of  t  e 
building  with  landing  on  roof  of  extension  and  steps  to 
adjoining  roof  3  ft.  below,  fireproof  windows  along  the 

course  of  the  fire  escspe^  3.nd  i.r 

Whereas,  the  petitioner  contends  that  a  modification  was 
granted  by  the  board  of  review  of  the  fire  department, 
January  14,  1920,  and  that  the  exits  were  altered  in  ac 

cor  dance  with  said  modification ;  and  .  ,  ,  ,  « 

Whereas  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  January  14,  1920  should 

h& Resold,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  <hat  the  petition  be  and  hereby  is  granted,  only 
so  long  as  the  conditions  stipulated  in  the  action  of  he 
board  of  review  be  complied  with  and  the  conditions  of  the 
building  shall  remain  unchanged. 

— ; — i - 


552-22-S 

PETITIONER — H.  I.  Feldman,  for  H.  W.  G.  Corp., 

owner.  .  .  ,  . 

SUBJECT _ Variation  of  the  industrial  code  as  cited  in 

decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 141-147  East  125th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  H  I.  Feldman. 

ACTION  OF  (BOARD— Petition  denied. 

THE  VOTE —  . 

Affirmative  . ;;;  V ,  "  \7 . g  ",V  ' 

Negative:  Chairman  Walsh,  Messrs..  Beatty, 
^Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Klein- 

ert’and  Moore . •  . . . .•  •  10 

Absent-  Mr  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Mc¬ 
Dermott  .  3 


THE  RESOLUTION: 

(552h22-S) 

Whereas,  H  I.  Feldman,  for  H.  W.  G.  Corp.,  owner, 
filed,  April  12,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  141-7  East  125th  street, 

Manhattan;  and  .  , 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads :  ,  .  , 

“9.  Provide  proper  fire  retarding  partition  which 
must  conform  to  rules  504  or  506  of  Industrial  Code 
as  to  construction.” ; 

and 

Whereas,  the  building  is  of  non-fireproof.  construction, 
6  stories  in  height,  60  ft.  by  99  ft.,  11  ins.,  in  area,  occu¬ 
pied,  1st  story,  store;  2nd  story,  rnfg.  ladies’  wear,  50 
persons;  3rd  story,  offices  and  rnfg.,  22  persons;  4th  story, 
mfg.  and  offices,  26  persons ;  5th  story,  rnfg.  and  offices,  88 
persons;  6th  story,  tailor,  32  persons ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof  enclosed  in  wood  studs,  plaster  board  and 
plaster  partitions,  with  fire  doors  at  the  openings,,  there 
being  a  4  ft.  high  marble  wainscoting  on  the  hall  side  of 
the  partitions ;  and 

Whereas,  the  petitioner  requests  the  acceptance  ot  the 
existing  partition  as  adequately  fire  retarded. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  petition  be 
and  it  hereby  is  denied. 


523-22-S 

PETITIONER— Mrs.  Ray  Serbin.  . 

SUBJECT— Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

.  PREMISES  AFFECTED— 121  East  112th  street,  Man¬ 
hattan. 

APPEARANCES — i 

For  Petitioner:  R.  R.  Rowe. 

For  Administration:  Inspector  •  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITION S — As  specified  in  resolution. 

THE  VOTEt- 

Affirmative:  Chairman  Walsh,  Messrs..  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,.  Superintendents  Brady,  Reville,  Klein¬ 
ert  and  Moore . .  •  10 

Negative  . . . ® 

Absent:  Mr  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  . - .  3 

THE  RESOLUTION: 

(523-22-S) 

Whereas,  Mrs,  Ray  Serbin,  owner,  filed,  April  10, 
1922,  a  petition,  with  the  Board  of  Standards  and  Appeals, 
for  variation  from  the  requirements  of  the  Labor  Law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  121  East  112th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“1  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  building  with  balconies  4  ft. .  in  width 
connected  by  stairways  not  less  than  22  ins.  wide, 
placed  at  an  incline  of  not  more  than  45  degrees,  ex¬ 
tending  from  the  ground  to  highest  story,  constructed 
as  per  section  273  of  the  Labor  Law  and  the  rules 
of  the  Board  of  Standards  and  Appeals  *  *  *•  _ 

“2.  Extend  the  interior  stairway  at  the  west  side 
of  the  building  to  the  roof  as  per  section  271  of  the 
Labor  Law.”; 

and 
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Whereas,  the  building  is  of  non-fireproof  construction 
4  stones  in  height,  19  ft.,  3  ins.,  by  50  ft.  (irregular)  in 
area,  in  the  1st  story  and  19  ft.,  3  ins.,  by  45  ft.  in  area 
above;  occupied,  1st  story,  carpenter  store,  4  persons;  2nd 
ston,  tailor  shop.  8  persons;  3rd  story,  dwelling,  4  per¬ 
sons;  4th  story,  dwelling,  3  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  extending,  from  the  1st 
story  to  the  4th  story,  with  scuttle  and  iron  "ladder  to  roof, 
enclosed  in  wood  partitions  with  wood  doors  at  the  open¬ 
ings ;  and 

Whereas,  the  appellant  proposes  to  provide  a  fire  escape 
on  the  rear  of  the  building,  the  first  two  stories  being  built 
out  from  the  main  building  and  have  plate  glass  fronts, 
the  egress  from  the  rear  fire  escape  to  be  by  means  of  a 
gate  in  the  fence  to  adjoining  yard  and  further  proposes 
to  counterweight  the  scuttle. 

Resolved ,  that  the.  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted, 
on  condition  as  to  item  No.  1,  that  the  illegal  frame  ex¬ 
tension  in  the  rear  yard  shall  be  demolished  and  removed 
and  that  a  standard  fire  escape  shall  be  provided  on  the 
rear  of  the  building  and  that  egress  from  the  yard  shall 
be  provided  by  openings  in  fence  to  adjoining  property  on 
the  east  and  granted  as  to  item  No.  2  on  condition  that  a 
fixed  double  rung  iron  ladder  shall  be  installed  in  the  top 
story  hall  to  a  scuttle  in  roof,  and  that  any  door  at  the 
termination  of  the  ladder  shall  be  removed. 

Resolved,  further,  that  the  petition  is  granted  so  long  as 
conditions  remain  unchanged. 


580-02-S 

BB|T^,ErONER— Rose  Bros.  Corporation,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 20  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Robert  Land  on  and  George  Brod¬ 
sky. 

Eon  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  denied 

THE  VOTE— 

Affii  mative  .  0 

Negative:  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Kearney,  Kerby.  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Klein- 

ert  and  Moore  .  10 

Absent:  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  .  3 

THE  RESOLUTION: 


connected  by  stairways  not  less  than  22  ins.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees  extending 
rom  ground  to  roof,  constructed  as  per  section  273 
ot  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  section  271  of  the 
Labor  Law. 

3  Extend  the  interior  stairway  at  the  east  side  of 
Dm  1  ding  to  the  roof,  as  per  section  271  of  the  Labor 

and 

Whereas,  'the  building  is  of  non-fireproof  construction 
4  stories  in  height,  02  ft.  x  98  ft.  in  area,  occupied  base- 
ment,  store,  1st  story,  show  room,  3  persons ;  2nd  ’  sto£ 
embroidery  and  engraving,  9  persons;  3rd  storv  mfg’ 
dresses,  6  persons;  4th  story,  mfg.  dresses,  8  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  ex- 
enclmg  from  the  1st  story  to  the  4th  story,  with  scuttle 
and  iron  ladder  to  roof,  enclosed  in  wood,  'lath  and  plas¬ 
ter  partitions  .with  wood  doors  at  the  openings  a  fire 
escape  on  the  rear  of  the  building,  with  fireproof  win¬ 
dows  and  doors  along  the  course  of  the  fire  escape  with 
egress  to  street  through  passage  of  building  No.  22  West 
39tn  street;  and 

Whereas,  petitioner  contends  that  he  is  only  the  lessee 
looR  undeij  contract  to  alter  the  building  after  Mav  1st, 
1903,  and  that  in  the  previous  petition  before  the  board  the 
tacts  were  not  fully  stated;  and 

Whereas  under  Cal.  No.  671-21-S  a  similar  petition 
was  granted  on  certain  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  herebv  is 
dented. 


585-22-S. 

SUBTErT^?~^;  R  ?eniSt,°r  fo?  Bri11  B™thers,  lessee. 

SUBJECT  -Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

APPEARANCES— CTED—46  EaSt  14th  Street’  Manhattan- 
For  Petitioner:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs’  ’  Beatty 
Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Klein- 

ert  and  Moore  .  ’  10 

Absent:  Mr.  Holland,  Deputy ’  Fi’re  Comm’is- 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  .  3 

THE  RESOLUTION : 


(580-22-S) 

Whereas,  Rose  Bros.  Corporation,  for  G.  Brodsky,  lessee, 
filed,  April  .19,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  20  West  39th  street,  Manhattan- 
and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Enclose  the  interior  stairway  at  the  east  side 
of  building  serving*  as  a  reauired  means  of  exit,  and 
the  landings,  platforms,  and  passageways  connecting 
therewith  .  on  all  sides,  with  partitions  of  fire  resist¬ 
ing  material  extending  continuously  from  the  1st  story 
to  3  ft.  above  the  roof,  constructed  as  per  section  271 
,  of  the  labor  law  and  rule  2  of  the  Industrial  Code  or 
carry  out  a  proper  alternative  method  of  complying 
with  the  requirements  of  section  271  of  the  Labor  Law. 

2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  building  with  balconies  4  ft.  in  width 


(585-22-S) 

W™as,  f  P.  Keniston,  for  Fred  E.  Gilbert,  owner, 
filed,  April  20,  1922,  a  petition,  with  the  board  of  stand- 
a/"'a' s  appeals,  for  variation  from  the  requirements  of 
t  e  labor  law,  as  cited  in  an  order  of  the  fire  commissioner 
affecting  premises  46  East  14th  street/Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

1.  Enclose  the  interior  stairways  at  the  southwest 
and  northwest  corners  of  building  serving  as  a  re¬ 
quired  means  of  exit  **  *  * 

“2.  Extend  the  interior  stairway  at  the  southwest 
corner  of  building  to  the  roof,  as  per  section  271  of  the 
Labor  Law. 

“NOTE. — The  Bureau  of  Buildings  reports  that  this 
stairway  was  extended  to  the  roof,  but  that  the  framing 
around  the  opening  in  the  roof  had  not  been  exam¬ 
ined.  This  framing  has  not  been  exposed  for  inspec¬ 
tion  up  to  the  present  time.”; 
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Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  and  pent  house  in  height,  32  ft.  x  206  ft.  in  area, 
occupied,  cellar,,  vacant;  1st  story,  restaurant  and  store 
10  persons;  2nd  story,  weaving  and  cutting,  20  persons;  3rd 
story,  stock  room,  clothing,  4  persons;  4th  story,  stock 
room,  10  persons;  5th  story,  stock  room,  8  persons;  6th 
story,  weaving,  30  persons ;  pent  house,  weaving,  5  persons ; 
the  building  .being  equipped  with  a  fire  alarm  signal  sys¬ 
tem  the  means  of  egress  consisting  of  two  interior  stair¬ 
ways,  extending  from  the  1st  story  to  the  roof,  enclosed  in 
wood  stud,  lath  and  plaster  partitions  with  wire  lath  and 
cement  mortar  on  the  stair  side  with  fireproof  doors  at  the 
openings;  a  fire  escape  on  the  13th  street  front  of  the 
building,  with  drop  ladder  to  street  and  non-fireproof  win¬ 
dows  along  the  course  of  the  fire  escape. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


story  balcony  to  roof,  with  connection  at  second  story  level 
by  iron  bridge  to  adjoining  building,  with  fire  windows 
along  course  of  fire  escape,  with  doors  opening  inwardly 
along  course  of  same;  the  building  being  provided  with  a 
100  per  cent  sprinkler  system;  and 
Whereas,  the  petitioner  contends  that  to  open  the  doors 
outwardly  would  block  the  stairway ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  Sept.  24,  1918,  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  exit  to  the  rear  fire  escape  be  provided 
by  installing  a  vestibule  at  each  exit  to  the  rear  fire  escape 
with  doors  opening  outward  and  that  the  exterior  stairs.  be 
continued  to  the  roof,  and  that  the  occupancy  be  lim¬ 
ited  to  40  persons  per  story  above  the  1st  story. 


1433-18-S. 

PETITIONER— Building  Operation  Co. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 6-8  West  20th  street,  Man¬ 
hattan. 

APPEARANCES!— None. 

ACTION  OF  BOARD' — Petition  granted  on  condition. 

CONDITION S— As  specified  in  resolution. 

THE  VOTE- 

Affirmative:  .Messrs.  Beatty,  Boulton,  Kerby, 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  . .  8 

Negative:  Chairman  Walsh  and  Mr.  Kearney  2 
Absent:  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  MbDer- 
mott  .  3 


697-22- S. 

PETITIONER— Peter  A.  Frasse  &  Co.,  Inc.,  lessee. 

SUBJECT— Variation  of  the  elevator  rules  as  cited  in  de¬ 
cision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 417-421  Canal  street,  4  Sulli¬ 
van  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  William  Heydt. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Klein- 

ert  and  Moore  .  10 

Absent:  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  . 3 


THE  RESOLUTION : 

(1433-18-S) 

Whereas,  A.  McKown,  for  Edward  Cunard,  owner, 
filed,  August  21,  1918,  a  petition  with  the  board  of  stand¬ 
ards’ and  appeals,  for  variation  of  the  requirements  of  ac¬ 
tion  79-F,  labor  law,  as  cited  in  order  No.  70639-LD  of  the 
fire  commissioner,  premises  6-8  West  20th  street,  Mannat- 

tan;  and  .  .  , 

Whereas,  the  order  of  the  fire  commissioner  requires  the 
opening  of  doors  leading  to  rear  exterior  stairway  out¬ 
wardly;  and 

Whereas,  the  board  of  review  under  date  of  April  18, 
1918,  adopted  the  following  resolution : 

“ Resolved ,  that  it  will  be  satisfactory  to  this  de¬ 
partment  if  a  gooseneck  ladder  is  provided  from  the 
top  balcony  of  exiterior  screened  stairway  to  the  roof 
instead  of  a  stairway  and  a  connection  made  ,  f  nun 
the  lowest  balcony  to  the  fire  escape  on.  premises  9 
West  19th  street  ’by  means  of  a  bridge  in  lieu  of  a 
fireproof  passageway  from  the  lowest  termination  of 
the  fire  escape  to  the  street  as  required  by  order  No. 
70639-LD  issued  against  premises  6-8  West  20th  street, 
Manhattan.” ; 

Whereas,  the  building  is  fireproof,  eleven  stories  high, 
50  ft.  by  98  ft.  in  area  in  first  story  and  50  ft.  by  87  ft. 
above,  occupied  as  salesroom  in  first  story,  storage  in  sec¬ 
ond  story,  light  manufacturing  in  third  story,  seventeen 
people;  storage  in  fourth  story,  and  light  manufacturing 
and  salesrooms  above,  with  not  more  than  150  persons 
employed  above  first  story  at  any  time ,  the  means  of 
egress  consisting  of  (a)  an  interior  fireproof  stairway 
extending  from  first  story  to  roof,  enclosed  in  fireproof 
partitions  with  fire  doors  at  openings ;  (b)  an  exterior 
iron  stairway  on  west  side  of  building  extending  from 
first  story  to  top  story,  with  gooseneck  ladder  from  top 


THE  RESOLUTION : 

( 597-22- S) 

Whereas,  Peter  A.  Frasse  &  Co.,  Inc.,  for.Corp.  of 
Trinity  Church,  owner,  filed,  April  22,  1932,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision^  o 
the  superintendent  of  buildings,  affecting  premises  417-2 
Canal  street  and  4  Sullivan  street,  Manhattan,  and 

Whereas,  the  decision  of  the  Superintendent  of  IBuildings 

reads  •  • 

“This  amendment  is  disapproved  with  the  following 

objections :  .  A  ...  , 

“6.  Opposite  openings  in  the  shaft  are  not  .permitted 
as  the  distances  from  the  car  operating  device  to  the 
door  locks  are  more  than  48  inches  and  the  operator 
cannot  control  the  doors  without  leaving  the  operat¬ 
ing  device,  rules  5  and  11  of  the  Elevator  Rules. 

“7,  The  folding  gate  at  the  first  floor  entrance  to  the 
shaft  should  have  not  more  than  2  inches  between  par- 
allel  members  of  (the  gate,  rules  5  and  12  of  the  Eleva- 
tor  Rules.’ ;’ 

and 

Whereas,  the  building  is  of  fireproof  construction.  8 
stories  in  height,  65  ft.  5J4  in.  x  132  ft.  4 yA  in.  in  area  in  the 
1st  storv.  and  05  ft.  5J4  in.  x  120  ft.  95/g  in.  in  area  above; 
occupied,  basement,  steel  warehouse,  4  persons;  1st  story, 
warehouse,  6  persons  ;  2nd  story,  offices,  35  persons ;  3rd 
story,  medicine  distributors,  16  persons ;  4th  story,  quilt¬ 
ing  company,  45  persons;  5th  story,  medicine  distributors, 
46  persons;  6th  story,  bookbinders,  14  persons;  7th  story, 
printing,  20  persons;  8th  story,  machine. shop,  16  persons; 
the  building  being  equipped  with. a  sprinkler  system;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  roof,  enclosed  m  fireproot 
partitions,  an  exterior  stairway  on  the  east  side  oi  the 
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building  with  fireproof  openings  along  the  course  of  the 
stairway,  there  being  a  freight  elevator  in  the  building 
aiul  1  Petitioner  proposes  to  use  for  passenger  service ; 

Whereas,  petitioner  contends  that  it  is  impossible  to 
place  the  car  operating  device  at  any  location  on  the  car 
which  would  permit  the  operator  to  open  the  doors  with¬ 
out  leaving  the  car  operating  device,  as  the  distance  is  too 
great,  and  that  it  would  be  impossible  to  close  the  folding 
gate  and  still  leave  sufficient  room  at  the  opening  to  per- 
mit  the  loading  of  large  cases  on  and  off  the  car,  if  the 
parallel  members  of  the  gate  were  only  two  inches  apart. 

Ke solved  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  petition  be  and  it 
hereby  is  denied. 


594-22-S. 

PETITIONER — Cornelius  Callaghan,  for  Wm.  Rocke¬ 
feller,  owner. 

SUBJECT— -Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 9  East  54th  street,  Manhattan 
APPEARANCES— 

For  Petitioner:!  Cornelius  Callaghan. 

ACTION  OF  BOARD — Petition  granted. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Fire  Chief  Martin,  Superintendents 

Brady,  Reville  and  Moore  .  8 

Negative:  Chairman  Walsh  and  Superintendent 

Kleinert  . . .  2 

Absent:  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  MbDer- 

mott  .  o 

.  A 

THE  RESOLUTION: 


(594-22-S) 

Whereas,  Cornelius  Callaghan,  for  Wm.  Rockefeller, 
owner,  filed,  April  22,  19122,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
°r  U  °r  *aw’  as  cded  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  9  East  54th  street,  Manhat¬ 
tan;  and 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

T  Proposed  means  of  egress  from  foot  of  rear  fire 
escape  is  unsatisfactory.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction  5 
stories  in  height,  25  ft.  x  65  ft.  in  area,  located  in  a  busi¬ 
ness  district,  to  be  occupied,  1st  story,  3.  persons;  2nd 
story,  showrooms,  3  persons ;  3rd  story,  photographic  stu¬ 
dio,  2  persons ;  4th  story,  workrooms,  1.2  persons ;  5th  story, 
developing  rooms  and  janitor’s  quarters,  3  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  5th  story,  enclosed  in  wood 
stud,_  lath  and  plaster  partitions,  with  wood  doors  at  the 
openings,  it  is  proposed  to  erect  a  fire  escape  on  the  rear 
of  the  building  with  fireproof  windows  along  the  course  of 
the  fire  escape  with  egress  to  street  through  a  tunnel  con¬ 
nected  to  an  open  area  which  leads  to  yard  and  thence  to 
street,  through  the  halls  of  two  adjoining  residence  build¬ 
ings;  and 

Whereas,  petitioner  contends  that  the  tunnel  has  fireproof 
floors  and  walls  and  the  walls  facing  the  fire  escape  are  un- 
pierced  except  for  one  bathroom  window. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  long  as  present  conditions  as  to  occupancy  and  use  re¬ 
main  unchanged. 


600-22-S. 

PETITIONER — Hugh  King,  owner. 

SUB J ECT — Va r iatio n  of  the  labor  law  as  cited  in  order 
Oil  the  fire  commissioner 

ap?“SrEaSnc^CTED^32  Huds°" 

F°r  der^Brown'  Kl"&  Hu^h  King,  Alexan- 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

rnwmTTnw’c^A^D  Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beattv. 
Boulton  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore.  9 

Negative  .  j: 

Absent:  Mr.  Holland,  Fire  Chief  Martin,'  Dep- 
uty  hire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION : 

(600-22-S) 

«  ' 

Whereas  Hugh  King,  owner,  filed,  April  24,  1922  a 
atinn°f  ’  Wlf^, the  board  of  standards  and  appeals,  for  vari- 
a  deci  onmof  tehrT,rement-  °-f  the  labor  law>  as  cited  in 

H,dToS„°",rl,!h^SraS0ner'  affKtin8:  PremiS'S  633 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

J1-  Pr'°vide  an  outside  iron  balcony  fire  escape  on 
the  rear  of  building  with  balconies  4  ft.  in  width  con¬ 
nected  by  stairways  not  less  than  22  ins.  wide  *  *  *  ”  • 
and  '  ’ 

Whereas  the  building  is  of  non-fireproof  construction 
4  stones  in  height,  22  ft.  8  in.  x  85  ft.  2  in.  in  area  Z 

storv  1 5  S-°ry’  °ffice  and  candy  Peking,  17  persons ;  2nd 
story,  drying  room,  6  persons ;  3rd  story,  storage ;  4th 

story,  storage;  the  means  of  egress  consisting  of’ an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  4th 
story,  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings;  and 

th^fronf  nf  ,ProP°sess  to  install  a  fire  escape  on 

the  front  of  the  building  instead  of  on  the  rear,  on  the 
ground  that  there  would  be  difficulty  in  providing  safe 
egress  from  the  rear.  s  c 

\  Res°lved>  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 

tW  Peiltfi°n  be  Snd  ,hereby  is  granted,  on  condition 

budding  fire  escape  be  erected  on  the  front  of  the 


607-22-S. 

PETITIONER  Charles  H.  Gillespie,  for  Joseph  Kreinik 
&  Samuel  Ladner,  lessees. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 15-17  West  30th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Charles  J.  Ernst. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore .  9 
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Negative  . . .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION : 

( 607-22- S) 

Whereas,  Charles  H.  'Gillespie,  for  Est.  of  Isaac  Walker, 
filed,  April  26,  1022,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  15-17  West  30th  street,  Man¬ 
hattan;  and 

W’hereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“2.  Means  of  egress  from  the  foot  of  the  fire  escape 
to  street  must  be  through  a  fire  passage  on  the  same 
lot  with  the  building.”; 

and 

Whereas,  the  premises  consist  of  two  buildings,  each 
non-fireproof,  5  stories  in  height.  No.  15  being  25  ft.  x  109 
ft  6  in.  in  area  in  the  1st  story  and  25  ft.  x  53  ft.  6  in.  in 
area  above :  No.  17  being  25  ft.  x  96  ft.  6  in.  in  area  in  the 
1st  story  and  25  ft.  x  60  ft.  in  area  above ;  occupied  as  a 
factory :  No.  15,  1st  story,  2nd  story  and  3rd  story,  10  oer- 
sons  per  story ;  4th  story,  20  persons ;  5th  story,  25  persons ; 
No.  17,  1st  story,  2nd  story  and  3rd  story,  10  persons  per 
story ;  4th  story,  20  persons ;  5th  story,  25  _  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  in  each 
building  extending  from  the  1st  story  to  the  roof,  enclosed 
in  metal  lath  and  cement  plaster  partitions  with  fire  doors 
at  the  openings,  a  fire  escape  on  the  rear  of  No.  17.  con¬ 
necting  in  each  story  with  No.  15  with  stationary  stairs  to 
yard,  fireproof  self-closing  doors  and  windows  along  the 
course  of  the  fire,  escape,  with  egress  from  yard  through 
open  yards  adjoining;  and 

Whereas,  petitioner  contends  the  means  of  egress  are 
adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  laoor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  egress  from  the  fire  escapes  as  indicated  on 
the  plans  filed  with  the  case  shall  be  maintained  and  granted 
so  long  as  conditions  remain  unchanged. 


PREMISES  AFFECTED! — 114  West  14th  street,  Manhat¬ 
tan. 

A  P  P  E ARANCES— N  one. 

ACTION  OF  BOARD— Petition  withdrawn. 

'THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore . 

N  GgcltlVC  . 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  . 


( 281-22- S) 

SUBJECT— Proposed  Rules— Standpipe— Fire  Line. 
ACTION  OF  BOARD — Laid  over  to  June  20,  1922,  at  2 
p.  m. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
680-22-S. 

PETITIONER— Jewel  Electrical  Instrument  Co. 
SUBJECT— Milliammeter  for  measuring  electrical  current. 

APPEARANCES— 

For  Petitioner:  Martin  Jackson. 

ACTION  OF  BOARD — Laid  over  to  July  5th,  1922,  at 
2  p.  m. 


68'5-22-S. 

PETITIONER — Maxon  Furnace  &  Eng.  Co. 

SUBJECT— Maxon  Automatic  Cut-Off  Valve. 

APPEARANCES— 

For  Petitioner:  J.  F.  Quinn. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1922,  at  2 

p.  m. 


703-17- S. 


PETITIONER — (Doyle  Service,  Inc. 

SUBJECT— Application  for  reopening  of  petition  for  vari¬ 
ation  of  the  labor  law  as  cited  in  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 53  and  63  Park  Row,  Manhat¬ 
tan. 


APPEARANCES— None. 

ACTION  OF  BOARD— Reopened,  set  for  hearing  June 


20,  1922. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore .  9 

Negative  . ;•••••••  ® 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  . - .  4 


447-22-S. 


PETITIONER— The  H.  J.  M.  Howard  Mfg.  Co. 
SUBJECT— Approval  of  water  pressure  reducing  valves. 


APPEARANCES—  T _  .  ~ 

For  Petitioner:  H.  J.  M.  Howard  Mfg.  Co. 
a  ptt ow  OF  BOARD! — Laid  over  to  July  5,  1922,  at 


p.  m 


2 


610-22-S 

PETITIONER— C.  D.  Crocker  Specialty  Co. 

SUBJECT — Approval  of  Crocker  Automatic  and  Hand  Re¬ 
lease  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1922,  at  2 
p.  m. 


733-22-S.  Adjourned  4.45  p.  m. 

PETITIONER— S.  J.  Hibon,  lessee.  William  J.  O’Gorman,  Secretary. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  _ _ 

of  the  fire  commissioner. 
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NOTICE 


«***•.«  application  at  the  „ffice  o,  the 
Is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and* addled' 

William  J.  O  Ctorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  cojw  of  Form  13A, 
properly  filled  out. 


.  H  h"  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

"‘STANDPIPE” — “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

v.S  GIVEN  that  a  public  hearing 

will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
regular  meeting  on  Tuesday,  June  20,  1922,  at  2  p.  m. 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  hre  extinguishing  appliances  “Standpipe”— “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 

-inch  or  by  permission  of  the  Fire  Commissioner  14-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 

-C  C°m™lssioner  before  the  work  in  connection 
with  the  insta  lation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers 
size  and  location  of  Siamese  and  cross-connections,  valves' 
tanks  and  connections,  pumps,  l;ose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  med  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

•RuIfc2\-  APp,R?VAL.  Before  acceptance  all  stand¬ 
pipe  (firehnes)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per- 


manqntly  concealed  until  tested  and  approved  in  writing 
by  the  Bureau  of  Fire  Prevention.  writing, 

Modified  standpipe  equipment  installed  as  per  General 

AppeaTsshalfnoth79"20^  °a  the  B°ard  of  Standards  and 
appeals  shall  not  be  required  to  stand  a  pressure  test  in 

cess  of  100  pounds  per  square  inch. 

V  hen  entirely  completed  in  accordance  with  the  aDornverl 

of  the  completed  installation.  Whe"  theYtanfoi'ne  PrC,'°” 

srv 

teMoK's^r  ^  Si 

by  the  applicant  for  the  use  of  the  fire  cLpanL  In  he 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION  Ail  ,,01  1 

tools  and  other  auxiliary  fire  appliances  1  11  h°s.e’ 

Perfect  working  order,  and  at  Has?  once  a 
person  in  charge  of  the  building  shall  make  a  th  ^  ^ 
inspection  of  the  same  to  see  that  al  the  fire  apphances 

byetheP^CLWp0ar?n,0rder  ““  “ 

aitf^aSe^  k" 

detailed  record  of  each  inspection  shall  be  kept  for  ex 
animation  by  a  representative  of  the  Fire  Department 

Rule  4.  APPROVED  DEVICES  All  , ’  . 

for  use  in  standpipe  fire  line  equipments  sS  bS^Ihe 

The tSrf’  cZVf  'he  <Jale  “f  a"d  ‘he  number  ol 

ine  approval.  Certified  copies  of  thp  flnnmimi  i  • 
drawings  and  photographs  of  the  device  approved^shal! 
be  submitted  to  the  administrative  authority  having’ juris 
diction  for  preservation  as  records  and  reference' ^data 


Rule  5.  ELEVATOR  IN  READINESS  In  everv 
building  exceeding  150  feet  in  height  at  least  one  passem 
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ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
Dy  the  1'ire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

/ 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both,  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  hire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mams  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted. 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 


as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 y2  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
ot  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation  :• — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
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basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  laige  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain.— There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank.— —Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  nead  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  1^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Boaid  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 


in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  ;rom  the  puDlic  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,UOO  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 


Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 


689 


It 


PUBLIC  HEARING 


■ 


of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 


Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 


Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 


Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  Jaars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 


In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 


Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tested  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 


Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  or  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions„of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 


therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 


When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 


Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  ia  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 


(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 


Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
irom  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  be>ond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 


The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 


Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  shall  have  a  si- 
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amesp  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any.  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the.  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in.  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
ma>  he  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
:heck  valve  there  shall  be  placed  either  a  )4-in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible,  flow,  or  there  shall  be  provided  a  54-in.  automatic 
"lall  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 


Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
ROAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3)4  in. 
jc  3 y2  in.  at  inlets  with  Fire  Department  female  thread 
Between  Siamese  and  the  system  proper  there  shall  be  an 
ipproved  tvpe  swing  check  valve,  and  between  the  check 
/alve  and  the  siamese  either  a  y2- in.  open  drip  without  valve 
or  cock,  or  a  34-in.  automatic  ball  drip  of  approved  type 
dosing  under  a  pressure  of  not  more  than  7  lbs  per  sq 
nch.  Where  systems  have  both  fire  boat  and  steamer  sia- 
nese  the  steamer  (land)  siamese  shall  have  male  connections 
ind  shall  be  without  clappers,  but  shall  have  on  each  inlet 
i  3  in.  gate,  valve  with  Fire  Department  male  thread  for 
lose  connection.  Check  valve  shall  not  be  provided  for  the 
and  end  Siamese. 


Rule  20.  HOSE  OUTLETS.  When  practicable  all  hose 
lutlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
>e  2H  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
'  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out- 
ets  and  racks  shall  be  located  above  the  floor'  or  landing 
ind  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
Amen  impracticable  to  place  hose  outlets  within  the  stair 
n closure,  the  Fire  Commissioner  may  permit  them  to  be 
ocated  immediately  adjacent  to  a  stair  enclosure,  in  a  con- 
picuous  place,  in  which  case  there  shall  be  painted  upon  the 
fair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
ign  in. letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
lser  its  termination  above  roof  shall  be  a  2^  in  outlet 
ose  valve  and  where  there  is  more  than  bne  riser  the  ter- 
unation  of  every  second  riser  shall  be  a  2 y2  in.  outlet  hose 
alve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
or  more  than  24  ins.  above  the  roof  and  each  valve  shall 
e  provided  with  a  regulation  2)4  in.  Fire  Department  cap. 
Yhere  roof  outlets  cannot  be  located  within  a  heated 
tair  enclosure,  the  control  valve  shall  be  located  below 
le  roof  and  shall  have  a  long  stem  extending  above  the 
oot  with  a  wheel  handle  at  the  upper  end.  Between 
le  long  stem  valve  and  the  roof  outlet  there  shall  be 

•  ,?p<in.  drip  extendl'nff  to  a  sink  or  a  54  in.  auto- 

latic  ball  drip  of  approved  type.  The  outlet  above  the 
inf  shall  have  standard  2 )4  in.  Fire  Department  thread 

ad  a  regulation  cap. 


In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2J4  in.  unlined  linen  hose  of  lengths  as  stated  else- 
'yhere  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and.  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1)4  in. 
unlmed  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2)4  in.  x  1)4  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 

valve. 


j C  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1)4  in.  in  diameter. 

All  l)4-an.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  )4  in.  nor  more  than  54  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit- 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except .  by  special  permission  of  the  Fire  Commissioner 
The  minimum  length  of  hose  that  may  be  provided  at  anv 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 


Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart¬ 
ment  pattern  and  thread. 


Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks,  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 


•  “?SE  CABINETS.  Hose  racks  may  be 

installed  in  cabinets,  provided  the  cabinets  are  conspicu- 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 


AND  REDUCTION  of 

rKtbbUKnh.  I  he  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
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deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2^2-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure .  reducing'  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF.ERECTKDN. 
In  buildings  in  course  of  crecticn  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  sto-y  or  a  height  of  85  ft  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except,  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction,  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply.  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes'  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall .  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  t.he  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 


pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control,  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the.  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply.  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply.  Gas  and  Electricity,  or.  a  type  of  fire  line 
meter  which  has  been  previously  specifically,  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2^4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2^4  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  W^ATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below,  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  confrol  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and. the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy*  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con-! 
trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 
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3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to'  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry.  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses .  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air.  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  Yx  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


t  u  OUTLET  VALVE.  Hose  outlet  valve 

sha  1  be  2J4  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

■p  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
tor  a  flow  of  300  gallons  per  minute. 


"•  they  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4  They  shall  stand  a  pressure  test  of  500  lbs  per  sq 
in.  for  30  minutes  and  not  distort. 

5..  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8‘  run  gl°be  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections. 

hire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall’ 
be  of  a  non-corrodable  metal. 

2  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 


3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  siamese 
connections  shall  not  be  permitted. 


4.  The.  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
t  ian  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

.  Clappers  must  be  so  hung  that  when  siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 


6.  owivels,  attached  tc  the  body  of  the  siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the. opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side,  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 


11..  The  inlet  swivels  to  siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  l/>,  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 
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SUMMARY. 

Cases  pending  December  31,  1921  .  339 

Additional  Pier  and  Theatre  cases  from  1921  .  11 

Cases  filed  up  to  and  including  June  15,  1922.. . . .  827 

Restored  to  calendar  .  61 

Miscellaneous  Actions. 

Requests  to  reopen  .  SO 

Requests  to  amend  .  9 

Requests  for  modification  .  7 

Requests  to  rescind  . » .  0 

Requests  for  extension  of  time  .  9 

Rules  proposed  .  4 

Requests  to  install  . : .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1404 

Disposed  of  .  933 

Cases  pending  June  15,  1922  .  471 


DISPOSITION  OF  CASES. 

Withdrawn  . , .  62 

Dismissed  .  99 

Denied  .  126 

Granted  . . . . .  60 

Granted  on  condition  .  448 

Applicances  approved  .  17 

Appliances  disapproved  . .  6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  71 

Requests  to  reopen  denied  .  8 

Requests  to  amend  granted  .  9 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  6 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  9 

Requests  for  extension  of  time  denied  .  0 


Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted 
Requests  to  install  denied  . . . . 
Administrative  requests  granted 
Administrative  requests  denied 

Interpretations  . 

Requests  withdrawn  . 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 


My  subscription  is  to  begin  with  the  issue  for 
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BOARD  OF  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  .  Fire  Commissioner 

Charles  Brady . Supt  of  Buildings,  Manhattan 

I  P.  J.  Reville . Supt.  of  Buildings ,  The  Bronx 

Albert  E.  Kleinert  . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore . . Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon— Saturdays  excepted. 


yjr  i  UAJLriiJNDAR. 

D  Clerk’s  Calendar  consists  of  applications  under  th 
Building  Zone  Resolution,  and  its  object  is  to  give  int<  r 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  be  called  in  Room  919,  on  Tuesday,  June  27  1929 

definite0  day  At  ^  CaU  eadl  CaSe  ls  £Ct  f °'r  hearinS  on  i 

Tlae  next  subsequent  Call  of  the  Calendar  will  be  ox 
Wednesday,  July  5,  1922,  at  2  o’clock. 

e  Clerk  s  Calendar  is  not  to  be  confused  with  th< 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 


All  communications  should  he  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  June  20, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  June  20,  1922 
Notice  of  Public  Hearing. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONER 

No  appeal,  application  or  petition  will  be  entertained 
connection  with  which  court  proceedings  are  pending  or 
progress,  nor  accepted  that  are  not  filed  within  tweni 

days  from  the  aate  of  the  action  of  the  Administrative  O 
ncial. 

Any  communication  purporting  to  be  an  appeal,  applic; 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  ii 
tenhon  to  seek  relief  until  it  is  filed  on  the  form  require 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  wi 
be  supplied  with  the  official  forms  for  presenting  his  ar 
peal,  application  or  petition,  and  if  he  fails  to  supply  th 
data  required  thereon,  within  twenty  days,  his  case  may  b 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti 
loner  shall  forward  a  signed  notice  of  appeal  addresse 
to  the  administrative  official  (either  superintendent  of  build 
mgs  or  fire  commissioner)  and  file  with  this  Board  a  dupli 
cate  of  said  notice.  p 

Petitioners  are  advised  that  their  plans  must  indicate  th 
points  of.  the  compass  so  as  to  establish  the  true  locatioi 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  an. 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cciscs  Filed  Week  Ending  June  22,  1922. 

Cal.  No.  Department  Order  No. 


8*3-9  9JP.7 

_  NB  9686-1922 

R*9-99-g 

.  Alt.  1827-1921 

8*1  99  T \7 

_  NB  6398-1922 

Q*n  99_Q 

.  LD  33895 

.  F  18307 

.  F  164 

8/17-99  T \7 

.  NB  321-1922 

846-22-A . 

.  Alt.  589-1922 

845-22-BZ . B.BJB .  Alt.  6242-1922 


844-22-A . F.D .  NIB  310-1922 

843-22-S . F.D . LD  13030 

842-22-BZ . B.B.Bx . NB  1801-1922 

841-22-S . F.D . LD  22929 

840-22-S . F.D.  . .  Appliance 

839-22- S . F.D . Appliance 

838-22-A . F.D .  C  12503 

837-22-BZ . B.B.B.  ; .  Alt.  8879-1922 

836-22-BZ . ...B.B.Bx . NB  1652-1922 

835-22-BZ . B.B.M . >•  Alt.  66-1922 


F.D .  LD  35833 


.  LD  34128 

.  .  .  Alt.  954-1922 

.  . . .' .  C  3884 

.  Appliance 

829-22-BZ - 

. B.B.Bx . 

.  NB  73-1922 

.  LC  72429 

1154-21-S . 

Restored  to  Calendar. 
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CODE. 


p.D . Fire  Department 

H.D . . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 


B.B.M . Bureau  of  Buildings,  Manhattan 


B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  27,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

587-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  The  Menderkin 
Building  Co.,  owner. 

PREMISES— 2470-2472  Grand  Concourse,  The  Bronx. _ 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  nine  story  ware¬ 
house. 

621-22-BZ. 

APPLICANT — Patrick  Duffy,  owner. 

PREMISES — 201  Adelphi  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

743-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Jerome  P.  &  Leon¬ 
ard  Davis,  owners. 

PREMISES— 2065-2067  Southern  Boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  two 
story  public  garage. 

746-22-BZ. 

APPLICANT— Max  Salomon,  for  Estate  of  Lambert  S. 
Quackenbush,  owner. 

PREMISES— 1760-1766  Park  avenue,  73-77  East  122nd 
street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  base¬ 
ment  and  two  story  garage  for  more  than  five  cars. 

772-22-BZ. 

APPLICANT — William  Jung,  owner. 

PREMISES — 1295-1299  Decatur  street.  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  8  individual  ga-. 
rages. 

787-22-BZ 

APPLICANT — George  A.  Boyd,  for  Abraham  Ruth,  own¬ 
er. 

PREMISES— 506-510  West  181st  street.  Manhattan. 

TO  PERMIT  in  a  business  district  the  conversion  of  a 
four  story  warehouse  into  a  public  garage. 

751-22-BZ.  '.L! 

APPLICANT — George  H.  Wolin,  for  Brooklyn  Edison 
Co.,  Inc.,  owner. 
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PREMISES — 323-341  Fourth  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  June  27,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

28-22-A — 3266  Ely  avenue.  The  Bronx. 

1307-21-A — 332  Lenox  road,  Brooklyn. 

1121-21-A — 27  East  40th  street,  Manhattan. 

3S7-22-A — 22  Queen  street,  Long  Island  City. 

584-22-A — 46  East  14th  street,  49  East  13th  street,  Man¬ 
hattan. 

447-17-A — 53-63  Park  Row,  Manhattan. 

586-22-A — 456  West  Broadway,  Manhattan. 

589- 22-A — 155  East  38th  street,  Manhattan. 

590- 22-A — 106-108  Fulton  street,  Manhattan. 

592- 22-A — 447-463  Pierce  avenue,  Long  Island  City, 

Queens. 

593- 22-A — 125-129  East  12th  street.  130-132  East  13th 

street,  Manhattan. 

595-22-A — Block  hounded  by  138th  street,  Locust  avenue, 
137th  street  and  East  River,  The  Bronx. 

613- 22-A — 440  Water  street,  Manhattan. 

614- 22-A — 102-104  Fulton  street,  Manhattan. 

616-22-A — S883  Van  Wyck  avenue,  Queens. 

525-22-A — 349  Madison  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  27,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1490-21-BZ — Application.  November  30,  1922,  un¬ 
der  the  building  zone  resolution  of 
Rabenold  &  Scribner,  attorneys,  on  be¬ 
half  of  Hill-Ware  Company.  Inc.,  own¬ 
er  for  a  hearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  five  cars ;  premises  3325-3339 
Park  avenue,  The  Bronx. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  premises  19-21  Bar- 
row  street.  Manhattan. 

cal.  no.  1672-21-BZ — Application,  May  2,  1922,  under  the 
building  zone  resolution,  of  Augustine 
Schiavone,  attorney,  on  behalf  of 
Charles  Piscopo.  owner,  for  a  reheir- 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars ; 
premises  771  40th  street,  Brooklyn. 
cal.  no.  438-22-BZ — Application,  March  24,  1922,  under  the 
building  zone  resolution,  of  Burke  & 
Olsen,  architects,  on  behalf  of  Annie 
Wenig,  owner,  to  permit  in  a  business 
district  the  conversion  of  existing 
building  into  a  public  garasre ;  premises 
6402-6406  Fourth  avenue.  Brooklyn. 
cal.  no.  563-22-BZ — Application,  April  14.  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 


district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue.  The  Bronx. 

cal.  no.  603-22-BZ—  Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  John  J, 
Dunnigan,  architect,  on  behalf  of  Fran¬ 
cis  W.  Aymar,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  two 
story  garage  for  more  than  five  motor 
vehicles;  premises  !3-9  Jumel  Place, 
Manhattan. 

CAL.  NO.  639-22-BZ— Application,  May  3,  1922,  under  the 
building  zone  resolution,  of  Depart¬ 
ment  of  Plant  and  Structures,  on  be¬ 
half  of  City  of  New  York,  owner,  to 
permit  in  an  unrestricted  district  the 
erection  of  a  housing  station  for  the 
Street  CleaningDepartment,  within  200 
ft.  of  a  hospital  building;  premises 
east  side  Avenue  C,  184  ft.  north  of 
Avenue  C  and  16th  street,  all  of  17th 
street,  east  of  Avenue  C,  Manhattan. 

cal.  no.  852-19-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  John  Mas- 
simino,  applicant  and  owner,  for  a 
modification  of  an  application  pre¬ 
viously  granted  to  permit  the  mainte¬ 
nance  of  windows  in  rear  wall  of  exist¬ 
ing  garage;  premises  233  East  162nd 
street,  The  Bronx. 

cal.  no.  588-19-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Richard 
Von  Lehn  Sons,  applicants,  on  behalf 
of  Rentrop  Silk  Dyeing  Corporation, 
owner,  for  an  extension  of  time  to 
erect  a  factory  building  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district;  premises  63-67  Boli¬ 
var  street,  Brooklyn. 

cal.  no.  675-22-BZ— Application,  May  13,  1922,  under  the 
building  zone  resolution,  of  Eugene  De 
Rosa,  architect,  on  behalf  of  Herman 
Stursburg  Realty  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  theatre  and  business  building; 
premises  northeast  corner  138th  street 
and  Willis  avenue  and  southeast  cor¬ 
ner  139th  street  and  Willis  avenue,  The 
Bronx. 

cal.  no.  70-22-BZ — Application,  January  17,  1922,  under  the 
building  zone  resolution,  of  Frederick 
H.  Van  Nostrand,  architect,  on  behalf 
of  John  Rooney,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
public  garage ;  premises  northeast  cor¬ 
ner  33rd  street  and  Roosevelt  avenue, 
Elmhurst,  Queens. 

cal.  no.  738-22-BZ — Application,  May  24,  1922,  under  the 
building  zone  resolution,  of  Chas.  C. 
Straub,  architect,  on  behalf  of  the 
Jumel  Building,  Inc.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  extension  in 
area  to  an  existing  business  building; 
premises  2042-2048  Amsterdam  avenue, 
1033-1039  St.  Nicholas  avenue,  500-504 
West  162nd  street,  Manhattan. 

cal.  no.  581-22-BZ — Application,  April  19,  1922,  under  the 
building  zone  resolution,  of  Martin  H. 
Bohle,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage ;  premises  2785  Briggs  ave¬ 
nue,  The  Bronx. 
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cal.  no.  591-22-BZ— Application,  April  22,  1922,  under  the 
building  zone  resolution,  of  Michael  A. 
Cardo,  architect,  on  behalf  of  John 
Geoghegan,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  to 
existing  business  building  ;  premises  404 
13th  street,  Brooklyn. 

cal.  no.  598-22-BZ — Application,  April  22,  1922,  under  the 
building  zone  resolution,  of  Charles 
Kreymborg,  applicant  and  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  business  building;  premises 
south  side  Fordham  Road,  74.41  ft. 
west  of  Davidson  avenue,  The  Bronx. 

cal.  no.  262-20-BZ — Application,  May  16,  1922,  under  *he 
building  zone  resolution,  of  Gronen- 
berg  &  Leuchtag,  architects,  on  behalf 
of  the  West  48th  Street  Realty  Com¬ 
pany,  owner,  for  a  rehearing  of  an  ap¬ 
plication  previously  denied  to  permit  in 
a  two  times  district  and  a  one  and  a 
half  times  district  the  erection  of  a 
hotel  exceeding  the  height  limitation ; 
premises  255-259  West  43rd  street  and 
680-686  Eighth  avenue,  Manhattan. 

cal.  no.  508-22-BZ— Application,  April  7,  1922.  under  the 
building  zone  resolution,  of  Holler  & 
Kleinhenz,  architects,  on  behalf  of 
Rellim  Realty  Corporation,  owner,  to 
permit  partly  in  a  residence  district  and 
partly  in  a  business  district  tha  use  of 
premises  for  business  purposes;  prem¬ 
ises  789  St.  Marks  avenue,  Brooklyn. 

cal.  no.  530-22-BZ— Application,  April  11,  1922,  under  the 
building  zone  resolution,  of  Edward  M. 
Adelsohn,  architect,  on  behalf  of  Anna 
V.  Wing,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  489-493  Sterling  Place,  Brook¬ 
lyn. 

cal.  no.  330-22-BZ— Application,  Tune  20,  1922,  under  the 
building  zone  resolution  of  Kings 
Highway  Community  Corporation,  ap¬ 
plicant  and  owner,  for  a  rehearing  of 
an  application  previously  granted,  to 
modify  the  conditions  as  laid  down 
by  the  board  in  respect  to  the  entrances 
and  area  covered ;  premises  1665  East 
17th  street,  Brooklyn. 

cal.  no.  564-10-BZ — Application,  June  20,  1922,  under  the 
building  zone  resolution,  of  Lazinsk  & 
DeRosa,  architects,  for  Adolph  Lewi- 
sohn,  owner,  for  a  rehearing  of  an  ap¬ 
plication  previously  granted,  to  permit 
an  extension  of  time  to  proceed  with 
the  completion  of  a  theatre  building ; 
premises  600-618  West  170th  street,  603 
West  169th  street,  4023-4039  Broadway. 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  27,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

389-22-S— 303  Cherry  street,  542  Water  street,  Manhattan. 
415-22-S— 103  Park  Place,  Manhattan. 

474-22-S — 177  East  87th  street,  Manhattan. 

557-22-S— 516  6th  avenue,  Manhattan. 

559-22-S — 194  Seventh  avenue,  Manhattan. 

282-22-S — 34  East  30th  street,  Manhattan. 

518-22-S— 534-536  West  58th  street,  Manhattan. 


627-22-S — 106-108  Fulton  street,  Manhattan. 

575-22- S — 319  East  53rd  street,  Manhattan. 

617-22-S— 517  Madison  avenue,  Manhattan. 

623-22-S — 404  Sixth  avenue,  Manhattan. 

629-22-S — South  side  Spuyten  Duyvil  road,  150  feet  south 
of  Harlem  Ship  Canal,  The  Bronx. 
633-22-S— 305  East  60th  street,  Manhattan. 

657-22-S — 428-442  East  52nd  street,  Manhattan. 

606-22-S — 29  West  8th  street,  Manhattan. 

615-22-S — 111-113  West  28th  street,  Manhattan. 

682-22-S — 51  West  19th  street,  Manhattan. 

713-22-S — 113  East  116th  street,  Manhattan. 

715-22-S — 21  West  46th  street,  Manhattan. 

718-22-S — 43  John  street,  Manhattan. 

1154-21-S — 65-67  East  8th  street,  Manhattan.  • 

281-22-S — Proposed  Rules — “Standpipe” — “Fire  Line.” 

Appliances  Submitted  for  Approval. 

548-22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 


CALL  OF  CLERK'S  CALENDAR. 

Wednesday,  July  5,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

22-22-BZ 

APPLICANT — John  T.  McCarthy,  for  Ellen  I.  McCarthy, 
owner. 

PREMISES— East  side  Spuyten  Duyvil  road,  132.32  ft. 
north  of  230th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  cars. 

555-22-BZ. 

APPLICANT — Ed.  B.  Hittelemann,  owner. 

PREMISES — 359-363  Pulaski  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  a  pub¬ 
lic  stable  into  a  garage. 

764-22-BZ. 

APPLICANT — John  Stahl,  owner. 

PREMISES — 4561  Richardson  avenue,  4761  White  Plains 
avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  three 
story  business  building. 

788-22-BZ. 

APPLICANT — J.  Sarsfield  Kennedy  for  Rebecca  Bell, 
owner. 

PREMISES — 3907-3911  4th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  stable  into  a  public  garage. 

1051-21-BZ. 

APPLICANT — Albert  M.  Yuzzolino,  Esq.,  for  Gerd.  Helen 
and  Henriette  Henjes,  owners. 

PREMISES— 1820-1830  Oropsey  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 

Wednesday,  July  5,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

31-22-A — North  side  Private  Roadway,  500  ft.  north  of 
Nicholas  street  and  St.  Marks  Place,  Cas- 
tleton  Park,  St.  George,  Richmond. 

399-22-A— 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

460-22-A — 1409-1419  St.  Nicholas  avenue,  600-614  West 
181st  street,  Manhattan. 

528-22-A — 284-286  Pearl  street,  Manhattan. 
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532-22-A — North  side  Richmond  avenue,  Graniteville, 
Richmond,  Staten  Island. 

549-22-A— 150  East  150th  street,  The  Bronx. 

579-22-A — 437-439  West  42nd  street,  Manhattan. 

624- 22-A  344  East  40th  street,  699  1st  avenue,  Manhattan. 

625- 22-A — 19  West  34th  street,  30-32  West  35th  street, 

Manhattan. 

628-22-A— 2469-2477  Amsterdam  avenue,  Manhattan. 

630-22-A — 1757-1773  Ocean  avenue,  Brooklyn. 

636-22-A — 150  Beach  116th  street,  Rockaway  Park,  Queens. 

641-22-A— 117-121  Sterling  Place,  Brooklyn.  ' 

647-22-A — 87  35th  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  W ednesday  morning,  July  5,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  493-22-BZ— Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  Chas.  E. 
Chalmers,  on  behalf  of  Second  Ave¬ 
nue  Railroad  Company,  owner,  to  per¬ 
mit  in  a  business  district  the  mainte¬ 
nance  of  a  garage  for  more  than  five 
cars;  premises  1864  Second  avenue, 
Manhattan. 

cal.  no.  566-22-BZ— Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  James  E. 
Willcox,  applicant,  on  behalf  of  David 
A.  Smith,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  five 
car  garage;  premises  south  side  Gerry 
avenue,  100  ft.  west  of  Chicago  street, 
Elmhurst,  Queens. 

cal.  no.  403-22-BZ— Application,  March  17,  1922,  under  the 
building  zone  resolution,  of  Rachmel 
Ukrainzyk,  appjicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  two  cars ; 
premises  559  84th  street,  Brooklyn. 

cal.  no.  506-22-BZ— Application,  April  7,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Cohen,  applicant,  on  behalf  of  Asso¬ 
ciated  Screen  News  Co.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
of  a  business  building;  premises  48-54 
Congress  avenue,  Flushing,  Queens. 

cal.  no.  540-22-BZ— Application,  April  12,  1922,  under  the 
building  zone  resolution,  of  Strauss  & 
Co.,  applicant,  on  behalf  of  Hotel  Al¬ 
exandria,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  an 
electric  sign  on  marquee;  premises  250 
West  103rd  street,  Manhattan. 

cal.  no.  602-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Thomas 
McCcrmick,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  cars; 
premises  2981  Bainbridge  avenue,  The 
Bronx. 

cal.  no.  604-22-BZ — Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Max  Mar- 
golis,  architect,  on  behalf  of  Annie 
Goldstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  public 
garage;  premises  1696-1702  St.  Johns 
Place,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  July  5,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

661-22-S — 1J4-9  West  34th  street,  Manhattan. 

665-22-S— 117  West  21st  street,  Manhattan. 

6  74-22-S — 112  Stanton  street,  Manhattan. 

677-22-S — 741  Fifth  avenue,  Manhattan. 

684-22-S — 113  Lenox  avenue,  Manhattan. 

700-22-S — 144  Fifth  avenue,  Manhattan. 

7 06-22- S — 45  University  Place,  Manhattan. 

710-22-S — 70  Warren  street,  Manhattan. 

714-22-S — 39-41  Borden  avenue,  Queens. 

719-22-S— North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

722-22-S — 8  Wooster  street,  Manhattan. 

727-22-S — 46  West  39th  street,  Manhattan. 

736-22-S — 433-437  Kent  avenue,  Brooklyn. 

748-22-S — 506  West  53rd  street,  Manhattan. 

7 5 0-22 -S — 133  Crosby  street,  Manhattan. 

753-22-S — 271  Bowery,  Manhattan. 

543-22- S — 161  West  44th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

680-22-S— Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22- S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 

447-22-S  Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S  Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  July  11,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

12-22-A — 186-190  West  4th  street,  3-13  Barrow  street, 
Manhattan. 

634-22-A — 285-289  Plymouth  street,  Brooklyn. 

646-22-A — 1534  Bryant  avenue,  The  Bronx. 

664-22-A — 267-269  Bowery,  Manhattan. 

676-22-A — 114  Eighth  avenue,  Brooklyn. 

689- 22-A— 539-549  F  -rdham  Road,  The  Bronx. 

690- 22-A — 1191-1199  Webster  avenue,  The  Bronx. 

693-22-A — 25  Church  street,  Manhattan. 

699-22-A  305-319  Jay  street,  62-76  Lawrence  street, 
Brooklyn. 

1717-21-A — 142  Fifth  avenue,  Manhattan. 

33-22- A — 141-145  Wooster  street,  Manhattan. 

702-22-A — 1469  Bedford  avenue,  Brooklyn. 

704-22-A — 575  Fulton  street,  Brooklyn. 

709-22-A — North  side  Jackson  avenue  and  Whitestone  ave¬ 
nue,  Flushing.  Queens. 

712-22-A — 305-307  East  61st  street,  Manhattan. 

716-22-A — 82  Myrtle  avenue,  Queens. 

420-22-A— West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A— Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A— South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A— Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342-22-A — 556  Kent  -  venue,  Brooklyn. 
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343-22- A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22- A — Block  bounded  by  Kent  avenue,  North  11th, 
North  12  streets  and  Hast  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  lb  HERntil  uiV  EN  by  tiie  board  of  appeals 
of  a  public  hearing  under  the  provisions  ot  the  building 
zone  resolution,  1  uesday  morning,  J  uly  11,  1922,  at  10 
o'clock,  in  Room  919,  Municipal  Building,  on  the  toilow- 

mg  matters :  ..  . 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalt  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
tor  more  than  hve  motor  vehicles;  3io 
West  14znd  street,  Manhattan. 
cal.  no.  374-20-BZ— Application,  May  31,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Rowe  &  Co.,  applicant  and  owner, 
for  a  further  extension  in  time  to  com¬ 
plete  the  erection  of  a  public  garage 
partly  in  a  business  district  and  partly 
in  a  residence  district;  premises  421- 
443  Empire  Boulevard,  Brooklyn. 

CAL.  NO.  295-22-BZ— Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  605-22-BZ — Application,  April  24,  1922K  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalt  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  611-22-BZ — Application,  April  26,  1922,  under  the 
building  zone  resolution,  of  H.  Rosen¬ 
baum,  applicant,  on  behalf  of  John 
Langlois,  owner,  and  S.  &  K.  Motor 
Company,  lessee,  to  permit  in  a  busi« 
ness  district  the  maintenance  of  an  au¬ 
tomobile  repair  shop ;  premises  308- 
310  Lexington  avenue,  Manhattan. 
cal.  no.  645-22-BZ — Application,  May  4,  1922,  under  the 
building  zone  resolution,  of  Annie  M. 
Gaffney,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  two  car  garage;  premises  2316 
Grand  avenue,  The  Bronx. 

cal.  no.  666-22-BZ— Application,  May  9,  1922,  under  the 
building  zone  resolution,  of  Starrett  & 
Van  Vleck,  architects,  on  behalf  of 
Equitable  Life  Assurance  Society, 
owner,  to  permit  in  a  two  times  district 
the  erection  of  an  office  building  to  a 
height  in  excess  of  that  permitted  by 
the  zoning  law ;  premises  383-399  7th 
avenue,  154-172  West  32nd  street,  145- 
165  West  31st  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  11,  1922,  at  2  p.  m. 

Petitions  for  V ariations. 

234-22-S — 117  Division  street,  Manhattan. 

265-22-S— 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 
hattan. 


352- 22-S — 536-556  West  27t'n  street,  Manhattan. 

353- 22-S— 536-556  West  27th  street,  Manhattan. 

596-22-S — 135  West  45th  street,  Manhattan. 

656-22-S — 24  West  46th  street,  Manhattan. 

668-22-S— 167-173  Wooster  street,  Manhattan. 

672-22-S— 209-211  Sullivan  street,  Manhattan. 

679-22-S — 221-223  Mercer  street,  Manhattan. 

686-22- S — 624  East  13th  street,  Manhattan. 

696-22-S— 2-30  Taaffe  Place,  101-105  Classon  avenue, 

Brooklyn. 

703-22-S— 686  Sixth  avenue,  Manhattan. 

705-22-S— 100-102  Grand  street,  Manhattan. 

757-22-S — 64  Grand  street,  Manhattan. 

768-22-S — 41  West  24th  street,  Manhattan. 

773-22-S— 266  State  street,  Brooklyn. 

775-22- S — 130  East  7th  street,  109  Avenue  A,  Manhattan. 

Appliances  Submitted  for  Approval. 

112-22-S— Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


BOARD  OF  APPEALS. 

Tuesday,  July  18,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders . 

449-22-A — 93-95  Prospect  avenue,  Brooklyn. 

500-22- A — 774-808  Pacific  street,  Brooklyn. 

527-22-A — 55  Mercer  street,  Manhattan. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

659-22-A — 396-398  Morris  avenue,  The  Bronx. 

730-22-A — 215-217  Sterling  Place,  Brooklyn. 

739-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

756-22-A — 893  Union  avenue,  The  Bronx. 

263-22-A — 261-262  South  street,  Manhattan. 

367-22-A— 477-483  10th  avenue,  500-508  West  37th  street, 
Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

491-22-A — 129-135  12th  street,  Brooklyn. 

749-22-A — 258-262  Maujer  street,  Brooklyn. 

759-22-A — 2-10  Evergreen  avenue,  Brooklyn. 

761- 22- A — 46-50  Wooster  street,  Manhattan. 

762- 22-A — 440-442  East  106th  street,  Manhattan. 

763 - 22- A — 43  Sixth  avenue,  Manhattan. 

774-22-A — 585  Howard  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build-- 
ing  zone  resolution,  Tuesday  morning,  July  18,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  1616-21-BZ — Application,  December  10,  1921,  under 
the  building  zone  resolution,  of  Jacob 
Lubroth,  architect,  on'  behalf  of  jenny 
Czierenewsky,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  an  existing  public  garage ;  premises 
501-513  90th  street,  Brooklyn. 
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cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles  ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  556-22-BZ — Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  John  Da¬ 
vis,  applicant,  on  behalf  of  Sommers  & 
Wickert,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  one  story 
public  garage ;  premises  1736  Richmond 
Turnpike,  Richmond. 

cal.  no.  660-22-BZ— Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  678-22-BZ — Application.  May  10,  1922,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  attorney,  on  behalf  of  Thomas 
F.  Murray,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  stor¬ 
age  warehouse  into  a  public  garage ; 
premises  413-415  West  150th  street, 
Manhattan. 

cal.  no.  691-22-BZ — Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  George  A. 
Dugan,  applicant,  on  behalf  oT  Weber- 
Bunke-Lange  Coal  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  business  building; 
premises  270  West  96th  street,  Manhat¬ 
tan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  18,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

655-22-S — 354  Bowery,  Manhattan. 

667-22-S — 71-73  Greene  street,  Manhattan. 

731-22-S — 567  Third  avenue,  Manhattan. 

765- 22- S — 442  West  46th  street,  Manhattan. 

766- 22-S — 203-205  East  21st  street,  Manhattan. 

780- 22-S — 523-529  Eighth  avenue,  Manhattan. 

781- 22-S— 221-223  West  64th  street,  Manhattan. 
784-22-S — 129  Division  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  July  25,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

565-22-A — 59-61  Wall  street,  Manhattan. 

146-22- A — 181  Boerum  street,  Brooklyn. 

561-22-A— Northeast  corner  Van  Alst  and  Harris  avenues, 
Queens. 

760-22-A — 204-222  Wythe  avenue,  Brooklyn. 

770-22-A — 149-155  Columbus  avenue,  Manhattan. 

777-22-A — West  side  Van  Dam  street,  between  Borden  and 
Hunters  Point  avenues,  Long  Island  City. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 


785-22-A— Southeast  corner  180th  street  and  Boston  Road, 
The  Bronx. 

792-22-A — 6118  Rockaway  Boulevard,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
ing  zone  resolution,  Tuesday  morning,  July  25,  1922  at 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters  ; 

CAL.  NO.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
,  story  public  garage ;  premises  4342 

Broadway,  northeast  corner  185  th 

street,  Manhattan. 

CAL.  NO.  711-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  W.  Alberi 
Pease,  Jr.,  applicant,  on  behalf  of 
Henry  H.  Pease,  owner,  to  permit  in  a 
residence  district  the  use  of  existing 
four  story  building  for  business  pur¬ 
poses;  premises  444-446  Park  avenue, 
Manhattan. 

cal.  no.  717-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  742-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  De 
Hart,  architect,  on  behalf  of  John  H. 
Degenhardt,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a  pub¬ 
lic  garage;  premises  318  Carroll  street, 
Brooklyn. 

cal.  no.  695-22-BZ— Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  Harold  G. 
Dangler,  architect,  on  behalf  of  Chas. 
G.  Lewnes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  of 
a  store  building;  premises  192-194 
Prospect  Park  West,  Brooklyn. 

William  E.  Walsh,  Chairman 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  25,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

3 15 -22- S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S  Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  20,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  June  13,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  25,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
56-22-A. 

APPELLANT — Continental  Engineering  Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 564  Fifth  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Report  of  committee  adopted  and 
appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent :  Mr.  Holland .  1 

THE  RESOLUTION: 


(56-22-A) 

Whereas,  J.  C.  Buxton,  president  of  Continental  Engi¬ 
neering  Co.,  for  Arpince  Gavshanzian,  owner,  filed,  Jan. 
13,  1922,  an  appeal  with  the  board  of  appeals  from  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  564  Fifth 
avenue,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
in  acting  on  Application  No.  1579,  consists  of  27  items, 
showing  in  what  manner  the  proposed  installation  does  not 
conform  to  the  fuel  oil  rules;  and 

Whereas,  it  is  proposed  to  install  a  fuel  oil  burning 
equipment  in  premises  and  appellant  contends  that  he  is 
under  penalty  for  delay  in  making  such  installation,  and 
requested  permission  to  install  at  his  own  risk,  subject  to 
approval. 

Whereas,  a  permit  for  a  temporary  installation  at  ap¬ 
pellant’s  own  risk  was  granted  by  the  board ;  and 

Whereas,  on  May  18,  1922,  a  committee  of  the  board  in¬ 
spected  the  premises  and  reported: 

To  the  Board  of  Appeals: 

A  committee  of  the  board  of  appeals,  consisting  of 
Chairman  Walsh,  Messrs.  Holland,  Kearney  and  Fire 
Chief  Martin,  on  May  8,  1922,  visited  the  premises, 
564  Fifth  avenue,  Manhattan,  to  inspect  fuel  oil  burn¬ 
ing  equipment  installed  under  a  temporary  permit  by 
resolution  of  this  Board  of  January  17,  1922,  on  which 
the  above  appeal  is  pending  before  this  Board,  from  a 
decision  of  the  Fire  Commissioner,  embracing  twenty- 
seven  objections,  on  a  review  of  the  plans  submitted 
by  the  Fire  Department. 

The  Committee  of  Inspection  confines  its  report  to 
two  objections : 

As  to  location  of  filler  box  at  -curb :  it  recommends 
that  the  position  of  the  filler  box,  in  relation  to  the 
street  curb,  may  be  accepted  in  its  present  location,  on 
condition  that  it  complies,  in  all  other  respects,  with  the 
fuel  oil  burning  rules  of  the  Board  of  Standards  and 
Appeals. 

As  to  the  burner  and  pump:  the  burner  used  in 
this  installation  is  a  Simplex,  Horizontal,  Rotary  Fuel 
Oil  Burner,  used  in  conjunction  with  a  fractional  H.  P. 
electric  motor  and  fan,  and  the  committee  is  of  the 
opinion  that  this  burner,  pump  and  fan  combination  is 
not  in  conflict  with  the  fuel  oil  rules,  and  recommends 
that  its  use  be  permitted  in  this  installation,  on  condi¬ 
tion  that  the  fuel  oil  burning  equipment  be  installed 
in  compliance  with  the  fuel  oil  rules  of  the  Board  of 
Standards  and  Appeals. 

In  conclusion,  the  committee  recommends  the  accept¬ 
ance  of  the  burner  and  pump  on  these  premises,  and 


that  the  decision  of  the  fire  commissioner  be  modified 
to  this  extent  only,  and  that  the  appeal  be  granted  on 
condition  that  the  fuel  oil  burning  equipment  installa¬ 
tion  comply  in  all  other  respects  with  the  fuel  oil  rules. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  in  so  far  as  it  relates  to  the  use  of  the  burner  and 
pump  on  these  premises  on  condition  that  the  fuel  oil  equip¬ 
ment  comply  in  all  other  respects  with  the  Fuel  Oil  Rules 
of  the  Board  of  Standards  and  Appeals. 


399-22-A 

APPELLANT — Frederick  L.  Green,  for  Rusling  Wood, 
Inc.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 18-20  Rose  street,  214  William 
street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  P.  Doyle  and  Harry  W. 
Wright. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Wednesday,  July 
5,  1922,  at  10  a.  m. 


554-22-A. 

APPELLANT— Eliasoff  &  Birnbaum,  lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 80  Nassau  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Robert  S.  Tipping. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution, 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

THE  RESOLUTION  : 

(554-22-A) 

Whereas,  Eliasoff  &  Birnbaum,  for  Colgate  Estate, 
owner,  filed,  April  13,  1922,  an  appeal,  with  the  board  of 
appeal,  from  an  order  of  the  fire  commissioner,  affecting 
premises  80  Nassau  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Have  each  person  operating  the  blowpipe,  or 
other  similar  device  or  apparatus  for  heating,  melting, 
or  welding,  apply  for  and  secure  a  certificate  of  fit¬ 
ness.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  37  ft.  x  70  ft.  in  area  in  the  1st  story 
and  35  ft.  x  60  ft.  above;  occupied  as  store  and  for  light 
manufacturing,  mostly  jewelry;  and 

Whereas,  appellant  contends  that  the  operators  of  the 
small  torches  use  them  for  soldering  and  that  the  large 
torch  is  used  for  melting  of  platinum  and  is  operated  by 
a  member  of  the  firm  who  has  a  certificate  of  fitness. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  operator  of  the  tank  and  the 
large  blow  torch  shall  have  a  certificate  of  fitness,  and  that 
the  appeal  be  granted  so  long  as  conditions  remain  un¬ 
changed. 


560-22-A. 

APPELLANT — American  Druggists  Syndicate,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 229  Borden  avenue,  Long  Is¬ 
land  City,  Queens. 

APPEARANCES— 

For  Appellant:  Frank  J.  Coyle. 
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For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(560-22- A) 


Whereas,  American  Druggists  Syndicate,  owner,  filed, 
April  13,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  229 
Borden  avenue,  Long  Island  City,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Forthwith  discontinue  the  use  of  all  open  flames 
in  laboratory  where  volatile  inflammable  oils  or  liquids 
are  used  in  compounding,  analyzing  or  testing  of  drugs, 
chemicals  are  conducted,  Sec.  273,  2  Ch.  10,  Code  of 
Ordinances. 

“2.  Reduce  the  following  substances  and  all  other 
combustible  inflammable  or  explosive  substances,  or 
compounds :  Ethyl  alcohol  to  10  bbls. ;  denatured  alco¬ 
hol  to  10  bbls.;  glycerine  to  5,000  lbs. ;  hydrochloric 
acid  to  15  carboys ;  kerosene  to  1  bbl. ;  sawdust  to  15 
bags.  Sec.  276,  Ch.  10,  Code  of  Ord.” ; 
and 

Whereas,  the  building  is  fireproof  reinforced  concrete, 

7  stories  in  height,  140  ft.  x  180  ft.  in  area,  occupied,  1st 
story,  shipping,  10  persons ;  2nd  story,  manufacturing,  12 
persons;  3rd  story,  packing,  33  persons;  4th  story,  storage, 

8  persons ;  5th  story,  finishing-  dept.,  150  persons  ;  6th  story, 
mfg.  of  laboratory  products  and  laboratory,  30  persons ; 
7th  story,  storage,  25  persons ;  the  building  is  equipped 
with  a  100  per  cent  sprinkler  system  ;  and 

Whereas,  appellant  contends  that  elimination  of  the  open 
flames  which  are  bunsen  burners  would  make  it  impossible 
to  control  the  compounding  of  some  of  their  products  and 
that  a  smaller  quantity  of  materials  would  be  entirely  in¬ 
adequate  for  economic  purchase  and  storage. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  opening  between  the  Analytical 
Laboratory  and  Percolating  room  be  built  up  with  approved 
masonry ;  that  any  partitions  in  the  laboratory  be  construct¬ 
ed  of  approved  fireproof  material,  and  that  any  openings 
therein  between  the  connecting  rooms  be  protected  with  self¬ 
closing  fireproof  doors. 


562-22-A. 

APPELLANT — John  DeHart,  for  615  West  57th  Street, 
Inc.,  lessee.  ✓ 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 615  West  57th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  John  DeHart. 

For  Administration:  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(562-22-A) 

Whereas,  John  DeHart,  owner,  filed,  April  14,  1922,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  615  West  57th  street, 
Manhattan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
“All  openings  must  be  closed  up  between  boiler  room 
and  interior  of  building  and  provide  direct  entrance 


from  outer  air  only — as  per  Section  159',  Chapter  10 
Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  in  height, 
80  ft.  x  100  ft.  in  area  in  the  1st  story  and  80  ft.  x  25  ft.' 
in  area  above ;  occupied,  cellar,  boiler  room ;  1st  story  ga¬ 
rage,  shipping  office;  2nd  story,  office;  and 
.  Whereas,  appellant  contends  that  the  550  gal.  tank  was 
installed  in  accordance  with  plan  No.  1095-1919  and  that 
the  door  marked  “A”  complies  with  section  159,  chapter  10 
Code  of  Ordinances,  and  that  the  area  marked  “B”  gives 
more  than  64  ins.  of  ventilation  and  that  in  front  of  the 
boiler  room  wall  under  the  sidewalk  is  all  rock  and  that 
there  would  be  undue  hardship  and  practical  difficulty  to 
excavate  for  an  engineer’s  ladder. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  partitions  on  the  first  floor 
are  constructed  of  approved  fireproof  material  and  any  open¬ 
ings  therein  be  protected  with  self-closing  fireproof  doors, 
and  that  the  location  of  the  partitions  subdividing  the  floor 
area  of  the  first  story  be  not  changed. 


565-22-A. 

APPELLANT— Charles  H.  Richter,  for  Wall  &  Hanover 
St.  Realty  Co.,  owner. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 59-61  Whll  Street,  Manhattan 
APPEARANCES— 

For  Appellant:  Charles  H.  Richter  and  Wm.  T. 
Ropes. 

For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  215,  1922,  at  10 
a.  m.,  to  submit  proposed  layout  to  fire  department. 


569-22- A. 

APPELLANT — Louis  A.  Sheinart,  for  Tiger  Garage',  Inc. 
owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 51-61  Attorney  street,  173-177 
Delancey  street  Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Administration:  Inspector  Ort,  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  . . .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION : 

(569-22-A) 

Whereas,  Louis  A.  Sheinart,  for  Tiger  Garage,  Inc., 
owner,  filed,  April  16,  1922,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  51-61  Attorney  street  and  173-177  Delancey  street, 
Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
“1.  Standpipe  system  must  be  installed.” ; 

and 

Whereas,  the  building  is  fireproof,  one  story  and  base¬ 
ment  in  height,  97  ft.  by  99  ft.  11  in.  in  area,  ocupied,  as  a 
public  garage ;  and 

Whereas,  appellant  contends  that  the  plot  upon  which 
the  garage  is  erected  is  a  corner  plot  and  that  the  floor  area 
inside  the  walls  is  10,841  sq.  ft. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and.it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


570-22- A. 

APPELLANT — R.  &  H.  Strachan,  Inc.,  for  Church  of 
Christ,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
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buildings. 

PREMISES  AFFECTED — 199-201  North  Henry  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Harold  C.  Strachan. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION : 

('570-22- A) 

Whereas,  Harold  C.  Strachan,  vice-president  R.  &  H. 
Strachan,  Inc.,  for  Church  of  Christ,  owner,  filed,  April 
16,  1922,  an  appeal,  with  the  board  of  appeals,  from  a  de¬ 
cision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  199-201  No.  Henry  street,  Brooklyn;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
reads : 

“Denied — Proposition  contrary  to  Zone  Resolution, 
Art.  II,  sec.  3.”; 

and 

Whereas,  the  building  is  of  frame  construction,  one  story 
in  height,  33  ft.  by  65  ft.  in  area,  occupied  as  a  church, 
there  being  a  small  plain  box  sign  3  ft.  8  in.  high,  5  ft. 
wide  and  8  in.  deep,  containing  the  name  of  the  Church  in 
raised  white  letters,  located  inside  the  court,  yard ;  and 
Whereas,  appellant  contends  that  the  sign  is  an  ac¬ 
cessory  to  the  church  and  that  none  of  the  neighbors  have 
any  objections  and  that  the  sign  will  be  lighted  only  on  such 
evenings  as  meetings  are  to  be  held  in  the  church. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  sign  be  restricted 
to  the  insignia  of  the  church  and  limited  to  its  present  di¬ 
mensions. 


571-22- A. 

APPELLANT — IBen  C.  Bloch,  for  Alexander  Geiger,  lessee. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 9-19  Ninth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Ben  C.  Bloch. 

For  Administration:  Inspector  Ort,  of  fire  de 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  . . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney,  and  Kerby  .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(571-22-A) 


Whereas,  Ben  C.  Bloch,  for  Vincent  Astor,  owner,  filed, 
April  16,  1922,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises 
9-19  Ninth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  reads: 

“1.  A  regulation  standpipe  equipment  must  be  in¬ 
stalled.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
129  ft.  by  125  ft.  in  area,  occupied,  1st  story,  stable  and 
stores,  25  persons ;  2nd,  and  3rd  stories,  stable,  20  persons 
per  story,  it  is  proposed  to  remove  the  3rd  story  and  oc¬ 
cupy  the  building  as  garage  and  stores,  1st  story  and  garage 
above;  and 

Whereas,  appellant  contends  that  the  actual  area  on  1st 
story  devoted  to  garage  use  is  7,700  sq.  ft.  and  that  the 
building  has  been  provided  with  two  enclosed  stairways 
and  a  fireproof  ramp. 

Resolved,  that  the  decision  of  the  fire  commissioner,  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


572-22-A. 

APPELLANT — M.  Delisky,  for  Malvina  Scherzer,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 413  East  83rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  M.  Delisky. 

For  Administration:  Inspector  Liebermann,  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


IBoulton,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(572-22-A) 

Whereas,  M.  Delisky,  for  Malvina  Scherzer,  owner,  filed, 
April  17,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  413 
East  83rd  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  413  East  83rd  Street,  Manhattan,  used  as  a  non¬ 
storage  garage,  shows  that  the  following  must  be  done 
before  permit  requested  by  you  can  be  issued. 

“Item  2.— The  living  apartments  above  the  garage 
may  not  be  occupied  for  dwelling  purposes  unless  one 
of  them  be  occupied  by  either  the  applicant  or  his 
employee,  as  per  section  154,  chapter  10,  Code  of  Or¬ 
dinances.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
20  ft.  by  80  ft.  in  area  in  the  1st  story  and  20  ft.  by  36  ft. 
in  area  above ;  occupied,  1st  story  garage  for  three  cars 
and  storage  of  groceries ;  2nd  story,  apartment,  3  persons ; 
3rd  story,  apartment,  5  persons ;  and 

Whereas,  appellant  contends  that  the  owner  of  the 
premises  is  conducting  a  wholesale  grocery  at  No.  411, 
which  is  connected  with  No.  413  by  a  fireproof  door  and 
that  in  the  expiration  of  the  lease  of  the  apartments  in 
No.  413  July  15,  1923,  the  owner  will  occupy  the  apart¬ 
ments  herself. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition,  that  any  openings  between  the  build¬ 
ings  No.  411  and  No.  413  be  built  up  with  fire  retarding 
material ;  and  that  the  appeal  be  granted  so  long  as  con¬ 
ditions  remain  unchanged. 


573-22-A 

APPELLANT — National  Aniline  &  Chemical  Co.,  Inc. 
SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 21-23  Burling  slip,  Manhattan. 
APPEARANCES— 

For  Appellant:  M.  D.  Evans  and  F.  J.  Krueger. 
For  Administration :  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed  for  the  reason 
the  building  has  become  vacant  and  is  now  occu¬ 
pied  by  a  caretaker,  only. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney,  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(573-22-A) 

Whereas,  National  Aniline  &  Chemical  Co.,  Inc.,  owner, 
filed,  April  18,  1922,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
21  and  23  Burling  slip,  Manhattan ;  and 
Whfreas,  the  orders  of  the  fire  commissioner,  read: 
“Order  No.  33557-F— 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gal- 
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Ions  capacity  for  the  standpipe  system,  said  tank  to  be 
so  elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  highest  outlet,  sec.  20,  ch.  12,  Code  of  Ordinances. 

“Order  No.  33558-F— 

*'l.  Provide  2j4-inch  hose  outlet,  with  proper  valve 
for  standpipe  line,  placing  same  in  stairway  enclosure 
in  cellar  and  comply  with  the  following : 

“A.  Provide  50  ft.  of  approved  2j4-inch  hose  and 
connect  same  to  above  outlet. 

“B.  Provide  an  open  nozzle  at  least  12  in.  in  length, 
'diameter  of  top  not  less  than  1J4  in.,  attached  to 
hose  on  outlet  of  standpipe. 

“C.  Provide  racks  or  reels  for  standpipe  hose  in 
stairway  enclosure. 

“D.  Provide  a  hose  spanner  at  hose  outlet.  Sec.  20, 
ch.  12,  Code  of  Ordinances. 

“2.  Outside  Siamese  connection  of  standpipe  system 
on  Front  street  side  of  building  to  be  lowered  to  not 
less  than  18  inches  nor  more  than  2  ft.  above  the  side¬ 
walk,  and  arranged  in  a  horizontal  position  accessible 
to  the  Fire  Department.  Sec.  20,  Ch.  12,  Code  of  Or¬ 
dinances.”  ; 
and 

Whereas,  the  building  is  of  fireproof  construction,  10 
stories  in  height,  62  ft.  by  38  ft.  in  area,  occupied  as  an 
office  building;  and 

Whereas,  the  appellant  contends  that  there  is  a  tank  on 
the  roof  containing  1,850  gallons  and  an  automatic  electric 
pump  and  that  the  present  Siamese  connection  to  standpipe 
line  on  the  Front  Street  side  pf  the  building  is 
now  54  in.  above  the  level  of  the  sidewalk  and  the 
hose  connections  are  curved  in  such  a  manner  that  they 
point  to  about  the  center  of  the  sidewalk  and  that  the  Na¬ 
tional  Aniline  &  Chemical  Company  proposes  to  vacate  the 
building  about  May  1st,  1922 ;  and 

Whereas,  it  appears  that  the  building  is  now  vacant 
except  for  an  office  occupied  by  the  owner  and  by  a  care¬ 
taker. 

Resolved ;  that  the  appeal  be  and  it  hereby  is  dismissed. 

— ) - 

577-22- A. 

APPELLANT — The  Dry  Dock,  E.  Broadway  and  Battery 
Railroad  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 13-23  Corlears  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Wm.  R.  P.  Maloney  and  Arthur 
Johnston. 

For  Administration :  Inspector  Ort,  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — -As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


IBoulton,  Kearney  and  Kerby .  .5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(577-22- A) 


Whereas,  The  Dry  Dock,  East  Broadway  and  Battery 
Railroad  Company,  owner,  filed,  April  19,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  and  decision  of 
the  fire  commissioner,  affecting  premises  13  to  23  Corlears 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
33794-LD,  reads: 

“An  inspection  of  premises  13-23  Corlears  street, 
Borough  of  Manhattan,  shows  a  fire  hazard,  to  cor¬ 
rect  which  you  are  hereby  specially  directed  within  5 
days,  to  do  the  following: 

“1.  File  with  this  department  one  set  of  pre¬ 
liminary  papers,  plans,  showing  all  work  which  has 
been  done  in  the  above  premises  in  connection  with 
the  installation  of  the  standpipe  system.  Sec.  20,  Ch. 
12,  Code  of  Ordinances.” 


and  a  decision  of  the  fire  commissioner,  reads: 

“Alteration  Application,  No.  381-22. 

“Location :  13-23  Corlears  street,  Manhattan. 

‘Disapproved  May  4th,  1922,  with  the  following  ob¬ 
jections  : 

“1.  Standpipe  equipment  must  conform  to  provi¬ 
sions  of  section  581,  Chapter  5,  Code  of  Ordinances, 
New  York,  and  supply  to  system  must  be  from  a 
gravity  tank  (above  roof)  having  at  least  3', 500  gal¬ 
lons  reserved  solely  for  standpipe  use;  provisions  of 
Fire  Department  regulations  must  be  conformed  to”- 
and  ’ 

Whereas,  the  building  is  fireproof,  3  stories  in  height, 
145  ft.  by  175  ft.  in  area,  occupied,  1st  story,  car  inspec¬ 
tion,  18  persons ;  2nd  story,  sub-station  and  storage  of  cars, 
1  person;  3rd  story,  battery  charging;  and 

Whereas,  appellant  contends  that  in  view  of  the  char¬ 
acter  of  the  building  and  occupancy  that  the  standpipe  is 
unnecessary. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  on  the  basis  of  the  water  protection  system  now 
installed  and  in  operation,  so  long  as  present  use  and  occu¬ 
pancy  remain  unchanged. 


583-22-A. 

APPELLANT — A.  Lindsay,  for  Thomson  Meter  Company, 
owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 100-110  Bridge  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  L.  E.  Jallaed  and  Michael  O’Keefe. 
For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTEh- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney,  and  Kerby .  5 

Negative  .  o 


Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(5 83-221- A) 

Whereas,  Thomson  Meter  Company,  owner,  filed,  April 
20,  1922,  an  appeal  with  the  board  of  appeals,  from  an  or¬ 
der  of  the  fire  commissioner,  affecting  premises  100-110 
Bridge  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“You  are  hereby  ordered  and  required,  within  20 
days  from  date  of  the  service  of  this  order,  to: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2}4-in.  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basement,  cel¬ 
lars  and  roofs)  placed  within  main  stairway  enclosure. 
Each  outlet  to  be  provided  with  sufficient  feet  of  214- 
inch  standard  hose  attached  thereto.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  120  ft.  by  100  ft.  in  area,  occupied,  cellar,  boiler- 
room,  repairing  and  storage,  7  persons ;  1st  story,  office, 
shipping  and  manufacturing,  27  persons ;  2nd,  3rd  and  4th 
stories,  mfg.  water  meters,  55  persons,  2nd  story;  27  per¬ 
sons,  3rd  story,  and  33  persons,  4th  story;  and 
Whereas,  appellant  contends  that  owing  to  interior  shaft 
the  area  of  building  above  first  story  is  only  10,000  sq. 
ft.  and  that  the  building  faces  on  three  streets  and  is  lo¬ 
cated  in  the  high  pressure  district. 

Resolved,  that  the  order  of  the  fire  commissioner,  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  openings  in  the  8-inch  brick 
wall  sub-dividing  the  cellar  be  protected  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals,  with  auto¬ 
matic  and  self-closing,  sliding  doors ;  that  the  doors  in  the 
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partition  between  main  office  and  stock-room  be  made  self¬ 
closing  and  that  the  transom  sash  be  made  fixed ;  and  that 
the  appeal  be  granted  only  so  long  as  conditions  as  to  oc¬ 
cupancy  and  use  remain  unchanged. 


767-22- A. 

APPELLANT— Gustavus  T.  Kirby,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 571-591  Madison  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  N.  Taylor  Phillips  and  Harry  I. 
Day. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  . •  •  ■  •  5 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION : 

(767-22- A) 

Whereas,  Gustavus  T.  Kirby,  owner,  filed,  June.  1st, 
1922,  an  appeal,  with  the  board  of  appeals,  from  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  571- 
591  Madison  avenue,  Manhattan  ;  and  _  . 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads  * 

“With  regard  to  the  proposed  use  of  the  existing  con¬ 
dition  of  walls  for  the  support  of  the  walls  in  the 
Madison  avenue  front  of  the  building  at  above  loca¬ 
tion,  in  view  of  the  fact  that  the  stresses  in  the  mas¬ 
onry  apparently  are  already  in  excess  of  those  permit¬ 
ted  by  the  Code,  I  cannot  see  my  way  clear  to  accede 
to  your  request  for  the  increase  in  the  loads  which  it 
appears  will  result  in  stresses  practically  double  the 
permissible  stresses.” ; 

and  ,  ..... 

Whereas,  the  building  affected  by  this  decision  is  being 
altered  from  a  two-story  store  and  studio  building  to  a 
three-story  store,  office  and  salesroom  building,  of  non-fire- 
proof  construction,  having  about  200  feet  frontage  and  a 
depth  of  75  feet ;  and 

Whereas,  the  addition  of  the  new  masonry  of  the  third 
story  increases  the  loads  on  the  stone  foundation  walls  in 
cement  mortar  under  the  blue  stone  bases  of  the  Madison 
avenue  columns  to  about  double  the  working  stresses  fixed 
by  section  51  of  the  building  code ;  and 

Whereas,  appellant  contends  that  the  existing  loads  in 
part  already  exceed  the  permissible  working  stresses  and 
this  condition  has  existed  since  the  erection  of  the  building 
about  thirty  years  ago,  and  tjiat  in  the  opinion  of  com¬ 
petent  engineers  the  existing  masonry  can  safely  sustain 
the  proposed  loads. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 

692-22-A. 

APPELLANT — Louis  Allmendinger,  for  Schweiger  Bros., 
owners. 

SUBJECT — Appeal  from  decision  of  the  superintendent  of 
buildings.  , 

PREMISES  AFFECTED— 1525-1527  Broadway,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Louis  Allmendinger  and  Emil  A. 
Schweiger. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  . ••••  0 


Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(692-22-A) 

Whereas,  Louis  Allmendinger,  architect,  for  Schweiger 


Bros.,  owners,  filed,  May  15,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  1525  to  1527  Broadway,  Brooklyn; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“Denied  under  Sec.  480,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  two  buildings,  each 
frame,  3  stories  in  height,  20  ft.  x  80  ft.  in  area  in  the  1st 
story  and  20  ft.  by  60  ft.  in  area  above ;  occupied,  Building 
No.  1525  (present  occupancy) — 1st  story,  store;  2nd  story, 
show  room;  3rd  story,  phonograph  repair  shop,  3  persons. 
(No.  11527)— 1st  story,  store;  2nd  and  3rd  stories,  1  family; 
(proposed  occupancy  of  both  buildings) — 1st  story,  store; 
2nd  story,  show  room  ;  3rd  story,  repair  shop  and  storage ; 
total  number  of  persons  above  2nd  story,  3 ;  located  in  a 
business  district ;  and 

Whereas,  appellant  contends  that  section  480  permits  the 
proposed  change,  in  that  it  is  not  intended  to  extend,  raise 
or  enlarge  the  buildings,  and  that  the  building  is  not  ex¬ 
clusively  used  for  residence  purposes  at  the  present  time. 

Resolved ,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  stair-hall  be 
enclosed  in  fire  retarding  partitions ;  that  any  opening 
therein  be  protected  with  self-closing  fireproof  doors ;  that 
a  double  rung  ladder  be  provided  from  the  top  story  stair- 
hall  to  a  scuttle  in  the  roof;  that  the  ceiling  of  the  cellar 
of  both  buildings  be  fire  retarded,  and  that  the  appeal  be 
granted  so  long  as  conditions  as  to  use  and  occupancy  re¬ 
main  unchanged. 


482-22-A. 

APPELLANT— John  Buzzi,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 97  Burgher  avenue,  Dongan 
Hills,  Richmond. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . . .  •  •  •  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

THE  RESOLUTION: 

(482-22-A) 

Whereas,  John  Buzzi,  owner,  filed,  March  31,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  97  Burgher  avenue, 
Dongan  Hills,  Richmond ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads  : 

“1.  Discontinue  the  maintenance  of  a  garage  in  which 
is  kept  motor  vehicles  that  are  used  for  business  pur¬ 
poses  on  these  premises.” ; 

and 

Whereas,  the  building  is  metal,  one  story  in  height,  20 
ft.  x  15  ft.  in  area,  occupied  for  the  storage  of  three  com¬ 
mercial  cars,  owned  by  the  owner  of  the  premises ;  and 
Whereas,  appellant  has  filed .  affidavits  that  the  garage 
was  used  for  the  storage  of  commercial  cars  prior  to  July 
25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  use  of  the  garage  be  limited 
to  three  commercial  cars,  the  property  of  the  owner  and 
rued  in  the  conduct  of  his  business ;  that  no  gasoline  be 
stored  or  used  on  the  premises  other  than  in  the  tanks  of 
the  cars,  and  that  the  appeal  be  granted  only  so  long  as  the 
property  remains  in  its  present  ownership. 


447-17- A. 

APPELLANT— M.  A.  Cahill. 

SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 53-63  Park  Row,  Manhattan. 
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APPEARANCES— 

,  For  Appellant :  William  F.  Doyle. 

ACTION  01-  BOARD' — Laid  over  to  June  27,  1922,  at  10 
a.  m.,  pending  action  by  board  of  standards  and 
appeals  with  reference  to  same  premises. 

735~22i-A. 

APPELLANT— American  Fire  Service  Corp.,  for  Isidor 
Lewkowitz,  owner. 

SUBJECT— Appeal  from  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — '26  East  125th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

AC1  ION  OF  BOARD — Appeal  dismissed  for  lack  of  pros¬ 
ecution. 

THE  RESOLUTION: 

(735-22-A) 

\\  hereas,  the  American  Fire  Service  Corporation  filed 
an  appeal  with  the  board  of  appeals  from  an  order  of  the 
superintendent  of  buildings  affecting  premises  26  East 
125th  street,  Manhattan;  and 
\\  hereas,  appellant  has  failed  to1  complete  his  papers. 
Resolved  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


PREMISES  AFFECTED— 643-649  West  185th  street, 
Manhattan. 

APPEARANCES— 

a  b°r  Applicant:  Monte  London. 

ACTION  Oh  BOARD.' — Laid  over  to  July  25,  1922,  at  10 
a.  m.,  on  request  of  applicant. 


508-22-BZ. 

APPLICANT— Holler  &  Kleinhenz,  for  Rellim  Realty 
Loirp.,  owner. 

SUBJECT— Application  to  permit  the  extension  of  a  busi- 
ness  use  into  a  residence  district 

PREMISES  AFFECTED — 789  St.  Marks  avenue,  Brook- 
lyn. 

APPEARANCES— 

For  Applicant:  Wm.  F.  Doyle 
For  Opposition:  H.  O.  Wood,  Chas.  S.  Day, 
George  Johnston,  et  al. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1922,  at  10 
a.  m.,  (for  final  disposition)  on  request  of  appli¬ 
cants  counsel. 


1717-21-A. 

APPELLANT— Edward  Jordan,  for  Albert  Ashforth, 
owner. 

^rom  order  of  the  fire  commissioner. 
APPEAR/UJCES^^^^^ — 14,3  avenue>  Manhattan. 

For  Appellant:  William  H.  Jordan. 

ACTION  OF  BOARD — Appeal  reop’ened,  and  set  for  hear¬ 
ing  July  11,  1922. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby .  5 

Negative  .  q 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

33-22-A. 

APPELLANT — Louis  E.  Felix,  for  Chisholm  Realty  Com¬ 
pany,  owner. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 141-145  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  R.  F.  Kilpatrick. 

ACTION  OF  BOARD — Appeal  reopened ;  hearing  set  for 
July  11,  1922. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney,  and  Kerby  .  5 

Negative  . .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

BUILDING  ZONE  CASES. 

70-22-BZ. 

APPLICANT — Frederick  H.  Van  Nostrand,  architect,  on 
behalf  of  John  Rooney,  owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  public  garage. 

PREMISES  AFFECTED — Northeast  corner  of  38rd  street 
and  Roosevelt  avenue,  Elmhurst,  Queens 
APPEARANCES— 

For  Applicant:  Frederick  H.  Van  Nostrand. 
ACTION  OF  BOARD — Laid  over  to  June  27,  1922  at,  10 
a.  m.,  to  submit  permits  from  health  department. 

1172-21 -IB'Z. 

APPLICANT — Monte  London,  for  Patrick  C.  Meyers, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 


10'68-21-BZ. 

APPLICANT— Frederick  Gerber,  for  Meszaros  and  Bern¬ 
ard,  owners. 

SUBJECT— Application  to  permit  in  a  business  district 
the  conversion  of  the  use  of  an  existing  building  to 
*‘le  use  as  a  m°tor  vehicle  repair  shoo 
PREMISES  AFFECTED — Northeast  corne?'  Astoria  ave- 
nue  and  Pope  street,  L.  I.  C.  Oueem 
APPEARANCES—  ’  y  ' 

For  Applicant:  Frank  P.  Keniston  and  Sam 
Bernard. 

For  Opposition :  None. 

CONDTTTnNqBOAARD~^Pi)licati0n  granted  on  condition. 

sPecified  m  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

Boulton,  Kearney  and  Kerby .  ’  5 

Negative  .  .  q 

Absent:  Mr.  Holland  and  Fire  Chief  Martin  2 
THE  RESOLUTION: 

( 1068-21 JBZ) 

Whereas  Frederick  Gerber,  for  Meszaros  &  Bernard 
owners,  filed  September  26,  1921,  an  application  under  the 

tb,u  ld’n!  Z°"e  rer°  Vtlon’  t0  Permit  in  a  business  district 
e  conversion  of  the  use  of  an  existing  building  to  the 
use  as  a  garage  for  more  than  5  motor  vehicles;  premises 
northeast  corner  of  Astoria  avenue  and  Pope  street  L  I 
C.,  Borough  of  Queens;  and  ’ 

f  bliC  hfaring.  was  held  on  thJs  application 
1L9  °f  aPpeals’  at  its  regular  meeting  April  11 

1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
.  Wh^as,  the  use  district  maps  accompanying  the  build- 
np^t;Z<?ei  resolution  show  that  Astoria  avenue  is  in  a  busi¬ 
ness  district  and  Pope  street  is  in  a  residence  district; 

Whereas,  the  decision  of  the  fire  commissioner  rendered 
September  23,  1921  in  acting  on  Alt.  App.  1173-21  reads: 
Motor  vehicle  repair  shop  not  permitted  at  this  lo- 
cation,  which  is  in  a  business  zone 99  • 
and  * 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
™nst™ctI0"'  1  story  in  height,  with  a  frontage  of 
and”'  1  in  3  depdl  86  5  *n-  and  101  ft.,  irregular; 

Whereas  this  application  was  denied  by  the  board  at  its 
meetings  November  29,  1921,  and  April  H,  1922  for  a 
motor  vehicle  repair  shop,  and  owners  requested  a  reopen¬ 
ing  of  the  case  to  permit  use  of  a  building  as  a  garaee 
which  request  was  granted  by  vote  of  the  board  -  and 
Whereas,  applicant  has  filed  the  dulv  acknowledged  con- 
sent  of  the  owners  of  80  per  cent  of  the  property  frontage 
deemed  by  the  board  to  be  affected.  S 
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Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  permitting  the  use  of  these  premises  as 
a  public  garage  only,  and  prohibiting  a  motor  vehicle  re¬ 
pair  shop,  on  condition  that  the  vehicle  entrance  be  restrict¬ 
ed  to  Astoria  avenue,  and  that  no  doorway  be.  permitted 
on  Pope  street,  other  than  a  fire  exit  not  exceeding  3  ft.  8 
in.  in  width ;  and  that  the  rear  wall  of  the  building  be  un¬ 
pierced  throughout  its  entire  height  and  length. 


707-22-BZ. 

APPLICANT— Henry  A.  Smith,  for  Holland  Laundry 
Corp.,  owner.  .  , 

SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  laundry  building,  a  garage  and  stable 

building.  ,  x  ,. 

PREMISES  AFFECTED— 22.5-2315  25th  street,  extending 
through  the  block  to  24th  street,  Brooklyn. 

APPEARANCES—  ,  „  .  . 

For  Applicant:  Joseph  T.  Solelei  and  Herbert 

Gretsch. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton',  Kearney  and  Kerby  .  5 

Negative  . . .  ^ 

Absent:  Mr.  Holland  and  Fire  Chief  Martin. .  2 

THE  RESOLUTION: 

(707-22-BZ) . 

Whereas,  Henry  A.  Smith,  for  Holland  Laundry  Corp., 
owner,  filed,  May  18,  1922,  an  application  under  the  build¬ 
ing  zone  resolution*,  to  permit  in  a  business  district  the 
erection  of  a  laundry,  a  garage  and  stable  building  ;  prem¬ 
ises  225-235  25th  street,  extending  through  the  block  to 
24th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  SO, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  .  ,  ... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  24th  and  25th  streets  and  5th 

avenue  are  business  districts;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  10,  1922;  in  acting  on  N.  B.  App.  No.  8027- 

“Denied. — Contrary  to  Zone  Resolution,  Art.  II, 
Sec.  4-C.”; 

^Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction  3  and  1  story  in  height  with  a  frontage  of  96  ft. 
and  41  ft.  6  in.  and  a  depth  of  200  ft. ;  and 

Whereas  there  are  factories  and  monumental  work  on 
this  block  and  applicant  has  filed  the  consents  of  85  8  per 
cent  of  the  property  frontage  deemed  by  the  board  to.be 
affected  and  there  would  be  undue  hardship  in  preventing 
applicant  from  developing  his  property  as  proposed  owing 
to  the  character  of  development  in  the  neighborhood. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  garage  use 
be  limited  and  confined  to  the  one  story  wing,  westerly  sec¬ 
tion ;  that  any  openings  between  that  section  and  the  laun¬ 
dry  section  be  protected  with  self-closing  fireproof  doors, 
and  that  the  side  or  gable  wall  of  the  garage  be  unpierced 
through  its  entire  height  and  length. 

Resolved,  further,  that  any  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  six  months  of  the 
date  of  this  action  and  that  the  building  be.  erected  within 
eighteen  months  from  the  date  of  this  action. 


529-22-BZ. 

APPLICANT— Daniel  Santoro,  for  Joseph  Caruselle,  own¬ 
er.  . , 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED— 29  1st  street,  Tompkinsville, 
Richmond. 

APPEARANCES— 

For  Applicant:  Daniel  Santoro. 

For  Opposition:  None. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . . ; . ;•••  ® 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

THE  RESOLUTION : 

(529-22-BZ) 

Whereas,  Daniel  Santoro,  for  Joseph  Caruselle,  owner, 
filed,  April  11,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  storage  of  two  commercial  and  two  pleas¬ 
ure  motor  vehicles;  premises  29  First  street,  Tompkins¬ 
ville,  Richmond;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  20,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  First  and  Swan  streets  are 
residence  districts  and  St.  Pauls  avenue  is  a  business  dis¬ 
trict;  and  , 

Whereas,  the  ordef  of  the  fire  commissioner,  rendered 
March  31,  1922,  in  acting  on  order  No.  11931-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  used  strictly  as  an  accessory  to  dwelling  on  same 
lot  or  plot  with  garage  on  these  premises.”; 

and  . 

Whereas,  the  existing  building  is  of  non-fireproot  con¬ 
struction  2  stories  in  height  with  a  frontage  of  24  ft.  10  in. 
and  a  depth  of  48  ft.  7  in.,  occupied  1st  story,  garage  for 
two  commercial  and  two  pleasure  automobiles;  2nd  story, 
dwelling,  one  family ;  and 

Whereas,  applicant  has  filed  the  duly  acknowledged  con¬ 
sents  of  the  owners  of  85.8  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  cellar  ceiling 
be  fireproofed  and  the  stairs  enclosed  in  fireproof  parti¬ 
tion,  any  openings  therein  to  be  protected  with  self-clos¬ 
ing  fireproof  doors;  on  further  condition  that  no  gasoline 
be  stored  or  used  on  the  premises  and  that  the  garage  use 
be  limited  to  two  automobiles  of  the  pleasure  car  type, 
and  two  commercial  cars,  the  property  of  the  owner  re¬ 
siding  on  the  premises  and  used  in  the  conduct  of  his 
business. 

— - 1 - 


539-22-BZ. 

APPLICANT— Emilie  Prentice,  owner.  ,  . 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  2-car  garage. 

PREMISES  AFFECTED— 1717  Centre  street,  Evergreen, 
Queens. 

APPEARANCES— 

For  Applicant:  Emilie  Prentice. 

For  Opposition:  None. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  WAlsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Kerby .  * 

N egative  . . . \  •  •  •  •  u 

Absent :  Mr.  Holland  and  Fire  Chief  Martin  . .  2 
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THE  RESOLUTION: 

(539-22-BZ) 

Whereas,  Emilie  Prentice,  owner,  filed,  April  11,  1922,  an 
application  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  maintenance  of  a  garage  for  storage 
of  three  pleasure  motor  vehicles;  premises  1717  Centre 
street,  Evergreen,  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  20 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Centre  street  is  a  residence 
distnct  and  Weirfield  street  is  a  business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  25,  1922,  reads! 

“Maintenance  of  your  garage  is  a  violation  of  sec- 
hj30  3,  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or  -are 
subject  to  charges  for  storage. 

You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwelling 
on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  nonfireproof  construction  1 
story  in  height  with  a  frontage  of  22 y2  ft.  and  a  depth  ’of 
~0  ft.,  occupied  as  a  garage  for  3  automobiles  of  the  pleas¬ 
ure  car  type,  space  rented  to  persons  not  residing  on 
premises ;  and 

W  hereas,  applicant  has  filed  the  duly  acknowledged  con¬ 
sents  of  the  owners  of  100  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  garage  use 
be  limited  to  three  automobiles  of  the  pleasure  car  type, 
space  for  which  may  be  rented  to  persons  not  residing  on 
premises,  and  that  no  gasoline  be  stored  or  used  on  the 
premises. 


397-21-BZ. 

APPLICANT — Harvey  S.  Bird,  owner. 

SUBJECT  Application  for  further  extension  of  time  of 
a  temporary  permit  to  permit  in'  a  business  district 
an  open  air  parking  station  for  more  than  five  auto¬ 
mobiles  and  an  attendant’s  booth. 

PREMISES  AFFECTED — 110-126  Ashland  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Michael  F.  Hennessey  and  Harvey 
S.  Bird. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted,  extending 
permit  for  one  year,  on  same  conditions  specified 
in  original  resolution  of  June  14,  1921. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby . ’  5 

Negative  . 0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(397-,21-BZ) 

Whereas,  Harvey  S.  Bird,  owner,  filed,  March  30,  1921, 
an  application  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  district  the  maintenance  of  an  open  air 
parking  space  for  more  than  5  motor  vehicles,  premises, 
110-126  Ashland  place,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Appeals,  at  its  regular  meeting,  June  14, 
1921,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ashland  place  and  Flatbush 
avenue  are  business  districts;  and 

0rc^er  °f  the  fire  commissioner,  dated 
March  12,  1921,  order  No.  63526-LC,  reads: 

Maintenance  of  your  garage  is  a  violation  of  sec- 
tion  4,  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the 
Bd.  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  garage 
is  used  for  the  storage  of  more  than  five  motor 
vehicles. 

You  are  therefore  ordered  to  reduce  the  number 
of  cars  stored  to  five,  as  a  greater  amount  is  for¬ 
bidden  in  a  business  district.”; 
and 

Whereas,  the  premises  consists  of  a  plot  of  ground  lo¬ 
cated  in  a  business  district  under  the  building  zone  resolu¬ 
tion  on  which  it  is  proposed  to  erect  a  small  one-story 
galvanized  iron  structure  and  to  use  the  open  space  as  a 
Peking  station  for  more  than  5  motor  vehicles ;  and 

Whereas,  applicant  contends  that  there  would  be  undue 
hardship  in  preventing  owner  and  lessee  from  continuing 
o  occupy  these  premises  for  this  use  owing  to  existing 

iCclSC  \  cUld 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  June  14,  1921,  for  a  period  of  one  year  on  certain 
conditions  that  the  premises  shall  not  be  used  for  a  garage 
but  for  open  air  parking  purposes  only,  that  the  part  of  the 
plot  fronting  on  the  street  shall  remain  open,  and  that  this 
permit  shall  be  temporary  and  granted  only  for  the  period 
oi  one  year,  and  applicant  requested  an  extension  of  time. 

Resolved,,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  bmldrng  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  extending  the  permit  for  the  period 
of  one  year  from  the  date  of  this  action,  on  the  same  con¬ 
ditions  as  granted  in  the  original  resolution  of  June  14, 


530-22-BZ. 

APPLICANT— Edward  M.  Adelsohn,  for  Anna  V.  Wing 
owner. 

SUBJECT  Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage 
PREMISES  AFFECTED — 489-493  Sterling  place,  Brook- 

appearances— 

For  Applicant:  Morris  Kavy  and  Beni.  P.  Wing 
bor  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1922  at  10 
a.  m.,  for  hearing  before  full  board. 

553-22-BZ. 

APPLICANT— Samuel  Cohen,  for  County  Holding  Com¬ 
pany,  owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
use  in  excess  of  25  per  cent  limitation  for  factory 
use.  1 

aIIeJIancI- TED_27  West  35lh  stree'' 

For  Applicant :  Forrest  M.  Anderson  and  Samuel 
Cohen. 

For  Opposition:  F.  Hammond,  F.  Dubbel  repre- 
*  senting  5th  Ave.  Assn. 

toI  vat0/  BOARD— Application  denied. 

1  ME  V  O  I E — 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs. '  Beatty 

Boulton,  Kearney  and  Kerby  . ’  5 

Absent .  Mr.  Holland  and  Fire  Chief  Martin  2 
THE  RESOLUTION: 

(553-22-BZ) 

Whereas,  Samuel  Cohen,  for  County  Holding  Com¬ 
pany,  owner,  filed,  April  13,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
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the  extension  in  area  and  use  of  an  existing  building,  to  be 
used  for  factory  purposes  above  1st  story;  premises  27 
West  35th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  hppeals,  at  its  regular  meeting  June  20,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  35th  street,  West  36th 
street  and  Sixth  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  31,  1922,  in  acting  on  Alteration  Applica¬ 
tion  No.  141-1922,  reads:  _  . 

“6.  As  building  is  within  a  business  district  not 
more  than  1,975  square  feet  (equal  to  area  of  lot) 
can  be  used  for  manufacturing  purposes.  Sec.  4c  and 
6,  Building  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  4 
stories  in  height  with  a  frontage  of  20  ft.  and  a  depth  of 
98  ft.  9  in.  in  the  first  story  and  60  ft.  above,  it  is  pro¬ 
posed  to  extend  the  building  at  the  front  and  rear  on  the 
1st  and  2nd  stories  and  to  occupy  first  story  for  stores  and 
upper  stories  for  factory  purposes;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 

application.  . 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


599-22-BZ.  .  „  „  .  „ 

APPLICANT— Matthew  W.  DelGaudio,  for  Rosina  For- 


aggio,  owner.  ,  ,  ., 

SUBJECT— Application  to  permit  partly  in_  a  residence 
district  and  partly  in  a  business  district  the  main¬ 
tenance  of  garage  and  light  manufacturing  build- 
ing. 

PREMISES  AFFECTED — 2420-2422  Hoffman  street,  The 
Bronx. 


APPEARANCES—  ^  „  .. 

For  Applicant :  Matthew  W.  Del  Gaudio. 

For  Ooposition :  I.  Picsiotta.  . 

ACTION  OF  "BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  ,  w 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Kerby  .  5 

Negative  . . . ;•••••••;"•  ? 

Absent:  Mr.  Holland  and  Fire  Chief  Martin. .  2 


THE  RESOLUTION : 

(599-22-BZ) 

Whereas,  Matthew  W.  Del  Gaudio,  architect,  for  Rosina 
Poraggio,  owner,  filed,  April  24,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
and  extending  22  ft.  into  a  residence  district,  the  conver¬ 
sion  of  an  existing  dwelling  and  private  garage,  to  a 
garage  for  five  motor  vehicles  on  first  story  and  factory 
above ;  premises  2420-2422  Hoffman  street,  The  Bronx  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting,  June  20,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hoffman  street  is  a  residence 
district  and  Arthur  avenue  and  East  187th  street  are  busi¬ 
ness  districts;  and  . 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  4,  1922,  in  acting  on  N.  B.  Application 
No.  231-1921,  reads: 

“3.  Proposed  occupancy  is  contrary  to  the  Building 
Zone  Resolution.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  2 
stories  in  height  with  a  frontage  of  30  ft.  and  a  depth 


of  50  ft.,  to  be  occupied,  first  story,  garage  for  five  motor 
vehicles;  2nd  story,  factory;  and 

Whereas,  under  the  provision  of  section  7,  subdiv.  B, 
the  board  is  empowered  to  act. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district 
regulations  of  the  building  zone  resolution,  and 
that  the  application  be  and  it  hereby  is  granted 
on  condition  that  the  garage  use  be  limited  to  five  automo¬ 
biles  (commercial  trucks)  the  property  of  the  owner  and 
used  in  the  conduct  of  his  business;  that  the  side  wall  (the 
southerly  gable  wall)  be  unpierced  throughout  its  entire 
height  and  length ;  and  that  the  variation  be  permitted  only 
so  long  as  the  property  remains  in  its  present  ownership. 


262-20-BZ. 

APPLICANT— Gronenberg  &  Leuchtag,  architects,  on  be¬ 
half  of  the  West  48th  Street  Realty  Company, 
owner. 

SUBJECT— Application  for  rehearing  of  an  application 
previously  denied  to  permit  in  a  two  times  dis¬ 
trict  and  a  one  and  a  half  times  district  the  erec¬ 
tion  of  a  hotel  exceeding  the  height  limitation. 
PREMISES  AFFECTED) — 2515-259  West  43rd  street  and 
'680-686  Eighth  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott  and  Herman 
Gronenberg. 

For  Opposition:  Joseph  H.  Heyes. 

ACTION  OF  IBOARD— Laid  over  to  June  27,  1922,  at  10 
a.  m.,  for  hearing  by  full  board. 


APPLICANT— ‘George  Mort  Pollard,  for  Adolph  Lew- 
isohn,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
extending  into  a  residence  district  the  erection  of 
a  theatre. 

PREMISES  AFFECTED— 4023-4039  Broadway,  600-618 
W.  17 0th  street,  and  603-605  West  169th  street, 
Manhattan. 

APPEARANCES—  .  „ 

For  Applicant :  C.  Rickaby,  R.  de  Rose,  and  Wm. 
LaZinke. 

For  Opposition:  Saul  E.  Rogers. 

ACTION  OF  BOARD— Application  reopened;  request  for 
extension  of  time  laid  over  for  full  vote. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  . .  •  •  5 

Negative  . .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

THE  VOTE  TO  GRANT  EXTENSION  OF  TIME— 
Affirmative :  Messrs.  Beatty,  Kearney  and 

Kerby  .  3 

Negative:  Chairman  Walsh  and  Mr.  Boulton..  2 
Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 


957-19-BZ. 

APPLICANT— Julie  V.  Hawkes,  owner.  . 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  two  automobiles, 
space  in  which  is  to  be  rented  to  people  not  re¬ 
siding  on  premises. 

PREMISES  AFFECTED— 522  E.  9th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Julia  V.  Hawkes. 

ACTION  OF  BOARD — Application  reopened;  permit  ex¬ 
tended  for  one  year  from  date  of  this  action. 


THE  VOTE— 

Affirmative : 

Boulton, 

Negative  . 

Absent:  Mr.  Holland  and  Fire  Chief  Martin.. 


Chairman  Walsh,  Messrs.  IBeatty, 
Kearney  and  Kerby  . 


5 

0 

2 
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THE  RESOLUTION : 

(957-19-BZ) 

Whereas,  Julie  V.  Hawkes,  owner,  filed,  December 
15,  1919,  with  the  board  of  appeals,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for  two  automobiles, 
space  in  which  is  to  be  rented  to  people  not  residing  on 
premises ;  premises  522  East  9th  street,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Febru¬ 
ary  3,  1920,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  premises  in  question  are 
located  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
August  1,  1919,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3  of  Article  2  of  the  Building  Zone  resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch 
as  garage  is  not  an  accessory  to  residence  on  lot,  and 
motor  vehicles  stored  are  for  sale,  for  rent,  or  for 
hire  or  are  subject  to  charges  for  storage.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  18  ft.  and  a  depth 
of  20  ft.,  occupied  as  a  garage,  space  in  which  is  rented 
to  persons  not  residing  on  the  premises ;  and 

Whereas,  applicant  has  filed  the  duly  acknowledged 
consents  of  80  per  cent  of  the  owners  of  property  front¬ 
age  deemed  by  the  board  to  be  affected,  and  no  one  ap¬ 
peared  in  opposition  to  the  granting  of  this  application; 
and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  February  3,  1921,  for  a  period  of  one  year  and 
applicant  requested  an  extension  of  the  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
granted,  for  a  period  of  one  year  from  the  date  of  this 
action,  on  condition  that  the  garage  use  be  limited  to  two 
automobiles  of  the  pleasure  car  type,  space  for  which  may 
be  rented  to  persons  not  residing  on  the  premises. 


1051-21-BZ. 

APPLICANT— Albert  M.  Yuzzolino,  for  Gerd.,  Helen  and 
Henry ette  Henjes,  owners. 

SUBJECT!— Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage  and  repair  shop. 
PREMISES  AFFECTED— 1820-1830  Cropsey  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  M.  Yuzzolino. 


ACTION  OF  BOARD — Application  reopened;  set  for  cal¬ 
endar  call  July  5,  1922. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby .  5 

Negative  .  0 

Absent :  Mr.  Holland  and  Fire  Chief  Martin. .  2 


330-22-BZ. 

APPLICANT — Kings  Highway  Community  Corporation. 
SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  building  partly  used  for  business  purposes. 
PREMISES  AFFECTED — 1665  East  17th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Francis  P.  O’Connell. 

ACTION  OF  BOARD — Application  reopened;  set  for 
hearing  June  27,  1922. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 


AREAS  FIXED. 

(793-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
garage,  at  premises  1900  Wallace  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Rhinelander  avenue,  from  Holland  ave¬ 
nue  to  Barnes  avenue,  both  sides  of  Wallace  avenue, 
from  a  point  200  feet  north  of  Rhinelander  avenue  to 
a  point  100  ft.  south  of  the  southerly  side  of  Rhine¬ 
lander  avenue;  also  the  property  for  a  distance  of  50 
ft.  from  the  east  and  north  lot  lines  of  premises  in 
question  which  property  faces  on  Barnes  avenue. 


(631-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Morris  Baxerman,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  646  Crotona  Park 
South,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Clinton  avenue,  from  Crotona  Park 
South  to  a  point  100  ft.  north  of  East  170th  street; 
also  south  side  of  Crotona  Park  South  from  Crotona 
avenue  to  Franklin  avenue. 


Adjourned,  2:20  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  20,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kearney,  Kerby,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Kleinert  and  McDermott.  , 

The  minutes  of  the  regular  meeting  of  the  Board  ot 
Standards  and  Appeals,  held  on  Tuesday  afternoon  June 
13  1922,  were  approved  as  printed  in  the  Bulletin,  Wo.  w5, 
Vol.  VII.  _ 

PETITIONS  FOR  VARIATIONS. 

518-22-S. 

PETITIONER— Flearn  Realty  Corp.,  lessee. 


SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 534-536  West  58th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1922,  at  2  p. 

m.  - 

2812-22-S. 

PETITIONER — Samuel  Rfcsenblum,  for  34<  East  30th 
Corp.,  owner. 


711 


MINUTES 


SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 34  East  30th  street,  Manhattan. 
APPEARANCES^— 

For  Petitioner:  Samuel  Rosenblum,  Wm.  F. 
Doyle,  John  J.  Hearn. 

ACTION  OF  BOARD — 'Laid  over  to  June  27,  1922,  at  2 
p.  m. 


526-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Ganis  Holding 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 284-286  Pearl  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 


Brady,  Kleinert  and  McDermott  .  9 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville  and  Moore  .  4 

THE  RESOLUTION : 

(526-22-S) 


Whereas,  Samuel  Rosenblum,  for  Ganis  Holding  Corp., 
owner,  filed,  April  11,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  284-286  Pearl  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

“Order  No.  22704-LD— 

“2.  Replace  the  plain  glass  windows  opening  in 
stairway  enclosure  leading  to  the  light  shaft  with  ap¬ 
proved  wire  glass  and  metal  frames  on  all  stories  or  to 
close  up  the  openings  with  materials  equivalent  to  the 
present  stair  enclosure,  as  per  sec.  271  of  the  Labor 
Law.” 

“Order  No.  22705-LD— 

“1.  Reduce  the  area  of  wire  glass  in  doors  leading 
to  the  interior  stairway  south  side  of  building  on  all 
stories  so  as  not  to  exceed  360  sq.  in.  for  any  single 
pane  or  720  sq.  in.  on  any  one  story  as  per  rule  505 
of  the  Industrial  Code  and  271  of  the  Labor  Law. 

“Order  No.  22706-LD — 

“1.  Arrange  the  fire  escape  at  the  north  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  sections  273  and  274 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in  height, 
40  ft.  2  in.  by  53  ft.  10  in.,  irregular,  in  area;  occupied,  1st 
story,  mixing  chemicals,  4  persons;  2nd  story,  mfg.  jewelry, 
8  persons;  3rd  story,  printing,  7  persons;  4th  story,  mfg. 
jewelry,  12  persons;  5th  story,  tool  making,  2  persons;  5th 
story,  printing,  11  persons ;  6th  story,  diamond  cutters,  "9 
persons;  7th  story,  jewelry,  3  persons;  pent  house  on  roof, 
janitor’s  apartment;  the  building  being  equipped  with  a 
fire  alarm  signal  system;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to  the 
roof,  enclosed  in  fire-resisting  partitions  with  fire  doors 
at  openings,  the  fire  doors  having  wire  glass  panels;  a  fire 


escape  on  the  Beekman  street  front  of  building  with  coun¬ 
terbalanced  stair  to  street  and  fireproof  windows  along  the 
course  of  the  fire  escape;  a  sub-standard  fire  escape  on 
the  Pearl  street  front  and  one  on  the  rear  of  building;  there 
are  plain  glass  windows  in  the  stair  hall  leading  to  light 
shaft  on  top  story;  and 

Whereas,  petitioner  contends  that  the  interior  stairways 
were  accepted  by  the  fire  department  July  19,  1917,  and  that 
the  fire  escapes  were  erected  under  approval  of  the  build¬ 
ing  bureau  and  accepted  by  the  fire  department  October  20, 
1919. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  in  so  far  as  it  relates  to 
order  No.  22705-LD  Item  No.  1  and  order  No.  22706-LD, 
Item  No.l  be  and  it  hereby  is  granted  on  condition  that  a 
copy  of  the  approval  by  the  bureau  of  buildings  for  the  fire 
escape  be  filed  with  the  fire  department  and  that  the  order 
of  the  fire  commissioner  No.  22704-LD  be  affirmed  and  the 
petition  in  so  far  as  it  relates  thereto  be  denied. 

Resolved,  further,  that  this  variation  be  granted  only  so 
long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


479-22-S. 

PETITIONER — Henry  Martinson. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 132  East  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner  :  Henry  Martinson. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Kleinert  and  McDermott  .  9 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville  and  Moore  .  4 

THE  RESOLUTION: 

(479-22-S) 


Whereas,  Henry  Martinson,  owner,  filed,  March  31,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises  132 
East  23rd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  east  side  of  build¬ 
ing  and  the  openings  leading  thereto,  and  the  windows 
on  the  course  thereof  so  that  same  are  in  compliance 
with  Section  79  B4  and  79  B5  of  the  Labor  Law. 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  as  per  Section  79  Bl  of  the  L.  L.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height,  25  ft.  x  100  ft.  in  area,  occupied,  1st  story, 
restaurant,  6  persons ;  2nd  story,  embroidery,  11  persons ; 
3rd  story,  offices,  show  rooms  and  studio,  6  persons;  4th 
story,  living  rooms  and  studio,  5  persons;  5th  story,  living 
rooms  and  studio,  4  persons ;  jthe  means  of  egress  consist¬ 
ing  of  an  interior  stairway  extending  from  the  1st  story  to 
the  5th  story  with  scuttle  and  ladder  to  roof,  enclosed  in 
wood  lath  and  plaster  partitions  with  wood  doors  at  the 
openings,  a  fire  escape  on  the  east  side  of  the  building  with 
counterbalanced  stairway  to  street  and  fireproof  windows 
along  the  course  of  the  fire  escape  on  the  2nd  story  and 
non-fireproof  windows  above ;  and 
Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  Dec.  4,  1919,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
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law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of  the 
board  of  review  of  the  fire  department  of  Tec.  4,  1919,  be 
carried  out ;  and 

Resolved,  further,  that  this  variation  be  granted  only  so 
long  as  conditions  remain  unchanged. 


543-22-S. 

PETITIONER — Jacob  Fisher,  for  Abraham  J.  Levy,  own¬ 
er. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 161  West  44th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Jacob  Fisher. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1922,  at  2 

p.  m. 


558-22-S. 

PETITIONER — The  Dry  Dock,  East  Broadway  and  Bat¬ 
tery  Railroad  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED: — 13-23  Corlears  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Arthur  Johnson  and  W.  R.  P. 
Maloney. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Keirby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Kleinert  and  McDermott  .  9 

N  egative  . 0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville  and  Moore  .  4 

THE  RESOLUTION: 

(558-22-S) 


Whereas,  The  Dry  Dock,  East  Broadway  and  Battery 
Railroad  Co.,  owner,  filed,  April  13,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of  the 
fire  commissioner,  affecting  premises  13  to  23  Corlears 
street,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read : 
Order  No.  33792-LD: 

“1.  Provide  exit  signs,  letters  to  be  at  least  8  in.  in 
height,  at  all  means  of  egress  with  a  red  light  over  all 
such  exits  for  use  in  time  of  darkness,  as  per  section 
272  of  the  Labor  Law. 

Order  No.  33793-LD : 

“1.  Provide  an  outside  iron  balcony  fire  escape  near 
the  west  end  of  the  Monroe  street  side  of  building  with 
balconies  4  ft.  in  width  connected  by  stairways  not 
less  than  22  ins.  wide,  placed  at  an  incline  of  not  more 
than  45  degrees,  extending  from  the  ground  to  the 
highest  story,  constructed  as  per  section  273  of  the 
Labor  Law  and  the  rules  of  the  Board  of  Standards 
and  Appeals,  or  carry  out  a  proper  alternative  method 
of  complying  with  section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  3 
stories  in  height,  145  ft.  x  175  ft.  in  area,  occupied,  1st  story, 
inspection  of  cars,  18  persons ;  2nd  story,  substation  and 
storage  of  cars,  1  person;  3rd  story,  battery  charging  and 
repairing,  5  persons ;  the  building  being  equipped  with  a  fire 
alarm  signal  system ;  and 

Whereas,  petitioner  contends  that  the  building  .is  not  a 
factory  within  the  meaning  of  the  labor  law  and  is  owned 
and  operated  by  a  public  service  corporation  and  subject 


to  the  jurisdiction  of  the  Public  Service  Commission  and 
the  Transit  Commission  and  is  used  as  a  barn  for  the  stor¬ 
age  and  inspection  of  street  surface  cars. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  as  to  Order  No.  33793-LD, 
item  No.  1,  be  and  it  hereby  is  granted  on  condition  that  a 
balcony  fire  escape  be  provided  with  60  degrees  connecting 
stairs  and  counterbalanced  drop  ladder  in  guides  to  street, 
and  that  the  order  of  the  fire  commissioner,  No.  33792-LD, 
be  affirmed  and  the  petition  as  to  this  order  be  denied. 


612-22-S. 

PETITIONER — Adolph  Mertin,  for  Henry  Strauss  et  al., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 179-183  Lewis  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Henry  Strauss. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Kleinert  and  McDermott  .  9 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville  and  Moore  .  4 

THE  RESOLUTION: 

(612-22-S) 


Whereas,  Adolph  Mertin,  for  Henry  Strauss,  et  al.,  own¬ 
er,  filed,  April  26,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commission¬ 
er,  affecting  premises  179-183  Lewis  street,  Manhattan  ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  exterior  screened  stairway  on  the 
rear  of  building  and  the  openings  leading  thereto  so 
that  same  are  in  compliance  with  the  provisions  of  Sec¬ 
tion  268  of  the  Labor  Law,  or  carry  out  a  proper  al¬ 
ternative  method  of  complying  with  the  requirements 
of  Section  271  of  the  Labor  Law. 

“Note:  Among  the  defects  noted  on  this  stairway 
are  the  following: 

“Stairway  does  not  extend  to  ground.  No  fireproof 
passageway  from  lower  termination  to  street.  Stair¬ 
way  in  need  of  scraping  and  painting.” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  72  ft.  5 y2  in.  x  88  ft.  3-54  in.,  irregular  in  area  in 
the  first  story  and  72  ft.  5 y2  in.  x  79  ft.  3^  in.,  irregular, 
above,  occupied,  1st  story,  poultry  slaughter  house,  5 
persons ;  2nd  story,  carpenter  shop,  10  persons ;  3rd  story, 
paper  boxes,  10  persons ;  4th  story,  metal  beds,  10  persons  ; 
5th  story,  tailor  shop,  10  persons  ;  6th  story,  metal  beds,  10 
persons ;  the  building  being  equipped  with  a  fire  alarm'  sig¬ 
nal  system,  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  first  story  to  the  roof  enclosed 
in  fire  resisting  partitions  with  fire  doors  at  openings,  a  fire 
escape  on  the  front  of  the  building,  an  exterior  iron  stair¬ 
way  at  the  rear  of  the  building  with  landing  on  roof  of  1st 
story  extension  of  adjoining  building  with  stairway  ladder 
to  yard  of  building  on  Fourth  street ;  and 
Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate.. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  long 
as  the  present  conditions  as  to  use  and  occupancy  remain 
substantially  unchanged  and  that  the  occupancy  on  the  5th 
story  shall  not  exceed  40  persons  at  any  one  time ;  that  a 
counterbalanced  drop  ladder  in  guides  be  provided  for  front 
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fire  escape;  that  the  exterior  stairway  be  scraped  and  paint¬ 
ed,  and  all  fire  doors  put  into  good  condition. 


626-22-S. 

PETITIONER — Leo  C.  Stern,  for  Broadway-John  Street 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE— 

Affirmative :  Superintendent  Kleinert  .  1 

Negative::  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  Mr.  Dermott  .  8 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville  and  Moore  .  4 

THE  RESOLUTION: 

(626-22-S) 


Whereas,  Leo  C.  Stern,  for  the  Broadway-John  Street 
Corp.,  owner,  filed,  April  11,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  106-8  Fulton  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Arrange  the  iron  shutters  on  windows  which  open 
on  the  course  of  the  exterior  screened  stairway  east  side 
of  building  2nd  to  10th  stories  so  that  they  will  not  ob¬ 
struct  the  passageway  and  doors  to  same  or  remove  said 
iron  shutters,  as  per  section  272  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  15 
stories  in  height,  50  ft.  x  103  ft.  in  area,  occupied  as  offices 
and  for  manufacturing,  45  persons  per  story;  equipped  with 
a  sprinkler  system  and  fire  alarm  signal  system,  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  3  in.  plaster  block  par¬ 
titions  with  glass  transoms  and  wood  and  glass  doors  at  the 
openings ;  an  exterior  stairway  in  the  east  court,  with  fire¬ 
proof  self-closing  doors  and  non-fireproof  windows  along 
the  course  of  the.  stairway  with  egress  through  the  2nd 
story  hall  to  the  1st  story  by  means  of  stationary  stairway  ; 
and 

Whereas,  the  petitioner  contends  that  the  means  of 
egress  are  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


627-22-S 

PETITIONER — Leo  C.  Stern,  for  Broadway-John  Street 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders  of 
the  fire  commissioner. 

PREMISES  AFFECTED—  106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1922,  at  2 
p.  m. 


703-17-S. 

PETITIONER— Doyle  Service,  Inc. 

SUBJECT — Application  for  reopening  of  petition  for  varia¬ 
tion  of  labor  law  as  cited  in  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 53  and  63  Park  Row,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  F.  Doyle. 


ACTION  OF  BOARD — Resolution  modified. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Kleinert  and  Mc¬ 
Dermott  .  s 

Negative:  Chairman  Walsh  . ■ .  i 

Absent :  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville  and  Moore  .  4 

THE  RESOLUTION: 

(703-17-S) 


Whereas,  Taylor,  Jackson,  ’Brophy  and  Nash,  attorneys, 
on  behalf  of  the  Press  Publishing  Company,  owner  of  part 
and  lessee  of  the  balance  of  the  buildings,  have  filed  with 
the  board  of  standards  and  appeals  a  petition,  June  18, 
1917,  and  amended  August  23,  1947,  for  variation  of  the  re- 
qu dements  of  83-b,  labor  law,  to  be  relieved  of  installing 
an  automatic  sprinkler  system  throughout  the  building,  and 
of  79-b,  labor  law,  to  accept  the  existing  stair  enclosure, 
with  alterations  as  adequate,  premises  53-63  Park  Row, 
Manhattan;  and 

t  Whereas,  an  appeal,  under  date  of  April  16,  1917,  Cal. 
No.  447-17,  was  declared  by  the  board  of  appeals  as  not 
within  its  jurisdiction;  and 

Whereas,  from  information  submitted  by  the  petitioners, 
it  appears  that  the  building  is  fourteen  stories  high,  with 
tower  containing  several  additional  stories;  that  the  build¬ 
ing  is  of  fireproof  construction,  with  wood  flooring  and 
trim  in  the  westerly  part,  and  cement  flooring  in  the  east¬ 
erly  part ;  that  the  building  has  an  area  of  approximately 
28,000  square  feet ;  that  the  building  has  two  interior  stair¬ 
ways,  each  48  inches  wide ;  enclosed  with  hall  partitions  of 
terra  cotta  blocks  with  wood  sashdoors  at  the  openings ; 
that  there  is  a  dry  line  sprinkler  equipment  in  the  paper 
stripping  room  in  the  basement  supplied  by  1,000-gallon 
water  tank  and  two  siamese  fire  department  connections ; 
that  the  building  is  equipped  with  two  six-inch  and  one 
three-inch  standpipes,  located  close  to  the  stairways,  with 
100  to  150  feet  of  214-inch  hose  in  each  story;  that  a  spe¬ 
cial  building  signal  connection  to  fire  headquarters  has 
been  provided;  that  152  underwriters’  2j4-gallon  chemical 
extinguishers  and  49  Pyrene  extinguishers  are  distributed 
throughout  the  building;  that  there  is  a  33-gallon  chemical 
engine  on  wheels  in  each  of  the  sub-basement,  basement, 
thirteenth  and  fourteenth  stories ;  that  the  building  is  oc¬ 
cupied  as  a  boiler  room,  press  room  and  paper  storage 
room  in  the  sub-basement,  as  a  stripping  room,  delivery 
room  and  stereotype  foundry  in  the  basement,  as  post  office 
and  stores  in  the  first  story;  as  offices  in  the  second  to  the 
eleventh  stories;  as  editorial  rooms  in  the  twelfth  story; 
as  composing  room  in  the  thirteenth  story,  as  photo  en¬ 
graving  and  electrotype  department  and  employees’  restaur¬ 
ant  in  the  fourteenth  story,  and  as  editorial  offices  in  the 
tower;  that  there  are  more  than  two  hundred  people  reg¬ 
ularly  employed  above  the  seventh  floor,  or  more  than  nine¬ 
ty  feet  above  the  ground  level,  but  not  more  than  two 
hundred  people  regularly  employed  in  factory  portion  of 
the  building  above  the  seventh  story,  or  more  than  ninety 
feet  above  the  ground  level ;  and 
Whereas,  it  further  appears  that  the  fire  commissioner, 
under  date  of  March  18,  1916,  issued  Order  No.  4744'7-F, 
reading : 

“You  are  hereby  ordered  and  required,  within  sixty 
days  from  the  date  of  the  service  of  this  order,  to: 

“1.  A  seperate  and  distinct  system  of  AUTOMATIC 
SPRINKLERS,  with  fusible  plugs,  approved  by  the 
FIRE  DEPARTMENT,  shall  be  placed  on  the  ceiling 
of  stripping  room  in  basement,  at  such  intervals  and 
hung  in  such  manner  as  wilT  protect  every  square  foot 
of  floor  surface  when  said  sprinklers  are  in  operation. 

“The  system  to  be  connected  to  approved  two-way 
three-inch  siamese  connections  with  proper  signs,  placed 
on  outside  of  building,  above  curb  level,  in  a  position 
accessible  for  use  by  Fire  Department.  All  fittings  shall 
be  of  malleable  iron.  An  automatic  fire  alarm  shall  be 
installed  in  the  equipment.”; 
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and  that  this  order  was  complied  with  by  the  installation 
ot  the  sprinkler  equipment  already  described,  in  addition 
to  which  connection  was  made  to  a  1,000-gallon  water  tank  • 
and  ’ 

Whereas,  the  Chief  of  the  Fire  Department,  after  efforts 
to  adjust  matters  between  the  owner  and  fire  department, 
made  a  report  of  an  inspection  and  certain  recommenda¬ 
tions,  which  were  duly  considered  at  the  hearing  before 
the  board : 

Resolved,  that  the  recommendations  of  the  chief  of  the 
fire  department,  amended  to  read: 

“1.  'Provide  a  stairway,  properly  enclosed,  leading 
from  sub-cellar  to  the  street  on  the  William  Street 
side. 

2.  Enclose  all  vertical  openings,  stairways  and  hoist¬ 
ways  with  fireproof  material  from  sub-cellar  to  cel¬ 
lar. 

3.  Enclose  all  vertical  openings,  stairways  and 
hoistways  with  fireproof  material,  from  cellar  to 
basement. 

“4.  Provide  self-closing  fireproof  doors  on  dumb¬ 
waiters  from  cellar  to  basement. 

5.  Provide  fireproof  receptacles  for  waste  paper. 

“6.  Provide  self-closing  fireproof  doors  on  matrix 
hoist  leading  from  basement  to  13th  floor. 

“7.  Provide  an  automatic  fireproof  door  on  opening 
from  the  paper  stripping  room  to  driveway  paper 
storage  section,  north  side ;  close  up  opening  above 
door  where  pipes  pass  through  with  fireproof  material. 

“8. .  Provide  metal  or  kalamein  frames  and  sashes 
on  windows  in  partitions  around  space  where  tops  of 
presses  extend  up  from  cellar;  or  remove  the  top  of 
presses  and  partitions  and  provide  a  substantial  floor 
over  such  space  at  basement  level. 

“9.  Provide  self-closing  fireproof  doors  on  open¬ 
ings  between  stripping  room  and  basement  under  drug 
store,  mailing  room,  toilet  and  hall  back  of  shoe 
store. 

^10.  Provide  fireproof  receptacles  for  waste  paper. 

11.  Install  a  dry  pipe  system  of  automatic  sprink¬ 
lers  throughout  sub-cellar,  cellar  and  basement.  System 
to  be  connected  to  Siamese  street  connection,  and  to  be 
provided  with  an  approved  alarm. 

“12.  Stairway  at  Park  Row  side  which  at  present 
starts  at  the  second  floor  and  extends  to  the  13th 
floor,  should  be  continued  to  the  first  floor,  a  width  of 
three  feet  however  to  be  acceptable. 

“13.  Proper  doors  or  cut  offs  should  be  provided 
at  the  first  floor  to  enclose  the  stairway  at  the  north 
side  which  extends  from  1st  to  14th  'floor,  and  the 
stairway  at  the  Park  Row  side  referred  to  in  Item 

12  above  to  be  continued  to  the  1st  floor  to  prevent 

smoke  or  fire  from  extending  up  stairways  from  the 
1st  floor. 

“14.  Construct  a  partition  of  fireproof  material 
across  the  corridors  on  all  floors  from  the  2nd,  to  the 
11th  floors,  inclusive;  said  partitions  to  be  located  at 
centre  of  corridors  where  the  old  or  west  portion  is 
connected  with  the  new  jor  east  portion.  Partitions 

across  corridors  to  be  on  a  line  with  partitions  sub¬ 

dividing  offices  at  this  point  and  be  so  arranged  as  to 
practically  divide  the  building  into  two  portions.  Neces¬ 
sary  doorways  in  partitions  to  be  protected  with  self- 
closing  fireproof  doors. 

“15.  Easterly  stairway,  extending  from  the  11th 
floor  to  roof,  should  be  enclosed  with  fireproof  parti¬ 
tions.  with  self-closing  fireproof  doors  on  openings. 

“16.  Provide  self-closing  fireproof  doors  on  matrix 
hoist  which  extends  to  13th  floor  from  basement. 

“17.  Provide  self-closing  fireproof  doors  between 
photo  engraving  room  and  restaurant. 

“18.  Replace  defective  hose  attached  to  standpipe 
outlet  on  roof  near  restaurant  with  new  hose. 

“19.  Exit  facilities  from  tower  should  be  improved. 
Two  exterior  vertical  ladders  are  provided  at  present, 


one  on  north  and  one  on  south  side  leading  to  main 
roof,  but  the  windows  on  the  course  of  these  ladders 
are  not  protected  and  it  would  be  difficult  for  persons 
in  various  offices  in  the  tower  to  reach  these  ladders, 
in  case  of  emergency. 

“20.  Exit  signs  and  lights  should  be  provided  at  all 
means  of  exit  throughout  the  building,  particularly  in 
sub-grade  floors.” ; 

be  and  they  are  hereby  adopted ;  and 

Whereas,  petitioner  requested  a  modification  of  the  con¬ 
ditions  imposed  by  the  board  as  to  item  No.  11  and  it  ap¬ 
pears  that  most  of  the  items  have  been  fully  complied  with. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted,  modifying 
Item  No.  11  on  condition  that  a  wet  sprinkler  system  shall 
be  installed  throughout  the  entire  basement  floor  and  that 
an  automatic  alarm  system  with  direct  connection  to  a  cen¬ 
tral  office  shall  be  installed  in  the  cellar,  sub-cellar  and 
basement  and  thait  a  -gallon  approved  fire  extinguisher 
shall  be  placed  at  each  end  of  each  press  throughout  the 
pressroom,  and  that  all  other  conditions  of  the  original 
resolution  be  complied  with. 


637-29-S 

PETITIONER— Edward  P.  Doyle,  for  Edna  Scott  Tull, 
owner. 


SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner.  Request  to  withdraw. 
PREMISES  AFEECTED — 108-114  Park  place,  238-240 
Greenwich  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Withdrawal  granted 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  .  8 

Negative  .  q 

Absent :  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 


650-22-S. 

PETITIONER— George  Nordham,  for  William  R.  Cod¬ 
ington,  owner. 

SUBJECT— Petition  from  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 68  West  37th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  George  Nordham. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 


Brady  and  McDermott  .  s 

Negative  . . .  q 


Absent :  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 
THE  RESOLUTION: 

(650-22-S) 

Whereas,  George  Nordham,  for  William  R.  Codington, 
owner,  filed,  May  4.  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  68  West  37th 
street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“5.  Provide  counterbalanced  stairway  to  street,  La¬ 
bor  Law,  Section  273.  Show  revised  construction.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  and  basement  in  height,  20  ft.  by  70  ft.  2l/2  in. 
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in  area  in  the  1st  story  and  20  ft.  iby  45  ft.  in  area  above; 
occupied,  basement,  store,  5  persons;  1st  story,  factory,  6 
persons;  2nd  story,  factory,  4  persons;  3rd  story,  factory, 
4  persons;  4th  story,  factory,  8  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from  the 
1st  story  to  the  roof  enclosed  in  wood  partitions  with 
wood  doors  at  the  openings ;  a  fire  escape  on  the  front  of 
the  building  with  fireproof  windows  along  the  course 
of  the  fire  escape;  the  building  adjoining  being  of  the 
same  height  as  the  building  in  question;  and 

Whereas,  petitioner  contends  that  to  provide  the  coun¬ 
terbalanced  stairway  to  the  street  would  be  a  hardship  in 
that  it  would  destroy  the  value  of  the  1st  story  store  and 
proposes  to  provide  a  counterbalanced  sliding  drop  ladder 
in  guides;  the  occupancy  being  less  than  25  persons  above 
the  2nd  story  and  that  the  building  above  the  1st  story 
sets  back  3  ft.  from  the  building  line. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  counterbalanced  drop  ladder  in  guides  be 
provided  in  lieu  of  the  counterbalanced  stairs. 


651-22-S. 

PETITIONER— F.  P.  Keniston,  for  Estate  of  Henry 
Brewer,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 78  Pearl  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  . .  8 

Negative  . . .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 
THE  RESOLUTION : 

( 65H-22- S) 

Whereas,  F.  P.  Keniston,  for  Estate  of  Henry  Brewer, 
owner,  filed,  May  4,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  78  Pearl  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  30  ft.  by  70  ft.  in  area,  occupied,  cellar, 
storage ;  1st  story,  storage  and  shipping,  1  person ;  2nd 
story,  office  and  storage,  4  persons ;  3rd  story,  storage, 
no  persons;  4th  story,  manufacturer  bags,  5  persons;  5th 
story,  sorting  burlap,  4  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st.  story 
to  the  5th  story  enclosed  in  ^5 -inch  board  partitions  in  the 
1st  story,  unenclosed  above;  with  60-degree  ladder  to. scut¬ 
tle  in  the  roof;  a  fire  escape  on  the  front  of  the  building 
with  gooseneck  ladder  to  roof  and  counterbalanced  stair 
to  street  and  fireproof  windows  along  the  course  of  the 
fire  escape:  the  building  being  equipped  with  a  sprinkler 
system;  and 

Whereas,  -petitioner  contends  that  the  order  was  modified 
by  the  board  of  review  of  the  fire  department  July  25, 
1918 ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  July  25,  1918,  should 
be  ratified. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  conditions  remain  unchanged. 


732-22-S. 

PETITIONER — Marion  F.  Holmes,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 43  West  57th  street,  Manhat¬ 
tan. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kenby,  Deputy  Fire 


Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  . .  8 

Negative  .  0 


Absent :  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 


649-22-S. 

PETITIONER — Sigmund  Schuler,  for  Anna  Alexander 
Murtland,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 101-107  West  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Sigmund  Schuler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire 


Commissioner  Hannon,  Superintendents 

Brady  and  McDermott .  8 

Negative  .  0 


Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 
THE  RESOLUTION: 

(649-02-S) 

Whereas,  Sigmund  Schuler,  for  Anna  Alexander  Murt¬ 
land,  owner,  filed,  May  4,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  101-107  West  23rd  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  south  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  sections  273 
and  274  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals,  or  carry  out  a  proper  al¬ 
ternative  method  of  complying  with  the  requirements  of 
section  271  of  the  Labor  Law. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following: 

“Windows  on  course  not  fireproof,  self-closing. 

“No  balcony  to  attic  floor. 

“2.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-preproof  construction, 
\x/2  stories  in  height,  50  ft.  9  in.  by  63  ft.,  irregular  in  area, 
divided  into  two  sections  by  a  fore  and  aft  brick  partition 
wall  with  openings  in  the  4th  story ;  occupied,  cellar, 
storage;  1st  story,  stores,  20  persons;  2nd  story,  factory, 
50  persons;  3rd  story,  factory,  6  persons;  4th  story,  factory, 
6  persons ;  attic,  factory,  3  persons ;  the  building  being 
equipped  with  a  fire  alarm  signal  system ;  the  means  of 
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egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  4th  story,  enclosed  in  metal  lath  and 
plaster  partitions  with  wood  and  glass  doors  at  the  open¬ 
ings,  with  a  stairway  in  each  section  leading  to  the  at¬ 
tic;  a  fire  escape  on  the  23rd  street  front  of  the  building 
with  gooseneck  ladder  to  roof,  and  counterbalanced  stair 
to  street;  and 

Whereas,  the  petitioner  proposes  to  fireproof  the  win¬ 
dows  along  the  course  of  the  fire  escape,  to  provide  a  sta¬ 
tionary  iron  ladder'  to  scuttle  in  roof  over  stair  hall  and 
stationary  iron  ladder  to  scuttle  in  roof  over  attic,  and  con¬ 
tends  that  the  roof  is  a  peaked  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  in  so  far  as  it  relates  to  item 
No.  1  be  and  it  hereby  is  granted  on  condition  that  a  bal¬ 
cony  be  provided  taking  in  one  window  at  attic  level  with 
gooseneck  ladder  to  roof  and  connecting  by  present  vertical 
ladder  to  the  balcony  below. 

Resolved,  further,  that  the  order  of  the  fire  commis¬ 
sioner  in  so  far  as  it  relates  to  Item  No.  2  be  and  it  hereby 
is  affirmed  and  the  petition  as  to  this  item  be  and  it  hereby 
is  denied. 


550-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Estate  of  Edw. 
B.  Wesley,  owner. 

SUBJECT  Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 200  East  23rd  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  .  Kearney,  Kenby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  .  8 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,'  Su¬ 
perintendents  Reville,  Kleinert  and  Moore  5 
THE  RESOLUTION: 


(550-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Est.  of  Edw.  IB.  Wesley,  owner,  filed,  April  12,  1922,  a 
petition  with  the  Board  of  Standards  and  Appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
200  East  23rd  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

L  Provide  an  outside  iron  balcony  fire  escape  on 
the  west  side  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide  ”  • 
and  '  ’ 


Whereas,  the  building  is  of  non-fireproof  construction 
3  stories  in  height,  25  ft.  by  80  ft.  in  area,  occupied,  1st 
story,  stores;  2nd  story,  dentists  supplies,  3  persons;  office, 
2  persons;  tailors.  6  persons;  3rd  story,  dental  laboratory’ 
5  persons ;  embroidery,  4  persons ;  office,  4  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  to  the  3rd  story  with  scuttle  and  iron 
ladder  to  the  roof,  enclosed,  in  lath  and  plaster  partitions 
with  wood  doors  at  the  openings ;  and 

Whereas,  it  is  proposed  to  erect  a  fire  escape  on  the 
west  side  of  the  building  with  a  counter  weighted  drop 
ladder  in  guides  to  the  street  with  non-fireproof  windows 
along  the  course  of  the  fire  escape. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law.  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  escape  consisting  of  balconies  with 


60-degree  connecting  stairs  shall  be  erected  on  the  23rd 
street  front  embracing  the  2nd  and  3rd  windows  from  3rd 
avenue,  with  fireproof  self-closing  windows  along  course 
o  hre  escape  in  2nd  story,  and  with  counterbalanced  drop 
ladder  in  guides  to  street. 

Resolved,  further ,  that  this  petition  be  granted  only  so 
ong  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


11 54-21- S.. 

PETITIONER— Walter  J.  Egan,  owner. 

SUBJECT— Petition  for  variation  of  labor  law  as  cited  in 
orders  of  fire  commissioner. 

PREMISES  AFFECTED — 65-67  East  8th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Walter  J.  Egan. 

ACTION  OF  BOARD — Petition  reopened,  and  set  for 
hearing  June  27,  19212,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kenby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  .  8 

Negative  . 4 . .’!!!!''  o 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 


328-22-S. 

PETITIONER — Ida  Weinstein,  owner. 

SUBJECT  Variation  of  . the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

4Pm!BairMElCJED~129  Division  street,  Manhattan. 
APPEARANCES — None. 


ACTION  OF  BOARD — Petition  withdrawn 
THE  vote;— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kenby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  .  8 

Negative  . ””  g 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 


281-22-S. 

SUBJECT— Proposed  Rules— Standpipe— Fire  Line. 
ACTION  OF  BOARD — Laid  over  to  June  27,  1922,  at  2 
p.  m. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
1278-21-S. 

PETITIONER— TTammel  Oil  Burning-Equipment  Co.,  Inc. 
SUBJECT — Approval  of  Hammel  Oil  Burner 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  test  and  report  of  fire  department. 

- J - 

422-22-S. 

PETITIONER — J.  L.  Murphy,  Inc. 

SUBJECT — Quimby  Pump. 

APPEARANCES— None. 

ACTION  OF  BOARD— Cal.  No.  1193-21-S  reopened  and 
substituted. 


1193-21-S. 

PETITIONER— William  E.  Quimby,  Inc. 

SUBJECT — Approval  of  Quimby  Screw  Pump. 
APPEARANCES— None. 

AC  TION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kenby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 


Brady  and  McDermott  .  8 

Negative  .  o 
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Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore. 
THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE: 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerlby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  . 

Negative  . . . 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore. 
THE  VOTE  TO  APPROVE: 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kenby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  . 

Negative  . . 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore. 

THE  RESOLUTION: 

( 1193-2/1- S) 

Whereas,  William  E.  Quimby,  Inc.,  filed  October  21, 
19121,  a  petition  with  the  board  of  standards  and  appeals 
for  approval  of  their  device  known  as  the  Quimby  Screw 
Pump  for  operation  with  fuel  oil  burning  installations;  and 

Whereas,  this  petition  was  withdrawn  November  10, 
1921,  and  reopened  June  20,  1922,  by  vote  of  the  board; 
and 

Whereas,  a  committee  of  the  board  inspected  these 
pumps  in  operation  and  recommended  the  approval  of  the 
device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  Quimby  Screw  Pump  2^4-in  to  4j4-in. 
for  general  use  in  fuel  oil  burning  installations. 


708-22- S. 

PETITIONER— Blackmer  Rotary  Pump  Co. 

SUBJECT— Approval  of  “The  Blackmer  Rotary  Pump.” 
APPEARANCES— 

For  Petitioner:  F.  Goertz. 

ACTION  OF  BOARD— Petition  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kenby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  .  8 

Negative  . . . . . . .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 

THE  RESOLUTION: 

(  708-22- S) 

Whereas,  Blackmer  Rotary  Pump  Co.,  filed,  May  19, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  approval  of  their  device  known  as  the  Blackmer  Rotary 
Pump. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
without  prejudice. 

1372-21-S. 

PETITIONER— Ford  Regulator  Corp. 

SUBJECT — Ford  Fire  Line  Reducing  Valve. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 
p.  m. 


357-22-S. 

PETITIONER— J.  M.  Quinn. 

SUBJECT — Approval  of  the  Quinn  Fuel  Oil  (Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  report  of  committee  of  inspection. 


3 15 -22- S. 

5  PETITIONER — Conran  Standpipe  Company. 

SUBJECT — Approval  of  Conran  Pressure  Reducer. 
APPEARANCES}— None. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  test  and  report  of  fire  department. 


0  337-22-S 

PETITIONER— Elkhart  Brass  Mfg.  Co. 

5  SUBJECT — Approval  of  Elkhart  Brass  Company  Siamese 
Connections. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  test  and  report  of  fire  department. 


0  13-21-S. 

PETITIONER— Bethlehem  Shipbuilding  Corp.,  Ltd. 
SUBJECT— Dahl  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  report  of  committee  of  inspection. 


341-21-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1921,  at  2 
p.  m.,  pending  report  of  committee  of  inspection. 


26-22- S. 

PETITIONER — Petroleum  Heat  and  Power  Co. 
SUBJECT — Approval  of  Petroleum  Heat  and  Power  Co., 
fuel  oil  burning  equipment,  approval  of  Fess  Tur¬ 
bine  Burner. 

APPEARANCES — For  Petitioner:  W.  A.  P.  Henninger. 
ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 


and  McDermott  .  8 

Negative  .  0 


Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 
THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 


and  McDermott .  8 

Negative  .  0 


Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 
THE  RESOLUTION: 

(26-22-S) 

Whereas,  the  Petroleum  Heat  &  Power  Company,  filed, 
January  7,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  approval  of  their  devices  known  as  the  Fess 
Turbine  Burner  and  Airoil  Fan  and  Pump  set;  and 
Whereas,  a  committee  of  the  board  inspected  these 
devices  in  operation  and  recommends  the  approval  of  the 
Fess  Turbine  Burner  (as  more  specifically  described  in 
photostats  on  file  with  this  petition)  for  general  use  in  fuel 
oil  burning  installations,  in  low  pressure  boilers  when  plants 
are  equipped  and  installed  in  accordance  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals;  a  duly  quali¬ 
fied  operator  shall  be  in  constant  attendance  in  any  plant 
employing  this  burner  in  a  fuel  oil  burning  equipment  and 
the  approval  of  the  fan  and  pump  unit  known  as  the  Airoil 
Set. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  devices  known  as  the  Fess  Turbine 
Burner  and  the  fan  and  pump  unit  known  as  the  Airoil  Set 
in  accordance  with  the  report  of  the  committee  of  the 
board. 
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53-21-S. 

PETITIONER— T.  V.  Foster. 

SUBJECT — Approval  of  angle  hose  valve. 
APPEARANCES— None. 

ACTION  OF  (BOARD — Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  test  and  report  of  fire  department. 


392-21-S. 

PETITIONER — The  Surface  Combustion  Company. 
SUBJECT — Surface  Combustion  low  pressure  type  com¬ 
bination  gas  and  oil  burner. 

A  PEAR  AN  CES — N  one. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 

p.  m. 


545-22-S. 

PETITIONER— H.  Taylor  Cronk. 

SUBJ  ECT — Funnel — Outlet — Flush. 

APPEARANCES— None. 

ACTION  OF  BOARD — 'Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  report  of  committee. 


546-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3625  Burner. 
APPEARANCES— None. 


ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 
p.  m. 


547-22- S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Company. 
SUBJECT — Cuts  Nos.  4055  and  4060  Automatic  Oil  Cut- 
Off  Valves. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 

p.  m. 


548-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Company. 
SUBJECT — Gas  and  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1922,  at  2 
p.  m.,  pending  report  of  committee  of  inspection. 


465-22-S. 

PETITIONER— Phister  Mfg.  Co. 

SUBJECT— Phister  One  Gallon  Fire  Extinguisher. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

{MINUTES  Continued  on  Last  Page.) 


PUBLIC  HEARING 


PROPOSED  RULES  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

•STANDPIPE”— “FIRE  LINE.” 


(Cal.  No.  281-22-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  at  a 
regular  meeting  on  Tuesday,  June  27,  1922,  at  2  p.  m. 
Room  919,  Municipal  Building,  on  a  proposed  rule  govern¬ 
ing  fire  extinguishing  appliances  “Standpipe” — “Fire  Line.” 

Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
J^-inch  or  by  permission  of  the  Fire  Commissioner  Hj-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  dean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 


manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  fin  number 
and  printed  on  cloth  in  size  8J4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen- 
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ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
uy  the  hire  Department  during  all  hours  of  the  night  and 
uay,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
bee.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
ot  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
ct  the  Code  of  Ordinances,  provided  thac  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
iuriher  that  the  combined  areas  of  the  door  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  dat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  door  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (dre  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted, 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 


as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules.' 

(d)  Modified  systems,  in  which  the  piping  is  2]/2  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
ox  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  'latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation:- — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
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basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  laige  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 


in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating,  if  :n  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  tire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there,  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  ;rom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 


Emergency  Drain— There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank.—  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  'house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l^-incht  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Boaid  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 


Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  noi  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  ana  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
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of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 


therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  20.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  EIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  oi  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
irom  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure-of  50  lbs.  per  sq.  inch,  the  Fire  - 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 

Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  F'ire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  .shall  have  a  si- 
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amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  buildincr,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swung  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  x/2~ in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  rump,  insuring 
visible  flow,  or  there  shall  be  provided  a  %-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 


Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
ROAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3T/2  in. 
x  3 x/2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  tvpe  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  V2-\n.  open  drip  without  valve 
or  cock,  or  a  34-in.  automatic  ball  drip  of  approved  type 
closing-  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where,  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clanpers.  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 


Rule  20.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2x/2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediatelv  adjacent  to  a  stair  enclosure,  in  a  con' 
spicuous  place  in  which  case  there  shall  be  painted  upon  tiie 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2*4  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 
mination  of  every  second  riser  shall  be  a  2x/2  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2^2  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  x/2  in.  open  drip  extending  to  a  sink  or  a  34  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2x/2  in.  Fire  Department  thread 
and  a  regulation  cap. 


In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2 x/2  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1*4  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2x/2  in.  x  \x/2  in.  coupling. 

A  spanner  wrench  shall  be  provided'at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2k2-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1%  in.  in  diameter. 

All  lx/2-m.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  x/2  in.  nor  more  than  54  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  mav  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart- 
men'  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  -wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2x/2  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
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deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2)4 -inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  crecticn  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  sto-y  or  a  height  of  85  ft  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 


Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning'  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply.  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each.  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe.  syj- 
terns  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storrge  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 


Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall .  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  root 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25.  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
tc  an  approved  electric  device  which  upon,  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 


pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  .  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device, there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control,  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat  ;  the  purpose  of  the. valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  bv 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply.  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which 'has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 $4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  Uss  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2^/2  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at.  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo- 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and. the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems, 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con¬ 
trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 
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3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintamed  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve ;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  ^  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  mav  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  ntles  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2l/2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 


3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq 
in.  for  30  minutes  and  not  distort. 

5._  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 


6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 


».  straight  run  globe  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections, 
hire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 


1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shal1' 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 


3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The.  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5  .Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 


6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  siamese.  or  with  other  bearing  surface  extending 
entirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side,  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

1L.  The  inlet  swivels  to  siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  J4  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 
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SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921 

Cases  filed  up  to  and  including  June  22,  1922.. 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . . . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 


DISPOSITION  OF  CASES. 

389  Withdrawn  . 

Dismissed  . 

11  Denied  . 

Granted  . 

853  Granted  on  condition  . 

Appliances  approved  . 

69  Appliances  disapproved . 

Miscellaneous  Actions. 

89  Requests  to  reopen  granted  . 

Requests  to  reopen  denied . 

9  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

8  Requests  for  modification  granted . 

Requests  for  modification  denied  . 

0  Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

11  Requests  for  extension  of  time  granted 

Requests  for  extension  of  time  denied . 

4  Rules  approved  . 

Rules  disapproved . 

6  Requests  to  install  granted  . 

Requests  to  install  denied  . 

0  Administrative  requests  granted  . 

Administrative  requests  denied  . 

1  Interpretations  . 

- -  Requests  withdrawn  . 

1450  v 

985  Total  . 
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62 
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1 
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11 
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1 

6 

0 

0 

0 

1 
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MINUTES 


( Continued  from  page  719.) 

ACTION  OF  BOARD — Petition  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  McDermott  .  8 

Negative  . .  0 

Absent:  Mr.  Holland,  Fire  Chief  Martin,  Su¬ 
perintendents  Reville,  Kleinert  and  Moore.  5 


THE  RESOLUTION : 

(465-22-S) 

WAereas,  the  Phister  Mfg.  Co.,  filed,  March  29,  1922,  a 
petition,  with  the  board  of  standards  and  appeals,  for  ap¬ 
proval  of  their  device  known  as  Phister  One  Gallon  Fire 
Extinguisher ;  and 


Whereas,  this  matter  was  referred  to  the  fire  depart¬ 
ment  for  report. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 


112-22-S.  _____ 

PETITIONER— Wm.  Ostrander. 

SUBJECT— A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  System. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn. 


Adjourned,  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  9K,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . 1922. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  June  27, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  June  27,  1922. 

Rules  Adopted. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Wednesday,  July  5,  1922, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  11,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days.  * 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET.  B.B.R . . . Bureau  of  Buildings,  Richmond 

Cases  Filed  Week  Ending  June  29,  1922.  B.B.Bx . (Bureau  of  Buildings,  Bronx 

T  t.H . Tenement  House  Department 


CALL  3F  CLERK'S  CALENDAR. 

Wednesday,  July  5,  1922,  at  2  p.  m. 


Cal.  No.  Department  uraer  ivo. 

879-22-S . F.D . ‘ .  LD  64589 


878-22-A . 


p  . .  LC  12786 


877-22-BZ 


876-22-BZ 


87 5-22 -A 


874-22-A 


873-22- S 


872-22-A 


871-22-BZ 


870-22-S 


869-22-A 


868-22-A 


867-22-A 


BJB.Bx. 

.B.B.M. 
.F.D.  ., 
.F.D.  .. 
F.D.  .. 
.F.D.  .. 
.F.D.  .. 
.F.D.  .. 
.F.D.  . 
.F.D.  . 
.F.D.  . 


NB  173-1922 
NB  324-1922 

_  F  28382 

...  LC  12755 
..  LD  36169 

.  C  10791 

.  C  72892 

. . .  LD  30015 
...  LC  12876 
. ..  LC  12791 
. ..  LC  12790 


Building  Zone  Cases. 

22-22-BZ. 

APPLICANT— John  T.  McCarthy,  for  Ellen  I.  McCarthy, 
owner. 

PREMISES— East  side  Spuyten  Duyvil  road,  132.32  ft. 
north  of  230th  street.  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  cars. 

555-22-BZ. 

APPLICANT — Ed.  B.  Hittelemann,  owner. 

PREMISES— 359-363  Pulaski  street.  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  a  pub¬ 
lic  stable  into  a  garage. 

764-22-BZ. 

APPLICANT— John  Stahl,  owner. 

PREMISES— 4561  Richardson  avenue,  4761  White  Plains 
avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  of  a  three 
story  business  building. 

788-22-BZ.  ,  „  , 

APPLICANT— J.  Sarsfield  Kennedy  for  Rebecca  Bell, 
owner. 

PREMISES— 3907-3911  4th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  exist¬ 
ing  stable  into  a  public  garage. 


.  LC  12576 

.  LC  12802 

...  F  35528-35529 

.  C  12599 

APPLICANT— Albert  M.  Yuzzolino,  Esq.,  for  Gerd.  Helen 
and  Henriette  Henjes,  owners. 

PREMISES— 1820-1830  Cropsey  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 


.  LD  7552 

. LC  72682 

NB  8248-1922 

.  LD  20831 

..  NB  3424-1922 

.  LD  97541 

,  .  LD  30731-30732-30733 

_ NB  8429-1922 

_ Alt.  225-22  LC  11455 

rr  rv 

CODE. 

. Fire  Department 

un  . Health  Department 

g  B  B  . 

..Bureau  of  Buildings,  Brooklyn 

B.B.M . 

B.B.Q . 

. (Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

Wednesday,  July  5,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

31-22-A — North  side  Private  Roadway,  500  ft.  north  of 
Nicholas  street  and  St.  Marks  Place,  Cas- 
tleton  Park,  St.  George,  Richmond. 

399-22-A— 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

460-22- A — 1409-1419  St.  Nicholas  avenue,  600-614  West 
181st  street,  Manhattan. 

592-22-A— 447-463  Pierce  avenue,  Long  Island  City, 
Queens. 

595-22-A— Block  bounded  by  138th  street,  Locust  avenue, 
137th  street  and  East  River,  The  Bronx. 

528-22-A— 284-286  Pearl  street,  Manhattan. 

532-22-A — North  side  Richmond  avenue,  Graniteville, 
Richmond,  Staten  Island. 

549-22-A— 150  East  150th  street,  The  Bronx. 

579-22-A — 437-439  West  42nd  street,  Manhattan. 

630-22-A— 1757-1773  Ocean  avenue,  Brooklyn. 

636-22-A— 150  Beach  116th  street,  Rockaway  Park,  Queens. 

641-22-A — 117-121  Sterling  Place,  Brooklyn. 

647-22- A — 87  35th  street,  Brooklyn. 

777-22-A — West  side  of  Van  Dam  street,  between  Borden 
and  Hunters  Point  avenues,  L.  I.  C., 
Queens. 
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Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Wednesday  morning,  July  5,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  493-22-BZ — Application,  April  4,  1922,  under  the 
building  zone  resolution,  of  Chas.  E. 
Chalmers,  on  behalf  of  Second  Ave¬ 
nue  Railroad  Company,  owner,  to  per¬ 
mit  in  a  business  district  the  mainte¬ 
nance  of  a  garage  for  more  than  five 
cars :  premises  1864  Second  avenue, 
Manhattan. 

f 

cal.  no.  566-22-BZ— Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  James  E. 
Willcox.  applicant,  on  behalf  of  David 
A.  Smith,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  five 
car  garage;  premises  south  side  Gerry 
avenue,  100  ft.  west  of  Cthicago  street, 
Elmhurst,  Queens. 

cal.  no.  438-22-BZ— Application,  March  24,  1922,  under  the 
building  zone  resolution,  of  Burke  & 
Olsen,  architects,  on  behalf  of  Annie 
Wenig,  owner,  to  permit  in  a  business 
district  the  conversion  of  existing 
building  into  a  public  garage ;  premises 
6402-6406  Fourth  avenue,  Brooklyn. 

cal.  no.  675-22-BZ— Application,  May  13,  1922,  under  the 
building  zone  resolution,  of  Eugene  De 
Rosa,  architect,  on  behalf  of  Herman 
Stursburg  Realty  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  theatre  and  business  building; 
premises  northeast  corner  138th  street 
and  Willis  avenue  and  southeast  cor¬ 
ner  139th  street  and  Willis  avenue,  The 
Bronx. 

CAL.  NO.  564-19-BZ — Application,  June  20,  1922,  under  the 
building  zone  resolution,  of  Lazinsk  & 
DeRosa,  architects,  for  Adolph  Lewi- 
sohn,  owner,  for  a  rehearing  of  an  ap¬ 
plication  previously  granted,  to  permit 
an  extension  of  time  to  proceed  with 
the  completion  of  a  theatre  building; 
premises  600-618  West  170th  street,  603 
West  169th  street,  4023-4039  Broadway, 
Manhattan. 


CAL.  NO.  403-22-BZ— Application,  March  17,  1922.  under  the 
building  zone  resolution,  of  Rachmel 
Ukrainzyk,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  two  cars; 
premises  559  84th  street,  Brooklyn. 

CAL.  NO.  506-22-BZ— Application.  April  7,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Cohen,  applicant,  on  behalf  of  Asso¬ 
ciated  Screen  News  Co.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
of  a  business  building;  premises  48-54 
Congress  avenue,  Flushing,  Queens. 

(  . 

cal.  no.  540-22-BZ— Application,  April  12,  1922,  under  the 
building  zone  resolution,  of  Strauss  & 
Co.,  applicant,  on  behalf  of  Hotel  Al¬ 
exandria.  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  an 


electric  sign  on  marquee;  premises  250 
West  103rd  siieet,  Manhattan. 

cal.  no.  602-22-BZ— Application,  April  24,  1922,  under  the 
bunding  zone  resolution,  of  Thomas 
McCcrmick,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  cars; 
premises  2981  Bainbridge  avenue,  The 
Bronx. 

CAL.  NO.  604-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Max  Mar- 
golis,  architect,  on  behalf  of  Annie 
Goldstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  public 
garage;  premises  1696-1702  St.  Johns 
Place,  Brooklyn. 

William  E.  Walsh,  Chairman. 


Wednesday,  July  5,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

661-22-S  lJ^-9  West  34th  street,  Manhattan. 

665-22-S — 117  West  21st  street,  Manhattan. 

674-22-S — 112  Stanton  street,  Manhattan. 

677-22-S — 741  Fifth  avenue,  Manhattan. 

684- 22-S — 113  Lenox  avenue,  Manhattan. 

700-22-S — 144  Fifth  avenue,  Manhattan. 

706-22-S — 45  University  Place,  Manhattan. 

710-22-S — 70  Warren  street,  Manhattan. 

714-22-S — 39-41  Borden  avenue,  Queens. 

719-22-S— North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

415-22-S — 103  Park  Place,  Manhattan. 

559-22-S — 194  Seventh  avenue,  Manhattan. 

722-22-S — 8  Wooster  street,  Manhattan. 

727-22-S  46  West  39th  street,  Manhattan. 

736-22-S  433-437  Kent  avenue,  Brooklyn. 

748-22-S  506  West  53rd  street,  Manhattan. 

750-22-S — 133  Crosby  street,  Manhattan. 

753-22-S — 271  Bowery,  Manhattan. 

543-22- S — 161  West  44th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

680-22-Si— Milliameter  for  measuring  electrical  current 
approval  of. 

685- 22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  Crocker  Gas  Valve,  approval  of. 

799-22-S  Kennell  Gas  Cut-off  Valve,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July  11,  1922,  at  2  p.  m. 


Building  Zone  Cases. 

1221-21-BZ 

APPLICANT — Paul  G.  Mack,  owner. 

PREMISES — 111-113  Grove  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
five  individual  garages. 

740-22-BZ 


APPLICANT — William  Lawrence  Bottomley,  owner 
PREMISES— ns  East  55th  street,  Manhattan. 

TO  PERMIT  in  a  “B”  area  residence  district  the  omission 
of  a  rear  yard  as  required  by  Zone  Law. 
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APPLICANT — Victor  Baking  Company,  for  Maxthan 
Realty  Co.,  Inc.,  owner.  . 

PREMISES — 302  Hillside  avenue,  Jamaica,  Queens. 

TO  PERMIT  partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  of  a  business 
building. 

APPLICANT- — Louis  W.  Feldman  and  Geo.  L.  Wills, 
for  Josephine  Mady,  owner. 

PREMISES— 413  East  179th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
an  unrestricted  district  the  erection  of  a  garage 
for  more  than  five  cars. 

APPLICANT — -William  F.  Doyle,  for  Harry  Strolovitz, 

owner.  .  . 

PREMISES— 2094-2104  Union  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  existing  garage. 

APPLICANT — C.  B.  J.  Snyder,  for  City  of  New  York, 

owner.  .  . 

PREMISES — 1601-1695  80th  street,  Brooklyn. 

TO  PERMIT  in  a  one  time  district  the;  erection  oi  a  Hign 
School  Building  exceeding  the  height  requirements 
of  the  Zoning  Law. 


BOARD  OF  APPEALS. 

Tuesday,  July  11,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

12-22-A— 186-190  West  4th  street,  3-13  Barrow  street, 
Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 

589-22-A — 155  East  38th  street,  Manhattan. 

634-22-A— 285-289  Plymouth  street,  Brooklyn. 

646-22-A — 1534  Bryant  avenue,  The  Bronx. 

664-22-A— 267-269  Bowery,  Manhattan. 

676-22-A — 114  Eighth  avenue,  Brooklyn. 

628-22- A — 2469-2477  Amsterdam  avenue,  Manhattan. 

689- 22-A— 539-549  Fordham  Road,  The  Bronx. 

690- 22-A— 1191-1199  Webster  avenue,  The  Bronx. 

693-22-A — 25  Church  street,  Manhattan. 

699-22-A— 305-319  Jay  street,  62-76  Lawrence  street, 
Brooklyn. 

1717-21-A — 142  Fifth  avenue,  Manhattan. 

33-22-A — 141-145  Wooster  street.  Manhattan. 

702-22-A— 1469  Bedford  avenue,  Brooklyn. 

704-22-A — 575  Fulton  street,  Brooklyn. 

709-22-A — North  side  Jackson  avenue  and  Whitestone  ave¬ 
nue,  Flushing,  Queens. 

712-22-A— 305-307  East  61st  street,  Manhattan. 

716-22-A — 82  Myrtle  avenue,  Queens. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  Uth  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue.  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A— 556  Kent  “venue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street.  Brooklyn. 
459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  11,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
cal.  NO.  568-22-BZ— Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 


ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 
cal.  no.  1672-21-BZ— Application,  May  2,  1922,  under  the 
building  zone  resolution,  of  Augustine 
Schiavone,  attorney,  on  behalf  of 
Charles  Piscopo,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars; 
premises  771  40th  street,  Brooklyn. 

cal  no.  374-20-BZ— Application,  May  31,  1922  under  the 
building  zone  resolution,  of  Frederick 
W.  Rowe  &  Co.,  applicant  and  owner, 
for  a  further  extension  in  time  to  com¬ 
plete  the  erection  of  a  public  garage 
partly  in  a  business  district  and  partly 
in  a  residence  district;  premises  421- 
443  Empire  Boulevard,  Brooklyn. 

cal.  no.  295-22-BZ— Application,  February  27,  1922  under 
the  building  zone  resolution,  ot  -kzra 
P  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  .  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage ; 
premises  southeast  corner  Jerome  ave- 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  605-22-BZ— Application,  April  24,  1922  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Catald.o 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal  no  611-22-BZ — Application,  April  26,  1922  under  the 
building  zone  resolution,  of  H.  Rosen¬ 
baum,  applicant,  on  behalf  of  John 
Langlois,  owner,  and  S.  &  K.  Motor 
Company,  lessee,  to  permit  in  a  busn 
ness  district  the  maintenance  of  an  au¬ 
tomobile  repair  shop;  premises  308- 
310  Lexington  avenue,  Brooklyn. 

cal  no.  645-22-BZ— Application,  May  4,  1922,  under  the 
building  zone  resolution,  of  Annie  M. 
Gaffney,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  two  car  garage;  premises  2316 
Grand  avenue,  The  Bronx. 

cal.  no.  666-22-BZ — Application,  May  9,  1922,  under  the 
building  zone  resolution,  of  Starrett  & 
Van  Vleck,  architects,  on  behalf,  of 
Equitable  Life  Assurance  Society, 
owner,  to  permit  in  a  two  times  district 
the  erection  of  an  office  building  to  a 
height  in  excess  of  that  permitted  by 
the  zoning  law;  premises  383-399  7th 
avenue,  154-172  West  32nd  street,  145- 
165  West  31st  street,  Manhattan. 

cal  no.  787-22-BZ— Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  George  A. 
Boyd,  applicant  and  lessee,  Abraham 
Ruth,  owner,  to  permit  in  a  business 
district  the  conversion,  of  a  four  story 
warehouse  into  a  public  garage ;  prem¬ 
ises  506-510  West  181st  street,  Man¬ 
hattan.. 

cai  no  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 
William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  11,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

234-22-S — 117  Division  street,  Manhattan. 

352- 22-S — 336-556  West  27th  street,  Manhattan. 

353- 22-S — 536-556  West  27th  street,  Manhattan. 

596-22-S — 135  West  45th  street,  Manhattan. 

656-22-S — 24  West  46th  street,  Manhattan. 

668-22-S — 167-173  Wooster  street,  Manhattan. 

672-22-S — 209-211  Sullivan  street,  Manhattan. 

679-22-S — 221-223  Mercer  street,  Manhattan. 

686-22-S — 624  East  13th  street,  Manhattan. 

696-22-S — 2-30  Taaffe  Place,  101-105  Classon  avenue, 
Brooklyn. 

627-22-S — 106-108  Fulton  street,  Manhattan. 

633-22-S — 305  East  60th  street,  Manhattan. 

703-22-S — 686  Sixth  avenue,  Manhattan. 

705-22-S — 100-102  Grand  street,  Manhattan. 

757-22-S — 64  Grand  street,  Manhattan. 

768-22-S — 41  West  24th  street,  Manhattan. 

773-22-S — 266  State  street,  Brooklyn. 

775-22- S — 130  East  7th  street,  109  Avenue  A,  Manhattan. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


BOARD  OF  APPEALS. 

Tuesday,  July  18,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

449-22-A — 93-95  Prospect  avenue,  Brooklyn. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

527-22-A — 55  Mercer  street,  Manhattan. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

659-22-A — 396-398  Morris  avenue,  The  Bronx. 

730-22-A — 215-217  Sterling  Place,  Brooklyn. 

62 5 -22 -A — 19  West  34th  street,  30-32  West  35th  street, 
Manhattan. 

730-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

756-22-A — 893  Union  avenue,  The  Bronx. 

263-22-A — 261-262  South  street,  Manhattan. 

367-22-A— 477-483  10th  avenue,  500-508  West  37th  street, 
Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

491-22-A — 129-135  12th  street,  Brooklyn. 

749-22-A — 258-262  Maujer  street,  Brooklyn. 

759-22-A — 2-10  Evergreen  avenue,  Brooklyn. 

761- 22- A — 46-50  Wooster  street,  Manhattan. 

762- 22-A — 440-442  East  106th  street,  Manhattan. 

763- 22-A — 43  Sixth  avenue,  Manhattan. 

774-22- A — 585  Howard  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  July  18,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


CAL.  NO.  1473-21-BZ— Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  1616-21-BZ— Application,  December  10,  1921,  under 
the  building  zone  resolution,  of  Jacob 
Lubroth,  architect,  on  behalf  of  Jenny 
Czierenewsky,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  an  existing  public  garage;  premises 
501-513  90th  street,  Brooklyn. 

CAL.  NO.  54-22-BZ— Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  556-22-BZ— Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  John  Da¬ 
vis,  applicant,  on  behalf  of  Sommers  & 
Wickert,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  one  story 
public  garage ;  premises  1736  Richmond 
Turnpike,  Richmond. 

cal.  no.  660-22-BZ— Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  678-22-BZ — Application,  May  10,  1922,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  attorney,  on  behalf  of  Thomas 
F.  Murray,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  stor¬ 
age  warehouse  into  a  public  garage; 
premises  413-415  West  150th  street, 
Manhattan. 

CAL.  NO.  691-22-BZ— Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  George  A. 
Dugan,  applicant,  on  behalf  oT  Weber- 
Bunke-Lange  Coal  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  business  building; 
premises  270  West  96th  street,  Manhat¬ 
tan. 

cal.  no.  743-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Jerome  P.  and  Leonard  Davis,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  of  a  two  story  garage  for  more 
than  five  motor  vehicles ;  premises 
2065-2067  Southern  Boulevard,  The 
Bronx. 

cal.  no.  746-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  Max  Salo¬ 
mon,  applicant,  for  Estate  of  Lambert 
S.  Quackenbush,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
basement  and  two-story  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  1760-1766  Park  avenue,  73-77  East 
122nd  street,  Manhattan. 

•i ,  William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  18,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

655-22-S — 354  Bowery,  Manhattan. 

667-22-S — 71-73  Greene  street,  Manhattan. 

73 1-22- S — 567  Third  avenue,  Manhattan. 

765- 22-S— 442  West  46th  street,  Manhattan. 

766- 22-S— 203-205  East  21st  street,  Manhattan. 

780- 22-S — 523-529  Eighth  avenue,  Manhattan. 

781- 22-S— 221-223  West  64th  street,  Manhattan. 

784-22-S — 129  Division  street,  Manhattan. 

195-22-S — 146  Water  street,  Manhattan. 

220-22-S — 95  Market  Slip,  Manhattan. 

658-22-S — '81  Nassau  street,  Manhattan. 

734-22- S — 42  East  9th.  street,  Manhattan. 

769-22- S — 542-544  Fifth  avenue,  Manhattan. 

800-22-S— 220  West  28th  street,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

812-22-S — 26  East  125th  street,  Manhattan. 

817- 22- S — 138-140  Sullivan  street,  Manhattan. 

818- 22- S — 124  Lincoln  avenue,  The  Bronx. 

827-22-S — 16  Spruce  street,  Manhattan. 

832-22-S — 133  Fifth  avenue,  Manhattan. 

834-22-S — 232-236  Bowery,  3i  Prince  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  July  25,  1922,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 

565-22- A — 69-61  Wall  street,  Manhattan. 

146-22-A— 181  Boerum  street,  Brooklyn. 

561-22- A _ Northeast  corner  Van  Alst  and  Harris  avenues, 

Queens. 

760-22-A— 204-222  Wythe  avenue,  Brooklyn. 

770-22-A— 149-155  Columbus  avenue,  Manhattan. 
777-22-A— West  side  Van  Dam  street,  between  Borden  and 
Hunters  Point  avenues,  Long  Island  City. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A _ 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

785-22-A — Southeast  corner  180th  street  and  Boston  Road, 
The  Bronx. 

792-22-A — 6118  Rockaway  Boulevard,  Queens. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the 
ing  zone  resolution,  Tuesday  morning,  July  25,  1922  at 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1172-21-BZ— Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 


CAL.  NO. 


711-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  W.  Albert 
Pease,  Jr.,  applicant,  on  behalf  of 
Henry  H.  Pease,  owner,  to  permit  in  a 
residence  district  the  use  of  existing 
four  story  building  for  business  pur¬ 


poses;  premises  444-446  Park  avenue, 
Manhattan. 

cal.  no.  297-22-BZ— Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  premises  19-21  Bar- 
row  street,  Manhattan. 

cal.  no.  563-22-BZ— Application,  April  14, _  1922,  under  tne 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  5S3-19-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Richard 
Von  Lehn  Sons,  applicants,  on  behalf 
of  Rentrop  Silk  Dyeing  Corporation, 
owner,  for  an  extension  of  time  to 
erect  a  factory  building  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district;  premises  63-67  Boli¬ 
var  street,  Brooklyn. 

cal.  no.  717-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  742-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  De 
Hart,  architect,  on  behalf  of  John  H. 
Degenhardt,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a  pub¬ 
lic  garage;  premises  318  Carroll  street, 
Brooklyn. 

cal.  no.  695-22-BZ— Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  Harold  G. 
Dangler,  architect,  on  behalf  of  Chas. 
G.  Lewnes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  of 
a  store  building;  premises  192-194 
Prospect  Park  West,  Brooklyn. 

cal.  no.  587-22-BZ— Application,  April  20,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  The 
Menderkin  Building  Company,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  of  a  nine  story  warehouse ; 
premises  2470-2472  Grand  Concourse, 
The  Bronx. 

cal.  no.  751-22-BZ — Application,  May  27,  1922,  under  the 
building  zone  resolution,  of  George  H. 
Wolin,  applicant,  on  behalf  of  Brook¬ 
lyn  Edison  Co.,  Inc.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  more  than  five  motor 
vehicles ;  premises  323-341  4th  avenue, 
Brooklyn. 

cal.  no.  772-22-ffiZ — Application,  June  1,  1922,  under  the 
building  zone  resolution,  of  William 
Jung,  applicant  and  owner-,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  of 
eight  individual  garages ;  premises 
1295-1299  Decatur  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  25,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

265-22-S — 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 
hattan. 

879-22-S — 122-124  Washington  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S — Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S- — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

839- 22-S — Cornell  Vacuum  (Burner,  approval  of. 

840- 22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22- A — 1580  Washington  avenue,  The  Bronx. 

390-22-A — 303  Cherry  street,  542  Water  street,  Manhattan. 
618-22-A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22-A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A — 361-373  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22- A — 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

83 1-22- A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

844-oo. a — 242-252  West  36th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  September  22,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 


1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 
69-22- A — 76  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street 

Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday ,  September  29,  1922,  at  10  a.  m. 

The  forty-eight  pif  r  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19- A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A- — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 
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318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20-A— Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A— Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 


1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 
907-21-A— East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Mam  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 

BOARD  OF  APPEALS 


.  REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  27,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Martin. 

The  Minutes  of  the  Regular  Meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  June  20,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  26,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
28-22 -A 

APPELLANT — Mrs.  Marie  Bialek,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 3266  Ely  avenue,  The  Bronx. 
APPEARANCES— 

Foil  Appellant:  Edward  H.  Dolge. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


1307-21-A  .  ^  , 

APPELLANT— A.  White  Pierce,  for  Harrison  Rocke¬ 
feller,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 332  Lenox  road,  Brooklyn. 
APPEARANCES— 

For  Appellant — Harrison  Rockefeller. 

ACTION  OF  BOARD — Resolution  interpreted. 
INTERPRETATION.— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . 

Negative  .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION : 

(1307-21-A) 

Whereas,  A.  White  Pierce,  architect,  for  Harrison 
Rockefeller'  owner,  filed,  July  22,  1921,  an  appeal  with 
the  board  of  appeals  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  332  Lenox  road,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
65645-LC,  dated  June  9,  1921,  reads  :# 

“Maintenance  of  your  garage  is  a  violation  of  Sec. 
6  of  Art.  2  of  the  Bldg.  Zone  Resolution  of  the  Board 
of  Estimate  and  Apportionment,  of  the  City  of  New 


York,  adopted  July  25,  1916,  inasmuch  as  the  enlarge¬ 
ment,  or  extension  of  an  existing  Public  Garage,  lo¬ 
cated  in  a  residential  district,  is  a  violation  of  the 
above'  mentioned  Sec. 

“In  addition  to  the  above,  this  frame  building  has 
been  enlarged,  or  extended  to  occupy  more  than  an 
area  of  600  sq.  ft.  which  is  in  violation  of  Sec.  91, 
Chap.  5,  Code  of  Ordinances. 

“You  are  therefore  ordered  to  remove  all  Auto¬ 
mobiles  from  the  above  premises,  and  discontinue  the 
use  of  the  said  premises  for  Garage  purposes.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  lo¬ 
cated  in  a  residence  district  upon  the  rear  of  which  there 
is  a  building  of  brick  and  frame  construction,  one  story 
in  height,  50  ft.  by  60  ft.  in  area,  occupied  as  a  public 
garage;  and 

Whereas,  the  appellant  states  that  the  owner  has  re¬ 
sided  on  the  premises  for  the  past  27  years  and  had  con¬ 
ducted  a  business  as  contractor  on  the  premises  up  to 
1907  requiring  and  using  more  than  5  horses  and  trucks 
in  conducting  his  business ;  that  since  1907  the  building 
has  been  in  use  as  a  public  garage  for  more  than  5  motor 
vehicles  and  has  not  been  enlarged;  that  the  interior 
of  the  frame  section  of  the  building  is  covered  with  metal 
lath  and  plaster  and  that  the  fire  department,  prior  and 
up  to  the  year  1921  issued  permits  for  a  public  garage  upon 
the  premises  and  appellant  has  filed  affidavits  that  the 
building  has  been  used  as  a  public  garage  for  the  past 
10  years,  housing  more  than  5  cars;  and 

Whereas,  the  board  deemed  that  the  appeal  should  be 
granted  in  view  of  the  existence  of  a  garage  since  1910;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  December  6,  1921,  on  certain  conditions  and  ap¬ 
pellant  requested  an  interpretation  of  these  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the-  garage  be  confined  to  the  lot 
or  plot  known  as  street  number  332  Lenox  road,  the  dimen¬ 
sions  of  said  lot  being  50  ft.  front  by  213  ft.  %  in.  deep, 
and  that  the  garage  be  confined  to  these  premises,  as  in¬ 
dicated  on  the  plot  plan  on!  file  in  this  case. 

— - - 1 - 

1121-21 -A 

APPELLANT — General  Oil  Burner  Sales  Corp. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 27  East  40th  street,  Manhattan. 
APPEARANCES— 
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MINUTES 


For  Appellant:  A.  D.  Grant. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent:  Mr.  Holland . l 


THE  RESOLUTION : 

(1121-21-A) 

Whereas,  the  General  Oil  Burner  Sales  Corp.,  lessee, 
filed,  June  22,  1921,  an  appeal  with  the  Board  of  Appeals 
*  from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises,  27  East  40th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  7028- 
LC,  dated  June  2,  1921,  reads: 

“Referring  to  your  application,  dated  October  18, 
1920,  for  a  permit  to  store  and  use  fuel  oil  at  27  East 
40th  street,  Manhattan,  I  regret  to  inform  you  that 
said  application  has  been  disapproved  for  the  reason 
that  your  present  method  of  storing  and  using  fuel 
oil  does  not  conform  with  the  Fuel  Oil  Rules  adopted 
by  the  Board  of  Standards  and  Appeals  on  November 
6,  1919. 

“You  are  hereby  ordered  to: 

"1.  Discontinue  the  storage  of  fuel  oil  on  these 
premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  2 
stories  in  height,  20  ft.  by  100  ft.  in  area,  occupied  as  an 
office  building,  10  to  15  persons  per  story,  there  being 
installed  in  the  building  a  fuel  oil  heating  device,  the  fuel 
oil  used  having  a  flashpoint  of  190  degrees  and  a  specific 
gravity  of  23  to  30  Baume,  the  oil  being  stored  in  a  steam 
tank  44  ins.  in  diameter  by  6  ft.  long  encased  in  concrete 
and  buried  below  the  ground  floor ;  and 

Whereas,  this  appeal  was  withdrawn  by  the  appellant 
November  22,  1921,  and  reopened  by  vote  of  the  board 
June  13,  1922. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  thei  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  fuel  oil  storage  tank  be  lim¬ 
ited  to  sixty  (60)  gallon  capacity,  that  the  oil  shall  be  of 
a  flashpoint  not  less  than  that  required  by  the  rules  of  the 
Board  of  Standards  and  Appeals ;  that  the  tank  be  main¬ 
tained  within  ten  (10)  feet  of  the  front  of  the  building, 
on  the  westerly  side  of  the  store,  and  distant  ten  (10)  feet 
from  any  open  flame ;  that  use  and  operation  be  limited  to 
demonstration  purposes  only;  that  the  appellant  maintain 
approved  metal  receptacles  for  the,  storage  of  any  waste, 
litter,  papers  or  refuse;  and  that  the  appeal  be  granted 
only  during  the  use  and  occupancy  of  these  premises  for 
demonstration  of  this  appellant’s  fuel  oil  burning  equipment. 


387-22-A 

APPELLANT — The  Ballinger  Company,  for  Anchor  Cap 
and  Closure  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 22  Queens  street,  Long  Island 
City,  Queens. 

APPEARANCES— 

For  Appellant:  Leonard  J.  Obermeyer  and  Walter 
F.  Ballinger. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  at  10 
a.  m„  so  that  fire  department  may  pass  on  plans 
submitted. 


584-22-A 

APPELLANT — F.  P.  Keniston,  for  Brill  Brothers,  lessee. 

SUBJECT  Appeal1  from  order  of  the  fire  commissioner. 

PREMISES  AI* FECTED — 46  East  14<th  street,  49  East 
13th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Frank  P.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE. — 

Affirmative  .  o 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . 6 

Absent:  Mr.  Holland  .  i 


THE  RESOLUTION: 

(584-22-A) 

Whereas,  F.  P.  Keniston,  for  Brill  IBrothers,  lessee, 
filed,  April  20,  1922,  an  appeal,  with  the  Board  of  Appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
46  East  14th  street  and  49  East  13th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  No. 
26524F  reads : 

“1.  Install  a  standpipe  system  with  risers  4l  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2)4-inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars  and  roofs)  placed  within  main  stairway  en¬ 
closure;  each  outlet  to  be  provided  with  sufficient  feet 
of  2j4-inch  standard  hose  attached  thereto  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  32  ft.  by  206  ft.  in  area,  occupied,  cellar,  vacant; 
1st  story,  restaurant  and  store,  10  persons;  2nd  story, 
weaving  and  cutting,  20  persons;  3rd  story,  stock  rooms, 
clothing,  4  persons ;  4th  story,  stock  rooms,  cutting,  10 
persons ;  5th  story,  stock  rooms,  8  persons ;  6th  story, 
weaving,  30  persons ;  pent  house,  weaving,  5  persons ;  the 
means  of  egress  consisting  of  two  stairways,  one  at  the 
14th  street  front  and  one  at  the  13th  street  front,  extend¬ 
ing  from  the  1st  story  to  the  roof;  the  stairways  being 
enclosed  in  stud  partitions  with  wood  lath  and  plaster 
on  the  stair  side  and  metal  lath  and  plaster  on  the  loft  side, 
with  fireproof  doors  at  the  openings;  and 

Whfreas,  appellant  contends  that  the  building  is  only 
87  ft.  6  ins.  in  height  and  is  equipped  with  an  interior 
alarm  and  that  the  lease  expires  in  three  years  and  pro¬ 
poses  to  provide  a  49  gal.  chemical  extinguisher  on  each 
story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 

- < - 

447-17-A 

APPELLANT — M.  A.  Cahill,  architect. 

SUBJECT — Appeal  from  decision  of  fire  commissioner; 
request  to  withdraw. 

PREMISES  AFFECTED — 53-63  Park  Row,  Manhattan. 

APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

ACTION  OF  BOARD — Withdrawal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 
Martin  .  6 
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MINUTES 


Negative  . 

Absent:  Mr.  Holland 


586- 22- A 

APPELLANT — Andrew  Ragone. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 456  West  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

;For  Appellant:  Eleanore  Bajette  and  John  A. 
Spiro. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . 

Negative  . . .  0 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION : 

(586-22- A) 

Whereas,  Andrew  Ragone,  for  Eno  Estate,  owner,  filed, 
April  20,  19-22,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  456 
West  Broadway,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  No.  2945- 
LC  rcsds ! 

“2.  Separate  that  portion  of  the  premises  used  for 
the  storage  of  combustible  fibre  from  the  remainder  of 
the  building  by  walls,  floors  and  ceilings,  protected  by 
fire  retarding  material  and  with  all  floor  openings 
similarly  protected  and  constructed  in  a  manner  ap¬ 
proved  by  the  Fire  Commissioner  as  per  section  24,  sub¬ 
division  6,  chapter  12,  Code  of  Ordinances.”; 

and 

Whereas,  the  premises  consist  of  two  buildings;  the 
front  building  being  2  stories  in  height,  25  ft.  by  19  ft.  in 
area;  the  rear  building  being  3  stories  in  height,  25  ft. 
by  43  ft.  in  area;  occupied,  front  building,  machine  shop 
and  office;  rear  building  paper  stock  on  the  1st  and  2nd 
stories,  carpenter  shop  on  the  3rd  story,  2  persons ;  and 
Whereas,  appellant  contends  that  they  have  covered  the 
ceilings  of  the  1st  and  2nd  stories  of  the  rear  building 
with  metal  and  that  the  occupancy  above  the  1st  story  is 
not  more  than  4  persons  and  the  building  is  only  3  stories 
in  height:  and 

Whereas,  the  board  deemed  that  in  view  of  the  permits 
issued  on  these  premises  extending  over  a  period  of  five 
years  or  more  for  storage  of  four  (4)  tons  of  paper  stock 
that  the  appeal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  and  maintenance  of 
paper  stock  on  these  premises  be  limited  to  four  (4)  tons, 
and 

Resolved  further,  that  this  appeal  be  granted  so  long 
as  present  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


589-22-A. 

APPELLANT — Duncan  MacGregor,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 155  East  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Jos.  D.  Maher. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1922,  at  10 
a.  m.,  on  request  of  appellant’s  representative. 


590-22-A. 

APPELLANTS— Reiner  &  Berkow,  lessees. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 106-108  Fulton  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Appellant:  Robert  S.  Tipping. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh 
Boulton,  Kearney,  Kerby 


,  Messrs.  Beatty, 
and  Fire  Chief 


Martin  . 

Negative  . 

Absent :  Mr.  Holland 


6 

0 

1 


THE  RESOLUTION: 

(590-22-A) 

W hereas,  Reiner  &  Berkow,  lessees,  filed,  April  21,  1922, 
an  appeal  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  106-108  Fulton  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  11824- 
LC,  reads : 

“1.  Have  each  person  operating  the  blowpipe  or  other 
similar  device  or  apparatus  for  heating,  melting,  or 
welding,  apply  for  and  secure  a  Certificate  of  Fitness. 
Sec.  213-2,  ch.  Code  of  Ordinances  *  * 

and  . 

Whereas,  the  building  is  of  fireproof  construction,  14 
stories  in  height,  52  ft.  x  102  ft.  8  in.  in  area,  occupied  as 
store  and  manufacturing,  mostly  light  manufacturing  of 
jewelry,  30  persons  per  story;  and 

Whereas,  the  appellant  contends  that  the  small  torches 
are  used  for  soldering  and  that  the  operator  using  the  large 
torch  and  tank  has  a  certificate  of  fitness. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  operator  of  the  main  tank 
and  large  torch  obtain  a  certificate  of  fitness,  and  that  the 
appeal  be  granted  only  so  long  as  conditions  remain  un¬ 
changed. 


592-22- A.  „ 

APPELLANT— Austin  C.  Keough  for  Famous  Players- 
Lasky  Corp.,  lessee. 

SUB TECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 447-463  Pierce  avenue,  Queens. 
APPEARANCES— 

For  Appellant:  Austin  C.  Keough. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1922,  at  10  a. 
m.,  on  request  of  appellant. 


593-22-A. 

APPELLANT— Sigmund  Schuler,  for  John  N.  Outwater, 
executor  for  the  Estate  of  Edward  W.  Kearney, 
owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 125-129  East  12th  street,  ISO- 
132  East  13th  street,  Manhattan. 
APPEARANCES—  . 

For  Appellant:  Sigmund  Schuler  and  N.  Shapiro. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 
Martin  .  6 
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MINUTES 


Negative .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION : 


(593-22-A) 

Whereas,  Sigmund  Schuler,  for  Estate  of  Edward  W. 
Kearney,  owner,  filed,  April  22,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  125-129  East  12th  street  and  130-132  East 
13th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1251-F, 

reads : 

“You  are  hereby  ordered  and  required,  within  60  daj  s 
from  date  of  the  service  of  this  order,  to: 

‘  1.  Install  standpipe  4  inches  in  diameter  tested  to 
withstand  a  pressure  of  -300  lbs.  per  square  inch,  extend¬ 
ing  from  cellar  to  roof  with  necessary  check  valves  and 
2*4  in.  regulation  Fire  Department  outlets  on  each 
story  (including  basements,  cellars  and  roofs)  placed 
within  main  stairway  enclosure.  Each  outlet  to  be  pro¬ 
vided  with  50  ft.  of  2 y2  inch  standard  hose  attached 
thereto.”  *  *  * ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height,  60  ft.  x  206  ft.  6  in.  in  area,  occupied,  cel¬ 
lar,  storage,  5  persons;  1st  story,  factory,  30  persons;  2nd 
story,  factory,  55  persons;  3rd  story,  factory,  50  persons; 
4th  and  5th  stories,  factories,  15  persons  per  story;  the 
means  of  egress  consisting  of  two  interior  stairways  en- 
:losed  in  brick  walls  with  fireproof  doors  at  the  openings, 
extending  from  the  1st  story  to  the  roof  ;  the  building  being 
equipped  with  a  local  alarm  signal  system  and  a  sprinkler 
system ;  and 

Whereas,  appellant  contends  that  the  building  is  only  65 
ft.  in  height,  facing  on  two  streets  and  is  thoroughly  sprink- 
ered. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
fronted  on  condition  that  the  floor  area  in  each  story  be  sub¬ 
divided  by  a  fire  retarding  partition  constructed  in  accord- 
ince  with  the  rules  of  the  board  of  standards  and  appeals, 
my  openings  therein  to  be  protected  with  self-closing  fire¬ 
proof  doors;  that  the  occupancy  shall  be  not  more  than  one 
lundred  and  fifty  (150)  persons  above  the  first  floor,  and 
hat  the  appeal  be  granted  only  so  long  as  all  other  condi- 
ions  remain  unchanged. 


)95-22-A. 


\PPELLANT — John  DeHart  for  De  La  Vergne  Machine 
Co. 


SUBJECT — Appeal  from  decision  of  fire 
PREMISES  AFFECTED-Foot  of  138th 
River,  The  Bronx. 


commissioner, 
street  and  East 


APPEARANCES— 

For  Appellant:  John  DeHart  and  Frank  Willie. 
For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1922,  at  10  a. 
m.,  for  full  vote  of  board. 


'13-22-A. 

APPELLANT — Joseph  Moliterno  &  Co.,  lessee. 

Appeal  from  order  of  fire  commissioner. 
REMISES  AFFECTED — 440  Water  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Wm.  A.  Adagio. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF^  BOARD — Appeal  granted  on  condition. 
-OLDITIONS — As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  q 

Negative  .  q 

Absent :  Mr.  Holland  . 1 

THE  RESOLUTION: 

(613-22-A) 

Whereas,  Joseph  Moliterno  &  Co.,  lessees,  for  Estate  of 
Simon  M.  Rosenblatt,  owner,  filed,  April  27,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  440  Water  street,  Manhattan- 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“Section  24, _  sd.  3-a  of  chapter  12  of  the  Code  of  Or¬ 
dinances  provides  that  no  permits  shall  be  issued  for  the 
storage  of  combustible  fibre  in  any  building  which  is 
within  50  ft.  of  a  building  occupied  as  a  place  of  pub¬ 
lic  amusement  or  assembly. 

“You  are,  therefore,  ordered  to 

“1.  Reduce  the  stock  of  combustible  fibre  to  one  ton.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  5 
stones  in  height,  24  ft.  4  in.  x  58'  ft.  in  area,  occupied  as  a 
paper  storage  warehouse,  located  in  an  unrestricted  dis¬ 
trict,  there  being  immediately  in  the  rear  of  these  premises 
a  convent  and  day  nursery ;  and 

Whereas,  appellant  contends  that  after  an  investigation 
as  Jo  the  character  of  the  district,  having  found  it  unre¬ 
stricted  and  no  violations  pending,  he  leased  the  premises' 
for  five  years  for  the  storage  of  waste  paper  and  has  ex¬ 
pended  $5,000  for  improvements  in  the  building,  and  contends 
that  it  would  be  a  great  hardship  to  make  them  reduce 
the  stock  of  fibre  to  one  ton. 

Resolved that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  openings  in  the  rear  wall  be 
protected  with  fireproof  frames.,  and  sash  glazed  with  wire 
glass;  and  that  a  certificate  of  safe  floor  carrying  capacity 
be  obtained  from  the  superintendent  of  buildings  and  posted. 


614-22-.A 

APPELLANT — H.  Bruntil  &  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 102-194  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Robt.  S.  Tipping. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin .  6 

Negative  .  o 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION: 

(614-22-A) 

Whereas,  H.  Bruntil  &  Co.,  for  Bing  &  Bing,  owners, 
filed,  April  27,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
102-104  Fulton  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  11683- 
LC,  reads  : 

“1.  Have  each  person  operating  the  blowpipe  or 
other  similar  device  or  apparatus  for  heating,  melting, 
or  welding,  apply  for  and  secure  a  certificate  of  fitness 
as  per  section  213-2  ch.  10,  Code  of  Ordinances.”; 

and 
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Whereas,  the  building  is  of  fireproof  construction,  8 
stories  in  height,  50  ft.  x  79  ft.  6  in.  in  area,  occupied  for 
light  manufacturing,  mostly  jewelry,  15  persons  per  story, 

Whereas,  appellant  contends  that  the  small  torches  are 
used  for  soldering  and  that  the  operator  using  the  large 
torch  and  tank  has  a  certificate  of  fitness.  _ 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  operator  of  the  tank 
and  large  torch  obtain  a  certificate  of  fitness,  and  the  appeal 
be  granted  so  long  as  conditions  throughout  the  building 
remain  substantially  unchanged  as  to  use  and  occupancy. 


616-22-A. 

APPELLANT— Eugene  H.  Klaber,  for  Treo  Co.,  Inc., 

owner.  .  . 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  •  AFFECTED— 8883  Van  Wyck  avenue, 
Queens. 

APPEARANCES— 

For  Appellant:  E.  H.  Klaber. 

For  Administration:  Inspector  Ort  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  ON  MOTION  TO  DENY. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Fire  Chief  Martin  5 

Negative  .  0 

Absent:  Mr.  Holland  .  1 

Not  Voting:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(616-22- A) 

Whereas,  Eugene  H.  Klaber,  for  Treo  Co.,  Inc.,  owner, 
filed,  April  28,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  8883  Van  Wyck  avenue,  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner  reads  . 

“1.  Provide  automatic  valve  alarm  for  sprinkler 
system,  sec.  20,  ch.  12,  CODE  OF  ORDINANCES.  ; 

Whereas,  the  building  is  of  fireproof  construction,  3 
stories  in  height  80  ft.  by  125  ft.  in  area,  occupied  as  a 
factory  for  the  manufacture  of  corsets,  1st  story,  130 
persons;  2nd  story,  120  persons;  3rd  story,  245  persons; 
the  building  being  equipped  with  a  supervised  fire  alarm 
signal  system;  and 

Whereas,  appellant  contends  that  no  work  is  performed 
in  the  building  which  would  start  a  fire. 

Resolved,  that  the  order  of  the  fire  commissioner,  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


525-22-A. 

APPELLANT— F.  H.  Dewey  &  Co.,  for  Von  Lengerke  & 
Detmold,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 349  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  F.  H.  Dewey,  G.  Henry  King 
and  F.  H.  Schau filer. 

For  Administration :  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 
Martin  .  € 


Negative  . 

Absent:  Mr.  Holland 


THE  RESOLUTION : 


(525-22- A")  i 

Whereas,  F.  H.  Dewey  &  Co.,  for  New  York  Central 
R  R  Co  owner,  filed,  April  10,  1922,  an  appeal,  with  the 

board  of  ’appeals,  from  an  order  of  the.  fre,  c°mmlSS'°f1ner’ 
affecting  premises  349  Madison  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  11.33- 

LC,  reads :  ,  , 

“You  are  therefore  hereby  ordered  to  _ 

“1.  Discontinue  the  storage  of  , ammunition  in  ex¬ 
cess  of  200  small  arms  cartridges.”; 

Whereas,  the  building  is  of  fireproof  construction  20 
stories  in  height,  125  ft.  by  125  ft.  in  area,  occupied  as 
stores  and  offices,  50  persons  per  story;  and  . 

Whereas,  appellant  contends  that  the  cigar  1 

on  the  premises  occupied  by  the  lessee  and  that  the  am¬ 
munition  sold  is  not  stored  on  the  same  story  as  the  cigar 
stand  but  is  kept  in  a  small  room  on  the  2nd  story  and  a 
small  amount  is  kept  in  the  basement ;  that  the  firm  is  one 
of  the  oldest  in  the  city  dealing  in  small  arm  ammunition 
and  that  it  would  be  a  hardship  to  discontinue  the  sale  of 
ammunition  because  of  the  small  cigar  stand  at  the  en¬ 
trance  to  the  building.  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  anc 
it  hereby  is  reversed,  and  the  appeal  be  and  it  hereby  is 
granted. 


BUILDING  ZONE  CASES. 


1490-21 -IB  Z. 

APPLICANT— Rabenold  and  Scribner,  attorneys,  on  be 
half  of  Hill-Ware  Company,  Inc.,  owners. 

SUBJECT — Hearing  of  an  application  previously  dis 
missed  for  iack  of  prosecution,  to  permit  in  a  busi 
ness  district  the  maintenance  of  a  garage  fo 
more  than  five  cars. 

PREMISES  AFFECTED— 3325-3339  Park  avenue,  Th 
Bronx. 


APPEARANCES— 

For  Applicant:  Bertha  Robinson. 

For  Opposition:  None.  . 

ACTION  OF  BOARD — Application  amended  and  grant 
ed  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh, 
Boulton,  Kearney,  Kerby 


Messrs.  Beatty, 
and  Fire  Chief 


Martin  . 

Negative  . 

Absent:  Mr.  Holland  .- 


THE  RESOLUTION: 

(1490-21-BZ) 

Whereas,  Rabenold  &  Scribner,  for  Hill-Ware  Con 
pany,  owners,  filed,  November  30,  1921,  an  apphcatic 
under  the  building  zone  resolution,  to.  permit  in  a  bus 
ness  district  the  maintenance  of  a  garage  for  more  ths 
5  motor  vehicles;  premises  3325-3339  Park  avenue,  T1 

Bronx;' and  .  ..  .• 

Whereas,  a  public  hearing  was  held  on  this  applicatu 

by  the  board  of  appeals,  at  its  regular  meeting  June  2 
1922,  after  due  notice  by  publication  m  the  Bulletin  ot  t 
Board  of  Standards  and  Appeals;  and  . 

Where\s,  the  use  district  maps  accompanying  the  bull 
ing  zone  resolution  show  that  Park  avenue,  is  a  busine 
district  and  Clay  avenue  is  a  residence  district;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  IN 
vember  7,  1921,  Order  No.  9660-C,  reads: 
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“1.  Discontinue  the  maintenance  of  a  garage  for 
more  than  5  cars.” ; 
ind 

Whereas,  the  building  is  of  fireproof  construction  1 
;tory  in  height  with  a  frontage  of  37  ft.  and  a  depth  of 
>0  ft.,  occupied  as  a  garage  for  more  than  5  motor 
vehicles ;  and 

\\  hereas,  applicant  contends  that  there  would  be  un- 
lue  hardship  to  deprive  the  owner  who  operates  a  whole- 
;ale  bakery  plant  at  these  premises  of  the  use  of  his  garage 
:rected  for  -this  specific  use,  there  being  but  ten  cars  in  all 
tnd  the  premises  covering  several  lots ;  and 

Whereas,  it  appeared  that  the  surrounding  property  own¬ 
ers  had  no  objection  to  the  maintenance  of  this  garage  and 
,o  certified. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
)f  the  building  zone  resolution,  and  that  the  application 
)e  and  it  hereby  is  granted  on  condition  that  the  garage 
rapacity  be  limited  to  ten  (10)  light  commercial  trucks, 
he  property  of  the  owner  of  the  premises  and  used  in  the 
conduct  of  his  business,  and  that  the  application  be  granted 
inly  so  long  as  present  conditions  remain  unchanged. 


597-22-BZ. 

APPLICANT — William  Dexter  Company. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  of  existing  buildings  for  business 
purposes. 

3REMISES  AFFECTED — 19-21  ©arrow  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  D.  B.  Griffen. 

For  Opposition:  Bernard  Ahrenson  and  Ernest 
Collyer. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  10 
a.  m.,  on  request  of  counsel. 


675-22-BZ. 

APPLICANT — Eugene  De  Rosa,  for  Terman  Stursburg 
Realty  Co.,  owner. 

SUBJECT- — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erec¬ 
tion  of  a  theatre  and  business  building. 

PREMISES  AFFECTED — Northeast  corner  East  138th 
street  and  Willis  avenue  and  southeast  cornet  East 
139th  street  and  Willis  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  Walker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1922,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


438-22-BZ. 

APPLICANT — -Burke  and  Olsen,  for  Annie  Wenig,  own¬ 
er. 

SUBJECT  Application  to  permit  in  a  business  district 
the  conversion  of  an  existing  building  to  a  public 
garage. 

PREMISES  AFFECTED — 6402-6406  Fourth  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  S.  Schimmel  and  Max 

Wenig. 

For  Opposition:  Robt.  S.  Crystal,'  John  F.  See- 
kamp,  John  Carlon,  Henry  H.  Lee,  and  Harry 
Hansen. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1922,  for  full 
vote  of  board. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney  and  Fire  Chief  Martin  ....  4 

Negative:  Messrs.  Beatty  and  Kerby  .  '2 

Absent:  Mr.  Holland  .  "  i 


1672-21-BZ. 

APPLICANT — Augustine  Schiavone,  for  Charles  Piscopo, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for  5  cars. 

PREMISES  AFFECTED — 771  40th  street,  Brooklyn. 
APPEARANCES—' 

For  Applicant:  Augustine  Schiavone. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  at  10 
a.  m.,  on  request  of  applicant. 


563-22-BZ. 

APPLICANT— John  J.  Dunnigan,  architect,  on  behalf  of 
Isaac  Kersten,  owner. 

SUBJECT  Application  to  permit  in  a  business  district 

PDnnScerAeCrPrrlangarage  f°r  m0re  than  five  <^3. 

PREMISES  AFFECTED— 2710-2730  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  10 
a.  m.,  on  request  of  applicant. 


508-22-BZ. 

APPLICANT — Holler  and  Kleinbenz,  for  Rellim  Realty 
Corp.,  owner. 

SUBJECT — Application  to  permit  the  extension  of  a  busi¬ 
ness  use  into  a  residence  district. 

PREMISES  AFFECTED — 789  St.  Marks  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  H.  O.  Wood  and  Chas.  S.  Day, 

Jr. 

ACTION  OF  BOARD — Application  withdrawn. 
CONDITIONS — As  specified  in  resolution. 
rHE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  . .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


603-22-BZ. 

APPLICANT  John  J.  Dunnigan,  for  Francis  W.  Aymar 
owner.  ’ 

SUBJECT  Application  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  erec¬ 
tion  of  a  public  garage. 

PREMISES  AFFECTED — 3-9  Jumel  place,  Manhattan 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Otto  Volkening,  May  D.  Sles- 
singer  and  J.  Mendelsohn. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Kear¬ 
ney,  Kerby  and  Fire  Chief  Martin  .  5 

Negative:  Chairman  Walsh  . 

Absent :  Mr.  Holland  .  1 
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THE  RESOLUTION : 

(603-22-BZ) 

Whereas,  John  J.  Dunnigan,  for  Francis  W.  Aymar, 
owner,  filed,  April  24,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  the  extension  from 
an  unrestricted  district  into  a  business  district  and  into  a 
residence  district;  of  a  proposed  garage  for  more  than  five 
motor  vehicles;  premises  3-5-7-Q  Jumel  place,  Manhattan; 

and  .  .  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  June  27,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jumel  place  is  an  unrestricted 
district,  West  167th  street,  is  a  business  district  and  Edge¬ 
combe  avenue  is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  19,  1922,  in  acting  on  N.  B.  Application 
reads : 

“1.  The  erection  of  a  public  garage  within  a  re¬ 
stricted  district  is  unlawful,  Building  Zone  Resolution, 
article  2,  sections  3  and  4.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  100  ft. 
and  a  depth  of  125  ft.,  extending  approximately  43  ft.  into 
the  residence  district  and  53  ft.  into  the  business  district; 

and  .  .  ... 

Whereas,  there  under  the  provisions  of  section  7,  subdiv. 

c,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  front  ele¬ 
vation  be  laid  up  in  front  brick  with  stone  trimmings;  that 
the  openings  in  rear  wall  be  limited  to  windows,  except 
that  there  may  be  one  fire  exit  the  width  of  which  shall 
not  exceed  3  ft.  8  in.;  any  skylights  in  the  roof  shall  be 
at  least  25  ft.  distant  from  the  southerly  gable  wall. 


639-22-BZ. 

APPLICANT— Dept.  Plant  and  Structures  for  City  of 
New  York. 

SUBJECT— Application  to  permit  in  an  unrestricted  dis¬ 
trict  the  erection  of  a  garage  within  200  ft.  of  a 
hospital  building. 

PREMISES  AFFECTED— 17th  street  East  of  Avenue  C, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Geo.  H.  Euell  and  Inspector  Ort 
of  fire  department. 

For  Opposition:  None.  ... 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(639-22-BZ) 

Whereas,  the  Dept.  Plant  and  Structures  for  City  of 
New  York,  owner,  filed,  May  3,  1922.  an  application  under 
the  building  zone  resolution,  to  permit  in  an  unrestricted 
district  within  200  ft.  of  a  hospital  building,  the  erection 
of  a  garage  and  housing  station;  premises  east  side  of 


Avenue  C,  184  ft.  north  of  East  16th  street,  Manhattan; 
and 

Wheri^.s,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  June  27,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Avenue  Q  East  16th  Street 
and  East  17th  street  are  unrestricted  districts;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  April  20,  1922,  in  acting  on  N.  B.  Application  No. 
370-1922,  reads: 

“1.  Garage  for  more  than  five  cars  not  permitted 
where  there  is  a  hospital  within  a  radius  of  200  ft., 
sec.  20,  Building  Zone  Resolution,  adopted  July  25, 
1916.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire 
proof  construction,  2  stories  in  height  with  a  frontage  of 
60  ft.  and  a  depth  of  267  ft.,  to  be  occupied  as  a  housing 
station  for  motor  vehicles ;  and 

Whereas,  the  hospital  authorities  have  consented  in 
writing  to  the  erection  of  this  structure  and  there  would 
be  undue  hardship  in  preventing  owner  from  erecting 
the  proposed  structure  which  ‘is  a  public  necessity  and 
only  a  small  comer  of  one  of  the  hospital  buildings  is 
within  the  radius  of  200  ft.  from  the  building  in  question. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  any 
oil  storage  maintained  on  the  premises  shall  be  confined  to 
front  portion  of  the  garage  on  Avenue  C. 


852-19-BZ. 

APPLICANT — Edwin  Wilbur  for  John  Massimino,  owner. 
SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the  erec¬ 
tion  of  a  garage  for  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 233  East  162nd  street,  n.  w.  68 
ft.  8  in.  west  of  Grant  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  K.  Davis. 

For  Opposition :  None. 

ACTION  OF  BOARD— Resolution  modified. 
MODIFICATION — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby  and  Fire  Chief  Martin  .  £ 


Negative:  Chairman  Walsh .  J 

Absent:  Mr.  Holland .  ] 


THE  RESOLUTION :  ' 

(852-19-BZ) 

Whereas,  Matthew  W.  Del  Gaudeo,  architect,  for  Johi 
Massimino,  owner,  filed  an  application  with  the  board  o 
appeals  for  a  reopening  of  calendar  No.  1463-18-BZ 
granted  by  the  board  April  8,  1919,  and  of  calendar  No 
852-19-BZ  granted  by  the  board  Dec.  10,  1919,  and  a  modi 
fication  of  the  conditions  imposed  in  granting  these  appli 
cations ;  and 

Whereas,  a  public  hearing  was  held  by  the  board  oi 
these  applications  at  its  regular  meeting  Feb.  28,  1922,  afte 
due  notice  by  publication  in  the  Bulletin  of  the  Board  o 
Standards  and  Appeals;  and 

Whereas,  the  decision  of  the  fire  commissioner,  datei 
Feb.  10,  1922,  reads : 

“1.  Cal.  1463-18-BZ.  (April  8th,  1919)  permittei 
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a  garage  for  more  than  five  cars,  fronting  68  ft.  8  in. 
on  East  162nd  street  and  115  ft.  on  Grant  avenue.  Cal. 
852-19-BZ  permitted  a  garage  for 'more  than  five  cars, 
at  premises  north  side  of  East  162nd  street  68  ft.  8  in. 
west  of  Grant  avenue  with  a  frontage  of  31  ft.  4  in.  x 
115  ft.  deep.  All  conditions  imposed  by  these  resolu¬ 
tions  must  be  complied  with.  The  removal  of  the  party 
wall  between  both  garages,  making  one  garage,  is  not 
consistent  with  the  literal  interpretation  of  the  resolu¬ 
tions  of  the  Board  of  Appeals.”; 

and 

Whereas,  there  was  no  opposition  to  the  granting  of 
this  application;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  Feb.  21,  1922,  on  certain  conditions  and  applicant 
requested  a  modification  of  these  conditions  and  has  filed 
written  consent  of  the  owners  of  property  in  the  rear. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  from  the  con¬ 
ditions  imposed  by  the  board  in  granting  applications  1463- 
18-BZ  and  852-19-BZ  and  that  the  application  be  and  it 
hereby  is  granted  permitting  the  removal  of  the  existing 
wall  separating  the  two  garages  on  condition  that  all  re¬ 
quirements  as  to  standpipe,  equipment  be  complied  with, 
and  on  the  further  condition  that  all  other  original  require¬ 
ments  shall  be  carried  out,  except  that  fireproof  windows 
may  be  provided  in  the  rear  wall,  said  windows  to  be  main¬ 
tained  only  so  long  as  property  in  the  rear  remains  vacant. 


588-19-BZ. 

APPLICANT — Louis  Allmendinger,  architect,  for  Rentrop 
Silk  Dyeing  Corp.,  owner. 

SUBJECT— Application  to  permit  the  erection  of  a  factory 
extending  from  an  unrestricted  into  a  business 
district. 

PREMISES  AFFECTED — 63-67  Bolivar  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  E.  J.  A.  Williams. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1922,  at  10  a. 
m.,  to  permit  examination  of  plans  submitted  at 
hearing  June  27,  1922. 


70-22-BZ. 

APPLICANT — Frederick  H.  Van  Nostrand,  for  John 
Rooney,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— N.  W.  cor.  33rd  street  and 
Roosevelt  avenue,  Elmhurst,  Queens. 
APPEARANCES— 

For  Applicant:  F.  H.  Van  Nostrand  and  John 
Rooney. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative . .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

THE  RESOLUTION: 

(70-22-BZ) 

Whereas,  Frederick  H.  Van  Nostrand,  for  John  Rooney, 
owner,  filed,  Jan.  17,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
of  a  garage  for  more  than  five  motor  vehicles ;  premises  N. 
W.  corner  33rd  street  and  Roosevelt  avenue,  Elmhurst, 
Queens ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Roosevelt  avenue  is  a  busi¬ 
ness  district  and  33rd  street  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Dec.  28,  1921,  reads: 

“A  garage  for  more  than  five  motor  vehicles  is  pro¬ 
hibited  in  a  business  district  by  the  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  99  ft.  4 
in.  and  a  depth  of  99  ft.  10  in.,  to  be  occupied  as  a  garage 
for  more  than  5  motor  vehicles ;  and 
Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  5 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  front  eleva¬ 
tion  on  33rd  street  and  Roosevelt  avenue  be  faced  with  front 
brick  and  .stone  trimmings,  and  that  any  skylight  installed 
be  not  within  20  ft.  of  the  gable  walls ;  that  any  window 
openings  in  the  gable  walls  be  provided  with  frames  and 
fixed  sashes  of  metal,  glazed  with  wire  glass,  with  venti¬ 
lator,  and  that  the  sills  be  at  least  6  ft.  above  the  floor 
level.  x 


738-22-BZ. 

APPLICANT — Charles  C.  Straub,  for  The  Jumel  Build¬ 
ing,  Inc.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  extension 
in  area  to  an  existing  business  building. 
PREMISES  AFFECTED — 2042^48  Amsterdam  avenue, 
1033-39  St.  Nicholas  avenue,  500-504  West  162nd 
street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Pasternack  and  Charles  C. 
Straub. 

For  Opposition:  Herman  Schumacher. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

(738-22-BZ) 

Whereas,  Charles  C.  Straub,  for  The  Jumel  Building, 
Inc.,  owner,  filed,  May  24,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district  and 
extending  about  22  ft.  into  a  residence  district  the  erection 
of  a  one  story  extension  to  an  existing  business  building; 
premises  500-594  West  162nd  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  27,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  and  St. 
Nicholas  avenue  are  business  districts  and  West  162nd  street 
is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  17,  1922,  in  acting  on  Alt.  Plan  No.  1006-22, 
reads : 


MINUTES 


“7.  Business  use  is  extended  unlawfully  into  the  resi- 
dence  district,  section  3,  Building  Zone  Resolution.  , 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  with  a  frontage  of  85  ft.  4  m.  and  a 
depth  of  100  ft.,  occupied  as  stores,  first  story;  offices,  «nd 
storv-  the  proposed  extension  is  to  be  of  non-fireproot 
construction,  one  story  in  height,  48  ft.  by  60  ft.  in  area> 
a  gore  shaped  piece  at  rear  extending  approximately  38  tt. 

into  the  residence  district;  and  ...  ,  ( 

Whereas,  under  the  provisions  of  section  7,  subdiv.  d  ot 
the  building  zone  resolution  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  rear  walls 
extending  into  the  residence  district,  be  unpierced  throug 
out  their  entire  length  and  height. 

Resolved,  further,  that  any  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  six  months  from 
the  date  of  this  action,  and  that  the  building  be  completed 
within  one  year  from  the  date  of  this  action. 


one  commercial  car  on  these  premises,  the  property  of  the 
owner  of  the  premises  and  used  in  the  conduct  of  his  busi¬ 
ness. 


581-22-BZ. 

APPLICANT— Martin  H.  Bohle,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
maintenance  of  a  garage. 

PREMISES  AFFECTED— 2785  Briggs  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Chas.  Bohle. 

ACTION  OF  BOARD— Application  granted. 

THF  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  .  ® 

Absent?  Mr. 'Holland  and  Fire  Chief  Martin..  2 

THE  RESOLUTION : 

(581-22-BZ) 

Whereas,  Martin  H.  Bohle,  owner,  filed  April  19  1922, 
an  application  under  the  building  zone  resolution,  to  Perm 
in  a  residence  district  the  maintenance  of  a  garage  fof  £or- 
L  of  two  pleasure  and  one  commercial  motor  vehicle, 
premises  2785  Briggs  avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  appeals,  at  its  regular  meeting,  June  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Briggs  avenue  Valentine  a 
nue  and  East  197th  street  are  residence  districts,  and 
Whereas,  the  order  of  the  fire  commissioner,  rendered 
April  4,  1922,  in  acting  on  Order  No.  11646-C,  reads : 

“1  Discontinue  the  maintenance  of  a  garage  in  which 
is  kept  motor  vehicles  that  are  used  for  business  pur¬ 
poses  on  these  premises.”; 

^Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  15  . 

and  a  depth  of  35  ft.  6  in.,  to  be  occupied  as  a  garage  for 
three  automobiles,  two  of  the  pleasure  car  type  and  one  of 
Xe  commercial  car  type,  all  the  property  of  the  owner  of 

^WhSeas8  'the^applicant  has  filed  the  duly  acknowledged 
co^enS  of 'the  o^rs  of  S3  per  cent  of  the  property  front- 
aee  deemed  by  the  board  to  be  affected. 

8 Resolved  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  permitting  the  maintenance  of 


591-22-BZ. 

APPLICANT— Michael  A.  Cardo,  for  John  Geoghehan, 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  extension  in  area  to  existing  business  building. 
PREMISES  AFFECTED— 404  13th  street,  Brooklyn. 
APPEARANCES—  „  ,  , 

For  Applicant:  M.  A.  Cardo  and  John  Geoghehan. 
ACTION  OF  BOARD— Application  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

N egative  . . . ; . ;  •  ■  •  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

THE  RESOLUTION: 

(591-22-BZ) 

Whereas,  Michael  A.  Cardo,  for  John  Geoghegan,  owner, 
filed,  April  22,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  extension  of 
an  existing  one  story  business  building ;  premises  404  13th 
street,  Brooklyn;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  13th  street  and  14th  street 
are  residence  districts  and  7th  avenue  is  a  business  district ; 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  6,  1922,  in  acting  on  N.  B.  Application  No. 
4297-1922,  reads : 

“Denied — Proposition  contrary  to  zone  resolution,  ar¬ 
ticle  11,  sec.  3.  Prohibited  use  in  Res.  Dist.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  25  ft.  and  a  depth  of 
25  ft.,  occupied  for  storage  purposes ;  it  is  proposed  to  ex¬ 
tend  the  building  at  the  rear  to  cover  entire  lot,  the  exten¬ 
sion  to  be  of  non-fireproof  construction,  one  story  in  height, 
25  ft.  by  75  ft.  in  area,  to  be  occupied  as  a  storage  ware¬ 
house  ;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  permitting  the  erection  of  a  one 
story  storage  warehouse. 


598-22-BZ. 

APPLICANT— Charles  Kreymborg,  owner. 

SUBJECT— Application  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  erection 
of  a  business  building. 

PREMISES  AFFECTED— S.  S.  Fordham  Road,  76.41  ft. 

west  of  Davidson  avenue,  The  Bronx. 
APPEARANCES— 

,  For  Applicant :  Charles  Kreymborg. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

N  egative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
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THE  RESOLUTION: 

(598-22-BZ) 

Whereas,  Charles  Kreymborg,  owner,  filed,  April  28, 
1922,  an  application  under  the  building  zone  resolution,  to 
permit  the  extension  from  a  business  district  into  a  resi¬ 
dence  district  of  a  proposed  business  building;  premises 
S.  S.  of  Fordham  Road,  76.41  ft.  west  of  Davidson  ave¬ 
nue,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fordham  Road  is  a  business 
district  and  Davidson  avenue  is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  18,  1922,  in  acting  on  N.  B.  Application  No. 
1374-1922,  reads : 

“1.  Erection  of  proposed  business  building  in  busi¬ 
ness  district  extending  into  residence  district  is  con¬ 
trary  to  the  provisions  of  the  Building  Zone  Resolu¬ 
tion.”  ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  28  ft.  and 
32  ft.  and  a  depth  of  74  ft.  and  42  ft.  3  in.,  irregular,  to  be 
occupied  as  stores,  a  gore  shaped  portion  approximately  6 
ft.  in  width  extending  into  the  residence  district;  and 

Whereas,  under  the  provisions  of  sect.  7,  subdiv.  b  of 
the  building  zone  resolution  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  side  walls  ex¬ 
tending  into  the  residence  district  be  unpierced  throughout 
their  entire  length  and  height. 


262-20-BZ. 

APPLICANT — Herman  Gronenberg,  for  Gronenberg  and 
Leuchtag,  architects. 

SUBJECT — To  permit  in  a  business  (use)  two  times  and 
one  and  a  half  times  height,  B  area  district,  the 
erection  of  a  hotel  of  greater  height  than  allowed 
by  the  building  zone  resolution. 

PREMISES  AFFECTED — 255-259  West  43rd  street  and 
680-686  Eighth  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  . 

Negative  . 

Absent:  Mr.  Holland  and  Fire  Chief  Martin 

THE  RESOLUTION: 

(262-20-BZ) 

Whereas,  Gronenberg  &  Leuchtag,  architects,  for  the 
West  48th  Street  Realty  Co.,  owner,  filed,  April  6,  1920, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  business  use  district  and  two-times  and  one  and  a  half 
times  height  district  the  erection  of  a  hotel  exceeding 
the  height  limitation  provided  by  the  building  zone  reso¬ 
lution  ;  premises  255-259  W.  43d  street  and  680-686  Eighth 
avenue,  northeast  corner  Eighth  avenue  and  W.  43d  street, 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  18, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 


Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  building 
zone  resolution  show  that  the  premises  are  located  partly 
in  a  two-times  and  partly  in  a  one  and  a  half  times  height 
district,  business  use,  and  B  area  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  6,  1920,  in  acting  on  N.  B.  84-20, 
reads : 

“That  portion  of  building  on  W.  43d  street  extending 
beyond  150  ft.  from  Eighth  avenue  will  be  of  excessive 
height,  zone  resolution,  Section  No.  8.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  14  stories  (150  ft.)  in  height  with  a  frontage 
of  200  ft.  and  a  depth  of  75  ft.  and  100  ft.  to  be  occupied 
as  a  hotel,  the  limit  of  height  for  the  street  wall  on  W. 
43d  street  being  150  ft.  for  a  distance  of  150  ft.  from  the 
corner  and  120  ft.  for  the  remaining  50  feet ;  and 

Whereas,  applicant  failed  to  show  any  practical  diffi¬ 
culties  or  unnecessary  hardships  in  carrying  out  of  the 
strict  letter  of  the  provisions  of  the  building  zone  resolu¬ 
tion;  and 

Whereas,  this  application  was  denied  by  the  board  at  its 
meeting  May  18,  1920,  and  applicant’s  attorney  requested 
a  reopening  of  the  case  which  request  was  granted  by  vote 
of  the  board;  and 

Whereas,  there  was  no  opposition  to  the  granting  of  this 
application  and  there  would  be  undue  hardship  in  pre¬ 
venting  the  construction  of  the  building  as  an  architectural 
unit. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  from  the  height  district  regulations  of  the 
building  zone  resolution  and  that  the  application  be  and  it 
hereby  is  granted. 


530-22-BZ. 

APPLICANT — Edward  W.  Adelsohn,  for  Anna  V.  Wing, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  storage  of  more  than 
five  more  vehicles. 

PREMISES  AFFECTED — 489-493  Sterling  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edw.  W.  Adelsohn,  William  L. 
Sullivan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  .  o 


Absent:  Mr.  Holland  and  Fire  Chief  Martin.  2 


THE  RESOLUTION : 

(530-22-BZ) 

Whereas,  Edward  W.  Adelsohn,  for  Anna  V.  Wing, 
owner,  filed,  April  11,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  storage  of  more  than  five  motor 
vehicles;  premises  489-493  Sterling  place,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sterling  place,  Classon  and 
Washington  avenues,  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
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ings,  rendered  April  7,  1922,  in  acting  on  App.  5815-1922, 
reads : 

“Denied.  Proposition  contrary  to  Zone  Resolution, 
Art.  II,  Sec.  4A.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireprooi 
construction  1  story  in  height  with  a  frontage  of  50  ft. 
and  a  depth  of  131  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  26,  19'16,  a  garage  for  more  than 
5  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  rear  walls 
be  unpierced  throughout  their  entire  height  and  length ; 
and  that  the  front  wall  be  laid  up  in  face  brick  and  stone 
trimmings. 


330-22-BZ. 

APPLICANT— Kings  Highway  Community  Corporation. 
SUBJECT— Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erec¬ 
tion  of  a  building  partly  used  for  business  pur¬ 
poses. 

PREMISES  AFFECTED— 1665  East  17th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  F.  B.  O’Connor,  Harold  D.  Ver- 
nam  and  J.  P.  Kelly. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  to  modify  granted. 
MODIFICATION— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . ; . ;•••  ® 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 

THE  RESOLUTION: 

(330-22-BZ) 

Whereas,  the  Kings  Highway  Community  Corp.,  owner, 
filed  March  6,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  of  a  building  partly  used 
for  business  purposes;  premises  1665  East  17th  street,  Brook¬ 
lyn;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  2,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and  .  - 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Kings' Highway  is  a  business 
district  and  East  17th  street  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  21,  1921,  in  acting  on  19302-1921,  reads : 
“Denied;  contrary  to  Zone  Resolution  Act  11,  Sec. 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  3  stories  in  height  with  a  frontage  of  60  ft. 
and  a  depth  of  95  ft.,  to  be  occupied  as  stores,  public  li¬ 
brary,  assembly  rooms,  etc. ;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application  and  the  proposed  use  is  to  be  of  a  semi¬ 
public  nature,  a  community  building ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  May  2,  1922,  on  the  following  conditions  “that  any 


openings  for  commercial  delivery  necessary  for  the  opera¬ 
tion  of  the  building  or  its  use  be  confined  to  the  northerly 
side  of  the  structure;  that  the  front  of  the  building  be 
laid  up  in  face  brick  and  stone  trimmings,  and  that  the 
front  elevation  be  erected  substantially  in  accordance  with 
the  designs  filed  with  this  bureau” ;  and  applicant  re¬ 
quested  a  modification  of  these  conditions.. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  modifying  the  original  resolution, 
dated  May  2,  1922,  to  permit  the  maintenance  and  opera¬ 
tion  of  a  service  entrance  on  the  southerly  side  of  the 
building,  on  condition  that  this  entrance  be  restricted  from 
use  as  a  vehicular  driveway,  and  that  the  conditions  original¬ 
ly  imposed  by  the  board  be  complied  with  in  all  other 
respects. 

Resolved,  further,  that  any  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
of  the  date  of  this  action  and  that  the  building  shall  be 
completed  within  18  months  of  the  date  of  this  action. 


564-19-BZ. 

APPLICANT — George  Mort  Pollard,  architect,  for  Adolph 
Lewisohn,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
and  extending  into  a  residence  district  the  erection 
of  a  theatre. 

PREMISES  AFFECTED — 4023-4039  Broadway,  600-618 
West  170th  street  and  603  West  169th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Hamilton  C.  Rickaby. 

For  Opposition :  Saul  E.  Rogers. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1922,  so  that 
request  for  extension  of  time  may  be  passed  upon 
by  full  board. 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for 
filing;  but  where,  despite  notice  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty: 

(226-22-A) 

Filed  Feb.  16. — Premises  205-209  West  41st  street,  214 
West  42nd  street,  Manhattan.  Decision  of  su¬ 
perintendent  of  buildings.  Appellant,  Samuel  King¬ 
ston.  Dismissed  for  lack  of  prosecution. 
(262-22-A) 

Filed  Feb.  23. — Premises  30  Buskirk  street,  Elmhurst, 
Queens.  Order  of  the  fire  commissioner.  Appellant, 
Luciano  Giuliani.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(27 1-22- A) 

Filed  Feb.  23. — Premises  473  West  39th  street,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant,  Ru¬ 
dolf  Bloom.  Dismissed  for  lack  of  prosecution. 

(292-22-A) 

Filed  Feb.  27. — Premises  410-412  West  52nd  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner.  Appellant, 
Walter  R.  Gordon.  Dismissed  for  lack  of  prose¬ 
cution. 

(299-22-A) 

Filed  Feb.  27.- — Premises  2910  Ocean  parkway,  Brooklyn. 

Order  of  the  fire  commissioner.  Appellant,  Louis 
S.  Merlino.  Dismissed  for  lack  of  prosecution. 
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THE  VOTE  ON  MOTION  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  ’  0 

Absent:  Mr.  Holland  and  Fire  Chief  Martin..  2 
THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed  with  the 
board  of  appeals  various  appeals  from  orders  affecting  the 
premises  stated;  and 

W^hereas,  appellants  have  failed  to  complete  their  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be,  and  they  hereby 
are,  dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following 
cases,  where  notice  of  intention  to  appeal  were  offered 
for  filing;  but  where,  despite  notice  from  this  office,  pa- 
pers.  have  not  been  completed,  thus  tying  the  hands  of  the 
administrative  official  in  the  performance  of  his  duty: 

(159-22-BZ) 

Filed  Feb.  6— Premises  936-938  Hancock  street,  23-31  Sara¬ 
toga  avenue,  Brooklyn.  Decision  of  superintendent 
of  buildings.  Applicant,  Frank  S.  Parker.  Dis¬ 
missed  for  lack  of  prosecution. 

(219-22-BZ) 

Filed  Feb.  15— Premises  273  East  2nd  street,  Manhattan. 


SSf  0in-the.  fire;  commissioner.  Applicant,  Saul 
Hecht.  Dismissed  for  lack  of  prosecution. 

n.r,  (230-22-BZ) 

Filed  Fe^-  ^.-Premises  784  11th  avenue,  Astoria,  Queens. 
Urder  of  the  fire  commissioner.  Applicant,  Wm.  S 
Walbaum.  Dismissed  for  lack  of  prosecution. 

,  (251-22-BZ) 

h.Ied  Feb.  2L— Premises  202  East  96th  street,  Manhattan. 
Urder  of  the  fire  commissioner.  Applicants,  John 
Special  and  Michaek  Rybak.  Dismissed  for  lack 
of  prosecution. 

THE  VOTE  ON  MOTION  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

Boulton,  Kearney  and  Kerby  .  ’  k 

Negative  .  .  Q 

Absent:  Mr.  Holland  and  Fire  Chief  Martin'!  2 
THE  RESOLUTION: 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  various  applications  affecting  the  prem¬ 
ises  stated;  and 

Whereas,  applicants  have  failed  to  complete  their  papers 
though  duly  notified  to  do  so.  ’ 

Resolved,  that  the  foregoing  applications  be,  and  they 
hereby  are,  dismissed  for  lack  of  prosecution. 


Adjourned,  2:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  Tuesday  afternoon,  June  20,  1922,  as 
they  appeared  in  Bulletin  No.  26,  Vol.  VII.,  are  hereby 
corrected  as  follows : 

112-22-S 

PETITIONER — Wm.  Ostrander. 


SUBJECT — A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  System. 

APPEARANCES— None. 

ACTION  OF  .'BOARD — Petition  laid  over  to  July  11,  1922, 
at  2  p.  m. 

* Correction :  Petition  withdrawn  was  printed  in  error. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  27,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kearney,  Kerby,  Fire  Chief  Martin,  Superintendents  Brady, 
Reville,  Kleinert  and  Moore. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals,  held  on  Tuesday  afternoon,  June  20, 
1922,  were  approved  as  printed  in  the  Bulletin,  No.  26,  Vol. 

VII. 


PETITIONS  FOR  VARIATIONS. 

389-22-S. 

PETITIONER— Cherry  St.  Realty  Co,,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 303  Cherry  street,  542  Water 
street,  Manhattan. 


APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE. VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Klein¬ 


ert  ajid  Moore  .  io 

Negative  .  o 

Absent:  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  .  3 

THE  RESOLUTION: 

(389-22-S) 


Whereas,  Cherry  Street  Realty  Co.,  owner,  filed,  March 
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15  1922,  a  petition,  with  the  board  of  standards  and  appeals 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  303  Cherry  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads . 

“1.  Arrange  the  fire  escapes  at  the  east  and  west  sides 
of  buildings  and  the  openings  leading  thereto  and  the 
window  openings  on  the  course  thereof 

“Among  the  defects  noted  on  these  fire  escapes  are 

th“Doo?sWtoSbalconies  at  least  2  ft.  x  6  ft  not  provided. 
Windows  on  course  not  fireproof,  not  self-closing.  Bal¬ 
conies  not  connected  by  45  degree  stairways.  Wot 
screened  to  a  height  of  4  ft.  6  in.  , 

^Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  96  ft.  x  119  ft.  8  in.  in  area,  divided  into  two  sections 
above  the  1st  story,  the  front  and  rear  sections  each  96  ft.  x 
52  ft.  in  area;  the  sections  being  further  divided  by  a  fore 
and  aft  brick  partition  wall  with  fire  doors  at  the  openings , 
the  means  of  egress  consisting  of  an  interior  fireproof  stair¬ 
way  in  each  section  extending  from  the  1st  story  to  the 
roof,  enclosed  in  brick  partitions  with  kalameined  doors  at 
the  openings,  a  fire  escape  on  the  Cherry  street  front  and 
one  on  the  Water  street  front,  with  non-fireproof  windows 
along  the  course  of  the  fire  escapes,  gooseneck  ladders  to 
roof  and  counterbalanced  stairs  to  street,  with  bridges  con- 
necting  the  front  snd.  re3.r  sections ,  and. 

Whereas,  petitioner  contends  that  these  stairways  were 
accepted  by  the  fire  department  in  1913  and  that  the  state 
industrial  commission  also  accepted  existing  exit  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  laid  down  by  the  state  indus¬ 
trial  commission  in  accepting  these  exits  on  March  A,  1916, 
be  complied  with  and  granted  so  long  as  the  conditions  as 
to  use  and  occupancy  remain  unchanged. 


415-22-S. 

PETITIONER — John  B.  Snook  Sons,  for  Elizabeth  M. 

Stevens  Estate,  owner.  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  ot 
the  fire  commissioner. 

PREMISES  AFFECTED— 103  Park  Place,  Manhattan. 

APPEARANCES—  T  f 

For  Administration:  Inspector  Maher  ot  the  hre 

department. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1922,  at  2  p. 
m.,  on  the  request  of  the  petitioner. 


474-22-S. 

PETITIONER — Martin  D.  Greenwald,  for  the  Estate  of 
S.  D.  Greenwald,  owner.  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 177  East  87th  street,  Manhat¬ 
tan. 

APPEARANCES—  .  _  .  ..  :  „ 

For  Petitioner :  William  T.  Bannister,  Martin  D. 

Greenwald  and  Ralph  K.  Jacobs. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

yp  ^  j  |_^  ~^T  '  j  * 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Klein- 

ert  and  Moore  . 

Negative  . 


Absent:  Mr.  Holland.  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  .  3 

THE  RESOLUTION  : 

(474-22-S) 

Whfreas  Martin  D.  Greenwald,  for  Estate  of  S.  D. 
GrYeSd,  'owner,  filed,  March  31,  1922,  a  petition  with 
the  board  of  standards  and  appeals,  for  variation  from  the 

requirements  of  the  labor  law,  as  Clte^ inpa”  °rg^  street 
fire  commissioner,  affecting  premises  177  East  8Rh  street, 

M\Vh'ereas, *the  order  of  the  fire  commissioner,  No.  33162- 

LD>  r^dS Arrange  the  fire  escape  at  rear  of  building  and 
the  openings  leading  thereto  and  the  windows  opening 
on  the  course  thereof  so  that  same  are  in  compliance 
with  the  provisions  of  Section  273  and  274  of  the  Labor 
Law  and  the  rules  of  the  Board  of  Standards  and 
Anneals  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  Section  271  of  the 

^^NOTE: _ Among  the  defects  noted  on  this  fire  es- 

Ca“wTndowsfon0coi?s:e  not  self-closing;  no  stairway 
from  lowest  balcony  to  ground;  no  passageway  from 
termination  of  fire  escape  to  street. 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 

Law." ;  , 

Whereas  the  building  is  non-fireproof,  5  stories  in 
height  35  ft.  x  90  ft.  in  area,  divided  into  two  sections  by 
a  fore  and  aft  partition  wall  with  fire  doors  at  openings , 
occupied  1st  story,  salesroom,  10  persons ;  2nd  story,  stock- 
room,  5  persons ;  3rd  story,  stockroom,  4  persons ;  4th  story, 
furniture  storeroom ;  5th  story,  dress  manufacturer  and 
beading  company,  9  persons ;  the  means  of  e^ess  consisti  g 
of  an  interior  stairway  extending  from  the  1st  story  to  the 
5th  story  enclosed  in  brick  partitions  with  fire  doors  at  the 
opeffings  ;  a  fire  escape  on  the  rear  of  building  with  egress 
through  adjoining  yards ;  openings  in  the  2nd,  3rd,  4th  and 
5th  stories  leading  to  adjoining  building  protected  by  fire 

doors;  and  c  , 

Whereas,  petitioner  contends  that  the  order  was  modified 
by  the  board  of  review  of  the  fire  department  on  Dec.  9, 

1919;  and  .  , 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  Dec.  9,  1919  should  be 

ratified.  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  t  e 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  said  action  of 
the  board  of  review  of  the  fire  department  be  complied 
with  and  that  the  occupancy  above  the  2nd  story  be  limited 
to  not  more  than  20  persons. 


557-22-S. 

PETITIONER— (Samuel  Rosenblum,  for  Hyman  Stern, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 516  6th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 
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THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Klein- 


ert  and  Moore  .  10 

Negative  . o 

Absent :  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  .  3 


THE  RESOLUTION: 

(557-22-S) 

Whereas,  Samuel  Rosenblum,  for  Hyman  Stern,  owner, 
filed,  April  13,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  516  Sixth  avenue,  Manhattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  west  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  *  *  *. 

“NOTE: — Among  the  defects  noted  on  this  fire  es¬ 
cape  are  the  following:  Windows  on  course  not  fire¬ 
proof,  not  self-closing.  Stairs  are  not  60  degrees.  No 
counterbalanced  stairway  to  street. 

“2.  Extend  the  interior  stairway  at  the  south  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  21  ft.  x  60  ft.  in  area,  occupied,  1st 
story,  store ;  2nd  story,  vacant  at  present,  when  occupied,  5 
persons ;  3rd  story,  dresses,  10  persons ;  4th  story,  electric¬ 
ian,  3  persons  ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story,  with 
scuttle  and  iron  ladder  to  roof,  enclosed  in  lath  and  plas¬ 
ter  partitions  with  wood  doors  at  the  openings  ;  a  fire  escape 
on  the  front  of  the  building,  with  gooseneck  ladder  to  roof, 
and  drop  ladder  to  street,  with  non-fireproof  windows  along 
the  course  of  the  fire  escape ;  and 

Whereas,  petitioner  proposes  to  fireproof  the  windows  on 
the  course  of  the  fire  escape  and  to  provide  a  counter-bal¬ 
anced  drop  ladder  in  guides  to  street. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted ,  as  to 
item  No.  1,  on  condition  that  a  60  degree  connecting  stair¬ 
way  be  provided  for  fire  escape  on  the  front  of  the  build¬ 
ing  with  a  gooseneck  ladder  to  roof  and  that  the  windows 
on  course  of  same  in  the  2nd  and  3rd  stories  be  made  fire¬ 
proof,  and  granted ,  as  to  item  No.  2,  on  condition  that  a 
double  rung  ladder  be  provided  on  top  story  to  the  scuttle 
in  the  roof,  any  egress  or  entrance  to  that  portion  in  which 
the  ladder  is  installed  shall  be  maintained  open  at  all  times 
and  that  the  door  shall  be  removed,  and  that  this  variation 
be  granted  so  long  as  the  conditions  as  to  use  and  occu¬ 
pancy  remain  unchanged. 


559-22-S. 

PETITIONER — Catherine  McCrorken,  for  Estate  of  Owen 
McCrorken,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 194  Seventh  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

•For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1922,  at  2  p. 
m. 


282-22- S. 

PETITIONER — Samuel  Rosenblum,  for  34  East  30th 
Street  Corporation,  owner. 

SUBJECT— Petition  for  variation  of  labor  law  as  cited  in 
decision  of  superintendent  of  buildings. 

PREMISES  AbbECTED — 34  East  30th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum  and  William 
F.  Doyle. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 
Fire  Chief  Martin,  Superintendents  Brady, 


Reville,  Kleinert  and  Moore  .  8 

Negative :  Chairman  Walsh  .  i 

Absent :  Messrs.  Holland,  Kearney,  Deputy 

Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 


THE  RESOLUTION: 

(282-22-S) 

Whereas,  Samuel  Rosenblum,  for  34  East  30th  Street 
Corporation,  owner,  filed,  May  20,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  Labor  Law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  34  East  30th 
street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“18.  Width  of  court  on  which  toilets  ventilate  must 
be  at  least  one-tenth  of  the  highest  abutting  wall.  In¬ 
dustrial  Code,  Rule  131. 

“19.  Provide  door  opening  into  fire  tower.  Same 
must  swing  into  stairway.  Labor  Law,  section  268. 

“21.  Provide  two  means  of  exit  from  each  floor. 
Provide  door  opening  into  fire  tower.  Same  must  swing 
into  stairway,  Labor  Law,  section  268.  Separate  ele¬ 
vator  shaft  from  fire  passage  with  8-inch  wall,  no 
openings  being  permitted.”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  9 
stories  in  height,  34  ft.  x  98  ft.  9  in.  in  area  in  the  1st  story 
and  34  ft.  x  84  ft.  7  in.  in  area  above ;  occupied,  1st  story, 
salesrooms,  10  persons;  2nd  to  9th  story,  inclusive,  mfr. 
cloaks  and  suits  and  clothing,  30  persons  per  story;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  roof,  enclosed  in  fireproof 
partitions  with  fire  doors  at  the  openings,  it  is  proposed 
to  erect  on  the  rear  of  the  building  an  exterior  screened 
stairway  with  termination  in  the  yard  of  the  building  to  the 
rear,  fireproof  windows  and  doors  along  the  course  of  the 
stairway;  and 

Whereas,  the  petitioner  requests  the  board  to  accept  the 
means  of  egress  as  the  owner  of  the  adjoining  building  has 
given  consent  and  that  he  proposes  to  change  the  door  on 
the  1st  story  to  swing  outwardly  by  cutting  door  in  half, 
providing  a  double  set  of  doors  swinging  into  stairway, 
and  that  the  elevator  shaft  at  its  termination  has  fireproof 
doors  at  openings  and  that  there  is  a  brick  wall  separating 
stairhall  from  building  proper,  that  the  court  on  which  toilet 
windows  open  is  100  sq.  ft.  in  area  and  that  it  would  be 
physically  impossible  to  reconstruct  it. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  18  and  granted  as  to  item  No.  19  on  condition 
that  a  reinforced  concrete  platform  with  iron  railings  at 
least  4  ft.  6  in.  high  be  provided,  connecting  lofts  to  fire 
tower,  across  shaft,  both  openings  to  be  provided  with  self- 
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closing  fireproof  doors,  and  granted  as  to  item  No.  21  on 
condition  that  an  outside  screened  stairway  be  erected  on 
the  rear  of  the  building,  terminating  in  the  yard  of  the  ad¬ 
joining  property,  egress  from  which  is  through  said  ad¬ 
joining  property,  consent  for  which  is  filed  with  this  case, 
and  granted  as  to  the  elevator  shaft  requirements  on  con¬ 
dition  that  all  openings  in  the  elevator  shaft  be  protected 
with  approved  doors. 


518-22-S. 

PETITIONER— Flearm  Realty  Corp.,  for  Mayal  Realty 
Co.,  owner.  .  . 

SUBJECT— Petition  for  variation  of  labor  law  as  cited  in 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 534-6  West  58th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  . 

Negative:  Chairman  Walsh  . . 

Absent:  Messrs.  Holland,  Kearney,  Deputy  Fire 
Commissioner  Hannon  and  Superintendent 
McDermott  . 


8 

1 

4 


THE  RESOLUTION: 

<  (518-22-S) 

Whereas,  Flearm  Realty  Corp.,  for  Mayal  Realty  Co., 
owner,  filed,  April  10,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  534-6  West  58th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on  the 
southerly  end  of  west  side  of  building  with  balconies  4 
ft.  in  width,  connected  by  stairways  not  less  than  2  ft. 

wide  *  *  *.  _ 

“2.  Enclose  the  interior  stairway  at  the  east  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms,  and  passageways  connecting  there¬ 
with  on  all  sides  *  *  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  50  ft.  x  97  ft.  in  area,  occupied,  1st 
story,  machinist,  5  persons ;  2nd  story,  artist’s  studio,  7  per¬ 
sons;  3rd  story,  storage,  1  person;  4th  story,  mfg.  silk 
goods,  4  persons;  5th  story,  mfg.  of  novelties,  5  persons; 
6th  story,  mfg.  of  novelties,  7  persons ;  equipped  with  a  fire 
alarm  signal  system,  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  6th 
story,  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings,  except  in  the  top  story,  where  the  stairway  is 
unenclosed,  a  fire  escape  on  the  front  of  the  building  and  a 
fire  escape  on  the  rear  of  the  building  with  non-fireproof 
windows  along  the  course  of  the  fire  escapes.;  an  opening 
in  the  division  wall  leading  to  building  adjoining  on  the 
west  in  the  2nd,  3rd,  4th  and  5th  stories  protected  by  fire 
doors;  a  45  degree  stair  leading  from  the  6th  story  to  the 
roof  of  an  adjoining  building;  and 

Whereas,  petitioner  contends  that  the  order  was  modified 
by  the  board  of  review  of  the  fire  department,  Feb.  4,  1919. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 


item  No.  1  and  as  to  item  No.  2  on  condition  that  the  stair 
hall  partition  be  covered  with  fire  retarding  material  on  the 
loft  side  and  that  any  openings  therein  shall  be  protected 
with  self-closing  fireproof  doors. 


627-22-S. 

PETITIONER— Leo  C.  Stern,  for  Broadway  John  Street 
Corporation,  owner. 

SUBJECT— Petition  for  variation  of  the  labor  law  as 
cited  in  orders  of  fire  commissioner. 

PREMISES  AFFECTED— 106-108  Fulton  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Elias  A.  Cohen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1922,  at  2 
p.  m.„  to  submit  additional  information. 


575-22-S. 

PETITIONER— L.  Alavoine  &  Co.,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 319  East  53rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  S.  N.  Swenson. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  .  8 

Negative  . . . .  •  0 

Absent:  Messrs.  Holland,  Kearney,  Fire  Chief- 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott  ....  5 

THE  RESOLUTION: 

(575-22-S) 

Whereas,  L.  Alavoine  &  Co.,  for  Frank  Dobson,  owner, 
filed,  April  18,  1922,  a  petition  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  319  East  53rd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  west  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  there¬ 
with.  *  * 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  40  ft.  by  95  ft.  in  area;  occupied,  base¬ 
ment,  storage,  1  person;  1st  story,  upholstering  and  office 
5  persons ;  2nd  story,  drapery  department  and  show  room, 
8  persons ;  3rd  story,  assembling,  7  persons ;  4th  story,  ma¬ 
chine  department,  9  persons;  5th  story,  finishing  depart¬ 
ment,  7  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from,  the  1st  story  to  the  roof, 
enclosed  in  wood  partitions  with  wood  doors  at  the  open¬ 
ings ;  with  a  fire  escape  on  the  front  of  the  building;  and 
Whereas,  petitioner  contends  that  they  are  interior  dec¬ 
orators  and  do  not  manufacture  for  stock,  all  work  being 
cpstom  work  of  the  highest  type  and  that  the  means  of 
egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
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law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  occupancy  shall  be  limited  to  25  persons 
above  the  2nd  story. 


617-22-S, 


PETITIONER — Hugo  Burstrom,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 517  Madison  avenue,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner:  Hugo  Burstrom. 

For  Administration:  Inspector  Maher  of  fire 
partment. 

ACTION  OF  IBOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty. 
Boulton,  Kerby,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  . 

Negative  . 

Absent:  Messrs.  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott . 


de- 


8 

0 

5 


THE  RESOLUTION: 


(617-22-S) 

Whereas,  Hugo  Burstrom,  for  Arthur  Brisbane,  owner, 
filed,  April  28,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  517  Madison  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  to  the  roof,  as  per 
sect.  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  20  ft.  by  85  ft.  in  area;  occupied,  base¬ 
ment,  antique  shop,  1  person;  1st  story,  dressmaker,  2  per¬ 
sons;  2nd  story,  dwelling,  1  person;  3rd  story,  no  per¬ 
sons  ;  4th  story,  dressmaking,  2  persons ;  maximum  12 
persons ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  basement  to  the  4th  story  with 
scuttle  and  iron  ladder  to  roof,  enclosed  in  wood  partitions 
with  wood  doors  at  the  openings ;  a  fire  escape  on  the 
rear  of  the  building  with  landing  in  yard,  with  egress 
from  yard  through  gate  in  fence. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from^  the  requirements  of  the 
labor  law  and  that  the  petition  b'b  and  it  hereby  is  granted 
on  condition  that  an  iron  ladder  be  provided  to  scuttle  in 
roof  and  that  the  door  to  the  closet  at  the  termination  of 
scuttle  ladder  in  the  top  story  be  removed. 


623-22-S. 

PETITIONER — Henry  Voorhis,  for  Braco  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 404  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Henry  Voorhis. 

For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady, 


Reville,  Kleinert  and  Moore  .  8 

Negative  . 0 

Absent  :  Messrs.  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  .  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott .  5 

THE  RESOLUTION: 

(623-22-S) 

Whereas,  Henry  Voorhis,  for  Braco  Realty  Corporation 
owner,  filed,  April  28,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  404  Sixth  avenue,  Manhattan  • 

and  ’ 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“Provide  an  outside  iron  balcony  fire  escape  at  the 
front  of  the  building  with  balconies  4  ft.  in  width  *  *  * 
“January  12,  1921,  modified  to  read: 

Provide  an  outside  iron  balcony  fire  escape  at  the 
rear  of  the  building,  etc.”; 
and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height 
19  ft.  8  in.  by  60  ft.  in  area  in  the  1st  story  and  19  ft.  9  in! 
by  45  ft.  in  area,  above,  occupied,  1st  story,  furrier;  2nd 
story,  storage  of  furs,  3  persons;  3rd  story,  mfg.  of  furs, 
8  persons,  4th  story,  mfg.  of  furs,  5  persons;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  lath  and  plaster  par¬ 
titions  with  wood  doors  at  the  openings;  a  fire  escape  on 
the  rear  of  the  building  with  landing  at  roof  level  thence 
by  stair  to  roof  of  extension,  with  balcony  at  the  3rd  and 
2nd  story  level  on  the  side  of  the  extension  connected  by 
45-degree  stairs  with  landing  in  the  2nd  story  on  existing 
balcony  across  the  rear  of  adjoining  building;  and 

Whereas,  petitioner  requests  that  the  means  of  egress 
be  accepted. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  the  fire  escape  proposed  shall  be  erected  with 
landing  on  a  party  wall  balcony  connecting  with  No-  400 
and  No.  402  Sixth  avenue,  and  that  this  variation  be  granted 
so  long  as  conditions  remain  substantially  unchanged 


629-22-S. 

ctti'd Usaac  G.  Johnson  &  Company,  owner. 
oUlBJELT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — South  side  Spuyten  Duyvil 
road,  150  ft.  south  of  Harlem  Ship  Canal,  The 
IBro-nx. 


APPEARANCES— 

For  Petitioner:  Charles  Gross. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,.  Superintendents  Brady, 
Reville,  Kleinert  and  Moore  .  8 

Negative  .  q 

Absent:  Messrs.  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott .  5 
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THE  RESOLUTION: 

(629-22-S) 

Whereas,  Isaac  G.  Johnson  &  Company,  owner,  filed, 
April  29,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  south  side  Spuyten  Duyvil  road,  150  ft.  south  o 
Harlem  Ship  Canal,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  northerly  end  of  the  west  side  of  four  story  build¬ 
ing,  with  balconies  4  ft.  'in  width  connected  by  stair¬ 
ways  not  less  than  22  in.  wide,  placed  at  an  incline  of 
not  more  than  45  degrees  extending  from  ground  to 
roof  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  and  4  stories 
in  height,  200  ft.  by  50  ft.  in  area;  occupied,  1st  story, 
millwright  shop,  etc.,  11  persons ;  2nd  story,  machine  shop 
and  electrical  shop,  8  persons ;  3rd  and  4th  stories,  pattern 
storage,  4  persons ;  divided  into  two  sections  by  a  cross 
wall  with  two  openings  in  each  story,  protected  by  fire 
doors ;  the  means  of  egress  consisting  of  an  interior  un¬ 
enclosed  stairway  in  each  of  the  sections,  extending  from 
the  1st  story  to  the  top  story,  with  scuttle  and  ladder  to 
rooth,  4th  story  section  and  an  unenclosed  interior  stair¬ 
way  at  end  of  building  extending  from  the  1st  story  to  the 
2nd  story;  the  building  being  equipped  with  a  sprinkler 
system ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate ;  and  that  the  order  was  modified  by  the  board 
of  review  of  the  fire  department  June  15,  1920;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action  of 
the  board  of  review  of  the  fire  department  be  complied 

with.  . 

Resolved,  further,  that  the  variation  be  granted  as  long 
as  conditions  as  to  use  and  occupancy  remain  unchanged. 


633-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Geo.  M.  Walsh, 
owner.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  m  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 305  East  60th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  at  2 
p.  m.,  on  request  of  petitioner. 


PETITIONER— William  J.  Gorman,  for  Knickerbocker 
Ice  Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 428-442  East  52nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  J.  Gorman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  .  8 

Negative  . 0 

Absent:  Messrs.  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott .  5 

THE  RESOLUTION: 

(657-22-S) 

Whereas,  William  J.  Gorman,  for  Knickerbocker  Ice 
Company,  owner,  filed,  May  5,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  428-442  East  52nd 

street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  south  side  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees,  extending 
from  ground  to  roof,  constructed  as  per  Section  79-B-4 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  Section  79-B-l  of  the 
Labor  Law.”; 

and 

Whereas,  the  premises  consist  of  a  number  of  buildings, 
the  building  in  question  building  No.  2  being  4  stories  in 
height,  38  ft.  by  51  ft.  8  in.  in  area;  occupied,  1st  story, 
pipe  storage,  no  persons;  2nd  story,  pipe  storage,  no  per¬ 
sons;  3rd  story,  machinists,  9  persons;  4th  story,  pipe  stor¬ 
age,  no  persons;  the  means  of  egress  consisting  of  an  in¬ 
terior  spiral  stairway  extending  from  the  1st  story  to  the 
4th  story  with  scuttle  and  iron  ladder  to  roof ;  and 

Whereas,  petitioner  contends  that  the  4th  story  is  prac¬ 
tically  abandoned  and  that  the  roof  on  one  side  is  level  with 
the  4th  story  and  on  the  other  side  level  with  the  3rd 
story  and  that  there  are  but  nine  (9)  persons  employed  in 
the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  a  60-degree  fire  escape  shall  be  erected  on  the 
west  side  of  the  building  with  counterbalanced  drop  ladder 
in  guides  from  the  lowest  balcony  to  the  ground,  windows 
along  course  of  fire  escape  may  remain  non-fireproof. 


606-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Helen  K.  Frost, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED' — 29  West  8th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady, 


Reville,  Kleinert  and  Moore  .  8 

Negative  .  0 

Absent:  Messrs.  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott .  5 


750 


MINUTES 


THE  RESOLUTION: 

(606-22-S) 

Whereas,  Samuel  Rosenblum,  for  Helen  K.  Frost,  own¬ 
er,  filed,  April  24,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  29  West  8th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  safe  and  unobstructed  passageway  from 
the  termination  of  fire  escape  leading  to  street,  as  per 
section  273  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
25  ft.  2  in.  by  62  ft.  in  area;  occupied,  basement  tailor, 
barber,  5  persons;  1st  story,  tailor,  3  persons;  2nd  story, 
furrier,  5  persons;  3rd  story,  hair  goods,  2  persons;  4th 
story,  furrier,  2  persons;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  roof,  enclosed  in  wood  lath  and  plaster  partitions  with 
wood  doors  at  the  openings ;  a  fire  escape  on  the  rear  of 
the  building  with  stationary  stair  to  yard  and  fireproof 
casement  doors  along  the  course  of  the  fire  escape  with 
egress  from  yard  through  gate  in  fence  to  premises  ad¬ 
joining  and  thence  through  1st  story  hall  to  street;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor- 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  egress  to  the  adjoining  yard  on  the  west  be  main¬ 
tained. 


“Rails  not  3  ft.  high. 

“Skylights  under  fire  escape  not  wire  glass.”; 

and 

Whereas,  the  premises  consist  of  two  buildings  each  non- 
fireproof  ;  4  stories  in  height,  21  ft.  6  in.  by  98  ft.  9  in. 
in  area,  occupied,  No.  11— 1st  story,  stores;  2nd  story, 
bookstore,  2  persons;  3rd  story,  dresses,  10  persons;  4th 
story,  dresses,  15  persons;  and  No.  113 — 1st  story,  stores, 
2nd  story,  furs,  6  persons ;  3rd  story,  furs,  6  persons ;  4th 
story,  furs,  4  persons ;  the  means  of  egress  consisting  of 
an  interior  stairway  in  each  building  extending  from  the 
1st  story  .to  the  4th  story  with  scuttle  and  ladder  to  rooT, 
enclosed  in  lath  and  plaster  partitions  with  wood  doors  at 
the  openings ;  a  party  wall  fire  escape  on  the  rear  of  the 
building  with  balconies  connected  by  60-degree  stairs  and 
45-degree  stairs  to  extension  roof  and  stationary  stairs 
from  extension  roof  to  yard,  which  yard  connects  with  the 
open  yard  of  building  in  the  rear,  the  owner  of  this  build¬ 
ing  in  rear  has.  consented  to  the  use  of  his  yard  for  exit 
connecting  opening  in  the  division  wall  in  each  story  pro¬ 
tected  by  automatic  fire  doors;  and 

Whereas,  petitioner  contends  that  the  occupancy  of  each 
section  of  the  building  is  small. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  the  skylights  on  roof  of  1st  story  extension  be 
glazed  with  wire  glass  and  that  fixed  louvres  be  provided  in 
sides  of  skylights,  on  the  course  of  travel  from  termination 
of  fire  escape  stairs  to  stairs  to  yard. 


615-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Brett  &  Goode, 
agent. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — >111-113  West  28th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum  : 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady, 


Reville,  Kleinert  and  Moore  .  8 

Negative  .  0 

Absent :  Messrs.  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott .  5 


THE  RESOLUTION: 

(615-22-S) 

Whereas,  Samuel  Rosenblum,  for  Charles  A.  Dunne, 
owner,  filed,  April  28,  1922,  a  petition,  with  the  board  o-f 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  111-113  West  28th  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Arrange  the  fire  escape  at  the  north  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof.  *  *  * 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“Doors  to  balconies  at  least  2  ft.  by  6  ft.  not  pro¬ 
vided. 

“Windows  on  course  not  self-closing. 


682-22-S. 

PETITIONER — Jacob  Fisher,  for  Harris  Miner,  owner. 
SUBJECT— Variation  of.  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 51  West  19th  street,  Manhat¬ 
tan. 


APPEARANCES— 


For  Petitioner:  Jacob  Fisher. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — -Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  . 8 

Negative  .  o 

Absent :  Messrs.  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott .  5 


THE  RESOLUTION: 

(682-22-S) 

Whereas,  Jacob  Fisher,  for  Harris  Miner,  owner,  filed, 
May  12,  1922,  a.  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  51  West  19th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  rear  of  building  and 
the  openings  leading  thereto  and  the  windows  opening 
on  the  course  thereof.  *  *  * 

NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Balconies  on  3rd  and  4th  stories  project  over  con¬ 
necting  stairs. 

“Stairs  to  roof  not  properly  connected  to  roof  bal¬ 
cony. 

“Fire  escape  needs  painting. 

“Windows  on  course  at  1st  story  not  fireproof,  not 
self-closing. 
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“Door  to  balcony  on  4th  story  obstructs  passage¬ 
way  to  roof  stairs. 

“No  passageway  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  22  ft.  6  in.  by  86  ft.  4  in.  in  area  in  the 
1st  story  and  22  ft.  6  in.  by  60  ft.  in  area  above;  occupied, 
basement,  chair  seat  storage,  1  person;  1st  story,  mfg.  of 
embroidery,  10  persons;  2nd  story,  3rd  and  4th  story  at 
present  vacant  usual  occupancy  2nd  story,  8  persons;  3rd 
story,  8  persons;  4th  story,  10  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  basement  to  the  roof,  enclosed  in  wood  stud,  lath  and 
plaster  partitions  with  wood  doors  at  the  openings;  a  fire 
escape  on  the  rear  of  the  building  with  landing  on  roof  of 
extension  and  stationary  stairs  from  the  extension  roof 
to  the  roof  of  the  extension  of  building  adjoining;  and 

Whereas,  petitioner  proposes  to  provide  a  45-degree  sta¬ 
tionary  stairway  from  extension  roof  to  yard  at  rear,  which 
yard  opens. to  adjoining  yards  at  rear  and  sides. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  45-degree  stationary  stairway  shall  be 
provided  leading  from  extension  roof  to  the  ground  and 
that  all  the  other  defects  noted  in  order  of  the  fire  com¬ 
missioner  shall  be  repaired  and  fire  escape  put  and  main¬ 
tained  in  good  condition. 


713-22-S. 


PETITIONER — Samuel  Rosenblum  for  Miller  &  Wein- 
traub,  lessees. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 113  East  116th  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Admnistration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  r  ,  ,  lf 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady, 
Reville,  Kleinert  and  Moore  . ■_ .  ® 

Negative  . . :  •  •  • :  0 

Absent:  Messrs.  Holland,  Kearney, _  Fire  Chiet 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott .  5 


THE  RESOLUTION : 

(713-22-S) 

Whereas,  Samuel  Rosenblum,  for  Elizabeth  Reilly,  own¬ 
er,  filed,  May  19,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  113  East  116th  street,  Manhattan ,  and 

Whereas,  the  order  of  the  fire  commissioner  reads. 

“1.  Provide  an  outside  iron  balcony  fire  escape  on  the 
rear  of  building  with  balconies  4  ft.  in  width  connected 
by  stairways  not  less  than  22  ins.  wide  *  *  *• 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
17  ft  10^4  in.  x  45  ft.  in  area,  occupied,  1st  story,  carpenter 
shop  and  offices,  5  persons;  2nd  story,  embroiderer  13  per¬ 
sons ;  3rd  story,  dwelling,  1  family;  4th  story,  dwelling, 


1  family;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story, 
with  scuttle  and  ladder  to  roof,  enclosed  in  brick  partitions 
in  the  cellar,  wire  lath  and  cement  mortar  partitions  in  the 
1st  and  2nd  stories  and  lath  and  plaster  partitions  above, 
with  kalameined  doors  in  the  2nd  story  and  wood  doors 
above ;  and 

Whereas,  petitioner  proposes  to  erect  a  60  degree  fire 
escape  on  the  rear  of  building  with  gooseneck  ladder  to 
roof  and  stationary  stair  to  yard,  with  egress  from  the  rear 
yard  through  fence  to  adjoining  premises,  and  requests  ac¬ 
ceptance  of  the  proposed  means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  in  so  far  as  it  relates  to  item 
No.  1  be  and  it  hereby  is  granted  on  condition  that  a  60 
degree  fire  escape  be  provided  on  the  rear  of  the  building 
with  a  gooseneck  ladder  to  the  roof  and  stationary  stairs 
to  yard,  with  egress  from  the  rear  yard  to  adjoining  prem¬ 
ises,  the  windows  on  the  course  of  the  fire  escape  in  the 
1st  story  shall  be  made  fireproof,  and  granted,  as  to  item 
No.  2,  on  condition  that  a  fixed  iron  ladder  to  scuttle  in 
roof  be  provided  in  top  story  hall  and  the  door  shall  be 
removed  from  the  closet  at  termination  of  scuttle  ladder. 


715-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Gertrude  M.  Pin- 
chot  et  al,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 21  West  46th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration  :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative. :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  .  8 

Negative . . . .  •  ■  0 

Absent:  Messrs.  Holland,  Kearney,  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  McDermott .  5 


THE  RESOLUTION : 

(715-22-S) 

Whereas,  Samuel  Rosenblum,  for  Gertrude  M.  Pinchot, 
et  al,  owner,  filed.  May  19,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  21  West  46th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
*  *  * 

“Among  the  defects  noted  on  the  fire  escape  are  the 
following : 

“Windows  on  course  not  fireproof,  not  self-closing. 
No  stairway  from  top  balcony  to  roof.  No  balcony  on 
2nd  story.  No  passageway  from  termination  of  fire 
escape  to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  25  ft.  9  in.  x  100  ft.  5  in.  in  area  in  the 
1st  story  and  25  ft.  9  in.  x  69  ft.  in  area  above;  occupied, 
basement,  store;  1st  story,  dressmaker,  25  persons;  upper 
stories,  dwellings ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  basement  to  the  roof, 
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enclosed  in  lath  and  plaster  partitions  above  the  1st  story 
and  brick  partitions  below;  with  wood  doors  at  the  open¬ 
ings  ;  a  fire  escape  on  the  rear  of  the  building  with  goose¬ 
neck  ladder  to  roof,  with  landing  on  roof  of  extension  in 
basement  and  1st  story,  with  egress  to  extension  roof  of 
No.  25 ;  and 

Whereas,  petitioner  proposes  to  construct  a  balcony  on 
2nd  story  which  will  connect  with  the  adjoining  premises, 
25  West  46th  street,  which  is  in  the  same  ownership,  this 
balcony  has  a  stair  direct  to  the  yard  with  door  in  fence 
leading  to  the  adjoining  yard  in  the  rear;  the  factory  occu¬ 
pancy  is  located  on  the  2nd  story,  which  is  only  8  ft.  3'  in. 
above  the  sidewalk. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  an  iron  balcony  be  provided  on  the  2nd 
story  connecting  with  the  adjoining  premises  No.  25  West 
46th  street,  with  stationary  stair  direct  to  yard ;  that  the 
factory  occupancy  be  limited  to  the  2nd  story,  and  on 
further  condition  that  the  door  to  the  closet  enclosing  stairs 
to  roof  shall  be  removed. 


718-22-S. 

PETITIONER — William  H.  Whiting  &  Co.,  for  James  C. 
and  Mary  Colgate,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 43  John  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  R.  R.  Nevins. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Fire  Chief  Martin,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


Moore  . .  9 

Negative  .  0 

Absent :  Messrs.  Holland,  Kearney,  Deputy 

Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION : 

(718-22-S) 


Whereas,  Wm.  H.  Whiting  &  Co.,  for  James  C.  and 
Mary  Colgate,  owners,  filed,  May  20,  1922,  a  petition  with 
the  board  of  standards  and  appeals^for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  43  John  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof,  as  per  section  79-B-l  and  79-C-l 
of  the  Labor  Law.” ; 

and 

Whereas,  the  premises  consist  of  two  buildings;  the  front 
building  being  4  stories  in  height,  24  ft.  x  63  ft.  8  in.  in 
area,  the  rear  building  being  3  stories-  in  height,  24  ft.  x  39 
ft.  in  area ;  the  buildings  being  connected  in  the  1st  story ; 
the  means  of  egress  consisting  of  an  interior  stairway  in 
the  front  building  expending  from  the  1st  story  to  the  4th 
story  with  stairway  to  mezzanine  and  60  degree  ladder  to 
the  scuttle  in  the  roof,  stairway  in  the  1st  three  stories  be¬ 
ing  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings;  a  fire  escape  on  the  front  of  the  building ;  the 
means  of  egress  in  the  rear  building  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  3rd 


story,  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings ;  and 

Whereas,  petitioner  contends  that  there  is  no  exit  from 
the  roofs  of  No.  41-43  John  street  and  that  the  top  story 
is  vacant. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  long 
as  the  4th  story  and  4th  story  mezzanine  be  maintained 
vacant. 


1154-21-S. 

PETITIONER — Walter  J.  Egan,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited  in 
orders  of  the  fire  commissioner. 

PREMISES  AFFECTED' — 65-67  East  8th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Walter  J.  Egan. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD1 — Petition  granted. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  .  8 

Negative :  Chairman  Walsh  .  l 

Absent :  Messrs.  Holland  and  Kearney,  Deputy 
Fire  Commissioner  Hannon  and  Superinten¬ 
dent  McDermott  .  4 


THE  RESOLUTION: 

4 

(1154-21-S) 

Whereas,  Walter  J.  Egan,  owner,  filed,  June  15,  1921, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  orders  of  the  fire  commissioner,  affecting  premises  65-67 
East  8th  street,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read  as 
follows : 

“A  search  of  our  records  indicates  that  Labor  De¬ 
partment  order  issued  under  date  of  April  25,  1916, 
known  as  1171,  and  a  similar  order  from  same  de¬ 
partment  known  as  1176  are  pending  which  read: 

“  ‘Labor  Department  Order  Photo  1174,  Premises  65 
E.  8th  Street,  Man. 

“  T.  Continue  stair  to  roof.  2.  Provide  additional 
means  of  exit  from  each  floor  of  the  building  remote 
from  present  exit.  A  fire  escape  located  at  rear  of 
building  will  be  accepted  as  an  exit  if  it  conforms  to 
paragraph  “D”  of  enclosed  specifications. 

“  ‘3.  Properly  fireproof  hall  and  stair  enclosure. 

“  ‘Labor  Department  order  Photo  1176,  Premises  67 
E.  8th  St.,  Man. 

“1.  Continue  stairs  to  roof.  2.  Provide  addi¬ 
tional  means  of  exit  from  each  floor  of  the  building 
remote  from  present  exit.  A  fire  escape  located  at 
rear  of  building  will  be  accepted  as  an  exit,  if  it 
conforms  to  Paragraph  “D”  of  enclosed  specifica¬ 
tions. 

“3.  Enclose  all  interior  stairways  serving  as  a 
required  means  of  exit  and  the  landings,  platforms 
and  passageways  connecting  therewith  on  all  sides 
with  partitions  of  fire  resisting  material,  extending 
continuously  from  the  basement  to  three  feet  above 
the  roof.  All  openings  in  said  partition  are  to  be 
provided  with  self-closing  doors  constructed  of  fire 
resisting  material.’  ” 

and 
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Whereas,  the  premises  consist  of  two  buildings  of 
fireproof  construction,  each  7.  stories  and  basement  m 
heie-ht  50  ft  by  93  ft.  11  in.  in  area  at  the  1st  and  2nd 
stories'  and  50  ft  by  85  ft.  in  area  above;  N°n  oc“P’'f; 
basement,  heating  plant  and  restaurant .  S“Ppl‘  ’  a nu£- 
son-  1st  story,  restaurant,  8  persons;  2nd  story  manulac 
ture’rs  of  millinery  and  flowers,  15  persons;  3rd  story 
cloaks  10  persons;  4th  story,  cloaks  and  suits,  10  persons, 
5th  story  cloaks  and  suits,  10  persons;  6th  story  cloaks 
and  suits'  10  persons;  7th  story,  cloaks  and  suits,  per 
sons-  No.  67,  occupied,  basement,  heating  plant  and  res¬ 
taurant  supplies,  1  person;  1st  story  J^storv  cloaks 
sons;  2nd  story,  mfg.  dresses,  15  Pe.rs0”s’ ner- 
and  suits,  10  persons;  4th  story,  cloaks  and  suits  10  per 
sons-  5th  story,  cloaks  and  suits,  10  persons ;  6th  story, 
vacant-  7th  story,  embroidery,  cloaks  and  suits,  2  per 
sons -  the  means  of  egress  consisting  of  an  interior  wooden 
stairway  in  each  building  extending  from  the  1st  story 
to  the  7th  story  with  iron  ladder  to  scuttle  m  the  roof 
of  No.  65;  a/iron  stairway  to  the  roof  m  No.  67  with 
metal  covered  partitions  and  metal  covered  doors  at  the 
onenngs  a  fire  escape  on  the  front  of  each  building 
extending  from  the  7th  story  to  the  2nd  story  with  iron 
automatic  ladders  to  the  street,  the  windows  along  the 
course  being  non-fireproof,  there  being  two  horizontal 
openings  on  each  story  above  1st  story  between  the  build¬ 
ings  protected  by  fireproof  self-closing  doors  on  both  sides ; 

Whereas  the  petitioner  has  filed  a  copy  of  the  resolu- 
tion  of*e 'board  of  review  of  the  fire  department,  dated 
Mpv  14  1918  which  resolution  reads  as  follows. 

"  That  the  Board  of  Standards  and  Appeal 

be  advised  that  it  is  the  opinion  of.  the  Boa.rd 
Review  that  if  horizontal  exits  are  installed  in 
dividtag  wall  on  the  5th  and  7th  floors  in  the  rear 
so  that  a  horizontal  exit  will  be  provided  on  each 
floor  of  the  premises  protected  by  fireproof  self-clos- 
ine  doors  that  the  exit  facilities  in  this  building 
could  with  safety  be  considered  as  adequate  for  the 
present  occupancy.”; 

.nj  uas  filed  a  copy  of  a  notice  from  the  fire  department, 
dated  Tuly  11,  1919.  stating  that  the  horizontal  exits  a 
required  have  been  satisfactorily  completed  and 
byq!he  department  and  asks  that  this  action  of  the  board 

°WH^sbethiCsC petition  was  dismissed  for  lack  of  prose¬ 
cution  on  Oct.  11,  1921,  and  restored  to  the  calenda 

J: USS,  Cab  Na  2249-17-S,  petition  from  a  similar 
order  was  withdrawn;  and 

labor  law  ana  inar  o  p  Nq  2  and  as  to  ltem  No.  1, 
as  to  Photos  •  £  d  kdder  be  installed  in  the 

stair  °hffl  leading  to  scuttle  in  the  roof  and  as  to  photo 
No  1176  Item  No.  2,  and  as  to  Item  No  1,  on  condition 
that  a  fixed  iron  ladder  be  provided  to  the  scuttle  in  the 
roof  and  that  the  petition  as  to  Item  No.  3  of  photos  o. 
1174  and  1176  be  granted. 


CASES  DISMISSED. 

Petitions  for  Variations. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  petition  were  offered  for 
filing;  but  where,  despite  notice  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty: 


(239-22-S) 

Filed  Feb.  18. — Premises  128  Chambers  street,  Manhattan. 

Order  of  the  fire  commissioner,  labor  law.  Pe¬ 
titioner,  Charles  L.  Acker.  Dismissed  for  lack  of 
prosecution. 


(285-22-S) 

Filed  Feb.  25. — Premises  112-118  East  125th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner,  labor 
law.  Petitioner,  W.  E.  Lyon,  Jr.  Dismissed  for 
lack  of  prosecution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Fire  Chief  Martin,  Su¬ 
perintendents  Brady,  Reville,  Kleinert  and 

Moore  .  9 

Negative  .  0 

Absent :  Messrs.  Holland,  Kearney,  Deputy  Fire 
Commissioner  Hannon  and  Superintendent 
McDermott  .  4 

THE  RESOLUTION: 


Whereas,  the  foregoing  petitioners  have  filed  with  the 
board  of  standards  and  appeals  various  petitions  for  vari¬ 
ations  affecting  the  premises  stated ;  and 
Whereas,  petitioners  have  failed  to  complete  their  pa¬ 
pers  although  duly  notified  so  to  do. 

Resolved,  that  the  foregoing  petitions  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
548-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Approval  of  gas  and  oil  burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1922,  at  2 
p.  m. 


RULES  ADOPTED. 

Cal.  No.  281-22-iS. 

SUBJECT — Proposed  Rules  “Standpipe”  “Fire  Line.” 

ACTION  OF  BOARD — There  being  no  further  amend¬ 
ments,  the  chairman  announced  that  motion  would 
be  on  adopting  rules  as  a  whole. 

THE  VOTE— Rules  1-28,  inclusive;  30-45,  inclusive: 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  Reville,  Kleinert 


and  Moore  .  10 

Negative  .  0 


Absent:  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  . 

THE  VOTE— Rules  29  and  46: 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 

Fire  Chief  Martin,  Superintendents  Brady, 
Reville,  Kleinert  and  Moore  . 
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Negative:  Chairman  Walsh  and  Mr.  Kearney..  2 
Absent:  Mr.  Holland,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  McDer¬ 
mott  .  3 

ACTION  OF  BOARD — The  chairman  announced  that  the 
rules  having  been  adopted  they  would  be  pub¬ 


lished  in  the  Bulletin  of  the  Board  of  July  5,  1922, 
and  would  be  in  effect  July  26,  1922. 


The  Rules  as  adopted  follow  below: 


Adjourned,  5.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


RULES  ADOPTED 


RULES  ADOPTED  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE” — “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
J^-inch  or  by  permission  of  the  Fire  Commissioner  J^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  dean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 


Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  staqdpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8T/2  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen- 


755 


RULES  ADOPTED 


ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
oy  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec  obi  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
ot  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
ct  the  Code  of  Ordinances,  provided,  thac  fire  walls  ext^n^ 
throughout  the  entire  height  of  the  building,  and  provided 
lurther  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  ot  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  Portion  ot 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  hire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20  000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  mam  or  mams  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted, 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com- 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 


Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  m 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 


as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2l/2  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation:— 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
toat  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entiie  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
+  rom  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
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basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  laige  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank.-— Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  n?'  t  HIGH  AND  L°W  ALARM  AND  FLOW 
1ELL  I  ALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser 
An  Q.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 


in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  u^e  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  'building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  puhlic  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,UOO  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  ana  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 


.  Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip- 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
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of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend- 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 


therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  oi  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
irom  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 

Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  .shall  have  a  si- 
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amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  54  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  Siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  Siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  Siamese  and  its 
check  valve  there  shall  be  placed  either  a  54-in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  54-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 


Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.-  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  314  in. 
x  354  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  tvpe  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  54- in.  open  drip  without  valve 
or  cock,  or  a  54-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land-)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 


Rule  20.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 54  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  254  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 
mination  of  every  second  riser  shall  be  a  254  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  254  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  y2  in.  open  drip  extending  to  a  sink  or  a  54  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  254  in.  Fire  Department  thread 
and  a  regulation  cap. 


In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  254  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  V/2  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  254  in.  x  154  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  254-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
154  in.  in  diameter. 

All  154-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  54  in.  nor  more  than  54  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft:  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except .  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
svstem  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart- 
men'  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2 J4  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of  , 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
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deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2y2-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 


Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  stn-v  or  a  height  of  85  ft  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 


Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  of  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20.000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1.000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least.  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction,  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply.  Gas  and  Electricity.  In  addition  to  yard 
hydrants.  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each.  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe,  sys¬ 
tems  shall  be  made  bv  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 


Rule  38.  THEATRES,  ETC.  In  every,  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  .  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  root 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
numps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks °* 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  wate-  and  shall  be  connected 
tc  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pumo  and  upon  a  restoration  of  the  required 


pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe,  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control,  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quicklv  located  and  to  indicat,  the  purpose  of  the.  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  bv 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply.  Gas  and  Electricity,  or.  a  type  of  fire  line 
meter  which  has  been  previously  specifically,  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  21/  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  Dss  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2^/2  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below,  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high. and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch..  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and. the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Onlv  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems, 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con¬ 
trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 
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3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided’  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  norma!  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unhcated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve ;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  M  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  mav  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 y2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 


3.  They  shah  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 


5..  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 


o.  otraignt  run  globe  valves  shall  not  be  permitted 
SPECIFICATIONS.  Siamese  Connections 
hire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 


1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shah' 
be  of  a  non-corrodable .metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 


oia.Mv.jt  omul  uc  uruviuea  witn  a  clapp< 
valve  machined  to  a  true  face.  Single  clapper  siamc 
connections  shall  not  be  permitted. 


4.  The.  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 


5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 


6.  owivels.  attached  tc  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the.openincr  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  onening  when  the  pressure  on  the  steamer 
side,  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11..  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  V*.  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
tapper  valves  shall  be  omitted  from  the  land  end  Siamese. 
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SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921 

• 

Cases  filed  up  to  and  including  June  29,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 
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Requests  to  install  . 
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Requests  for  interpretation  . 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  disapproved . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . . 
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hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoup  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendencv  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

■  Name  . ^ . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . 1922. 
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This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  July  5, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  July  5,  1922. 

Rules  Adopted. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  July  11,  1922, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  18,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 


Cases 

Filed  Week  Ending  July  6, 

1922. 

Cal.  No. 

Department 

Order  No. 

.  .  LD  97450 

.  F  35961 

NB  836-1919 

NB  776-1922 

...  LC  12832 

1231-21-BZ . B.B.B .  Alt.  3233 


1145-21-S . F.D .  LD  26001 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


899-22- A . 

..Standpipe  Applic.  583-1922 

.  C  12575 

. Alt.  974-1921 

.  LD  73162 

ons 

_  LD  36559-36561 

.  LC  72673 

.  2552-1922 

892-22-S . 

.  LD  83410 

CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  July  11,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1221-21-BZ 

APPLICANT— Paul  G.  Mack,  owner. 

PREMISES— 111-113  Grove  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
five  individual  garages. 

740-22-BZ 

APPLICANT— William  Lawrence  Bottomley,  owner. 
PREMISES— 112  East  55th  street,  Manhattan. 

TO  PERMIT  in  a  “B”  area  residence  district  the  omission 
of  a  rear  yard  as  required  by  Zone  Law. 


. LC  72824 

.  LC  72778 

QQ0_99  VK7 

.  NB  10347-1922 

888-22-A . 

...  LC  72586  Alt.  557-1922 

QQ'7-99-  A 

.  Alt.  1192-1922 
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807-22 -BZ 

APPLICANT— Victor  Baking  Company,  for  Maxthan 
Realty  Co.,  Inc.,  owner. 

PREMISES— 302  Hillside  avenue,  Jamaica,  Queens. 

TO  PERMIT  partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  of  a  business 
building. 

816-22-BZ 

APPLICANT— Louis  W.  Feldman  and  Geo.  L.  Wills, 
for  Josephine  Mady,  owner. 

PREMISES— 413  East  179th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
an  unrestricted  district  the  erection  of  a  garage 
for  more  than  five  cars. 

884-22-BZ. 

APPLICANT— William  F.  Doyle,  for  Harry  Strolovitz, 
owner. 

PREMISES— 2094-2104  Union  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
to  existing  garage.  » 

889-22-BZ 

APPLICANT— C.  B.  J.  Snyder,  for  City  of  New  York, 
owner. 

PREMISES— 1601-1695  80th  street,  Brooklyn. 

TO  PERMIT  in  a  one  time  district  the  erection  of  a  High 
School  Building  exceeding  the  height  requirements 
of  the  Zoning  Law. 

22-22-BZ. 

APPLICANT— John  T.  McCarthy,  for  Ellen  I.  McCarthy, 
owner. 

PREMISES— East  side  Spuyten  Duyvil  road,  132.32  ft. 
north  of  230th  street.  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  cars. 
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BOARD  OF  APPEALS. 

Tuesday,  July  11,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

12-22-A — 186-190  West  4th  street,  3-13  Barrow  street, 
Manhattan. 

337-22- A — 22  Queen  street,  Long  Island  City. 

589-22-A — 155  East  38th  street,  Manhattan. 

634-22-A — 285-289  Plymouth  street,  Brooklyn. 

646-22-A — 1534  Bryant  avenue,  The  Bronx. 

31-22-A — North  side  Private  Roadway,  500  ft.  north  of 
Nicholas  street  and  St.  Marks  Place,  Cas- 
tleton  Park,  St.  George,  Richmond. 
595-22-A — Block  bounded  by  138th  street,  Locust  avenue, 
137th  street  and  East  River,  The  Bronx. 
630-22-A — 1757-1773  Ocean  avenue,  Brooklyn. 

664-22-A — 267-269  Bowery,  Manhattan. 

676-22-A — 114  Eighth  avenue,  Brooklyn. 

628-22-A — 2469-2477  Amsterdam  avenue,  Manhattan. 

689- 22-A— 539-549  Furdham  Road,  The  Bronx. 

690- 22-A — 1191-1199  Webster  avenue,  The  Bronx. 

693-22-A — 25  Church  street,  Manhattan. 

699-22-A— -305-319  Jay  street,  62-76  Lawrence  street, 
Brooklyn. 

1717-21- A — 142  Fifth  avenue,  Manhattan. 

33-22-A — 141-145  Wooster  street,  Manhattan. 

702-22-A — 1469  Bedford  avenue,  Brooklyn. 

704-22-A — 575  Fulton  street,  Brooklyn. 

709-22-A— North  side  Jackson  avenue  and  Whitestone  ave¬ 
nue,  Flushing,  Queens. 

712-22-A — 305-307  East  61st  street,  Manhattan. 

716-22-A — 82  Myrtle  avenue,  Queens. 

420-22-A— West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243 - 22 -A  Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A— Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  11,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
Wert  142nd  street,  Manhattan. 

cal.  no.  53S-19-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Richard 
Von  Lehn  Sons,  applicants,  on  behalf 
of  Rentrop  Silk  Dyeing  Corporation, 
owner,  for  an  extension  of  time  to 
erect  a  factory  building  partly  in  a 
business  district  and  partly  in  an  un- 


CAL.  NO. 


CAL.  NO. 


CAL.  NO. 


CAL.  NO. 


CAL.  NO. 


restricted  district;  premises  63-67  Boli¬ 
var  street,  Brooklyn* 

1672-21-BZ— Application,  May  2,  1922,  under  the 
building  zone  resolution,  of  Augustine 
Schiavone,  attorney,  on  behalf  of 
Charles  Piscopo,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  five  cars ; 
Premises  771  40th  street,  Brooklyn. 

3  <4-„0-BZ— Application,  May  31,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Rowe  &  Co.,  applicant  and  owner, 
for  a  further  extension  in  time  to  com¬ 
plete  the  erection  of  a  public  garage 
partly  in  a  business  district  and  partly 
in  a  residence  district;  premises  421- 
443  Empire  Boulevard,  Brooklyn. 
564-19-BZ— Application,  June  20,  1922,  under  the 
building  zone  resolution,  of  Lazinsk  & 
DeRosa,  architects,  for  Adolph  Lewi- 
sohn,  owner,  for  a  rehearing  of  an  ap¬ 
plication  previously  granted,  to  permit 
an  extension  of  time  to  proceed  with 
the  completion  of  a  theatre  building- 
premises  600-618  West  170th  street,  603 
West  169th  street,  4023-4039  Broadway 
Manhattan. 

506-22-BZ— Application,  April  7,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Cohen,  applicant,  on  behalf  of  Asso¬ 
ciated  Screen  News  Co.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
of  a  business  building;  premises  48-54 
Congress  avenue,  Flushing,  Queens. 
604-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Max  Mar- 
golis,  architect,  on  behalf  of  Annie 
Goldstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  public 
garage;  premises  1696-1702  St.  Johns 
Place,  Brooklyn. 

295-22-BZ— Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

CAL.  NO.  605-22-BZ — Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino.  owner,  to  permit  in  a  busi¬ 
ness^  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  611-22-BZ— Application,  April  26,  1922,  under  the 
building  zone  resolution,  of  H.  Rosen¬ 
baum,  applicant,  on  behalf  of  John 
Langlois,  owner,  and  S.  &  K.  Motor 
Company,,  lessee,  to  permit  in  a  busi* 
ness  district  the  maintenance  of  an  au¬ 
tomobile  repair  shop;  premises  308- 
310  Lexington  avenue,  Brooklyn. 
cal.  no.  645-22-BZ— Application,  May  4,  1922,  under  the 
building  zone  resolution,  of  Annie  M. 
Gaffney,,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  two  car  garage;  premises  2316 
Grand  avenue,  The  Bronx. 

- -  -  -  ■  —  ■  .  I 

*In  last  week’s  edition  of  the  Bulletin  this  case,  in  error, 
was  published  for  hearing  on  July  25,  1922. 
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666-22-BZ — Application,  May  9,  1922,  under  the 
building  zone  resolution,  of  Starrett  & 
Van  Vleck,  architects,  on  behalf,  of 
Equitable  Life  Assurance  Society, 
owner,  to  permit  in  a  two  times  district 
the  erection  of  an  office  building  to  a 
height  in  excess  of  that  permitted  by 
the  zoning  law;  premises  383-399  7th 
avenue,  154-172  West  32nd  street,  145- 
165  West  31st  street,  Manhattan. 

787-22-BZ — Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  George  A. 
Boyd,  applicant  and  lessee,  Abraham 
Ruth,  owner,  to  permit  in  a  business 
district  the  conversion  of  a  four  story 
warehouse  into  a  public  garage ;  prem¬ 
ises  506-510  West  181st  street,  Man¬ 
hattan.. 

631-22-BZ — Application,  April  28,.  1922,  under  tne 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


779-22-BZ 

APPLICANT— Charles  Kreymborg,  for  Johnson  Deich- 
sel  Building  Company,  owner. 

PREMISES— Northwest  corner  Decatur  avenue  and  East 
204th  street,  The  Bronx.  . 

TO  PERMIT  partly  in  a  business  district  and  partly  m 
a  residence  district  the  erection  of  a  business 
building. 

842-22-BZ 

APPLICANT— John  J.  Dunnigan. 

PREMISES — 627-633  Fordham  road.  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 

1465-21-BZ 

APPLICANT— Andrew  P.  Meehan,  for  Elizabeth  J.  Col- 
gan,  owner. 

PREMISES— 1218  Bushwick  avenue,  Brooklyn 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage. 


BOARD  OF  APPEALS. 

Tuesday,  July  18,  1922,  at  10  a.  m. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  11,  1922,  at  2  p.  tn. 

Petitions  for  Variations. 

234-22-S — 117  Division  street,  Manhattan. 

352- 22-S— 536-556  West  27th  street,  Manhattan. 

353- 22- S— 536-556  West  27th  street,  Manhattan. 

596-22-S— 135  West  45th  street,  Manhattan. 

656-22-S — 24  West  46th  street,  Manhattan. 

677-22-S — 741  Fifth  avenue,  Manhattan. 

706-22-S — 45  University  Place,  Manhattan. 

727-22-S — 46  West  39th  street,  Manhattan. 

736-22-S — 433-437  Kent  avenue,  Brooklyn. 

668-22-S— 167-173  Wooster  street,  Manhattan. 

672-22-S— 209-211  Sullivan  street,  Manhattan. 

679-22-S — 221-223  Mercer  street,  Manhattan. 

686-22-S— 624  East  13th  street,  Manhattan. 

696-22-S— 2-30  Taaffe  Place,'  101-105  Classon  avenue, 

Brooklyn. 

627-22-S— 106-108  Fulton  street,  Manhattan. 

633-22-S— 305  East  60th  street,  Manhattan. 

703-22-S — 686  Sixth  avenue,  Manhattan. 

705-22-S— 100-102  Grand  street,  Manhattan. 

757-22-S — 64  Grand  street,  Manhattan. 

768-22-S — 41  West  24th  street,  Manhattan. 

773-22- S— 266  State  street,  Brooklyn. 

775-22- S — 130  East  7th  street,  109  Avenue  A,  Manhattan. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

548-22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July  18,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

631-22-BZ 

APPLICANT — Morris  Baxerman.  owner. 

PREMISES'— 646  Crotona  Park  South,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage. 


Appeals  from  Administrative  Orders. 

399-22-A — 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

449-22- A — 93-95  Prospect  avenue,  Brooklyn. 

500-22-A— 774-808  Pacific  street,  Brooklyn. 

527-22-A — 55  Mercer  street,  Manhattan. 

609-22-A— 241-245  West  64th  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

659-22-A — 396-398  Morris  avenue,  The  Bronx. 

730-22-A— 215-217  Sterling  Place,  Brooklyn. 

625-22-A — 19  West  34th  street,  30-32  West  35th  street, 
Manhattan. 

739-22-A— 429-459  West  15th  strqet,  450-460  West  16th 
street,  Manhattan. 

756-22-A — 893  Union  avenue,  The  Bronx. 

263-22-A— 261-262  South  street,  Manhattan. 

367-22-A — 477-483  10th  avenue,  500-508  West  37th  street, 
Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

491-22-A— 129-135  12th  street,  Brooklyn. 

749-22-A — 258-262  Maujer  street,  Brooklyn. 

759-22-A — 2-10  Evergreen  avenue,  Brooklyn. 

761- 22-A — 46-50  Wooster  street,  Manhattan. 

762- 22-A — 440-442  East  106th  street,  Manhattan. 

763- 22-A — 43  Sixth  avenue,  Manhattan. 

774-22-A — 585  Howard  avenue,  Brooklyn. 

410-22-A— 1037-1043  Gates  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday,  morning,  July  18,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters  : 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  ^7th  street,  Brooklyn. 
cal.  no.  1616-21-BZ — Application,  December  10,  1921.  under 
the  building  zone  resolution,  of  Jacob 
Lubroth,  architect,  on  behalf  of  Jenny 
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Czierenewsky,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  an  existing  public  garage;  premises 
501-513  90th  street,  Brooklyn. 

cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district’  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  602-22-BZ — Application,  April  24,  1922,  under  the 
bunding  zone  resolution,  of  Thomas 
McCcrmick,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  cars ; 
premises  2981  Bainbridge  avenue,  The 
Bronx. 

cal.  no.  556-22-BZ — Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  John  Da¬ 
vis,  applicant,  on  behalf  of  Sommers  & 
Wickert,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  one  story 
public  garage;  premises  1736  Richmond 
Turnpike,  Richmond. 

cal.  no.  660-22-BZ— Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  1231-21-BZ — Application,  July  5,  1922,  under  the 
building  zone  resolution,  of  Philip 
Freshman,  architect,  on  behalf  of  Con¬ 
rad  Hoerl,  owner,  for  a  further 
t  amendment  of  a  resolution  previously 

granted  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  extension  of  existing  build¬ 
ing  for  store  purposes ;  premises  205- 
207  Prospect  Park  West,  Brooklyn. 

cal.  no.  678-22-BZ — Application,  May  10,  1922,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  attorney,  on  behalf  of  Thomas 
F.  Murray,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  stor¬ 
age  warehouse  into  a  public  garage; 
premises  413-415  West  150th  street, 
Manhattan. 

cal.  no.  691-22-BZ — Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  George  A. 
Dugan,  applicant,  on  behalf  oT  Weber- 
Bunke-Lange  Coal  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  business  building; 
premises  270  West  96th  street,  Manhat¬ 
tan. 

cal.  no.  743-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Jerome  P.  and  Leonard  Davis,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  of  a  two  story  garage  for  more 
than  five  motor  vehicles ;  premises 
2065-2067  Southern  Boulevard,  The 
Bronx. 

cal.  no.  746-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  Max  Salo¬ 
mon,  applicant,  for  Estate  of  Lambert 
S.  Quackenbush,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
basement  and  two-story  garage  for 


more  than  five  motor  vehicles ;  prem¬ 
ises  1760-1766  Park  avenue,  73-77  East 
122nd  street,  Manhattan. 

cal.  no.  788-22-BZ — Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  J.  Sars- 
field  Kennedy,  architect,  on  behalf  of 
Rebecca  Bell,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage  for  more  than  five  motor 
vehicles;  premises  3907-3911  Fourth 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  July  18,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

655-22-S — 354  Bowery,  Manhattan. 

667-22-S — 71-73  Greene  street,  Manhattan. 

731-22-S — 567  Third  avenue,  Manhattan. 

765- 22-S — 442  West  46th  street,  Manhattan. 

766- 22-S — 203-205  East  21st  street,  Manhattan. 

719-22-S — North  side  Bank  street,  350  feet  west  of  Jersey 

street,  Richmond. 

780- 22- S — 523-529  Eighth  avenue,  Manhattan. 

781- 22-S — 221-223  West  64th  street,  Manhattan. 

784-22-S — 129  Division  street,  Manhattan. 

195-22-S — 146  Water  street,  Manhattan. 

220-22- S — 95  Market  Slip,  Manhattan. 

658-22- S — 81  Nassau  street,  Manhattan. 

734-22- S — 42  East  9th  street,  Manhattan. 

769-22-S — 542-544  Fifth  avenue,  Manhattan. 

800-22- S — 220  West  28th  street,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

812-22-S — 26  East  125th  street,  Manhattan. 

817- 22- S — 138-140  Sullivan  street,  Manhattan. 

818- 22- S — 124  Lincoln  avenue.  The  Bronx. 

827-22-S — 15  Spruce  street,  Manhattan. 

832-22-S — 133  Fifth  avenue,  Manhattan. 

83 4-  22- S — 232-236  Bowery,  a  Prince  street,  Manhattan. 

835- 22- S — '58  West  38th  street,  Manhattan. 

188-22-S — Second  avenue,  bounded  by  11th  street,  12th 
street,  and  Gowanus  Canal,  Brooklyn.’ 


,  BOARD  OF  APPEALS. 

Tuesday,  July  25,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

565-22-A — 59-61  Wall  street,  Manhattan. 

146-22-A — 181  Boerum  street,  Brooklyn. 

561-22-A — Northeast  corner  Van  Alst  and  Harris  avenues, 
Queens. 

760-22-A — 204-222  Wythe  avenue,  Brooklyn. 

770-22-A — 149-155  Columbus  avenue,  Manhattan. 

777-22-A — West  side  Van  Dam  street,  between  Borden  and 
Hunters  Point  avenues,  Long  Island  City. 

782- 22-A— 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A— 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

785-22-A — Southeast  corner  180th  street  and  Boston  Road, 
The  Bronx. 

792-22-A — 6118  Rockaway  Boulevard,  Queens. 
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Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  July  25,  1922  at 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  711-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  W.  Albert 
Pease,  Jr.,  applicant,  on  behalf  of 
Henry  H.  Pease,  owner,  to  permit  in  a 
residence  district  the  use  of  existing 
four  story  building  for  business  pur¬ 
poses;  premises  444-446  Park  avenue, 
Manhattan. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes;  premises  19-21  Bor¬ 
row  street,  Manhattan. 

cal.  no.  563-22-BZ— Application,  April  14,  1922,  under  tne 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  717-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  742-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution',  of  John  De 
Hart,  architect,  on  behalf  of  John  H. 
Degenhardt,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a  pub¬ 
lic  garage;  premises  318  Carroll  street, 
Brooklyn. 

cal.  no.  695-22-BZ — Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  Harold  G. 
Dangler,  architect,  on  behalf  of  Chas. 
G.  Lewnes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  of 
a  store  building ;  premises  192-194 
Prospect  Park  West,  Brooklyn. 

cal.  no.  587-22-BZ — Application,  April  20,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  The 
Menderkin  Building  Company,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  of  a  nine  story  warehouse ; 
premises  2470-2472  Grand  Concourse, 
The  Bronx. 

cal.  no.  751-22-BZ — Application,  May  27,  1922,  under  the 
building  zone  resolution,  of  George  H. 


Wolin,  applicant,  on  behalf  of  Brook¬ 
lyn  Edison  Co.,  Inc.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  more  than  five  motor 
vehicles;  premises  323-341  4th  avenue, 
Brooklyn. 

CAL.  NO.  772-224BZ— Application,  June  1,  1922,  under  the 
building  zone  resolution,  of  William 
Jung,  applicant  and  owner,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  of 
eight  individual  garages ;  premises 
1295-1299  Decatur  street,  Brooklyn. 

cal.  no.  555-22-BZ— Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles;  premises  359-363  Pulaski 
street,  Brooklyn. 

cal.  no.  764-22-BZ— Application,  May  31,  1922,  under  the 
building  zone  resolution,  of  John 
Stahl,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection 
a  four  story  business  building;  prem¬ 
ises  4761  White  Plains  road,  The 
Bronx. 

cal.  no.  1051-21-BZ — Application,  June  20,  1922,  under  the 
'  building  zone  resolution,  of  Albert  M. 

1  Yuzzolino,  for  Gerd.,  Helan  and  Hen- 

ryette  Henjes,  owners,  for  a  rehearing 
1  of  an  application  previously  denied  to 

permit  in  a  business  district  the  erec- 
;  tion  of  a  public  garage  and  repair 

shop ;  premises  1820-1830  Cropsey  ave¬ 
nue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  July  25,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

265-22-S — 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 
hattan. 

879-22-S — 122-124  Washington  avenue,  Brooklyn. 

254-22-S — 176-178  Wooster  street,  Manhattan. 

388-22-S — 82  East  10th  street,  Manhattan. 

662-22-S — 126  West  42nd  street,  129  West  41st  street, 
Manhattan. 

683-22- S — 63  West  15th  street,  Manhattan. 

810- 22-S — 15-17  East  3rd  street,  Manhattan. 

811- 22-S — 93  Bleecker  street,  Manhattan. 

823-22-S — 59  Crosby  street,  Manhattan. 

1145-21-S — 136  West  42nd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

127’8-21-S — Hammel  Oil  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. v 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
545-22-S — Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 
al  of. 
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546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  bf. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

839- 22-S — Cornell  Vacuum  IBurner,  approval  of. 

840- 22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-S — Milliameter  for  measuring  electrical  current, 

approval  of. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  —Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22-A — 1580  Washington  avenue,  The  Bronx. 

390-22-A — 303  Cherry  street,  542  Wrfter  street,  Manhattan. 
618-22-A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22-A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A — 361-373  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22-A — 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue.  Queens. 

831-22-A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

844-22-A — 242-252  West  36th  street,  Manhattan. 

'794-22-A — 225-229  West  39th  street,  Manhattan. 

79 5-22- A — 79  East  130th  street,  78  East  131st  street,  Man¬ 
hattan. 

854-22-A — 558-570  West  34th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  September  22,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan 
352-21- A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx, 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  September  29,  1922,  at  10  a.  m. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19- A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19- A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan, 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383-20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 
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422- 20-A— Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A— Pier  No.  21.  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 


1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  M?m  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING 
WEDNESDAY  MORNING,  JULY  6,  1922. 


THE  RESOLUTION: 

(460-22- A) 


Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief  Martin. 

The  Minutes  of  the  Regular  Meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  June  27,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  27,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

31 -22- A 

APPELLANT— Castleton  Hotel  and  Realty  Co.,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— Castleton  Park  near  Nicholas 
street  and  St.  Marks  place,  St.  George,  S.  I., 
Richmond. 

APPEARANCES* — 

For  Appellant:  Thomas  F.  Curley. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922  at  10 
a.  m.,  to  submit  additional  affidavits. 


399-22-A 

APPELLANT— Frederick  L.  Green,  for  Rusling  Wood, 
Inc.,  owner.  .  . 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 18-20  Rose  street,  214  William 
street,  Manhattan. 

APPEARANCES— 

For  Appellant :  E.  F.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1922,  at  10 
a.  m.,  to  permit  fire  department  to  examine  plans 
submitted. 


460-22-A 


APPELLANT— McCrory  Stores  Corporation,  lessee. 
SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1409-1419  St.  Nicholas  avenue, 
600-614  West  181st  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  E.  H.  Fisher. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  1 

Negative  .  0 

Absent  .  0 


Whereas,  McCrory  Stores  Corporation,  for  Gustave  L. 
Lawrence,  owner,  filed,  March  29,  1922,  an  appeal,  with 
the  Board  of  Appeals,  from  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  1409-1419  St.  Nicholas  Avenue, 
and  600-14  West  181st  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  31560-F. 

“1.  Provide  an  automatic  fire  alarm  complete  with 
Central  Office  connection,  in  the  cellar  occupied  by  5 
and  10  cent  store.  All  work  shall  be  done  in  a  manner 
satisfactory  to  the  Fire  Commissioner  and  in  accord¬ 
ance  with  established  practice  and  trade  custom.” 

“No.  31561-F. 

“2.  Provide  a  non-automatic  sprinkler  system  in 
cellar,  arranged  and  equipped  as  provided  in  the  rules 
for  fire  extinguishing  appliances  adopted  by  the  Board 
of  Standards  and  Appeals,  May  24,  1917,  as  amended 
May  2,  1918  and  January  21,  1919,  effective  February 
J7,  1919,  and  in  the  rules  and  regulations  of  the  Fire 
Department.” ; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  and 
basement  in’  height,  41  ft.  by  112  ft.  in  area,  occupied  as 
stores  and  offices ;  and 

Whereas,  appellant  contends  that  the  building  is  merely 
a  two  story  tax-payer  and  that  the  ground  area  is  ap¬ 
proximately  25,000  sq.  ft.  and  is  divided  in  half  by  a  brick 
wall  and  that  these  areas  are  again  sub-divided;  and 

Whereas,  the  board  deemed  that  the  action  of  the  Chief 
of  the  Bureau  of  Fire  Prevention  ofi  December  18,  1920, 
should  be  ratified. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  ratifying  the  action  of  the  Chief  of  the  Bureau  of 
Fire  Prevention  of  December  18,  1920,  on  condition  that  the 
stipulations  set  forth  therein  be  complied  with  ;  and  that  the 
appeal  be  granted  so  long  as  the  conditions  on  the  prem¬ 
ises  remain  substantially  unchanged. 


'592-22-A 

APPELLANT — Famous  Players-Lasky  Corporation,  own¬ 
ers. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 447-463  Pierce  avenue,  Long 
Island  City,  Queens. 

APPEARANCES— 

For  Appellant:  Austin  C.  Keogh. 

For  Administration:  Inspector  Gilroy  of  the  fire 
department. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  . q 


THE  RESOLUTION: 

(592-22- A) 

Whereas,  Famous  Players-Lasky  Corporation,  owners, 
filed,  April  22,  1922,  an  appeal,  with  the  Board  of  Appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
447  to  463  Pierce  avenue,  Long  Island  City,  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  71756- 
C,  reads : 

“1.  Provide  a  fireproof  vault  in  which  to  keep  all 
inflammable  motion  picture  films  *  *  *. 

“2.  Prove  that  the  sprinkler  of  building  has  2  auto¬ 
matic  sources  of  water  supply  *  *  *. 

“4.  And  in  addition,  show  compliance  with  the  fol¬ 
lowing  orders : 

Order  No.  64406-LC. 

“1.  Post  and  keep  posted  conspicuously,  etc. 

“2.  Provide  6  approved  water  buckets  in  carpenter 
shop  in  basement. 

“3.  Provide  6  approved  water  buckets  in  carpenter 
shop  on  1st  story. 

“4.  Provide  2  approved  water  buckets  in  each  film 
editing  room,  on  3rd  story,  etc. 

“5.  Provide  6  approved  sand  buckets  in  paint  room 
on  mezzanine  floor,  etc. 

“6.  Provide  12  approved  3  gallon  extinguishers  in 
studios  on  1st  story,  etc. 

“7.  Provide  8  approved  3  gal.  extinguishers  in 
studio  in  basement. 

“8.  Provide  2  approved  3  gal.  extinguishers  in  scene 
storage  room. 

“9.  Provide  2  approved  3  gal.  extinguishers  in  scene 
storage  room  in  basement,  etc. 

“10.  Provide  one  approved  3  gal.  extinguisher  in 
each  projecting  room  on  1st  and  3rd  and  mezzanine 
stories,  etc. 

“11.  Provide  approved  booths  about  each  project¬ 
ing  machine,  etc. 

“12.  Provide  self-closing  attachments  on  all  doors, 

etc. 

“13.  Provide  a  covering  of  fire  retarding  material  on 
all  doors,  etc. 

“14.  Provide  a  covering  of  fire  retarding  material 
on  all  trim  of  transoms  of  doors,  etc. 

"15.  Remove  the  present  glass  and  substitute  wired 
glass,  etc. 

“16.  Provide  a  metal  can  in  each  room  on  3rd 
story,  etc. 

“17.  Reduce  the  quantity  of  inflammable  motion 
picture  films. 

“18.  Remove  all  film  scraps  from  floor  of  film  edit¬ 
ing  rooms,  etc. 

“19.  Provide  self-closing'  attachments  on  all  doors, 

etc. 

“20.  Have  Superintendent  or  Manager  of  studio 
apply  for  and  secure  a  certificate  of  fitness,  etc. 

Order  No.  5272-LC. 

“1.  Install  automatic  safety  valves,  etc. 

“2.  Label  by  means  of  easily  legible  permanent 
signs,  etc. 

“3.  Post  rules  in  a  conspicuous  location,  etc. 

“4.  Have  person  in  charge  of  operation  of  refriger¬ 
ating  plant,  etc. 

“5.  File  plans  showing  complete  layout  in  plan  and 
section,  etc. ; 

and 

Whereas,  the  building  is  fireproof,  2  stories,  basement 
and  mezzanine  in  height,  200  ft.  2l/2  ins.  by  280  ft.  in  area. 


occupied,  basement,  studio  or  stage,  etc.,  81  persons;  1st 
story,  studio  or  stage,  office  and  projection  room,  120  per- 
sons ,  mezzanine  floor  two  projection  rooms,  dressing  rooms 
and  offices,  20  persons;  2nd  story,  2  projection  rooms, 
dressing  rooms  and  editing  rooms,  maximum  150  persons- 
and  ’ 

.  Whereas,  appellant  contends  that  it  is  unnecessary  and 
impracticable  to  comply  with  the  order  as  the  only  film 
stored  on  premises  is  used  in  the  editing  and  cutting  rooms 
on  the  3rd  story  and  that  appellant  maintained  a  laboratory 
in  the  building  across  the  street,  where  the  film  is  stored 
and  that  the  nature  of  the  operation  of  the  cutting  and 
editing  of  film  requires  that  the  film  when  not  in  the  hands 
ot  the  cutters  and  editors  must  be  kept  nearby  and  easily 
accessible  and  proposes  to  install  new  cabinets  in  place  of 
the  cabinets  they  heretofore  used. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Item  No.  1  of  order  71’756  on  condition 
that  steel  cabinets  be  provided  for  the  storage  of  any  film 
kept  on  the  premises  other  than  those  in  actual  display, 
such  cabinets  to  be  sprinklered  and  properly  ventilated  and 
installed  in  accordance  with  the  approval  of  the  Bureau  of 
hire  Prevention;  and  granted  as  to  Item  11,  of  order  64406 
on  condition  that  the  number  of  projecting  machines  be 
limited  to  not  more  than  one  in  any  projecting  room;  the 
projecting  room  to  be  ventilated  to  the  outer  air  with  all 
walls  constructed  fireproof,  and  any  openings  therein  pro¬ 
tected  with  fireproof,  self-closing  doors;  and  granted  as  to 
Item  2  of  order  71756  on  condition  that  at  least  four  (4) 
portable,  40-ga  Ion  fire  extinguishers  be  maintained  on  the 
first  floor  and  that  the  location  of  hose  racks  shall  be 
indicated  by  conspicuous  signs,  and  that  the  appeal  be 
granted  on  the  further  condition  that  all  other  items  be 
complied  with. 


595-22-A 

APPELLANT— John  DeHart,  for  De  La  Vergne  Ma¬ 
chine  Co.,  owner. 

pSS f™m  decision . 0 f  fire  commissioner. 
PREMISES  AFFECTED — Premises  foot  of  138th  street 
and  East  River,  The  (Bronx. 

APPEARANCES— 

For  Appellant:  John  DeHart. 

For  Administration :  Inspectors  Ort  and  Gilroy  of 
the  fire  department. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  at  10 

a.  m.,  pending  inspection  by  committee  of  the 
board. 


528-22-A 

APPELLANT— Samuel  Rosenblum,  for  Ganis  Holding 
Lorp.,  owner. 

°f  the  fire  commissioner. 
PREMISES  AFFECTED1 — 284-288  Pearl  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

rn\TT?T?TnfT<?0^RD— £ppe.al  £rante<?  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  . 0 

Absent  . 0 

THE  RESOLUTION: 

(528-22-A) 

Whereas,  Samuel  Rosenblum,  for  Ganis  Holding  Corpn 
owner,  filed,  April  11,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting- 
premises  284-88  Pearl  Street,  Manhattan;  and 
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Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Install  standpipe  4  inches  in  diameter  tested  to 
withstand  a  pressure  of  300  lbs.  per  sq.  inch,  extending 
from  cellar  to  roof,  with  necessary  check  valves  and 
254  inch  regulation  Fire  Department  outlets  on  each 
story,  including  basements,  cellars  and  roofs,  placed 
within  main  stairway  enclosure.  Each  outlet  to >  be 
provided  with  sufficient  feet  of  2j4-mch  standard  hose 
attached  thereto.”; 

^Whereas,  the  building  is  non-fireproof,  7  stones  in 
height  40  ft.  2  ins.  by  53  ft.  10  ins.  irregular  in  area 
occupied,  1st  story,  mixing  of  chemicals,  8  persons;  2nd 
storv,  mfg.  jewelry.  8  persons;  3rd  story,  printing,  7  per 
sons;'  4th  story,  mfg.  jewelry,  12  persons ;  5th  st01T-  toC)1 
making,  printing,  13  persons;  6th  story,  diamond  cutters, 
9  persons;  7th  story,  platinum  mfr.,  3  persons;  Pent  house 
on  roof,  janitors  apartment;  the  means  of  egress  insist¬ 
ing  of  an  interior  stairway  extending  from  the  1st  story 
to&  the  roof,  enclosed  in  fire  resisting  partitions ;  a  fire 
escape  on  the  Beekman  Street  front  of  building  and  a 
sub-standard  fire  escape  on  the  Pearl  Street  front,  the 
actual  height  of  the  building  being  83  ft.  6  ins.,  the  P«* 
house  on  the  roof  occupying  less  than  50  per  cent,  of  the 

'tii,  appellant  contends  that  the  building  is  of 

SmRlK.  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted,  so  long  as  conditions  as  to  use  and  occupancy 
remain  unchanged. 


THF  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  . 

Absent  . 


THE  RESOLUTION 


532-22- A. 


APPELLANT — Unexcelled  Manufacturing  Co.,  Inc., 

owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— N.  S.  Richmond  avenue,  Gran- 
iteville,  S.  I.,  Richmond. 

APPEARANCES— 

For  Appellant:  Thomas  Jardim  and  Edward  J. 
Bingle. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE — 

Affirmative  . .  . .  u 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 
Chief  Martin  .  7 


549-22-A. 

APPELLANT— John  C.  L.  Rogge,  for  Henry  H.  Far- 
num,  owner. 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 150  East  150th  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  John  C.  L.  Rogge. 

For  Administration :  Inspector  Liebermann  ot  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  RESOLUTION : 


(532-22- A) 


(549-22-A) 

Whereas,  John  C.  L.  Rogge,  for  Henry  L.  Farmirn 
owner,  filed,  April  12,  1922,  an  appeal,  with  the  board °‘ 
appeals,  from  an  order  of  the  fire  commissioner,  affectmg 
premises  150  East  150th  street,  Borough  of  Bronx ,  and 
Whereas,  the  order  of  the  fire  commissioner  read  . 
“Section  5,  paragraph  4,  chapter  5,  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  *  *  *  now  existing  build- 
inc  *  *  *  unless  *  *  *  such  building  conforms  to  the 
provisions  of  the  building  code  with  respect  to  budd¬ 
ies  hereafter  altered  for  the  proposed  new  occu- 

^“Section  90.  chapter  5,  of  the  Code  of  Ordinances, 
provides  that  ‘*  *  *  no  frame  *  *  *  structure  shall  be 
hereafter  built  *  *  *  within  *  *  *  the  fire  limits. 

“You  are,  therefore,  ordered  to  , 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  jind  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

^Whereas.  the  building  is  frame,  1J4  stories  in  height, 
20  ft  bv  30  ft.  in  area,  located  in  an  unrestricted  district 
inside  the  fire  limits,  occupied  as  a  garage  for  two  pleas-  j 

U "whereas” "appellant  contends  that  the  building  was  for¬ 
med™  stable  and  was  changed  into  a  garage  seven  years 

ag Resolved  that  the  order  of  the  fire  commissioner  be 
and  it  herebv  is  modified  and  the  appeal  be  and  it  hereby 
Ts  nranted  on  condition  that  the  interior  sidewalls  and  ceil¬ 
ing  be  covered  with  fire-retarding  material  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals. 


Whereas,  Unexcelled  Manufacturing  Co.,  owner,  filed, 
April  11,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  N.  S. 
Richmond  avenue,  Graniteville,  Richmond ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“1.  Discontinue  the  manufacture  of  silver  fulminate 
or  any  other  fulminate,  in  building  No.  87_  or  any¬ 
where  else  on  your  premises,  as  per  section  90-4, 
Chapter  10,  Code  of  Ordinances.”; 

^Whereas,  the  building  is  frame,  1  story  in  height,  25 
ft.  by  13  ft.  in  area,  occupied  manufacture  of  fulminate  of 

Whereas,  appellant  contends  that  the  fulminate  of  silver 
they  manufacture  is  used  to  make  toy  products  and  that 
the"  plant  is  located  in  an  isolated  section  two  miles  from 
Pt  Richmond  and  1650  ft.  from  the  nearest  highway. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


579-22-A. 

APPELLANT — G.  W.  Giannini,  Inc. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 437-439  West  42nd  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  G.  W.  Giannini.  . 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 ! 

Negative  . 

Absent  . 
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THE  RESOLUTION: 

(579-22-A) 

Whereas,  G.  W.  Giannini,  Inc.,  owner,  filed,  April  19, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  437-439  West 
42nd  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“The  storage  of  all  lubricating  oils  on  premises  is 
in  violation  of  Section  1311  of  the  Greater  New  York 
Charter. 

“You  are,  therefore,  ordered  to 

“1.  Forthwith  remove  and  discontinue  the  storage  of 
all  lubricating  oils  on  these  premises.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  50  ft.  by  75  ft.  in  area,  occupied,  1st  story  and 
basement,  hardware, ,  tools  and  supply  store;  four  upper 
stories  used  as  lodging  house;  and 

Whereas,  appellant  contends  that  the  oil  stored  is  heavy 
machine  oil  and  that  the  premises  have  been  used  for  the 
storing  of  these  oils  for  the  past  26  years,  and  that  per¬ 
mits  were  issued,  the  last  permit  expiring  March  25, 
1922. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  oil  stored  be  confined  to 
lubricating  oils  and  that  the  quantity  be  limited  to  ten  (10) 
barrels. 


630-22-A. 

APPELLANT — William  F.  Hagarty,  for  N.  R.  Realty 
Co.,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 1757-1773  Ocean  ^venue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Patrick  E.  Callaghan. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  at 
10  a.  m.,  to  submit  proof. 


63 6-22- A. 

APPELLANT — Brady  &  Frederickson,  Inc.,  for  L.  &  W. 
Amusement  Co.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — il50  Beach  116th  street,  Rock- 
away  Park,  Queens. 

APPEARANCES— 

For  Appellant:  Philip  L.  Brady. 

For  Administration :  Inspector  Ort  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby 


and  Holland  .  4 

Negative:  Chairman  Walsh,  Mr.  Kearney  and 

Fire  Chief  Martin  .  3 

Absent  .  0 


theatre  and  stores,  orchestra,  698  persons ;  sub-orchestra, 
242  persons ;  roof  garden,  1074  persons;  and 

Whereas,  appellant  proposes  to  install  a  complete  sys- 
tem  ot  standpipes,  hose  racks,  valves,  Siamese,  etc.,  in- 
cludmg  a  500Q  gal.  gravity  tank  and  65  gal.  per  minute 
filling  pump  and  requests  to  be  relieved  of  providing  a 
250  gal.  pump  and  suction  tank. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  herebv 
is  denied. 


641-22-A. 


a  I711)g  bee,g\  for  Barney  Zinick,  owner. 
ApP^d  from  decision  of  fire  commissioner. 
I  REMISES  AbFECTED — 117-121  Sterling  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Irving  Seelig  and  Barney  Zinick. 
For  Administration:  Inspector  Gilroy  of  the  fire 
department. 

rnS?T?rrSJc  BpARD— ■ Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Fire  Chief  Martin.  6 

Negative:  Mr. -Kearney  .  ^ 

Absent  .  ' '  n 

THE  RESOLUTION:  . 

(641-22-A) 

Whereas,  Irving  Seelig,  for  Barney  Zinick,  owner,  filed, 
A  1922,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises  117- 
121  Sterling  place,  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads: 
2.  Garage  not  permitted  within  20  ft.  of  a  place 
of  public  assembly.  NOTE:  Church  adjoins  pro¬ 
posed  garage.”; 

and 


Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  62  ft.  by  100  ft.  in  area,  occupied  as  a  stable;  it  is 
proposed  to  change  the  present  supports  to  steel,  erect 
an  elevator  shaft,  remove  double  roof  and  raise  the  roof 
so  as  to  form  another  story  and  erect  a  fireproof  enclo- 
sure  stairway,  the  premises  being  located  in  an  unrestricted 
district;  and 

Whereas,  appellant  contends  that  the  nearest  wall  ad¬ 
joining  meeting  house  is  8  ft.  from  the  wall  of  the  build¬ 
ing  in  question  and  that  the  organization  using  the  meet¬ 
ing  house  has  no  objection  to  the  changing  of  the  stable 
into  a  garage ;  and  appellant  further  contends  that  the 
actual  storage  of  cars  is  more  than  20  ft.  from  the  ad¬ 
joining  wall  of  the  meeting  house. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  gable  wall  of  the  proposed 
garage  shall  be  unpierced  throughout  its  entire  height 
and  length  and  that  any  gasoline  storage  be  maintained 
at  the  extreme  westerly  side  at  front  of  the  proposed 
garage. 


THE  RESOLUTION: 

(636-22-A) 

Whereas,  Brady  &  Frederickson,  Inc.,  for  L.  &  W. 
Amusement  Company,  owner,  filed,  May  2,  1922,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  150  Beach  116th  street, 
Rockaway  Park,  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“3.  Provide  a  steel  suction  tank  of  at  least  5000 
gallons  capacity  with  an  approved  electric  pump  hav¬ 
ing  a  capacity  of  at  least  250  gallons  per  minute,  con¬ 
nected  to  a  25  H.  P.  electric  motor,  layout  of  same 
to  be  clearly  shown  on  both  plan  and  section.” ; 
and 

Whereas,  the  building  is  fireproof,  1  story  in  height, 
80  ft.  by  200  ft.  in  area,  occupied  as  a  motion  picture 


647-22-A. 

APPELLANT — The  R.  M.  Hollingshead  Co.,  for  Bush 
Terminal  Building  Company,  owner. 

SUBJECT  ■•Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED— 87  35th  street,  Brooklyn 
APPEARANCES— 

For  Appellant:  Joseph  W.  Franks. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative  . ] 

Absent  . 
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T;H,E  RESOLUTION : 

(647-22-A)  ,  _  , 

Whereas,  The  R.  M.  Hollingshead  Co.,  lessee,  for  Bush 
Terminal  Building  Co,  owner,  filed,' May  4  1982,  jn  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the  fir  i 
commissioner,  affecting  premises  87  35th  street,  Brooklyn, 

^Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application  dated  Jan.  ~u, 
1922  for  a  permit  to  sell  and  store  metal  polish,  mo¬ 
tor  grease,  etc,  at  the  above  location,  I  regret  to  in¬ 
form  you  that  I  am  without  power  to  grant  such 
a  permit  for  the  reason  that  Sub.  Div.  C,  of  Section 
256  Ch.  10,  Code  of  Ord,  prohibits  the  storage  of 
oils’  and  greases  in  a  factory  building. 

“You  are  therefore  ordered  to  forthwith  remove 
all  oils,  greases,  enamels,  rubber  cement,  etc,  from 
the  above  premises  and  discontinue  the.  further  stor¬ 
age  of  said  materials  at  the  above  location.  ; 

a"w hereas,  the  building  is  fireproof,  6  stones  in  height, 
o0o  ft.  4  in.  by  100  ft.  4  in.  in  area,  occupied,  1st  story, 
shipping  platform,  5  persons ;  2nd  story,  office  and  ware¬ 
house,  35  persons ;  3rd  story,  office  and  warehouse,  9  per¬ 
sons;  4th  story,  storage,  20  persons;  5th  story,  storag 
and  mfg,  50  persons;  6th  story,  vacant;  and  . 

Whereas,  appellant  contends '  that  they  carry  no  oils  in 
bulk  and  that  the  grease  is  a  solidifiei  compound  having 
a  flashpoint  of  380  degrees  Fahrenheit ;  that  a  small t£Pf°the 
of  excelsior  is  kept  in  a  metal  lined  bin  and  that  the 
building  is  provided  with  an  automatic  sprinkler  system 
Resolved,  that  the  order  of  the  fire  commissioner  b 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  graced  so  long  as  existing  conditions  as  to  use  and 
occupancy  remain  substantially  unchanged. 

777-22"  A 

APPELLANT1— The  Patterson-Sargent  Company,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— W.  S.  Van  Dam  street,  be¬ 
tween  Borden  and  Hunters  Point  avenues,  Long 
Island  City,  Queens. 

APPEARANCES— 

For  Appellant:  George  A.  Patterson 
For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOT^-ative;  chairman  Walsh,  Messrs.  Beatty 
.Boulton,  Holland,  Kearney  and  Fire  Chief 

Martin  . \ .  0 

Negative  . .  , 

Absent:  Mr.  Kerby  . 

THE  RESOLUTION: 

(777-22-A) 

Whereas,  the  Patterson-Sargent  Company,  owner,  filed, 
Tune  2,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises ;  west 
side  of  Van  Dam  street  between  Borden  and  Hunters 
Point  avenues,  Long  Island  City,  Queens  ,  an 

Whereas,  the  order  of  the  fire  commissioner  reads 

“4.  Fuel  Oil  equipment  are  not  permitted  in  build¬ 
ings  of  hazardous  occupancies. 

“5,  Boiler  room  must  be  isolated  from  the  rest  of 

Method  of  burning  oil  in  varnish  boiling  room 

is  not  permitted.  ,  . 

«7  Service  tank  must  be  completely  encased  m  .v 
in.  of  concrete,  removed  and  entirely  separated  from 
enclosure  around  tanks  containing  other  oils. 

“17.  3.  Approved  gas-pilot  lights  or  equivalent  will 

be^acc^p^ab  Qf  approved  type  shall  be  installed 

in  each  oil,  steam  and  air  line  near  the  burner. 

“6  Burners  shall  be  installed  with  over-flow  attach¬ 
ment  so  arranged  that  surplus  oil  will  dram  by  grav¬ 


ity  from  the  burner  into  a  substantially  constructed 
reservoir.  Such  reservoir  shall  be  constructed  of  brass, 
copper  or  galvanized  iron  plant  not  less  than  No.  18 
U.  S.  gauge  in  thickness  and  shall  be  provided  with 
a  vent  pipe  with  weatherproof  hood  leading  outside 
the  building.  In  burners  wherein  overflowing  liquid 
in  a  quantity  of  a  quart  or  less  is  used  to  automati¬ 
cally  shut  off  the  flow,  a  vent  to  the  outside  need  not 
be  provided.” ; 

Whereas,  the  building  is  fireproof,  2  stories  in  height, 
34  ft.  by  39  ft.  in  area,  occupied  for  the  boiling  of  var¬ 
nish  in  the  1st  story  and  storage  of  varnish  and  gum 
in  the  2nd  and  3rd  stories;  and 
Whereas,  appellant  contends  that  the  boiler  room  is  sep¬ 
arated  from  the  varnish  thinning  room  by  a  16  m.  brick 
wall,  unpierced,  and  that  the  purpose  of  changing  to  fuel 
oil  is  that  it  is  less  of  a  fire  hazard  than  coke  and  that 
the  conditions  are  not  hazardous  and  that  the  operation 
of  the  plant  is  for  manufacturing  process.  _ 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  herebj  is 
granted. 

410-22-A. 

APPELLANT— U.  S.  Automatic  Sprinkler  Company,  for 
Loew’s,  Inc.,  owner.  .  . 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1037-1043  Gates  avenue, 

Brooklyn. 

APPEARANCES—  .  ,  r  „  , 

For  Appellant:  I.  G.  Harris  and  Milton  C.  Henly. 
ACTION  OF  BOARD— Appeal  reopened;  and  hearing 
set  for  July  18,  1922. 

.j'm?  vote _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  . 

Absent  . 


BUILDING  ZONE  CASES. 

493-22-BZ. 

APPLICANT— Charles  E.  Chalmers,  receiver  for  2nd 

Ave.  R.  R.  Co.  .  .  ,.  . 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more  than  five 
cars 

PREMISES  AFFECTED— 1864  2nd  avenue,  Manhattan. 

APPEARANCES—  ^  , 

For  Applicant:  Charles  E.  Chalmers. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  .  n  .. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  j? 

Absent  . 

THE  RESOLUTION: 

(493-22-BZ) 

Whereas,  Charles  E.  Chalmers,  receiver  for  2nd  Ave¬ 
nue  Railroad  Company,  owner,  filed,  April  4,  1922,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  conversion  of  a  garage  for  three 
motor  vehicles  to  a  garage  for  eight  motor  vehicles ; 
premises  1864  Second  avenue,  Manhattan,  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  5  1922 
after  due  notice  by  publication  in  the  Bulletin  of  the  board 
of  standards  and  appeals;  and  .  .  ... 

Whereas  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  2nd  avenue  is  a  business 
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district  and  East  96th  and  East  97th  streets  are  unre- 
tristed  districts;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  March  16,  1922,  in  acting  on  App.  Re.  to  Folder  No. 
48.01,  reads : 

“You  recently  filed  application  for  a  supplementary 
permit  in  connection  with  Permit  No.  50514  which 
you  now  hold  for  the  storage  of  3  automobiles  at  the 
above  premises  which  permit  expires  on  June  8,  1922. 
We  regret  to  inform  you  that  this  Department  can¬ 
not  permit  this  additional  storage  of  automobiles  for 
the  reason  that  premises  1864  Second  Avenue  is  in 
a  business  zone  and  not  more  than  5  automobiles  will 
be  permitted  at  this  location.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height  with  a  frontage  of  200  ft.  and  a  depth 
of  600  ft.,  occupied  as  a  garage  for  3  motor  vehicles  used 
in  connection  with  the  operation  of  the  railroad,  it  is  pro¬ 
posed  to  increase  the  number  of  cars  to  eight;  and 

Whereas,  the  board  deemed  that  as  the  automobiles 
were  to  be  used  by  the  railroad  company  in  connection 
with  its  road  operation  and  were  necessary  for  the  pur¬ 
pose  and  that  under  the  provisions  of  section  20  they 
were  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that 
the  motor  vehicles  shall  be  the  property  of  the  railroad 
company  and  their  use  confined  to  the  conduct  of  the  rail¬ 
road’s  business. 


566-22-BZ. 

APPLICANT — James  A.  Willcox,  for  David  A.  Smith, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — S.  S.  Gerry  avenue,  100  ft. 

west  of  Chicago  street,  Elmhurst,  Queens. 
APPEARANCES— 

For  Applicant:  James  E.  Willcox. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent:  Mr.  Kearney  .  1 


THE  RESOLUTION : 

(566-22-BZ) 

Whereas,  James  E.  Willcox,  for  David  A.  Smith, 
owner,  filed,  April  15,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  5  pleasure  motor  vehicles ; 
four  spaces  rented  to  persons  not  residing  on  premises; 
premises  S.  S.  Gerry  avenue,  100  ft.  west  of  Chicago 
avenue,  Elmhurst,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  5, 
1922.  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 
W hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gerry  avenue,  Chicago  ave¬ 
nue  and  Maurice  avenue  are  residence  districts ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
March  27,  1922,  Order  No.  71808-LC,  reads: 

“Maintenance  of  your  garage  is  a  violation  of 
Section  3,  Article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York  adopted  July  25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent  or 
for  hire  or  are  subject  to  charges  for  storage.”; 
and 


Whereas,  the  building  is  of  metal  construction,  1  story 
in  height  with  a  frontage  of  46  ft.  and  a  depth  of  18  ft., 
occupied  as  a  garage  for  5  motor  vehicles,  space  for  4 
of  which  is  rented  to  persons  not  residing  on  premises ; 
and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  100  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  garage 
use  be  limited  to  four  (4)  automobiles  of  the  pleasure  car 
type,  space  for  which  may  be  rented  to  persons  not  residing 
on  the  premises. 

438-22-BZ 

APPLICANT — Burke  &  Olsen. 

SUBJECT— Conversion  of  an  existing  building  into  a 
public  garage  and  show  room. 

PREMISES  AFFECTED — 6402-6  Fourth  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Henry  S.  Schummel. 

For  Opposition:  Frederick  M.  Livingston. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Martin  . 6 

Negative:  Mr.  Beatty  .  l 

Absent  .  o 


THE  RESOLUTION: 

(438-22-BZ) 

Whereas,  Burke  &  Olsen,  for  Annie  Wenig,  owner, 
filed,  March  24,  1922,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  an  existing  building  to  a  public  garage,  prem¬ 
ises  6402-6  Fourth  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  qn  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  5, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  4th  avenue,  64th  and  65th 
streets  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  9,  1922,  in  acting  on  App.  No.  3605, 
reads : 

“Denied — Proposition  contrary  to  Zone  Law,  Art. 

II,  Sec.  4.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  2  stories  in  height  with  a  frontage  of  50  ft. 
and  a  depth  of  100  ft.  at  1st  story  and  30  ft.  at  2nd  story; 
occupied,  store  and  dwelling ;  it  is  proposed  to  change  the 
occupancy  to  garage  for  more  than  5  motor  vehicles  and 
caretaker’s  apartment ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets,  on  July  25,  1916,  a  stable  for  more  than 
5  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that 
the  garage  use  be  limited  to  fifteen  (15)  automobiles,  and 
that  the  separation  of  the  garage  portion  from  the  busi¬ 
ness  portion  of  the  building  shall  be  by  fireproof  wall, 
any  openings  therein  to  be  protected  with  self-closing,  fire¬ 
proof  doors. 

675-22-BZ. 

APPLICANT — Eugene  De  Rosa,  for  Herman  Stursburg 
Realty  Co.,  owner. 
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SUBJECT — Application  to  permit  in  a  business  district  and 
extending  25  ft.  into  a  residence  district  the  erec¬ 
tion  of  a  theatre  and  business  building.  > 
PREMISES  AFFECTED— Northeast  corner  Willis  ave¬ 
nue  and  138th  street,  Bronx. 

APPEARANCES—  T  „r  „  A1  ,  T 

For  Applicant:  James  J.  Walker,  Alexander  J. 

McManus. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE — • 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  ? 

Negative  .  J" 

Absent  .  0 


THE  RESOLUTION: 

(675-22-BZ) 

Whereas.  Eugene  De  Rosa,  architect,  for  Herman  Sturs- 
burg  Realty  Co.,  owner,  filed,  May  13,  1922,  an  application, 
under  the  building  zone  resolution,  to  permit  the  exten¬ 
sion  from  a  business  district  25  ft.  into/ a  residence  dis¬ 
trict  of  a  proposed  theatre  and  business  building;  premises 
northeast  corner  Willis  avenue  and  138th  street,  T  e 

Bronx ;  and  ,  ,,  ,  . 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  board  of  appeals,  at  its  regular  meeting  July  5 
1922,  after  due  notice  by  publication  in  the  Bulletin  ot 
the  board  of  standards  and  appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build- 
ino-  zone  resolution  show  that  Willis  avenue  and  East  138th 
street  are  business  districts  and  East  139th  street  is  a  resi¬ 
dence  district;  and  _  .  ,  ,  .  £  u-u 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  8,  1922,  in  acting  on  N.  B.  No.  1407- 
19*22'  reads  i 

(<fl  Erection  of  proposed  theatre  and  business  build¬ 
ing  extending  into  residence  district  is  contrary  to  the 
provisions  of  the  Building  Zone  Resolution.  , 

^Whereas.,  the  proposed  building  is  to  be  of  fireproof 
construction,  2  stories  in  height  with  a  frontage  of  <-00 
ft.  and  a  depth  of  200  ft.,  to  be  occupied  as  a  theatre  and 

stores;  and  .  ,  .  ,  ,« 

Whereas,  the  property  was  in  one  ownership  at  the 
time  of  the  passage  of  the  building  zone  resolution  and 
no  one  appeared  in  opposition  to  the  granting  of  this 

^Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that 
any  entrance  for  theatrical  use  shall  be  confined  to  the 
business  portion  of  the  block  on  139th  street;  and  that 
no  show-bills,  signs  or  advertisements  of  any  kind  or  de¬ 
scription  shall  be  displayed  on  the  exterior  of  this  theatre 

within  the  residence  district.  . 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  from  the  date  of  this  action,  and  that  the  build¬ 
ing  shall  be  erected  within  eighteen  months  from  the 
date  of  this  action. 


564-19-BZ. 

APPLICANT1 — George  Mort  Pollard,  for  Adolph  Lewi- 

sohn,  owner.  .  .  ,  .  ,.  .  .  , 

SUBJECT — Application  to  permit  in  a  business  district 
extending  into  a  residence  district  the  erection 

of  a  theatre.  , 

PREMISES  AFFECTED— 4023-4039  Broadway,  600-618 
West  170th  street  and  603-5  West  169th  street, 
Manhattan. 


APPEARANCES— 

For  Applicant:  Hamilton  C.  Rickaley  and  J. 
Lazinsk. 

For  Opposition:  W.  B.  F.  Rogers. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1922,  at 
10  a.  m.,  to  submit  elevation  and  sketch  plan, 
showing  changes  from  the  original  appeal  granted 
by  this  board. 


403-22-BZ. 

APPLICANT— Rachmel  Ukrainzyk,  owner. 

SUBJECT— Application  to  permit  in  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED— 559  84th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Rachmel  Ukrainzyk. 

For  Opposition:  None. 

ACTION  OF  BOARD— Granted  temporary  permit  for  2 
years. 

CONDITIONS— As  specified  in  resolution.  s 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  .  ® 


THE  RESOLUTION: 

(403-22-BZ) 

Whereas,  Rachmel  Ukrainzyk,  owner,  filed,  March  17, 
1922,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  maintenance  of  a 
garage  for  storage  of  two  pleasure  motor  vehicles,  two 
spaces  rented  to  persons  not  residing  on  the  premises; 
premises  559  84th  street,  Brooklyn;  and  _  . 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  5 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  84th  street  and  6th  avenue 
are  residence  districts  and  5th  avenue  is  a  business  dis¬ 
trict;  and  .  .  ,  ,  ,  T 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jan 

6,  1922,  Order  No.  69457-LC,  reads:  ...  t  c 

“Maintenance  of  your  garage  is  a  violation  of  beQ 
tion  3,  Article  2,  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  Citj 
of  New  York  adopted  July  25,  1916,  inasmuch  as  mo¬ 
tor  vehicles  stored  are  for  sale,  for  rent  or 
hire,  or  are  subject  to  charges  for  storage.”; 

Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  height  with  a  frontage  of  20  ft.  and  a  deptl 
of  18  ft.,  occupied  as  a  garage  for  2  motor  vehicles  of  th( 
pleasure  car  type,  space  for  which  are  rented  to  person: 
not  residing  on  the  premises;  and  _  . 

Whereas,  applicant  has  amended  his  application  so  a: 
to  be  covered  by  the  provisions  of  section  7,  subdivisioi 
F,  of  the  building  zone  resolution.  , 

Resolved, ,  that  the  board  of  appeals  does  hereby  tnak> 
a  variation  in  the  application  of  the  use  district  regula 
tions  of  the  building  zone  resolution,  and  that  the  appli 
cation  be  and  it  hereby  is  granted  permitting  the  garage  us 
for  a  temporary  period  of  two  years,  on  condition  tha 
the  garage  use  be  limited  to  two  cars,  space  for  which  ma. 
be  rented  to  persons  not  residing  on  the  premises. 


506-22-BZ. 

APPLICANT— Samuel  Cohen,  for  Associated  Screei 
News,  owner. 
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SUBJECT  Application  to  permit  in  a  residence  district 

T,^T^1>,T^erectl0n  of  a  business  building. 

PREMISES  AFFECTED — 48-64  Congress  avenue,  Flush¬ 
ing'.  Queens. 

APPEARANCES— 

For  Applicant :  Isaac  E.  Bennant. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1922,  at  10 
a.  m.,  to  submit  plot  diagram  and  block  diagram 
showing  proposed  alteration  and  its  relation  to 
existing  building. 


540-22-BZ. 

APPLICANT  Strauss  &  Co.,  for  Norway  Hotel  Co 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  an  electric  sign  on  marauee 
PREMISES  EFFECTED— 250  West  103?d  strert.  Mm- 
hattan. 

APPEARANCES— 

For  Applicant :  S.  L.  Root  and  Sol  Oberwager. 
For  Opposition:  Fred  H.  Patterson,  Maude  H 
Boggart. 

^ Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION : 

(540-22-BZ) 

Whereas,  Strauss  &  Co.,  for  Norway  Hotel  Co.,  owner, 
filed,  April  12,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  an  electric  sign,  premises  250  West  103rd 
street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  5, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  103rd  street  and  West 
End  avenue  are  residence  districts  and  Broadway  is  a 
business  district ;  and 

Whereas.,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  May  29,  1922,  in  acting  on  E.  S.  App.  No 
1028-22  reads: 

“Sign  may  not  be  erected  in  residential  district.”; 

and 

Whereas,  the  proposed  sign  is  to  be  an  electric  sign  3  ft. 
in  height  and  11  ft.  long  to  be  erected  on  the  marquis ;  and 

Whereas,  applicant  contends  that  there  would  be  undue 
hardship  in  preventing  him  from  placing  the  name  of  the 
hotel  in  lighted  letters  on  the  front  of  the  building  as 
is  customary  with  all  other  buildings  of  this  character. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that 
the  sign  be  confined  to  the  title  (name)  of  the  hotel  and 
that  the  letters  be  limited  to  ten  (10)  inches  in  height. 


602-22-BZ 

APPLICANT- — 'Thomas  McCormick,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  public  garage. 

PREMISES  AFFECTED — 2981  iBainbridge  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  McCormick. 


ACTION  OF  BOARD- — Laid  over  to  July  18,  1922,  at  10 
a.  m.,  to  obtain  additional  consents. 


604-22-BZ 

APPLICANT— Max  Margolis,  for  Annie  Goldstein 
owner.  ’ 

SUBJECT  Application  to  permit  in  a  business  district  the 
erection  of  a  public  garage. 

PREMISES^  AFFECTED— 1696-1702  St.  Johns  place, 
APPEARANCES— 

For  Applicant:  Oscar  Bernstein  and  Max  Mar- 
golis. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1922,  at  10 
a.  m.,  to  submit  proof  of  existence  of  stable. 

1231-21-BZ 

APPLICANT— Philip  Freshman,  for  Conrad  Hoerl,,  exe- 

„  tor  of  Estate  of  Wilhelmine  Muller. 

oUBJECl  Application  to  permit  partly  in  a  residence  dis- 
tnct  and  partly  in  a  business  district  the  extension 

DDfHf.TFT'nX1,s^IJ?  building  for  store  purposes. 

PREMISES  AFFECTED — 205-207  Prospect  Park  West 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  Freshman. 

ACTION  OF  BOARD — Application  reopened  for  modi- 

THE  VOTE^’  SCt  f°r  hearing  JuIy  18’  1922- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

N  egati  ve  . o 

Absent  .  q 


1465-21-BZ 

APPLICANT— Andrew  P.  Meehan,  for  Elizabeth  J.  Col- 
gan,  owner. 

SUBJECT  Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 1218  Bushwick  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Mrs.  E.  J.  Colgan  and  Andrew 
Meehan. 

ACTION  OF  BOARD — Application  reinstated ;  set  for 
calendar  call  July  18,  1922,  and  hearing  in  Sep¬ 
tember. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  . '  ^  0 

Absent  . ",  0 


AREA  FIXED. 

(877-22-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Charles  B.  Meyers,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents,  to 
permit  erection  of  a  garage,  premises  N.  W.  corner  of 
Longfellow  avenue  and  East  172nd  street,  The  Rronx. 

The  following  area  was  approved  by  the  Board : 

(Both  sides  of  Longfellow  avenue  from  a  point  400 
ft.  north  of  the  proposed  garage,  to  a  point  200  ft. 
south  of  the  north  side  line  of  172nd  street;  both 
sides,  of  East  172nd  street  from  Longfellow  avenue  to 
a  point  200  ft.  west  of  the  proposed  garage;  also  the 
properties  adjoining  at  west  and  for  a  distance  of  50 
ft.  north  of  the  premises  in  question,  being  properties 
facing  Bryant  avenue. 

Adjourned  2:15  P.  M. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  AFTERNOON,  JULY  5,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton  Hol¬ 
land,  Kearney,  Kerby,  Fire  Chief  Martin,  Superintendents 
Brady,  Reville,  Moore  and  McDermott.  ,  f 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  TuMday  afternoon,  J  n 
27  1922,  were  approved  as  printed  in  the  Bulletin,  No.  , 

Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

661 -22- S  . ,  - 

PETITIONER — Arthur  G.  Holden,  for  James  McCreery 
&  Co.,  et  al.,  owners.  .  ,  .  , 

ctjBTECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1)4-9  West  34th  street,  Man- 
•  hattan. 

APPEARANCES— 

For  Petitioner:  Arthur  G.  Holden. 

For  Administration:  Inspector  Maher  of  the  tire 
department.  ... 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  V(^ffirmative .  Messrs.  Beatty,  Boulton,  Kerby, 
Kearney,  Superintendents  Brady,  Reville, 
Moore  and  McDermott  C'T'  o 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent-  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 

Kleinert  . 

THE  RESOLUTION : 

Whereas,  Arthur  G.  Holden,  for  James  McCreery  & 
Co.,  et  ah,  owners,  filed,  May  8,  1922,  a  petition  with  the 
board  of  standards  and  appeals,  for  variation  from  th 
requirements  of  the  labor  law,  as  cited  m  an  order  of  the 
fire  commissioner,  affecting  premises  1)4  to  9  West  34tn 

street.  Manhattan;  and  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner  read  . 

“1  Enclose  the  interior  stairways  at  the  east  and 
west  sides  of  building  at  34th  street  end  of  building 
serving  as  a  required  means  of  exit,  and  the  landings, 
platforms  and  passageways  connecting  therewith  on 
all  sides,  with  partitions  of  fire  resisting  matenah  ex¬ 
tending  continuously  from  the  cellar  to  3  ft.  above 
the  roof,  constructed  as  per  section  -271  of  the  Labor 
Law,  or  carry  out  a  proper  alternative  method  of  com¬ 
plying  with  the  requirements  of  section  271  of  the 
Labor  Law.” ; 

^Whereas,  the  building  is  fireproof,  10  stories  m  height, 
150  ft.  by  197.6  ft.  in  area,  occupied,  cellar,  receiving  ai 
storage  130  persons;  1st  story,  sales  of  merchandise.  1,100 
persons’-  2nd  to  8th  stories,  sales  of  merchandise  850  per¬ 
sons  total ;  9th  story,  stock  and  administration,  50  persons ; 
10th  story,  stock  and  workroom,  170  persons  ,  the  building 
being  eciuipped  with  a  sprinkler  system  and  a  fire  alarm 
signal  system ;  the  means  of  egress  consisting  of  two  in¬ 
terior  stairways,  one  at  the  west  centre  and  one  at  the 
ea^f0  centre,  extending  from  the  1st  story  to  the  roof  un¬ 
enclosed  in  the  1st,  2nd,  3rd.  4th  and  5th  stories,  enclosed 
in  wire  glass  partitions  in  the  6th  and  7th  stones  and  m 
terra  cotta  block  partitions  above ;  with  kalamein  doors  at 
the  openings;  an  interior  fireproof  enclosed  stairway  at 
northwest  corner  and  one  at  the  northeast  corner  ex¬ 
tending  from  the  1st  story  to  the  roof;  a  fireproof  en- 
closed^stairway  in  the  annex  extending  from  the  1st  story 
to  the  roof;  a  horizontal  exit  in  each  story  except  thetst, 
leading  from  main  building  to  annex,  with  fire  doors  both 
sides-  a  horizontal  exit  in  mezzanine,  2nd,  3rd  and  8th 
stories  leading  to  adjoining  building;  and 


Whereas,  petitioner  proposes  to  reduce  area  of  wire 
glass  in  doors  to  northeast  and  northwest  stairways;  to 
provide  a  passageway  on  10th  story  by  connecting  north¬ 
east  and  northwest  stairways  by  a  fireproof  partition  and 
contends  that  to  enclose  east  and  west  stairways  would 
cause  hopeless  confusion  of  floor  plan. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  6-inch  terra  cotta  partition  be  erected 
on  the  10th  story  enclosing  the  stock  storage  room 
any  openings  therein  protected  by  self-closing,  fireproof 
doors  and  that  a  pair  of  self-closing,  fireproof  doors 
shall  be  installed  at  the  south  end  of  the  passageway  formed 
by  this  partition  at  each  side  of  the  proposed  stock  room 
enclosure,  and  on  further  condition  that  these  exit 
doors  at  end  of  passageway  be  not  more  than  150  ft.  from 
any  part  of  the  floor. 


665-22-S 

PETITIONER— H.  I.  Feldman,  for  Ogden  &  Clarkson, 

owners.  .  . 

SUBJECT— Variation  of  the  labor  law  as  cited  m  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 117  West  21st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  H.  C.  Feldman. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Kearney,  Superintendents 
Brady,  Reville,  Moore  and  MeDermott..  9 

Negative :  Mr.  Holland  .  1 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Kleinert  .  3 

THE  RESOLUTION: 

(665-22-S) 

Whereas,  H.  I.  Feldman,  for  Ogden  &  Clarkson,  own¬ 
ers,  filed,  May  9,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  a  decision  of  the 
fire  commissioner,  affecting  premises  117  West  21st  street, 

Manhattan;  and  .  . 

Whereas,  the  decision  of  the  fire  commissioner  reads : 
“The  fire  escape  at  the  rear  of  the  above  premises 
meets  the  requirements  of  this  Bureau  and  the  Labor 
Law,  except  that  the  fireproof  door  opening  on  the 
3rd  floor  balcony  is  not  fireproof  self-closing;  the 
doors  and  windows  on  the  first  story,  second  and 
third  stories  are  not  properly  fireproofed;  the  window 
on  the  course  of  the  fire  escape  in  the  basement  is 
not  fireproof  and  self-closing  and  there  is  no  safe 
passageway  from  the  foot  of  the  fire  escape  to  the 
street.” ; 

^Whereas,  the  building  is  non-fireproof ,  3  stories  in 
height,  25  ft.  by  65  ft.  in  ar^a  in  the  1st  story  and  25  ft. 
by  50  ft.  in  area  above;  occupied,  basement,  restaurant,  75 
chairs;  1st  story,  loft,  10  persons;  2nd  and  3rd  stories, 
lofts,  20  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  3rd 
storv  enclosed  in  wood  stud,  lath  and  plaster  partitions 
with  wood  doors  at  the  openings ;  a  fire  escape  on  the  rear 
of  the  building  with  stationary  stair  to  yard  and  egress 
from  yard  through  restaurant  or  through  adjoining  yard, 

tind 

Whereas,  appellant  contends  that  he  has  obtained  per¬ 
mission  from  the  adjoining  owners  for  the  use  of  their 
property  for  egress. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  egress  be  maintained  at  the  termination  of 
the  rear  fire  escape  to  the  adjoining  yards  and  that  all 
other  defects  noted  in  the  order  shall  be  complied  with, 
and  granted  only  so  long  as  the  conditions  remain  un¬ 
changed. 


727-22-S 

PETITIONER — Eastern  Construction  Co.,  for  John  Schei- 
dig  &  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 46  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Benjamin  Leavin. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  at  2 

p.  m. 


6'74-22-S 

PETITIONER — F.  P.  Keniston,  for  Fannie  Waxenbaum, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 112  Stanton  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in!  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Kerby,  Holland,  Kearney,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 


ville,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Kleinert  .  2 

THE  RESOLUTION: 

(674-22-S) 


Whereas,  F.  P.  Keniston,  for  Fannie  Waxenbaum, 
owner,  filed,  May  9,  1922,  a  petition,  with  the  board _  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  112  Stanton  street,  Man¬ 
hattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  Nos. 
34863-LC  and  34866-LD  read: 

No.  34863. 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals  and  the  enclosed  approved 
layout.” 

No.  34866. 

“1.  Arrange  fire  escapes  *  *  *.  Among  defects 

noted  *  *  *  no  releasing  device  on  counter-bal¬ 

anced  stairway,  counter-balanced  stairway  not  in  work¬ 
ing  order.  No  gooseneck  ladder  to  roof.  No  steps 
to  sills  of  openings  to  balcony.”; 
and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  25  ft.  by  85  ft.  in  area  in  the  1st  story,  and  25  ft. 
by  75  ft.  in  area  above;  occupied,  1st  story,  wagon  builder, 
3  persons;  2nd  story,  wagon  builder  and  table  manufac¬ 
turer,  1  person;  3rd  story,  manufacturer  silk  ties,  4  per¬ 
sons;  4th  story,  manufacturer  how  ties,  6  persons;  5th 
story,  manufacturer  paper  boxes,  4  persons ;  6th  story, 
vacant;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  6th  story 
with  scuttle  and  ladder  to  roof  enclosed  in  fire  resisting 
partitions  with  fireproof  doors  at  openings  and  a  fire 
escape  on  the  front  of  the  building  with  counterbalanced 


stairs  to  street  and  fireproof  windows  along  course  of  fire 
escape;  and 

Whereas,  appellant  contends  that  an  interior  alarm 
system  is  not  required  under  present  conditions  of  occu¬ 
pancy  and  that  there  is  however  one  story  vacant  which 
will  be  rented  as  soon  as  a  suitable  tenant  can  be  obtained; 
it  is  proposed  to  make  alterations  in  the  structure  con¬ 
sisting  of  the  installation  of  elevators,  rearrangement  of 
exits  and  the  conversion  of  the  lower  to  store  purposes  and 
that  after  alterations  the  total  occupancy  will  not  exceed 
30  persons  above  the  1st  story  and  requests  that  the  re¬ 
quirements  for  rearrangements  of  fire  escapes  be  waived 
and  that  the  present  fire  escape  be  accepted  as  a  second 
means  of  exit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  the  petition  be  and  hereby  is  granted  as  to  order 
No.  34866  Item  No.  1,  on  condition  that  the  counter-bal¬ 
anced  stairs  be  put  in  good  repair  and  on  further  condi¬ 
tion  that  the  occupancy  shall  not  exceed  25  persons  above 
the  1st  story;  and  that  the  petition  insofar  as  it  relates 
to  order  No.  34863  be  dismissed  as  the  order  is  not  en- 
foreable  at  this  time. 

677-22-S 

PETITIONER — R.  Worsted,  for  741  5th  Avenue  Corp., 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 741  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1922,  at  2 
p.  m. 


684-22-S 

PETITIONER— Sigmund  Schuler,  for  Estate  of  Ed. 
Regensburg,  owner. 

SUBJECT — Variation  of  the  labor  law  aS  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 113  Lenox  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Sigmund  Schuler. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland,  Kearney,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 


ville,  Moore  and  McDermott  .  11 

Negative  . o 

Absent :  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Kleinert  .  2 

THE  RESOLUTION: 

(684-22-S) 


Whereas,  Sigmund  Schuler,  for  the  Estate  of  Ed. 
Regensburg,  owner,  filed,  May  12,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  113  Lenox  avenue, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  west  side  of  the 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof,  so  that  same 
are  in  compliance  with  the  provisions  of  section  273 
and  274  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals  or  carry  out  a  proper  al¬ 
ternative  method  of  complying  with  the  requirements 
of  the  Labor  Law. 

“Note — Among  the  defects  noted  on  this  fire  escape 
are  the  following: 
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“Windows  on  course  not  self-closing.  Skylight  on 
roof  of  1  and  2  story  extensions  not  glazed  with  wire 
glass.  No  passageway  from  termination  of  fire  escape 
to  street.” ; 

^Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  20  ft.  by  82  ft.  in  area  in  the  1st  story  and  20  ft. 
by  67  ft.  0  ins.  in  area  above;  occupied,  1st  story,  store, 

1  person;  2nd  story,  restaurant,  5  persons ;  3rd  .  story, 
manufacturing,  4  persons;  4th  story,  manufacturing, 
persons;  5th  story,  refreshments,  2  persons;  the  means  ot 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof  enclosed  in  wood  lath  and  plaster 
partitions  with  wood  doors  at  the  openings  ;  a  fire  escape 
on  the  rear  of  building  with  gooseneck  ladder  to  roof  and 
fireproof  windows  along  course  of  fire  escape  with  egress 
to  street  through  adjoining  yards;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  modified  the  order  on  May  14, 

19.18;  and  ,  .  .  ,,  ,  , 

Whereas,  the  board  deemed  that  the  action  of  the  board 

of  review  of  the  fire  department  of  May  14,  1918,  should 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  of  the  fire  department  of  May  1*, 
1918,  be  complied  with  and  granted  so  long  as  the  conditions 
as  to  use  and  occupancy  remain  unchanged. 


700-22-S 

PETITIONER— Frederick  Haims,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 144  5th  avenue,  Manhattan. 

APPEARANCES—  .  . 

For  Petitioner:  Frederick  Haims. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland,  Kearney,  hjre 
Chief  Martin,  Superintendents  Brady,  Re- 
ville,  Moore  and  McDermott  .  11 

Negative  . . . . j  ° 

Absent :  Deputy  Fire  Commissioner  Hannon  ana 
Superintendent  Kleinert  .  ^ 

THE  RESOLUTION : 

(700-22-S) 

Whereas,  Frederick  Haims,  for  Morgan,  Edgar,  ©t  al., 
owners,  filed,  May  16,  1922,  a  petition,  with  the  board  ot 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  144  Fifth  avenue,  Man¬ 
hattan;  and  .  .  , 

Whereas,  the  order  of  the  fire  commissioner  reads . 

“1.  Provide  suitable  means  of  reaching  the 

roof  *  *  *•  .  ,  ,  •  i 

“2.  Enclose  the  interior  stairway  at  the  north  side 

of  building  serving  as  a  required  means  of  exit  *  *  . 

“3.  Arrange  the  fire  escape  on  the  front  of  build¬ 
ing  *  *  *. 

“Note _ Among  the  defects  noted  on  this  fire  escape 

are  the  following:  No  counterbalanced  stairway  to 
street;  fire  escape  in  need  of  scraping  and  painting , 
window  on  course  3rd  story  not  self-closing.  , 

^Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  by  100  ft.  in  area  in  the  1st  story  and  25  ft. 
by  50  ft  in  area  above ;  occupied,  cellar,  storage ;  1st 
storv  ice  cream  store  and  stationery  store,  6  persons;  2nd 
story,  restaurant,  12  persons;  3rd  story,  mfg.  of  dresses, 


6  persons;  4th  story,  mfg.  of  skirts,  6  persons;  5th  story, 
mfg.  of  underwear,  5  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  5th  story  with  scuttle  and  iron  ladder  to  roof, 
enclosed  in  wood  lath  and  plaster  partitions  with  wood 
doors  at  the  openings;  a  fire  secape  on  the  front  of 
the  building  with  gooseneck  ladder  to  roof  and  counter¬ 
balanced  ladder  in  guides  to  street  and  fireproof  windows 
along  the  course;  and 

Whereas,  petitioner  contends  that  the  order  was  modi¬ 
fied  by  the  board  of  review  of  the  fire  department  on  Sept. 
17,  1918;  and  , 

Whereas,  the  board  deemed  that  the  action  of.  the 
board  of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of  the 
ooard  of  review  of  the  fire  department  of  September  17, 
1918,  shall  be  complied  with  and  granted  so  long,  as  com 
ditions  as  to  use  and  occupancy  remain  substantially  un¬ 
changed. 


706-22-S 

PETITIONER— Frank  Debski,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 45  University  place,  Manhat¬ 
tan. 

APPEARANCES— 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1922,  at  2 
p.  m. 


710-22-S 

PETITIONER— Alexander  S.  Traub,  for  S.  Charles 
Welsh,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 70  Warren  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Alexander  S.  Traub. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution: 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Kerby,  Holland,  Kearney,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 


ville,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Kleinert .  2 


THE  RESOLUTION : 

(710-22-S) 

Whereas,  Alexander  S.  Traub,  for  S.  Charles  Welsh, 
owner,  filed,  May  19,  1922,  a  petition,  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  70  Warren  street,  Manhat¬ 
tan;  and  ,  .  . 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 


Law.  . 

“2.  Arrange  the  fire  escape  on  the  front  of  the 

building  *  *  *•  t  „„ 

“Among  the  defects  noted  are  the  following:  Win¬ 
dows  on  course  not  fireproof,  self-closing.  No  counter- 
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*  *  t>  , 


Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  by  75  ft.  in  area  in  the  1st  story  and  25  ft. 
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by  65  ft.  in  area  above;  occupied,  1st  story,  machinery,  6 
persons ;  2nd  story,  seeds  and  bulbs,  3  persons ;  3rd  story, 
cordage,  6  persons ;  4th  story,  bookbindery,  4  persons ; 
5th  story,  machinist,  4  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  5th  story,  enclosed  in  wood  partitions  with 
wood  doors  at  the  openings,  a  party  wall  fire  escape  on 
the  front  and  one  on  the  rear  of  the  building;  and 

Whereas,  the  petitioner  contends  that  the  board  of  re¬ 
view  of  the  fire  department  modified  the  order  December 
2,  1919 ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  of  the  fire  department  of  December 
2,  1919,  shall  be  complied  with  and  granted  so  long  as  con¬ 
ditions  as  to  use  and  occupancy  remain  unchanged. 


714-22-S 

PETITIONER — Samuel  Rosenblum,  for  Long  Island  Star 
Publishing  Co.,  owner. 

SUBJECT — ’Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 39-41  Borden  avenue,  Queens. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland,  Kearney,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 


ville  and  McDermott  .  10 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  Moore  .  3 


THE  RESOLUTION: 

(714-22-S) 

Whereas,  Samuel  Rosenblum,  for  Long  Island  Star  Pub¬ 
lishing  Co.,  owner,  filed,  May  19,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  39-41  Borden 
avenue,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof  as  per  section  271  of  the 
Labor  Law. 

“2.  Provide  an  interior  stairway  at  the  northwest 
corner  of  No.  39  building  to  serve  as  a  required  means 
of  exit  extending  from  the  3rd  story  to  the  2nd 
story  with  a  safe  passageway  to  the  street  or  carry 
out  a  proper  alternative  method  of  complying  with 
the  requirements  of  sec.  271  of  the  Labor  Law. 

“3.  Arrange  the  fire  escape  at  the  north  side  of 
building  No.  41  *  *  *. 

“Note — Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  No  stairway  from  lowest  balcony 
to  ground.  No  passageway  from  termination  of 
fire  escape  to  street.”; 

and 

Whereas,  the  premises  consist  of  two  non-fireproof 
buildings,  No.  39  being  3  stories  in  height,  23  ft.  by  90  ft. 
in  area  in  the  1st  story  and  23  ft.  by  23'  ft.  in  area 
above;  both  buildings  occupied  by  one  tenant  for  the 
manufacture  of  toilet  seats  and  hand  mirror  backs,  not 
more  than  nine  persons  in  the  entire  building;  No.  41 
being  22  ft.  by  50  ft.  in  area  in  the  1st  story  and  22  ft. 


by  33  ft.  in  area  above ;  6  persons  in  the  entire  building ; 
the  means  of  egress  in  No.  41  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  3rd  story ; 
an  interior  stairway  in  No.  39  extending  from  the  1st 
story  to  the  3rd  story  enclosed  in  wood  partitions  cov¬ 
ered  with  metal  in  the  2nd  story;  and 

Whereas,  petitioner  proposes  to  provide  a  60  degree 
stair  from  roof  of  the  extension  to  roof  of  the  adjoining 
building  level  with  the)  2nd  story  of  No.  41 ;  there  being 
at  present  a  stair  leading  from  the  3rd  story  of  No.  41 
to  the  roof  of  this  extension ;  it  is  proposed  to  erect  a  60 
degree  stair  to  roof  of  building  No.  43. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted, 
on  condition  that  a  60  degree  iron  stairway  be  provided 
from  the  roof  of|  the  extension  to  roof  of  the  adjoining 
building,  level  with  the  2nd  story  of  No.  41  and  that  a  60 
degree  stairway  be  erected  from  the  roof  of  extension  of 
No.  41  to  roof  of  No.  43  with  stationary  stair  from  this 
one  story  extension  to  the  yard  to  the  east  with  unob¬ 
structed  passageway  to  street  and  granted  so  long  as  the 
conditions  as  to  use  and  occupancy  remain  unchanged. 


719-22-S 

PETITIONER — J.  B.  King  &  Company,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— N.  S.  Bank  street,  350  ft. 

west  of  Jersey  street,  Richmond. 
APPEARANCES— 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — -Laid  over  to  July  18,  1922,  at  2 

p.  m. 


415-22-S 

PETITIONER — Jno.  IB.  Snook  Sons,  for  Elizabeth  M. 
Stevens  Est.,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 103  Park  place,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Frederick  C.  Long. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland,  Kearney,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 


ville,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 

THE  RESOLUTION : 

(415-22-S) 


Whereas,  Jno.  B.  Snook  Sons,  for  Elizabeth  M.  Stevens, 
Est.,  owner,  filed,  March  20,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  103  Park  place,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  r,eads  : 

“1.  Arrange  the  fire  escape  on  the  front  of  build¬ 
ing  and  the  openings  leading  thereto  *  *  *. 

“Note — Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  self-clos¬ 
ing.  No  counter-balanced  stairway  to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  24  ft.  by  71  ft.  in  area  in  the  1st  story  and  24  ft. 
by  66  ft.  in  area  above;  occupied,  1st  story,  merchant,  3 
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persons ;  2nd  story,  office,  3  persons ;  3rd  story,  printing 
and  type  setting,  10  persons;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  5th  story,  with  scuttle  and  ladder  to  roof, 
enclosed  in  wood  board  partitions  with  wood  doors  at  the 
openings;  a  fire  escape  on  the  front  of  the  building  with 
gooseneck  ladder1  to  roof,  with  landing  on  sidewalk  awn¬ 
ing  along  full  length  of  building;  and 

Whereas,  petitioner  contends  that  in  order  to  install 
a  counterbalanced  stairway  it  would  be  necessary  to  cut 
an  opening  in  this  sidewalk  awning  which  would  destroy 
its  intent  and  that  the  merchandise  kept  under  the  awning 
would  make  it  impossible  for  the  counterbalanced  stair¬ 
way  to  land  on  sidewalk  level ;  and 

Whereas,  the  board  deemed  that  in  view  of  the  metal 
awning  over  sidewalk  which  provides  egress  the  full 
length  of  the  street  that  the  petition  should  be  granted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  the  existing  conditions  remain  unchanged. 


722-22-S 

PETITIONER — Israel  Klein,  for  Estate  of  Mary  Tobin, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 8  Wooster  street,  Manhattan. 

APPEARANCES—  . 

iFor  Petitioner:  Joseph  Rowan  and  Israel  Klein. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland,  Kearney,  Fire 
Chief  Martin,  Superintendents  Brady,  Re- 
ville,  Moore  and  McDermott  .  U 

Negative  . ® 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Kleinert  .  2 

THE  RESOLUTION : 

(  722-2*2- S) 

Whereas,  Israel  Klein,  for  Estate  of  Mary  Tobin,  owner, 
filed,  May  20,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  8  Wooster  street,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read : 

No.  15524-LD. 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof  as  per  Section  79B-1  and 
79C-1  of  the  Labor  Law. 

No.  15526-LD. 

“8.  (Provide  an  unobstructed  passageway  leading 
from  the  lower  termination  of  the  fire  escape  on  the 
rear  of  building  to  the  street  as  per  Section  79B-4  of 
the  Labor  Law.” ; 

and  ,  .  , 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  25  ft.  by  70  ft.  in  area,  occupied,  base¬ 
ment,  mfr.  of  wooden  boxes,  2  persons;  1st  story,  storage 
of  wooden  clippings,  1  person;  2nd  story,  carpenter  shop, 
2  persons;  3rd  story,  mfr.  of  dolls’  slippers,  8  persons; 
the  means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  basement  to  the.  3rd  story,  enclosed  in 
wood  partitions  with  wood  doors  at  the  openings;  a  party 
wall  fire  escape  on  the  rear  of  the  building  with  goose¬ 
neck  ladder  to  roof  and  60  degree  connecting  stairs  with 
a  door  leading  to  adjoining  buildings  at  each  story;  and 
Whereas,  petitioner  contends  that  he  has  a  gooseneck 
ladder  to  roof  and  that  there  is  sufficient  egress  from  the 
lower  termination  of  the  fire  escape  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 


hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  iron  bars  in  the  basement  windows  of 
Nos.  6  and  10  Wooster  street  be  removed  and  that  a  goose¬ 
neck  ladder  be  provided  from  the  top  story  balcony  to 
the  roof  and  granted  so  long  as  conditions  as  to  use  and 
occupancy  remain  unchanged. 


736-22-S 

PETITIONER — Associated  Industries  of  N.  Y.  State, 
Inc.,  for  William  Vogel,  owner. 

SUBJECT — Variation  of  the  elevator  rules  as  cited  in 
order  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 433-437  Kent  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  William  J.  Gorman. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1922,  at  2 
p.  m. 


748-22-S 

PETITIONER— Arbutus  Realty  Company,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 506  West  53rd  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner :  Charles  E.  Heydt. 

For  Administration:  Inspector  Maher'  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative ;  Chairman  Walsh,  Alessrs.  Boulton, 
Kerby,  Holland,  Kearney,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 

Moore  and  McDermott  . 

Negative  . 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Kleinert  . 


THE  RESOLUTION : 

(748-22-S) 

Whereas,  Arbutus  Realty  Company,  owner,  filed,  May 
26,  1922,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  506  West  53rd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  passageway  from  the  lower  termina¬ 
tion  of  the  fire  escape  at  the  rear  of  building  to  the 
street  by  means  of  an  open  court  or  courts  or  a  fire¬ 
proof  passageway  having  an  unobstructed  width  of 
at  least  3  ft.  0  ins.  throughout  leading  to  the  street 
or  by  means  of  an  open  area  having  communication 
with  the  street,  as  per  section  79-B-4  of  the  Labor 


Whereas,  the  building  is  of  non-fireproof  construction, 

3  stories  in  height,  25  ft.  by  95  ft.  in  area,  occupied,  1st 
story,  auto  repairs;  2nd  and  3rd  stories,  metal  workers,  12 
persons  per  story;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof 
enclosed  in  wood  partitions  with  wood  doors  at  the  open¬ 
ings  ;  a  fire  escape  on  the  rear  of  the  building  with  counter¬ 
balanced  stairs  to  yard,  with  egress  from  the  yard  to  roof 
of  adjoining  one  story  extension  on  the  west  which  is 

4  ft.  above  yard  level  by  stationary  iron  ladder;  and 
Whereas,  petitioner  contends  that  the  means  of  egress 

from  the  yards  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  form  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  means  of  egress  from  present  termina¬ 
tion  of  rear  fire  escape  remain  unchanged  and  present 
occupancy  and  use  remain  substantially  unchanged. 
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MINUTES 


559^22-S 

PETITIONER — Catherine  McCrorken,  for  Estate  of  Owen 
McCrorken,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 194  Seventh  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Thftmas  McCrorken. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 


Moore  and  McDermott  .  10 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon, 
Mr.  Kerby  and  Superintendent  Kleinert..  3 

THE  RESOLUTION: 

(559-22-S) 


Whereas,  Catherine  McCrorken,  for  Estate  of  Owen 
McCrorken,  owner,  filed,  April  13.  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  194  Seventh  ave¬ 
nue.  Manhattan;  and  \ 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  to  roof  as  per 
sect.  271  of  the  Labor  Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape 
on  the  front  of  building  with  balconies  4  ft.  in  width 
connected  bv  stairwavs  not  less  than  22  ins. 
wide  *  *  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  4 
stories  in  height,  16  ft.  6  ins.  by  40  ft.  in  area,  occupied, 
1st  story  express  office;  2nd  story,  furrier,  5  persons;  3rd 
story,  furrier,  5  persons;  4th  story,  living  apartments;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  4th  story,  with  60  degree 
iron  ladder  to  scuttle  in  roof,  enclosed  in  lath  and  plaster 
partitions  with  wood  doors  at  the  openings ;  a  party  wall 
fire  escape  on  the  rear  of  the  building;  and 
Whereas,  the  petitioner  contends  that  the  means  of 
egress  are  adequate  for  the  small  number  of  persons  em- 
plnved  in  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as 
to  Item  No.  1,  on  condition  that  a  double  rung  iron 
ladder  be  provided  from  the  top  story  to  a  scuttle  in  the 
roof  and  as  to  Item  No.  2  granted  so  long  as  a  party 
wall  fire  escape  is  maintained ;  and  that  the  petition  is 
granted  so  long  as  the  use  and  occupancy  of  the  premises 
remain  substantially  unchanged. 


750-22-S 

PETITIONER — Samuel  Rosenblum,  for  Leo  Schlesinger, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 133  Crosby  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

•For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Holland,  Kearney,  Fire  Chief  Mar¬ 


tin,  Superintendents  Brady,  Reville,  Moore 


and  McDermott  .  io 

Negative  .  o 

Absent :  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Kleinert .  3 


THE  RESOLUTION : 

(750-22-S) 

Whereas,  Samuel  Rosenblum,  for  Leo  Schlesinger, 
owner,  filed,  May  26,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner  affecting  premises  133  Crosby  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  at 
south  side  of  building  to  the  street,  said  passageway 
to  have  a  width  of  not  less  than  the  width  of  the 
stairway,  as  per  section  271  of  the  Labor  Law. 

“2.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  section  271  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  20  ft.  8  ins.  by  73  ft.  1  in.  in  area,  occupied,  1st 
story,  mfg.  boxes,  3  persons;  2nd  story,  mfg.  store  and 
office  fixtures,  2  persons;  3rd  story,  vacant;  4th  story, 
mfg.  leather  pocketbooks,  7  persons;  5  th  story,  mfg. 
umbrella  handles,  4  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  5th  story  with  double  rung  iron  ladder  to 
scuttle  in  the  roof,  enclosed  in  wood  board  partitions 
with  fire  doors  at  the  openings;  a  fire  escape  on  the  rear 
of  the  building  with  non-fireproof  windows  along  the 
course  of  the  fire  escape ;  and 

Whereas,  petitioner  proposes  to  reconstruct  the  fire 
escape  on  the  rear  of  the  building  and  provide  60  degree 
connecting  stairs  and  stationary  stairs  to  yard  with  egress 
from  yard  by  door  opening  to  Lafayette  street  with  stair 
and  landing  to  roof  and  to  fireproof  the  windows  along 
the  course  and  claims  that  to  orovide  a  passageway  around 
the  hoistway  would  reduce  the  width  of  the  store. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  fire  escape  on  the  rear  of  the  building 
be  reconstructed  with  a  60  degree  connecting  stairway  and 
stationary  stair  to  yard,  egress  from  which  shall  be  by 
means  of  an  opening  in  wooden  fence  to  yard  leading  to 
Lafayette  street  and  that  a  stationary  wooden  bulkhead 
shall  be  installed  at  termination  of  hoistway  at  foot  of 
stairway  at  south  side  of  building  at  street  entrance. 

Resolved,  further,  that  the  petition  be  granted  only  so 
long  as  the  present  use  and  occupancy  remain  substantially 
unchanged. 

75 3 -22 -S 

PETITIONER — F.  P.  Keniston,  for  Michael  J.  Adrian 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES — 271  Bowery,  Manhattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerbv,  Holland,  Kearney.  Fire  Chief  Mar¬ 


tin,  Superintendents  Brady,  Reville,  Moore, 

and  McDermott  .  10 

Negative  .  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Kleinert .  3 
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MINUTES 


543-22-S. 

PETITIONER— Jacob  Fisher  for  Abraham  J.  Levy,  own- 

SUBJECT _ Petition  for  variation  of  the  labor  law  as  cited 

in  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 161  West  44th  street,  Man- 

Appp  ARANCES— For  Petitioner:  Jacob  Fisher 

*  For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh  Messrs.  Boul¬ 
ton,  Holland.  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady,  Reville, 
Moore  and  McDermott  . 

Absent?  Mr."  Beatty.  Deputy  Fire  Commis- 
sioner  Hannon  and  Superintendent  Kleinert  3 

THE  RESOLUTION : 

(543-22-S) 

Whereas,  Jacob  Fisher,,  for  Abraham  J.  Levy  owner 
filpd  Anril  10.  1922,  a  petition,  with  the  board  of  standa 
and  appeals  for  variation  from  the  requirements,  of  the 
fabor  law  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  161  West  44th  street,  Manhattan  and 
Whereas  the  order  of  the  fire  commissioner  reads  . 

“1.  Provide  an  outside  balcony  fire  escape  on  the 

north  side  of  building.  *  *  *  •  i  e 

“2.  Extend  the  interior  stairway  at  the  east  side  of 

building  to  the  roof,  as  per  Section  271  of  the  Labo 
Law.” ; 

anWHEKEAS,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height.  21  ft.  by  84  ft.  m  area  in  lst ^ 
and  21  ft  by  82  ft.  in  area  above ;  occupied,  basement, 

cloaks  and  suits.  5  persons;  1st  story,  work^hoP  ra"^sh°^d 
room,  4  persons;  2nd  story,  club  room,  10  persons,  3rd 
story,  club  room,  10  persons;  4th,  story,  caretaker,  2  per¬ 
sons;  the  means  of  egress  consisting  of,  ar>  1Ptei',°r  sta£" 
way  extending  from  the  basement  to  the  ,4tk  -story  wRh 
scuttle  and  ladder  to  roof  enclosed  in  wood  stud,  lath  and 
plaster  partitions  with  wood  doors  at  openings,  a  fire  escape 
on  side  of  building  at  rear  with  gooseneck  ladder  to  root 
of  extension  and  fireproof  windows,  along,  the  course  o 
the  fire  escape  with  landing  on  an  iron  bridge  in  the  s 
story  leading  across  adjoining  roof  to  yard  of  No.  157; 

cUid  y  .  . 

Whereas,  the  board  deemed  that  as  long  as  petitioner 

complies  with  the  conditions  set  forth  in  the  certificate 
of  occupancv  now  in  force  issued  by  the  superintendent  of 
buildings  that  the  orders  of  the  fire  commissioner  should 

be  dismissed.  , 

Resolved,  that  the  board  of  standards  and  apneals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
lawlaw  and  that  the  petition  be  and  it  hereby  is  granted  so 
long  as  conditions  set  forth  in  the  certificate  of  occupancy 
remain  unchanged. 


188-22-S. 

PETITIONER— Chas.  M.  Straub,  for  Rachel  David,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  orders  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 83  West  118th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  reopened ;  set  for  hearing 
July  18,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby.  Fire  Chief 
Martin,  Superintendents  Brady  and  Re¬ 
ville  .  8 


Negative  . . . 

Absent:  Mr.  Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Kleinert, 
Moore  and  McDermott  . 


1145-21-S. 

PETITIONER— F.  S.  Willert,  for  Bush  Terminal  Com¬ 
pany,  lessee.  . 

SUBJECT— Variation  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 136  West  42nd  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  reopened;  set  for  hear¬ 
ing  July  25,  1922,  at  2  p.  m. 

THE  VOTE—  ,  _  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady  and  Re¬ 
ville  .  8 

Negative  .  0 

Absent:  Mr.  Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Kleinert, 
Moore  and  McDermott  .  5 


680-22-S. 

PETITIONER — Jewell  Electrical  Instrument  Co. 
SUBJECT— Milliameter  for  measuring  current. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  test  and  report  of  fire  department. 


685-22-S 

PETITIONER— Maxon  Furnace  and  Eng.  Co. 
SUBJECT— Maxon  Automatic  Cut-Off  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 
p.  m. 


447-22-S. 

PETITIONER— The  H.  J.  M.  Howard  Mfg.  Co. 
SUBJECT — Approval  of  water  pressure  reducing  valves. 
APPEARANCES— 

For  Petitioner:  H.  J.  M.  Howard. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  at  2  p. 
m.,  pending  report  of  fire  department. 


610-22-S. 

PETITIONER— C.  D.  Crocker  Specialty  Co. 

SUBJECT — Approval  of  Crocker  Automatic  and  Hand 
Release  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  at  2 
p.  m.  pending  inspection. 


799-22-  S 

PETITIONER — Michael  E.  Reiburn  for  Henry  Kennell. 
SUBTECT — Approval  of  Kennell  Gas  Cut-Off  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  2 
p.  m.,  pending  test  and  report  of  fire  department. 


548-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3640  Combination  Gas  and  Oil  Burn- 

APPEARANCES— None. 

ACTION  OF  BOARD1 — 'Laid  over  to  July  11,  1922,  at  2 
p.  m. 


Adjourned,  5.35  p.  m. 

William  J.  O’Gorman,  Secretary. 
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NOTICE 


1 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 


— 

FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


_ 

If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


»-  = 

RULES  ADOPTED 


RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

-STANDPIPE”— “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
inch  or  by  permission  of  the  Fire  Commissioner  Hi-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 

fsize  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  dean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 


Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8)4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 


Modified  standpipe  equipment  installed  as  per  General  Rule  5.  ELEVATOR  IN  READINESS.  In  every 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and  building  exceeding  150  feet  in  height  at  least  one  passen- 
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ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
oy  the  hire  Department  during  all  hours  of  the  mghr  and 
uay,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec  581  of  Lhapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
of  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
umher  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  hire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted. 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 


as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2J4  inches 
m  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
oi  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
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basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow.— An  overflow  of  diameter  at  least  as  laige  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
j  ■  .ma^  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 


Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 


Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story 


Access  to  Tank.— Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 


T,R.uJe  .^3;t  HIGH  AND  LOW  ALARM  AND  FLOW 
-L.L  1ALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 

?r  i3  !,rV  tel  ta^e  ne®^  be  Pr°vided  when  an  automatic 
tank  filling  pump  is  installed. 


ule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
A.n  u.  b.  &  i.  gate  valve  shall  be  provided  on  each  side 
ot  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 


Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Foard  of  Standards  and  Appeals.  The  heater  shall  be 
ted  through  a  lj4-inch  steam  line  with  a  1-inch  return, 
the  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 


in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 


Rule  1G.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  'building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  puDlic  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 


Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip- 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
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of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly,  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 


therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

I 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
irom  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiona  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  be>ond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  U.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  oi  the  pump,  in  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 

Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  .shall  have  a  si- 


788 


RULES  ADOPTED 


amcse  connection  on  each  street  front  when  the  front- 
>  age  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  in',  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  y  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  Siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  Siamese 
may  be  4  in.  In  each  line  between  the  Siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  Siamese  and  its 
check  valve  there  shall  be  placed  either  a  y>-m.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  ^-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 


Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3l/2  in. 
x  3V2  in.  at  inlet?  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  tvpe  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  x/2- in.  open  drip  without  valve 
or  cock,  or  a  34-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land I  Siamese  shall  have  male  connections 
•and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Eire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  Siamese. 


Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2l/2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
fi  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2l/2  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 
mination  of  every  second  riser  shall  be  a  ?J/2  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2 y2  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  y2  in.  open  drip  extending  to  a  sink  or  a  Vx  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2 x/2  in.  Fire  Department  thread 
and  a  regulation  cap. 


In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

F.ach  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2 y2  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  V/2  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2l/2  in.  x  1  y2  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30  NOZZLES.  All  2^4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  net  less  than  1  in.  nor  more  than 
1%  in.  in  diameter. 

All  ly-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  x/2  in.  nor  more  than  y  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except .  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart- 
men'  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2l/2  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
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deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2^4 -inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  TN  COURSE  OF. ERECTION. 
Tn  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  sto-v  or  a  height  of  85  ft  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40.000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30.000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction,  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply.  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40.000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe,  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his.  judg¬ 
ment  may  dictate  for  each  individual  case.' 

Fire  extinguishing  equipments  in  addition  tn  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES..  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  In  addition  to  the  tank  shall .  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above,  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  oof  wate~  and  shall  be  connected 
tc  an  approved  electric  device  which  upon,  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 


pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  60  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe,  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control,  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat;  the  purpose  of  the. valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  bv 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply.  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply.  Gas  and  Electricity,  or.  a  tvpe  of  fire  line 
meter  which  has  been  previously  specifically,  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2x/t  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  .  the.  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  Uss  than  2  in.  in  size  shall,  be  provided.  All 
pipinc  bevond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2 y2  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at.  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo- 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below,  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pumn  room  where  it  will  be. under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and. the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Onlv  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
apnroved  bv  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con¬ 
trolled  bv  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 
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3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a.  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  Y\  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve .  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  mav  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing-  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

.  Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 y2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 


3  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5. _  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 


6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 


8. 


btraight  run  globe  valves  shall  not  be  permitted. 
SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 


1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 


3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The.  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

.  **-  .Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 


6.  owivels,  attached  to  the  body  of  the  Siamese  by 
means  of.  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  onening  when  the  pressure  on  the  steamer 
side,  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 


11..  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  bodv  of  the  siamese  in  1  in.  letters  not  less 
than  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  svstem  with  a  land  end  siamese  connection, 
tapper  valves  shall  be  omitted  from  the  land  end  siamese. 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  beards— 
First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  ,  , 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoep  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth.  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order:  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  July  18,  1922,' 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  25,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  July  13,  1922. 

Ca/.  No.  Department  Order  No. 

944-22-S . F.D .  LD  36806-36807-36808 


915-22-S . F.D . Decision  of  Fire  Com. 


914-22-A . F.D .  F  35959-35960 


913-22-BZ . F.D .  C  12868 


943-22-A 


942-22-S 


941-22-S 


940-22-S 


937-22-A 


936-22-A 


935-22-A 


934-22-A 


933-22-A 


932-22- 


931-22-A 


930-22-S 


928- 


926- 


925-22 


924-22- S 


917- 


A 

....  LC  13002 

Q 

.  LD  23090 

c 

...LD  31352 

.  LD  26915 

A 

.  F  26587 

c 

.  Appliance 

A 

.  F  36207 

A 

.  F  36206 

A 

....  LD  36681 

A 

.  LC  12957 

A 

.  LC  11767 

A 

_  F  36579-36580 

•  A 

.  Alt.  442-1922 

..  LD  35207-35208 

R  7 

.  F  6666 

-BZ . 

. B.B.M . 

. .  ...NB  88^1922 

-BZ . 

. B.B.Bx . 

_  NB  1967-1922 

-BZ . 

. B.B.M . 

. .  NB  380-1922 

-S . 

. B.B.M . 

. . . .  Dec.  of  Supt.  Bldg. 

.  NB  343-1922 

-A 

.  LC  12931 

-A 

. LC  7189 

■-A 

. . LC  12841 

A 

.  F  36180 

’-BZ 

..F.D . 

.  C  12437 

. F.D . 

Ml 

.  Appliance 

:-BZ . 

. B.B.M . 

. . . .  Dec.  of  Supt.  Bldg. 

!-A . 

.  LC  72909 

912-22-A . F.D .  F  36093 


911-22- A . F.D .  F  36092 


910-22-S . F.D .  LD  2602 


909-22-A . F.D .  LC  12929 


908-22-A . F.D .  F  36280-36281-36282 


907-22-A . F.D .  Alt.  622-1922 


906-22-S . F.D .  LD  36333 


905-22-S . F.D .  LD  36583 


Restored  to  Calendar. 

233-22-S . F.D .  Appliance 


291-22-iS . F.D . LD  31996-31997 

.  Alt.  598-22 


496-22-S . B.B.M. 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . .~ . Bureau  of  Buildings,  Queens 

B.B.R . . . Bureau  of  Buildings,  Richmond 

B.B.Bx . (Bureau  of  Buildings,  Bronx 

T.H . . . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July  18,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

631-22-BZ 

APPLICANT — Morris  Baxerman,  owner. 

PREMISES’ — 646  Crotona  Park  South,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage. 


779-22-BZ 

APPLICANT — Charles  Kreymborg,  for  Johnson  Deich- 
sel  Building  Company,  owner. 

PREMISES — Northwest  corner  Decatur  avenue  and  East 
204th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a  business 
building. 


842-22-BZ 

APPLICANT— John  J.  Dunnigan. 

PREMISES — 627-633  Fordham  road,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  public 
garage. 
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1465-21-BZ 

APPLICANT — Andrew  P.  Meehan,  for  Elizabeth  J.  Col- 
gan,  owner. 

PREMISES — 1218  Bushwick  avenue,  (Brooklyn 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage. 

1221 -2.1 -BZ 

APPLICANT— Paul  G.  Mack,  owner. 

PREMISES — 111-113  Grove  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
five  individual  garages. 

740-22-BZ 

APPLICANT — William  Lawrence  Bottomley,  owner. 

PREMISES — 112  East  55th  street,  Manhattan. 

TO  PERMIT  in  a  “B”  area  residence  district  the  omission 
of  a  rear  yard  as  required  by  Zone  Law. 


BOARD  OF  APPEALS. 

Tuesday,  July  18,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

399-22-A — 18-20  Rose  street,  214  William  street,  Manhat¬ 
tan. 

38 7-22- A — 22  Queen  street,  Long  Island  City. 

630-22-A — 1757-1773  Ocean  avenue,  Brooklyn. 

449-22-A — 93-95  Prospect  avenue,  Brooklyn. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

527-22-A — 55  Mercer  street,  Manhattan. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

659-22-A — 396-398  Morris  avenue,  The  Bronx. 

730-22- A — 215-217  Sterling  Place,  Brooklyn. 

625-22-A — 19  West  34th  street,  30-32  West  35th  street, 
Manhattan. 

739-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

756-22-A — 893  Union  avenue,  The  Bronx. 

263-22-A — 261-262  South  street,  Manhattan. 

367-22-A— 477-483  10th  avenue,  500-508  West  37th  street. 
Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

491-22-A— 129-135  12th  street,  Brooklyn. 

749-22-A — 258-262  Maujer  street,  Brooklyn. 

759-22-A — 2-10  Evergreen  avenue,  Brooklyn. 

761- 22-A — 46-50  Wooster  street,  Manhattan. 

762- 22-A — 440-442  East  106th  street,  Manhattan. 

763- 22- A — 43  Sixth  avenue,  Manhattan. 

774-22-A — 585  Howard  avenue,  Brooklyn. 

410-22-A — 1037-1043  Gates  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  July  18,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wra, 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  1616-21-BZ — Application,  December  10,  1921,  under 
the  building  zone  resolution,  of  Jacob 


Lubroth,  architect,  on  behalf  of  Jenny 
Czierenewsky,  owner,  to  permit  in-  a 
business  district  the  extension  in  area 
to  an  existing  public  garage ;  premises 
501-513  90th  street,  Brooklyn. 

cal.  no.  54-22-BZ— Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  602-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  Thomas 
McCcrmick,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  three  cars; 
premises  2981  Bainbridge  avenue,  The 
Bronx. 

cal.  no.  556-22-BZ — Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  John  Da¬ 
vis,  applicant,  on  behalf  of  Sommers  & 
Wickert,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  one  story 
public  garage ;  premises  1736  Richmond 
Turnpike,  Richmond. 

cal.  no.  606-22-BZ — Application,  May  9,  1922,  under  the 
building  zone  resolution,  of  Starrett  & 
Van  Vleck,  architects,  on  behalf  of 
Equitable  Life  Assurance  Society, 
owner,  to  permit  in  a  two  times  district 
the  erection  of  an  office  building  to  a 
height  in  excess  of  that  permitted  by 
the  zoning  law ;  premises  383-399  7th 
avenue,  154-172  West  32nd  street,  145- 
165  West  31st  street,  Manhattan. 

cal.  no.  660-22-BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no,  1231-21-BZ — Application,  July  5,  1922,  under  the 
building  zone  resolution,  of  Philip 
Freshman,  architect,  on  behalf  of  Con¬ 
rad  Hoerl,  owner,  for  a  further 
amendment  of  a  resolution  previously 
granted  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  extension  of  existing  build¬ 
ing  for  store  purposes ;  premises  205- 
207  Prospect  Park  West,  Brooklyn. 

cal.  no.  678-22-BZ — Application,  May  10,  1922,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  attorney,  on  behalf  of  Thomas 
F.  Murray,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  stor¬ 
age  warehouse  into  a  public  garage; 
premises  413-415  West  150th  street, 
Manhattan. 

cal.  no.  691-22-BZ — Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  George  A. 
Dugan,  applicant,  on  behalf  oT  Weber- 
Bunke-Lange  Coal  Co.,  owner,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  of  a  two  story  business  building; 
premises  270  West  96th  street,  Manhat¬ 
tan. 
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cal.  no.  743-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Jerome  P.  and  Leonard  Davis,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  of  a  two  story  garage  for  more 
than  five  motor  vehicles ;  premises 
2065-2067  Southern  Boulevard,  The 
Bronx. 

cal.  no.  746-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  Max  Salo¬ 
mon,  applicant,  for  Estate  of  Lambert 
S.  Quackenbush,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
basement  and  two-story  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  1760-1766  Park  avenue,  73-77  East 
122nd  street,  Manhattan. 

cal.  no.  788-22-BZ— Application,  June  5,.  1922,  under  the 
building  zone  resolution,  of  J.  Sars- 
field  Kennedy,  architect,  on  behalf  of 
Rebecca  Bell,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage  for  more  than  five  motor 
vehicles ;  premises  3907-3911  Fourth 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  18,  1922,  at  2  p.  in. 

Petitions  for  Variations. 

655-22-S— 354  Bowery,  Manhattan. 

667-22-S— 71-73  Greene  street,  Manhattan. 

731-22-S— 567  Third  avenue,  Manhattan. 

765- 22-S — 442  West  46th  street,  Manhattan. 

766- 22-S— 203-205  East  21st  street,  Manhattan. 

719-22-S — North  side  Bank  street,  350  feet  west  of  Jersey 

street,  Richmond. 

696-22-S— 2-30  Taaffe  Place,  101-105  Classon  avenue, 
Brooklyn. 

627-22-S — 106-108  Fulton  street,  Manhattan. 

780- 22-S — 523-529  Eighth  avenue,  Manhattan. 

781- 22-S — 221-223  West  64th  street,  Manhattan. 

784-22-S — 129  Division  street,  Manhattan. 

195-22- S — 146  Water  street,  Manhattan. 

220-22-S — 95  Market  Slip,  Manhattan. 

65'8-22-S — 81  Nassau  street,  Manhattan. 

734-22-S — 42  East  9th  street,  Manhattan. 

769-22-S — 542-544  Fifth  avenue,  Manhattan. 

800-22- S — 220  West  28th  street,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

812-22-S — 26  East  125th  street,  Manhattan. 

817- 22-S — 138-140  Sullivan  street,  Manhattan. 

818- 22-S — 124  Lincoln  avenue,  The  Bronx. 

827-22-S — 15  Spruce  street,  Manhattan. 

832-22-S — 133  Fifth  avenue,  Manhattan. 

834- 22- S — 232-236  Bowery,  3  Prince  street,  Manhattan. 

835- 22- S — 58  West  38th  street,  Manhattan. 

188-21- S — 83  West  118th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

548-22-S— Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

233-22-S — -Nokol  Automatic  Heater,  approval  of. 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday ,  July  25,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

858-22-BZ. 

APPLICANT— Harrison  G.  Wiseman,  for  Samuel  Wolf- 
man,  owner. 

PREMISES — 524-532  Eastern  parkway,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a  theatre  build¬ 
ing. 

860-22-BZ. 

APPLICANT — Robert  W.  Boyd,  for  Atlantic  Ware¬ 
houses,  Inc.,  owner. 

PREMISES — 2306-2342  Decatur  street,  Queens. 

TO  PERMIT  in  a  one  times  height  district  the  erection  of 
a  warehouse  building  exceeding  in  height  the  limi¬ 
tations  of  the  building  zone  resolution. 

t 

836-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Aaron  Miller, 
owner. 

PREMISES — -Northwest  corner  Burnside  avenue  and 
Harrison  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a  theatre 
building. 

886-22-BZ. 

APPLICANT — Muratroyd  &  Ogden,  for  Allerton  38th 
Street  Co.,  Inc.,  owner. 

PREMISES — 14-22  East  38th  street,  Manhattan. 

TO  PERMIT  in  a  “B”  area  district  the  construction  of 
an  outer  court  under  the  height  regulations,  dis¬ 
regarding  the  length. 


BOARD  OF  APPEALS. 

Tuesday,  July  25,  1922,  at  10  a.  m. 

•v 

Appeals  from  Administrative  Orders. 

565-22-A — 59-61  Wall  street,  Manhattan. 

146-22- A — 181  Boerum  street,  Brooklyn. 

561-22-A — Northeast  corner  Van  Alst  and  Harris  avenues, 
Queens. 

760-22- A— 204-222  Wythe  avenue,  Brooklyn. 

770-22-A — 149-155  Columbus  avenue,  Manhattan. 

777-22-A — West  side  Van  Dam  street,  between  Borden  and 
Hunters  Point  avenues,  Long  Island  City. 
589-22- A — 155  East  38th  street,  Manhattan. 

634-22-A — 285-289  Plymouth  street,  Brooklyn. 

704-22-A — 575  Fulton  street,  Brooklyn. 

712-22-A — 305-307  East  61st  street,  Manhattan. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

785-22- A — Southeast  corner  180th  street  and  Boston  Road, 
The  Bronx. 

792-22-A- — 6118  Rockaway  Boulevard.  Queens. 

933-22-A — 177  West  137th  street,  Manhattan. 

4 20-22- A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 2 2- A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue.  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue.  Brooklyn. 

245- 22-A— Block  bounded  by  Nevins.  Douelas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 
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342- 22-A — 556  Kent  *» venue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 
North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  July  25,  1922  at 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1172-21-BZ — 'Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  711-22-BZ — Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  W.  Albert 
Pease,  Jr.,  applicant,  on  behalf  of 
Henry  H.  Pease,  owner,  to  permit  in  a 
residence  district  the  use  of  existing 
four  story  building  for  business  pur¬ 
poses;  premises  444-446  Park  avenue, 
Manhattan. 

cal.  no.  29 7-22- BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  premises  19-21  Bar- 
row  street,  Manhattan. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  ttie 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  717-22-BZ — Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

CAL.  no.  742-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  De 
Hart,  architect,  on  behalf  of  John  H. 
Degenhardt,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a  pub¬ 
lic  garage;  premises  318  Carroll  street, 
Brooklyn. 

cal.  no.  807-22-BZ — Application,  June  10,  1922,  under  the 
building  zone  resolution,  of  Victor 
Baking  Company,  applicant  and  lessee, 
Maxthan  Realty  Company,  Inc.,  owner, 
to  permit  the  extension  of  a  business 
building  into  a  residence  district; 
premises  302  Hillside  avenue,  Jamaica, 
Queens. 


cal.  no.  884-22-BZ — Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  William 

F.  Doyle,  applicant,  on  behalf  of  Harry 
Strolovitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  of 
existing  public  garage ;  premises  2094- 
2104  Union  street,  Brooklyn. 

cal.  no.  889-22-BZ — Application,  June  30,  1922,  under  the 
building  zone  'resolution,  of  C.  B.  J. 
Snyder,  architect,  on  behalf  of  The 
City  of  New  York,  owner,  to  permit 
the  erection  of  a  public  high  school 
exceeding  in  height  the  limitations  of 
the  building  zone  resolution;  premises 
1601-1695  80th  street,  Brooklyn. 

CAL.  NO.  695-22-BZ— Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  Harold  G. 
Dangler,  architect,  on  behalf  of  Chas. 

G.  Lewnes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  of 
a  store  building;  premises  192-194 
Prospect  Park  West,  Brooklyn. 

cal.  no.  587-22-BZ — Application,  April  20,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  The 
Menderkin  Building  Company,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  of  p.  nine  story  warehouse ; 
premises  2470-2472  Grand  Concourse, 
The  Bronx. 

cal.  no.  7i51-22-BZ — Application,  May  27,  1922,  under  the 
building  zone  resolution,  of  George  H. 
Wolin,  applicant,  on  behalf  of  Brook¬ 
lyn  Edison  Co.,  Inc.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  more  than  five  motor 
vehicles ;  premises  323-341  4th  avenue, 
Brooklyn. 

cal.  no.  772-22-iBZ — Application,  June  1,  1922,  under  the 
building  zone  resolution,  of  William 
Jung,  applicant  and  owner,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  of 
eight  individual  garages ;  premises 
1295-1299  Decatur  street,  Brooklyn. 

cal.  no.  555-22-BZ — Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles;  premises  359-363  Pulaski 
street,  Brooklyn. 

cal.  no.  764-22-BZ — Application,  May  31,  1922,  under  the 
building  zone  resolution,  of  John 
Stahl,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection 
a  four  story  business  building;  prem¬ 
ises  4761  White  Plains  road,  The 
Bronx. 

cal.  no.  1051-21-BZ — Application,  June  20,  1922,  under  the 
building  zone  resolution,  of  Albert  M. 
Yuzzolino,  for  Gerd.,  Helan  and  Hen- 
ryette  Henjes,  owners,  for  a  rehearing 
of  an  application  previously  denied  to 
permit  in  a  business  district  the  erec¬ 
tion  of  a  public  garage  and  repair 
shop;  premises  1820-1830  Cropsey  ave¬ 
nue,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  25,  1922,  at  2  p.  m. 

X 

Petitions  for  Variations. 

265-22-S— 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 
hattan. 

879-22-S — 122-124  Washington  avenue,  Brooklyn. 
254-22-S — 176-178  Wooster  street,  Manhattan. 

388-22-S— 82  East  10th  street,  Manhattan. 

662-22-S — 136  West  42nd  street,  139  West  41st  street, 
Manhattan. 

683-22- S — 63  West  15th  street,  Manhattan. 

810- 22-S — 15-17  East  3rd  street,  Manhattan. 

811- 22-S — 93  Bleecker  street,  Manhattan. 

823-22- S — 59  Crosby  street,  Manhattan. 

1145-21-S — 136  West  42nd  street,  Manhattan. 

291-22-S — 108  East  16th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S— Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S— Northern  Rotary  Pump,  approval  of. 

839- 22-S— Cornell  Vacuum  (Burner,  approval  of. 

840- 22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-S — Milliameter  for  measuring  electrical  current, 

approval  of. 

685-22- S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

144-23- A — 1580  Washington  avenue,  The  Bronx. 
390-22-A— 303  Cherry  street,  542  Water  street,  Manhattan. 
618-22- A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22- A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22- A — 361-373'  Avenue;  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22-A — 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 


831-22-A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

844-22- A — 242-252  West  36th  street,  Manhattan. 

794- 22-A — 225-229  West  39th  street,  Manhattan. 

795- 22- A — 79  East  130th  street,  78  East  131st  street,  Man¬ 

hattan. 

854-22-A — 558-5170  West  34th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal.- 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  12,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  22-22-BZ— Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  John  T. 
McCarthy,  applicant,  on  behalf  of  Ellen 
I.  McCarthy,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  east  side  Spuyten  Duyvel  road, 
132.32  ft.  north  of  230th  street,  The 
Bronx. 

cal.  no.  S16-22-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Feldmanm  and  George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

805-22-S — 508  West  24th  street,  Manhattan. 

841-22-S— 53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell ;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A— 254-256  Front  street,  Manhattan. 

868- 22-A — 254  Front  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Tuesday  morning,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
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W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 

CAL.  NO.  605-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

CAL.  NO.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars ; 
premises  201  Adelphi  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

v  Tuesday,  September  26,  1922,  at  10  a.  m. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  295-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  6,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan 

352-21- A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A— 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  13,  1922,  at  10  o. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

i 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A— Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A— Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 

383 -20- A — Pier  20,  East  River,  Manhattan. 

420-20-A — Pier  5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 
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421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 


15t1-?l-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1542- 21-A — Pier  3.  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Mam  and  Dock  streets.  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook- 

lya 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  11,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney  and  Kerby. 

The  minutes  of  the  Regular  Meeting  of  the  Board  of 
Appeals,  held  on  Wednesday  morning,  July  5,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  28,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
12-22- A 

APPELLANT— 'George  M.  McCabe,  for  Rumson  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 186-190  West  4th  street,  3-13 
Barrow  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 
department 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kearney  .  6 

Negative  . _ .  0 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(12-22- A) 


Whereas,  George  M.  McCabe,  for  Rumson  Realty  Cor¬ 
poration,  owner,  filed,  Jan.  5,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  186-88-90  West  4th  street  and  3-5-7-9- 
11-13  Barrow  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  the  building  *  *  ; 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  in  height,  80  ft.  6J4  in  by  111  ft.  10J4  in.  irregular 
in  area,  occupied,  cellar,  boiler  room,  etc ;;  1st  story, 
offices;  2nd  story,  mfg.  paper  boxes,  22  persons;;  3rd 
story,  printing,  19  persons;  4th  story,  printing,  19  persons; 
5th  story,  mfg.  envelopes,  24  persons;  6th  story,  mfg. 
ribbons,  21  persons;  7th  story,  printing,  24  persons;  8th 
story,  printing,  15  persons ;  the  building  being  equipped 
with  two  4  in.  standpipes ;  and 
Whereas,  the  appellant  contends  that  the  building  was 
originally  constructed  for  printers  and  is  equipped  with 
legal  exits  and  that  every  feature  of  fire  prevention  ex¬ 
cept  sprinklers  has  been  provided. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  forty  (40)  gallon  portable 
fire  extinguisher  be  maintained  on  the  second  story;  that 
a  fireproof  receptacle  be  provided  for  the  storage  of  trade 


waste ;  and  that  the  appeal  be  granted  so  long  as  conditions 
as  to  use  and  occupancy  remain  unchanged. 

387-22-A. 

APPELLANT — The  Ballinger  Company,  for  Anchor  Cap 
and  Closure  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 22  Queens  street,  Long  Island 
City,  Queens. 

APPEARANCES— 

For  Appellant:  J.  Ballinger. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  July  18th,  1922,  on 
request  both  of  fire  department  representative  and 
appellant. 


589-22-A. 

APPELLANT — Duncan  MacCregor  for  Clyde  Martin, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 155  East  38th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Joseph  D.  Maher. 

ACTION  OF  BOARD — Laid  over  to  July  25th,  1922,  to 
submit  plan  and  description  of  building. 


634-22-A. 

APPELLANT — William  R.  Coffee,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 285-289  Plymouth  street, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  W.  R.  Coffee. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  July  25th,  1922,  on 
request  of  appellant. 


646-22-A. 

APPELLANT — Harry  Kunet,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1534  Bryant  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant :  Harry  Kunet. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE—  _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative .  0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

646-22-A 


Whereas,  Harry  Kunet,  owner,  filed,  May  4,  1922,  an 
appeal,  with  the  Board  of  Appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  1534  Bryant  avenue, 
The  Bronx;  and 
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Whereas,  the  order  of  the  fire  commissioner  reads: 

“You  are,  therefore,  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of  which 
are  not  empty  and  to  discontinue  the  use  of  premises 
as  a  garage.” 

and 

Whereas,  the  building  is  frame,  2  stories  and  basement 
in  height,  21'  6"  x  60'  in  area,  occupied  as  a  one  car  garage 
and  dwelling  for  two  families;  and 

Whereas,  appellant  contends  that  the  garage  portion  of 
the  building  is  separated  from  the  remainder  of  the  building 
by  a  terra-cotta  block  partition,  with  fireproof  door  at 
opening  and  that  the  ceiling  is  covered  with  asbestos  boards 
and  metal ;  and 

Whereas,  a  similar  appeal  was  denied  by  the  board  under 
Cal.  No.  923 -19- A. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


3 1-22- A 

APPELLANT — Castleton  Hotel  &  Realty  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Castleton  Park  near  Nicholas 
street  and  St.  Marks  place,  St.  George,  S.  I., 
Richmond. 

APPEARANCES— 

For  Appellant:  G.  A.  Grabe. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  . 0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(31-22-A) 


Whereas,  Castleton  Hotel  &  Realty  Co.,  owner,  filed, 
January  9,  1922,  an  appeal,  with  the  Board  of  Appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  Castle¬ 
ton  Park  near  Nicholas  street  and  St.  Marks  place,  St. 
George,  S.  I.;  and 

Whereas,  the  order  of  the  fire  commissioner  reads; 

“Discontinue  the  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles  the  fuel  tanks 
of  which  contain  gasoline.” 
and 

Whereas,  the  building  is  of  frame  and  stucco  construc¬ 
tion,  one  story  in  height,  80'  x  40'  in  area,  located  in  a  resi¬ 
dence  district,  occupied  as  a  garage  for  12  automobiles  of 
the  pleasure  car  type ;  and 

Whereas,  appellant  contends  that  the  garage  is  an  acces¬ 
sory  to  the  residence  buildings  located  in  Castleton  Park 
and  that  only  the  automobiles  of  the  occupants  of  the  build¬ 
ings  are  stored  on  the  premises  and  that  no  repairs  are  made 
and  that  the  premises  have  been  occupied  as  a  garage  since 
1910;  and  has  filed  affidavits  to  that  effect. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  use  of  this  garage  be  limited 
to  the  owners  or  occupants  of  residences  of  Castleton  Park, 
residing  on  these  premises,  and  that  the  automobiles  so 
stored  and  maintained  shall  be  limited  to  the  pleasure  car 
type. 


595 -22 -A 

APPELLANT — John  DeHart  for  De  La  Vergne  Machine 
Co.,  owners. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Foot  of  138th  street  and  East 
River,  The  Bronx. 

APPEARANCES— 

For  Appellant:  John  DeHart,  John  Vouder  Hyde. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 


Negative  .  q 

Absent:  Fire  Chief  Martin  . j 

THE  RESOLUTION: 

(595-22- A) 

Whereas,  John  De  Hart  for  the  De  La  Vergne  Machine 
Co.,  owners,  filed,  April  22nd,  1922,  an  appeal,  with  the 
board  of  Appeals,  from  a  decision  of  the  fire  commissioner 
affecting  premises  foot  of  138th  street  and  East  River  the 
Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads; 

1.  Is  fuel  oil  to  be  used  derived  from  or  does’  it 
include  petroleum? 

2.  Give  flash  point  of  fuel  oil  in  an  open  cup,  also 
in  closed  cup  tester. 

3.  What  method  will  be  used  in  preventing  over¬ 
heating  oil  in  tank ;  between  tank  and  pump. 

“4.  Show  method  of  heating  and  preventing  over¬ 
heating  oil  in  tank;  also  oil  between  tank  and  pump. 

“5.  Describe  method  of  gauging  oil  in  tank. 

“6.  All  openings  or  connections  must  be  through  top 
of^  tank  except  for  a  cleanout  plug  at  the  bottom. 

“7.  Plans  should  show  material  and  construction  of 
all  floors,  walls,  stairways,  partitions,  skylights,  doors, 
windows,  etc. 

“8.  Total  storage  is  excessive  under  Rule  7.  En¬ 
closure  as  per  Rule  5  must  be  provided. 

“9.  Complete  details  of  construction  of  tanks  must 
be  filed,  showing  the  thickness  of  metal,  size  of  rivets, 
pitch  of  rivets,  etc. 

‘TO.  Tanks  must  be  tested  in  the  presence  of  a  city 
official.  Show  non-corrodible  screen  for  vent;  show 
anti-syphon  system. 

.  “1L  Complete  details  showing  material  and  construc¬ 
tion  of  pumps,  its  valves,  etc.,  must  be  filed.  All  provi¬ 
sions  of  Rule  13  must  be  complied  with.  Pumps  must 
be  located  in  an  accessible  position  and  provision  shall 
be  made  for  remote  control.  Pumps  must  be  installed 
in  duplicate  and  be  by-passed. 

“12.  Give  specifications  for  piping;  give  specifica¬ 
tions  for  connections;  overflow  pipes  shall  be  at  least  1 
size  larger  than  supply  pipes  and  be  carried  back  to 
tank.  Trench  must  be  provided  for  piping;  piping  must 
be  designed  with  a  factor  of  six. 

“13.  Piping  must  be  tested  to  a  pressure  of  at  least 
150  pounds  in  the  presence  of  a  city  official;  pumps 
must  be  of  a  type  approved  by  Board  of  Standards  and 
Appeals. 

.“14.  Control  valve  as  per  Rule  14  should  be  pro¬ 
vided  and  shown  on  plans.  Provision  shall  be  made  to 
insure  the  cessation  of  oil  supply  from  tank  to  burner 
when  the  pump  is  not  at  work. 

“15..  Complete  details  showing  material  and  con¬ 
struction  of  burners  must  be  filed.  Show  compliance 
with  all  provisions  of  Rule  16.  Burners  must  be  a 
type  approved  by  the  Board  of  Standards  and  Appeals. 

“16.  Show  completely  an  approved  fire  extinguishing 
system  for  storage  tanks.  Show  control  valves  for' 
steam  extinguishing  system  in  an  accessible  location  out¬ 
side  of  tank  enclosure. 

“17.  Show  how  Rule  18  will  be  complied  with,  show 
how  Rule  19  will  be  complied  with,  show  how  Rule  20 
will  be  complied  with. 

“18.  Show  how  Rule  21  will  be  complied  with. 

“19.  Show  construction  of  each  story  where  burners 
are  used  and  melting  furnaces  are  located. 

“20.  Show  construction  of  each  story  where  burners 
are  used  and  melting  furnaces  located.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
located  at  the  foot  of  138th  street  and  East  River,  on  which 
is  located  the  plant  of  the  De  La  Vergne  Machine  Com¬ 
pany,  consisting  of  a  pump  house  and  several  oil  tanks,  with 
a  total  capacity  of  40,375  gallons;  the  tanks  being  enclosed 
in  10"  concrete  retaining  walls;  the  top  of  the  wall  being 
2'  6"  above  the  ground,  the  depth  of  the  reservoir  being 
4'  10";  and 
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Whereas,  appellant  contends  that  this  is  an  existing 
plant  and  permits  were  issued  continually  up  to  December 
28  1918,  at  which  time  one  additional  fuel  oil  tank  was 
installed,  the  plan  having  been  approved  on  October  22, 

1918;  and  .  .  , 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  recommended  that  the  appeal  be  granted  on  certain 

conditions.  „  ,  _  .  .  . 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  tanks  be  enclosed  in  concrete 
walls  and  roofed  over  with  reinforced  concrete  at  least 
twelve  (12)  inches  in  thickness;  that  the  tank  enclosure 
be  provided  with  an  approved  fire  extinguishing  system  in 
accordance  with  subdivision  1  of  Rule  17  of  the  Fuel  Oil 
Rules  of  the  Board  of  Standards  and  Appeals;  that  the  oil 
storage  capacity  be  not  increased;  and  that  the  plant  be 
equipped  with  burners  and  pumps  approved  by  the  Board 
of  Standards  and  Appeals,  and  that  all  other  items  of  the 
decision  of  the  fire  commissioner  be  complied  with. 


630-22-A.  ,  -r  -d  u  u 

APPELLANT— William  F.  Hagarty  for  N.  R.  Realty  Co., 

SUBJECT — Appeal  from  decision  of  Superintendent  of 

Buildings.  „ 

PREMISES  AFFECTED— 1757-1773  Ocean  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1922. 

APPELLANT— H.  I.  Feldman  for  Manhattan  Jobbing 

House.  ,  ,  .  . 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 267-269  Bowery,  Manhattan. 

APPEARANCES— 

For  Appellant:  H.  I.  Feldman. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  granted  in  part  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

rj>  g  -y  Q  r£  g _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
B'oulton,  Holland,  Kearney  and  Kerby .  6 

Negative  . . 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(664-22- A) 

Whereas,  H.  I.  Feldman  for  Michael  Adrian  Corp., 
owner,  filed,  May  9,  1922,  an  appeal,  with  the  Board  of 
Appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  267-269  Bowery,  Manhattan;  and  . 

Whereas,  the  decision  of  the  fire  commissioner  reads ;  , 
“1.  Provide  a  non-automatic  sprinkler  system  in 
cellar  and  sub-cellai,  arranged  and  equipped  as  Pr°vl(iea 
in  the  rules  fer  fire  extinguishing  appliances  adopted 

by  the  Board  of  Standards  and  Appeals,  May  24,  191/, 
as  amended  May  2nd,  1918  and  January  21,  1919,  effective 
February  17,  1919,  and  in  the  rules  and  regulation  of  the 
Fire  Department.” 

3.nd 

Whereas,  the  building  is  nonfireproof,  5  stories  in  height, 
49'  4"  x  100'  in  area  in  the  1st  story  and  49  4  x  82  in 
area  above;  occupied,  sub-cellar  and  cellar,  storage;  Is 
story,  storage  and  office,  6  persons;  2nd,  3rd  and  4th  stories, 

^Whereas,  appellant  contends  that  the  building  is  divided 
into  two  sections  in  sub-cellar  and  cellar  by  a  20  wall  and 
that  there  is  no  communication  between  the  sections ;  that 
the  area  of  each  section  is  considerably  less  than  2,500  sq.  1  . 
that  there  are  no  persons  performing  regular  work  in  the 
cellar  or  sub-cellar  and  that  the  occupancy  of  the  entire 
building  is  very  small;  that  the  materials  stored  consist  of 
crockery  and  aluminum  ware,  contained  in  wood  boxes  and 


packed  in  straw  and  that  the  amount  of  straw  does  not 

exceed  two  bales.  .  . 

Resolved,  that  the  orders  of  the  fire  commissioner  in  so 
far  as  it  relates  to  premises  No.  269  be  and  it  hereby  is 
modified  and  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  storage  of  material  in  the  cellar  and  sub¬ 
cellar  of  this  building  packed  in  excelsior,  straw  or  other 
inflammable  material  be  discontinued  and  that  the  order  of 
the  fire  commissioner  in  so  far  as  it  relates  to  premises  No. 
267  be  affirmed  and  the  appeal  be  and  it  hereby  is  denied. 

676-2 2- A.  r  _ 

APPELLANT— Sol  S.  Hauben  for  Victory  Operating 

Corp.,  owner.  . 

SUBJECT— Appeal  from  decision  of  the  superintendent  ot 
buildings. 

PREMISES  AFFECTED— 114  Eighth  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Sol.  S.  Hauben. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE—  .  „r  ,  .  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  o 

Negative  . 9 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(676-22-A)  .  „ 

Whereas,  Sol.  S.  Hauben  for  Victory  Operating  Corpn., 
owner,  filed,  May  10,  1922,  an  appeal,  with  the  Board  of 
Appeals,  from  decisions  of  the  Superintendent  of  Buildings, 
affecting  premises  114  Eighth  avenue,  Brooklyn;  and 

Whereas,  the  decision  of  the  Superintendent  of  Build¬ 
ings  reads : 

“The  following  objections  have  been  filed  by  the 

examiners;  , 

“Denied  account  of  change  of  Zone  by  Bd.  of  Esti¬ 
mate  April  21,  1922,  from  “B”  to  “D”  district. 

snd 

Whereas,  the  building  is  nonfireproof,  5  stories  in  height, 
40'  x  80'  in  area,  thq  proposed  occupancy  being  two,  four 
room  apartments  and  one,  three  room  apartment  j  and 
Whereas,  it  appears  that  plans  for  the  erection  ot  the 
building  were  filed  in  the  Tenement  House  Department  on 
February  25,  1922,  and  approved  March  3,  1922,  and  the 
plans  were  then  filed  in  the  office  of  the  Bureau  of  Buildings 
on  March  4,  1922,  and  permit  for  the  installation  of  footings 
and  foundations  was  granted  by  the  Superintendent  of 
Buildings  on  March  10,  1922,  and  excavating  started  and 
contract  let  and  that  the  application  for  change  of  district 
was  not  filed  until  about  March  31,  !922,  and  the  area 
district  changed  from  “B’  to  D  on  April  21,  1922,  and 
Whereas  the  board  deemed  that  in  view  of  the  approval 
of  the  plans  by  the  Tenement  House  Department  and  the 
filing  of  the  plans,  in  the  Bureau  of  Buildings,  and  the  is¬ 
suance  of  a  temporary  permit  by  the  superintendent  of 
buildings  and  the  commencement  of  operations  prior  to  the 
application  to  the  Board  of  Estimate  and  Apportionment 
for  a  change  of  zone  affecting  these  premises,  that  the  ap¬ 
peal  should  be  granted.  .  4  . 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  reversed,  and  the  appeal  be 
and  it  hereby  is  granted. 

628-22-A 

APPELLANT — Louis  A.  Sheinart  for  Vim  Garage,  Inc., 

owner.  _  .  . 

SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 2469-77  Amsterdam  avenue, 
Manhattan. 

APPEARANCES:  .  A  . 

For  Appellant:  Louis  A.  Sheinart. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

YQXE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby  .  5 
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Negative:  Mr.  Kearney  . .  1 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(628-22- A) 


Whereas,  Louis  A.  Sheinart,  .  for  Vim  Garage,  Inc., 
owner,  filed,  April  29,  1922,  an  appeal  with  the  Board  of 
Appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  2469-77  Amsterdam  avenue,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads: 

“2.  File  plans  showing  4"  standpipe  equipment  in¬ 
cluding  all  component  parts.” 
and 

Whereas,  the  building  is  fireproof,  2  stories  in  height, 
129'  11"  x  100'  in  area,  occupied  as  a  public  garage,  the 
building  being  in  course  of  construction;  and 
Whereas,  appellant  requests  permission  to  install  a  2y2" 
standpipe  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals  in  place  of  a  4"  standpipe  and  claims 
that  the  water  pressure  in  street  is  73  lbs. ; 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  separate  2 y"  standpipes,  one  to 
each  story,  be  installed  with  six  (6)  two^and-one-half 
(2J/2)  inch  outlets  with  sufficient  hose  on  each  floor, — two 
on  the  front  wall,  two  on  the  rear  wall,  and  one  on  each 
gable  wall. 


689-22-A. 

APPELLANT — John  J.  Dunnigan  for  Louis  J.  Lowenthal, 
lessee.  • 

SUBJECT- — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 539-549  Fordham  road,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  John  J.  Dunnigan. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Bteatty, 


Boulton,  Holland  and  Kerby .  5 

Negative:  Mr.  Kearney  .  1 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(689-22-A) 


Whereas,  John  J.  Dunnigan  for  Louis  J.  Lowenthal, 
lessee,  filed,  May  18,  1922,  an  appeal,  with  the  Board  of 
Appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  539-49  Fordham  Road,  Borough  of  Bronx ;  and 
Whereas,  the  decision  of  the  Fire  Commissioner  reads: 

“Disapproved  April  24,  1922,  with  the  following  ob¬ 
jections;  1  2TA"  standpipe  (fire  line) .  equipment  must 
be  carried  around  interior  walls  of  building,  with  suffi¬ 
cient  hose  outlets,  as  per  Cal.  179-20-S  Board  of 
Appeals.” 
and 

Whereas,  the  building  is  of  nonfireproof  construction,  1 
story  in  height,  with  a  frontage  of  100  feet  and  a  depth  of 
50  feet,  irregular  in  area,  occupied  as  a  garage;  and 
Whereas,  appellant  proposes  to  place  a  2V2"  line  under 
concrete  floor  at  the  center  of  -the  building  with  an  outlet 
at  the  front  and  one  at  the  center  with  75  ft.  of  hose  at  each 
outlet. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  2  inch  standpipe  water  supply 
connection  to  street  main  be  installed  under  the  floor  of  the 
garage;  that  two  2x/2  inch  standpipe  risers  be  provided,  one 
at  the  centre  at  the  front  of  the  building,  and  one  at  the 
corner  formed  by  the  intersection  of  rear  wall  and  the 
gable  wall  of  the  extension ;  with  approved  two-and-one- 
half-inch  (2l/2")  outlets,  and  with  seventy-five  (75)  feet 
of  approved  hose  at  each  outlet. 


690-22- A. 

APPELLANT — Charles  Schaefer,  Jr.,  for  Samuel  Rubin, 
owner. 


SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AbFECTED — 1191-1199  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Charles  Schaefer,  Jr. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty  and  Kerby .  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 

Holland  Kerby  .  4 

Absent:  Fire  Chief  Martin  .  1 


THE  RESOLUTION: 

(690-22- A) 

Whereas,  Charles  Schaefer,  Jr.,  for  Samuel  Rubin,  owner, 
hied,  May  15,  1922,  an  appeal,  with  the  Board  of  Appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
1191-99  Webster  avenue,  Borough  of  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

.  “2-  A  4"  regulation  standpipe  equipment  must  be 
installed.  Appeal  may  be  taken  to  the  Board  of  Ap¬ 
peals.” 
and 

Whereas, _  the  building  is  .of  nonfireproof  construction  one 
story  in  height,  164'  y2"  x  100'  in  area,  occupied  as  a 
garage;  and 

Whereas,  appellant  proposes  to  provide  hose  outlets  on 
each  interior  column,  the  main  supply  being  a  2 y2"  line 
suspended  on  the  steel  girders  with  the  necessary  hose,  etc. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


693-22-A. 

APPELLANT — Havemeyer  Real  Estate  Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 25  Church  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  David  Grant. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative .  0 

Absent:  Fire  Chief  Martin  .  1 


THE  RESOLUTION: 

(693-22-A) 

Whereas,  Havemeyer  Real  Estate  Co.,  owner,  filed,  May 
15,  1922,  an  appeal,  with  the  Board  of  Appeals,  from  an 
order  of  the  Fire  Commissioner,  affecting  premises  25 
Church  Street,  Manhattan;  and 

Whereas,  the  order  of  the  Fire  Commissioner  reads: 

“2.  Discontinue  the  sprinkler  lines  in  the  wire  shafts 
from  the  standpipe  system,  sec.  20,  ch.  12,  Code  of 
Ordinances.” 

and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
200'  x  55'  in  area,  occupied  as  offices ;  and 

Whereas,  appellant  contends  that  these  sprinklers  were 
installed  about  1910  after  there  has  been  several  fires  in 
the  wire  shafts  and  that  to  properly  function  they  should 
be  connected  to  the  most  certain  sources  of  supply  and  that 
they  have  demonstrated  their  usefulness  in  putting  out  fires. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  sprinkler  line  be  disconnected 
from  the  standpipe  system  in  the  wire  shaft,  and  recon¬ 
nected  to  the  tank,  above  the  3500  gallon  mark,  maintaining 
a  3500  gallon  reserve  for  the  standpipe;  and  that  the  appeal 
be  granted  so  long  as  conditions  as  to  use  and  occupancy 
remain  unchanged. 
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699-22-A.  .  .  ,  A  .  c  ,  , 

APPELLANT— William  Higgmson  for  American  Safety 
Razor  Corp.,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 305-319  Jay  street,  62-76  Lawr¬ 
ence  street,  Brooklyn. 

APPEARANCES—  ,  t  ,  ,  TT  Tr  ,, 

For  Appellant:  Arthur  Richland  and  Henry  Kolb. 
For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kearney .  5 

N egative  . . . •  •  ••  • ; .  ® 

Absent:  Mr.  Kerby  and  Fire  Chief  Martin....  2 

THE  RESOLUTION : 

(699-22-A) 

Whereas,  William  Higginson  for  American  Safety  Razor 
Corp.,  owner,  filed  May  16,  1922,  an  appeal,  with  the  Board 
of  Appeals,  from  an  order  of  the  Fire  Commissioner,  affect¬ 
ing  premises  305-19  Jay  street  and  62-76  Lawrence  street, 

Brooklyn;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“Forthwith  remove  all  nitro-cellulose  in  the  form  of 
blocks,  slabs,  tubes,  rods,  sheets  and  other  forms  used 
for  further  manufacture  pending  compliance  with  the 

following;  ,  .  ,  ,  ,  n 

“1  Provide  fireproof  vault  in  which  to  keep  all 
nitro-cellulose  products  intended  for  further  manufac¬ 
ture.  Said  vault  to  be  located,  constructed,  ventilated 
and  equipped  in  accordance  with  plans  to  be  filed  with 
and  approved  by  Fire  Department,  as  per  sec.  232-2, 

“2.  Provide  an  approved  double-walled  metal  cabinet 
in  which  to  keep  all  nitro-cellulose  products  intended  for 
further  manufacture,  sec.  232-3,  ch.  10,  Code  of  Ord. 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
which  is  located  the  plant  of  the  American  Safety  Razor 
Corp.,  consisting  of  several  buildings,,  an  8  story  and  base¬ 
ment  reinforced  concrete  building  with  598  employees;  a 
5  story  nonfireproof  building  with  113  employees;  a  4  story 
nonfireproof  building  with  160  employees  and  a  one  story 
nonfireproof  building  with  5  employees;  and 

Whereas,  appellant  contends  that  the  total  average  quan¬ 
tity  of  manufactured  celluloid  razor  boxes  and  c?  .  j 
handles  for  shaving  brushes;  they  are  completely  finished 
when  received  by  the  razor  company;  all. that  is  done  by 
the  company  being  to  insert  the  brush  which  is  already  m 
its  completed  state  into  the  handle  by  use  of  a  cold  rubber 
cement  and  that  it  is  not  practical  to  store  these  materials 
in  a  fireproof  vault  for  the  reason  that  they  are  scattered 
about  the  building  in  small  quantities.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  be  no  manufacturing  or 
tooling  of  any  celluloid  articles  on  the  premises  ;  that  any 
celluloid  kept  on  the  premises  be  limited  to  finished,  manu¬ 
factured  articles;  that  the  appeal  be  granted  only  so  long 
as  conditions  remain  unchanged;  and  that  there  be  no  raw 
celluloid  stored  or  used  on  the  premises. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kearney  .  5 

Negative  . . . . . ; .  0 

Absent:  Mr.  Kerby  and  Fire  Chief  Martin -  2 

THE  RESOLUTION : 

(1717-21-A) 

Whereas,  Edward  Jordan-Kiel  Company  for  Albert  Ash- 
forth,  owner,  filed,  April  26,  1922,  an  appeal,  with  the  Board 
of  Appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  3  West  19th  street  and  142  Fifth  avenue,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads :. 

“1.  Discontinue  the  use  of  all  gas  appliances, 
heaters,  torches  and  all  other  sources  of  heat,  (except 
steam  and  hot  water)  in  all  rooms  wherein  nitro¬ 
cellulose  products  are  kept  or  used  as  per  section  234-1, 
chapter  10,  Code  of  Ordinances. 

“3.  Discontinue  the  storage  of  all  nitro-cellulose 
products  intended  for  further  manufacture  in  excess  of 
250  pounds — as  per  section  232-2,  chapter  10,  Code  of 
Ordinances. 

“4.  Provide  an  approved  double-walled  metal  cabinet 
in  which  to  keep  all  nitro-cellulose  products  intended  for 
further  manufacture.  Cabinet  to  be  ventilated  to  ex¬ 
terior  of  the  building  in  an  approved  manner  and  pro¬ 
tected  by  one  effective  sprinkler  head  within  it — as  per 
section  232-3,  chapter  10,. Code  of  Ordinances.” 
and 

Whereas,  the  building  is  fireproof,  10  stories  in  height 
70  ft.  x  60  ft.  in  area,  occupied  on  7th  and  10th  stories  for 
the  manufacture  of  umbrellas,  30  persons  per  story;  and 

Whereas,  appellant  contends  that  there  are  but  two  gas 
appliances,  one  to  generate  steam  for  steaming  the  umbrella 
cloth  and  the  other  to  heat  irons;  that  this  steamer  is  20  ft. 
away  from  any  celluloid  and  is  protected  with  asbestos ;  the 
one  for  irons  is  15  ft.  away  and  is  protected  with  sheet 
iron  and  that  the  celluloid  umbrella  handles  are  received 

in  the  finished  state.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner.be  and  it 
hereby  is  modified  and  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  flame  be  maintained  in  any  room  where 
the  drilling  of  celluloid  handles  is  performed ;  that  no  raw 
celluloid  be  maintained  on  the  premises ;  and  that  the  appeal 
be  granted  only  so  long  as  present  conditions  as  to  use  and 
occupancy  remain  substantially  unchanged. 


33-22-A. 

APPELLANT— Louis  E.  Felix  for  Chisholm  Realty  Co., 


owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 141-145  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  R.  F.  Kilpatrick. 

For  Administration:  Inspector  Maher  of  Bureau 
of  Buildings,  Fire  Department. 

ACTION  OF  BOARD— Appeal  withdrawn. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Btoulton,  Holland,  Kearney  and  Kerby .  6 

Negative .  0 

Absent:  Fire  Chief  Martin  .  1 


1717-21-A 

APPELLANT— Edward  Jordan-Kiel  Company  for  Albert 
Ashforth,  owner.  .  . 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 3  West  19th  street  and  142 
Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  William  H.  Jordan. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


702-22-A. 

APPELLANT— J.  B.  Kepner  for  The  Studebaker  Corp.  of 
America,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1469  Bedford  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  J.  B.  Kepner. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 
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THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby .  6 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(702-22-A) 

Whereas,  J.  B.  Kepner,  for  The  Studebaker  Corp.,  of 
America,  owner,  filed,  May  15,  1922,  an  appeal  with  the 
Board  of  Appeals,  from  an  order  of  the  fixe  commissioner, 
affecting  premises  1469  Bedford  avenue,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Forthwith  reduce  the  number  of  motor  vehicles 
with  gasoline  in  fuel  tanks  to  four,  in  accordance  with 
plans  #1134/20  approved  by  this  department. 

“2.  Remove  forthwith  all  gasoline,  except  in  fuel 
tanks  of  four  motor  vehicles.  Sec.  9,  Ch.  10,  Code  of 
Ord.” 

and  .  ,  ,  .  , 

Whereas,  the  building  is  fireproof,  four  stories  and 
mezzanine  in  height,  64  ft.  3  in.  by  103  ft.  5  in.  in  area, 
occupied  as  automobile  show  room  and  salesroom  for 
showing  and  selling  automobiles;  and 

Whereas,  appellant  contends  that  the  building  is  not  a 
garage  within  the  meaning  of  the  building  zone  resolution. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


“5.  Provide  Alberene  or  similar  substance  for  all 
shelves  holding  chemicals,  over  laboratory  tables.  *  *  * 
“6.  Provide  a  three-gallon  extinguisher  in  chemical 
laboratory. 

“7.  Provide  safety  catch  basin  for  the  storage  of 
nitric  acid.” ; 

and 

Whereas,  the  building  is  fireproof,  4  stories  in  height, 
with  a  frontage  of  180  ft.  and  170  ft.  and  a  depth  of  55  ft. 
occupied  as  a  high  school ;  and 

Whereas,  appellant  contends  that  it  has  been  the  custom 
in  high  schools  to  keep  on  hand  a  small  quantity  of  chemicals 
used  in  the  chemical  laboratories,  that  these  are  under  con¬ 
stant  supervision  and  that  the  alterations  and  changes 
required  would  cost  approximately  $6,000. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  as  to  Items  1,  4  and  5 ;  on  condition  that  Items  2,  3, 
6  and  7  of  the  order  be  complied  with. 


7 12-22- A. 

APPELLANT— Day  &  Meyer,  Murray  &  Young,  lessees. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 305-307  East  61st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  on 
written  request  of  appellant. 


704-22-A.  ,  _ 

APPELLANT— Perlie  P.  Fallon  for  Beck  Hazzard,  Inc., 

lessee. 

SUBJECT— Appeal  from  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 575  Fulton  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  Bureau 
of  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922.  No 
appearance. 


APPELLANT— C.  B.  J.  Snyder  for  Board  of  Education, 
City  of  New  York.  .  . 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— N.  S.  Jackson  avenue,  corner 
Whitestone  avenue,  Flushing,  Queens. 

APPEARANCES—  T  .  _  T11.  ,  . 

For  Appellant:  Chas.  Tilgner,  Louis  F.  Illich  and 

J.  A.  Tildsley.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITION S — As  specified  in  resolution. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  . . . . ; - -  •  •  •. .  1 

Absent:  Acting  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(709-22-A) 

Whereas,  C.  B.  J.  Snyder  for  Board  of  Education,  City 
of  New  York,  owner,  filed,  May  19,  1922,  an  appeal,  with 
the  Board  of  Appeals,  from  an  order  of  the  fire  commis¬ 
sioner  affecting  premises  NS.  Jackson  avenue,  corner 
Whitestone  avenue,  Flushing,  Queens ,  ana 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1  Provide  wire  glass  windows  with  metal  trames 
in  all  windows  leading  from  chemical  room,  laboratory 

ail4  ^Provide* a  metal  cabinet  or  closet  for  the  storage 
of  ail  combustible,  inflammable  or  oxidizing  agents  used 

in  the  chemical  laboratory.  *  *  *  , 

“3.  Provide  self-closing  fireproof  door  leading  from 

chemical  stock  room  to  hallway.  .  .<  « 

“4  Provide  a  covering  of  Alberene  or  similar  sub¬ 
stance  on  all  laboratory  tables  constructed  of  wood. 


716-22- A. 

APPELLANT — W.  Cullen  Morris  for  New  York  &  Queens 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 82  Myrtle  avenue,  Flushing, 

Queens. 

APPEARANCES— 

For  Appellant:  W.  Cullen  Morris. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  O'F  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  B^tty, 
Boulton,  Holland,  Kearney  and  Kerby  -  6 


-  -  —  -  -  I  W  -  -  _ 

Negative  . . .  U 

Absent:  Fire  Chief  Martin  . . .  1 

THE  RESOLUTION : 

(7 16-22- A) 


Whereas,  W.  Cullen  Morris  for  New  York  &  Queens 
Gas  Company,  owner,  filed,  May  19,  1922,  an  appeal,  with 
the  Board  of  Appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  82  Myrtle  Avenue,  Queens;  and 
Whereas,  the  order  of  the  Fire  Commissioner  reads: 

“Surrender  to  bearer,  permit  #66339  issued  to  you  on 
Feb.  16,  1922,  to  expire  Dec.  1,  1922k  authorizing  the 
storage  of  190,000  gals,  of  gas  oil,  2  holders — 1,350,000 
cu.  ft.  gas  in  3  holders  and  1  bbl.  alcohol  in  the  mfg. 
of  illuminating  gas  on  the  above  premises,  as  it  is 
revoked  for  the  reason  that  all  storage  tanks  including 
filling  and  measuring  tanks  and  separators,  comprising 
petroleum  or  shale  oil  or  the  liquid  products  thereof  or 
coal  tar  comprising  or  forming  a  part  of  the  oil 
storage  plant  shall  be  buried  so  that  the  top  of  said 
tanks  shall  be  at  least  2  ft.  below  the  grade  level.  Plans 
and  specifications  must  be  filed  with  and  approved  by 
the  Fire  Dept,  before  the  above  work  may  be  com¬ 
menced.  sec.  Ill,  sub.  5,  ch.  10,  Code  of  Ord.” 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
which  is  located  the  plant  of  the  New  York  &  Queens  Gas 
Co.,  consisting  of  several  buildings,  gas  holders  and  fuel  oil 
tanks,  the  tanks  being  located  in  concrete  enclosure;  and 
Whereas,  appellant  contends  that  the  tanks  were  installed 
in  1916  and  were  placed  above  ground,  owing  to  conditions 
which  made  it  impractical  to  place  them  underground  and 
that  the  installation  was  approved  by  the  Board  of  Hazard¬ 
ous  Trades  on  January  31,  1916. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  fuel  oil  maintained  on  the 
premises  shall  have  a  flashpoint  not  less  than  150  deg.  open 
cup,  and  that  the  storage  capacity  be  not  increased. 


420-22-A. 

APPELLANT — Kings  County  Lighting  Co.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— West  side  of  First  avenue  from 
54th  to  55th  streets,  Brooklyn. 
.APPEARANCES— 

For  Appellant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  pending 
inspection  by  Committee  of  the  Board. 


APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  pending 
inspection  by  Committee  of  the  Board. 

459-22-A.  -f 

APPELLANT — R.  W.  Bush  for  The  Brooklyn  Union  Gas 
Co. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — Kent  avenue  from  North  11th 
to  North  12th  street,  East  River,  Brooklyn. 

APPEARANCES— 

P'or  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  pending 
inspection  by  Committee  of  the  Board. 


242-22-A. 

APPELLANT— R.  W.  Btish  for  The  Brooklyn  Union  Gas 
Co. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 556  Kent  avenue,  Brooklyn: 
APPEARANCES— 

For  Appellant  :  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  pending 
inspection  by  Committee  of  the  Board. 


243-22-A. 

APPELLANT— R.  W.  Bush  for  The  Brooklyn  Union  Gas 
Co. 

SUBJECT — Appeal  from  order  of  fixe  commissioner, 
PREMISES  AFFECTED— Second  avenue,  bounded  by 
Gowanus  Canal,  11th  and  12th  streets,  Brooklyn. 
APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  pend¬ 
ing  inspection  by  Committee  of  the  Board. 


244-22-A. 

APPELLANT— R.  W.  Bush  for  the  Brooklyn  Union  Gas 

Co. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— South  side  of  Maspeth  avenue, 
92  ft.  east  of  Vandervoort  avenue,  Brooklyn. 
APPEARANCES— 

...  .For  Appellant;  R.  W.  Bush., 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  pending 
inspection  by  Committee  of  the  Board. 


245-22-A. 

APPELLANT— R.  W.  Bush  for  the  Brooklyn  Union  Gas 

Co. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Nevins  street,  bounded  by 
Douglas,  Third  avenue  and  Degraw  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  pending 
inspection  by  Committee  of  the  Board. 


342-22-A. 

APPELLANT— R.  W.  Bush  for  the  Brooklyn  Union  Gas 


SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 556  Kent  avenue  (Nassau  Gas 


Works),  Brooklyn. 

APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  pending 
inspection  by  Committee  of  the  Board. 


APPELLANT— R.  W.  Bush  for  the  Brooklyn  Union  Gas 
Co.  , 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 433  Hoyt  street,  Brooklyn 
(Citizens  Gas  Works). 


45 -22- A. 

APPELLANT — I.  Margon  &  C.  Glaser,  for  S.  &  L.  Bldg. 
Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — Northeast  corner  Kingsbridge 
road  and  Jerome  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Joseph  Sultan. 

ACTION  OF  BOARD — Request  to  reopen  appeal  denied. 


THE  VOTE— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerbv  and  Fire 

Chief  Martin  .  7 

Absent  . 0 


506-22-BZ. 

APPLICANT — Samuel  Cohen,  applicant,  on  behalf  of  Asso¬ 
ciated  Screen  News  Co.,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
erection  of  a  business  building. 

PREMISES  AFFECTED — 48-64  Congress  avenue, 

Flushing. 

APPEARANCES— 

For  Applicant :  Isaac  C.  B’ormeant  and  Samuel 
Cohen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(506-22-BZ) 


Whereas,  Samuel  Cohen,  for  Associated  Screen  News, 
owner,  filed,  April  7th,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  of  a  factory  building  to  be  used  in  conjunction  with 
existing  buildings  on  the  same  premises  with  existing  factory 
use,  premises  48-64  Congress  avenue,  Flushing,  Queens ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  11th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Congress  avenue,  Park  place  and 
Linden  street  are  residence  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  29th,  1922,  in  acting  on  NB  385-22  reads : 

“8.  Objection  1  not  removed. 

“Location  is  in  a  residence  zone  extension  of  business 
building  and  manufactories  and  prohibited.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction  1  story  in  height  with  a  frontage  of  50  ft.  and  a 
depth  of  40  ft.  to  be  occupied  as  a  factory  being  an  exten¬ 
sion  to  an  existing  2  story  factory  building  motion  picture 
film  development;  and 
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Whereas,  these  premises  were  in  the  same  ownership  on 
July  25,  1916,  and  were  occupied  for  factory  use. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  ana 
it  hereby  is  granted  on  condition  that  the  proposed  extension 
be  limited  to  the  dimensions  on  the  plans  filed  in  this  case, 
namely  fifty  (50)  ft.  two  (2)  inches  front,  by  fifty  (50)  ft. 
deep  by  forty  (40)  ft.  in  the  rear;  that  the  building  be 
fireproof  and  but  one  story  in  height;  and  that  its  use  be 
limited  to  the  conduct  of  the  business  now  conducted  m 
the  existing  main  building. 

604-22-BZ.  ,  .  ,  .  ,,  r 

APPLICANT— Max  Margolis,  architect,  on  behalt  ot 

Annie  Goldstein,  owner.  .  . 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED — 1696-1702  St.  Johns  place, 
Brooklyn. 

For  Applicant — Frank  W.  Holmes,  Max  Margolis 
and  Annie  Goldstein.  „  .  . 

For  Opposition:  Solomon  Pulik,  Peter  Samcolo. 
ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  V^^mative .  Messrs.  Beatty,  Boulton  Holland, 
Kearney,  Kerby  and  Fire  Chief  Martin.... 

Negative:  Chairman  Walsh  .  ^ 

Absent  . 

THE  RESOLUTION : 

(604-22-BZ) 

Whereas,  Max  Margolis,  for  Annie  GoWstem,  owner 
filed,  April  24th,  1922,  an  application  tmde -the  build  mg 
zone  resolution,  to  permit  m  a  business  district  the  erect 
of  a  garage  for  storage  of  more  than  five  motor  vehicles, 
premifes  1696-1702  St.  Johns  place,  ^ooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  appheat 
bv  the  board  of  appeals,  at  its  regular  meeting  July  11th 
1922  after  due  notice  by  publication  in  the  Bulletin  of  the 

Board  of  Standards  and  Appeals;  and  .  ,  ju. 

Whereas  the  use  district  maps  accompanying  the  build 
in^oS “  soteion  show  .hot  St.  Johns  place,  Howard  ave- 
nue  and  Lincoln  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  supenn  en  en  ^2 

rendered  March  29,  1922,  in  acting  on  App.  #4702  1R22 

rCa^  “Denied — Proposition  contrary  to  Zone  Resolution 

Art.  II,  Sec.  4A.” 

Whereas  the  proposed  building  is  to  be  of  fireproof 

sS  i  Tk  t  as  »  tt* 

and  .ha.  the  applwa.ion  he 

S*“,  T  •  jddleSth' 

walls  be  unpierced  throughout  therr  en(,re  1 ^f1 

that  any  'n:nt|lat|'jn  :,ha  l  ,1.  by^  ^  I.f..r  walls.  that  the 

SSTJSShS  fafup  in  (ace  brick.  With 

r^co^S^S  of  the  date  of  this 
action.  _ 

APPLICANT-Ezra  P.  Mott,  for  Ernest  C.  Hawkins, 

SUB  TECT— Application  to  permit  in  a  residence  district 
S  the  erection  of  a  public  garage. 


PREMISES  AFFECTED— Southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill,  Queens. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  September  26,  1922. 
No  appearance. 


611-22-BZ. 

APPLICANT— H.  Rosenbaum  for  S.  &  K.  Motor  Co., 
lessee. 

SUBJECT — Application  to  permit  in  a  business  district  the 
maintenance  of  automobile  repair  shop. 

PREMISES  AFFECTED — 308-310  Lexington  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Rosenbaum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative . 

Absent  . 


7 

0 

0 


645-22-BZ. 

APPLICANT— Annie  M.  Gaffney,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  two  car  garage. 

PREMISES  AFFECTED — 2316  Grand  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  P.  Gaffney  and  Joseph  F. 
Gaffney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

N  egative .  0 

Absent  . 0 


THE  RESOLUTION: 

(645-22-BZ) 

Whereas,  Annie  M.  Gaffney,  owner,  filed,  May  4th,  1922, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for 
storage  of  two  motor  vehicles,  two  spaces  rented  to  persons 
not  residing  on  the  premises,  2316  Grand  avenue,  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  11th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  avenue,  Davidson  ave¬ 
nue  and  184th  street  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner  dated  Oc¬ 
tober  28th,  1921,  order  #9360-C  reads: 

“Discontinue  the  maintenance  of  garage  which  is  not 
maintained  strictly  as  an  accessory  to  dwelling  on  same 
lot  on  these  premises.”; 

and 

Whereas,  the  building  is  of  nonfireproof  construction  1 
story  in  height  with  a  frontage  of  17  ft.  and  a  depth  of 
18  ft.  occupied  as  a  garage  for  two  automobiles  of  the 
-  pleasure  car  type,  space  for  which  is  rented  to  persons  not 
residing  on  premises;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  89  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  ceiling  be 
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fire  retarded  with  one-half  inch  plaster  boards  covered  with 
26  gauge  metal ;  and  that  the  capacity  of  the  garage  be 
limited  to  the  storage  of  two  automobiles  of  the  pleasure 
car  type,  space  for  which  may  be  rented  to  persons  not 
residing  on  the  premises. 


666-22- BZ. 

APPLICANT — Starrett  &  Van  Bleck  for  Equitable  Life 
Assurance  Society  of  the  U.  S.  A. 

SUBJECT — Application  to  permit  in  a  2V2  times  district 
the  erection  of  an  office  building  to  a  height  in 
excess  of  that  permitted  by  the  Zoning  Law. 
PREMISES  AFFECTED— 383-399  Seventh  avenue,  154-172 
West  32nd  street,  145-165  West  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  E.  A.  Van  Vleck,  Frank  Gartner. 
For  Opposition  :  Isidor  Lazzarous. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1922,  and 
etc.,  for  submission  to  the  board  of  a  report  by 
the  engineer;  no  further  argument. 


787-22- BZ 

APPLICANT — George  A.  Boyd,  lessee. 

SUBJECT — Application  to  permit  in  a  business  district  the 
conversion  of  a  four  story  warehouse  into  a  public 
garage. 

PREMISES  AFFECTED— 506-510  West  181st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  N.  Taylor  Phillips. 

For  Opposition :  Ph.  J.  Sennett,  N.  M.  Burghard, 
Reginald  P.  Bbulton,  Geo.  J.  Weslau,  M.  M. 
Hennion,  Said  Kind,  Donald  Robertson,  Edwd. 
H.  Davis  and  Rube  Fogel. 

ACTION  OF  BOARD — Application  granted. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 


Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  and  Fire  Chief 

Martin  . 2 

Absent  .  0 

THE  RESOLUTION: 

(787-22-BZ) 


Whereas,  George  A.  Boyd,  for  Abraham  Ruth,  owner, 
filed,  June  5th,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  conversion  of 
a  four  story  warehouse  into  a  public  garage  for  more  than 
five  motor  vehicles,  premises  506-8-10  West  181st  street, 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  July  11th,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  181st  street  and  Audubon  avenue 
are  business  districts  and  180th  street  is  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  3rd,  1922,  in  acting  on  amendment  to  N.  B. 
Application  #433-1921  reads : 

“17.  Use  of  this  building  for  a  garage  with  more 
than  5  cars  is  unlawful.  Section  4  of  Zone  Resolution.”; 

and 

Whereas,  the  building  is  of  fireproof  construction  four 
story  in  height  with  a  frontage  of  75  ft.  and  a  depth  of  109 
ft.  6  in.,  occupied  as  a  storage  warehouse,  it  is  proposed  to 
occupy  building  as  a  garage  for  more  than  five  motor 
vehicles;  and 

Whereas,  the  contention  of  the  applicant  is  that  there  ex¬ 
isted  on  this  street  between  the  intersecting  streets  on  July 
25,  1916,  a  garage  for  more  than  five  motor  vehicles  which 
garage!  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted . 


621-22-BZ. 

APPLICANT — Patrick  Duffy,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 201  Adelphi  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Patrick  Duffy. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  Sept.  19,  1922,  to  ob¬ 
tain  further  consents. 


605-22-BZ. 

APPLICANT — A.  White  Pierce  for  Cataldo  Mascialino, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
extension  of  the  existing  repair  shop  with  dwelling 
and  storage  above. 

PREMISES  AFFECTED — 2209-2211  Cortelyou  road, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  White  Pierce. 

For  Opposition :  Theo.  Hiebink,  E.  J.  Archen, 
Katherine  W.  Brady,  and  I.  Edelbaum. 

ACTION  OF  BOARD — Laid  over  to  September  19th,  1922, 
on  request  of  applicant. 


568-22- BZ. 

APPLICANT— Frederick  W.  Moore  for  N.  Lefkowitz, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  garage  for  more  than  five  cars. 

PREMISES  ^AFFECTED — 315  W.  142nd  street,  Manhattan, 

APPEARANCES— 

For  Applicant :  Frederick  W.  Moore. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  19th,  1922, 
on  request  of  applicant. 


588-19-BZ. 

APPLICANT — Louis  Allmendinger,  architect,  for  Rentrop 
Silk  Dyeing  Corp.,  owner. 

SUBJECT — Application  to  permit  the  erection  of  a  factory 
extending  from  an  unrestricted  into  a  business  dis¬ 
trict. 

PREMISES  AFFECTED — 63-67  Bolivar  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Cyrus  S.  Julien. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  for  extension  of  time 
granted. 

THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 


Negative .  0 

Absent:  Fire  Chief  Martin  . „ .  1 

THE  RESOLUTION: 

(588-19-BZ) 


Whereas,  Louis  Allmendinger,  architect,  for  the  Ren¬ 
trop  Silk  Dyeing  Corporation,  owner,  filed,  August  6, 
1919,  with  the  board  of  appeals,  an  application  under  the 
building  zone  resolution  to  permit  the  erection  of  a  factory 
extending  from  an  unrestricted  into  a  business  district; 
premises  63-67  B'olivar  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  August  26, 
1919,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Edwards  street  is  a 
business  district  and  Bolivar  street  unrestricted;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  July  16,  1919,  rendered  in  acting  on  Applica¬ 
tion  7581-19,  reads : 

“Denied  under  zone  resolution,  Art.  2,  Use  District, 
Par.  4.” ; 
and 
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Whereas,  an  application  was  filed  in  the  Bureau  of  Build¬ 
ings  to  permit  the  erection  of  a  one  and  two-story  non- 
fireproof  factory  building,  40  feet  in  height,  75  feet  by  100 
feet  and  107  feet  7k£  inches  in  area  in  the  first  story  and  75 
feet  by  22  feet  4  inches  above,  extending  5  feet  3  inches 
into  the  business  district,  dyeing  being  a  prohibited  use  in 
the  business  district;  and 

Whereas,  under  the  provisions  of  section  7-b  of  the 
building  zone  resolution  the  board  of  appeals  may  grant 
such  an  extension,  and  no  one  appeared  in  opposition  to 
the  granting  of  this  application ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  August  26,  1919,  on  certain  conditions : 

“That  the  height  and  area  regulations  of  the  building 
zone  resolution  be  complied  with ;  and 
“That  any  permits  necessary  for  the  prosecution  of 
the  work  shall  be  obtained  within  nine  months  of  the 
date  of  this  action  and  that  the  work  shall  be  completed 
within  eighteen  months  of  the  date  of  this  action.” ; 

and 

Whereas,  applicant  requested  an  extension  of  time  in 
which  to  complete  the  work. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  in  accordance  with  the  resolution 
adopted  by  the  board  August  26,  1919,  on  condition  that  the 
building  be  completed  within  one  year  from  the  date  of 
this  action. 


1672-21 -B'Z. 

APPLICANT — Augustine  Schiavone  for  Charles  Piscopo, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  five  cars. 
PREMISES  AFFECTED— 771  40th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  A.  Schiavone. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  # 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....,  6 


Negative  . ; . .  0 

Absent :  Fire  Chief  Martin  . .  1 


THE  RESOLUTION : 

(1672-21-BZ) 

Whereas,  Augustine  Schiavone  for  Charles  Piscopo, 
owner,  filed,  December  21,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  five  cars,  premises  771 
40th  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  July  11th,  1922. 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  40th  street  is  a  residence  district, 
8th  avenue  is  a  business  district  and  39th  street  an  un¬ 
restricted  district;  and 

Whereas,  the  order  of  the  fire  commissioner  rendered 
December  2,  1921,  in  acting  on  #68977-LC-21.  reads : 

“Maintenance  of  your  garage  is  a  violation  of  section 
3,  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the  Board 
of  Estimate  and  Apportionment  of  the  City  of  N.  Y. 
adopted  July  25,  1916,  inasmuch  as  motor  vehicles  stored 
are  used  for  commercial  purposes.”; 
and 

Whereas,  the  building  is  of  nonfireproof  construction  one 
story  in  height  with  a  frontage  of  20  ft.  and  a  depth  of  37 
ft.,  occupied  as  a  garage  for  five  automobiles  of.  the  pleasure 
car  type  all  space  rented  to  persons  not  residing  in  the 
premises;  and 

Whereas,  the  premises  is  located  in  an  undeveloped  sec¬ 
tion. 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity  of 
the  garage  be  limited  to  the  storage  of  three  automobiles 
of  the  pleasure  car  type,  space  for  which  may  be  rented 
to  persons  not  residing  on  the  premises ;  and  on  the  further 
condition,  that  the  ceiling  of  the  garage  be  fire-retarded 
with  metal,  if  not  already  so  protected. 


374-20-BZ. 


APPLICANT— John  J.  Dunnigan  for  Frederick  H.  Rowe 
and  E.  Everett  Rowe,  owners. 

SUBJECT— Application  to  permit  partly  in  a  business  dis- 
trict  and  partly  in  a  residence  district  the  erection 
of  a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 421-443  Empire  boulevard, 
Brooklyn, 

APPEARANCES— 

For  Applicant:  Frederick  W.  Rowe. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  to  extend  time  granted 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  . .  1 

Absent :  Fire  Chief  Martin  . '  ’  \ 

THE  RESOLUTION: 


(374-20-BZ) 

Whereas,  Dunnigan  &  Crumley,  architects,  for  Frederick 
W.  Rowe  and  E.  Everett  Rowe,  owners,  filed  June  9,  1920, 
an  application  under  the  building  zone  resolution,  to  permit 
partly  in.  a  business  district  and  partly  in  a  residence  district 
the  erection  of  a  garage  for  more  than  five  motor  vehicles ; 
premises  421-443  Empire  boulevard,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  29, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  boulevard  is  a  busi¬ 
ness  district  and  New  York  avenue  a  residence  district;  * 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  9,  1920,  in  acting  on  appl.  5007-20, 
reads : 

“1.  Proposition  contrary  to  zone  resolution,  art.  2, 
sect.  3-4.  Recommend  denial.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  202  ft. 

4  in.  and  a  depth  of  118  ft.,  extending  approximately  18  ft. 
at  the  northwest  corner  into  the  residence  district,  to  be 
occupied  as  a  garage  for  more  than  five  motor  vehicles; 
and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  81  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  July  13,  1920,  on  certain  conditions  and  applicant 
requested  a  modification  of  the  conditions  and  an  extension 
of  time  in  which  to  complete  the  work. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  extending  for  one  year  from  the  date 
of  this  action  the  permit  for  the  completion  of  the  proposed 
building,  in  accordance  with  plans  approved  by  the  superin¬ 
tendent  of  buildings,  and  in  strict  conformity  with  the  reso¬ 
lution  passed  by  this  board,  for  the  same  premises,  on  July 
13,  1920. 
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APPLICANT— Lazinsk  &  De  Rosa,  architects,  for  Adolph 
Lewisohn,  owner.  .  . 

SUBJECT — For  rehearing  of  application  previously 

granted,  to  permit  an  extension  of  time  to  proceed 
with  the  completion  of  a  theatre  building. 
PREMISES  AFFECTED— 600-618  West  170th  street,  603 
West  169th  street,  4023-4030  Broadway,  Manhattan. 

APPEARANCES—  .  „  . 

For  Applicant:  Hamilton  C.  Rickady. 

For  Opposition:  Saul  E.  Rogers.  _  . 

ACTION  OF  BOARD — Application  for  extension  of  time 
granted. 


THE  VOTE—  „  ,  „  ..  , 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 


Kearney  and  Kerby  . . 
Negative:  Chairman  Walsh 
Absent :  Fire  Chief  Martin 


5 

1 

1 


THE  RESOLUTION: 

(564-19-BZ) 

Whereas,  George  Mort  Pollard,  architect  for  Adolph 
Lewisohn,  owner,  filed,  July  25,  1919  with  the  board  of 
appeals  an  application  under  the  building  zone  resolution 
to  permit  the  erection  of  a  theatre  extending  from  a 
business  district  into  a  residence  district,  Prem‘ses 
4039  Broadway,  600-618  West  170th  street  and 

West  169th  street;  and  .. 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals  _  at  its  regular  meeting, 
August  19,  1919,  after  due  notice  by  publication  in  the 
Bulletin  of  the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  169th  and  West 
170th  streets  are  residence  districts  and  Broadway  busi- 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  in  acting  on  N.  B.  179-19,  reads. 

“1  Inasmuch  as  the  premises  are  located  partially 
in  a  residential  district,  the  erection  of  a  theatre  in 
this  district  is  prohibited  by  the  Building  Zone  Reso¬ 
lution,  Sect.  3.” ; 


Whereas,  an  application  was  filed  in  the  bureau  of 
buildings  for  a  permit  to  erect  a  one  and  two  story  fire¬ 
proof  theatre  and  store  building,  83  ft.  by  167  ft.  11%  in- 
in  area,  the  building  being  located  on  the  west  _  side  of 
iBroadway,  which  is  a  business  district  and  extending  back 
on  169th  and  170th  street  into  the  residence  district  a 
distance  of  20  ft.  1134  in.;  the  Broadway  front  to  be 
used  for  entrance  and  stores  and  the  motion  picture 
theatre  portion  to  be  located  on  the  rear,  with  an  unob¬ 
structed  exit  court  opening  to  169th  street,  the  court 
extending  at  the  extreme  point  approximately  35  ft.  into 
the  residence  district;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  Aug.  19,  1919,  on  certain  conditions,  the  then 
resolution  being  as  follows : 

“Resolved,  that  the  board  of  appeals  does  hereby 
make  a  variation  in  the  application  of  the  use  district 
'  regulations  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  the  portion  of  the  street 
walls  of  the  proposed  moving  picture  theatre  extending 
into  the  residential  district  shall  be  built  of  pressed 
brick  and  cut  stone  and  of  ornamental  design;  that 
there  shall  be  no  entrance  to  or  exit  from  the  struc¬ 
ture  into  the  residential  district  on  the  170th  street 
front;  that  the  proposed  court  giving  exit  to  169th 
street  shall  be  enclosed  on  the  sides  with  a  brick 
wall,  faced  with  pressed  brick,  with  cut  stone  coping, 
and  at  the  building  line  on  169th  street  similar  piers 
shall  be  built  to  support  iron  gates  of  ornamental 
design,  which  shall  remain  locked  at  all  times  ex¬ 
cept  when  pictures  are  being  exhibited,  and  on  the 


•  t 

further  cotidition  that  the  height  and  area  provisions 
of  the  building  zone  resolution  be  complied  with;  and 
“Resolved,  further,  that  any  permits  necessary  for 
the  prosecution  of  the  work  shall  be  obtained  within 
nine  months  of  the  date  of  this  action  and  that  the 
work  shall  be  completed  within  eighteen  months  of 
the  date  of  this  action.” 

Whereas,  an  extension  of  time  in  which  to  complete 
the  work  was  granted  by  the  board  Nov.  30,  1920. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  extending  the  time  in 
which  to  complete  the  proposed  theatre,  for  a  period  of 
one  year  from  the  date  of  this  action,  in  strict  accordance 
with  the  conditions  imposed  by  this  board  in  the  resolution 
of  August  19,  1919. 


APPLICANT— John  J.  Dunnigan,  for  The  Jupiter  Realty 
Co.,  owner.  .  . 

SUBJECT— Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erec¬ 
tion  of  a  theatre  building,  for  interpretation  of 
original  resolution. 

PREMISES  AFFECTED— 51-59  Burnside  avenue,  lhe 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— TO  REOPEN— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Martin..  6 

Negative:  Chairman  Walsh  .  1 

Absent  .  ® 

THE  VOTE— TO  AMEND  RESOLUTION— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Martin..  6 

Negative:  Chairman  Walsh  .  1 

Absent  .  0 

THE  RESOLUTION: 

(378-22-BZ) 

Whereas  John  J.  Dunnigan,  architect,  for  The  Jupiter 
Realty  Company,  owner,  filed,  March  14,  1922,  an  applica¬ 
tion  under  the  building  zone  resolution,  to  permit  partly  in 
a  business  district  and  partly  in  a  residence  district  the 
erection  of  a  motion  picture  theatre  and  stores,  premises 
51-59  Burnside  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  2nd, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Burnside  avenue  is  a  busi¬ 
ness  district  and  Walton  and  Morris  avenues  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  9th,  1922,  in  acting  on  N.  IB'.  App. 
No.  644-1922,  reads : 

“1.  Erection  of  proposed  theatre  building  in  busi¬ 
ness  district  extending  into  a  residence  district  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  superintendent  of  buildings  in  ruling  on  the 
original  resolution  stated  that  the  proposed  exits  were  not 
in  accordance  therewith ;  and 
Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  1  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  208  ft.,  to  be  occupied  as  a  motion  pic¬ 
ture  theatre  and  stores,  the  building  extending  108  ft. 
into  the  residence  district ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  of  the  building  zone  resolution,  the  board  is  empow¬ 
ered  to  act;  and 
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Whereas,  the  application  was  granted  by  the  board  at 
its  meeting,  May  2,  1922,  and  applicant  now  requests  an 
interpretation  of  said  original  resolution. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
front  elevations  on  Walton  avenue  and  Burnside  avenue 
shall  be  faced  with  front  brick  and  stone  trimmings ;  that 
there  shall  be  no  entrance  or  exit  for  the  conduct  of  the 
theatre  use  or  purposes  on  Walton  avenue  within  the  resi¬ 
dence  district,  except  for  emergency  exits  required  by  law  ; 
that  there  shall  be  no  bill-boards,  signs  or  other  outward 
advertising  display  exposed  on  the  Walton  avenue  front 
within  the  residence  district,  and  that  the  exposed  walls 
of  the  side  and  rear  court  shall  be  faced  with  light  col¬ 
ored  brick. 

Resolved ..  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  erected  in  accordance  with  the 
requirements  of  the  building  code  and  rules  and  regula¬ 
tions  of  the  fire  commissioner  within  18  months  of  the 
date  of  this  action. 


414-20-BZ. 

APPLICANT — Ashley  &  Booth,  for  Mark  Ash,  owner. 

SUBJECT — 'Application  to  permit  in  a  residence  district 
the  erection  and  maintenance  for  a  temporary 
period  of  two  years  of  80  individual  garages  to  be 
rented  to  persons  not  residing  on  the  premises. 

PREMISES  AFFECTED — Southwest  corner  186th  street 
and  Laurel  Hill  Terrace.  Block  2149,  Lots  84,  86 
and  87,  Manhattan. 

APPEARANCES — 

For  Applicant:  J.  R.  Ashley  and  E.  L.  Booth. 

ACTION  OF  BOARD — Application  reopened  and  tem¬ 
porary  permit  granted  for  period  of  two  years,  as 
granted  under  resolution  of  July  20,  1920. 

THE  VOTE  TO1  REOPEN— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 


Kearney,  Kerby  and  Fire  Chief  Martin..  6 

Negative:  Chairman  Walsh  .  1 

Absent  . o 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Martin . .  6 

Negative :  Chairman  Walsh  .  1 

Absent  . 0 


THE  RESOLUTION: 

(414-20-BZ) 

Whereas,  Ashley  and  Booth,  for  Mark  Ash,  owner,  filed 
June  24.  1920,  an  application  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  for  a  temporary  period  of  two  years,  of  80 
individual  garages  toi  be  rented  to  persons  not  residing 
on  premises;  premises  southwest  corner  186th  street  and 
Laurel  Hill  terrace,  block  2149,  lots  84,  86  and  87,  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  20, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Laurel  Hill  terrace  and 
Wert  186th  street  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  26,  1920,  in  acting  on  N.  B.  177-20, 
reads : 

“1.  The  erection  of  the  proposed  garages  in  a  resi¬ 
dence  district  is  unlawful,  section  3,  building  zone 
resolution.” ; 
and 

Whereas,  each  of  the  proposed  buildings  is  to  be  of 


metal  construction,  one  story  in  height,  with  a  frontage 
of  10  ft.  and  a  depth  of  18  ft.  It  is  proposed  to  erect  80 
of  the  buildings  and  to  rent  them  to  persons  not  residing 
on  the  premises ;  and 

Whereas,  the  premises  is  located  in  an  undeveloped 
section ;  and 

Whereas,  this  application  was  granted  July  20,  1920,  for 
a  period  of  2  years  and  applicant  requested  an  extension 
of  the  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  extending  the  permit  for  a  tem¬ 
porary  period  of  two  years  from  the  date  of  this  action. 


53'8-22-BZ. 

APPLICANT — Martin  J.  Fielder,  for  Andrew  Galbraith, 
owner. 

SUBJECT — Application  to  permit  the  extension  from  an 
unrestricted  district  20  ft.  into  a  business  dis¬ 
trict  a  proposed  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED — North  side  of  Austin  street  80 
west  of  Continental  avenue,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Martin  J.  Fielder. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 


lution  amended. 

THE  VOTE  TO  REOPEN— 

.  Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  . 0 

THE  VOTE  TO  AMEND  RESOLUTION: 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(538-22-BZ) 


Whereas,  Martin  J.  Fielder,  for  Andrew  Galbraith,  own¬ 
er,  filed,  April  11,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  an  un¬ 
restricted  district  20  ft.  into  a  business  district  of  a  pro¬ 
posed  garage  for  more  than  five  motor  vehicles;  premises 
north  side  of  Austin  street,  80  ft.  west  of  Continental  ave¬ 
nue,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  6,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Austin  avenue  and  Shel- 
bourne  place  are  unrestricted  districts  and  Continental  ave¬ 
nue  is  a  business  district;  and 
Whereas,  the  decision  of  the  Supt.  of  Buildings,  ren¬ 
dered  April  10,  1922,  in  acting  on  N.  B.  Application  No. 
6039-1922,  reads : 

“The  erection  of  a  garage  for  more  than  five  motor 
vehicles  extending  into  a  business  section  is  prohibited 
by  the  Zoning  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  75  ft. 
and  a  depth  of  200  ft.,  a  portion  at  the  east  extending  20 
ft.  into  the  business  district;  and 
Whereas,  under  the  provisions  of  section  7,  subdiv.  b 
and  e,  the  board  is  empowered  to  act. 

Whereas,  this  application  was  granted  by  the  board  at 
at  its  meeting  June  6,  1922,  on  certain  conditions  and  ap¬ 
plicant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
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the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  grunted  on  condition  that  the  front  eldvation 
be  finished  with  cement  stucco  with  any  openings  therein 
and  the  water  table  trimmed  with  face  brick;  and  the 
coping  shall  be  of  artificial  stone,  and  that  the  building 
be  limited  to  two  stories  in  height. 

Resolved,  further,  that  any  permits,  necessary  for  the 
prosecution  of  the  work  be  obtained  within  nine  months  of 
the  date  of  this  action,  and  the  building  be  constructed 
within  eighteen  months  from  the  date  of  this  action. 


1558-21-BZ. 

APPLICANT— Harry  Sullivan. 

SUBJECT— Application  to  amend  area. 

PREMISES  AFFECTED— 818-822  Gates  avenue,  Brook¬ 
lyn. 


For  Applicant :  Harry  Sullivan. 

ACTION  OF  BOARD— Amended  area  as  follows:  Both 
sides  of  Gates  avenue  from  a  point  75  ft.  west  of 
Reid  avenue  to  a  point  100  ft.  easterly  from  Stuy- 
vesant  avenue  and  the  property  directly  in  the  rear 
and  for  50  ft.  on  either  side  on  Monroe  street. 


THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  and  Fire  Chief 

Martin  . 2 

Absent  .  0 


Adjourned,  3  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  11,  1922. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Martin,  Superin¬ 
tendents  Brady  and  McDermott  and  Chief  Inspector 

SlThe  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Wednesday  afternoon, 
July  5th,  were  approved  as  printed  in  Bulletin  No.  28, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

234-22-S. 

PETITIONER— Harry  Kowensky,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 117  Division  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  the  hre 
department. 

ACTION  OF  BOARD— Denied. 


THE  VOTE— 

Affirmative  .  . . ... . . . . . ...  •  •  •  •  • 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Mc¬ 
Dermott  and  Chief  Inspector  Snackenberg  10 
Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Reville  and  Moore  . .  3 


THE  RESOLUTION  : 

(234-22-S) 

Whereas,  Harry  Kowensky,  lessee,  for  Dora  Gitler, 
owner,  filed,  Feb.  17,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis- 
sioner,  affecting  premises  117  Division  street,  Manhattan; 

and  .  .  j 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 

the  front  of  building  *  *  *.  . .  ,  ,  ... 

“2.  Arrange  fire  escapes  on  west  side,  rear  ot  build- 


Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  25  ft.  by  50  ft.  in  area,  divided  into  2  sections  by  lath 
and  plaster  partition,  occupied,  east  section,  wholesale 
hosiery  dealer;  west  section,  1st  story,  retail  cloak  and  suit 


store,  2  persons;  2nd  story,  cloak  and  suit  mfg.,  8  persons; 
3rd  story,  cutting  room,  1  person;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  at  rear,  extending  from  the 
1st  story  to  the  3rd  story,  enclosed  in  lath  and  plaster  par¬ 
titions  with  wood  doors  at  the  openings ;  a  fire  escape  on 
the  rear  of  the  building  with  drop  ladder  to  yard,  with 
egress  from  yard  over  5  ft.  fence;  and 

Whereas,  lessee  claims  that  unde,r  the  terms  of  the  leare 
he  would  have  to  comply  with  the  order,  which  would  be 
a  great  hardship,  and  that  the  means  of  egress  are  adequate 
for  the  small  occupancy. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


352-22-S. 

PETITIONER — Philip  J.  Sinnott,  for  John  Williams,  Inc., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 536-556  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Philip  J.  Sinnott,  Alexander  H. 
Burgess. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Mc¬ 
Dermott  and  Chief  Inspector  Snackenberg  10 


Negative .  0 

Absent:  Deputy  Fire  Commissioner  Harmon, 
Superintendents  Reville  and  Moore  .  3 

THE  RESOLUTION : 

(352-22-S) 


Whereas.  Philip  J.  Sinnott.  for  John  Williams,  Inc., 
owner,  filed,  March  8,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  536-556  West  27th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  10836- 
LD,  reads: 

“1.  Provide  a  self-closing  fireproof  door  leading  to 
the  interior  stairway  at  the  northwest  corner  of  No. 
536-42  building,  on  the  6th  story  *  *  *. 
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“2.  Provide  fireproof  self-closing  doors  leading  to 
both  sides  of  the  interior  stairway  at  the  northwest 
corner  of  No.  544-48  on  all  stories  *  *  *  ” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  and  6  stories 
in  height,  269  ft.  9  in.  in  area,  divided  into  two  6-story 
sections  and  one  3-story  section;  occupied,  Nos.  536-542, 
total  number  of  persons,  71 ;  Nos.  544-548,  total  number 
of  persons,  81;  Nos.  550-556,  total  number  of  persons,  51; 
used  for  the  manufacture  of  bronze  and  metal  castings ; 
the  means  of  egress  consisting  of  an  interior  stairway  in 
each  section  extending  from  1st  story  to  the  roof,  the  stair¬ 
ways  in  the  6-£tory  sections  being  enclosed  in  brick  par¬ 
titions  with  wood  doors  at  openings,  an  additional  interior 
stairway  in  the  3rd  story  section  leading  from  the  1st 
story  to  the  3rd  story,  a  fire  escape  on  the  rear  of  the 
easterly  six  story  section  and  one  on  the  side  of  the  west¬ 
erly  six-story  section,  a  bridge  connecting  the  two  six- 
story  sections,  in  each  story  and  one  connecting  the  west¬ 
erly  six-story  section  with  the  six-story  building  adjoining 
at  the  4th  story  and  roof;  and 

Whereas,  petitioner  proposes  to  provide  a  drop  ladder 
from  2nd  story  balcony  instead  of  a  counterbalanced  stair 
and  contends  that  the  means  of  egress  are  adequate;  and 
Whereas,  petitioner  proposes  to  provide  a  drop  ladder 
from  2nd  story  balcony  instead  of  a  counterbalanced  stair 
and  contends  that  the  means  of  egress  are  adequate;  and 
Whereas,  the  inspector  of  the  fire  department  ori  ap¬ 
pearance  before  the  board  states  that  the  order  has  been 
complied  with. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed, 
the  order  having  been  complied  with. 


353-22-S. 

PETITIONER — Philip  J.  Sinnott,  for  John  Williams,  Inc., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 536-556  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Philip  J.  Sinnott,  Alexander  H. 
Burgess. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 


Chief  Inspector  Snackenberg  .  9 

Negative  .  0 

Absent:  Mr.  Kerby,  Deputy  Fire  Commis¬ 

sioner  Hannon  and  Superintendents  Reville 

and  Moore . : . - .  4 

THE  RESOLUTION: 

(353-22-S) 


Whereas,  Philip  J.  Sinnott,  for  John  Williams,  Inc., 
owner,  filed,  March  8,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  order  of  the  fire  commissioner, 
affecting  premises  536-556  West  27th  street,  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads': 

“1.  Arrange  the  fire  escape  at  the  rear  of  Nos.  536- 
42  of  building  *  *  *. 

“2.  Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“Doors  to  balconies  at  least  2  ft.  by  6  ft.  not  pro¬ 
vided. 

“No  gooseneck  ladder  to  roof  from  the  balcony. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  termination  of  fire  escape  to 
street. 


“Some  sash  chains  on  present  fireproof  windows  are 
broken. 

“Not  screened  to  a  height  of  4  ft.  6  in. 

“3.  Arrange  the  bridge  connecting  buildings  542-44 
on  all  stories  to  comply  with  the  requirements  of  Sec¬ 
tion  79F-9  of  the  Labor  Law  by  providing  a  roof  and 
sides  at  least  6  ft.  high  of  incombustible  material.”; 

and 

Whereas,  the  building  is  non-fireproof,  3  and  6  stories 
in  height,  269  ft.  9  in.  in  area,  divided  into  two  six-story 
sections  and  one  three-story  section;  occupied,  Nos.  536- 
542,  total  number  of  persons,  71;  Nos.  544-48,  81  persons; 
Nos.  550-556,  51  persons;  used  for  the  manufacture  of 
bronze  and  metal  castings ;  the  means  of  egress  consisting 
of  an  interior  stairway  in  each  section  extending  from  1st 
story  to  the  roof,  the  stairways  in  the  six-story  sections 
being  enclosed  in  brick  partitions  with  wood  doors  at 
openings,  an  additional  interior  stairway  in  the  3rd  story 
section  leading  from  the  1st  story  to  the  3rd  story,  a  fire 
escape  on  the  rear  of  the  easterly  six-story  section  and  one 
on  the  side  of  the  westerly  six-story  section,  a  bridge  con¬ 
necting  the  westerly  six-story  section  with  the  six-story 
building  adjoining  at  the  4th  story  and  roof;  and 

Whereas,  petitioner  proposes  to  provide  a  drop  ladder 
from  2nd  story  balcony  instead  of  a  counterbalanced  stair 
and  contends  that  the  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  occupancy  and  use  remain  unchanged 
and  that  the  fireproof  windows  shall  be  put  in  good  repair 
and  maintained  in  good  working  order  and  that  a  coun¬ 
terbalanced  drop  ladder  in  guides  shall  be  provided  from 
the  roof  of  the  1st  story  extension  of  the  building  on  26th 
street  front  to  the  sidewalk. 


596-22-S. 

PETITIONER — H.  Jaeckel  &  Sons,  Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 1-5  West  45th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  H.  F.  Jaeckel,  Joseph  A.  Nicker¬ 
son. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 


Chief  Inspector  Snackenberg  .  9 

Negative  .  0 

Absent :  Mr.  Kerby,  Deputy  Fire  Commis¬ 

sioner  Hannon  and  Superintendents  Reville 
and  Moore .  4 


656-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Therese  Hynds, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 24  West  46th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum,  Hugh  White. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar- 
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tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  .  9 

Negative  . . .  •  0 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendents  Reville 

and  Moore .  4 

THE  RESOLUTION: 

(656-22-S) 


Whereas,  Samuel  Rosenblum,  for  Mrs.  Therese  Hynds, 
owner,  filed,  May  6,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  24  West  46th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  comimssioner  reads : 

“1.  Extend  the  interior  stairway-  at  the  east  side 
of  building  to  the  roof,  as  per  section  271  of  the  Labor 
Law. 

“2.  Arrange  the  fire  escape1  on  the  rear  of  build¬ 
ing  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

‘“Windows  on  course  not  fireproof,  not  self-clos¬ 
ing. 

“No  stairway  from  lowest  balcony  to  ground.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  IS  ft.  9  in.  by  100  ft.  5  in.  in  area  in  the  1st  story 
and  18'  ft.  9  in.  by  48  ft.  in  area  above;  occupied,  1st  story, 
store  and  office,  4  persons ;  2nd  story,  mfr.  of  corsets,  14 
persons ;  3rd  story,  interior  decorator,  1  person ;  4th  and 
5th  stories,  dwelling ;  the  means  of  egress  consisting  of 
an  interior  stairway  extending  from  the  1st  story  to  the 
5th  story  with  scuttle  and  wooden  ladder  to  roof,  enclosed 
in  lath  and  plaster  partitions  with  wood  and  glass  doors 
at  the  openings ;  a  fire  escape  on  the  rear  of  the  building 
with  stair  and  landing  to  roof;  451  degree  stair  from  bal¬ 
cony  at  3rd  story  to  roof  of  extension,  with  egress  from 
extension  roof  by  stair  to  adjoining  extension  roof ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so 
long  as  present  conditions  as  to  use  and  occupancy  and 
exits  remain  unchanged. 


677-22-S 

PETITIONER — R.  Worsted,  for  Lydia  L.  Blagden,  et  al. 
SUBJECT — Petition  for  variation  of  labor  law  as  cited  in 
-  order  of  fire  commissioner. 

PREMISES  AFFECTED — 741  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 


Chief  Inspector  Snackenberg  .  9 

Negative  . 0 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendents  Reville 
and  Moore . 4 

THE  RESOLUTION  : 

(677-22-S) 


Whereas,  R.  Worsted,  for  Lydia  L.  Blagden,  et  al., 
owners,  filed,  May  10,.  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  741  Fifth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 


“1.  Arrange  the  fire  escape  on  the  south  side  of 
building  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Doors  to  balconies  at  least  2  ft. 
by  6  ft.  not  provided.  Windows  on  course  not  fire¬ 
proof,  not  self-closing. 

“No  45  degree  connection  stairways  between  bal¬ 
conies. 

“No  steps  to  sills  of  openings  to  balconies. 

“Not  screened  to  a  height  of  4  ft.  6  in. 

“Balconies  are  not  over  3  ft.  wide. 

“Enclose  the  interior  stairway  at  the  north  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides.” ; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  20  ft.  by  100  ft.  in  area,  occupied,  1st  story,  store, 
5  persons ;  2nd  story,  dressmaking,  18  persons ;  3rd  story 
to  8th  story,  apartments  and  studio;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  wood  stud,  lath  and  plaster 
partitions  with  wood  and  glass  doors  at  the  openings ;  a 
60  degree  fire  escape  in  the  rear  court,  witb  gooseneck 
ladder  to  roof  and  a  45  degree  counterbalanced  stair  to 
adjoining  yard  with  egress  through  adjoining  premises; 
and. 

Whereas,  petitioner  proposes  to  provide  fireproof  win¬ 
dows  on  course  of  fire  escape  in  the  1st  and  2nd  stories 
and  to  provide  a  fireproof  door  to  front  stairway  in  2nd 
story  and  a  fixed  iron  stairway  to  adjoining  yard. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted,  on  con¬ 
dition  as  to  item  1  that  fireproof  self-closing  windows 
be  provided  on  the  course  of  the  fire  escape  on  the  1st  and 
2nd  stories  and  that  a  self-closing'  fireproof  door  to  the 
stairway  in  the  2nd  story  shall  be  provided  and  that  a  fixed 
iron  stairway  shall  be  installed  from  the  yard  of  this 
premises  to  the  adjoining  premises  with  direct  egress  to 
the  street,  and  denied  as  to  item  2. 


706-22-S. 

PETITIONER — Frank  Debski,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 45  University  place,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Herman  Matfus. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 


Chief  Inspector  Snackenberg  .  9 

Negative  .  0 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendents  Reville 
and  Moore  .  4 

THE  RESOLUTION: 

(706-22-S) 


Whereas,  Frank  Debski,  owner,  filed,  May  18,  1922,  a 
petition,  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  45 
University  place,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ;  \ 

and 
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Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  27  ft.  by  87  ft.  in  area  in  the  1st  story  and  27  ft. 
by  63  ft.  in  area  above;  occupied,  1st  and  2nd  stories,  shotf 
and  salesroom,  wicker  room,  2  persons ;  3rd,  4th  and  5th 
stories,  mfr.  of  wicker  furniture,  not  more  than  20  persons 
employed ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  5th  story, 
with  scuttle  and  iron  ladder  to  roof,  enclosed  in  lath  and 
plaster  partitions  with  wood  doors  at  the  openings ;  a  fire 
escape  on  the  front  of  the  building,  with  gooseneck  ladder 
to  roof,  and  counterbalanced  stair  to  street,  fireproof  win¬ 
dows  along  course ;  and 

Whereas,  appellant  contends  that  the  roofs  at  north  and 
south  are  respectively  4  ft.  and  6  ft.  lower. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  gooseneck  ladder  shall  be  provided  from 
the  top  balcony  to  the  roof  and  maintained  in  good  condi¬ 
tion. 


727-22-S. 

PETITIONER — Eastern  Construction  Co.,  for  John 
Scheidig  &  Company,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited  in 
decision  of  superintendent  of  buildings. 
PREMISES  AFFECTED — 46  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendent  Brady  and  Chief  Inspec¬ 
tor  Snackenberg  .  8 

Negative  . 0 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendents  Reville, 
Moore  and  McDermott  .  5 


THE  RESOLUTION : 

(727-22-S) 

Whereas,  Eastern  Construction  Co.,  for  John  Scheidig 
&  Company,  owner,  filed,  May  22,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  46  West 
39th  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape 
on  the  rear  of  building  *  *  *. 

“Replying  to  your  letter  of  May  16th,  you  are  in¬ 
formed  that  reinspection  was  made  of  the  above  prem¬ 
ises  with  reference  to  the  Labor  Department  order. 

“The  building  46  West  39th  Street,  which  is  four 
stories  in  height,  is  occupied  as  a  factory.  This  budd¬ 
ing  is  connected  with  No.  48  West  39th  Street  (which 
is  also  a  four-story  factory  building)  by  exterior  bal¬ 
conies.  These  balconies  do  not  meet  the  requirements 
of  the  Labor  Law  in  that  the  doors  leading  to  the 
balconies  are  not  at  floor  level,  the  balconies  are  not 
enclosed  to  a  height  of  six  feet  and  the  doors  leading 
to  the  balconies  cannot  be  readily  opened  from  the 
outside. 

“The  work  cannot  be  accepted  until  the  defects 
mentioned  above  are  corrected,  or  the  Labor  Law 
is  modified  by  the  Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  17.6  ft.  by  98.9  ft.  in  area  in  the  1st  story  and 
17.6  ft.  by  88.9  ft.  in  area  above;  occupied,  1st  story,  store, 
0  persons  ;  2nd  and  3rd  stories,  office  and  factory,  15  per¬ 
sons  per  story;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  roof, 


enclosed  in  fireproof  partitions  with  fire  doors  at  the 
openings,  a  party  wall  fire  escape  on  the  rear  of  the  build¬ 
ing;  and 

Whereas,  petitioner  requests  that  the  party  wall  balcony 
on  the  rear  of  the  building  be  accepted  and  that  steps 
be  permitted  instead  of  having  balconies  at  the  floor  level 
due  to  the  fact  that  the  floors  of  the  adjoining  building 
are  at  a  higher  level. 

Resolved,  that  the  board  of  standards  and  appeals  d'.-is 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  so 
long  as  the  present  conditions  as  to  use  and  occupancy  re¬ 
main  unchanged. 


736-22-S. 

PETITIONER — Associated  Industries  of  New  York  State, 
Inc.,  for  William  Vogel,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited  in 
order  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 433-437  Kent  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  William  J.  Gorman. 

ACTION  OF  BOARD — Petition  denied. 


THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  .  9 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendents  Reville, 
Moore  and  McDermott  .  5 


THE  RESOLUTION: 

(736-22-S) 

Whereas,  Associated  Industries  of  New  York  State,  Inc., 
for  William  Vogel,  owner,  filed,  May  24,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  superintendent  of  buildings,  affecting  premises  433-437 
Kent  avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings 
reads: 

“You  will  please  take  notice  that  there  exists  a  vio¬ 
lation  of  the  Building  Code  at  the  premises  hereinafter 
described,  in  that  an  examination  of  freight  elevators 
at  described  premises  shows  a  violation  of  Rule  16 
of  Elevator  Rules  and  Regulations  in  that  there  is  no 
speed  governor  on  Elevator  Nos.  2303,  2304  and  2305. 

“You  are  required  to  have  a  speed  goyernor  in¬ 
stalled  on  Elevator  Nos.  2303,  2304  and  2305  properly 
connected  to  a  safety  device  attached  to  the  underside 
of  the  car  platform.” ; 

and 

Whereas,  the  premises  consist  of  two  non-fireproof 
buildings,  each  6  stories  in  height,  45  ft.  by  97  ft.  and 
114  ft.  by  99  ft.  in  area,  occupied,  South  9th  street  building, 
1st  story,  presswork,  42  persons ;  2nd  story,  presswork  and 
machine  shop,  4  persons;  3rd  story,  can  mfg.,  16  persons; 
4th  story,  tinsmithing.  35  persons;  5th  story,  can  mfg.,  44 
persons  ;  6th  story,  painting,  11  persons ;  Kent  avenue  build¬ 
ing,  1st  story,  presswork  and  shipping,  20  persons ;  2nd 
story,  storage,  5  persons ;  3rd,  4th,  5th  and  6th  stories,  14 
persons  total ;  and 

Whereas,  appellant  contends  that  it  is  impractical  to 
comply  with  the  order  and  it  would  be  necessary  to  re¬ 
construct  the  elevator  car,  changing  depth  of  pit  and  car 
guides ;  the  elevator  is  equipped  with  a  broken  rope  de¬ 
vice ;  the  safeties  are  located  in  the  car  beams  and  in  case  a 
sneed  governor  were  attached  to  the  present  safeties  and 
the  safeties  were  called  upon  to  act  with  a  heavy  load  it 
would  result  in  the  breaking  of  some  essential  part  of 
the  device ;  the  car  beam  safeties  are  installed  for  use  with 
broken  rope  safeties  and  the  result  of  the  application  of 
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safeties  by  speed  governor  would,  if  the  car  were  heavily 
loaded,  cause  the  car  platform  to  break  away  from  the 
cross  head. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  petition  be  and 
it  hereby  is  denied. 


668-22-S. 

PETITIONER — William  C.  Walker’s  Sons,  for  Estate  of 
David  L.  Einstein,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED1 — 167-173  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Thomas  B.  Walker. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  . . .  9 

Negative  .  0 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  . i .  4 


THE  RESOLUTION: 

(668-22-S) 

Whereas,  Wm.  C.  Walker’s  Sons,  for  Estate  of  David 
L.  Einstein,  filed.  May  9,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  167-69-71-73  Wooster 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Provide  an  additional  means  of  exit  from  the 
1st  story,  said  exit  to  be  located  at  the  west  side  of 
building,  as  per  section  79-B-l  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
6  stories  in  height,  98  ft.  by  100  ft.  in  area  in  the  1st  story 
and  98  ft.  by  90  ft.  in  area  above;  occupied,  Nos.  171-73, 
1st  story,  store,  mfr.  of  paper  boxes,  16  persons;  Nos.  167- 
169.  1st  story,  store,  mfr.  of  paper  boxes,  25  persons; 
equipped  with  a  fire  alarm  signal  system,  divided  into  two 
sections  by  a  fore  and  aft  partition  wall  with  fire  doors 
at  the  openings ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  in  each  section  enclosed  in  fire  retarded 
partitions  with  fire  doors  at  the  openings;  a  fire  escape 
on  the  front  and  one  on  the  rear  of  the  building,  with 
fireproof  windows  along  the  course  of  the  front  fire  escape; 
and 

Whereas,  petitioner  contends  that  the  additional  means 
of  exit  required  has  been  provided  by  means  of  the  hori¬ 
zontal  exit  in  each  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
berebv  make  a  variation  from  the  requirements  of  the  labor 
law.  and  that  the  petition  be  and  it  hereby  is  Granted  as 
to  item  No.  2  on  condition  that  a  party  wall  fire  escape 
balcony  shall  be  installed  in  the  rear  of  the  1st  story  em¬ 
bracing  two  windows  in  No.  169  and  one  window  in  No.  171, 
and  Granted  so  loner  as  the  conditions  as  to  use  and  occupancy 
remain  substantially  unchanged. 


679-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Aaron  Appell, 
et  al.,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED — 221-223  Mercer  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 

Chief  inspector  Snackenberg  .  9 

Negative  .  0 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  .  4 


THE  RESOLUTION: 

(679-22-S) 

Whereas,  Samuel  Rosenblum,  for  Aaron  Appell,  et  ah, 
owners,  filed,  May  11,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of.  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  221-223  Mercer  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  southeast 
corner  of  building  to  the  roof,  as  per  Section  271  of 
the  Labor  Law. 

“2.  Arrange  the  fire  escape  on  the  east  side  of  build¬ 
ing  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“The  windows  opening  on  the  course  of  same  are 
not  fireproof  or  self-closing;  the  unobstructed  open¬ 
ing  is  but  36  ft.  by  35  ft.,  should  be  at  least  36  ft.  by 
36  ft.;  the  stairway  is  but  17  in.  wide,  which  should 
be  at  least  18  in.  wide.  The  tread  is  but  3  in.,  should  be 
6  in.  wide;  the  pitch  of  stairs  is  90  degrees,  should 
be  not  more  than  60  degrees;  there  has  not  been  pro¬ 
vided  a  counterbalanced  stairway  from  the  lowest  bal¬ 
cony  to  the  ground  as  required  by  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  40  ft.  by  45  ft.  in  area,  occupied,  1st 
story,  mfg.  wooden  packing  boxes,  3  persons;  2nd  story, 
mfg.  hat  blocks,  2  persons;  3rd  story,  mfg.  hats,  6  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  3rd  story,  with 
scuttle  and  iron  ladder  to  roof,  enclosed  in  brick  parti¬ 
tions  with  metal  covered  doors  with  wire  glass  panels  at 
the  openings,  a  fire  escape  on  the  front  of  the  building 
with  drop  ladder  to  street;  and 
Whereas,  petitioner  contends  in  view  of  the  limited  area 
of  building  and  the  small  occupancy  that  the  existing  exit 
facilities  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  hereby  is  granted,  so 
long  as  the  present  conditions  as  to  use  and  occupancy 
and  means  of  egress  remain  unchanged. 

6-86-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Edward  Berger, 
owner. 

SUBJECT- — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 624  East  13th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum,  Edward  Ber¬ 
ger. 
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For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty,' 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 


Chief  Inspector  Snackenberg  .  9 

Negative  . 0 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  .  4 


THE  RESOLUTION: 

(686-22-S) 

Whereas,  Samuel  Rosenblum,  for  Edward  Berger,  owner, 
filed,  May  13,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  624  East  13th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  at 
the  rear  of  the  building  *  *  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construc¬ 
tion,  seven  stories  in  height,  20  ft.  by  103  ft.  in  area,  oc¬ 
cupied,  1st  story,  furniture  storage;  2nd  story,  frame  pic¬ 
tures;  6  persons ;  3rd  story,  frame  pictures,  7  persons ;  4th 
story,  cloaks  and  suits,  10  persons;  5th  story,  vacant;  6th 
story,  shopping  bags,  .6  persons;  7th  story,  knee  pants,  31 
persons ;  equipped  with  a  fire  alarm  signal  system,  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  tO'  the  7th  story  with  scuttle  and 
ladder  to  roof  enclosed  in  6  in.  terra  cotta  block  parti¬ 
tions  with  kalamein  doors  with  wire  glass  panels  at  the 
openings,  a  fire  escape  on  the  front  of  the  building  with 
drop  ladder  in  guides  to  street;  and 

Whereas,  petitioner  proposes  to  alter  the  front  fire  escape 
and  provide  fireproof  windows  along  the  course  of  same 
with  a  casement  window  in  each  story,  and  to  screen  the 
fire  escape  to  a  height  of  4  ft.  6  in.  and  provide  a  coun¬ 
terbalanced  stairway  from  the  lowest  balcony  to>  the  ground. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  escape  screened  to  a  height  of  4 
ft.  6  in  be  provided  on  the  front  of  the  building  with 
fireproof  windows  along  the  course  of  same,  and  with  a 
counterbalanced  stairway  from  the  lowest  balcony  to  the 
ground ;  that  the  interior  stairway  shall  be  extended  to 
and  on  further  condition  that  the  occupancy 
shall  be  limited  to  10  persons  per  story. 


672-22-S. 


Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  .  4 

THE  RESOLUTION : 

(672-22-S) 

Whereas,  Gabriel  Nachman,  part  owner  and  lessee  for 
Nacoss  Realty  Company,  owner,  filed,  May  10,  1922,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  209- 
11  Sullivan  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  south  side  of  build¬ 
ing  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following:  Windows  on  course  1st 
story  not  fireproof,  not  self-closing.  No  passageway 
from  termination  of  fire  escape  balcony.  No  egress 
on  1st  story  to  fire  escape  balcony.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  50  ft.  by  95  ft.  in  area,  occupied,  1st 
story,  wet  wash  laundry,  10  persons;  2nd  and  3rd  stories, 
paper  box  mfg.  and  printing,  34  persons;  4th  story,  baling 
and  storage  of  clothing,  1  person;  5th  story,  assorting 
clothing,  9  persons ;  equipped  with  a  fire  alarm  signal  sys¬ 
tem;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  _  from  the  1st  story  to  the  roof,  enclosed 
in  brick  partitions  with  fire  doors  at  the  openings ;  60 
degree  and  an  80  degree  fire  escape  on  the  front  of  the 
building  and  a  45  degree  fire  escape  on  the  rear  of  the 
building,  with  counterbalanced  stairway  to  street  from 
front  fire  escape  and  45  degree  stationary  stairs  to  yard  from 
the  rear  fire  escape  with  egress  to  open  yards  adjoining- 
and  ’ 

Whereas,  petitioner  contends  that  the  order  of  the  fire 
department  was  complied  with  and  the  rear  fire  escape 
accepted,  but  that  on  account  of  an  opinion  of  the  corpora¬ 
tion  counsel  as  to  exits,  the  order  has  been  reissued. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
affirmed  and  the  petition  be  and  it  hereby  is  denied. 


696-22-S. 

PETITIONER— American  Fire  Service  Corp.,  for  Water- 
bury  Co.,  lessee. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 2-30  Taaffe  place,  101-105  Clas- 
son  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Saul  Rosenthal. 

For  Administration  :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  July  18th,  1922  at 

2  p.  m. 


PETITIONER — Gabriel  Nachman,  for  Nacoss  Realty  Co 
owner.  ’’ 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 209-211  Sullivan  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  Sadofsky. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin, _  Superintendents  Brady,  McDermott  and 
Chief  Inspector  Snackenberg  .  9 


627-22-S 

PETITIONER  -Leo  C.  Stern,  for  Broadway-John  Street 
Corporation,  owner. 

SUBJECT— Petition  for  variation  of  labor  law  as  cited 
in  orders  of  fire  commissioner. 

PREMISES  AFFECTED — 106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 


For  Petitioner:  Elias  A.  Cohen. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  (BOARD — Laid  over  to  July  18th,  1922  at 
2  p.  m. 


633-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Geo.  M  Walsh 
owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 
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PREMISES  AFFECTED— 305  East  60th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  .  9 

Negative  . '«;•••• . .• 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  .  4 


0 


THE  RESOLUTION: 

(633-22-S) 

Whereas,  Samuel  Rosenblum,  for  George  M.  Walsh, 
owner,  filed,  May  1st,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  305  East  60th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at*  the  west  side 
of  building  to  the  roof  as  per  sections  79-B-l  and 
79-C-l  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  *  *  *. 

“No  passageway  terminatio'n  of  fire  escape  to  street.”  ; 

and  _  . 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  62  ft.  in  area;  occupied,  1st  story,  ma¬ 
chine  shop,  3  persons;  2nd  story,  coat  mfg.,  4  persons; 
3rd  story,  upholsterers,  5  persons ;  4th  story,  mfg.  dresses, 
14  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story  with 
scuttle  and  ladder  to  roof,  enclosed  in  metal  covered  wood 
partitions  with  wood  doors  at  openings;  with  metal  cov¬ 
ered  sash  doors  glazed  with  plain  glass  at  the  openings ; 
a  fire  escape  on  the  rear  of  the  building  with  stair  and 
landing  to  roof  and  fixed  stair  to  yard  and  egress  from 
yard  through  first  story  hall  Pnd  through  first  story  hall 
of  adjoining  building;  and 

Whereas,  petitioner  proposes  to  provide  a  balcony  at 
window  of  top  story  hall  to  connect  with  existing  bal¬ 
cony  of  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted, 
as  to  item  No.  i,  on  condition  that  the  fire  escape  balcony 
be  extended  to  include  the  window  of  the  top  story  hall, 
that  a  double  rung  ladder  be  provided  and  a  counterbalanced 
scuttle  in  the  roof,  and  granted  as  to  item  No.  2,  on  con¬ 
dition  that  the  occupancy  on  the  10th  story  shall  be  lim¬ 
ited  to  10  persons. 


703-22-lS. 

PETITIONER — Charles  Groezinger,  for  Six-Eighty  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED1— 686  6th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Charles  H.  Groezinger. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin, _  Superintendents'  Brady,  McDermott  and 
Chief  Inspector  Snackenberg  .  9 


Negative  . . . ••••••.••  0 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendents  Reville, 
and  Moore  .  * 

THE  RESOLUTION: 

(703-22-S) 

Whereas,  Charles  Groezinger,  for  Six-Eighty  Corpora- 
tion,  owner,  filed,  May  17,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  686  Sixth  avenue,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  section  271  of  the  La¬ 
bor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stones  in 
height,  20  ft.  by  50  ft.  in  area,  occupied,  2nd  story,  of¬ 
fices  and  restaurant,  4  persons ;  3rd  story,  rqfg.  hats,  8 
persons;  4th  story,  mfg.  hats,  4  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  4th  story,  enclosed  in  wood  lath  and 
plaster  partitions,  with  wood  doors  at  the  openings ;  a  fire 
'escape  on  the  front  of  building,  with  fireproof  windows 
along  the  course  and  scuttle  and  ladder  to  roof ;  and 

Whereas,  petitioner  contends  that  there  is  a  scuttle  and 
ladder  to  roof  and  that  the  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  double  rung  ladder  be  provided  in  the 
top  story  hall  to  the  scuttle  in  the  roof  and  any  door  at 
the  opening  leading  k>  the  scuttle  closet  be  removed. 


705-22-S. 

PETITIONER— G.  A.  &  H.  Boehm,  for  Grand  Street 
Realty  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED' — 400-102  Grand  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  George  A.  Boehm,  Edw.  Conti. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition.  . 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  .  9 

Negative  .  0 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 

Moore  .  4 

THE  RESOLUTION: 

(705-22-S) 


Whereas,  G.  A.  &  H.  Boehm,  for  Grand  Street  Realty 
Co.,  owner,  filed,  May  17,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  100-102  Grand  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  front  of  build¬ 
ing  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“Windows  on  course  not  fireproof,  not  self-closing. 

“Doors  at  least  2  ft.  by  6  ft.  to  balconies  not  pro¬ 
vided. 

“No  60  degree  connecting  stairways  between  bal¬ 
conies. 
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“No  stairway  from  top  balcony  to  roof. 

“No  steps  to  sills  of  openings  to  balconies. 

“Not  screened  to  a  height  of  4  ft.  6  in.”; 
and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  4!)  ft.  9  in.  by  70  ft.  6J4  in.  in  area  in  the  1st 
story  and  49  ft.  9  in.  by  67  ft.  1  in.  irregular  in  area  above, 
occupied,  1st  story,  cotton  goods,  8  persons;  2nd  story, 
manufacture  of  underwear,  25  persons ;  3rd  story,  manu¬ 
facture  of  linens,  30  persons;  4th  story,  manufacture  of 
ribbons  and  carbon  paper,  10  persons;  5th  story,  manu¬ 
facture  of  underwear,  20  persons ;  6th  story,  assembler  of 
dolls,  12  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  wood  stud,  wire  lath  and  plaster  partitions  with 
fire  doors  at  the  openings,  a  party  wall  balcony  on  the 
rear  of  the  building,  and  a  sub-standard  fire  escape  on  the 
front  of  the  building;  and 

Whereas,  petitioner  contends  that  the  department  of  la¬ 
bor  approved  the  party  wall  fire  escape  as  a  second  means 
of  exit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  the  present  conditions  as  to  use  and  occupancy 
remain  unchanged. 


757-22-iS. 


PETITIONER — >Oscar  D.  &  Herbert  V.  Dike,  for  Fran¬ 
cis  D.  Bailey,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 64  Grand  street,  Manhattan. 
APPEARANCES— 


For  Petitioner:  Francis  Harold  Dike. 
For  Administration:  Inspector  Maher 
department. 

ACTION  OF  BOARD — Petition  granted  on 
CONDITIONS — As  specified  in  resolution. 


of  the  fire 
condition. 


THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  . 

Negative  . 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  . . 


THE  RESOLUTION: 


(757-22-S) 

Whereas,  Francis  Harold  Dike,  for  Francis  D.  Bailey, 
owner,  filed,  June  6th,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  64  Grand  street,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  require¬ 
ments  of  the  Labor  Law. 

“1.  Enclose  the  interior  stairway  at  the  west  side 
of  the  building,  serving  as  a  required  means  of 
exit.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
7  stories  in  height,  22  ft.  4  in.  by  76  ft.  6  in.  in  area, 
occupied,  manufacturing,  1st  story,  6  persons;  2nd  story, 
3  persons;  3rd  story,  7  persons;  4th  story,  vacant;  5th 
story,  4  persons;  6th  story,  10  persons;  7th  story,  10  per¬ 
sons;  the  building  being  equipped  with  a  sprinkler  system 
and  fire  alarm  signal  system,  the  means  of  egress  consist¬ 
ing  of  an  interior  stairway  extending  from  the  1st  story 
to  the  roof,  enclosed  in  wood  stud,  lath  and  plaster  par¬ 


titions  with  fire  doors  at  the  openings ;  a  fire  escape  on 
the  rear  of  the  building  and  fire  escape  on  the  front  of 
building;  fireproof  windows  along  the  course  of  the  fire 
escape  with  egress  from  the  rear  fire  escape  to  a  52  in. 
wide  passageway  on  the  1st  story ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  hereby  is  granted 
on  condition  that  the  loft  side  of  the  stair  hall  partition 
be  fire  retarded  with  No.  26  gauge  metal,  and  self-closing 
fireproof  doors  shall  be  provided  at  the  openings;  that  all 
glass  in  the  existing  windows  of  stair  hall  partition  be  re¬ 
moved  and  openings  sealed  up,  and  granted  so  long  as  con¬ 
ditions  as  to  use  and  occupancy  remain  unchanged. 


768-22-S. 

PETITIONER — Kramer  Contracting  Co.,  for  Bayard  S. 
Litchfield,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 41  West  24th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Joseph  Kramer. 

ACTION  OF  BOARD — Pettiion  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

f 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 


tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  .  9 

Negative  .  o 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  .  4 

THE  RESOLUTION: 


(768-22iS) 

Whereas,  Kramer  Contracting  Co.,  for  Bayard  S.  Litch¬ 
field,  owner,  filed,  June  1st,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  super¬ 
intendent  of  buildings,  affecting  premises  41  West  24th 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings 
reads : 

“3.  Fire  escape  must  extend  to  roof  as  per  rule 
1-a  of  the  Board  of  Standards  and  Appeals.  Also 
all  doors  leading  to  fire  escape  balconies  must  come 
within  six  inches  of  the  floor  level  and  within  seven 
inches  from  the  floor  of  the  fire  escape  balcony.  Steps 
to  balconies  are  not  permitted  in  buildings  over  five 
stories,  section  273  of  the  Labor  Law.” 
and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  in  height,  20  ft.  10  in.,  by  approximately  80  ft.  in 
area,  occupied,  light  manufacturing,  salesrooms,  show- 
rooms,  offices  and  stock  rooms,  42  persons  in  the  entire 
building,  two  lofts  vacant;  the  means  of  egress  consist¬ 
ing  of  an  interior  stairway  extending  from  the  1st  story 
to  the  8th  story,  enclosed  in  fireproof  partitions  with  fire 
doors  at  the  openings;  a  fire  escape  on  the  front  of  build¬ 
ing  with  gooseneck  ladder  to  the  roof  and  counterbal¬ 
anced  stair  to  street,  fireproof  windows  along  course  of 
the  fire  escape ;  and 

Whereas,  petitioner  contends  that  the  work  was  com¬ 
pleted  in  the  belief  that  the  plans  had  been  approved  and 
requests  that  the  requirements  of  extending  fire  escape 
to  roof  by  stair  and  landing  be  waived  and  that  steps  to 
sills  of  window  to  fire  escape  be  accepted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
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hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  gooseneck  ladder  be  provided  from 
the  top  story  balcony  to  the  roof,  and  granted  so  *on§  as 
conditions  as  to  occupancy  and  use  remain  unchanged. 


773-22-S. 

PETITIONER — Louis  A.  Brown,  for  Mrs.  John  C.  Barry, 

owner.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 266  State  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Louis  A.  Brown. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  .  9 

Negative  . ® 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  . 4 

THE  RESOLUTION: 

(773-22-S) 

Whereas,  Louis  A.  Brown,  for  John  C.  Barry,  owner, 
filed,  June  1st,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  266  State  street,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  etc. 

“2.  Arrange  the  fire  escape  at  the  front  of  the 
building  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“Windows  on  course  not  fireproof,  not  self-clos¬ 
ing. 

“No  counterbalanced  stairway  to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  25  ft.  by  75  ft.  in  area;  occupied,  1st  story,  office 
and  printing;  2nd  story,  drying  room;  3rd  story,  printing, 
with  a  total  occupancy  of  14  persons,  12  of  whom  are  on 
the  1st  story,  the  means  of  egress  consisting  of  an  in¬ 
terior  unenclosed  stairway  extending  from  the  1st  story 
to  the  3rd  story,  a  fire  escape  on  the  front  of  the  building 
with  drop  ladder  to  street;  and 
Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  gooseneck  ladder  be  provided  to 
the  scuttle  in  the  roof  from  the  top  story  hall  and,  granted 
so  long  as  the  occupancy  and  use  remain  substantially  un¬ 
changed. 


775-22-S. 

PETITIONER— William  F.  Pritchard,  for  Mathew  Mierz- 
winski,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 130  East  7th  street,  109  Ave¬ 
nue  A,  Manhattan. 

APPEARANCES— 

For  Petitioner:  William  F.  Pritchard,  Thomas  A. 
Williams. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 


ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 

Chief  Inspector  Snackenberg  .  9 

Negative  . . •  •  0 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  .  4 

THE  RESOLUTION: 

(775-22-S) 


Whereas,  Wm.  F.  Pritchard,  for  Mathew  Mierzwinski, 
owner,  filed,  June  2nd,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  fire 
commissioner,  affecting  premises  130  East  7th  street-109 
Avenue  A,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
“1.  Arrange  the  fire  escape  on  the  westerly  end 
of  the  north  side  of  building  *  *  *. 

“NOTE — Among  the  defects  noted  on  this  fire  escape 
are  the  following :  No  45  degree  stairways  between 
balconies.  Windows  on  course  not  fireproof,  not  self- 
closing.  No  gooseneck  ladder  to  roof.  No  steps  to 
sills  of  openings  to  balconies,  not  screened  to  a  height 
of  4  ft.  6  in.” ; 

and 

Whereas,  the  building  is  fireproof,  7  stories  in  height, 
23  ft.  by  106  ft.  in  area,  occupied,  1st  story,  offices ;  2nd 
to  7th  stories ;  factory,  25  persons  at  front,  8  persons  at 
rear  each  story;  the  building  being  equipped  with  a  fire 
alarm  signal  system;  the  means  of  egress  consisting  of 
an  interior  stairway  extending  from  the  1st  story  to  the 
roof,  enclosed  in  fireproof  partitions  with  fire  doors  at 
openings ;  a  45  degree  fire  escape  a  the  east  end  of  build¬ 
ing  and  a  60  degree  fire  escape  at  the  west  end,  with  coun¬ 
balanced  stairs  to  street,  with  fireproof  self-closing  doors 
and  windows  along  the  course  of  the  east  fire  escape;  and 
Whereas,  petitioner  proposes  to  make  the  windows  from 
the  loft  to  the  westerly  fire  escape,  fireproof,  self-closing 
and  to  screen  the  fire  escape  to  a  height  of  4  ft.  6  in.,  and 
states  that  other  windows  open  to  stair  enclosures. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  fireproof  casement  doors  be  in¬ 
stalled  at  the  opening  leading  to  the  fire  escape  balcony 
from  the  rear  loft,  with  iron  steps  to  sills,  and  that  the 
connecting  stairways  and  balconies  be  screened  to  a  height 
of  4  ft.  6  in.;  and 

Resolved,  further,  that  this  variation  be  granted  only 
so  long  as  conditions  as  to  occupancy  and  use  remained  un¬ 
changed. 

49'6-22-S. 

PETITIONER — John  H.  Knubel,  for  People’s  Outfitters, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 302  West  37th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  H.  Knubel. 

ACTION  OF  BOARD — Case  reopened  and  petition  granted 
on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 


Chief  inspector  Snackenberg  .  9 

Negative  .  0 
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Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  .  4 

THE' VOTE— TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Mar¬ 
tin,  Superintendents  Brady,  McDermott  and 


Chief  Inspector  Snackenberg  .  9 

Negative  . 0 

Absent :  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Reville  and 
Moore  .  4 


THE  RESOLUTION: 

(496-22-S) 

Whereas,  John  H.  Knubel,  for  People’s  Outfitters,  own¬ 
ers,  filed,  April  4,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintend¬ 
ent  of  buildings,  affecting  premises  302  West  37th  street, 
Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“2.  Secondary  means  of  egress  must  be  provided 
from  every  floor,  section  271  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height.  22  ft.  by  24  ft.  9  in.  in  area,  occupied, 
basement,  stores,  3  persons ;  1st  story,  factory,  7  per¬ 
sons;  2nd  story,  factory,  11  persons;  3rd  story,  factory,  1 
person ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  basement  to  the  roof,  enclosed 
in  wood  stud,  lath  and  plaster  partitions,  covered  with 
24  gauge  U.  S.  metal,  with  wood  doors  at  the  openings ; 
and 

Whereas,  petitioner  contends  that  owing  to  the  small 
area  of  the  building  and  the  limited  number  of  occupants 
the  means  of  egress  are  adequate;  and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting  June  6,  1922,  and  petitioner  requested  a  reopening 
of  his  case. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  hereby  is  granted  on 
condition  that  a  fire  escape  balconv  with  connecting  stairs 
be  nrovided  on  the  rear  of  the  building  with  landing  on 
roof  of  extension  adjoining,  egress  from  which  may  be 
through  adjoining  premises:  that  a  balcony  and  counter¬ 
balanced  drop  ladder  in  guides  be  provided  at  one  window 
on  the  2nd  story  front  of  the  building,  and  that  the  peti¬ 
tion  be  granted  so  long  as  the  conditions  as  to  use  and  oc¬ 
cupancy  remain  unchanged. 


291-22-S. 

PETITIONER — George  Leerburger. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 108  East  16th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  George  Leerburger. 

ACTION  OF  BOARD — Petition  reopened  and  set  for 


hearing  July  25th.  1922,  at  2  p.  m. 

THE  VOTE—  I 

Affirmative :  Messrs.  Beatty,  Boulton.  Holland 
Kerby,  Fire  Chief  Martin,  Superintendents 
Brady,  McDermott  and  Chief  Inspector 

Snackenberg  .  8 

Negative:  Chairman  Walsh  .  1 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendents  Reville 
and  Moore  .  4 


112-22-S. 

PETITIONER — Wm.  Ostrander. 

SUBJECT — A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  System. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  September  12,  1922, 

at  2  p.  m. 


548-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 

SUBJECT- — Cut  No.  3640  Combination  Gas  and  Oil  Burner. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1922,  at 

2  p.  m. 

233-22-S. 

PETITIONER — Cornell  Utilities  Co.,  Inc. 

SUBJECT — Application  for  reopening  of  petition  for  ap¬ 
proval  of  Nokol  Automatic  Oil  Heater. 
APPEARANCES— 

For  Petitioner :  C.  Winston. 

ACTION  OF  BOARD — Petition  reopened  and  set  for 
hearing  July  18,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative :  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Holland  Kerbv,  Fire  Chief  Mar- 
tion,  Superintendents  Brady,  McDermott, 

and  Chief  Inspector  Snackenberg  . 

Negative  . 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendents  Reville 
and  Moore  . . .  4 


Adjourned,  6:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  Wednesday  afternoon,  July  5,  1922, 
as  they  appeared  in  Bulletin  No.  28,  Vol.  VII.,  are  hereby 
corrected  as  follows: 

188-21-S. 

PETITIONER — Chas.  M.  Straub,  for  Rachel  David,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders  of 
the  fire  commissioner. 

* Calendar  No.  .T88-22-S”  corrected  to  read  “188-21-S.” 


PREMISES  AFFECTED — 83  West  118th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  reopened;  set  for  hearing 
July  18,  1922,  at  2  p.  m. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Fire  Chief 
Martin,  Superintendents  Brady  and  Re¬ 
ville  .  8 

Negative  . o 

Absent :  Mr.  [Beatty,  Deputy  Fire  Commission¬ 
er  Hannon,  Superintendents  Kleinert, 
Moore  and  McDermott .  5 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  Tuesday  afternoon  June  27,  1922,  as 
they  appeared  in  Bulletin  No.  27,  Vol.  VII,  .are  hereby 
corrected  as  follows: 

(657-22-S) 

Whereas,  William  J.  Gorman,  for  Knickerbocker  Ice 
Company,  owner,  filed,  May  5,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  £ 
quirements  of  the  labor  law,  as.  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  428-442  East  5„nd 

street,  Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

1.  Provide  an  outside  iron  balcony  fire  escape  on 
the"  south  side  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  m.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees,  extending 
from  ground  to  roof,  constructed  as  per  Section  79-B-4 
of  the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 


*Correction — Word  “west”  in  5th  line  of  resolution 
changed  to  “north.” 


method  of  complying  with  Section  79-B-l  of  the 
Labor  Law.” ; 

and 

Whereas,  the  premises  consist  of  a  number  of  buildings, 
the  building  in  question,  building  No.  2,  being  4  stories  in 
height,  38  ft.  by  51  ft.  8  in.  in  area;  occupied,  1st  story, 
pipe  storage,  no  persons ;  2nd  story,  pipe  storage,  no  per¬ 
sons;  3rd  story,  machinists,  9  persons;  4th  story,  pipe  stor¬ 
age,  no  persons  ;  the  means  oL  egress.  consisting  of  an  in¬ 
terior  spiral  stairway  extending  from  the  1st  story  to  the 
4th  story  with  scuttle  and  iron  ladder  to  roof ;  and 

Whereas,  petitioner  contends  that  the  4th  story  is  prac¬ 
tically  abandoned  and  that  the  roof  on  one  side  is  level  with 
the  4th  story  and  on  the  other  side  level  with  the  3rd 
story  and  that  there  are  but  nine  (9)  persons  employed  in 
the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted  on  condi¬ 
tion  that  a  60-degree  fire  escape  be  erected  on  the 
north  side  of  the  building  with  counterbalanced  drop  ladder 
in  guides  from  the  lowest  balcony  to  the  ground,  windows 
along  course  of  fire  escape  may  remain  non-fireproof. 
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RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

-STANDPIPE”— “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
i^-inch  or  by  permission  of  the  Fire  Commissioner  ^-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 

outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 


Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8)4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen- 
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ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted. 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 


as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 J4  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation  :• — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the'  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze. 

Note — On  account  of  lack  of  space  the  balance  of  the 
“ Standpipe ” — “Fire  Line”  Rules  do  not  appear  in  this  issue. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

»  "r 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  July  13,  1922 .  944 

Restored  to  calendar  .  77 

Miscellaneous  Actions. 


Requests  to  reopen  .  102 

Requests  to  amend  .  14 

Requests  for  modification  .  11 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  15 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  . 0 

« 

Requests  for  interpretation  . 1 

Total  . 1574 

Disposed  of  . 1141 

Cases  pending  July  13,  1922  .  433 


DISPOSITION  OF  CASES. 


Withdrawn  .  83 

Dismissed  .  106 

Denied  .  140 

Granted  .  81 

Granted  on  condition  .  553 

Appliances  approved  .  19 

Appliances  disapproved .  6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  92 

Requests  to  reopen  denied  .  9 

Requests  to  amend  granted  .  14 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  10 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  15 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn .  1 

W!0  !  * 

Total  . 1141 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the'  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Record  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
jiven — 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting  Board  of  Appeals,  July  18, 
1922. 

Minutes  of  Meeting  Board  of  Standards  and  Ap¬ 
peals,  July  18,  1922. 

Rules  Adopted. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  July  25,  1922, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on  a 
definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  12,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  July  20,  1922. 

Cal.  No.  Department  Order  No. 

963-22-A . F.D . LC  72050 

962-22-A . F.D . LC  72&72 

961-22-S . F.D . 341-43  E.  102nd  st.,  Man. 

960-22-S . F.D . LC  13084 

959-22-BZ . BJB.M . Alt.  1468-1922 

958-22-BZ . F.D . LC  71735 

957-22- S . F.D . Appliance 

956-22-S . BJB.M.  * . . Alt.  1630-1922 

955-22-S . F.D . LD  24367 

954-22-A . F.D . F  36562 

953-22-A . F.D.  . F  17777 

952-22-S . .  . .  B.B.M . Alt.  1282-1920 

951-22-A . F.D . LC  13059 

950-22-BZ . B.B.Bx . Alt.  332-1922 

949-22-A . F.D . C  72420 

948-22-A . F.D . F  36703 

947-22-S . F.D . LC  12987 

946-22-A . F.D . F  36704 

945-22- A . F.D . LC  13007 

Restored  to  Calendar.  ' 


498-22-BZ . B.BJBx . NB  352-1922 


CODE. 

p.D .  . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . (Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . (Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  Board  of  Appeals  and  the 
Board  of  Standards  and  Appeals  will  hold  no  hearings 
during  the  month  of  August.  That  the  next  regular  meet¬ 
ings  of  both  Boards  will  be  held  on  September  12,  1922,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the 
same  date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July^S,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

858-22-BZ. 

APPLICANT— Harrison  G.  Wiseman,  for  Samuel  Wolf- 
man,  owner. 

PREMISES— 524-532  Eastern  parkway,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a  theatre  build¬ 
ing. 

860-22-BZ. 

APPLICANT— Robert  W.  Boyd,  for  Atlantic  Ware¬ 
houses,  Inc.,  owner. 

PREMISES— 2306-2342  Decatur  street,  Queens. 

TO  PERMIT  in  a  one  times  height  district  the  erection  of 
a  warehouse  building  exceeding  in  height  the  limi¬ 
tations  of  the  building  zone  resolution. 

836-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Aaron  Miller, 
owner. 

PREMISES — Northwest  corner  Burnside  avenue  and 
Harrison  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a  theatre 
building. 

886-22-BZ 

APPLICANT— Muratroyd  &  Ogden,  for  Allerton  38th 
Street  Co.,  Inc.,  owner. 

PREMISES— 14-22  East  38th  street,  Manhattan. 

TO  PERMIT  in  a  “B”  area  district  the  construction  of 
an  outer  court  under  the  height  regulations,  dis¬ 
regarding  the  length. 

1465-21-BZ 

APPLICANT — Andrew  P.  Meehan,  for  Elizabeth  J.  Col- 
gan,  owner. 

PREMISES — 1218  Bushwick  avenue,  Brooklyn 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage. 

876-22-BZ. 

APPLICANT- — Charles  B.  Meyers,  for  Ruthie  Realty 
Company,  owner. 

PREMISES — 60-82  Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

TO  PERMIT  partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  of  a  public 
garage. 


BOARD  OF  APPEALS. 

Tuesday,  July  25,  1922,  at  10  a.  m. 

NOTICE:  CASES  MARKED  FOR  HEARING  ON 
THE  MORNING  CALENDAR  AND  NOT  REACHED 
BY  1 :30  P.  M.  TODAY,  THE  HOUR  OF  ADJOURN¬ 
MENT,  WILL  BE  LAID  OVER  FOR  HEARING  AT 
A  SPECIAL  MEETING  OF  THE  BOARD  OF  AP¬ 
PEALS  TO  BE  HELD  ON  THURSDAY  AFTER¬ 
NOON,  JULY  27,  1922,  AT  2  O’CLOCK. 

Appeals  from  Administrative  Orders. 

565-22-A — 59-61  Wall  street,  Manhattan. 

146-22- A — 181  Boerum  street,  Brooklyn. 

561-22-A — Northeast  corner  Van  Alst  and  Harris  avenues, 
Queens. 

760-22-A — 204-222  Wythe  avenue,  Brooklyn. 

770-22-A — 149-155  Columbus  avenue,  Manhattan. 

589-22- A — 155  East  38th  street,  Manhattan. 

634-22-A— 285-289  Plymouth  street,  Brooklyn. 
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704-22-A — 575  Fulton  street,  Brooklyn. 

712-22-A — 305-307  East  61st  street,  Manhattan. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

785-22-A — Southeast  corner  180th  street  and  Boston  Road, 
The  Bronx. 

792-22-A — 6118  Rockaway  Boulevard,  Queens. 

933-22- A — 177  West  137th  street,  Manhattan. 

630-22-A— 1757-1773  Ocean  avenue,  Brooklyn. 

500-22-A— 774-808  Pacific  street,  Brooklyn. 

739-22-A — 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

761-22-A — 46-50  Wooster  street,  Manhattan. 

774-22-A — 585  Howard  avenue,  Brooklyn. 

410-22-A — 1037-1043  Gates  avenue,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22- A — 556  Kent  '  venue,  Brooklyn. 

343- 22-A— 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn! 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  July  25,  1922  at 

at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  711-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  W.  Albert 
Pease,  Jr.,  applicant,  on  behalf  of 
Henry  H.  Pease,  owner,  to  permit  in  a 
residence  district  the  use  of  existing 
four  story  building  for  business  pur¬ 
poses;  premises  444-446  Park  avenue, 
Manhattan. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  oremkes  19-21  Bar- 
row  street,  Manhattan. 

CAL.  NO.  563-22-BZ— Application,  April  14.  1922,  under  tne 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 


cal.  no.  717-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

CAL.  NO.  666-22-BZ— Application,  May  9,  1922,  under  the 
building  zone  resolution,  of  Starrett  & 
Van  Vleck,  architects,  on  behalf  of 
Equitable  Life  Assurance  Society, 
owner,  to  permit  in  a  two  times  district 
the  erection  of  an  office  building  to  a 
height  in  excess  of  that  permitted  by 
the  zoning  law;  premises  383-399  7th 
avenue.  154-172  West  32nd  street,  145- 
165  West  31st  street,  Manhattan. 

cal.  no.  743-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Jerome  P.  and  Leonard  Davis,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  of  a  two  story  garage  for  more 
than  five  motor  vehicles ;  premises 
2065-2067  Southern  Boulevard,  The 
Bronx. 

cal.  no.  746-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  Max  Salo¬ 
mon,  applicant,  for  Estate  of  Lambert 
S.  Quackenbush,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
basement  and  two-story  garage  for 
more  than  five  motor  vehicles;  prem¬ 
ises  1760-1766  Park  avenue,  73-77  East 
122nd  street,  Manhattan. 

cal.  no.  788-22-BZ— Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  J.  Sars- 
field  Kennedy,  architect,  on  behalf  of 
Rebecca  Bell,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage  for  more  than  five  motor 
vehicles ;  premises  3907-3911  Fourth 
avenue,  Brooklyn. 

CAL.  NO.  742-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  De 
Hart,  architect,  on  behalf  of  John  H. 
Degenhardt,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a  pub¬ 
lic  garage ;  premises  318  Carroll  street, 
Brooklyn. 

CAL.  NO.  807-22-BZ— Application,  June  10,  1922,  under  the 
building  zone  resolution,  of  Victor 
Baking  Company,  applicant  and  lessee, 
Maxthan  Realty  Company,  Inc.,  owner, 
to  permit  the  extension  of  a  business 
building  into  a  residence  district; 
premises  302  Hillside  avenue,  Jamaica, 
Queens. 

cal.  no.  884-22-BZ — Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Harry 
Strolovitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  of 
existing  public  garage ;  premises  2094- 
2104  Union  street,  Brooklyn. 

CAL.  NO.  889-22-BZ— Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  C.  B.  J. 
Snyder,  architect,  on  behalf  of  The 
City  of  New  York,  owner,  to  permit 
the  erection  of  a  public  high  school 
exceeding  in  height  the  limitations  of 
the  building  zone  resolution;  premises 
1601-1695  80th  street,  Brooklyn. 
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cal.  no.  695-22-BZ— Application,  May  15,  1922,  under  the 
building  zone  resolution,  of  rlarokL  G. 
Dangler,  architect,  on  behalf  of  Chas. 
G.  Lewnes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  extension  in  area  of 
a  store  building ;  premises  192-194 
Prospect  Park  West,  Brooklyn. 

cal.  no.  5S7-22-BZ— Application,  April  20,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  The 
Menderkin  Building  Company,  owner, 
to  permit  partly  in  a  business  district  ^ 
and  partly  in  a  residence  district  the 
erection  of  a  nine  story  warehouse , 
premises  2470-2472  Grand  Concourse, 
The  Bronx. 

CAL  NO.  751-22-BZ— Application,  May  27,  1922,  under  the 
building  zone  resolution,  of  George  EL. 
Wolin.  applicant,  on  behalf  of  Brook¬ 
lyn  Edison  Co.,  Inc.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  more  than  five  motor 
vehicles ;  premises  323-341  4th  avenue, 
Brooklyn. 

CAL.  NO.  7'72-22-iBZ— Application,  June  1,  1922,  under  the 
building  zone  resolution,  of  William 
Jung,  applicant  and  owner,  to  permit 
partly  in  a  residence  district  and.  partly 
in  a  business  district  the  erection  of 
eight  individual  garages ;  premises 
1295-1299  Decatur  street,  Brooklyn. 

CAL.  no.  555-22-BZ— Application.  April  13,  1922, 4nder , 

building  zone  resolution,  of  Edward  15. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles :  premises  359-363  Pulaski 
street,  Brooklyn. 

cal  no  764-22-BZ— Application,  May  31,  1922,  under  the 
building  zone  resolution,  of  John 
Stahl,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection 
a  four  storv  business  building;  prem¬ 
ises  4761  White  Plains  road,  The 
Bronx. 

cal.  no.  1051-21-BZ— Application,  June  20,  1922,  under  the 
building  zone  resolution,  of  Albert  M. 
Yuzzolino,  for  Gerd.,  Helan  and  Hen- 
ryette  Henjes,  owners,  for  a  rehearing 
of  an  application  previously  denied  to 
permit  in  a  business  district  the  erec¬ 
tion  of  a  public  garage  and  repair 
shop:  premises  1820-1830  Cropsey  ave¬ 
nue,  Brooklyn. 

Wttttavt  F  Walsh  Chairman 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  25,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

265-22-S— 105-107  Nassau  street,  25-29  Ann  street,  Man¬ 
hattan. 

879-22-S — 122-124  Washington  avenue,  Brooklyn. 
254-22-S — 176-178  Wooster  street,  Manhattan. 

388-22-S — 82  East  10th  street,  Manhattan. 

662-22-S — 126  West  42nd  street,  129  West  41st  street, 
Manhattan. 

683-22- S— 63  West  15th  street,  Manhattan. 

810- 22-S— 15-17  East  3rd  street,  Manhattan. 

811- 22-S — 93  Bleecker  street,  Manhattan. 

823-22-S — 59  Crosby  street,  Manhattan. 


1145-21-S — 136  West  42nd  street,  Manhattan. 

291-22-S— 108  East  16th  street,  Manhattan. 

910-22-S — 28  East  119th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1278-21-S — Hammel  Oil  Burner,  approval  of. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

233-22-S— Nokol  Automatic  Heater,  approval  of. 
315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

545- 22-S— Funnel-Outlet  Flush  Type  W.  C.  Bowl,  approv¬ 

al  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

839- 22-S— Cornell  Vacuum  (Burner,  approval  of. 

840- 22-S— Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-Si— Milliameter  for  measuring  electrical  current, 

approval  of. 

685 -22- S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  —Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


CALL  D?  CLERK'S  CALENDAR. 

Tuesday ,  September  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

786-22-BZ. 

APPLICANT— John  Schwalbenberg,  for  A.  Shereshevsky, 
owner. 

PREMISES— 1331  Franklyn  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  stable. 


855-22-BZ. 

APPLICANT— Wm.  A.  Blecher,  for  Louis  Tuffano, 
owner. 

PREMISES— North  side  Rockaway  boulevard,  58.28  ft. 
west  of  102nd  street,  Ozone  Park,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 

'797-22-BZ. 

APPLICANT— Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

PREMISES— West  side  Fresh  Meadow  road,  245.08  ft. 
south  of  Norwood  avenue.  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
blacksmith  shop. 

498-22-BZ. 

APPLICANT— Edmund  Byrne,  for  William  Deininger, 
owner. 

PREMISES— 3240-3256  Bronx  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  of  a 
two-story  existing  bakery  building. 
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BOARD  OF  APPEALS. 

Tuesday,  Septeviber  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22-A— 1580  Washington  avenue,  The  Bronx. 

390-22-A — 303  Cherry  street,  542  Water  street,  Manhattan. 

618-22- A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22- A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A — 361-373  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22-A — 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

831-22-A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

844-22- A — 242-252  West  36th  street,  Manhattan. 

794- 22-A— -225-229  West  39th  street,  Manhattan. 

795- 22-A — 79  East  130th  street,  78  East  131st  street,  Man¬ 

hattan. 

854-22-A— 558-570  West  34th  street,  Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

263-22-A — 261-262  South  street,  Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  12,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  22-22-BZ— Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  Johfi  T. 
McCarthy,  applicant,  on  behalf  of  Ellen 
I.  McCarthy,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
garage  for  more  than  five  motor  ve* 
hides ;  east  side  Spuyten  Duyvel  road, 
132.32  ft.  north  of  230th  street,  The 
Bronx. 

cal.  no.  316-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Feldmann  and  George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 

cal.  no.  631-22-BZ — Application,  May  1,  1922,  under  the 
building  zone  resolution,  of  Morris 
Baxerman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage;  premises  646 
Crotona  parkway,  south,  The  Bronx. 

cal.  no.  740-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  William 
Lawrence  Bottomley,  applicant  and 
owner,  to  permit  in  a  B  area  residence 
district  the  omission  of  a  rear  yard ; 
premises  112  East  55th  street,  Man¬ 
hattan. 

cal.  no.  779-224BZ1 — Application,  June  3,  1922,  under  the 
building  zone  resolution,  of  Chas. 
Kreymborg,  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 


ing;  premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 

cal.  no.  842-22-BZ — Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage ;  premises  621-627  Fordham 
road,  The  Bronx. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

805-22-S — 508  West  24th  street,  Manhattan. 

841-22-S — 53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

719-22-S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

578-22-S — 125-131  Canal  street,  Manhattan. 

815-22-S — 136-140  West  23rd  street,  Manhattan. 

870-22-S— 438-442  East  166th  street,  The  Bronx. 

Appliances  Submitted  for  Approval. 

1 12-22- S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-22-A — 165  Franklin  place,  Queens. 

8 64-22- A — 21  Bowery,  Manhattan. 

867- 22-A — 254-256  Front  street,  Manhattan. 

868- 22- A — 254  Front  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

287-22-A — 124  East  20th  street,  Manhattan. 

755-22-A — 404-412  East  104th  street,  Manhattan. 

874- 22-A — 419  East  23rd  street,  Manhattan. 

875- 22-A — 8-12  Wall  street,  Manhattan. 

888-22-A — Barren  Island,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ;  315 
West  142nd  street,  Manhattan. 

cal.  no.  605-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi- 
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ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above ;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  621-22-BZ— Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages? 
premises  111-113  Grove  street,  (Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September)  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22- S— -542-544  Fifth  avenue,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

548-22-S— Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  a.  m. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

CAL.  NO.  295-22-BZ— Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ— Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wrn. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  6 60-22 -BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich- 
mond  avenue,  Port  Richmond,  Rich- 
'  •  mond. 

i  rj.i  ■  William  E.  Walsh,  Chairman. 

i  i  , 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  6,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

U87-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
15S5-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22 -A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

t  Friday,  October  13,  1922,  at  10  a.  m.  . 

The  forty-eight  pur  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

8S4-19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 
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890-19-A — Pier  70,  East  River,  Manhattan. 

265-20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 
Brooklyn. 

2C6-20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 
Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20- A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E.  streets,  Brooklyn. 

353- 20-A— Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F.  streets,  Brooklyn. 


383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

47 1-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Mam  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21- A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  18,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney  and  Kerby. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  July  11th,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  29,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
399-22-A. 

APPELLANT — Frederick  L.  Green,  for  Rusling  Wood, 
Inc.,  owner. 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 18-20  Rose  street,  214  Wil¬ 
liam  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  H.  P.  Doyle  and  Harry  W. 
Wright. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  ^ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Martin  .  1 


THE  RESOLUTION: 

(399-22-A) 

Whereas,  Frederick  L.  Green,  for  Rusling  Wood,  Inc., 
owner,  filed,  March  16,  1922,  an  appeal,  with  the  Board  of 
Appeals,  from  orders  of  the  fire  commissioner,  affecting 
premises  18-20  Rose  street,  214  William  street,  Manhattan  ; 

and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  31841-F — 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gals, 
capacity  for  the  standpipe  system,  said  tanks  to  be  so 


elevated  that  the  bottom  will  be  not  less  than  20  ft. 
above  the  hose  outlet  of  the  top  story.  Se.c  20,  ch.  12, 
Code  of  Ordinances.” 

No.  31842-F — 

“1.  Provide  the  following  in  pent  house: 

“A.  One  -inch  hose  outlet  with  valve  for  stand¬ 
pipe  line,  located  not  less  than  4  ft.  or  more  than  6  ft. 
above  floor  level. 

“B.  Connect  to  above  outlet  75  ft.  of  approved  2 l/z- 
inch  hose. 

“C.  Connect  to  above  hose  an  open  nozzle  at  least  12 
inches  in  length  with  diameter  of  tip  not  less  than  1 
inch  or  more  than  1J4$  inches. 

“D.  Place  at  outlet  approved  rack  or  reel  for  hose, 
also  a  hose  spanner. 

“2.  Remove  gate  valves  from  cross  connection  of 
standpipe  system,  or  open  wide  said  gate  valves  and 
saw  off  shank  to  prevent  same  from  being  closed.  Sec. 
20,  ch.  12,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  fireproof,  14  stories  and  pent 
house  in  height,  51  ft.  x  205  ft.  in  area,  occupied,  paper 
stock,  printing  machines,  shipping,  etc.,  with  a  total  of  410 
persons  in  the  entire  building;  and 

Whereas,  the  building  is  equipped  with  a  two  source 
standard  automatic  sprinkler  system  and  there  are  two 
standpipe  fire  lines  connecting  to  two  3,000  gal.  tanks,  one 
in  each  pent  house,  and  appellant  contends  that  the  stand- 
pipe  supply  is  adequate. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  order  No.  31841-F,  item  1,  on  condition  that 
the  existing  tanks  be  cross  connected  to  maintain  a  reserve 
supply  of  3,500  gallons  for  the  standpipe  system ;  and  grant¬ 
ed,  as  to  Order  No.  31842-F,  item  1,  so  long  as  conditions 
as  to  use  and  occupancy  remain  substantially  unchanged ; 
and  that  the  order  of  the  fire  commissioner,  Order  No. 
31842-F,  item  No.  2,  be  affirmed  and  the  appeal  in  so  far 
as  it  relates  to  this  item  be  denied. 
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387-22-A. 

APPELLANT— The  Ballinger  Company. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 22  Queens  street,  Long  Island 
City. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  September  12,  1922, 
at  10  a.  m. 


630-22-A. 

APPELLANT— William  F.  Hagarty  for  N.  R.  Realty  Co., 
owner. 

SUBJECT' — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 1757-1773  Ocean  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant :  Patrick  E.  Callaghan. 

For  Administration':  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  at  10  a. 
m.,  to  correct  papers. 


449-22- A. 

APPELLANT — Samuel  Rosenblum,  for  J.  Ragonetti,  own¬ 
er.  .  . 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 93-95  Prospect  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum  and  J.  Ragon¬ 
etti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . . . 

Negative  . . . 

Absent :  Fire  Chief  Martin  . 

THE  RESOLUTION  : 

(449-22-A) 

Whereas,  Samuel  Rosenblum,  for  J.  Ragonetti,  owner, 
filed,  March  27,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
93-5  Prospect  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“7.  Install  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  the  building  *  *  ; 

and 

Whereas,  the  building  is  frame,  3  stories  in  height,  44  ft. 
1  in.  x  47  ft.  10  in.  in  area,  occupied  for  the  storage  of 
paper;  and 

Whereas,  appellant  contends  that  there  is  no  sorting  or 
packing  on  the  premises  and  that  owing  to  the  construction 
of  the  building  it  would  be  impossible  to  ppt  up  a  sprinkler 
tank. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  for  a  temporary  period  not  to  exceed  six  months 
from  the  date  of  this  action,  on  condition  that  any  paper 
stored  on  the  premises  shall  be  confined  to  baled  stuff  only ; 
that  there  shall  be  no  sorting  or  baling  done  on  the  prem¬ 
ises,  and  that  the  top  floor  be  vacated  within  a  period  of 
ten  days. 


500-22-A. 

APPELLANT — Ward  Baking  Company,  owner. 
‘SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 774-808  Pacific  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  at  jp 

a.  m. 


527-22-A. 

APPELLANT — Samuel  Rosenblum,  for  Maurice  H.  Stein- 
fels,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 55  Mercer  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  Rosenblum  and  Maurice 


H.  Steinfels. 

ACTION  OF  BOARD — -Application  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby .  6 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(527-22-A) 


Whereas,  Samuel  Rosenblum,  for  Maurice  H.  Steinfels, 
onwer,  filed,  April  11,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  55  Mercer  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Discontinue  the  storage  of  more  than  5  tons  of 
combustible  fibres.  Sec.  24,  Par.  6,  Chapter  10.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
25  ft.  x  123  ft.  10  in.,  irregular  in  area,  occupied,  1st  story, 
storage  of  clippings  and  remnants,  1  person;  2nd  story, 
storage  of  clippings  and  remnants,  3  persons ;  3rd  story, 
printer  and  mfr.  bankers  envelopes,  12  persons ;  4th  story, 
leather  mfr.,  1  to  5  persons ;  5th  story,  silversmiths,  15  per¬ 
sons  ;  the  means  of  egress  consisting  of  a  fire  escape  on  the 
front  of  the  building  with  fireproof  windows  along  the 
course  of  the  fire  escape  and  a  counter-balanced  stair  to  the 
street  and  an  interior  enclosed  stairway ;  that  the  building 
is  equipped  with  sprinkler  pipes ;  and 

Whereas,  appellant  proposes  to  connect  sprinkler  pipes  to 
a  separate  tank  and  contends  that  the  factory  occupancy 
is  limited. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


609-22-A. 

APPELLANT — Bouronville  Welding  Co.,  Inc.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 241-245  West  64th  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  12,  1922, 
at  10  a.  m. 


642-22-A. 

APPELLANT- — Ward  Baking  Company,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 367  Southern  boulevard,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
at  10  a.  m. 


659-22-A. 

APPELLANT — Wallace  S.  Fraser,  for  Ernest  Blodgett, 
lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 396-398  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Wallace  S.  Fraser  and  Ernest 
Blodgett. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  iBoulton,  Holland, 


Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  .  1 

Absent :  Fire  Chief  Martin  .  1 
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THE  RESOLUTION : 

(659-22-A) 

Whereas,  Wallace  S.  Fraser,  for  Ernest  A.  Blodgett, 
lessee,  filed,  May  8,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  396  and  398  Morris  avenue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Brick  opening  in  wall  which  separates  the  build¬ 
ing  396  Morris  Avenue  (oil  selling  station)  from  the 
frame  building  located  at  398  Morris  Ave.,  Sections 
5  and  90  of  the  Building  Code  as  per  Section  160, 
Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  premises  consists  of  two  buildings,  one 
frame  and  one  non-fireproof,  each  one  story  in  height, 
irregular  in  area,  with  a  total  frontage  of  126.74  ft.  on 
Morris  avenue,  occupied  as  a  store  and  auto  repair  and 
supply  shop ;  and 

Whereas,  appellant  contends  that  the  opening  has  been 
closed  with  a  metal  automatic  sliding  door  provided  with 
fusible  link  on  one  side  of  the  opening,  a  swinging  fire 
door  on  the  other  side,  that  the  workshop  is  part  of  the 
garage  and  that  the  gasoline  storage  tank  is  buried  under 
the  ground. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  conditon  that  there  shall  be  no  automobile 
rpnairs  of  anv  kind  or  nature  conducted  on  the  premises, 
and  that  the  present  opening  be  equipped  with  a  self-closing 
fireproof  door  and  an  automatic  sliding  door. 


730-22-A. 

APPELLANT — McKenzie,  Voorhees  &  Gmelin,  for 
Brooklyn  Home  for  Children,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 215-217  Sterling  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Theodore  I.  Coe. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Negative  .  0 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(730-22-A) 

Whereas.  McKenzie,  Voorhees  &  Gmelin,  for  Brooklyn 
Home  for  Children,  owner,  filed,  May  23,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  215-17  Sterling  place,  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“You  are  hereby  ordered  and  required  within  20 
davs  from  the  date  of  the  service  of  this  order  to: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300 
pounds  per  square  inch,  extending  from  cellar  to  roof, 
with  necessary  check  valves  and  2)4  in.  regulation 
Fire  Department  outlets  on  each  story  (including 
basements,  cellars  and  roofs),  placed  within  main  stair¬ 
way  enclosure.  Each  outlet  to  be  provided  with  suffi¬ 
cient  feet  of  2*4  in.  standard  hose  attached  thereto.” : 
and 

Whereas,  the  building  is  non-fireproof,  5  stones  _  rn 
height,  130  ft.  9)4  in.  bv  148  ft.  9^  in.  in  area,  occupied, 
home  for  destitute  children,  with  a  total  fo  773  persons 
in  the  entire  building :  and 

Whereas,  appellant  contends  that  the  standpipe  would 
be  ineffectual  as  the  help  are  all  women,  that  the  building 
is  equipped  with  a  fire  alarm  system  and  watchman  service 


and  that  there  are  25  fire  pails  and  18  standard  2)4  gallon 
fire  extinguishers. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  floor  area  on  each  story  be 
subdivided  by  the  installation  of  fireproof,  self-closing  doors 
on  all  corridor  openings. 


625-22-A. 

APPELLANT — George  A.  Schonewald,  for  Ormond 
Realty  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED —  19  West  34th  street  and  30- 
32  West  35th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  George  A.  Schonewald  and 
Charles  E.  Travis. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  (BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(625-22-A) 


Whereas.  Geo.  A.  Schonewald,  for  Ormond  Realty  Co., 
owner,  filed,  April  28,  1922,  an  appeal  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  19  West  34th  street  and  30-32  West  35th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  14852- 
F,  reads : 

“Extend  sprinkler  system  to  cover  the  13th  floor. 
Raise  the  sprinkler  pressure  tanks  to  the  level  of  the 
13th  floor.”; 

and 

Whereas,  the  building  is  fireproof.  13  stories  in  height, 
50  ft.  by  197.6  ft.  in  area,  occupied,  1st,  2nd,  3rd  and  4th 
stories,  salesrooms,  15  persons  per  story;  5th  story,  mfg., 
60  persons;  6th  story,  mfg.,  30  persons;  7th  story,  offices, 
20  persons;  8th  story,  offices,  20  persons;  9th  story,  mfg., 
20  persons;  10th  story,  mfg.,  30  persons;  11th  story,  va¬ 
cant;  12th  story,  offices  and  mfg.,  30  persons;  13th  story, 
offices.  20  persons ;  the  building  being  equipped  with  a 
sprinkler  system  on  all  stories  except  13th,  with  a  3500 
gal.  gravity  tank  on  roof,  elevated  20  ft.  above  roof  for 
standpipe ;  and 

Whf.reas,  appellant  contends  that  the  pressure  tanks  are 
located  in  12th  story  and  if  elevated  to  roof  of  13th  story, 
the  sprinklers  in  ceiling  of  basement  and  1st  story  would 
have  to  be  replaced  with  extra  heavy  fittings,  as  the 
allowable  pressure  would  be  exceeded  by  the  additional 
height. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 

739-22-A. 

APPELLANT— National  Biscuit  Comnanv,  owner. 
SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 429-459  West  15th  street,  450- 
460  West  16th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  ROARD — Laid  over  to  July  25,  1922,  at 
10  a.  m. 

756-22-A. 

a  ppttij  J.ANT — -Frank  O.  Sauvan.  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 


833 


MINUTES 


PREMISES  AFFECTED — 893  Union  avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant:  Frank  O.  Sauvan. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . . . 

Negative  . 

Absent :  Fire  Chief  Martin  . 

THE  RESOLUTION: 

(756-22-A)  ' 

Whereas,  Frank  O.  Sauvan,  owner,  filed,  May  29,  1922. 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  893  Union  ave¬ 
nue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application,  dated  Feb.  8, 
1922,  for  a  permit  to  maintain  a  non-storage  garage 
at  the  above  location,  I  regret  to  inform  you  that 
I  am  without  power  to  grant  such  a  permit  because 
the  building  is  of  frame  construction. 

“Section  5,  Paragraph  4.  Chapter  5,  .of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  *  *  *  now  existing  building 
*  *  *  unless  *  *  *  such  building  conforms  to  the  pro¬ 
visions  of  the  building  code  with  respect  to  buildings 
hereafter  altered  for  the  proposed  new  occupancy  or 
use.’ 

“Section  90,  Chapter  5,  of  the  Code  of  Ordinances, 
provides  that  *  *  no  frame  *  *  *  structure  shall  be 
hereafter  built  *  *  *  within  *  *  *  the  fire  limits.’ 

“You  are,  therefore,  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  building  is  frame,  1  story  in  height,  25  ft. 
by  16  ft.  in  area,  occupied  as  a  garage  for  three  pleasure 
cars,  located  in  a  business  district  inside  the  fire  limits ; 
and 

Whereas,  appellant  contends  that  the  building  was  built 
in  1900  and  altered  into  a  garage  in  1010  and  that  the 
building  is  lined  throughout  with  metal. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  apneal  be  and  it  hereby 
is  granted  on  condition  that  the  interior  walls  and  ceilings 
be  lined  with  metal,  and  that  there  shall  be  no  gasoline 
stored  nor  used  on  the  premises  and  that  the  capacity  of 
the  garage  be  limited  to  three  automobiles. 


367-22-A. 

APPELLANT — Samuel  Rosenblum,  for  R.  E.  Thibaut, 
Inc.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 477-483  10th  avenue,  500-508 
West  37th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(367-22-A) 


Whereas,  Samuel  Rosenblum,  for  R.  E.  Thibaut,  Inc., 
owner,  filed,  March  11,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  477-83  10th  avenue  and  500-8  West  37th 
street,  Manhattan;  and 


Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Replace  the  missing  and  defective  shutters  with 
proper  iron  or  kalameined  shutters  at  all  openings 
in  the  exterior  wall  above  1st  story,  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft. 
above/  a  neighboring  roof  at  south  and  west  sides  of 
building,  or  other  approved  protection  as  per  sec. 
375,  article  10,  Chapter  5  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  98  ft.  9  in.  by  J50  ft.  in  area,  occupied,  storage 
of  wall  papers;  1st  story,  shipping;  2nd  story,  book- 
binderv,  50  to  60  persons ;  3rd  story,  storage,  no  persons ; 
4th,  5th'  and  6th  stories,  storage;  and 
Whereas,  appellant  contends  that  the  windows  in  ques¬ 
tion  on  the  south,  face  an  open  courtyard;  the  width  of 
this  courtyard  .is  24  ft.,  and  that  the  adjoining  building  is 
of  fireproof  construction  and  has  an  automatic  sprinkler 
system  and  that  the  windows,  are  fireproof ;  in  regard  to 
the  window's  on  the  west,  this  building  connects  with  a 
two-story  building,  with  fireproof  doors  at  the  openings, 
so  that  it  is  practically  part  of  the  same  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 

491-22- A. 

APPELLANT — Wendell  &  Evans  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 129-135  12th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  F.  E.  Downing. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Martin  .  1 


THE  RESOLUTION: 

(491-22-A) 

Whereas,  Wendell  &  Evans  Co.,  owner,  filed.  April  4, 
1922.  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  129-135  12th 
street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2 inch  regulation  fire  depart¬ 
ment  outlets  on  each  story  (including  basements,  cel¬ 
lars  and  roofs),  placed  within  main  stairway  enclo¬ 
sure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2t/2  inch  standard  hose  attached  thereto. 

“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times. 

“Standpipe  to  be  connected  with  one  two-way  3  inch 
Siamese  connection  with  clapper  valves  and  caps  and 
signs,  placed  on  street  front  of  building  at  least  18 
inches  and  not  more  than  two  feet  above  sidewalk 
in  a  horizontal  position,  accessible  to  the  Fire  Depart¬ 
ment.  All  connections  to  be  of  regulation  fire  depart¬ 
ment  pattern  and  sizes.” ; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  in 
height,  112  ft.  9  in.  bv  98  ft.  8  in.  in  area,  occupied,  cel¬ 
lar,  washroom  and  boiler  room,  6  persons;  1st  storv,  of¬ 
fice  and  laundry,  75  persons :  2nd  storv,  laundry,  57  per¬ 
sons  ;  the  building  being  equipped  with  a  sprinkler  system ; 
and 
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Whereas,  appellant  contends  that  the  building  is  only  2 
stories  in  height  and  10,600  square  feet  in  area. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  communicating  openings  in 
the  party  or  division  wall  be  protected  with  fireproof  self¬ 
closing  doors. 


G40-22-A. 

APPELLANT — Turney  &  Kennedy,  for  A.  Luger,  owner. 
SUBJECT — 'Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 3162-3168  Broadway,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  12,  1922, 

at  10  a.  m. 


749-22-A. 

APPELLANT — Charles  Schaefer,  Jr.,  for  Williamsburg 
Ice  Co.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 258-262  Maujer  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Charles  Schaefer  and  Samuel 
Ecker. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition  in 
part;  and  in  part  denied. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Wialsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Martin  .  1 


THE  RESOLUTION: 

(749-22-A) 

Whereas,  Charles  Schaefer,  Jr.,  for  The  Williamsburg 
Ice  Company,  owner,  filed,  May  26,  1922,  an  appeal,  with 
the  board  of  appeals,  from  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  258-262  Maujer  street,  Brooklyn; 

and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  34134-F. :  1.  Provide  a  separate  and  distinct 

system  of  Automatic  Sprinklers  throughout  build- 

ing  *  * 

“No.  34135-F.  1.  Provide  iron  or  kalameined  shut¬ 

ters  at  all  openings  in  the  exterior  wall  above  1st  story 
which  are  distant  in  a  direct  line  less  than  30  ft.  from 
any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not 
more  than  50  ft.  above  a  neighboring  roof  at  south 
side  of  Nos,  258-60  building,  or  other  approved  pro¬ 
tection,  as  per  sec.  375,  article  18,  chapter  5  of  the 
Code  of  Ord.”; 

and 

Whereas,  the  building  is  partly  fireproof  and  partly 
non-fireproof,  4  stories  in  height,  145  ft.  6  in.  by  90  ft. 
in  area,  occupied  as  a  wood  working  factory,  7  persons 
per  story ;  and 

Whereas,  appellant  contends  that  the  window  openings 
in  the  east  wall  are  of  kalamein  frame  and  sash  glazed 
with  wire  glass. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Order  34134-F,  on  condition  that  the 
westerly  section  (non-fireproof  portion)  of  the  building 
be  equipned  with  an  approved  automatic  sprinkler  sys¬ 
tem  ;  and  on  further  condition  that  all  openings  in  the 
westerly  gable  wall  not  now  fireproofed  be  equipped  with 
fireproof  frames  and  sash ;  and  that  the  order  of  the 
fire  commissioner,  No.  34135-F,  be  affirmed  and  that  the 
appeal  as  to  this  order  be  and  it  hereby  is  denied. 


759-22-A. 

APPELLANT — Russell  G.  Cory,  for  The  M.  Cohn  &  Co., 
Inc.j_owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2-10  Evergreen  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Walter  M.  Cory. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Messrs.  Holland 


and  Kearney  .  3 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(759-22-A) 


Whereas.  Russell  G.  Cory,  for  The  M.  Cohn  &  Co.,  Inc.. 
owner,  filed,  May  31,  1922,  an  appeal  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  2-10  Evergreen  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  *  *  ; 

and 

Whereas,  the  building  is  fireproof  (reinforced  concrete), 
3  stories  and  basement  in  height.  100  ft.  x  160  ft.  in  area  in 
the  1st  story  and  80  ft.  x  160  ft.  in  area  above ;  occupied, 
basement,  boiler  room  only,  1  person;  1st  story,  office,  ship¬ 
ping  and  plating  room,  90  persons ;'  2nd  story,  metal  stamp¬ 
ing,  105  persons ;  3rd  story,  celluloid  novelties,  105  persons ; 
the  building  being  equipped  with  a  sprinkler  system :  and 
Whereas,  appellant  contends  that  the  building  is  only 
42  ft.  in  height. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


761-22-A. 

APPELLANT — Samuel  Gumeiner,  lessee. 

SUBTECT — Anneal  from  order  of  fire  commissioner. 
PREMISE  AFFECTED1 — 46-50  Wooster  street,  Manhattan. 
APPEARANCES— 

For  Anoellant :  Samuel  Gumeiner. 

ACTION  OF  BOARD1 — Laid  over  to  July  25,  1922,  at  10 
a.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kear- 


nev  and  Kerby  .  4 

Negative.:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent:  Fire  Chief  Martin  . .  1 


702-22-A. 

APPELLANT — Cannava  &  Viviani,  for  Emilio  Rego,  les¬ 
see. 

'SUBTECT — Anneal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 440-442  East  106th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Administration  :  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland.  Kearney  and  Kerby .  6 

Absent :  Fire  Chief  Martin  .  1 

THE  RESOLUTION : 

(762-22- A) 


Whereas,  Cannava  &  Viviani,  for  Emilio  Rego,  lessee, 
filed,  Mav  31.  1922,  an  appeal,  with  the  board  of  appeals 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  440-42  East  106th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads : 
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and 


“Objection  1— Installation  of  a  gasoline  system  not 
permitted  as  occupancy  on  upper  story  is  contrary  to 
Section  151,  Chapter  10  of  the  Code  of  Ordinances.  ; 


Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
60  ft.  x  100  ft.  in  area  (irregular),  occupied,  1st  story,  ga¬ 
rage  ;  2nd  and  3rd  stories,  coffin  manufacturing,  20  persons  ; 

and  ~ 

Whereas,  appellant  contends  that  the  garage  is  cut  ott 
from  the  rest  of  the  building  by  a  12  inch  brick  wall,  the 
ceiling-  covered  with  plaster  board  and  metal,  all  floors  of 
upper  stories  are  covered  with  concrete  6  inches  thick. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


763-22-A. 

APPELLANT— Acme  Pump  and  Tank  Co.,  for  I.  Sago- 
vitz,  owner. 

SUBTECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 43  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Arthur  C.  Mandel. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  ® 

Negative:  Chairman  Walsh.  Messrs.  Beatty, 

Boulton,  Holland.  Kearney  and  Kerby -  6 

Absent :  Fire  Chief  Martin  .  1 


THE  RESOLUTION : 

(763-22-A) 

Whereas,  Acme  Pump  &  Tank  Co.,  for  I.  Sagowitz,  own¬ 
er,  filed,  May  31,  1922,  an  appeal,  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
43  Sixth  avenue,  Manhattan;  and  ' 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
in  acting  on  Application  No.  391-22,  reads: 

“5.  Storage  of  volatile  inflammable  oil  in  excess  of 
20  gallons  in  building  occupied  by  two  families,  and  in 
excess  of  55  gallons  in  building  occupied  as  a  dwelling 
by  one  family  not  permitted,  as  per  Sec.  202,  Art.  15, 
Chapter  10,  Code  of  Ordinances.”  ; 
and  ...  "  ,  .  .  , 

Whereas,  the  building  is  non-fireproof,  4  stories  m  height, 
23  ft.  x  85  ft.  in  area,  occupied,  basement,  storage;  1st  story, 
paint  store ;  2nd  story,  loft ;  3rd  story,  apartment ;  4th 
story,  apartment ;  and 

Whereas,  appellant  contends  that  the  neighborhood  is 
not  very  thickly  populated  and  that  the  quantity  of  oil 
stored  is  not  very  great. 

Resolved ,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


263-22-A. 

APPELLANT— L.  E.  Witzel,  for  Wikon  Realty  Corp., 
owner. 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 261-262  South  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

Action  of  BOARD — Laid  over  to  September  12,  1922, 
at  10  a.  m. 


774 -22- A. 

APPELLANT— Gersh  Welding  &  Radiator  Works,  for 
Morris  L.  Levine,  owner. 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 585  Howard  avenue,  Brook¬ 
lyn. 

ACTION  OF  BOARD— Laid  over  to  July  25.  1922,  at 
10  a.  m.,  so  that  fire  department  may  be  repre¬ 
sented. 


410-22-A. 

APPELLANT— U.  S.  Automatic  Sprinkler  Company,  for 
Loew’s,  Inc.,  owner. 

SUBTECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1037-1043  Gates  avenue, 
Brooklyn. 

APPEARANCES—  „  TT  . 

For  Appellant:  Milton  C.  Henry  and  I.  G.  Harris. 
For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Laid  over  to  July  25,  1922,  at  10 
a.  m.,  to  take  up  matter  with  fire  department. 


289 -21- A. 

APPELLANT— Wm.  F.  Conran. 

SUBJECT— Appeal  from  decision  of  fire  commissioner 
(interpretation). 

PREMISES  AFFECTED— Northwest  corner  Greenpoint 
avenue  and  Newtown  Creek,  L.  I.  C.,  Queens. 

APPEARANCES— 

For  Appellant:  Wm.  F.  Conran. 

ACTION  OF  BOARD — Appeal  reopened;  resolution 
amended. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Negative  .  ® 

Absent:  Fire  Chief  Martin .  1 

THE  RESOLUTION: 

(289-21-A) 

Whereas,  Wm.  F.  Conran,  for  the  Tidewater  Oil  Cor¬ 
poration.  owner,  filed,  April  7.  1921,  an  appeal  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  northwest  corner  of  Greenpoint 
avenue  and  Newtown  Creek,  Long  Island  City,  Queens , 

Whereas,  the  decision  of  the  fire  commissioner,  dated 

March  19,  1921,  reads:  ,  _ 

“1.  Sec.  Ill  of  Chapter  10,  Code  of  Ordinances, 
New  York  requires  all  storage  tanks  to  be  buried  2 
feet  below  grade  level  and  equipped  in  a  manner  sat¬ 
isfactory  to  the  Eire  Commissioner.  No  further  ex¬ 
amination  made.” ; 

and  ,  .  c 

Whereas,  an  anplication  was  filed  m  the  bureau  ot  tire 
prevention  to  permit  on  a  plot  of  ground  along  Newtown 
Creek,  the  installation  of  three  gasoline  tanks,  each  tank 
40  feet  in  diameter  by  30  feet  in  height,  the  tanks  to  be 
enclosed  in  concrete  walls  16  feet  in  height,  starting  8 
feet  below  grade  level,  extending  8  feet  above  grade.  The 
capacity  of  each  individual  reservoir  being  40  per  cent, 
in  excess  of  capacity  of  tank.  The  tanks  to  be  protected 
by  a  water  and  foamite  system  controlled  from  a  tower 
outside  concrete  enclosure  walls.  There  is  also  provided  a 
sump  pit  of  50,000  gallons  capacity  as  auxiliary  water 
supplv;  and 

Whereas,  anpellant  contends  that  owing  to  the  water 
level,  the  level  of  the  ground  being  only  4  feet  above 
mean  high  tide,  the  burying  of  the  tanks  below  ground 
would  be  a  practical  impossibility  and  that  the  proposed 
system  for  controlling  the  spread  of  fire  is  adequate;  and 
’  Whereas,  this  appeal  was  granted  bv  the  board  at  its 
meeting  May  31,  1921.  on  certain  conditions,  and  apnel- 
lant  requested  an  amendment  of  these  conditions  in  accord¬ 
ance  with  the  fuel  oil  rules.  .  . 

Resolved,  that  the  decision  of  the  fir^  commissioner  be 
and  it  hereby  is  modified  and  the  anneal  be  and  it  hereby 
is  aranted  on-  condition  that  the  mechanical  and  structural 
equipment  as  detailed  and  described  in  plans  and  statement 
accompanying  this  appeal  and  submitted  to  the  board  at  the 
hearing  be  installed,  and  further  that  there  be  installed  an 
approved  fire  extinguishing  equipment,  in  accordance  with 
Rule  17.  Subdivision  1  of  the  Fuel  Oil  Rules  of  the  board 
of  standards  and  appeals. 
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BUILDING  ZONE  CASES. 

G66-22-BZ. 

APPLICANT — Frank  Gaertner,  for  Starrett  &  Van  Vleck, 
for  Equitable  Life  Assurance  Society  of  U.  S.  A. 

SUBJECT — Application  to  permit  in  a  two  times  height 
district  the  erection  of  a  building  exceeding  the 
height  limit. 

PREMISES  AFFECTED — 383-399  Seventh  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Izador  Lazarus. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  at  10 
a.  m.,  pending  submission  of  engineer’s  report. 


660-22-BZ. 

APPLICANT— Harry  Pelcher,  for  Frank  Tricorico, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  repair  shop. 

PREMISES  AFFECTED— 746  Richmond  avenue,  Port 
Richmond,  Richmond. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  September  26,  1922, 
at  10  a.  m.  No  consents  filed. 


54-22-BZ. 

APPLICANT — Pasquale  Sabbarese  and  Antonette  Sab- 
barese,  owners. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  cars. 

PREMISES  AFFECTED* — 494-496  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Raymond  P.  McNulty. 

For  Opposition:  Six  objectors  (names  not  noted)  ; 
objections  on  file. 

ACTION  OF  BOARD— Laid  over  to  September  26,  1922, 
at  10  a.  m.,  on  request  of  applicant’s  representa¬ 
tive,  to  obtain  consents. 


1473-21 -BZ. 

APPLICANT — W.  H.  Mohrmann. 

SUBJECT— Application  to  permit  the  maintenance  of  a 
garage. 

PREMISES  AFFECTED— 354  87th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  M.  Sommers. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  26,  1922, 
at  10  a.  m.,  on  request  of  applicant,  to  obtain 
consents. 


1616-21-BZ. 

APPLICANT — Jacob  Lubroth,  for  Jennie  Czierenewski, 

owner.  .  . 

SUBJECT — Application  to  permit  in  a  business  district 
the  extension  in  area  to  an  existing  public  garage. 
PREMISES  AFFECTED— 501-13  90th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jacob  Lubroth. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE— 

Affirmative  . .  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  -  6 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(1616-21-BZ) 

Whereas  Jacob  Lubroth,  for  Jennie  Czierenewski, 
owner,  filed,  December  10,  1921,  an  application  under  the 
building  zone  resolution,  to  permit,  in  a  business  district 
the-  extension  in  area  of  an  existing  public  garage  for 
storage  of  more  than  five  motor  vehicles;  premises  501- 

513  90th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 


tion  by  the  board  of  appeals,  at  its  regular  meeting  July 
18,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  5th  avenue  is  a  business  dis¬ 
trict  and  90th  street  and  Gelston  avenue  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  2,  1921,  in  acting  on  App.  No. 
17571-1921,  reads : 

“Denied.  Proposition  is  contrary  to  Building  Zone 
Resolution,  Art.  2,  Sec.  4.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  50  ft.  and 
a  depth  of  50  ft.;  it  is  proposed  to  add  an  extension  1 
story  in  height,  25  ft.  by  50  ft.,  the  entire  structure  to  be 
used  as  a  garage  for  more  than  five  motor  vehicles. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  appeal  be 
and  it  hereby  is  denied. 

602-22-BZ. 

APPLICANT — Thomas  McCormick. 

SUBJECT- — -Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  storage  of  three 
pleasure  motor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  premises. 

PREMISES  AFFECTED — 2981  fBainbridge  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Thomas  McCormick. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(602-22-BZ) 


Whereas,  Thomas  McCormick,  owner,  filed,  April  24, 
1922,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  maintenance  of  a  garage 
for  storage  of  three  pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the  premises,  2981  Bain- 
bridge  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  July 
18,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bainbridge  avenue,  East 
201st  street  and  Bedford  Park  boulevard  are  residence 
districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
April  4,  1922,  Order  No.  11860-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  used  strictly  as  an  accessory  use  to  dwelling 
located  on  same  lot  or  plot  with  garage  on  these 
premises.” ; 

and 

Whereas,  the  existing  building  is  of  concrete  and  metal 
construction,  1  story  in  height,  with  a  frontage  of1  29  ft. 
and  a  depth  of  18  ft.,  occupied  as  a  garage  for  3  motor 
vehicles  of  the  pleasure  car  type,  space  in  which  is  rented 
to  persons  not  residing  on  the  premises ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  89.5  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  zmriation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
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capacity  of  the  garage  be  limited  to  three  automobiles  of  the 
pleasure  car  type,  space  for  two  of  which  only  may  be 
rented. 


556-22-BZ. 

APPLICANT — John  Davis,  for  Sommers  &  Wickert, 
owners. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  one-story  public  garage. 
PREMISES  AFFECTED— 1736  Richmond  turnpike,  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  John  Davis. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  . . . .  0 

Absent:  Fire  Chief  Martin  .  1 


THE  RESOLUTION: 

(556-22-BZ) 

Whereas,  John  Davis,  for  Sommers  &  Wickert,  own¬ 
ers,  filed,  April  13,  1922,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  sjorage  of  more 
than  five  motor  vehicles ;  premises  1736  Richmond  turn¬ 
pike,  Richmond;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  July 
18,  1922,  after  due  notice  by  publication  in  the  (Bulletin 
of  the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Richmond  turnpike  and 
Manor  road  are  business  districts  and  Winthrop  place 
is  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  28,  1922,  in  acting  on  N.  B.  Plan 

302~22  i*0ci(ls  l 

“New  Building  Plan  No.  302  of  1922,  filed  by  you, 
for  construction  of  public  garage,  is  disapproved  as  it 
is  contrary  to  Zoning  Resolution,  Section  4A  No.  15.”; 
and  ' v ! 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height  with  a  frontage  of 
50  ft.  and  a  depth  of  90  ft.,  to  be  occupied  as  a  garage 
for  more  tlian  5  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  100  per  cent  of,  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved ,  that  .the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  en¬ 
closing  walls  of  the  main  garage  building  be  built  of  fire¬ 
proof  material ;  that  the  ceiling  of  the  main  garage  be 
fire-retarded  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals ;  and  that  the  westerly  gable  wall 
be  unpierced  throughout  its  entire  height  and  length ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  be  obtained  within  six  months 
from  the  date  of  this  action  and  the  building  erected 
within  one  year  from  the  date  of  this  action. 


1231-21-BZ. 

APPLICANT — 'Phillip  Freshman,  for  Conrad  Hoerl,  ex¬ 
ecutor  of  Estate  of  Wilhelmine  Muller. 

SUBJECT — Application  to  permit  partly  in  a  residence 
and  partly  in  a  business  district  the  extension  of 
existing  building  for  store  purposes. 

PREMISES  AFFECTED— 205-207  Prospect  Park  West, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Phillip  Freshman. 


ACTION  OF  BOARD — Application  granted  to  amend  on 
condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative:  Mr.  Beatty  .  1 

Absent:  Fire  Chief  Martin  .  1 


THE  RESOLUTION: 

(1231-21-BZ) 

Whereas,  Phillip  Freshman,  for  Conrad  Hoerl,  owner, 
filed,  October  25,  1921,  an  application  under  the  building 
zone  resolution,  to  permit  on  a  plot  partly  in  a  business 
and  partly  in  a  residence  district  the  alteration  and  ex¬ 
tension  in  area  of  an  existing  building  to  be  used  for  busi¬ 
ness  purposes;  premises  205-207  Prospect  Park  West, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December 
13,  1921,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Park  Circle  and  16th  street 
are  residence  districts  and  Prospect  Park  West  is  a  resi¬ 
dence  district  and  Prospect  Park  Southwest  is  a  business 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  5,  1921,  in  acting  on  Alt.  App.  No. 
3233,  reads : 

“Proposition  contrary  to  Building  Zone  Resolution, 
Art.  II,  Paragraph  3.  Residence  district.”; 

and 

Whereas,  it  is  proposed  to  alter  and  extend  an  existing 
store,  the  extension  in  the  residence  district  being  17  ft.  8 
in.  by  81  ft.  2  in.,  irregular  in  shape;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application  and  the  board  deemed  that  there  would 
be  undue  hardship  in  preventing  owner  from  making  the 
proposed  use  of  bis  property,  there  being  similar  uses  on 
the  remainder  of  plot ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  December  13,  1921,  and  applicant  has  filed 
amended  plans  with  the  superintendent  of  buildings;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  28,  1922,  in  acting  on  plans  as  amended, 
reads : 

“The  following  objection  has  been  filed  by  the  ex¬ 
aminers.  Refer  back  to  the  board  of  appeals.”; 

and 

Whereas,  the  board  deemed  that  the  additional  exten¬ 
sion  beyond  that  as  shown  on  the  plans  as  originally  filed 
with  the  board  might  be  permitted  as  a  modification  of  the 
original  resolution. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  require¬ 
ments  of  the  building  zone  resolution  as  to  rear  yards  be 
complied  with. 


678-22-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Thomas  F.  Murray, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  of  storage  warehouse  into  a  public 
garage.  * 

PREMISES  AFFECTED— 413-415  West  150th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  J.  G.  Mason,  Edwin  M.  Murray, 
Thomas  F.  Frank,  Louis  Webber,  A.  H.  Atter- 
bury  and  E.  IB1.  Mason. 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  G 


Negative  .  0 

Absent:  Fire  Chief  Martin  .  1 

RESOLUTION: 

(678-22-BZ) 


Whereas,  Philip  J.  Sinnott,  for  Thomas  F.  Murray, 
et  ah,  owner,  filed,  May  10,  1922,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  conversion  of  a  garage  and  storage  warehouse 
into  a  garage  for  storage  of  more  than  five  motor  ve¬ 
hicles;  premises  413-15  West  150th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  July 
18,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  150th  street,  Convent 
avenue,  and  St.  Nicholas  avenue  are  residence  districts; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  26,  1922,  in  acting  on  Alt.  Plans  831- 
1922,  reads : 

“3.  Proposed  occupancy  is  contrary  to  the  provi¬ 
sions  of  section  3,  Building  Zone  Resolution.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  No.  413  1  story,  No.  415  3  stories  in  height, 
with  a  frontage  of  25  ft.  and  a  depth  of  99  ft.  11  in.  (each 
building)  ;  it  is  proposed  to  remove  a  portion  of  the  divid¬ 
ing  wall  and  occupy  entire  premises  as  a  garage  for  more 
than  5  motor  vejiicles ;  and 

Whereas,  applicant  contends  that  there  is  undue  hard¬ 
ship  to  the  owner,  and  that  he  is  unduly  restricted  in  the 
practical  operation  and  manipulation  of  the  automobiles 
now  permitted  therein. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the 
existing  structure  be  not  extended  nor  increased  in  height 
nor  area. 


691-22-BZ. 

APPLICANT — 'George  A.  Dugan,  for  Weber-Bunke- 
Lange  Coal  Co.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erec¬ 
tion  of  a  two-story  business  building. 
PREMISES'  AFFECTED— 270  West  96th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  George  A.  Dugan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Negative  , . . .  0 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(691-22-BZ) 

Whereas,  George  A.  Dugan,  for  Weber-Bunke-Lange 
Coal  Co.,  owner,  filed,  May  15,  1922,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  and  extending  into  a  residence  district  the  erection 
and  maintenance  of  a  business  building;  premises  270  West 
96th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  18, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
bokrd  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  96th  street  and  Broad¬ 


way  are  business  districts  and  West  End  avenue  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  29,  1922,  in  acting  on  N.  iB.  238-22, 
reads : 

“1.  As  the  proposed  building  encroaches  three  feet 
three  inches  on  a  residence  district  the  proposed  oc¬ 
cupancy  is  unlawful,  section  three  of  the  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  2  stories  in  height,  with  a  frontage  of 
28  ft.  3  in.  and  a  depth  of  75  ft.  5J4  in.,  extending  3  ft.  3 
in.  into  the  residence  district,  occupied  as  stores  in  the 
first  story  and  offices  above ;  and 
Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application,  and  under  the  provisions  of  section  7, 
subdivision  C,  the  board  is  empowered  to  grant  the  ap¬ 
plication. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  there 
be  no  openings  in  the  wall  within  the  residence  district 
other  than  those  now  existing  in  the  basement  wall ;  and 
that  any  existing  windows  in  the  rear  wall,  opening  on  the 
residence  district  be  glazed  with  translucent  glass. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  be  obtained  within  six  months 
from  the  date  of  this  action  and  the  building  constructed 
within  one  year  from  the  date  of  this  action. 

743-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Jerome  P.  and 
Leonard  Davis,  owners. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  two-story  public  garage. 
PREMISES  AFFECTED — 2065-2067  Southern  boule¬ 
vard,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Jacob  S.  Gross,  et  al. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922;  not 
reached  for  hearing. 


746-22-BZ. 

APPLICANT — Max  Salomon,  for  Estate  of  Lambert  S. 
Quackenbush,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  basement  and  two-story  garage 
for  more  than  5  cars. 

PREMISES  AFFECTED— 1760-1766  Park  avenue,  73-77 
East  122nd  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Max  Solomon. 

For  Opposition:  J.  Matthews,  Geo.  Foulk,  Chas. 
M.  Early,  Guiseppe  L.  Maggio  and  Joseph  N. 
Early. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  on 
request  of  applicant’s  representative. 


498-22-BZ. 

APPLICANT — J.  Edmund  Byrne,  for  Wm.  Deininger, 
owner. 

'  SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  of  a  two-story  existing  bakery  build¬ 
ing. 

PREMISES  AFFECTED— 3240-56  Bronx  boulevard,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Herman  Srefke. 

ACTION  OF  BOARD — Application  reopened ;  set  for  cal¬ 
endar  call  September  12,  1922. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ... .  6 
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Negative  .  0 

Absent:  Fire  Chief  Martin  . .  1 


788-22-BZ 

APPLICANT — J.  Sarsfield  Kennedy,  for  Rebecca  Bell, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  conversion  of  existing  stable  into  a  public 
garage. 

PREMISES  AFFECTED — 3907-3911  4th  avenue,  Brook¬ 
lyn.  v 

APPEARANCES' — 

For  Applicant:  John  Riggs. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1922,  to 
obtain  certificate  from  health  department  and  sub¬ 
mit  proof. 


AREAS  FIXED. 

(620-22-IBZ) 

The  chairman  presented  and  read  a  communication  from 
Wilhelm  E.  Stern,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
maintenance  of  a  garage,  premises  1099  Bushwick  avenue, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Woodbine  street  from  a  point  100  ft. 
West  of  Evergreen  Avenue  to  a  point  200  feet  West 
of  the  Easterly  side  line  of  Bushwick  Avenue ;  also 
the  property  adjoining  on  South  Side  and  for  a  dis¬ 


tance  of  50  ft.  from  the  South  lot  line,  being  properties 
facing  Bushwick  Avenue. 

(881-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Philip  J.  Sinnott,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
erection  of  garage,  premises  S.  S.  Chauncey  Street,  100  ft. 
East  of  Reid  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Chauncey  Street  from  Patchen  Ave¬ 
nue  to  a  point  200  ft.  West  of  proposed  garage;  also 
the  property  directly  at  rear  and  for  a  distance  of 
50  ft.  on  either  side  of  the  side  lot  lines  of  the  prem¬ 
ises  in  question. 

(871i22->BZ) 

The  chairman  presented  and  read  a  communication  from 
George  Bushman,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  premises  960  East  15th  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  East  15th  Street  from  a  point  100  ft. 
North  of  Avenue  J  to  Avenue  I ;  also  the  property 
adjoining  at  rear  and  for  a  distance  of  50  ft.  on  either 
side  of  the  side  lot  lines  of  the  premises  in  question. 


Adjourned,  2:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  18,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents  Kleinert,  Moore 
and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  July  11, 
were  approved  as  printed  in  Bulletin  No.  29,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

655-22^S. 

PETITIONER — Samuel  Rosenblum,  for  Neil  R.  Mitchill, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 354  Bowery,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert,  Moore  and  McDermott  9 

Negative  .  0 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  Reville  .  4 

(655-22-S) 

Whereas,  Samuel  Rosenblum,  for  Neil  R.  Mitchill, 
owner,  filed,  May  5,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  354  Bowery,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 
“1.  Arrange  the  fire  escape  at  the  front  of  build- 


“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“Windows  on  course  not  fireproof. 

“No  60  degree  stairways  connecting  balconies. 

“No  counterbalanced  stairway  from  lowest  balcony 
to  ground. 

“2.  Extend  the  interior  stairway  at  south  sidk  of 
building  to  roof  *  * 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  19  ft.  4  in.  by  70  ft.  irregular  in  area,  occupied,  1st 
story,  store ;  2nd  story,  barbers’  school,  20  persons ;  3rd 
story,  mfg.  masks,  9  persons;  4th  and  5th  stories,  vacant; 
the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  5th  story  with  scuttle 
and  iron  ladder  to  roof,  enclosed  in  wood  board  parti¬ 
tions  with  wood  doors  at  openings,  a  sub-standard  fire 
escape  on  the  front  of  the  building,  a  sub-standard  fire 
escape  on  the  rear  of  the  building;  and 

Whereas,  petitioner  proposes  to  provide  a  stationary 
stair  to  yard  from  rear  ,fire  escape  with  egress  from 
yard  through  gate  in  fence  and  to  fireproof  the  windows 
along  the  course. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  60  degree  connecting  stairs  be  provided 
to  the  front  and  rear  fire  escapes  on  the  2nd  and  3rd 
stories,  with  counterbalanced  drop  ladder  in  guides  from 
lowest  balcony  of  front  fire  escape  to  street;  with  fixed 
iron  stairs,  from  the  lowest  balcony  of  the  rear  fire 
escape  terminating  in  yard,  egress  from  which  may  be 
by  means  of  the  adjoining  premises,  and  that  a  goose¬ 
neck  ladder  be  provided  from  the  top  balcony  of  the  front 
and  rear  fire  escapes  to  the  roof,  and  granted  only  so 
long  as  the  two  upper  floors  remain  vacant  and  unoc¬ 
cupied,  and  conditions  as  to  use  and  occupancy  remain 
unchanged. 
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6G7-22-S. 

PETITIONER — William  C.  Walker’s  Sons,  for  Charles 
A.  Belden,  et  al.,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 71-73  Greene  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Thomas  B.  Walker,  William  C. 
Walker. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert,  Moore  and  McDermott  9 

Negative  .  0 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Reville  .  4 

THE  RESOLUTION: 

(667-22-S) 


Whereas,  Wm.  C.  Walker’s  Sons,  for  Charles  A.  Bel¬ 
den,  et  al.,  owner,  filed,  May  9,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  71-73  Greene 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  additional  means  of  exit  from  1st 
and  cellar  stories,  said  exit  to  be  located  at  west 
side  of  building  in  accordance  with  the  provisions 
of  section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  37.6  ft.  by  110  ft.  in  area  in  the  1st  stpry  and  37.6 
ft.  by  90  ft.  above;  occupied,  1st  story,  manufacturing 
paper  boxes,  12  persons ;  cellar,  cutting  of  boxes,  1  per¬ 
son;  the  building  being  equipped  with  sprinkler  pipes  in 
the  cellar  and  1st  story  and  being  equipped  with  a  fire 
alarm  signal  system;  the  means  of  egress  consisting  of 
an  interior  stairway  extending  from  the  1st  story  to  the 
roof,  enclosed  in  fireproof  partitions  with  fire  doors  at 
the  openings ;  a  fire  escape  on  the  front  and  one  on  the 
rear  of  the  building;  the  means  of  egress  from  the  1st 
story  consisting  of  doors  to  street,  windows  in  the  rear 
opening  to  skylight  over  cellar;  the  means  of  egress  from 
the  cellar  consisting  of  stair  to  1st  story  and  engineer’s 
ladder  to  street;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  door  be  substituted  for  the  window  in  the  rear 
of  the  cellar  on  the  south  side,  with  egress  to  a  balcony  at 
1st  floor  level  of  a  party  wall  fire  escape  and  a  double  rung 
ladder  be  provided  extending  from  the  cellar  to  the  1st  story 
connecting  with  this  balcony. 


731-22-S. 

PETITIONER— John  B.  Snook  Sons,  for  Mary  E.  A. 
Wendel,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 567  3rd  avenue,  Manhattan. 
APPEARANCES— 

iFor  Petitioner:  Frederick  C.  Lang. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert,  Moore  and  McDermott  9 

Negative  .  o 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Reville  . . .  4 


THE  RESOLUTION: 

(731-22-S) 

Whereas,  John  B.  Snook  Sons,  for  Mary  E.  A.  Wen- 
del,  owner,  filed,  May  23,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  567  Third  avenue,  Man¬ 
hattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  26354-LD.  “1.  Arrange  the  fire  escape  on  the 

south  side  of  building  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following: 

“Windows  on  course  not  fireproof,  not  self-closing 
on  5th  story. 

“No  passageway  from  termination  of  fire  escape  to 

street.” 

No.  26355-LD.  “1.  Reduce  the  area  of  wire  glass 

in  windows  opening  in  the  stairway  enclosure  on  all 
stories  so  as  not  to  exceed  360  sq.  in.  in  a  single  pane 
and  720  sq.  in.  on  any  one  story  as  per  rule  506  of 
the  Industrial  Code.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  24  ft.  by  88  ft.  in  area,  occupied,  1st  story,  real 
estate  office,  4  persons ;  2nd  story,  upholstering,  9  per¬ 
sons ;  3rd  story,  mfg.  jewelers,  6  persons;  4th  story 
(front),  tailoring,  8  persons;  (rear)  printing,  1  person; 
5th  story,  tailoring,  20  persons;'- the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  5th  story  with  scuttle  and  iron  ladder  to 
roof,  enclosed  in  4  in.  terra  cotta  partitions  with  fire 
doors  at  the  openings,  a  fire  escape  in  the  court,  fireproof 
windows  along  the  course  of  the  fire  escape  and  egress 
through  yard  of  adjoining  building;  and 

Whereas,  petitioner  contends  that  with  the  approval  of 
the  fire  department,  October  29,  1919,  he  cut  a  door  in  the 
fence  leading  to  the  adjoining  premises  and  that  in  re¬ 
gard  to  the  4  lights  of  glass  in  the  windows  in  hall  par¬ 
tition,  2nd,  3rd,  4th  and  5th  stories,  each  is  16  in.  by  36 
in.  in  area  and  the  6  lights  in  the  1st  story  20  in.  by  40 
in.  in  area  and  that  the  glass  is  wire  glass  in  metal  frame. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  order  No.  26354  on  condition  that  a  fire  escape  be 
provided  on  the  rear  extension,  terminating  in  the  adjoin¬ 
ing  yard;  written  consent  from  adjoining  owner  to  use 
same  for  egress  filed  with  this  board,  and  that  the  win¬ 
dows  in  the  top  story  be  fireproof,  and  granted  as  to  Order 
No.  26355-LD  on  condition  that  the  area  of  glass  shall  be 
reduced  not  to  exceed  360  sq.  in.  in  area,  subdivided  by 
metal  muntins  in  metal  sash  and  glazed  with  wire  glass. 


765-22-S. 

PETITIONER — Lawrence  De  Frances,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 442  West  46th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Charles  C.  Schwartz,  Lawrence 
De  Frances. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
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Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert,  Moore  and  McDermott  9 

Negative  . . .  0 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Reville  .  4 

THE  RESOLUTION: 

(765-22-S)  s 

Whereas,  Lawrence  De  Frances,  for  Sidonia  Weiss, 
owner,  filed,  June  1,  1922,  a  petition,  with  the  board,  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  442  West  4Gth  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
Order  No.  20351-LD.  “2.  Arrange  the  entrance 

doors  at  street  so  as  to  open  outwardly  *  *  *  ” 

Order  No.  20349-LD.  “3.  Arrange  the  fire  escape 

at  the  rear  of  building  and  the  openings  leading  there¬ 
to  and  the  windows  opening  on  the  course  thereof.”; 

and  ...  . 

Whereas,  the  building  is  non-fireproof,  6  stones  in 
height,  25  ft.  by  90  ft.  in  area,  occupied,  1st  story,  wet 
wash  laundry,  3  persons ;  2nd  story,  wet  wash  laundry, 
5  persons;  3rd  story,  vacant;  4th  story,  wood  worker,  3 
persons;  5th  story,  manufacturing  of  soap  powders,  2 
persons;  6th  story,  cabinet  worker,  3  persons;  the  means 
of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  roof,  enclosed  in  fire  resisting 
partitions  with  fire  doors  at  the  openings,  a  fire  escape 
on  the  rear  of  the  building,  with  egress  from  yard  through 
yard  of  adjoining  premises;  and 

Whereas,  petitioner  contends  the  means  of  egress  from 
the  yard  is  adequate  and  that  it  is  impossible  to  open 
outwardly  the  two  large  doors  in  the  wagon  driveway, 
and  that  a  smaller  door  has  been  cut  in  the  larger  door, 
this  small  door  opening  out. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  order  No.  20351-LD  on  condition  that  a  trap  door 
3  ft.  6  in.  in  width  opening 'outward  be  provided  in  either 
leaf  of  the  existing  entrance  doors,  and  granted  as  to  order 
No.  20349-LD,  item  No.  3,  on  condition  that  egress  be  main¬ 
tained  from  the  rear  yard  to  street  as  indicated  on  plans 
filed  in  this  petition,  and  granted  so  long  as  conditions  as 
to  use  and  occupancy  remain  unchanged. 


766-22-S. 

PETITIONER— W.  B.  and  Arthur  Corney,  owners. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 203-205  East  21st  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  Arthur  Corney. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Su¬ 
perintendents  Kleinert,  Moore  and  McDer¬ 


mott  . 

Negative  . . 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Reville  . 


9 

0 

4 


THE  RESOLUTION : 

(766-22-S) 

Whereas,  W.  S.  &  Arthur  Corney,  owners,  filed  June  1, 
1922  a  petition  with  the  board  of  standards  and  appeals, 
foPvariation  from  «the  requirements  of  the  labor  law, .  as 
cited  in  order  of  the  superintendent  of  buildings,  affecting 
premises  203-5  East  21st  street,  Manhattan;  and 


Whereas,  the  order  of  the  superintendent  of  buildings 
Viol.  No.  7299,  reads: 

“In  that  of  omitting  to  extend  rear  fire  escape  stairs 
to  roof — Contrary  to  approved  plans.”; 

and 

Whereas,  the  building  is  frame.  3  stories  and  basement 
in  height,  34  ft.  10J/2  in.  x  39  ft.  10  in.  in  area,  occupied  as 
factory,  basement,  2  persons ;  1st  story,  4  persons ;  2nd 
story,  2  persons ;  3rd  story,  4  persons ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  base¬ 
ment  to  the  3rd  story  enclosed  in  wire  lath  and  cement  par¬ 
titions,  with  kalameined  doors  at  the  openings,  a  fire  escape 
on  the  rear  of  the  building,  with  fire  windows  along  the 
course  of  the  fire  escape;  and 

Whereas,  petitioner  contends  that  the  fire  escape  was 
not  extended  to  roof  on  account  of  there  being  no  safe 
egress  from  the  roof,  the  adjoining  building  at  the  east 
being  25  ft.  higher,  while  at  the  west  there  is  no  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  double  rung  iron  ladder  be  provided  to 
the  scuttle  in  the  roof  and  that  a  gooseneck  ladder  be 
provided  from  the  top  story  balcony  of  fire  escape  to  roof. 


719-22-S. 

PETITIONER — J.  B.  King  &  Company,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— N.  S.  Bank  street,  350  ft.  west 
of  Jersey  street,  Richmond. 

ACTION  OF  BOARD— Laid  over  to  Sept.  12,  1922,  at  2 
p.  m. 


780-22-S. 

PETITIONER — Max  Rosenblatt,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 523-529  8th  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Jeremiah  L.  Sheehan,  Max  Ros¬ 
enblatt. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert,  Moore  and  McDermott  9 
Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Reville  .  4 

THE  RESOLUTION: 

(780-22-S) 

Whereas,  Max  Rosenblatt,  for  Surprise  Building  Co., 
owner,  filed,  June  3,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  523-29  Eighth  avenue,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  32153- 
LD,  reads : 

“Provide  passageways  having  an  unobstructed  width 
of  at  least  3  feet  throughout  their  length  leading  di¬ 
rectly  to  the  fire  escape,  at  the  southwest  corner  of 
building,  by  extending  the  present  corridors  to  said  fire 
escape  on  all  stories  as  per  Sec.  272  of  the  Labor  Law.” ; 

and  .  .... 

Whereas,  the  building  is  non-fireproof,  6  stories  in  height, 
76  ft.  x  90  ft.  in  area,  occupied,  1st  story,  stores  and  mov¬ 
ing  picture  theatre;  2nd  story,  dress  mfg.  and  printers,  30 
persons;  3rd  story,  dress  mfg.  and  printers,  12  persons; 
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4th  story,  vacant;  5th  story,  mfg.  and  printers,  40  persons; 
6th  story,  dress  mfg.  and  printers,  24  persons;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof  enclosed  in  fireproof  partitions  with 
fire  doors  at  openings,  a  fire  escape  at  the  rear  of  the  build¬ 
ing  and  one  at  the  front  of  the  building,  with  fireproof 
windows  along  the  course  of  the  fire  escape ;  and 

Whereas,  the  upper  stories  are  divided  into  3  sections, 
having  a  corridor  leading  to  stairway  and  access  to  fire 
escape ;  and 

Whereas,  petitioner  proposes  to  arrange  doors  leading  to 
passageway  at  southwest  portion  of  building  to  be  double 
swinging  and  maintain  doors  unlocked  during  business 
hours. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


781-22-S. 

PETITIONER — Charles  A.  Debret,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 221-223  West  64th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Charles  A.  Debret. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert,  Moore  and  McDermott  9 


Negative  . .  0 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Reville  .  4 


THE  RESOLUTION: 

(781-22-S) 

Whereas,  Charles  A.  Debret,  for  Gretchen  Beymann, 
owner,  filed,  June  3rd,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  221-223  West  64th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  34872- 
LD,  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  at 
rear  of  building,  with  balconies  4  ft.  in  width  connected 
by  stairways  not  less  than  22  ins.  wide,  placed  at  an  in¬ 
cline  of  not  more  ehan  45  degrees,  extending  from 
ground  to  roof,  constructed  as  per  section  273  of  the 
Labor  Law  and  the  rules  of  the  board  of  standards 
and  Appeals,  or  carry  out  a  proper  alternative  method 
of  complying  with  section  271  of  the  Labor  Law.’  ; 

and  „  .  . 

Whereas,  the  building  is  non-fireproof,  3  stones  _  in 
height,  45  ft.  by  95  ft.  in  area,  occupied,  1st,  2nd  stories, 
garage,  1  person  per  story ;  3rd  story,  auto  painting  and 
repairs,  12  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  3rd 
story,  enclosed  in  metal  covered  partitions  with  metal  cov¬ 
ered  doors  at  openings;  a  fire  escape  on  rear  of  building 
with  egress  across  roof  of  adjoining  building,  which  has 
fire  escape  on  front  leading  to  street ;  a  fireproof  casement 
window  in  side  wall  2nd  story  leading  to  adjoining  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  casement  doer  be  provided  to  the  rear  balcony 
fire  escape  on  the  3rd  story  and  that  the  occupancy  on  the 
top  floor  be  limited  to  15  persons. 


784-22-JS. 

PETITIONER — F.  P.  Keniston,  for  Abraham  Weinstein, 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 129  Division  street,  Manhattan. 
APPEARANCES — 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert,  Moore  and  McDermott  9 

Negative  .  0 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Reville  .  4 


THE  RESOLUTION : 

(784-22-S) 

Whereas,  F.  P.  Keniston,  for  Abraham  Weinstein,  les¬ 
see,  filed,  June  5,  1922,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  129  Division  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  31427- 
,LD,  reads : 

“1.  Extend  the  interior  stairway  at  the  south  side  of 
building  to  the  roof. 

“2.  Arrange  the  fire  escape  on  the  front  of  the  build¬ 
ing  and  the  openings  leading  thereto. 

“Among  the  defects,  noted  on  this  fire  escape  are  the 
following:  'Windows  on  course  not  fireproof,  not  self¬ 
closing  ;  no  counterbalanced  stairway  to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  25  ft.  by  60  ft.  in  area  in  the  1st  story,  and  25  ft. 
by  32  ft.  in  area  above,  occupied,  1st  story,  store,  2  persons.; 
2nd  story,  manufacturer  of  cloaks,  8  persons ;  3rd  story, 
dwelling,  9  persons  ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  3rd 
story,  enclosed  in  lath  and  plaster  partitions  with  wood 
doors  at  openings,  a  fire  escape  on  the  front  of  the  build¬ 
ing,  with  drop  ladder  to  street  and  non-fireproof  windows 
along  the  course  of  fire  escape,  and  outside  wooden  stair¬ 
way  extending  from  the  yard  to  2nd  story,  a  wood  enclosed 
stairway  extending  from  store  to  2nd  story  of  extension; 
and 

Whereas,  petitioner  proposes  to  provide  a  stationary 
iron  ladder  to  a  scuttle  in  the  roof,  to  provide  a  gooseneck 
ladder  to  roof  from  fire  escape  and  a  drop  ladder  in  guides 
to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  stationary  iron  ladder  be  provided  from 
top  story  hall  to  the  scuttle  in  roof  ;  that  a  gooseneck  lad¬ 
der  be  provided  from  top  balcony  of  fire  escape  to  the  roof, 
and  that  a  counterbalanced  drop  ladder  in  guides  be  pro¬ 
vided  from  the  lowest  balcony  of  fire  escape  to  street,  and 
granted  so  long  as  the  conditions  as  to  use  and  occupancy 
remain  unchanged. 


PETITIONER— Louis  E.  Felix,  for  Publications  Building 
Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 146  Water  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Louis  E.  Felix. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 
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ACTION  OF  BOARD— Petition  denied. 

THE  VOTE— 

Affirmative:  Mr.  Boulton  . .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Holland,  Kearney,  Kerby,  Superintendents 

Kleinert  and  Moore  .  7 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  . 1 .  5 


THE  RESOLUTION: 

(195-22-S) 

Whereas,  Louis  E.  Felix,  for  Publications  Building 
Corp.,  owner,  filed,  February  10,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  146  Water  street,  Man¬ 
hattan  ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

29867-LD1 — “1.  Provide  exit  signs,  letters  to  be  at 
least  8  in.  in  height,  at  all  means  of  egress  with  a 
red  light  over  all  such  exits  for  use  in  time  of  dark¬ 
ness,  as  per  Sec.  272  of  the  Labor  Law.” 

29866-LD — “1.  Provide  outside  iron  balcony  fire  es¬ 
cape  on  front  of  buildings. 

“2.  Extend  the  interior  stairway  at  west  side  of  build¬ 
ing  to  the  roof.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  22  ft.  6  in.  x  82  ft.  4  in.  in  area  in  the  1st  story  and 
22  ft.  6  in.  x  68  ft.  in  area  above,  occupied,  1st  story,  pub¬ 
lication  business  office,  11  persons ;  2nd  story,  tobacco  sales¬ 
room,  9  persons;  3rd,  4th  and  5th  stories,  tobacco  store¬ 
rooms,  2  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  wood  partitions  in  the  1st  story,  with  wood 
doors  at  the  openings;  and 

Whereas,  petitioner  claims  that  there  is  no  manufactur¬ 
ing  on  the  premises.  .  .  , 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


220-22-S, 

PETITIONER— Nicholas  F.  Walsh,  for  John  J.  Roche, 
owner.  .  .  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 95  Market  Slip,  Manhattan. 

APPEARANCES—  ,  ,  a  , 

For  Administration :  Inspector  Maher  of  the  tire 

department.  . 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE, 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert  and  Moore  .  ° 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  .  5 

THE  RESOLUTION : 

(220-22-S) 

Whereas,  Nicholas- F.  Walsh,  for  John  J  Roche  owner, 
filed  February  15,  1922,  a  petition,  with  the  board  of  stand¬ 
ards’  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  95  Market  Slip,  Manhattan;  and 
Whereas  the  order  of  the  fire  commissioner  reads. 

“1.  Arrange  the  fire  escape  at  the  front  of  building 

£  5^  *  99  • 

“Among  the  defects  noted  on  this  fire  escape  are  the 
^“Windows  on  course  not  fireproof,  not  self-closing. 


Fire  escape  needs  painting.  No  counterbalanced  stair¬ 
way  to  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  3'  stories  in  height, 
25  ft.  x  46.3  ft.  in  area,  occupied  for  manufacturing  and  up¬ 
holstering  of  furniture,  9  persons  in  the  entire  building; 
the  means  of  egress  consreting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  story  to  the  3rd  story  unenclosed,  a 
fire  escape  in  the  Market  Slip  front  of  the  building  wTith 
drop  ladder  in  guides  to  the  street;  and 

Whereas,  petitioner  proposes  to  fireproof  the  windows 
along  the  course  of  the  fire  escape  and  requests  that  the 
drop  ladder  be  accepted  in  lieu  of  counterbalanced  stair. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  counterbalanced  drop  ladder  in  guides  be 
provided  from  the  lowest  balcony  of  the  fire  escape  to  the 
street  and  that  the  fire  escape  be  painted,  put  in  proper  re¬ 
pair,  and  the  windows  along  the  course  made  fireproof 
self-closing. 


658-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Birbo  Realty 
Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 81  Nassau  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert  and  Moore  .  8 

Negative  . ® 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  .  5 


THE  RESOLUTION : 

(658-22-S) 

W^hereas  Samuel  Rosenblum,  for  Birbo  Realty  Corpor¬ 
ation,  owner,  filed,  May  6,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  n re  com- 
missioner,  affecting  premises  81  Nassau  street,  Manhattan; 


ia  .  .  , 

Whereas,  the  orders  of  the  fire  commissioner  lead. 

34512-LD—  ,  , 

“1  Provide  continuous  safe  and  unobstructed  pas¬ 
sageways  at  least  3  feet  wide  throughout  the  length, 
leading  directly  to  both  required  means  of  exit  by  cut¬ 
ting  a  door  at  least  3  feet  wide  through  the  dividing 
partition  on  all  stories,  said  doors  shall  not  be  locked, 
bolted  or  fastened  during  working  hours  as  per  Sec¬ 
tion  272  of  the  Labor  Law.” 

“1.  Arrange  the  fire  escape  at  the  rear  of  building 

*  *  *.  . , 

“2  Enclose  the  interior  stairway  at  the  north  side 

of  building  *  *  *•”; 

nd 

Whereas,  the  building  is  of  non-fireproof  construction,  6 
-ories  in  height  25  ft.  7  in.  x  106  ft.  9  m.  in  area  in  the 
5?  sSry  andfs  ft.  7  in.  x  98  ft.  above,  occupied,  1st  story 
ore  -  2nd  story,  offices  and  electric  supplies,  6  persons,  3rd 
-ory’  offices,  and  small  jewelry  repairs,  etc.,  19  persons;  4th 
tory,  office,  8  persons ;  5th  story,  offices,  watch  repairs,  etc 
3  persons;  6th  story,  jewelry  repairs  and  offices,  ~0  pe 
3ns  •  the  means  of  egress  consisting  of  an  interior  stair- 
rav  extending  from  the  1st  story  to  the  roof,  enclosed  in 
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wire  lath  and  cement  plaster  partitions  with  wood  doors  at 
the  openings,  a  party  wall  fire  escape  on  the  rear  of  the 
building  with  connecting  stairways  and  landing  platform  in 
the  2nd  story  with  steps  to  extension  in  the  rear;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  number  of  persons  employed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law.  and  that  the  petitoin  in  so  far  as  it  relates  to  item  No. 
1  of  Order  No.  34513-LD,  be  and  it  hereby  is  granted,  so 
long  as  conditions  remain  unchanged  as  to  egress  from 
existing  fire  escape,  and  that  the  order  of  the  fire  commis¬ 
sion  in  so  far  as  it  relates  to  Order  No.  34512-LD  and 
item  No.  2  of  Order  No.  34513JLD,  be  affirmed  and  the 
petition  as  to  these  orders  be  denied. 


734-22-S. 

PETITIONER — John  H.  H.  Van  Hoven,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 42  East  9th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  H.  H.  Van  Hoven. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert  and  Moore  .  8 

Negative  . 0 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott  .  5 

THE  RESOLUTION: 

(734-22-S) 


Whereas,  John  H.  H.  Van  Hoven,  owner,  filed,  May  24, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  42  East  9th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof  *  *  *. 

“2.  Arrange  the  fire  escape  on  the  rear  of  build¬ 
ing  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following : 

“Windows  on  course  not  fireproof,  not  self-closing. 

“No  60  degree  connecting  stairways  between  all  bal¬ 
conies. 

“No  stairway  from  top  balcony  to  the  roof. 

“Iron  shutters  obstructs  egress.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  and  basement  in  height.  25  ft.  by  80  ft.  in  area 
in  the  1st  story  and  23  ft.  by  50  ft.  above,  occupied,  fac¬ 
tory,  basement,  2  persons;  1st  story.  10  persons;  2nd  story, 
10  persons ;  3rd  story,  6  persons ;  4th  story,  4  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  basement  to  the  4th  story,  enclosed  in  lath 
and  plaster  partitions  with  wood  doors  with  wire  glass 
panels  at  the  openings,  a  fire  escape  on  the  rear  of  the 
building;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  modified  the  order  on  March  30, 
1920 ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  of  the  fire  department  be  complied 
with. 


800-22-S. 

PETITIONER — .John  H.  Knubel,  for  West  28th  Street 
Company,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 220  West  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  H.  Knubel. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Kleinert  and  Moore  .  8 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott  .  5 

THE  RESOLUTION: 

(800-22-S) 


Whereas,  John  H.  Knubel,  for  The  West  28th  Street 
Company,  Inc.,  owners,  filed,  June  8,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  220 
West  28th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  reads : 

“Objection  No.  3.  Egress  from  bottom  of  fire 
escape  should  comply  with  section  273-9  Labor  Law.”; 

and 

Whereas,  the  building  is  6f  non-fireproof  construction, 
4  stories  in  height,  16  ft.  8  in.  by  53  ft.  6  in.  in  area  in 
the  1st  story  and  16  ft.  8  in.  by  531  ft.  6  in.  in  area 
above,  occupied,  2nd  story,  factory,  7  persons ;  3rd  story, 
factory,  7  persons ;  4th  story,  factory,  6  persons ;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  wood  stud,  lath  and 
plaster  partitions  with  wood  doors  at  the  openings ;  and 
Whereas,  petitioner  proposes  to  provide  a  fire  escape 
on  the  rear  of  the  building  with  stair  and  landing  to 
roof  and  stationary  stair  to  yard  with  egress  to  street 
through  yards  of  adjoining  building,  and  requests  that  the 
egress'  be  accepted  as  adequate. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  petition  be 
and  it  hereby  is  denied. 

812-22-S. 

PETITIONER- — American  Fire  Service  Corporation,  for 
Isidor  Lewkowitz,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 26  East  125th  street.  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  S.  J.  Rosenthal.  H.  E.  Horowitz. 


ACTION  OF  BOARD— Petition  denied. 

THE  VOTE—  _ 

Affirmative  .  ° 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Kleinert  and  Moore  . — . . .  8 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott  .  5 

THE  RESOLUTION: 

(812-22-S) 


Whereas,  The  American  Fire  Service  Corp.,  for  Isidor 
Lewkowitz,  owner,  filed,  June  12,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  26 
Fast  125th  street,  Manhattan;  and 
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Whereas.,  the  decision  of  the  superintendent  of  build¬ 
ings,  reads : 

“In  that  the  present  occupancy  of  the  third  floor  is 
not  consistent  with  the  last  issued  certificate  of  oc¬ 
cupancy. 

“You  are  hereby  directed  to  discontinue  the  use  of 
the  above  described  building  until  such  time  as  a  cer¬ 
tificate  of  occupancy  has  been  issued  by  the  superin¬ 
tendent  of  buildings.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  37  ft.  6  in.  by  95  ft.  in  area  in  the  1st 
story  and  37  ft.  6  in.  by  86  ft.  above,  occupied.  1st  story, 
store,  10  persons;  2nd  story,  showroom  and  cutting,  2  per¬ 
sons  ;  3rd  story,  factory,  22  persons ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the 
1st  to  the  3rd  stories  with  scuttle  and  iron  ladder  to  roof, 
enclosed  in  lath  and  plaster  partitions  with  wood  doors, 
one  of  which  is  metal  covered,  at  the  openings,  a  fire 
escape  at  the  rear  of  the  building  with  non-fireproof  win¬ 
dows  protected  by  iron  shutters  along  the  course  of  the 
fire  escape;  and 

Whereas,  petitioner  proposes  to  continue  the  fire  escape 
on  the  2nd  story  across  the  store  skylights,  with  stairway 
from  bridge  to  yard  of  building  adjoining  on  the  west 
and  fireproof  windows  along  the  course  of  the  fire  escapes. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  petition  be 
and  it  hereby  is  denied. 


817-2'2-S. 

PETITIONER — William  F.  Doyle,  for  A.  C.  Friedrichs, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 138-140  Sullivan  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert  and  Moore  . /..  8 

Negative  . _ . 0 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
rReville  and  McDermott  . .' .  5 


THE  RESOLUTION: 

(817-22-S) 

Whereas,  Wm.  F.  Doyle,  for  A.  C.  Friedrichs,  owner, 
filed,  June  13,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  140  Sullivan,  street,  Manhattan ; 
and 

Whereas.,  the  order  of  the  fire  commissioner,  No. 
35749-LD,  reads : 

“1.  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof,  as  per  section  271  of  the 
Labor  Law. 

“2.  Enclose  the  interior  stairway  at  the  north  side 
of  building  serving  as  a  required  means  of  exit  *  *  *. 

“3.  Arrange  the  fire  escape  on  the  westerly  end  of 
south  side  of  building  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following: 

“Windows  on  course  not  fireproof,  not  self-closing. 

“Doors  to  balconies  at  least  2  ft.  by  6  ft.  not  pro¬ 
vided. 

“No  60  degree  connecting  stairways  between  bal¬ 
conies. 


“No  stairway  from  top  balcony  to  roof. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  termination  of  fire  escape  to 
street. 

“No  steps  to  sills  of  openings  to  balconies. 

“Not  screened  to  a  height  of  4  ft.  6  in. 

“No  handrails  on  balcony  openings.”; 

and 

Whereas,  the  premises  consist  of  two  non-fireproof 
buildings;  the  front  building  being  6  stories  in  height,  25 
ft.  by  100  ft.  in  area  and  the  rear  building  being  5  stories 
in  height,  50  ft.  by  25  ft.  in  area,  irregular,  occupied, 
front,  1st  and  2nd  stories,  5  persons;  3rd  and  4th  stories, 
silversmith,  13i  persons ;  5th  story,  mfg.  thread  and  pearl 
buttons,  9  persons ;  6th  story,  silversmith,  9  persons ;  oc¬ 
cupied,  rear  bldg.,  1st  and  2nd  stories,  carpenter,  5  per¬ 
sons  ;  3rd  story,  silversmith,  2  persons ;  4th  and  5th  stories, 
artist  canvas,  5  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  in  the  front  building,  extending 
from  the  1st  story  to  the  roof,  enclosed  in  fire-resisting 
partitions  with  fire  doors  at  the  openings ;  an  unenclosed 
stairway  in  the  rear  building;  a  party  wall  fire  escape 
on  the  two  buildings  in  each  story ;  a  bridge  in  each  story 
connecting  the  two  buildings ;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department  on  May  4th,  1920,  modified  the 
order ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  of  the  fire  department  be  complied 
with,  and  granted  so  long  as  conditions  as  to  use  and 
occupancy  remain  unchanged. 


818-22-S. 

PETITIONER — George  M.  Wood,  for  John  Boulton, 
Simpson,  Jr.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — <124  Lincoln  avenue,  The 
(Bronx. 

APPEARANCES— 

For  Petitioner :  George  M.  Wood. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert  and  Moore  .  8 

Negative  .  0 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott  .  5 

THE  RESOLUTION: 

(818-22-S) 


Whereas,  George  M.  Wood,  for  John  Boulton  Simp¬ 
son,  Jr.,  owner,  filed,  June  13,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  124  Lincoln  avenue, 
The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  additional  means  of  exit  from  the 
1st  story,  said  exit  to  be  located  at  the  north  side  of 
building  *  *  *. 

“2.  Provide  an  interior  stairwav  at  the  northerly 
end  of  the  west  side  of  building  No.  124  *  *  *. 

“3.  Enclose  both  interior  stairways  at  South  end 
of  Lincoln  Avenue  side  of  building  and  the  East  side 
of  133rd  Street  Building  *  * 

and 
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Whereas,  the  building  is  non-fire-proof,  5  stories  in 
.height,  irregular  in  area,  equipped  with  a  sprinkler  sys¬ 
tem,  divided  into  five  sections  by  fore  and  aft  partition 
walls,  occupied  for  manufacturing  of  pianos,  with  a  total 
occupancy  of  65  persons;  the  means  of  egress  consisting 
of  an  interior  stairway  on  Lincoln  avenue  and  one  on  133rd 
street,  one  of  these  stairways  extending  from  the  1st  story 
to  the  5th  story  and  one  extending  to  the  roof,  enclosed 
in  wood  partitions  with  wood  doors  at  the  openings,  four 
fire  escapes  on  the  rear  of  the  building,  horizontal  open¬ 
ings  leading  from  one  section  to  another;  and 
Whereas,  petitioner  contends  that^  the  board  of  review 
of  the  fire  department  on  February  fro,  1919,  modified  the 
order ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified  as  to 
item  No.  3  and  that  the  recomemndations  of  the  chief  su¬ 
pervising  inspector  of  the  bureau  of  fire  prevention  as  to 
items  Nos.  1  and  2  be  accepted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  of  the  fire  department  and  in  the 
recommendations  of  the  chief  supervising  inspector  of  the 
bureau  of  fire  prevention  be  complied  with ; 

Resolved,  further,  that  this  variation  be  granted  only  so 
long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 

827-22-S. 

PETITIONER— -Publishers’  Holding  Corporation,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 15  Spruce  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  E.  Miller. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert  and  Moore  .  8 

Negative  .  0 


Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott  .  5 

THE  RESOLUTION: 

(827-22-S) 

Whereas,  Publishers’  Holding  Corp..  owner,  filed.  June 
15,  1922,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  order  of  the  fire  commissioner,  affecting 
premises  15  Spruce  street.  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  27049- 
I.D,  reads: 

“Reduce  the  area  of  wire  glass  in  doors  leading  to 
stairway  enclosure  so  as  not  to  exceed  360  sq.  in.  in 
a  single  pane  or  720  sq.  in.  on  any  one  story  as  per 
rule  505  of  the  Industrial  Code.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  8 
stories  in  height,  25  ft.  by  78  ft.  in  area  in  the  1st  story 
and  25  ft.  by  72  ft.  above,  occupied,  ground  floor,  as 
leather  salesroom,  3  persons;  the  remainder  of  the  build¬ 
ing  occupied  as  office,  composing  rooms,  etc.,  a  total  of 
56  persons,  equipped  with  a  sprinkler  svstem  in  the  cellar 
and  sub-cellar,  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  fireproof  partitions,  with  fire  doors  at  the 
openings,  a  fire  escape  on  the  front  of  the  building;  and 
Whereas,  petitioner  contends  that  the  total  glass  area 
in  each  door  in  the  1st  story  is  only  875  sq.  in. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 


bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  order  in  so  far  as  it  relates  to  the 
area  of  wire  glass  in  doors  leading  to  stairway  enclosure 
in  all  stories  above  the  1st  story  be  complied  with. 

832-22-S. 

PETITIONER — Thomas  A.  Williams,  for  Farmers  Loan 
&  Trust  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 133  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Robert  Teichman,  Charles  Mullan. 
ACTIO'N  OF  BOARD* — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert  and  Moore  .  8 

Negative  .  o 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott  .  5 

THE  RESOLUTION: 

(832-22-S) 


Whereas,  Thomas  A.  Williams,  for  Farmers  Loan  & 
Trust  Company,  owner,  filed,  June  16,  1922,  a  petition  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  13‘3  Fifth 
avenue,  Manhattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“This  amendment  is  disapproved  with  the  following 
additional  objection: 

“3.  Proposed  second  means  of  exit  (fire  escapes) 
from  this  building  used  as  a  factory  is  not  acceptable, 
Rule  2  Board  of  Standards  and  Appeals,  effective  July 
29,  1918.”; 

and 

Whereas,  the  building  is  fireproof,  9  stories  in  height, 
25  ft.  x  100  ft.  in  area,  occupied,  show  rooms,  offices  and 
factory,  with  a  total  of  60  persons  in  the  entire  building, 
the  means  of  egress  consisting  of  an  interior  stairway  en¬ 
closed  in  fireproof  partitions  with  wood  doors  2  in.  thick  at 
openings,  a  substantial  fire  escape  on  the  rear  of  the  build¬ 
ing  ;  and 

Whereas,  petitioner  proposes  to  erect  a  standard  fire 
escape  on  the  20th  street  front  of  the  building  with  fire¬ 
proof  windows  and  doors  on  course  of  fire  escape  and  with 
steps  from  floor  to  sill  of  doors. 

Rcsolired,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  fire  escape  rules  of  the  board  of  standards  and 
appeals,  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  standard  fire  escape  be  erected  on  the 
20th  street  front  of  the  building  and  that  iron  steps  be 
provided  from  the  floor  to  the  sills  of  doors  opening  on  fire 
escapes  in  all  stories. 


627-22-S. 

PETITIONER— Leo  C.  Stern,  for  Broad\yay  John  Street 
Corporation,  owner. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited  in 
orders  of  fire  commissioner. 

PREMISES  AFFECTED— 106-8  Fulton  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Elias  A.  Cohen. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative :  Mr.  Beatty  .  1 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerbv,  Superintendents 
Kleinert,  Moore  and  McDermott  .  8 
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Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  Reville  .  4 

THE  RESOLUTION: 

(627-22-S) 

Whereas,  Leo  C.  Stern,  for  Broadway  John  Street  Cor¬ 
poration,  owner,  filed,  April  11,  1922,  a  petition  with  the 
board  of  standards  and  appeals,  for  variation  of  the  re¬ 
quirements  of  the  labor  law  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  106-8  Fulton  street,  Man¬ 
hattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read : 
Order  No.  30195-LD — 

“1.  Provide  fireproof  self-closing  windows  on  the 
course  of  the  exterior  screened  stairway  at  the  east 
side  of  building  on  all  stories,  as  per  section  268  of  the 
Labor  Law.” 

Order  No.  30196-LD1 — 

“1.  Enclose  the  interior  stairway  at  the  west  side  of 
building  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  15  stories  in  height, 
50  ft.  x  103  ft.  in  area,  occupied,  offices  and  manufacturing 
jewelers,  45  persons  per  story,  the  building  being  equipped 
with  a  sprinkler  system  and  a  fire  alarm  signal  system  ;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  first  story  to  the  roof,  enclosed  in  plaster 
block  partitions  with  wood  and  glass  doors  at  openings, 
and  plain  glass  transoms  in  partitions ;  an  exterior  screened 
stairway'  at  the  rear  of  building  with  fireproof  self-closing 
doors  and  non-fireproof  windows  along  the  course  of  the 
stairway,  with  egress  through  2nd  story  hall  and  thence  by 
a  second  stairway  to  1st  story  and  street;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 

are  adequate.  .  . 

Resolved ,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed  and  the  petition  be  and  it  hereby 
is  denied. 


696-22-S. 

PETITIONER— American  Fire  Service  Corporation, 
owner.  . 

SUBJECT— Petition  for  variation  of  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 2-30  Taaffe  place,  101-105 
Classon  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Saul  Rosenthal. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE— 

Affirmative  . .  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
IBoulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Kleinert,  Moore  and  McDermott  9 
Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  Reville  .  4 

THE  RESOLUTION: 

(696-22-S) 

Whereas,  American  Fire  Service  Corp.,  owner,  filed, 
May  15,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,’  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  2-30  Taaffe  place,  101-105  Classon  xavenue, 

Brooklyn ;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner  reads: 

Building  No.  1 —  . 

“1.  Extend  the  interior  stairway  at  the  northerly 
end  of  east  side  of  the  building  from  the  2nd  story 
to  the  1st  story  and  provide  and  maintain  a  continu¬ 
ous  safe  and  unobstructed  passageway  of  at  least  the 
same  width  as  the  stairway  leading  to  the  street  from 
the  termination  of  said  stairway,  as  per  section  271 
of  the  Labor  Law.” 


Building  No.  4 — 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  south  side  of  building  with  balconies  4-  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide  *  * 
Building  No.  5 — 

“3.  Provide  an  outside  iron  balcony  fire  escape  on 
the  easterly  end  of  the  north  side  of  building  with 
balconies  4  ft.  in  width  connected  by  stairways  not 
less  than  22  in.  wide  *  *  *.” 

Building  No.  8 — 

“4.  Enclose  the  interior  stairway  at  northwest  cor¬ 
ner  of  building  serving  as  a  required  means  of  exit, 
and  the  landings,  platforms  and  passageways  connect¬ 
ing  therewith  on  all  sides,  with  partitions  of  fire 
resisting  material  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  enclosure 
are  the  following:  Doors  to  enclosure  are  not  self¬ 
closing  fireproof.  Provide  an  additional  or  secondary 
means  of  exit  from  easterly  end  of  2nd  story,  as  per 
section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  premises  consist  of  eight  (8)  buildings, 
Nos.  1,  4  and  5  being  3  stories  in  height  and  No.  8  being 
5  stories;  occupied.  No.  1,  1st  story,  wire  drawing,  4  per¬ 
sons  ;  2nd  story,  wire  drawing,  4  persons  ;  3rd  story,  wire 
drawing,  2  persons;  No.  4,  1st  story,  wire  drawing,  7  per¬ 
sons;  2nd  and  3rd  stories,  wire,  drawing,  7  persons;  No. 
5,  1st,  2nd  and  3rd  stories,  wire  drawing,  28  persons ;  No. 
8,  1st  story,  preparation  and  storage,  11  persons ;  2nd 
story,  spinnig,  11  persons  ;  3rd  story,  spinning,  16  persons ; 
4th  story,  preparation  and  spinning,  10  persons;  5th  story, 
preparation,  27  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  in  section  No.  4  and  an  interior 
brick  stairway  in  sections  No.  5  and  No.  8,  the  sections 
being  interconnected  by  passageways  and  bridges  from  vari¬ 
ous  stories ;  and 

Whereas,  petitioner  contends  that  the  stairway  in  build¬ 
ing  No.  1  is  now  continued  from  the  2nd  story  to  the 
1st  story  and  it  is  impracticable  to  construct  an  outside 
iron  balcony  fire  escape  on  building  No.  4,  as  there  is  no 
exit  to  street  from  the  foot  of  this  fire  escape  and  that 
the  same  objection  holds  to  building  No.  5,  and  that  the 
doors  in  building  No.  8  to  the  stairway  enclosures  are 
heavy  wooden  self-closing  doors  and  that  there  are  two 
horizontal  exits  from  the  easterly  end  of  the  2nd  story 
and  that  the  buildings  are  protected  with  an  automatic 
sprinkler  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 

835-22-S. 

PETITIONER — Samuel  Rosenblum,  for  George  A. 
Helme,  owner. 

^I’UFGT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 58  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert  and  Moore  .  8 

Negative  .  ° 

Absent:  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott  .  5 

THE  RESOLUTION:  > 

(835-22-S) 


Whereas,  Samuel  Rosenblum,  consulting  engineer,,  for 
George  A.  HeVrne,  owner,  filed,  June  16,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  deci- 
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sion  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  58  West  38th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  June  6,  1922,  reads: 

“In  case  the  premises  are  to  be  maintained  for  fac¬ 
tory  use  the  exit  from  rear  fire  escapes  must  conform 
to  section  273  (9)  which  requires  a  fireproof  pas¬ 
sageway  over  roof  of  extension  and  leading  to  street. 
Exit  from  rear  fire  escape  does  not  conform  to  sec¬ 
tion  273  and  it  is  considered  to  be  inadequate.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  20  ft.  10  in.  by  94  ft.  9  in.  in  area, 
as  proposed  in  the  1st  story  and  20  ft.  10  in.  by  56  ft.  in 
area  above,  occupied  in  the  basement,  millinery  supplies, 
2  persons ;  1st  story,  silk  salesroom,  5  persons ;  2nd  story, 
manufacturing  of  feathers,  5  persons;  3rd  story,  manu¬ 
facturing  of  hats,  6  persons;  4th  story,  pleating,  2  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed 
in  lath  and  plaster  partitions  with  metal  covered  doors 
at  the  openings,  a  fire  escape  on  the  rear  of  the  building, 
with  fireproof,  self-closing  windows  along  the  course  of 
the  fire  escape;  and 

Whereas,  it  is  proposed  to  land  the  fire  escape  on  the 
proposed  extension  roof  with  stair  from  extension  roof 
to  yard  and  exit  from  yard  into  building  in  the  rear ; 
and 

Whereas,  petitioner  contends  in  view  of  the  light  oc¬ 
cupancy  the  means  of  egress  proposed  will  be  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  egress  from  the  fire  escape  across  the  ex¬ 
tension  roof  be  provided  by  fixed  iron  stairway  to  yard 
immediately  to  the  rear,  and  that  the  ceiling  of  the  ex¬ 
tension  shall  be  fire-retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals,  and  on  further  con - 
dition  that  any  sash  in  skylight  curb  be  stationary  glazed 
with  wire  glass. 


834-22-S. 

PETITIONER — Morris  Weinstein,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 232-236  Bowery,  3  Prince 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Robert  Dreyfuss. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert  and  Moore  .  8 

Negative  . 0 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  .  5 

THE  RESOLUTION: 

(834-22-S) 


Whereas,  Morris  Weinstein,  lessee,  filed,  June  16,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  orders  of  the  fire  commissioner,  affecting  premises  232- 
236  Bowery  and  3  Prince  street,  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner,  No.  35833- 
LD,  read : 

“Provide  suitable  means  of  reaching  the  roof, 
and  38835-LD : 

“Arrange  the  doors  leading  to  the  stairway  on  all 
stories  upon  which  five  or  more  persons  are  employed, 
so  as  to  open  outwardly  without  obstructing  the  stair¬ 
way.”  ; 

and 


Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  40  ft.  by  80  ft.  in  area,  occupied,  1st 
story,  stores;  2nd  story,  factory,  25  persons;  3rd  story, 
factory,  2  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  3rd 
story,  enclosed  in  wood  partitions  with  wood  doors  at 
the  openings,  a  doorway  in  the  3rd  story  leading  from 
the  stair  hall  to  roof  of  adjoining  building,  a  proposed 
fire  escape  on  the  Prince  street  front  of  the  building; 
and 

Whereas,  petitioner  contends  that  it  is  impossible  to 
go  from  the  roof  of  the  building  in  question  to  the  roof 
of  any  adjoining  building  and  that  the  door  to  roof  of 
building  adjoining  from  the  3rd  story  provides  adequate 
means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  in  so  far  as  it  relates  to  Order 
No.  35833-LD,  be  and  hereby  is  granted  on  condition  that 
a  door  be  provided  in  the  gable  wall  of  these  premises  from 
top  story  hall  to  adjoining  roof  at  the  north  and  that  a 
gooseneck  ladder  be  provided  from  roof  of  these  premises 
to  the  roof  of  the  adjoining  building,  and  granted  so  long 
as  conditions  remain  unchanged  and  that  the  order  of  the 
fire  commissioner,  No.  35835-LD,  be  affirmed  and  the  peti¬ 
tion  as  to  said  order  be  denied. 


808-22-S. 

PETITIONER — ‘Harry  Tanzer,  for  Clara  Freid,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 90  East  10th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Sept.  19,  1922,  at 

2  p.  m. 


769-22-S. 

PETITIONER — William  G.  Barr,  for  Joseph  T.  Tower, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 542-544  Fifth  avenue,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Sept.  19,  1922,  at 

2  p.  m. 


1600-21-S. 

PETITIONER — Joseph  Mitchell,  for  Samuel  F.  Adams, 
owner. 

SUBJECT — Application  for  reopening  and  amendment  to 
resolution. 

PREMISES  AFFECTED — 415  6th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE— TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert  and  Moore  .  8 

Negative  .  0 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  McDermott  .  5 

THE  VOTE— TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Jloulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert  and  Moore  .  8 

Negative  .  0 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  .  5 

THE  RESOLUTION— 

(1600-21-S) 


Whereas,  Joseph  Mitchell,  for  Samuel  F.  Adams,  own¬ 
er,  filed,  December  8,  1921,  a  petition  with  the  board  of 
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standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  415  Sixth  avenue,  Manhattan ; 
and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

“1.  Extend  the  interior  stairway  «at  the  south  side 
of  the  building  to  the  roof  as  per  section  271  of  the 
Labor  Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  the  building  with  balconies  !  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide  placed 
at  an  incline  of  not  more  than  45  degrees  extending 
from  ground  to  roof,  constructed  as  per  section  273 
of  the  labor  law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals,  or  carry  out  a  proper  alternative 
method  of  complying  with  section  271  of  the  labor 
law.  See  note.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  19  ft.  9  in.  by  60  ft.  in  area  in  the 
1st  story  and  19  ft.  9  in.  by  42  ft.  above,  occupied,  1st 
story,  store,  6  persons ;  2nd  story,  factory,  4  persons ;  3rd 
story,  factory  and  dwelling,  3  persons;  4th  story,  dwelling, 
3  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story, 
enclosed  in  wood  stud,  lath  and  plaster  partitions  with 
wood  doors  at  the  openings,  a  party  wall  fire  escape  on 
the  rear  of  the  building;  and 

Whereas,  the  board  deemed  that  the  action  of  the  chief 
of  the  bureau  of  fire  prevention,  dated  March  14,  1919, 
should  be  ratified ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  May  16,  1922,  and  petitioner’s  representative  re¬ 
quested  a  modification  of  the  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law.  and  the  petition  be  and  hereby  is  granted  on  con¬ 
dition  that  a  double  rung  fixed  iron  ladder  be  provided  to 
scuttle  in  roof  of  top  story  hall,  and  that  the  recommen¬ 
dations  of  the  chief  of  the  bureau  of  fire  prevention  of 
March  14,  1919,  be  complied  with,  and1  on  further  condi¬ 
tion  that  the  factory  occupancy  be  confined  to  the  1st, 
2nd  and  3rd  stories  and  that  the  occupancy  on  the  3rd 
story  be  limited  to  3  persons. 


188-21-S. 

PETITIONER — Chas.  M.  Straub,  for  Rachel  David, 
owner. 

SUBJECT- — Variation  of  labor  law  as  cited  in  orders  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 83  West  118th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Davis. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert  and  Moore  .  8 

Negative  .  0 

Absent :  Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  .  5 


“1.  Extend  the  interior  stairway  at  the  east  side  of  . 
building  to  the  roof  as  per  sections  79-B-l  of  the 
labor  law. 

“2.  Arrange  the  fire  escape  at  the  rear  of  the  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  section  79-B-4  and 
79-B-5  of  the  labor  law,  and  the  rules  of  the  (Board 
of  Standards  and  Appeals,  or  carry  out  a  proper  al¬ 
ternative  method  of  complying  with  the  requirements 
of  section  79-B-l  of  the  labor  law. 

“Note. — Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

“Windows  on  course  not  fireproof;  not  self-closing. 

“No  60  degree  connecting  stairways  between  bal¬ 
conies. 

“No  stairway  from  top  balcony  to  the  roof. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  termination  of  fire  escape  to 
street. 

“Balconies  are  not  3  ft.  0  in.  wide.” 

No.  18129-LD.  “Arrange  doors  leading  to  the  stair¬ 
way,  all  stories  *  * 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  20  ft.  by  60  ft.  in  area,  occupied  in  the 
basement,  workroom,  17  persons ;  1st  story,  office  and 
workroom,  5  persons;  2nd  story,  dwelling,  3  persons;  3rd 
story,  dwelling,  2  persons,  the  means  of  egress  consist¬ 
ing  of|  an  interior  stairway  extending  from  the  basement 
to  the  3rd  story,  enclosed  in  wood  stud,  lath  and  plaster 
partitions  with  wood  doors  at  the  openings,  opening  out¬ 
wardly  in  the  basement  and  first  story;  the  stairways  in 
the  basement  and  1st  story  being  enclosed  in  fire  retarded 
partitions  and  the  floors  of  the  stair  halls  deafened  with 
concrete  and  tiled;  a  fire  escape  on  the  rear  of  the  build¬ 
ing  with  sliding  drop  ladder  from  the  lowest  balcony  to 
the  yard,  egress  from  yard  to  adjoining  building;  and. 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting  April  19,  1921,  and  petitioner  requested  a  reopen¬ 
ing  of  the  case,  which  request  was  granted  by  the  vote 
of  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  item  No.  1  on  condition  that  a  fixed  double  rung 
iron  ladder  shall  be  provided  to  scuttle  in  roof  and  that 
any  door  to  the  scuttle  closet,  3rd  story,  shall  be  removed ; 
and  as  to  item  No.  2  on  condition  that  a  balcony  fire 
escape  shall  be  provided  on  the  rear  of  building  with 
counterbalanced  drop  ladder  from  lowest  balcony  to  yard, 
with  egress  to  the  adjoining  premises,  and  that  a  fire¬ 
proof,  self-closing  casement  door  shall  be  provided  to  the 
balcony  of  the  2nd  story  and  that  the  occupancy  of  the 
2nd  story  shall  be  limited  to  15  persons,  and  granted  only 
so  long  as  the  conditions  as  to  use  and  occupancy  remain 
substantially  unchanged. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

548 -22- S 

PETITIONER— Wayne  Oil  Tank  &  Pump  Co. 
SUBJECT— Cut  No.  3640  Combination  Gas  and  Oil 
Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Sept.  19,  1922,  at 
2  p.  m. 


THE  RESOLUTION : 

(188-21-S) 

Whereas,  Charles  M.  Straub,  for  Rachel  Davis,  owner, 
filed,  February  21,  1921,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  of  the  requirements 
of  the  labor  law,  as  cited  in  the  orders  of  the  fire  com¬ 
missioner,  affecting  premises  83  West  118th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  order 
No.  18128-LD,  reads: 


233-22-S. 

PETITIONER— Cornell  Utilities  Company,  Inc. 

SUBJECT — Nokol  Automatic  Heater. 
APPEARANCES— 

For  Petitioner:  Charles  Sumner  Winston. 
ACTION  OF  BOARD— Laid  over  to  July  25,  1922,  at 
2  p.  m. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

“STANDPIPE”— “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
j4-inch  or  by  permission  of  the  Fire  Commissioner  )4-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  dean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a^hote  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand- 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as. 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8)4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 


manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  thac  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted, 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 
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(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  531  of  the  Building  Code,  and  in 
which  the  system  is  at  all  time.?  filled  with  water  from  at 
least  one  standard  source  of  supply. 

1 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Sev'.tion  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2]/2  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  ll.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an'underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  loof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 


to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in'  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  laige  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain.— There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 


852 


RULES  ADOPTED 


Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Boaid  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 


Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall,  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  oroperly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
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street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  ot  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 

Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided  ;  where  the  street  frontage  exceeds  200  ft.  in  length 


and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  .shall  have  a  Si¬ 
amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  he  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  J4~in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  34-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 


Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  31/?  in. 
x  3lA  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  tvpe  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  14-in.  open  drip  without  valve 
or  cock,  or  a  34*m.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 


Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2J4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  c^se  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2J4  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 
mination  of  every  second  riser  shall  be  a  2J4  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2 y2  in.  Fire  Department  cap. 
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Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  y2  in.  open  drip  extending  to  a  sink  or  a  54  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2 y2  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2^2  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  ll/2  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2]/2  in.  x  1  y2  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2^4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  no*  less  than  1  in.  nor  more  than 
1J4  in.  in  diameter. 

* 

All  iy~in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  T/2  in.  nor  more  than  §4  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  mav  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
svstem  shall  be  at  least  equal  in  material  and  construction  to 
the  tvpe  of  hoSe  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart- 
men'  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  pane!  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2x/2  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 


permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  aivi 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi-  > 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2)4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erecticn  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except,  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav- 
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RULES  ADOPTED 


ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
tc  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  SO  lbs.  pressure,.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  _  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 


the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2^2  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2^  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in*  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch. 

Note — On  account  of  lack  of  space  the  balance  of  the 
“Standpipe’* — " Fire  Line ”  Rules  do  not  appear  in  this  issue. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  September  12, 
1922,  at  2  o’dock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  19,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal.  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  July  27,  1922. 

\ 

Cal.  No.  Department  Order  N o. 

991-22-BZ . F.D . ..C  12970 


990-22-A . F.D . LC  13057 


CODE. 


F.D.  .. 
H.D.  .. 
B.B.B. 
B.B.M. 
B.B.Q. 
B.B.R. 
B.B.Bx 
T.H.  . 


. Fire  Department 

. Health  Department 

...Bureau  of  Buildings,  Brooklyn 
Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

...Bureau  of  Buildings,  Richmond 

. (Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


989  22-S 

..FD . 

. LD  3111 

9gg_99_S 

. .  ,FD  . 

. LD  2575 

987-22-BZ . 

. IB.B.M . 

. Certificate  3473 

986-22-A . 

. LC  73223 

Q8f)-°2-BZ 

.  .FD . 

. C  72980 

984  22-BZ 

. . .  .F.D . 

. C  12948 

983  2?  A 

.  .F.D . 

. Alt.  70-1922 

982-22-BZ . 

. LC  73163 

981-22-BZ . 

. LC  73430 

980-22-BZ . 

. LC  73453 

979-22-S . 

. LD  228 

978-22-BZ . 

. F.D . 

. LC  72824 

977-22-BZ . 

. LC  65984 

976-22- A . 

. F.D . 

. C  72719 

975-22-A . 

. F  5490 

974-22-A . 

. F.D . 

. F  34968 

973-22-S . 

. F.D . 

. . LD  25952 

972-22-BZ . 

. F.D . 

. C  12575 

971-22-S . 

. F.D . 

. LD  11665 

970  22- A . 

. F.D . 

. Alt  720h22 

969-22-A . 

. F.D . 

. LC  13155 

968-22-A . 

. F.D . 

. Alt.  1600-212 

967-22-BZ . 

. B.B.R . 

. NB  38-19 

966-22-A . 

. F.D . 

965-22-BZ . 

. B.B.M . 

. Alt.  1000-22 

964-22-iBZ . 

. B.B.Q . 

NOTICE. 

Notice  is  hereby  given  that  the  Board  of  Appeals  and  the 
Board  of  Standards  and  Appeals  will  hold  no  hearings 
during  the  month  of  August.  That  the  next  regular  meet¬ 
ings  of  both  Boards  will  be  held  on  September  12,  1922,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the 
same  date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

786-22-BZ. 

APPLICANT — John  Schwalbenberg,  for  A.  Shereshevsky, 
owner. 

PREMISES — 1331  Franklyn  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  stable. 

855-22-BZ. 

APPLICANT — Wm.  A.  Blecher,  for  Louis  Tuffano, 
owner. 

PREMISES — North  side  Rockaway  boulevard,  58.28  ft. 
west  of  102nd  street,  Ozone  Park,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 

797-22-BZ. 

APPLICANT — Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

PREMISES — West  side  Fresh  Meadow  road,  245.08  ft. 
south  of  Norwood  avenue,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
blacksmith  shop. 

498-22-BZ. 

APPLICANT— -Edmund  Byrne,  for  William  Deininger, 
owner. 

PREMISES — 3240-3256  Bronx  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  of  a 
two-story  existing  bakery  building. 


BOARD  OF  APPEALS. 

Tuesday,  Septetnber  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22-A — 1580  Washington  avenue,  The  Bronx. 

380-22-A — 40-44  Rodney  street,  Brooklyn. 

390-22-A — 303  Cherry  street,  542  Water  street,  Manhattan. 
618-22- A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22- A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A — 361-373  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22-A — 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 
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831-22-A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

562-22-A — 615-621  West  57th  street,  Manhattan. 

844-22- A — 242-252  West  36th  street,  Manhattan. 

794- 22-A — 225-229  West  39th  street,  Manhattan. 

795- 22-A — 79  East  130th  street,  78  East  131st  street,  Man¬ 

hattan. 

854-22-A — 558-570  West  34th  street,  Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

263-22-A — 261-262  South  street,  Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  12,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  22-22-BZ — Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  John  T. 
McCarthy,  applicant,  on  behalf  of  Ellen 
I.  McCarthy,  owner,  to  permit  in  a 
business  district  the  ^erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles;  east  side  Spuyten  Duyvel  road, 
132.32  ft.  north  of  230th  street,  The 
Bronx. 

cal.  no.  S16-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Feldmanm  and  George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 
cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes;  premises  19-21  Bor¬ 
row  street,  Manhattan. 

cal.  no.  631-22-BZ — Application,  May  1,  1922,  under  the 
building  zone  resolution,  of  Morris 
Baxerman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage;  premises  646 
Crotona  parkway,  south,  The  Bronx. 
CAL.  NO.  740-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  William 
Lawrence  Bottomley,  applicant  and 
owner,  to  permit  in  a  B  area  residence 
district  the  omission  of  a  rear  yard ; 
premises  112  East  55th  street,  Man¬ 
hattan. 

cal.  no.  779-224BZ' — Application,  June  3,  1922,  under  the 
building  zone  resolution,  of  Chas. 
Kreymborg,  _  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 
ing;  premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 

cal.  no.  842-22-BZ — Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 


CAL.  NO.  8S6-224BZ— Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  Murga- 
troyd  &  Ogden,  architects,  on  behalf 
of  Allerton  38th  Street  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  “B”  area  district  the 
construction  of  an  outer  court  under 
the  height  regulations,  disregarding 
the  length;  premises  14-22  East  38th 
street,  Manhattan. 

cal.  no.  555-22-BZ — Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles :  premises  359-363  Pulaski 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

805-22-S — 508  West  24th  street,  Manhattan. 

841-22-S — 53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

662-22-S — 126  West  42nd  street,  129  West  41st  street, 
Manhattan. 

823-22-S — 59  Crosby  street,  Manhattan. 

291-22-S — 108  East  16th  street,  Manhattan. 

719-22-S— North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

578-22-S — 125-131  Canal  street,  Manhattan. 

815-22- S— 136-140  West  23rd  street,  Manhattan. 
870-22-S— 438-442  East  166th  street,  The  Bronx. 

332-22-S — 246-250  Canal  street,  Manhattan. 

648-22-S — 362-372  Second  avenue,  Manhattan. 

721-22-S — 65-67  Grand  street,  Brooklyn. 

843-22-S — 471  Fifth  avenue,  Manhattan. 

859-22-S — 118  West  21st  street,  Manhattan. 

873-22-S — 24  East  55th  street,  Manhattan. 

904-22-S — 154  West  Broadway,  Manhattan. 

915-22-S — Plot  bounded  by  Thomson  avenue.  Court  street 
and  Long  Island  Railroad,  Queens. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 
839-22-S — Cornell  Vacuum  IBurner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

701-22-BZ. 

APPLICANT — August  Kroepke,  owner. 

PREMISES — 2261  Powell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 


859 


CALENDAR 


821-22-BZ. 

APPLICANT— Charles  M.  Spindler,  for  Edward  W.  Pica, 
owner. 

PREMISES— 190  Varick  street,  57  King  street,  Manhat¬ 
tan. 

TO  P ERA! IT  in  an  unrestricted  district  the  maintenance 
of  a  garage  for  more  than  five  motor  vehicles  on 
the  same  street  with  a  public  school. 

919-22-BZ. 

APPLICANT — Wesley  E.  Bryde,  owner. 

PREMISES — 3065  Perry  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  tfyree-car  garage. 

930-,21-BZ. 

APPLICANT — Frederick  J.  Dassau. 

PREAIISES— West  side  182nd  place,  47  ft.  8  in.  south  of 
Fulton  street,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  milk  distributing  station  and  stable. 

1552-21-BZ. 

APPLICANT — David  W.  Freeman,  for  Beatrice  Freeman, 
owner. 

PREMISES — 718-720  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop.  * 


BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A — 254-256  Front  street,  Manhattan. 

868- 22- A — 254  Front  street,  Alanhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

287-22-A — 124  East  20th  street,  Manhattan. 

755-22- A — 404-412  East  104th  street,  Manhattan. 

874- 22- A- — 419  East  23rd  street,  Manhattan. 

875- 22-A — 8-12  Wall  street,  Manhattan. 

888-22-A — Barren  Island,  Brooklyn. 

782- 22- A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

293-22- A — 275  Water  street,  Manhattan. 

1017-21-A — 416-424  East  19th  street,  Manhattan. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

739-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A— 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22- A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue.  North  11th, 
North  12  streets  and  East  River,  Brooklyn, 


Under  Bwilding  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Tuesday  morning,  September  19,  1922,  at 

10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 

cal.  no.  605-22-BZ — Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above ;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars ; 
premises  201  Adelphi  street,  Brooklyn. 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  876-22-BZ — Application,  June  29,  1922,  under  the 
.  building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Ruthie 
Realty  Company,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
of  a  public  garage;  premises  60-82 
Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

cal.  no.  836-22-BZ— Application  June  16,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Aaron  Miller,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
theatre  building;  premises  northwest 
corner  Burnside  avenue  and  Harrison 
avenue,  The  Bronx. 

cal.  no.  858-22-BZ — Application,  June  26.  1922,  under  the 
building  zone  resolution,  of  Harrison 
G.  Wiseman,  applicant,  on  behalf  of 
Samuel  Wolfman,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building:  premises  524- 
532  Eastern  parkway,  Brooklyn. 

William  E.  Walsh,  Chairman 


\ 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22-S — '542-544  Fifth  avenue,  Manhattan. 

808-22- S — 90  East  10th  street,  Manhattan. 
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Appliances  Submitted  for  Approval. 

548-22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S= — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-S — Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday ,  September  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

802-22-A — 3257  Atlantic  avenue,  Brooklyn. 

838-22-A — 373-379  East  151st  street,  The  Bronx. 

848-22- A — 15-17  West  44th  street,  Manhattan. 

864- 22-A — 296  Hudson  avenue,  Brooklyn. 

865- 22-A — 569  Hudson  str^t,  Manhattan. 

872-22-A — 267  Coles  lane,  The  Bronx. 

880-22-A — 55  Third  street,  Brooklyn. 

885-22-A — 183  East  80th  street,  Manhattan. 

900- 22-A — 332-344  West  44th  street,  Manhattan. 

901- 22-A — 1513-1517  Second  avenue,  Manhattan. 

903-22-A — 538-64  Johnson  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  295-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 


cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  660-22-BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop ;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage;  premises  4342 
Broadway,  northeast  corner  185  th 
street,  Manhattan. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  tne 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal*  no.  717-22-BZ — Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
_  district  the  erection  of  a  basement  and 

one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  860-22-BZ — Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22-A — North  side  Nelson  avenue,  at  Manley  street. 
Queens. 

911- 22-A — 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A — 445-455  Van  Brunt  street,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 


861 


CALENDAR 


916-22-A — 7 9 -SI  Grand  avenue,  Brooklyn. 

921-22- A — 4185  Park  avenue'  The  Bronx. 

931-22- A — West  side  Ocean  avenue,  100  ft.  south  of. 

Kimball  avenue,  Queens. 

94G-22-A — 801  7th  avenue,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  6,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  13,  1922,  at  10  a.  m. 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19- A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 


886-19-A — Pier  42,  North  River,  Manhattan. 

937-19-A- — Piers  37  and  38,  East  River,  Manhattan. 

943-19-A — Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A— -Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A- — Pier  70,  East  River,  Manhattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A— Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

342-20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E.  streets,  Brooklyn. 

353-20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F.  streets,  Brooklyn. 

383-20-A— Pier  20,  East  River,  Manhattan. 

420-20-A — Pier  5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 


42 1- 20 -A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 


1302-21-A — Pier  15,  East  River,  Manhattan. 


1541-21-A — Pier  3,  between  Main  and 

lyn. 


Dock  streets, 


Brook- 


1542- 21-A — Pier  3,  between  Main  and 

lyn. 

1543- 21-A — Pier  2,  between  Mam  and 

lyn. 

1544- 21-A — Pier  2,  between  Main  and 

lyn. 

1545- 21-A — Pier  2,  between  Main  and 

lyn. 


Dock  streets,  Brook- 
Dock  streets,  Brook- 
Dock  streets,  Brook- 
Dock  streets,  Brook- 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  25,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  July  18,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  30,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
565-22-A. 

APPELLANT— Charles  H.  Richter,  for  Wall  &  Hanover 
St.  Realty  Co.,  owner. 

SUBJECT — Appeal  from  order  of  Fire  Commissioner. 
PREMISES  AFFECTED — 59-61  Wall  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Charles  H.  Richter. 

For  Administration:  Inspector  Maher  of  the  fire 


-  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  .  0 


THE  RESOLUTION : 

(565-22-A) 

Whereas,  Charles.  Richter,  for  Wall  &  Hanover  Street 
Realty  Co.,  owner,  filed,  April  15,  1922,  an  appeal,  with  the 
board  of  appeals  from  an  order  of  the  fire  commissioner, 
affecting  premises  59-61  Wall  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2)4  in.  regulation  Fire  Dept,  out¬ 
lets  on  each  story  (including  basmt,  cellar  and  roofs), 
placed  within  main  stairway  enclosure.  Each  outlet  to 
be  provided  with  sufficient  feet  of  2)4  in.  standard  hose 
attached  thereto.” ; 

and 

Whereas,  the  building  is  fireproof,  8  stories  in  height, 
57  ft.  8  in.  x  128  ft.  6  in.  in  area,  occupied,  cellar,  engine  and 
machinery  rooms,  12  persons ;  1st  story,  banking  house,  75 
persons,  and  offices  above,  a  total  of  399  persons  in  the  en¬ 
tire  building,  the  building  being  equipped  with  a  2)4  in. 
standpipe  with  2)4  in.  hose  on  each  floor  and  a  watchman 
patrolling  system ;  and 

Whereas,  appellant  contends  that  the  two  1,571  gal.  tanks 
on  the  roof  are  cross  connected  and  that  there  are  portable 
chemical  fire  extinguishers  in  each  hallway. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


146-22-A. 

APPELLANT — Henry  Buttenheim,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 181  Boerum  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Henry  Buttenheim. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  »OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  .  0 


THE  RESOLUTION: 

(146-22-A) 

Whereas,  Henry  Buttenheim,  owner,  filed,  February  3. 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  181  Boerum  street 
Brooklyn;  and  ’ 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“You  are,  therefore,  ordered  to  reduce  the  stock  of 
combustible  fibre  (woolen  clippings  and  rags)  stored  on 
the  premises  to  one  ton.”: 
and 

Whereas,  the  building  is  non-fireproof,  4  stories  and  base¬ 
ment  in  height,  25  ft.  x  100  ft.  in  area,  occupied,  basement 
store;  2nd  story,  wool  stock,  10  persons;  3rd  story,  pants 
manufacturer;  4th  story,  pants  manufacturer,  25  persons- 
and  ’ 

Whereas,  appellant  contends  that  the  only  material  stored 
on  the  premises  is  wool  stock,  Which  is  not  inflammable. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


561-22-A. 

APPELLANT — F.  H.  Dewey,  for  Film  Storage  &  For¬ 
warding  Corp.,  owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — Northeast  corner  Van  Alst  and 
Harris  avenues,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Appellant:  F.  H.  Dewey.  John  P.  Leo  in 
opposition. 

For  Administration:  Inspectors  Ort  and  Lieber¬ 
mann  of  the  fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire' 

Chief  Martin  .  7 

Absent  .  q 


THE  RESOLUTION : 

(561-22-A) 

Whereas,  F.  H.  Dewey,  for  Film  Storage  &  Forwarding 
Corporation,  owner,  filed,  April  14,  1922,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  n.  e.  corner  Van  Alst  and  Harris 
avenues,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“Objections  Nos.T  and  2  of  the  Fire  Department  read 
as  follows : 

“1.  Arrangement  and  location  of  vaults  and  vents 
therefrom  are  unsatisfactory. 

“2.  Volume  of  any  vault  in  excess  of  750  cu.  ft.  may 
not  be  permitted.”; 

and 


Whereas,  the  building  is  fireproof,  2  stories  in  height,  102 
ft.  7)4  in.  x  134  ft.  2  in.  in  area,  occupied,  1st  story,  stores, 
shipping  rooms,  projection  rooms  and  laboratory;  2nd  story, 
film  vault,  laboratory;  and 

Whereas,  appellant  contends  that  the  building  faces  on 
streets  100  ft.  and  80  ft.  in  width  and  that  the  roofs  of  the 
vaults  will  be  not  more  than  22  ft.  above  the  ground,  and 
that  the  building  is  devoted  exclusively  to  storage  of  film 
purposes,  the  vaults  being  erected  in  groups  of  five  and  that 
the  vents  of  the  vaults  above  the  roof  are  well  staggered ; 
that  the  large  vaults  are  for  the  storage  of  raw  stock  in  boxes 
and  hermetically  sealed  cans  and  that  there  will  be  25  sprink¬ 
ler  heads  provided  in  each  vault,  the  building  being  supplied 
with  a  three  source  water  supply,  a  6  in.  street  connection 
and  30,000  gallon  gravity  tank  and  pressure  tanks. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 
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760-22-A.  * 

APPELLANT— Brooklyn  Cooperage  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 204-222  Wythe  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Joseph  A.  Young. 

For  Administrttion :  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kerby  and  Fire  Chief 

Martin  .  6 

Absent :  Mr.  Kearney  . -. .  1 


THE  RESOLUTION :  • 

(760-22-A) 

Whereas,  the  Brooklyn  Cooperage  Company,  owner,  filed, 
May  31,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  204- 
222  Wythe  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Provide  two-way  3-inch  Siamese  connections  for 
sprinkler  supply,  with  double  clapper  valves  and  caps 
and  signs,  to  be  placed  one  on  Wythe  avenue  side  of 
building  and  one  on  North  4th  street  side  of  building.”; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
200  ft.  x  274  ft.  8  in.  in  area,  occupied  as  a  cooperage;  and 

Whereas,  appellant  contends  that  it  would  be  difficult  to 
install  a  Siamese  connection  as  ordered,  and  that  the  build¬ 
ing  is  equipped  with  a  sprinkler  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


770-22-A. 

APPELLANT— Croker  Nat’l  Fire  Prevention  Eng.  Co.  for 
Columbia  Storage  Warehouse,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 149-155  Columbus  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  H.  E.  Horowitz. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  ® 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  .  ® 

THE  RESOLUTION : 

(770-22-A) 

Whereas,  The  Croker  Nat’l.  Fire  Prev.  Eng.  Co.,  for 
the  Columbia  Storage  Warehouse,  lessee,  filed,  June  1,  1922, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  149-155  Columbus  ave¬ 
nue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter,  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch  *  *  ; 

Whereas,  the  premises  consist  of  two  buildings,  each 
fireproof,  No.  149  being  8  stories  in  height,  50  ft.  5  in.  x 
97  ft.  in  area,  and  No.  155  being  9  stories  in  height,  50  ft.  x 
100  ft.  in  area,  occupied  as  a  storage  warehouse;  and 
Whereas,  appellant  contends  that  there  is  a  standpipe 
system  in  No.  149  with  a  2  in.  riser  and  3,500  gallon  tank 
on  the  roof,  and  a  standpipe  system  in  No.  153  with  a  3  in. 


riser  and  that  all  storage  rooms  are  built  of  terra  cotta 
blocks  with  metal  covered  doors ;  that  there  are  fire  bucket 
tanks  and  fire  extinguishers  and  a  watchman  time  service. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


589-22-A. 

APPELLANT — Duncan  MacGregor  for  Clyde  Martin, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 155  East  38th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Appellant:  Joseph  D.  Maher. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  Mr.  Holland  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Absent .  0 


THE  RESOLUTION: 

(589-22-A) 

Whereas,  Duncan  MacGregor,  for  Clyde  Martin,  owner, 
filed,  April  20,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
155  East  3Sth  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Opening  in  the  wall  which  separates  the  garage 
from  the  residence  building  on  the  west  side  must  be 
bricked  up  for  the  reason  that  three  families  occupy  the 
living  apartments  in  the  residence  building.  Sec.  154, 
Ch.  10,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  a  residence  building,  3  stories  in  height,  24 
ft.  x  32  ft.  in  area,  occupied  by  three  families,  to  the  east 
of  this  building  is  a  one  story  brick  garage  with  access 
thereto  from  the  residence  building  by  a  metal  covered  door ; 
and 

Whereas,  the  appellant  contends  that  he  has  complied 
with  all  other  orders  of  the  fire  department  and  that  he  is 
the  only  one  who  has  access  to  the  garage  and  that  to  brick 
up  this  opening  would  be  a  great  inconvenience. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


634-22-A. 

APPELLANT — William  R.  Coffee  for  Sternau  Realty  Co., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED  —  285-289  Plymouth  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  William  R.  Coffee. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION : 

(634-22-A) 


Whereas,  William  R.  Coffee,  for  Sternau  Realty  Com¬ 
pany,  owner,  filed,  April  14,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  285-289  Plymouth  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“Provide  a  direct  pipe  connection,  through  a  brick 
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flue  terminating  at  least  one  foot  above  said  flue,  for  ex¬ 
haust  of  3  gas  engines  in  cellar.  Sec.  780,  Greater  New 
York  Charter.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  75  ft.  x  90  ft.  in  area,  occupied  for  the  manufacture 
of  wooden  boxes;  and 

Whereas,  appellant  contends  that  the  exhaust  pipes  are 
now  protected  by  metal  collars  where  they  pass  through 
floor  and  roof. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  pipes  where  passing  through 
floor  beams  and  roof  beams  shall  be  encased  in  one-inch 
cell  asbestos ;  and  that  the  exhaust  shall  be  carried  through 
and  above  the  roof. 


704-22-A. 

APPELLANT— Beck  Hazzard,  Inc.,  for  Shulte  Realty  Co., 

0Wllier-  •  1  ,  ,  •, , 
SUBJECT— Appeal  from  order  of  superintendent  of  build- 

ings. 

PREMISES  AFFECTED— 575  Fulton  street,  Brooklyn. 
APPEARANCES — None.  ^ 

.  ACTION  OF  BOARD— Appeal  denied.  Request  for  ad¬ 
journment  denied.  Chairman  read  order  of  super¬ 
intendent  of  buildings,  showing  hazard. 

THE  VOTE— 

Affirmative  . 0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Fire  Chief 

Martin  . t .  6 

Absent:  Mr.  Kerby  .  1 


THE  RESOLUTION : 

(704-22-A) 

Whereas,  Beck  Hazzard,  Inc.,  for  Shulte  Realty  Co., 
owner,  filed,  May  17,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  superintendent  of  buildings, 
affecting  premises  575  Fulton  street,  Brooklyn ;  and 
Whereas,  the  order  of  the  superintendent  of  buildings 

reads  * 

“Fire  escapes  are  corroded  to  a  very  great  extent 
and  cannot  be  used  with  safety.  In  violation  of  Sec. 
161  of  the  Building  Code. 

“You  are  required  to  provide  sufficient  means  of 
egress  by  replacing  the  existing  fire  escapes  with  regu¬ 
lation  ones,  easily  accessible  on  all  floors  and  at  all 
times.” ; 


Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
20  ft.  by  125  ft.  in  area,  occupied,  1st  and  2nd  stories,  shoe 
store ;  upper  stories,  unoccupied  ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  and  a  fire  escape  on  the  rear 
of  the  building  with  landing  on  extension  roof;  and 
Whereas,  appellant  contends  that  the  fire  escape  is  use¬ 
less  as  stories  are  unoccupied.  .  .  , 

Resolved  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


782-22-A. 

APPELLANT — Euvrard,  Sambach  &  Euvrard,  for  Beth¬ 
any  Deaconess  Hospital  Society,  owner. 

SUB TECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 227-237  St.  Nicholas  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  J.  L.  Euvrard. 

For  Administration:  Inspector  Ort  of  the  hre  de¬ 
partment.  , 

ACTION  OF  BOARD— Appeal  laid  over  to  September  19, 
1922,  at  10  a.  m.,  for  examination  of  plans  by  hre 
department. 


783-22-A. 

APPELLANT — Agress  Construction  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 420  East  21st  street,  2015  Cor- 
telyou  Road,  Brooklyn. 

APPEARANCES— 

For  Appellant:  E.  A.  Pierce  and  A.  Walker. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
at  10  a.  m.,  for  examination  of  plans  by  fire  de¬ 
partment. 

78’5-22-A 

APPELLANT — I.  Margon  &  Charles  Glaser,  for  S.  &  L. 
Bldg.  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Southeast  corner  East  180th 
street  and  Boston  Road,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Joseph  Sulton. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative :  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Absent  .  0 


THE  RESOLUTION: 

(785-22-A) 

Whereas,  I.  Margon  &  C.  Glaser,  for  S.  &  L.  Building 
Corp.,  owner,  filed  June  5,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  southeast  corner  180th  street  and  Boston  Road, 
The  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  May  11,  1922,  in  acting  on  N.  B.  Application  472-22, 
reads  * 

“1.  4  in.  standpipe  (fire  line)  equipment  with  3,500 
gal.  gravity  tank  located  26  ft.  above  floor  with  2 J4  in. 
hose  outlets  and  necessary  lengths  of  hose  to  reach  all 
parts  of  floor  area  with  65  gal.  per  minute  for  filling 
must  be  provided. 

“2.  The  standpipe  (fire  line)  equipment  shall  have  an 
auxiliary  supply  consisting  of  a  25  H.  P.  250  gal.  per 
minute  electric  fire  pump,  operated  automatically  on 
pressure  and  suctioning  from  a  steel  tank  of  at  least 
5,000  gal.  capacity  (required  by-pass  pressure  relief 
gauge,  etc.,  must  be  shown  in  connection  with  layout) .  ’ ; 

and  .  ,  .  , 

Whereas,  the  building  is  fireproof,  one  story  .m  height, 
61  ft.  3j^  ins.  x  192  ft.  in  area,  occupied  as  a  moving  picture 
theatre,  seating  1,500  people;  and 

Whereas,  appellant  contends  that  there,  will  be  no  bal- 
cony,  only  a  mezzanine  over  the  west  portion  of  the  budd¬ 
ing'  28  ft.  wide  for  the  projection  booth,  office  and  ladies 
and  gentlemen’s  retiring  room  and  that  there  will  be  no 
stage,  scenery  or  dressing  rooms.  .  . 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


792-22-A. 

APPELLANT— William  F.  Doyle,  for  Harry  Schneider, 


owner.  .  . 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED1 — 6118  Rockaway  Beach  Boule¬ 


vard,  Arverne,  Queens. 

PPEAR  AN  CES —  „  , 

For  Appellant:  William  F.  Doyle. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

lCTION  OF  BOARD— Appeal  denied. 
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THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton  and 

Kerby  .  3 

Negative :  Chairman  Walsh,  Messrs.  Holland, 

Kearney  and  Fire  Chief  Martin .  4 

Absent  .  0 


THE  RESOLUTION: 

(792-22-A) 

Whereas,  William  F.  Doyle,  for  Harry  Schneider,  own¬ 
er,  filed  June  6,  1922,  an  appeal  with  the  board  of  appeals 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
6118  Rockaway  Beach  Boulevard,  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  25,  1922,  in  acting  on  N.  B.  Application  No.  582-22, 
reads : 

“1.  4  in.  standpipe  fire  line  equipment  with  3,500  gal. 
gravity  tank  located  20  ft.  above  hose  outlets  with  2^4 
in.  hose  outlets  and  necessary  lengths  of  hose  to  reach 
all  parts  of  floor  area  with  65  gal.  per  minute  pump 
for  filling  must  be  provided. 

“2.  The  standpipe  (fire  line)  equipment  shall  have 
an  auxiliary  supply  consisting  of  25  H.  P.  250  gal.  per 
minute  electric  fire  pump  operating  automatically  on 
pressure  and  suctioning  from  a  steel  tank  of  at  least 
5,000  gals,  capacity,  required  by-pass,  pressure  relief, 
guage,  etc.,  must  be  shown  in  connection  with  layout.”  ; 

and 

Whereas,  the  building  is  fireproof,  one  story  in  height 
160  ft.  x  40  ft.  and  67  ft.  irregular  in  area,  occupied  as  a 
moving  picture  theatre,  1,200  seats  on  the  roof  and  1,200 
seats  in  the  auditorium ;  and 

Whereas,  appellant  requests  permission  to  omit  the  grav¬ 
ity  tank,  fire  pump  and  suction  tank  on  the  ground  that  the 
building  is  fireproof  and  the  area  of  the  auditorium  is  only 
9,985  sq.  ft.,  and  that  the  theatre  will  be  used  solely  for  the 
exhibition  of  moving  pictures,  and  that  there  will  be  no 
stage,  dressing  rooms  or  scenery  and  proposes.  2  separate 
4  in.  connections  from  2  separate  street  mains. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 

933-22-A. 

APPELLANT— John  P.  Leo.  for  Y.  W.  C.  A.,  owner. 
SLTBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 177  West  137th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  John  P.  Leo. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 

Kearney,  Kerby  and  Fire  Chief  Martin -  6 

Negative:  Chairman  Walsh  .  1 

Absent  .  0 

THE  RESOLUTION : 

(933-22-A) 

Whereas,  John  P.  Leo,  for  the  Y.  W.  C.  A.  of  the  City 
of  N.  Y.,  owner,  filed,  July  12,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  177  West  137th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Referring  to  your  application,  not  dated,  for  a  per¬ 
mit  to  keep  one  cylinder  of  liquid  chlorine  in  the 
building  located  at  the  above  address,  I  regret  to  inform 
you  that  your  application  for  such  permit  is  disapproved 
for  the  reason,  Section  214-A-4F  provides  that  no 
permit  shall  be  issued  for  the  storage  or  use  of  liquid 
chlorine  in  any  building  used  for  a  hotel,  lodging  house, 
tenement  house,  or  dwelling,  or  in  any  building,  lot  or 


enclosure  located  within  50  ft.  of  the  nearest  wall  of  a 
building  occupied  as  a  hospital,  school,  theatre,  or  other 
place  of  public  amusement  or  assembly. 

“You  are,  therefore,  hereby  ordered  to: 

“1.  Discontinue  the  storage  of  liquified  chlorine  on 
these  premises.” ; 

and 

Whereas,  the  building  is  fireproof,  4  stories  in  height, 
50  ft.  x  90  ft.  in  area,  occupied  as  a  Y.  W.  C.  A. ;  there  is 
a  swimming  pool  on  the  3rd  story,  the  water  in  which  is 
purified  by  means  of  a  Wallace  &  Tiernan  chlorine  steril¬ 
izer,  in  which  liquid  chlorine  is  used,  the  chlorine  being 
contained  in  a  cylinder  of  150  pounds  in  capacity,  located 
in  the  machine  room  in  the  basement;  and 

Whereas,  it  appears  that  a  moving  picture  theatre  was 
built  adjoining  this  theatre  about  a  year  ago  and  the  appel¬ 
lant  discontinued  the  use  of  chlorine  but  finds  it  impossible 
to  maintain  sanitary  conditions  and  proposes  to'  place  the 
cylinder  in  a  metal  tank  with  pipe  connection,  so  that  the 
tank  can  be  flooded  in  the  event  of  fire  or  leakage. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  quantity  of  liquid  chlorine 
stored  on  the  premises  be  limited  to  one  cylinder  of  150 
pounds  capacity,  to  be  stored  in  the  machinery  room  in  the 
basement  with  direct  ventilation  to  the  street ;  said  cylinder 
to  be  placed  and  maintained  in  a  steel  tank  of  at  least  50 
gallons  capacity,  equipped  with  water  supply,  the  control 
valve  of  which  shall  be  located  in  the  basement  stairhall. 


630-22-A. 

APPELLANT — William  F.  Hagarty,  for  N.  R.  Realty 
Company,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 1757-1773  Ocean  avenue, 


Brooklyn. 

APPEARANCES— 

For  Appellant:  Patrick  E.  Callaghan. 

ACTION  OF  BOARD1 — Appeal  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty  and  Kerby  .  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney  and  Fire  Chief  Martin..  5 
Absent  . .  0 


THE  RESOLUTION: 

(630-22-A) 

Whereas,  William  F.  Hagarty,  for  N.  R.  Realty  Com¬ 
pany,  owner,  filed,  April  29,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  1757-1773  Ocean  avenue,  Brooklyn ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“In  thg  matter  of  Application  5436.  Location  1757-73 
Ocean  avenue,  E.  S.  50  ft.  N.  of  Ave.  M.  The  follow¬ 
ing  objections  have  been  filed  by  the  examiners:  Ap¬ 
plication  was  revoked  March  20th  and  this  amendment 
is  consequently  denied.” ; 

and 

Whereas,  the  building  is  frame,  2  stories  in  height,  20  ft. 
x  66  ft.  in  area,  occupied,  two  family  dwelling;  and 

Whereas,  it  appears  that  plans  were  filed  in  the  Bureau 
of  Buildings  on  January  18,  1922,  and  duly  approved  on 
same  date  and  that  the  appellant  entered  into  contract  to 
erect  the  building;  that  on  March  18,  1922,  the  board  of 
estimate  and  apportionment  changed  the  district  from  an 
“E”  zone  to  a  “C”  zone  and  that  on  March  20,  1922,  permit 
was  revoked ;  and 

Whereas,  appellant  contends  that  the  superintendent  of 
buildings  had  no  authority  to  revote  the  permit. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 
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500-22-A. 

APPELLANT — Ward  Baking  Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 774-S08  Pacific  street,  Brooklyn. 
APPEARANCES— 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 

at  10  a.  m. 

739-22-A. 

APPELLANT — The  National  Biscuit  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 429-459  West  15th  street,  450- 
460  West  16th  street,  Bldgs.  A.  B  and  C,  Manhat¬ 
tan. 

APPEARANCES— 

For  Administration :  -Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD- — Laid  over  to  September  19,  1922, 
at  10  a.  m.,  for  final  disposition. 

761-22-A. 

APPELLANT — Samuel  Gumeiner,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 46-50  Wooster  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  Gumeiner. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kear¬ 


ney,  Kerby  and  Fire  Chief  Martin  .  5 

Negative:  Chairman  Walsh,  and  Mr.  Holland  2 
Absent  .  0 


THE  RESOLUTION: 

(761-22-A) 

Whereas,  Samuel  Gumeiner,  lessee,  filed,  May  31,  1922, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  46-50  Wooster  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“3.  Discontinue  use  of  gas  stoves  and  all  other  sources 
of  heat  (except  steam  and  hot  water)  in  all  rooms 
wherein  celluloid  is  kept  or  used,  as  per  section  234-1, 
Chapter  10,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  6 
stories  in  height,  75  ft.  x  90  ft.  in  area,  occupied  as  loft 
and  salesrooms,  15  persons  per  story ;  and 

Whereas,  the  appellant  contends  that  he  cannot  conduct 
his  business  without  the  use  of  the  gas  stove  and  that  the 
celluloid  used  is  not  near  the  gas  stove  and  that  there  is 
no  drilling,  grinding  or  heating ;  that  the  supply  is.  very 
small  and  is  kept  in  a  metal  receptacle  and  that  the  building 
is  equipped  with  a  sprinkler  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  fifty  (50)  sheets 
of  celluloid  shall  be  maintained  by  appellant  at  any  one 
time  and  that  the  material  shall  be  stored  in  a  metal  cabi¬ 
net;  and  that  any  gas  burning  device  be  limited  to  a  single 
jet  gas  burner,  protected  with  a  fixed  galvanized  metal  en¬ 
closure  at  least  five  feet  in  height. 


774-22-A. 

APPELLANT— Gersh  Welding  &  Radiator  Works  for 
Morris  L.  Levine,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 585  Howard  avenue,  Brooklyn. 


APPEARANCES— 

For  Appellant :  Morris  Gersh. 

For  Administration:  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty  and  Kerby  .  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney  and  Fire  Chief  Martin. .  5 

Absent  .  0 

THE  RESOLUTION: 

(774-22-A) 


Whereas,  Gersh  Welding  &  Radiator  Works,  for  Morris 
L.  Levine,  owner,  filed,  June  2nd,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  585  Howard  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Provide  an  enclosure  of  fire  retarding  material 
about  space  where  welding  is  done,  separating  same 
from  the  rest  of  building  and  make  door  to  same 
self-closing,  etc.,  have  not  been  complied  with.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  23  ft.  x  65  ft.  in  area,  occupied,  auto  repairing  and 
welding  of  small  parts ;  and 

Whereas,  appellant  contends  that  there  is  no  space  to 
erect  a  separate  room  as  ordered  and  that  the  building  is 
used  only  for  automobiles. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


410-22-A. 

APPELLANT — U.  S.  Automatic  Sprinkler  Company,  for 
Loew,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1037-43  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Milton  C.  Henley. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(410-22-A) 

Whereas,  U.  S.  Automatic  Sprinkler  Company,  for  Loew, 
Inc.,  owner,  filed,  March  18,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  1037-43  Gates  avenue,  Brooklyn ;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads : 

“1.  Siamese  steamer  connection  for  sprinkler  system 
on  Broadway  may  not  be  omitted.” : 

and 

Whereas,  the  building  is  of  fireproof  construction,  one 
story  in  height,  210  ft.  x  93  ft.  in  area,  occupied  as  a  theatre 
with  a  seating  capacity  of  3,065  persons,  equipped  with  a 
standard  siameese  connection  on  the  southeast  corner  of  the 
sprinklered  building,  with  stores  on  Gates  avenue ;  and 
Whereas,  the  appellant  contends  that  the  one  story  shed 
which  leads  from  the  main  lobby  to  Broadway,  is  not  a 
part  of  the  theatre  proper,  that  the  main  entrance  and  exits 
are  located  on  Gates  avenue  and  appellant  claims  that  the 
additional  protection  provided  by  the  fire  department  con¬ 
nection  would  require  excavating  for  and  laying  of  400 
ft.  of  4  in.  pipe  from  the  base  of  the  sprinkler  riser  under 
the  auditorium  through  the  one  story  shed  to  street,  that 
the  dressing  rooms,  stage  and  gridiron  are  sprinklered  ;  and 
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Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  May  23,  1922,  and  appellant  requested  a  reopening 
of  his  case,  which  request  was  granted  by  vote  of  the 
board;  and 

Whereas,  in  a  communication  from  the  fire  department 
dated  July  25,  1922,  the  chief  examiner  of  the  bureau  of  fire 
prevention  recommends  that  this  requirement  be  waived. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


420-22-A. 

APPELLANT — Kings  County  Lighting  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — W.  S.  First  avenue  from  54th 
to  55th  street,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Sept.  19,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


242-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 556  Kent  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  oyer  to  Sept.  19,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


243-22-A. 

APPELLANT— R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED1 — Second  avenue  bounded  by  Go- 
wanus  Canal,  11th  and  12th  streets,  Brooklyn. 

APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  oyer  to  Sept.  19,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


244-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— South  side  of  Maspeth  avenue, 
92  ft.  east  of  Vandervoort  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  over  to  Sept.  19,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


245-22-A. 

APPELLANT— R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Nevins  street,  bounded  by 
Douglas,  3rd  avenue  and  Degraw  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  oyer  to  Sept.  19,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


342-22-A. 

APPELLANT— R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 556  Kent  avenue  (Nassau  Gas 
Works),  Brooklyn. 

APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  Sept.  19,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


343-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 433  Hoyt  street  (Citizens  Gas 
Wrorks),  Brooklyn. 

APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD — Laid  over  to  Sept.  19,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 

459-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fife  commissioner. 

PREMISES  AFFECTED— Kent  avenue  from  No.  11th 
street  to  No.  12th  street,  East  River,  Brooklyn. 

APPEARANCES— 

For  Appellant :  R.  W.  Bush. 

ACTION  OF  BOARD— Laid  oyer  to  Sept.  19,  1922,  pend¬ 
ing  inspection  by  committee  of  the  board. 


BUILDING  ZONE  CASES. 

1172-21-BZ. 

APPLICANT — Monte  London,  attorney,  on  behalf  of  Pat¬ 
rick  C.  Meyers,  owner. 

SUBJECT — Application  for  rehearing  of  application  pre-, 
viously  dismissed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a 
one  story  public  garage. 

PREMISES  AFFECTED — 4342  Broadway,  northeast  cor¬ 
ner  185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Chas.  S.  Logan. 

For  Opposition :  J.  W.  Eidt  and  F.  Locker. 

ACTION  OF  BOARD— Laid  over  to  September  26,  1922, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 


711-22-BZ. 

APPLICANT — W.  Albert  Pease,  Jr.,  for  Henry  H.  Pease, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district, 
the  use  of  existing  4  story  building  for  business 
purposes. 

PREMISES  AFFECTED— 444-446  Park  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  W.  A.  Pease,  Jr.,  and  H.  H. 

Pease. 

For  Opposition:  Franklyn  Dubbel  of  5th  Avenue 
Association. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative :  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Fire  Chief 

Martin  .  6 

Absent . .  0 

THE  RESOLUTION: 

(711-22-BZ) 

Whereas,  W.  Albert  Pease,  Jr.,  for  Henry  H.  Pease, 
owner,  filed,  May  19,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  conversion  of  an  existing  building  to  be 
used  for  business  purposes ;  premises  444-446  Park  avenue, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  25,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Park  avenue  and  East  56th  street 
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are  residence  districts  and  East  57th  street  is  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  13th,  1922,  in  acting  on  Alt.  App.  No.  360- 
1922  reads;  _  ' 

“Proposed  occupancy  is  contrary  to  the  provisions  of 
Section  3,  Building  Zone  Resolution.” ; 

and 

Whereas,  the  premises  consists  of  two  buildings,  each 
of  non-fireproof  construction,  4  stories  in  height,  with  a 
frontage  of  33  ft.  4  in.  and  a  depth  of  45  ft.  3  in.,  occupied, 
No.  446,  1st  and  2nd  stories,  business,  remainder  of  build¬ 
ing,  dwelling;  No.  446,  dwelling;  it  is  proposed  to  occupy 
•both  buildings  for  business  throughout;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  and  applicant  failed  to  establish  any  basis  of 
hardship  under  section  20. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


297-22-BZ. 

APPLICANT— Williams-Dexter  Co.,  Inc.,  applicant  and 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  restaurant 
purposes. 

PREMISES  AFFECTED— 19-21  Barrow  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  E.  B.  Griffin. 

For  Opposition:  Bernard  Arenson. 

ACTION  OF  BOARD— Laid  over  to  Sept.  12,  1922,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


563-22-BZ. 

APPLICANT— John  J.  Dunnigan,  architect,  on  behalf  of 
Isaac  Kersten,  owner.  . 

SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  cars. 

PREMISES  AFFECTED— 2710-2730  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

ACTION  OF  BOARD — Laid  oyer  to  Sept.  26,  1922,  at  10 
a.  m.,  on  request  of  applicant. 


717-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Anne  Gully,  owner. 
SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  basement  and  1  story  garage  for 
more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 2966-2972  Jerome  avenue,  I  he 
Bronx. 


APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Thomas  F.  Costello,  John  H. 
Paradis  and  G.  MacMurry. 

ACTION  OF  BOARD — Laid  over  to  Sept.  26,  1922,  at  10 
a.  m.,  on  request  of  applicant. 


666-22-BZ. 

APPLICANT — Starrett  &  Van  Vleck,  architects,  on  be¬ 
half  of  Equitable  Life  Assurance  Society,  owner. 

STTiRTECT — Application  to  permit  in  a  two  times  district 
the  erection  of  an  office  building  to  a  height  in 
excess  of  that  permitted  by  the  zoning  law. 

PREMISES  AFFECTED— 383-399  7th  avenue,  154-172 
West  32nd  street,  145-165  West  31st  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  E.  A.  Van  Vleck,  L.  A.  Fisher, 
G.  K.  Brown  and  F.  Gaertner. 

For  Opposition :  Harry  Rathleder  and  Isidor 


Lazarus 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby 

and  Holland  .  4 

Negative:  Chairman  Walsh,  Mr.  Kearney  and 

Fire  Chief  Martin  .  3 

Absent  .  0 

THE  RESOLUTION: 

(666-22-BZ) 


Whereas,  Starrett  &  Van  Vleck,  for  Equitable  Life  As¬ 
surance  Society  of  U.  S.  A.,  owner,  filed,  May  9,  1922, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  twioi  times  height  district  the  erection  of  a  build¬ 
ing  exceeding  the  height  limit,  premises  383  to  399  Sev¬ 
enth  avenue,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting  July 
25,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Seventh  avenue,  West  31st 
street  and  West  32nd  street  are  two  times  height  districts ; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  25,  1922,  in  acting  on  N.  B.  App.  No. 
221-1922,  reads : 

“1.  The  height  of  the  street  walls  on  31st  Street 
and  on  32nd  Street  is  excessive,  Sec.  8,  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  19  stories,  266  ft.,  in  height,  with  a  frontage 
of  197  ft.  6  in.,  irregular,  and  a  depth  of  165  ft.  and  275  ft.  3 
in.,  exceeding  the  height  limitations  on  the  31st  street  and 
32nd  street  fronts  and  for  the  southerly  end  of  the  Sev¬ 
enth  avenue  front;  and 

Whereas,  applicant  has  failed  to  establish  the  basis 
of  his  appeal  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  application 
be  and  it  hereby  is  denied. 


743-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
Jerome  P.  and  Leonard  Davis,  owners. 
SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  two-story  garage  for  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 2065-7  Southern  boulevard, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Mitchell  Smallesoff,  Frank  R. 
Scappa  and  Jacob  S.  Gross. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Martin  . .  6 


Negative:  Chairman  Walsh  .  1 

Absent  .  0 


THE  RESOLUTION: 

(743-22-BZ) 

Whereas,  John  J.  Dunnigan,  for  Jerome  P.  &  Leonard 
Davis,  owner,  filed,  May  25,  1922,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  garage  for  storage  of  more  than 
five  motor  vehicles,  premises  2065-7  Southern  boulevard, 
The  Bronx ;  and 
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Whereas,  a  public  heading  was  held  on  this  application 
by  the  board  of  appeals,  at  its,  regular  meeting  July  25, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Southern  boulevard,  179th 
and  180th  streets  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  6,  1922,  in  acting  on  N.  B.  Plan  No. 
1512-1922,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of 
more  than  five  motor  vehicles  in  business  district  is 
contrary  to  provisions  of  the  Building  Zone  Reso¬ 
lution.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height,  with  a  frontage  of  68.03  ft. 
and  a  depth  of  149.35  ft.,  1st  story,  and  139.35  ft.,  2nd 
story,  to  be  occupied  as  a  garage  for  more  than  5  motor 
vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets,  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles,  which  garage  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  side 
walls  be  unpierced  throughout  their  entire  height  and 
length;  that  any  skylights  located  in  roof  shall  not  be 
closer  than  twenty  feet  to  the  sidewalls ;  that  the  building 
shall  be  fireproof  throughout;  that  the  front  elevation  shall 
be  laid  up  in  face  brick  with  stone  or  architectural  terra 
cotta  trim; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


587-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
the  Menderkin  Building  Company,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  erection 
of  a  nine-story  warehouse. 

PREMISES  AFFECTED— 2470-2  Grand  Concourse,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  John  P.  Dunn. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 


Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty. 
Boulton,  Holland,  Kearney  and  Fire  Chief 

Martin  . , .  6 

Absent  .  0 


THE  RESOLUTION: 

(587-22-BZ) 

Whereas,  John  J.  Dunnigan,  for  the  Menderkin  Build¬ 
ing  Company,  owner,  filed,  April  20,  1922.  an  application, 
under  the  building  zone  resolution,  to  permit  the  exten¬ 
sion  from  a  business  into  a  residence  district  of  a  pro¬ 
posed  business  building,  premises  2470-72  Grand  Concourse, 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  25, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  Concourse  and  East 
188th  street  are  business  districts  and  Valentine  avenue 
is  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings.  rendered  April  11,  1922,  in  acting  on  N.  B.  App. 
No.  799-1922,  reads: 


“1.  Erection  of  proposed  business  building  (storage 
warehouse)  in  business  district  extending  into  resi¬ 
dence  district  is  contrary  to  provisions  of  the  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  9  stories  in  height,  with  a  frontage  of  50.05 
ft.  and  a  depth  of  145.75  ft.  1st  story  and  139  ft.  9  in. 
above,  to  be  occupied  as  a  storage  warehouse,  a  portion 
14  ft.  8  in.  in  width  extending  into  the  residence  district ; 
and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of-build- 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 


746-22-BZ. 

APPLICANT — Max  Salomon,  applicant,  for  Estate  of 
Lambert  Quackenbush,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  basement  and  two-story  garage 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1760-1766  Park  avenue,  73-77 
East  122nd  street,  Manhattan. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 


788-22-BZ. 

APPLICANT — J.  Sarsfield  Kennedy,  architect,  on  behalf 
of  Rebecca  Bell,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage  for  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 3907-3911  Fourth  avenue, 
Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 

742-22-BZ. 

APPLICANT1 — John  DeHart,  for  John  H.  Dogenhardt. 
owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted  district  the 
erection  of  a  public  garage. 

PREMISES  AFFECTED — 318  Carroll  street,  Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 

■  i  ...  . 

807-22-BZ. 

APPLICANT — Victor  Baking  Company,  lessee. 

SUBJECT — Application  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  erec¬ 
tion  of  a  business  building. 

PREMISES  AFFECTED — 302  Hillside  avenue,  Jamaica, 
Queens. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 

884-22-BZ. 

APPLICANT — William  F.  Doyle,  for  Harry  Strolovitz, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  to  an  existing  garage. 

PREMISES  AFFECTED — 2094-2104  Union  street, 

Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 


889-22-BZ. 

APPLICANT — C.  B.  J.  Snyder,  for  City  of  New  York 
(Board  of  Education),  owner. 

SUBJECT— Application  to  permit  in  a  one  time  district 
the  erection  of  a  high  school  building  exceeding 
the  height  requirements  of  the  zoning  law. 
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PREMISES  AFFECTED — 1601-1695  80th  street,  Brook- 
lyn. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 

695-22-BZ. 

APPLICANT — Harold  G.  Dangler,  for  Charles  G. 
Lewnes,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  of  a  store  building. 
PREMISES  AFFECTED — 192-194  Prospect  Park  West, 

f  Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 

1  751-22-BZ. 

APPLICANT — George  H.  Wolin,  for  Brooklyn  Edison  Co., 
Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  and  loft  building. 
PREMISES  AFFECTED — 323-341  4th  avenue,  Brooklyn. 
ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 


772-22-BZ. 

APPLICANT — William  Jung,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  erection 
of  eight  individual  garages. 

PREMISES  AFFECTED — 1295-1299  Decatur  street, 
Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 


555-22-BZ. 

APPLICANT — Edward  B.  Hittlemann,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  conversion  of  a  public  stable  into  a  garage. 
PREMISES  AFFECTED1 — 359-363  Pulaski  street,  Brook¬ 
lyn. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 


764-22-BZ. 

APPLICANT— John  Stahl,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  3-story  business  building. 
PREMISES  AFFECTED — 4561  Richardson  avenue,  4761 
White  Plains  avenue,  The  Bronx. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 


1051-21-BZ. 

APPLICANT — Albert  M.  Yuzzolino,  for  Gerd.,  Helen 
and  Henryette  Henjes,  owners. 

SUBJECT — Application  for  rehearing  of  an  application 
previously  denied  to  permit  in  a  business  district 
the  erection  of  a  public  garage  and  repair  shop. 

PREMISES  AFFECTED — '1820-1830  Cropsey  avenue, 
Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  Special  Meeting, 
July  27,  1922,  at  2  p.  m. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUT 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING.  filed,  Feb.  23,  1922,  a  petition,  with  the  board  of  standards 

TUESDAY  AFTERNOON,  JULY  25,  1922.  and  appeals,  for  variation  from  the  requirements  of  the 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hoi-  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 

land,  Kearney,  Kerby,  Fire  Chief  Martin,  Superintendents  affecting  premises  105-107  Nassau  street,  25-7-9  Ann  street, 

Brady,  Reville,  Kleinert  and  Moore.  Manhattan;  and 

The  minutes  of  the  regular  meeting  of  the  Board  of  Whereas,  the  order  of  the  fire  commissioner  reads : 

Standards  and  Appeals,  held  on  Tuesday  afternoon,  July  ^  Extend  the  interior  stairway  at  the  northwest  side 

18  1922,  were  approved  as  printed  in  Bulletin  No.  30,  Vol.  of  building  t0  the  roof  as  per  s/ction  271  of  the  Labor 

VIL  Law.”; 

and 

PETITIONS  FOR  VARIATIONS.  Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 

265-2wS.  _  34  ft.  9  in.  by  70  ft.  in  area,  occupied,  2nd  story,  billiard  par- 

PETITIONER— -R.  R.  Nevins,  for  Russell  M.  Johnston,  jor.  5  persons,  3rd  story,  novelty  dealer,  2  persons;  4th 
et  al.,  heirs.  _  .  story,  jewelry  box  mfg.,  3  persons;  5th  story,  jewelry  mfg., 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited  t2  persons ;  the  means  of  egress  consisting  of  an  interior 

in  order  of  fire  commissioner.  stairway  extending  from  the  1st  story  to  the  5th  story  with 

PREMISES  AFFECTED — 105-107  Nassau  street,  25-7-9  scuttle  and  iron  ladder  to  roof,  enclosed  in  wood  partitions 

Ann  street,  Manhattan.  with  wood  doors  at  openings  ;  a  fire  escape  on  the  Ann  street 

APPEARANCES —  _  front  of  building,  with  counterbalanced  stair  to  street  and 

For  Petitioner:  R.  R.  Nevins.  rue  fireproof  windows  along  the  course  of  the  fire  escape;  and 

For  Administration .  Inspector  a  er  o  t  e  re  Whereas,  petitioner  contends  that  the  board  of  review  of 

ACTION  OF  BOARD-Petition  granted  on  condition.  ‘he ;  fire  department  modified  this  order  on  March  11,  1919; 

S™D™°NS-As  SPeCified  “  reSolUtion-  ""whereas,  the  board  deemed  that  the  action  of  the  board 

THE  vUlB-  .  M  Reattv  of  review  of  the  fire  department  of  March  11.  1919,  should 

Boauitoeii,  Holland,  &rby  '  Superintendents’  be  ratified  and  that  an  occupancy  of  12  persons  be  permuted 

Negative  .^.°°^  . *  •  •  •  •  •  •  •  0  Resolved,  that  the  board  of  standards  and  appeals  does 

Absent-  Mr"  Kearney  Fire  Chief  Martin,  Dep-  hereby  make  a  variation  from  the  requirements  of  the  labor 

utv"  Fire  "Commissioner  Hannon  and  Super-  law  and  that  the  petition  be  and  it  hereby  is  granted  on 

intendents  Brady  and  McDermott  .  5  condition  that  the  stipulations  set  forth  m  the  action  of  the 

nircriT  TTmTON  •  board  of  review  of  the  fire  department  be  complied  with, 

I  HE  REbUEUiiu  -  ^  and  granted  so  long  as  conditions  as  to  use  and  occupancy 

Whereas,  R.  R.  Nevins,  for  Russell  M.  Johnson  et  al.,  remain  substantially  unchanged. 
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879-22-S. 

PETITIONER — William  F.  Doyle,  for  the  Metro  Choco¬ 
late  Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 122-124  Washington  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  William  F.  Doyle. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 

Reville,  Kleinert  and  Moore  .  8 

N  egative  . . . ; .  0 

Absent :  Mr.  Kearney,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendents  Brady  and  McDermott  .  5 

THE  RESOLUTION : 

(879-22-S) 

Whereas,  William  F.  Doyle,  for  John  Scmitt,  owner, 
filed,  June  29,  1922,  a  petition  with  the  board  of  standards 
and  appeals  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  122-4  Washington  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  64589- 
LD,  reads : 

'“Enclose  the  interior  stairway  at  the  north  side  of 
building  *  * 

and  . 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  50  ft.  x  100  ft.  in  area,  occupied,  basement,  boiler 
room  and  storage,  2  persons;  1st  story,  office,  shipping,  9 
persons ;  2nd,  3rd  and  4th  stories,  candy  manufacturing,  71 
persons;  the  means  of  egress  consisting  of  an  interior  stair- 
way,  extending  from  the  1st  story  to  the  4th  story  with 
scuttle  and  ladder  to  roof,  enclosed  in  w<pod  board  parti¬ 
tions  covered  with  stamped  metal  both  sides,  with  metal 
covered  doors  at  the  openings,  a  fire  escape  on  the  front  of 
the  building  and  one  on  the  side  of  the  building,  with  coun¬ 
terbalanced  stair  to  ground,  gooseneck  ladder  from  the 
side  fire  escape  to  the  roof ;  and  . 

Whereas,  petitioner  contends  that  the  partitions  enclos¬ 
ing  the  stair  hall  are  sufficiently  fire  retarded  and  the  stair- 
hall  adequately  protected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  long 
as  present  occupancy  be  not  increased. 


254-22-S. 


PETITIONER— Charles  Devoe,  owner.  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 176-178  Wooster  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  denied. 


0 


THE  VOTE— 

Affirmative . . . 

NcR3.tiv6 !  Chairman  Walsh,  M.6ssrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 

Reville,  Kleinert  and  Moore . • .  8 

Absent:  Mr.  Kearney,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendents  Brady  and  McDermott  .  5 


THE  RESOLUTION : 

(254-22-S) 

Whereas,  Charles  Devoe,  executor,  filed,  February  21, 
1922,  a  petition,  with  the  board  of  standards  and  appeals,  for 


variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises  176- 
178  Wooster  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  31378- 
LD,  dated  Feb.  2,  1922,  reads : 

“1.  Enclose  the  interior  stairway  at  the  centre  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  mater¬ 
ial  extending  continuously  from  the  1st  story  to  3  feet 
above  the  roof,  constructed  as  per  Section  271  of  the 
Labor  Law,  and  Rule  2  of  the  Industrial  Code  or  carry 
out  a  proper  alternative  method  of  complying  with  the 
requirements  of  Section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
50  ft.  x  50  ft.  in  area,  occupied,  1st  story,  women’s  hats,  5 
occupants ;  2nd  story,  paper  boxes,  3  occupants ;  3rd  story, 
men’s  caps,  5  occupants;  4th  story,  women’s  leather  hand 
bags,  21  occupants;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  5th 
story  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings,  a  fire  escape  on  the  front  of  the  building,  a  bridge 
at  the  rear  in  the  2nd  and  3rd  stories  connecting  with  build¬ 
ing  adjoining  at  the  rear;  and 

Whereas,  petitioner  contends  that  the  occupancy  is  small 
and  the  means  of  egress  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 

388-22-S. 

PETITIONER— Joseph  Rosenzweig,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 82  East  10th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Joseph  Rosenzweig. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kerby,  Superintendents 

.Reville,  Kleinert  and  Moore  .  8 

Negative  . . . ; .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Martin,  Dep¬ 
uty  Fire  Commissioner  Hannon  an'd  Super¬ 
intendents  Brady  and  McDermott  .  5 


THE  RESOLUTION : 

(388-22-S) 

Whereas,  Joseph  Rosenzweig,  for  Petersfield  Realty 
Corp.,  owner,  filed,  March  15,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  82  East  10th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  at  the 
front  of  building  with  balconies  4  ft.  in  width  connected 
by  stairways  not  less  than  22  ins.  wide,  placed  at  an  in¬ 
cline  of  not  more  than  45  degrees,  extending  from 
ground  to<  roof,  constructed  as  per  Section  79B-4  of  the 
Labor  Law  and  the  rules  of  the  Board  of.  Standards 
and  Appeals  or  carry  out  a  proper  alternative  method 
of  complying  with  section  79B-1  of  the  Labor  Law. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof  as  per  Sections  79B-1  and  79C-1 
of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
20  ft.  x  35  ft.  in  area;  occupied,  factory,  one  person  on 
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each  of  the  1st  and  2nd  stories  and  4  on  the  3rd  story; 
the  means  of  egress  consisting  of  an  interior  stairway,  ex¬ 
tending  from  the  1st  to  the  3rd  story,  enclosed  in  lath  and 
plaster  partitions  with  wood  doors  at  the  openings;  and 

Whereas,  petitioner  proposes  to  provide  a  60  degree  fire 
escape  on  the  front  of  the  building  with  drop  ladder  in 
guides  to  a  safe  landing  beneath  and  to  provide  a  double 
rung  ladder  to  scuttle  in  the  roof  over  top  story  hall. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  1  on  condition  that  a  balcony  fire  escape  with  a  60 
degree  stairs  be  provided  on  the  front  of  the  building  with 
a  gooseneck  ladder  to  the  roof  and  counterbalanced  drop 
ladder  in  guides  from  lowest  balcony  to  the  street,  and  that 
all  windows  on  the  2nd  story  and  the  exit  to  the  fire  escape 
on  the  top  story  be  made  fireproof  and  on  further  condition 
that  a  fixed  double  rung  ladder  be  provided  from  the  top 
story  hall  to  a  scuttle  in  the  roof,  and  granted  so  long  as  the 
occupancy  is  limited  to  five  persons  above  the  1st  story. 


683-22-S. 

PETITIONER— Jacob  Fisher,  for  Inheritance  Realty  Co., 
owner.  . 

SUBJECT— Variation  of  the  labor 'law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 63  West  15th  street,  Manhat¬ 
tan. 

'APPEARANCES — 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  . 

ACTION  OF  BOARD— (Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  (Brady, 
Reville,  Kleinert  and  Moore  .  11 

Negative  . . . .  . .  0 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  McDermott  .  2 

THE  RESOLUTION : 

(683-22-S) 

Whereas,  Jacob  Fisher,  for  Inheritance  Realty  Co., 
owner,  filed,  May  12,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  63  Wdst  15th  street,  Manhattan, 
and 

Whereas,  the  order  of  the  fire  commissioner  reads :  . 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  noof,  as  per  Section  271  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non-firepro,of,  3  stories  and 
basement  in  height,  27  ft.  7J4  in.  by  103  ft.  3  in.  in  area 
in  the  1st  story  and  27  ft.  7J4  in.  by  52  ft.  in  area  above, 
occupied,  basement,  trucking,  2  persons;  1st  story,  em¬ 
broidering,  8  persons;  2nd  story,  shirt  manufacturing,  8 
persons;  3rd  story,  cloak  mfg.,  7  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  tram 
the  basement  to  the  3rd  story,  with  scuttle  and  ladder  to 
roof,  enclosed  in  wood  stud,  lath  and  plaster  partitions 
with’  wood  doors  at  openings.,  a  fire  escape  at  the'  rear 
of  the  building  with  stair  and  landing  to  roof  and  fire- 
proof  windows  along  the  course  of  the  fire  escape,  and 
Whereas  petitioner  contends  that  the  occupancy  is 
small  and  requests  the  acceptance  of  present  iron  ladder 
to  scuttle  in  lieu  of  stair  and  bulkhead. 

Resolved,  that  the  board  of  standards  and  appeals  does 


hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  double  rung  fixed  iron  ladder  be  pro¬ 
vided  in  the  top  story  hall  to  the  scuttle  in  the  roof  and 
on  further  condition  that  the  use  and  occupancy  remain  un¬ 
changed. 


810-22-S 

PETITIONER— Samuel  Rosenblum,  for  Estate  of  D.  M. 
Levy,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 15-17  East  3rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  (Brady. 

Reville,  Kleinert  and  Moore  .  11 

Negative  . ° 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  McDermott  .  2 

THE  RESOLUTION : 

(810-22-S) 

Whereas,  Samuel  Rosenblum,  for  Estate  of  D.  M.  Levy, 
Inc.,  owner,  filed,  June  12,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  order  of  the  fire 
commissioner,  affecting  premises  15-17  East  3rd  street, 

Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  as  per  sections  79  B-l  and 
79  C-l  of  the  labor  law.” ; 

and 

Whereas,  the  building  is  non-fir epr oof,  5  stories  in 
height,  50  ft.  by  57  ft.  in  area  in  the  1st  story  and  50 
ft.  by  23  ft.  6  in.  in  area  above;  occupied,  1st  and  2nd 
stories,  pool  parlor;  3rd  story,  mfg.  caps,  6  persons;  4th 
story,  mfg.  dresses,  9  persons;  5th  story,  mfg.  caps,.  6 
persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  5th  story 
with  iron  ladder  to  scuttle  in  the  roof,  enclosed  in  wire 
lath  and  cement  mortar  partitions  in  1st  and  2nd  stories 
and  lath  and  plaster  above;  a  fire  escape  on  the  front  of 
the  building  with  counterbalanced  stair  to  the  street  and 
fireproof  windows  along  the  course  of  the  fire  escape ;  and 
Whereas,  petitioner  contends  that  the  order  was  modi¬ 
fied  by  the  board  of  review  of  the  fire  department;  and 
Whereas,  the  board  deemed  that  the  action  of  the  Chief 
of  the  bureau  of  fire  prevention  of  Sept.  10,  1920,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  60  degree  iron  ladder  be  provided  in 
the  top  story  hall  to  a  scuttle  in  the  roof  and  granted  so 
long  as  conditions  as  to  use  and  occupancy  remain  sub¬ 
stantially  unchanged. 


811-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Lazar  Jacobsohn, 

owner. 

SUBJECT — Variation  of  the  labor  law. 

PREMISES  AFFECTED — 93  Bleecker  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 
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ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Martin,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  .  11 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  McDermott  .  2 


910-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Rose  Mandel, 
owner. 

SUBJECT- — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 28  East  119th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS- — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady, 


Reville  and  Kleinert  .  10 

Negative  .  0 


Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Moore  and  McDermott...  3 

THE  RESOLUTION: 

(910-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Mrs.  Rose  Mandel,  owner,  filed,  July  7,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  28  East 
119th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  2602- 
LD,  dated  February  21  1920,  reads : 

“2.  Extend  the  interior  stairway  at  the  east  side 
of  the  building  to  the  roof,  as  per  section  79  B-l  and 
79  C-l  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-firepraof,  3  stories  and 
basement  in  height,  15  ft.  7  in.  by  53  ft.  in  area,  occupied, 
1st  story,  dressmaking,  5  persons;  2nd  story,  dressmaking, 
10  persons ;  3rd  story,  dwelling,  the  means  of.  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  base¬ 
ment  to  the  3rd  story,  with  scuttle  and  wooden  ladder  to 
roof,  partly  enclosed  in  lath  and  plaster  partitions  with 
wood  doors  at  the  openings  and  partly  unenclosed,  a  fire 
escape  on  the  rear  of  the  building  with  stair  and  landing 
to  roof  and  drop  ladder  to  yard  with  fireproof  windows 
along  the  course  of  the  fire  escape ;  and 

Whereas,  petitioner  proposes  to  provide  an  iron  lad¬ 
der  to  scuttle  in  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  escape  be  provided  in  accordance 
with  plans  filed  with  this  petition  and  that  a  double  rung 
iron  ladder  be  provided  in  the  top  story  hall  to  a  scuttle 
in  the  roof  and  that  the  factory  occupancy  shall  not  ex¬ 
tend  above  the  2nd  story,  and  shall  not  exceed  10  persons,  on 
the  said  2nd  story,  and  granted  so  long  as  conditions  as  to 
use  and  occupancy  remain  substantially  unchanged. 


1145-21-S. 

PETITIONER — F.  S.  Willert,  for  Bush  Terminal  Com¬ 
pany,  lessee. 

SUBJECT— Variation  of  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner. 


PREMISES  AFFECTED — 136  West  42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Holland,  Kearney,  Kerby,  Fire 


Chief  Martin,  Superintendents  Brady, 

Reville,  Kleinert  and  Moore  .  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  McDermott  .  2 

THE  RESOLUTION: 

(1145-21-S) 


Whereas,  F.  S.  Willert,  for  Bush  Terminal  Company 
and  Bush  Terminal  Buildings  Company,  lessee,  filed,  Oc¬ 
tober  7,  1921,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  136  West  42nd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
26001-LD,  dated  August  25,  1921,  reads : 

“1.  Provide  and  maintain  a  continuous  safe  and  un¬ 
obstructed  passageway  at  least  3  ft.  0  in.  wide  from 
the  termination  of  the  exterior  screened  stairway  on 
the  rear  of  building  leading  to  the  street  as  per  Section 
268  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  100  ft.  in  area  at  the  1st  story, 
25  ft.  by  96  ft.  in  area  above;  occupied,  1st  story,  restaur¬ 
ant,  15  employees;  2nd  story,  restaurant,  9  employees;  3rd 
story,  printing,  16  employees ;  4th  story,  printing,  2  em¬ 
ployees ;  5th  story,  vacant;  the  means  of  egress  consisting 
of  an  interior  wooden  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  wooden  studs,  lath  and  plas¬ 
ter  partitions  with  metal  covered  doors  at  the  openings; 
and  a  fire  escape  on  the  rear  of  the  building,  extending 
from  the  roof  to  the  noof  of  the  4th  story  extension, 
thence  to  the  roof  of  3rd  story  extension,  thence  to  ground ; 
with  egress  through  the  building  at  the  1st  story,  with 
kalameined  doors  glazed  with  wire  glass  at  the  openings 
to  the  fire  escape;  and 

Whereas,  petitioner  in  lieu  of  complying  with  the  order 
proposes  to  cut  an  opening  in  the  screened  stairway  at  the 
rear  of  the  building,  between  the  2nd  and  3rd  stories,  thus 
providing  escape  to  roof  of  adjoining  building  to  the 
north,  owned  by  the  same  owner;  and 

Whereas,  this  petition  was  granted  by  the  board  at 
its  meeting  Nov.  22,  1921,  and  petitioner  requested  a  re¬ 
opening  of  the  case  and  an  amendment  to  the  occupancy  con¬ 
ditions  to  permit  the  occupancy  of  the  -5th  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  balcony  screen  railing  at  the  second 
story  be  removed  and  an  iron  stairway  to  the  roof  of  the 
adjoining  building,  No.  138.  be  installed,  with  exit  through 
the  second  story,  and  a  sign  hung  crosswise  over  the  door 
indicating  “Exit  to  the  street”  from  No.  138  and  a  sign 
on  the  fire  escaping  indicating  egress  from  138  to  136,  and 
that  the  occupancy  of  the  5th  story  be  limited  to  5  persons. 


662-22-S. 

PETITIONER — Samuel  Rosenblum. 

SUBJECT — Variation  lof  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 126  West  42nd  street,  129 
West  41st  street,  Manhattan. 


MINUTES 


APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Laid  over  to  September  12,  for 
full  vote  of  board. 

THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Holland,  Kerby, 
Fire  Chief  Martin,  Superintendents  Reville 

and  Kleinert  .  6 

Negative:  Chairman  Walsh,  Mr.  Beatty  and 

Superintendent  Moore  .  3 

Absent:  Mr.  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady  and 

McDermott  .  4 

RECONSIDERATION— 

THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Holland,  Kerby, 
Fire  Chief  Martin,  Superintendents  Re¬ 


ville  and  Kleinert  .  6 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady  and  Moore  5 
Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  McDermott  .  2 


823-22-S. 

PETITIONER — Ferd.  Gellert,  for  Estate  of  James  Eu¬ 
gene  March.,  Dec.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 59  Crosby  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  September  12,  1922, 

at  2  p.  m. 


291-22-S. 

PETITIONER — George  Leerburger,  for  Ristori  Leerbur¬ 
ger,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 108  East  16th  street.  Manhat¬ 
tan.  I 

APPEARANCES— 

For  Petitioner :  George  Leerburger. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  O1!7  T30ARD — 'Laid  over  to  September  12,  1922, 
for  full  vote. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 
Fire  Chief  Martin,  Superintendents  Brady, 


Reville  and  Kleinert  .  7 

Negative:  Chairman  Walsh,  Messrs.  Holland 
Kearney  and  Superintendent  Moore  .  4 


Absent:  Deputv  Fire  Commissioner  Hannon 
and  Superintendent  McDermott  . 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

1278-21-S. 

PETITIONER — Hammel  Oil  Burning  Equipment  Co. 

SURTECT— Hammel  Oil  Burner. 

APPEARANCES— 

For  Petitioner:  None. 

ACTION  OF  BOARD — Petition  approved  for  use  in  fuel 
oil  burning  equipment  installed  in  compliance  with 
the  rules  of  the  board  of  standards  and  appeals. 

THE  VOTE — To  Adopt  Report  of  Committee — 

Affirmative:  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re¬ 


ville  and  Kleinert  .  10 

Negative  .  0 


Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Moore  and  McDermott  . .  3 


THE  VOTE — To  Approve — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Martin,  Superintendents  Brady,  Re¬ 


ville  and  Kleinert  . . . .  10 

Negative  .  0 


Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Moore  and  McDermott  . .  3 

THE  RESOLUTION: 

(1278-21-S) 

Whereas,  the  Hammel  Oil  Burning  Equipment  Com¬ 
pany,  filed,  December  6,  1921,  a  petition  with  the  board 
of  standards  and  appeals,  for  approval  of  their  device 
known  as  the  Hammel  Oil  Burner ;  and 

Whereas,  permission  was  granted  by  the  board  April 
18,  1922,  for  the  installation  of  their  device  at  the  works 
of  the  J.  B.  King  Co.,  New  Brighton,  Staten  Island  and 
a  committee  of  the  board  visited  the  premises  on  May 
10,  1922,  and  recommended  the  approval  of  the  Hammel 
Oil  Burner  when  used  in  conjunction  with  oil  burning 
installations  equipped  in  compliance  with  the  Fuel  Oil 
Rules  of  the  board  of  standards  and  appeals. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Hammel  Oil 
Burner  for  use  in  fuel  oil  burning  installations  equipped 
in  compliance  with  the  Fuel  Oil  Rules  of  the  board  of 
standards  and  appeals. 


685-22-S. 

PETITIONER — Maxon  Furnace  and  Eng.  Co. 

SUBJECT — Maxon  Automatic  Cut-Off  Valve. 
APPEARANCES! — None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 

at  2  p.  m. 


1372-21-S. 

PETITIONER — Ford  Regulator  Corporation. 

SUBJECT — Approval  of  Ford  Fire  Line  Reducing  Valve. 
AP  PE  AR  ANCESI — N  one. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
for  test  by  fire  department. 


357-22-S. 

PETITIONER— J.  M.  Quinn. 

SUBJECT — Approval  of  the  Quinn  Fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
pending  installation  for  inspection. 


233-22-S. 

PETITIONER — Cornell  Utilities  Company,  Inc. 
SUBJECT' — The  Nokol  Automatic  Heater. 
APPEARANCES— 

For  Petitioner:  Charles  Sumner  Winston,  Ernest 
Eidlitz. 

ACTION  OF  BOARD— Laid  over  to  September  12,  1922, 
at  2  p.  m. 


315-22-S. 

PETITIONER — Conran  Standpipe  Company. 

SUBJECT — -Approval  of  Conran  Pressure  Reducer. 
APPEARANCES^ — None. 

ACTION  OF  BOARD— Laid  over  to  September  19,  1922, 
pending  test  and  report  of  fire  department. 


337-22-S. 

PETITIONER — Elkhart  Brass  Mfg.  Co. 

SUBJECT— Approval  of  Elkhart  Brass  Company  Siamese 
Connection. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 

at  2  p.  m. 


875 


MINUTES 


\ 


13-21-S. 

PETITIONER— Bethlehem  Shipbuilding  Corp.,  Ltd. 

SUB  TECT— Dahl  Oil  Burner. 

APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
pending  demonstration. 


341-22-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
pending  report  of  committee  of  inspection. 


53-21-S. 

PETITIONER— T.  V.  Foster. 

SUBJECT — Approval  of  angle  hose  valve. 
APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
pending  test  and  report  of  fire  department. 


392-21-S. 

PETITIONER — The  Surface  Combustion  Company. 
SUBJECT — Surface  combustion  low  pressure  type  com¬ 
bination  gas  and  oil  burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
at  2  p.  m. 


545-22-S. 

PETITIONER— H.  Taylor  Cronk. 

SUBJECT — Funnel — Outlet — Flush. 
APPEARANCES-None. 

ACTION  OF  BOARD — Petition  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
(Boulton,  Kerby  Fire  Chief  Martin,  Super¬ 
intendents  Brady,  Reville  and  Kleinert  . .  8 

Negative  .  0 

Absent :  Messrs.  Holland,  Kearney,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Moore  and  McDermott  .  5 

’THE  RESOLUTION: 

(545-i22- S) 

Whereas,  H.  Taylor  Cronk,  filed,  April  12,  1922,  a  pe¬ 
tition.  with  the  board  of  standards  and  appeals,  for  ap¬ 
proval  of  this  device,  known  as  the  Funnel  Outlet  Flush 
water  closet  bowl ;  and 

Whereas,  a  committee  of  the  board,  consisting  of  the 
superintendents  of  buildings,  recommended  the  dismissal 
of  the  petition. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 


546-22-S. 

PETITIONER — 'Wayne  Oil  Tank  and  Pump  Co. 

SUB  TECT— Cut  No.  3625  Burner. 

APPEARANCES' — None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
at  2  p.  m. 


547-22-S. 

PETITIONER— Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cuts  Nos.  4055  and  4060  Automatic  Oil  Cut 
Off  Valves. 

APPEARANCES' — None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
at  2  p.  m. 


830-22-S. 

PETITIONER— Northern  Fire  Apparatus  Co. 

SUB  TECT — Approval  of  the  Northern  Rotary  Pump. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
at  2  p.  m. 


839-22-S. 

PETITIONER — Cornell  Vacuum  Burner  Company,  Inc. 
SUBJECT — Approval  of  Cornell  Vacuum  Burner. 
APPEARANCES— 

For  Petitioner:  E.  Edward  Hoffman. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
pending  report  of  committee  of  inspection. 


840-22-S. 

PETITIONER — Dean  Brothers. 

SUB  TECT — Approval  of  Dean  Bros.  Duplex  Steam  Pump. 
APPEARANCES1— None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
pending  test  and  report  of  fire  department. 


680-22-S. 

PETITIONER — Jewell  Electrical  Instrument  Co. 
SUBJECT — Milliammeter  for  measuring  current. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
pending  test  and  report  of  fire  department. 


447-22-S. 

PETITIONER— The  H.  J.  M.  Howard  Mfg.  Co. 
SUBJECT — Approval  of  water  pressure  reducing  valves. 
APPEARANCES' — None. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1922, 
pending  test  and  report  of  fire  department. 


01 0-2:2- S. 

PETITIONER — C.  D.  Crocker  Specialty  Co. 

SUBJECT— Approval  of  Crocker  Automatic  and  Hand 
Release  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19  1922, 
at  2  p.  m. 


799-22-S. 

PETITIONER— M.  E.  Reiburn. 

SUB  TECT— Kennell  Gas  Cut  Off  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  19.  1922, 
at  2  p.  m. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the 
Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for  the  Plumbing  Rules 
Is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  addressed.  Four  cents  postage  required. 

William  J.  O’Gorman,  Secretary. 


RULES  ADOPTED 


RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

-STANDPIPE”— “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
j4-inch  or  by  permission  of  the  Fire  Commissioner  ]/&- inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 
in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
and  printed  on  cloth  in  size  8)4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 


manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  thac  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted, 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 
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(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of*the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation: — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 


to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  latge  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank.— Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE,  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 
is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line  ' 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 
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Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Boaid  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  horn  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 


Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  lithargje  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line'  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch.  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 


879 


RULES  ADOPTED 

\ 


street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required : 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  From  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 

Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 


and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  .shall  have  a  Si¬ 
amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  l/s  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  Siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  Siamese 
may  be  4  in.  In  each  line  between  the  Siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  Siamese  and  its 
check  valve  there  shall  be  placed  either  a  l/2-in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  54-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 


Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3)4  in! 
x  3  y2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  )4-in.  open  drip  without  valve 
or  cock,  or  a  54'in-  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  Siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 


Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2)4  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 
mination  of  every  second  riser  shall  be  a  2l/2  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2)4  in.  Fire  Department  cap. 


880 


RULES  ADOPTED 


Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  Vi  in.  open  drip  extending  to  a  sink  or  a  Ya  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2^4  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2 J4  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1)4  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2)4  in.  x  1)4  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1  Yh  in.  in  diameter. 

All  l)4-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  )4  in.  nor  more  than  54  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  mav  be  more  than  50  ft.  in  length 
except  bv  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
svstem  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart- 
men'  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
.  letters  not  less  than  2)4  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 


permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner.  on  2)4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF.ERECTKDN. 
In  buildings  in  course  of  crecticn  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point.  , 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 

each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction,  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  s’ipply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply.  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe,  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every,  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall .  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav- 
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ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shalL  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  SO  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat.  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  bv 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply.  Gas  and  Electricity,  or  a  tvpe  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2V2  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  Rss  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2 V2  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  JO  ELECTRIC 
ALARM.  The  hieh  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  svstem. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and  the- in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 


Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con¬ 
trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses .  wLere  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  ^  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  yertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with- 
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in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 Y*  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 

in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8.  Straight  run  globe  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  .  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  -seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 


3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  %  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  Tuesday  afternoon,  July  11,  1922, 
as  they  appeared  in  Bulletin  No.  29,  Vol.  VII,  are  hereby 
corrected  as  follows: 

THE  RESOLUTION : 

(633-22-S) 

Whereas,  Samuel  Rosenblum,  for  George  M.  Walsh, 
owner,  filed,  May  1st,  1922,  a  petition,  with  the  board,  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  _ in  an  order  of  the  fire 
commissioner,  affecting  premises  305  East  60th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  as  per  section  79-B-l  and 
79-C-l  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  *  *  *. 

“No  passageway  termination  of  fire  escape  to  street.  ; 

and  .  f 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  62  ft.  in  area;’  occupied,  1st  story,  ma¬ 
chine  shop,  3  persons ;  2nd  story,  coat  mfg.,  4  persons ; 


3rd  story,  upholsterers,  5  persons ;  4th  story,  mfg.  dresses, 
14  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story  with 
scuttle  and  ladder  to  roof,  enclosed  in  metal  covered  wood 
partitions  with  wood  doors  at  openings ;  with  metal  cov¬ 
ered  sash  doors  glazed  with  plain  glass  at  the  openings ; 
a  fire  escape  on  the  rear  of  the  building  with  stair  and 
landing  to  roof  and  fixed  stair  to  yard  and  egress  from 
yard  through  first  story  hall  and  through  first  story  hall 
of  adjoining  building;  and 

Whereas,  petitioner  proposes  to  provide  a  balcony  at 
window  of  top  story  hall  to  connect  with  existing  balcony 
of  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
item  No.  1,  on  condition  that  the  fire  escape  balcony  be 
extended  to  include  the  window  of  the  top  story  hall, 
that  a  double  rung  ladder  be  provided  and  a  counterbalanced 
scuttle  in  the  roof,  and  granted  as  to  item  No.  2,  on  con¬ 
dition  that  the  occupancy  on'  the  top  story  shall  be  lim¬ 
ited  to  10  persons. 

*Correction — Word  “10th”  in  next  to  last  line  of  resolu¬ 
tion  changed  to  “top.” 
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SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  July  27,  1922  .  991 

Restored  to  calendar  .  '78 

Miscellaneous  Actions. 

Requests  to  reopen  .  105 

Requests  to  amend  .  17 

Requests  for  modification  .  12 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  . 15 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1629 

Disposed  of  . 1220 

Cases  pending  July  27,  1922  .  409 


DISPOSITION  OF  CASES. 

Withdrawn  .  84 

Dismissed  .  107 

Denied  .  168 

Granted  .  84 

Granted  on  condition  .  591 

Appliances  approved  .  20 

Appliances  disapproved .  6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  95 

Requests  to  reopen  denied  . 9 

Requests  to  amend  granted  .  17 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  11 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  15 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn  .  1 


Total  . 1220 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 
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This  issue  of  the  Bulletin  contains,  in  the  order 
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Call  of  Clerk’s  Calendar. 

The  Calendar. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  int<  r- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
ana  will  be  called  in  Room  919,  on  Tuesday,  September  12 
1922,  at  2  o'clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  19,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  August  3,  1922. 


Cal.  No. 

Department 

Order  No. 

1014-22 -BZ. . . 

. B.B.Bx . 

.No.  2186-1922 
i 

1013-22-BZ. . . 

. JB.B.Bx . 

.NB  2152-1922 

. C  7233 

. LC  13084 

. LC  12987 

....LC  12916 

1008-22-S . 

H.D.  ...99-101  Bedford  ave.,  Bklyn. 

i  AA7  99  T5  7 

B  B  Bx . 

..Alt.  577-1921 

1006-22-S - 

F  D.  . .  .Variation  of 

the  Labor  Law 

1005-22-BZ... 

. B.B.Bx . 

..Alt.  285-1922 

....Alt.  94-1921 

. LC  13033 

....LC  13205 

. LC  3416 

. LC  7620 

non  9?  R7 

. NB  12131-1922 

. LC  73355 

997-22-S . 

. B.B.M.  .. 

..164  West  22nd  st.;  Man. 

nn<  99  B7 

. LC  73371 

one  gg  B 7 

. .  ...LC  73269 

994-22 -A . 

. B.B.Bx.  . 

. Alt.  408-22 

OOl 

. LD  36637 

992-22- S . 

. LD  36963 

Restored  to  Calendar. 


562-22- A 

. . .  .F.D . 

. Alt.  1095-19 

203-22-A 

. F  28912 

1  552-21 -BZ 

. LC  62919 

1017-21- A. 

. F  22796 

930-21-BZ — 

. Alt.  1764-21 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . . . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  Board  of  Appeals  and  the 
Board  of  Standards  and  Appeals  will  hold  no  hearings 
during  the  month  of  August.  That  the  next  regular  meet¬ 
ings  of  both  Boards  will  be  held  on  September  12,  1922,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the 
same  date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

786-22-BZ. 

APPLICANT — John  Schwalbenberg,  for  A.  Shereshevsky, 
owner. 

PREMISES — 1331  Franklyn  avenue,  The  .  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  stable. 

855-22-BZ. 

APPLICANT — Wm.  A.  Blecher,  for  Louis  Tuffano, 
owner. 

PREMISES — North  side  Rockaway  boulevard,  58:28  ft. 
west  of  102nd  street,  Ozone  Park,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 

797-22- BZ. 

APPLICANT— Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

PREMISES— West  side  Fresh  Meadow  road.  245.08  ft 
south  of  Norwood  avenue,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  3 
blacksmith  shop. 

498-22-BZ. 

APPLICANT — Rabenold  and  Scribner,  for  William  Dein 
inger,  owner. 

PREMISES— 3240-3256  Bronx  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  of  J 
two-story  existing  bakery  building. 

544-21-BZ. 

APPLICANT— Wm.  S.  Lee,  for  Annie  E.  Lee,  owner. 

PREMISES— 91-93  Hope  avenue,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  a  repai 
shop  and  garage  for  more  than  five  cars. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22-A — 1580  Washington  avenue,  The  Bronx. 
380-22-A— 40-44  Rodney  street,  Brooklyn. 

390-22-A — 303  Cherry  street,  542  Water  street,  Manhattai 
618-22- A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 
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804-22-A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A — 361-373  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22-A — 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

831-22-A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
^venue,  Richmond. 

562-22-A — 615-621  West  57th  street,  Manhattan. 

844-22- A — 242-252  West  36th  street,  Manhattan. 

'794-22-A — 225-229  West  39th  street,  Manhattan. 

795-22-A — 79  East  130th  street,  78  East  131st  street,  Man¬ 
hattan. 

854-22-A — 558-570  West  34th  street,  Manhattan. 

3S7-22-A — 22  Queen  street,  Long  Island  City. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

263-22-A — 261-262  South  street,  Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  12,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  22-22-BZ — Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  John  T. 
McCarthy,  applicant,  on  behalf  of  Ellen 
I.  McCarthy,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  east  side  Spuyten  Duyvel  road, 
132.32  ft.  north  of  230th  street,  The 
Bronx. 

cal.  no.  S16-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Feldmann  and  George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 
cal.  no.  297-22-BZ — -Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes;  oremises  19-21  Bor¬ 
row  street,  Manhattan. 

cal.  no.  631-22-BZ— Application,  May  1,  1922,  under  the 
building  zone  resolution,  of  Morris 
Baxerman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage ;  premises  646 
Crotona  parkway,  south,  The  Bronx. 
CAL.  NO.  740-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  William 
Lawrence  Bottomley,  applicant  and 
owner,  to  permit  in  a  B  area  residence 
district  the  omission  of  a  rear  yard ; 
premises  112  East  55th  street,  Man¬ 
hattan. 

cal.  no.  779-224BZ — Application,  June  3,  1922,  under  the 
building  zone  resolution,  of  Chas. 
Kreymborg,  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 
ing;  'premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 


cal.  no.  842-22-BZ— Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 

cal.  no.  886-224BZ— Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  Murga- 
troyd  &  Ogden,  architects,  on  behalf 
of  Allerton  38th  Street  Co.,  Inc.,  own- 
er,  to  permit  in  a  “B”  area  district  the 
construction  of  an  outer  court  under 
the  height  regulations,  disregarding 
the  length;  premises  14-22  East  38th 
street,  Manhattan. 

cal.  no.  555-22-BZ— -Application  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles :  premises  359-363  Pulaski 
street:,  Brooklyn. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S— 324  Fifth  avenue,  Manhattan. 

805-22-S  508  West  24th  street,  Manhattan. 

841-22-S  53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

662-22-S— 126  West  42nd  street,  129  West  41st  street 
Manhattan. 

823-22-S— 59  Crosby  street,  Manhattan. 

291-22-S  108  East  16th  street,  Manhattan. 

719-22-S  North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

578-22-S— 125-131  Canal  street,  Manhattan. 

815-22-S— 136-140  West  23rd  street,  Manhattan. 
870-22-S— 438-442  East  166th  street,  The  Bronx. 

332-22-S  246-250  Canal  street,  Manhattan. 

648-22-S  362-372  Second  avenue,  Manhattan. 

1 21-22-S  65-67  Grand  street,  Brooklyn. 

843-22-S — 471  Fifth  avenue,  Manhattan. 

859-22-S  118  West  21st  street,  Manhattan. 

873-22-S  24  East  55th  street,  Manhattan. 

904-22- S  154  West  Broadway.  Manhattan. 

915-22-S— Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

Appliances  Submitted  for  Approval. 

112-22- S— Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S— The  Williams  OiLO-Matic  Fuel  Oil  Burner 
approval  of. 

938-22-S— The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

233-22-S  Nokol  Automatic  Heater,  approval  of. 
839-22-S— Cornell  Vacuum  Burner,  approval  of. 
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BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A — 254-256  Front  street,  Manhattan. 

868- 22- A — 254  Front  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

287-22-A— 124  East  20th  street,  Manhattan. 

755-22- A — 404-412  East  104th  street,  Manhattan. 

874- 22-A— 419  East  23rd  street,  Manhattan. 

875- 22- A— 8-12  Wall  street,  Manhattan. 

888-22-A — Barren  Island,  Brooklyn. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

293-22- A — 275  Water  street,  Manhattan. 

1017-21-A — 416-424  East  19th  street,  Manhattan. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

739-22-A _ 429-459  West  15th  street,  450-460  West  16th 

street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins.  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 
North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  .on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 


cal.  no.  876-22-BZ— Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Ruthie 
Realty  Company,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
of  a  public  garage;  premises  60-82 
Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

cal.  no.  836-22-BZ— Application,  June  16, _  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Aaron  Miller,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
theatre  building;  premises  northwest 
corner  Burnside  avenue  and  Harrison 
avenue,  The  Bronx. 

cal.  no.  858-22-BZ — Application,  June  26,  1922,  under  the 
building  zone  resolution,  of  Harrison 
C.  Wiseman,  applicant,  on  behalf  of 
Samuel  Wolf  man,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building;  premises  524- 
532  Eastern  parkway,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

701-22-BZ. 

APPLICANT— August  ICroepke,  owner. 

PREMISES— 2261  Powell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 

821-22-BZ.  #  1 

APPLICANT— Charles  M.  Spindler,  for  Edward  W.  Pica, 
owner. 

PREMISES— 190  Varick  street,  57  King  street,  Manhat¬ 
tan. 

TO  PERMIT  in  an  unrestricted  district  the  maintenance 
of  a  garage  for  more  than  five  motor  vehicles  on 
the  same  street  with  a  public  school. 

919-22-BZ. 

APPLICANT— Wesley  E.  Bryde,  owner. 

PREMISES— 3065  Perry  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  three-car  garage. 


cal.  no.  605-22-BZ— Application,  April  24,  1922,  under  the  ' 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  CataMo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

calL  no.  621-22-BZ— Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 


930-21-BZ. 

APPLICANT— Frederick  J.  Dassau.  . 

PREMISES— West  side  182nd  place,  47  ft.  8  in.  south  ot 
Fulton  street,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  milk  distributing  station  and  stable. 

1552-21-BZ. 

APPLICANT— Edward  F.  Hammel,  for  Beatrice  Free¬ 
man,  owner. 

PREMISES— 718-720  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop. 

728-22-BZ. 

APPLICANT— R.  Thomas  Short,  for  Thomas  A.  Clarke, 
owner. 

PREMISES— 15-27  Bedford  Place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection* of  a  garage 
for  more  than  five  motor  vehicles. 
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965-22-BZ. 

APPLICANT — New  York  Telephone  Co.,  owner. 

PREMISES — 126-130  Orchard  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  of  a  tele¬ 
phone  exchange  building  with  the  omission  of  a  rear 
yard  and  court  as  required  by  the  Zoning  Reso¬ 
lution. 

927-22-BZ. 

APPLICANT — Frederick  Johnson,  for  M.  E.  F.  Corpor¬ 
ation,  owner. 

PREMISES — North  side  Westchester  avenue,  97.11  ft. 
east  of  Stebbins  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  building. 

853-22-BZ. 

APPLICANT— Bly  &  Hamann,  for  Diedrich  Wilkins  & 
John  Haar,  owners. 

PREMISES — 810  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September*  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22-S — 542-544  Fifth  avenue,  Manhattan. 

808-22- S — 90  East  10th  street,  Manhattan. 

852-22- S — 36  Bond  street,  Manhattan. 

924- 22-S — 519  West  34th  street,  Manhattan. 

925- 22-S — 204  West  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

548-22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22- S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-S — Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22-S  — Maxon  Automatip  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  —Crocker  Gas  Valve,  approval  of. 

799-22- S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
802-22-A — 3257  Atlantic  avenue,  Brooklyn. 
838-22-A — 373-379  East  151st  street,  The  Bronx. 


848-22-A — 15-17  West  44th  street,  Manhattan. 

864- 22-A — 296  Hudson  avenue,  Brooklyn. 

865- 22-A — 569  Hudson  street,  Manhattan. 

872-22-A— 267  Coles  lane,  The  Bronx. 

880-22- A — 55  Third  street,  Brooklyn. 

885-22-A — 183  East  80th  street,  Manhattan. 

900- 22-A— 332-344  West  44th  street,  Manhattan. 

901- 22-A — 1513-1517  Second  avenue,  Manhattan. 

903-22- A — 538-64  Johnson  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  295-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 
cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  660-22-BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop ;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  1172-21-BZ— Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  717-22-BZ — Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 
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cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  8G0-22-BZ — Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  26,  1922,  at  2  p.  m. 
Petitions  for  Variations. 

941- 22-S — 34  New  Bowery,  Manhattan. 

942- 22-S— 210  East  26th  street,  rear,  Manhattan. 
944-22-S— 335-337  Fulton  street.  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22- A — North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

91 1- 22-A— 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A — 445-455  Van  Brunt  street,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 

916-22-A — 79-81  Grand  avenue,  Brooklyn. 

921-22-A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of. 
Kimball  avenue,  Queens. 

943-22-A — 801  7th  avenue,  Manhattan. 

899- 22- A— South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

948- 22-A — 801  Seventh  avenue,  Manhattan. 

949- 22- A — Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 

away  Beach,  Queens. 

95 1-22-A. — 125  Morningside  avenue,  Manhattan. 

953-22-A — 735  Bedford  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  6,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan 


352-21 -A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21- A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

15S5-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21- A — 513-523  West  24th  street,  Manhattan. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22- A — 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  13,  1922,  at  10  a.  in. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19- A— Pier  15,  North  River,  Manhattan. 

879- 19-A— -Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 
S82-19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

8S6-19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-b.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 
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269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  3.4,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

312-20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E.  streets,  Brooklyn. 

353-20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 


422-20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423-20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-2I-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  M?;n  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook- 

;  lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 


BOARD  OF  APPEALS 


SPECIAL  MEETING. 

THURSDAY  AFTERNOON,  JULY  27,  1922, 
Present :  Chairman  Walsh,  Messrs.  iBeatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Martin. 


BUILDING  ZONE  CASES. 

746-22-BZ. 

APPLICANT — Max  Salomon,  applicant,  for  Estate  of 
Lambert  Quackenbush,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  basement  and  twoi-story  garage  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1760-1766  Park  avenue,  73-77 
East  122nd  street,  Manhattan. 

APPEARANCES — 

For  Applicant:  Max  Salomon. 

For  Opposition:  Charles  M.  Early,  George  P. 
Foulk,  G.  L.  Maggio,  Nicholas  F.  Walsh,  Mrs. 
Petrie. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty  and  Kearney  ...  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 


Kerby  and  Holland  .  4 

Absent:  Fire  Chief  Martin  .  1 

THE  RESOLUTION: 

(746-22-BZ) 


Whereas,  Max  Salomon,  for  Estate  of  Lambert  S. 
Quackenbush,  Herbert  C.  Bertine,  Executor,  filed,  May 
25,  1922,  an  application,  under  the  building  zone  resolution, 
o  permit  in  a  business  district  the  erection  and  maintenance 
)f  a  garage  for  storage  of  more  than  five  motor  vehicles ; 
>remises  1760-1766  Park  avenue  and  73-77  East  122nd 
itreet,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
>y  the  board  of  appeals,  at  its  special  meeting,  July  27, 
.922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Park  avenue  is  a  business 
listrict  and  122nd  and  123rd  streets  are  residence  districts; 
.nd 

Whereas,  the  decision  of  the  superintendent  of  build- 
ngs  rendered  May  10,  1922,  in  acting  on  amendment  to 
L  B.  No.  562-1921,  reads: 


1.  New  garage  building  to  be  used  as  a  public 
garage  in  a  business  district  is  prohibited  (article  II, 
Zoning  Resolution.).”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  2  stories  in  height  with  a  frontage  of  80  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  there  was  general  and  decided  opposition  to 
the  granting  of  this  application  on  the  part  of  neighboring 
property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


788-22-BZ. 

APPLICANT — J.  Sarsfield  Kennedy,  architect,  on  behalf  of 
Rebecca  Bell,  owner. 

.SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  public  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 3907-3911  4th  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Joseph  S.  McGarry,  John  T. 
Riggs. 

For  Opposition:  John  Tilger,  representing  Board 
of  Education;  Anthony  Horn,  Leonard  H. 
Goddard,  Julius  Gargano'.  Steve  DePropries. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton  and 

Kerby  .  3 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  and  Fire  Chief  Martin  .  4 

Absent  . 0 


THE  RESOLUTION: 

(788-22-BZ) 

Whereas,  J.  Sarsfield  Kennedy,  for  Rebecca  Bell,  owner, 
filed,  June  5,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  storage  of  more  than  five 
motor  vehicles;  premises  3907-3911  Fourth  avenue,  Brook¬ 
lyn;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  27,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  4th  avenue  and  39th  street 
are  business  districts  and  40th  street  is  a  residence  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  27,  1922,  in  acting  on  Application  No.  3695 
reads : 

“Denied — Proposition  contrary  to  Zone  Resolution, 
Art.  II,  Sec.  4,  Public  Garage  for  more  than  five  cars 
in  a  business  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  2  stories  in  height  with  a  frontage  of 
56  ft.  3  in.  and  a  depth  of  100  ft.;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


742-22-BZ. 

APPLICANT— John  DeHart  for  John  H.  Degenhardt, 
owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the  erec¬ 
tion  of  a  public  garage. 

PREMISES  AFFECTED— 318  Carroll  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  De  Hart. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(742-22-BZ) 

.  Whereas,  John  De  Hart,  for  John  H.  Degenhardt,  own¬ 
er,  filed,  May  25,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  the  extension  from  an  unrestricted  dis¬ 
trict  into  a  business  district  of  a  proposed  garage  for 

more  than  five  motor  vehicles;  premises  318  Carroll  street, 

Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  special  meeting  July  27,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Carroll  and  First  streets  are 
unrestricted  districts  and  Hoyt  street  is  a  business  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  19,  1922,  in  acting  on  N.  B.  App.  No.  1325-1921,  reads: 
“Garage  for  more  than  five  cars  may  not  be  per¬ 
mitted  at  this  location  which  is  in  an  unrestricted  dis¬ 
trict  extending  into  a  business  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  20  ft.  and 
a  depth  of  85  ft.,  to  be  occupied  as  a  garage  for  more  than 
5  motor  vehicles;  the  lot  being  in  the  unrestricted  dis- 
ricted  and  in  the  business  district.  The  use  district  line 
dividing  the  property  in  equal  parts ;  and 

Whereas,  the  property  was  in  one  ownership  on  July 
25  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  northerly 


gable  wall  be  unpierced  throughout  its  entire  height  and 
length  and  that  the  front  elevation  be  faced  with  front 
brick  and  stone  trimmings. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  six  months  and  the 
building  completed  within  one  year  from  the  date  of  this 
action. 


807-22-BZ. 


APPLICANT — Victor  Baking  Company,  lessee. 

SUBJECT — Application  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  erection 
of  a  business  building. 

PREMISES  AFFECTED — 302  Hillside  avenue,  Jamaica, 
Queens. 


APPEARANCES— 


For  Applicant :  Nathan  Nasoff. 

For  Opposition:  Mrs.  Nettie  Nager,  Minnie  F. 
Wiley,  Joseph  F.  Gwydir,  Herbert  A.  O’Brien. 
ACTION  OF  BOARD — Application  denied. 


THE  VOTE— 

Affirmative :  Mr.  Holland  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  . 6 

Absent  .  0 


THE  RESOLUTION: 

(807-22-BZ) 

Whereas,  Victor  Baking  Company,  for  Maxthan  Realty 
Co.,  Inc.,  owner,  filed,  June  10,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  the  maintenance  of 
the  extension  of  an  existing  business  building,  in  a  resi¬ 
dence  district;  premises  302  Hillside  avenue.  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  special  meeting  July  27,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hillside  avenue  is  a  business 
district  and  Willett  avenue  and  153rd  street  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  26,  1922,  in  acting  on  N.  B.  Plans  No. 
3899-11922,  reads : 

“The  extension  of  a  business  building  in  a  residence 
district  is  prohibited  by  Zoning  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  1  story  in  height  with  a  frontage  of  16  ft.  and  a 
depth  of  71  ft.  3  in.,  occupied  as  a  bakery.,  it  is  proposed 
to  erect  a  one-story  extension  extending  31  ft.  3  in.  into  the 
residence  district;  and 

Whereas,  there  was  general  and  decided  opposition  to 
the  granting  of  this  application  on  the  part  of  neighboring 
property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


884-224BZ. 

APPLICANT— William  F.  Doyle,  for  Harry  Strolovitz, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  to  existing  garage. 
PREMISES  AFFECTED— 2094-2104  Union  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle,  Harry  Strolo¬ 
vitz. 

For  Opposition:  C.  E.  Wolfe,  A.  M.  Bush,  Louis 
Fagin,  Herman  Kronenberg,  Louis  Hurtes  and 
Martin  C.  Burns. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Martin  . 6 

Negative:  Mr.  Kearney  .  1 

Absent  .  0 


THE  RESOLUTION: 

(884-22-BZ) 

Whereas,  William  F.  Doyle,  for  Harry  Strolovitz,  own¬ 
er,  filed,  June  30,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  exten¬ 
sion  in  area  to  an  existing  garage  building  for  storage  of 
more  than  five  motor  vehicles ;  premises  2094-2104  Union 
street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Union  street  is  a  residence 
district  and  Sutter  and  Blake  avenues  are  business  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  26,  1922  in  acting  on  App.  No.  767-1922,  reads: 

“Proposition  for  the  extension  of  garage  not  permit¬ 
ted  at  this  location,  which  is  a  residence  zone.  Appeal 
may  be  taken  to  the  Board  of  Appeals.  Examination 
made  as  to  zone  only  no  other  examination  made  at 
this  time”; 

and 

Whereas,  the  existing  extension  is  of  non-fireproof  con¬ 
struction,  1  story  in  height  with  a  frontage  of  50  ft.  and 
a  depth  of  100  ft. ;  proposed  extension  to  be  of  non-fire¬ 
proof  construction,  1  story  in  height  with  a  frontage  of  50 
ft.  and  a  depth  of  100  ft. ;  and 

Whereas,  this  property  was  in  one  ownership  on  July 
25.  1916,  and  there  existed  on  these  premises  a  garage  for 
more  than  5  motor  vehicles  at  that  time  which  garage  still 

exists.  1  1 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  side  and 
rear  walls  of  the  proposed  extension  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  the  new  addition 
and  the  existing  garage  be  built  fireproof  throughout ;  that 
the  front  wall  be  erected  of  face  brick  and  cut  stone,  in 
keeping  as  to  design  and  material  with  the  existing  garage 
on  these  premises,  and  that  the  application  be  granted  only 
on  condition  that  the  existing  garage  is  operating  under 
a  duly  authorized  permit. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  be  obtained  within  six  months  and 
the  building  completed  within  one  year  from  the  date  of 
this  action.  '  1 


889-22-BZ. 

APPLICANT— C.  IB‘.  J.  Snyder,  for  City  of  New  York 
(Board  of  Education),  owner. 

SUBJECT— Application  to  permit  in  a  one  time  district 
the  erection  of  a  high  school  building  exceeding 
the  height  renuirements  of  the  zoning  law. 

PREMISES  AFFECTED— 1601-1695  80th  street,  Brook¬ 
lyn.  1  : 

APPEARANCES— 

For  Applicant:  Charles  Tilgner. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted. 

THE  VOTE—  n 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty. 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Martin  .  ® 

Negative  .  ® 

Absent:  Mr.  Kearney  .  1 


THE  RESOLUTION: 

(889-22-BZ) 

Whereas,  C.  B.  J.  Snyder,  for  City  of  New  York,  Board 
of  Education,  owner,  filed,  June  30,  1922,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  one  time 
height  district  the  erection  of  a  school  building  exceeding 
the  height  limit  imposed  by  the  zone  resolution ;  premises 
1601-1695  80th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  27,  1922, 
after  due  notice  bv  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  80th,  79th  streets  and  16th 
avenue  are  one  times  height  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  12,  1922,  in  acting  on  N.  B.  Plan  No.  10347- 
1922,  reads : 

“Contrary  to  Art  3. — Zone  resolution — as  to  height.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  5  stories  in  height  with  a  frontage  of  223  ft. 
4  in.  and  a  depth  of  194  ft.  8  in.,  to  be  occupied  as  a  pub¬ 
lic  high  school,  the  street  wall  of  two  wings  on  79th  street 
exceeding  in  height  the  limitations  of  the  building  zone 
resolution ;  and 

Whereas,  there  would  be  great  hardship  in  preventing  the 
applicant  from  constructing  the  building  as  proposed  owing 
to  the  location  of  class  rooms,  the  architectural  treatment  of 
the  elevation  and  the  frontage  affected  is  only  a  small  por¬ 
tion  of  the  entire  frontage  and  the  remainder  of  the  street 
wall  is  lower  than  the  height  limitations  of  the  zoning  reso¬ 
lution. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted. 


■  695-22-IBZ. 

APPLICANT — Harold  G.  Dangler,  for  Charles  G.  Lewnes, 
i  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  of  a  store  building. 
PREMISES  AFFECTED — 192-194  Prospect  Park  West, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  G.  Dangler,  Charles  G. 
Lewnes. 

For  Opposition:  None. 

ACTION  OF  BOARD' — 'Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin  .  7 

Negative  . 0 

Absent  .  0 


..  THE  RESOLUTION: 

(695-22-BZ) 

Whereas,  Harold  G.  Dangler,  for  Charles  G.  Lewnes, 
owner,  filed,  May  15,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the  ex¬ 
tension  in  area  of  an  existing  business  building,  premises 
192-194  Prospect  Park  West,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  27,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Prospect  Park  West  and 
14th  street  are  residence  districts  and  15th  street  is  a  busi¬ 
ness  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  5,  1922,  in  acting  on  App.  3693-22,  reads: 
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“The  following  objections  have  been  filed  by  the 
examiners  ‘contrary  to  Zone  Resolution,  Art.  2.’  ; 

and 

Whereas,  the  proposed  addition  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  6  ft.  2  in. 
and  i  depth  of  56  ft.  7  in.,  to  be  occupied  as  stores.;  and 

Whereas,  the  entire  property  was  in  this  one  owner¬ 
ship  on  July  25,  1916,  and  under  the  provisions  of  section 
7,  subdiv.  A,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  zoning  re¬ 
strictions  as  to  area  and  yard  requirements  be  maintained. 


751-22-BZ. 

APPLICANT — George  H.  Wolin,  for  Brooklyn  Edison 
Co.,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  and  loft  building. 
PREMISES  AFFECTED— 323-341  4th  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  A.  Byrne. 

For  Opposition:  John  H.  Young. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(751-22-BZ) 

Whereas,  George  H.  Wolin,  for  Brooklyn  Edison  Co., 
Inc.,  owner,  filed,  May  27,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  storage  of 
more  than  five  motor  vehicles;  premises  323-341  Fourth 
avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fourth  Avenue,  3rd  street 
and  4th  street,  are  business  districts ;  and 

Whereas',  the  decision  of  the  super' ffendent  of  buildings, 
rendered  May  25.  1922,  in  acting  on  App.  9299-1922,  reads: 

“Denied — Proposition  contrary  to  zone  resolution. 

Art.  2,  Sec.  4.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  6  stories  in  height  with  a  frontage  of  190  ft. 
and  a  depth  of  297  ft.  10*4  in.,  to  be  occupied  as  a  garage 
for  more  than  5  motor  vehicles  in  the  two  lower  stories 
and  for  the  storage  of  electrical  materials  and  supplies 
above;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  84^4  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  any  vehicular 

entrance  shall  be  restricted  to  the  Fourth  avenue  front 

of  the  building;  that  the  Fourth  avenue  and  Third  street 
elevations  of  this  proposed  building  shall  be  finished  in 
face  brick  and  stone  trimmings;  that  the  garage  use  of  the 

premises  shall  be  restricted  to  the  conduct  of  the  busi¬ 

ness  of  the  owner  and  for  vehicles  in  its  ownership. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


772-22-BZ 

APPLICANT — William  Jung,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  erec¬ 
tion  of  8  individual  garages. 

PREMISES  AFFECTED — 1295-0.299  Decatur  street, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Jung. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Martin  . ' .  6 

Negative  . . .  0 

'Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(772-22-BZ) 

Whereas,  William  Jung,  owner,  filed,  June  1,  1922,  an 
application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles ;  premises  1295- 
1299  Decatur  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Decatur  street  is  a  residence 
district  and  Knickerbocker  and  Wilson  avenues  are  busi¬ 
ness  districts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  27,  1922,  in  acting  on  App.  No.  8717-1922, 
reads : 

“In  the  matter  of  Application  No.  8717-1922,  Loca¬ 
tion  1295-1299  Decatur  St.,  N.  S.  90  ft.  W.  of  Knick¬ 
erbocker  Ave.  The  following  objections  have  been 
filed  by  the  examiners ;  Denied  Proposition  Contrary  to 
Zone  Law,  Art.  2,  Sec.  3.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  30  ft. 
and  a  depth  of  18  ft.  and  70<  ft.  irregular,  to  be  occupied 
for  eight  individual  garages ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application, 
be  and  it  hereby  is  granted  on  condition  that  the  proposed 
structure  be  restricted  to  eight  (8)  individual  garages,  space 
in  which  may  be  leased  only  to  individual  owners,  for  au¬ 
tomobiles  of  the  pleasure  car  type ;  that  the  rear  gable  wall 
shall  be  unpierced  throughout  its  entire  height  and  length ; 
that  the  front  elevation  on  Decatur  street  shall  be  finished 
with  face  brick  and  stone  trimmings,  and  that  all  permits 
necessary  for  the  prosecution  of  the  work  be  obtained  with¬ 
in  six  months  and  the  building  finished  within  one  year 
from  the  date  of  this  action. 

Resolved,  further,  that  the  granting  of  this  application 
shall  in  no  way  act  as  a  basis  for  an  application  for  a 
public  garage  on  these  premises. 


555-22-BZ. 

APPLICANT — Edward  B.  Hittlemann,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  conversion  of  a  public  stable  into  a  garage. 

PREMISES  AFFECTED— 359-363  Pulaski  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Louis  Allmendinger. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  12,  1922, 
to  amend  to  Section  7-G. 
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764-22-BZ. 

APPLICANT— John  Stahl,  owner. 

SUBJECT  Application  to  permit  in  a  residence  district 
the  erection  of  a  3-story  business  building. 
PREMISES  AbFECTED — 4561  Richardson  avenue,  4761 
White  Plains  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  William. W.  Pennfield. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Martin  .  6 

Negative  .  0 

Absent:  Mr.  Holland . ].  1 


THE  RESOLUTION: 

(764-22-BZ) 

Whereas,  John  Stahl,  owner,  filed,  May  31,  1922,  an  ap¬ 
plication  under  the  building  zone  resolution,  to  permit  the 
extension  from  a  business  district  into  a  residence  district 
of  a  storage  warehouse  building;  premises  4761  White 
Plains  road,  The  IBronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  special  meeting,  July  27,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  White  Plains  road  is  a  busi¬ 
ness  district  and  Richardson  avenue  and  242nd  street  are 
residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  13,  1922,  in  acting  on  Alt.  App.  No.  82- 
1922,  reads : 

“1.  Proposed  extension  of  business  building  into 
residence  district  is  contrary  to  provisions  of  the  Build¬ 
ing  Zone  Resolution.”; 
and 

Whereas,  the  building  is  of  non-fireproof  construction,  3 
stories  in  height  with  a  frontage  of  50  ft.  and  a  depth  of 
63.57  ft.,  it  is  proposed  to  erect  a  3-story  and  basement 
fireproof  addition  at  the  rear,  42  ft.  by  60  ft.  in  area,  irregu¬ 
lar;  4  stories  in  height  to  be  occupied  as  a  storage  ware¬ 
house;  and 

Whereas,  the  property  was  in  one  and  the  same  owner¬ 
ship  on  July  25,  1916,  and  under  the  provisions  of  section 
7  subdivision  A  and  B  of  the  building  zone  resolution  the 
board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  elevation  on  Rich¬ 
ardson  avenue  be  finished  with  face  brick  and  stone  trim- 
mings ;  that  there  be  no  vehicular  nor  business  entrance  or 
exit  (other  than  an  emergency  fire  exit,  three  feet  eight 
inches  in  width),  on  Richardson  avenue. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  six  months 
and  the  building  completed  within  one  year  from  the  date 
of  this  action. 


1051-21-BZ. 

APPLICANT — Albert  M.  Yuzzolino,  for  Gerd.,  Helen  and 
Henryette  Henjes,  owners. 

SUBJECT — Application  for  rehearing  of  an  application 
previously  dismissed  to  permit  in  a  business  district 
the  erection  of,  a  public  garage  and  repair  shop. 
PREMISES  AFFECTED— 1820-1830  Cropsey  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Herz. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  'resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  0 

Absent  . '  '  q 

THE  RESOLUTION : 

(1051-21-BZ) 

Whereas,  John  Linn,  for  Gerd.  H.  Henjes,  Helen  Henjes 
and  Henryette  Henjes,  owners,  filed,  Sept.  23,  1921,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in 
e  business  district  the  erection  of  a  garage  and  repair 
shop  for  more  than  5  motor  vehicles ;  premises  1820-1830 
Cropsey  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  15, 
1921,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cropsey  avenue  and  Bay 
19th  street  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Sept.  17,  1921,  in  acting  on  N.  IB.  No.  3573- 
1921,  reads : 

“Denied.  Contrary  to  Zone  Resolution,  Ak.  II,  Sect 

4. 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  60  ft. 
and  a  depth  of  96  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles  and  a  motor  vehicle  repair  shop- 
and 

Whereas,  this  application  was  denied  by  the  board  at  its 
meeting,  November  15,  1921,  and  applicant  requested  a  re¬ 
opening  of  this  case  which  request  was  granted  by  vote 
of  the  board;  and 

Whereas,  there  existed  on  these  premises  on  July  25, 
1916,  a  stable  for  more  than  5  horses,  which  stable  still 
exists.  N-' 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  front  ele¬ 
vations  on  Cropsey  avenue  and  Bay  19th  street  be  finished 
in  face  brick  with  stone  trimmings. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  six  months  and 
the  building  completed  within  one  year  from  the  date  of 
the  granting  of  this  permit. 


1067-21-BZ. 

APPLICANT — James  J.  F.  Gavigan,  for  Meyer  Monsky, 
owner. 

SUBJECT  Application  to  permit  in  a  residence  district 
the  extension  in  height  of  an  existing  garage  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 112-138  West  105th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Fiorello  La  Guardia. 

For  Opposition:  William  W.  Pellet,  John  F. 

Cowan. 

ACTION  OF  BOARD — Request  to  reopen;  laid  over  to 
September  12,  1922. 


365-20-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Samuel  Abeloff,  own¬ 
er. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  and  service  station  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 215-233  Empire  Boulevard, 
Brooklyn. 
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APPEARANCES— 

For  Applicant:  Phillip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD — Reopened;  extension  of  time 
granted. 

CONDITIONS— As  specified  in  resolution. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  ‘ 

Negative  .  J: 

THE  RESOLUTION: 

(365-20-BZ) 

Whereas,  Benjamin  Dreisler,  architect,  for  Vlack  (Bros., 
owner,  filed,  June  1,  1920,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
of  a  garage  and  service  station  for  more  than  five  motor 
vehicles;  premises  215-233  Empire  boulevard,  Brooklyn; 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  20, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  boulevard  is  a  busi¬ 
ness  district;  and  .  £  ,  ... 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  26;  1920,  in  acting  on  N.  B.  4758-20, 

reads *  , 

“1.  Proposition  contrary  to  art.  II,  No.  4,  business 

zone.  Recom.  denial.  Denied.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  160 
ft.  and  a  depth  of  100  ft.;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  frontage 
deemed  by  the  board  to  be  affected;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  July  20,  1920,  on  certain  conditions  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  conditions 
and  an  extension  of  time  in  which  to  complete  the  work. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  rear  and 
side  walls  shall  be  unpierced  throughout  their  entire  length 
and  height,  that  any  skylights  in  the  roof  shall  be  glazed 
with  plain  glass  and  screened  above  and  below. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  and  the  structure 
completed  by  December  31,  1922. 


863-22-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Daylight  Auto  Co., 
Inc.,  lessee. 

SUBJECT— Application  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  motor  salesrooms. 
PREMISES  AFFECTED— 243  West  110th  street,  242  West 
111th  street,  Manhattan. 

APPEARANCES— Nonfe. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  . . .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(863-22-BZ) 

Whereas,  Philip  J.  Sinnott,  attorney  for  the  Daylight 
Auto  Co.,  Inc.,  lessee,  filed,  June  27,  1922,  an  application 
under  the  building  zone  resolution  to  permit  the  mainten¬ 
ance  of  a  garage  and  showroom  partly  in  a  business  and 
partly  in  a  residence  district;  premises  243  W.  110th  street 
and  242  W.  lllth  street,  Manhattan;  and 

Whereas,  applicant  has  failed  to  complete  his  papers 

though  duly  notified  so  to  do. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


851-22-BZ.  w  ,  c  , 

APPLICANT— Slee  &  Bryson,  for  Martha  M.  Sachse, 

owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  a  basement  and  1st  story  garage  for 
more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 1401-1407  Newkirk  avenue, 

Brooklyn. 

APPEARANCES— None.  .  , 

ACTION  OF  BOARD — Application  withdrawn.  Chairman 
read  correspondence. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  ® 

Absent  .  0 


930-21-BZ. 

APPLICANT — Frederick  J.  Dassau,  for  The  Empire  State 
Dairy -Company,  owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
alteration  and  conversion  of  a  milk  distributing 
station  and  stable. 

PREMISES  AFFECTED— West  side  182nd  place,  47  ft.  8 
in.  south  of  Fulton  street,  Jamaica,  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  Lonergan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Reopened  and  set  for  calendar 
call  September  19,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative  .  ® 

Absent  .  0 


1552-21-BZ.  (  r  _  .  „  „ 

APPLICANT— Edward  F.  Hammel,  for  Beatrice  R.  Pree- 

man,  owner.  . 

SUBJECT— Application  to  permit  in  a  business  district  the 
maintenance  of  a  garage  for  more  than  5  cars. 
PREMISES  AFFECTED— 718-720  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  Reopened.  Set  for  Calendar  Call 
Sept.  19,  1922,  at  2  p.  m. 

TtlE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  ^ 

Negative  . 

Absent  . 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
745-22-A. 

APPELLANT— N.  C.  Partos.  .  . 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 699-707  Kent  avenue,  Brooklyn. 
APPEARANCES— None.  . 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  pros¬ 
ecution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(745-22-A) 

Whereas,  N.  C.  Partos,  for  the  Partos  Realty  Co.,  owner, 
filed  May  25,  1022,  an  appeal  with  the  board  of  appeals  from 
orders  of  the  fire  commissioner,  affecting  premises  699-707 
Kent  avenue,  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner  read : 

No.  35339-F : 

“1.  Keep  tank  which  supplies  water  for  sprinkler  sys¬ 
tem  filled  at  all  times  *  * 

No.  35340-F : 

“1.  Install  a  standpipe  system  *  *  *.” ; 

and 

Whereas,  appellant  has  failed  to  complete  his  papers 
though  duly  notified  so  to  do. 

Resolved,  That  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1619-21-A. 

APPELLANT— Sixty-third  Street  Music  Hall,  John  J. 
Scholl,  manager. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 22-26  West  63rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Granted  extension  of  time  for  thirty  days  to  com¬ 
plete  building. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Martin .  0 

Negative:  Mr.  Kearney . ^ .  1 

Absent  .  0 


THE  RESOLUTION: 

(1619-21-A) 

Whereas,  E.  V.  Reisdorf,  architect,  for  63rd  St.  Cor¬ 
poration,  owner,  filed,  January  17,  1921,  an  appeal  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  22-26  West  63rd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  4A-21, 
dated  January  12,  1921,  reads : 

'  “1.  Provide  a  standpipe  system  in  accordance  with 
Chapter  5,  Article  25,  Code  of  Ordinances. 

“2.  Provide  a  system  of  automatic  sprinklers  to  cover 
every  square  foot  of  stage  and  such  portions  of 
premises,  in  accordance  with  Article  25,  Chapter  5, 

Code  of  Ordinances.  . 

“3.  Plans  to  be  filed  and  approved  for  standpipe  and 
sprinkler  system  before  work  is  begun. 

“4.  Provide  a  fireproof  curtain  on  the  proscenium 

opening.  .  .... 

“5.  Provide  an  approved  automatic  skylight  over  stage 

of  at  least  one-eighth  of  area  of  stage.”; 

Whereas,  the  building  is  of  fireproof  construction,  65  ft. 
by  100  ft.  5  in.  in  area,  erected  for  use  as  an  auditorium, 
now  occupied  as  a  theatre  with  a  seating  capacity  of  563 
persons  in  the  orchestra,  317  persons  in  the  balcony,  and 
293  persons  in  the  gallery,  a  total  of  1,173  persons  m  the 
entire  building,  with  a  partial  standpipe  system  on  both 
sides  of  the  theatre,  extending  from  orchestra  to  the  bal¬ 
cony  with  50  ft.  of  hose  attached  on  each  side  of  both 

orchestra  and  balcony ;  and  .  ,  , 

Whereas,  appellant  contends  that  there  is  no  stage  bu 
a  platform  used  for  concerts  and  moving  pictures,  that 
within  six  months  the  building  will  be  altered  into  a  regu¬ 
lar  theatre  complying  with  all  the  requirements  of  chapter 
5,  article  25,  Code  of  Ordinances ;  and 


Whereas,  appellant  requests  a  stay  of  60  days  be  grant¬ 
ed  within  which  to  finish  such  alteration;  and 

Whereas,  permission  was  granted  to  use  the  building  as 
a  theatre  for  a  temporary  period  of  two  months  from 
March  1,  1921,  and  appellant  requested  a  further  extension 
to  September,  1921,  which  was  granted  under  Cal.  No.  60- 
21-A;  and 

Whereas,  the  time  in  which  to  complete  the  work  has 
been  extended  and  appellant  requests  a  further  extension  of 

time. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  a  temporary  permit  to  operate  the 
theatre  for  30  days  from  the  date  of  this  action  be  and  it 
hereby  is  granted. 


819-22-A. 

APPELLANT — E.  Augustus  Acker,  for  Elbi  Products  Co., 
Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 246-248  Harris  avenue,  Long 
Island  City,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  . .  7 

Negative  . 0 

Absent  . 0 


898-22-A. 

APPELLANT— Joseph  A.  Nicolini,  for  Charles  Sclagani 
&  Joseph  Guardino,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 3058  Heath  avenue,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

Negative .  0 

Absent  .  0 


712-22-A. 

APPELLANT — Samuel  Rosenblum. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISE  AFFECTED— 305-307  East  61st  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative .  0 

Absent  .  0 


533-22-A. 

APPELLANT — Jacob  Casano,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1427  71st  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Martin  .  7 

Negative .  0 

Absent  .  0 
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562-22-A. 

APPELLANT— John  DeHart. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 615-621  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  DeHart. 

ACTION  OF  BOARD — Reopened  and  set  for  hearing  on 
Sept.  12,  1922. 


1017-21-A. 

APPELLANT — Wm.  F.  Doyle,  for  Doyle  Service,  Inc. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 616-624  E.  19th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Wm.  F.  Doyle. 

ACTION  OF  BOARD — Reopened  and  set  for  hearing  on 
Sept.  19,  1922. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Martin  .  7 

N  egative . 0 

Absent  .  0 


293-22-A. 

APPELLANT — Wm.  F.  Doyle,  for  Doyle  Service,  Inc. 
SUBJECT — Appeal  from  order  of  fife  commissioner. 


PREMISES  AFFECTED — 275  Water  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Wm.  F.  Doyle.  5 

ACTION  OF  BOARD — Reopened  and  set  for  hearing  on 
Sept.  19,  1922. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby _  6 


Negative .  o 

Absent:  Fire  Chief  Martin  .  1 


AREA  FIXED. 

(919-22-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Wesley  E.  Bryde,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
maintenance  of  a  garage,  premises  3065  Perry  avenue,  The 
Bronx. 

The  following  area  was  approved  by  the  Board : 

“Both  sides  of  Perry  avenue  from  Mosholu  Park¬ 
way  north  to  a  point  100  ft.  west  of  204th  street;  also 
the  properties  directly  at  rear  and  for  a  distance  of  50 
ft.  on  either  side  of  the  side  lot  lines  of  the  premises 
in  question,  being  properties  facing  Bainbridge  avenue.” 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  Tuesday  afternoon ,  July  11,  1922,  as 
they  appeared  in  Bulletin  No-.  29,  Vol.  VII,  are  hereby 
corrected  as  follows : 

THE  RESOLUTION : 

(677-22-S) 

Whereas,  R.  Worstell,  for  Lydia  L.  Blagden,  et  ah, 
owners,  filed,  May  10,  1922,  a  petition,  with  the  hoard  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis-. 
sioner,  affecting  premises  741  Fifth  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  south  side  of 
building  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Doors  to  balconies  at  least  2  ft. 
by  6  ft.  not  provided.  Windows  on  course  not  fire¬ 
proof,  not  self-closing. 

“No  45  degree  connection  stairways  between  bal¬ 
conies. 

“No  steps  to  sills  of  openings  to  balconies. 

“Not  screened  to  a  height  of  4  ft.  6  in. 

“Balconies  are  not  over  3  ft.  wide. 


*Correction — Number  “2”  inserted  before  18th  line  of 
resolution. 


“2.  Enclose  the  interior  stairway  at  the  north  side 
of  building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides.” ; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  20  ft.  by  100  ft.  in  area,  occupied,  1st  story,  store, 
5  persons ;  2nd  story,  dressmaking,  18  persons ;  3rd  story 
to  8th  story,  apartments  and  studio ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  wood  stud,  lath  and  plaster 
partitions  with  wood  and  glass  doors  at  the  openings;  a 
60  degree  fire  escape  in  the  rear  court,  with  gooseneck 
ladder  to  roof  and  a  45  degree  counterbalanced  stair  to 
adjoining  yard  with  egress  through  adjoining  premises; 
and 

Whereas,  petitioner  proposes  to  provide  fireproof  win¬ 
dows  on  course  of  fire  escape  in  tlje  1st  and  2nd  stories 
and  to  provide  a  fireproof  door  to  front  stairway  in  2nd 
story  and  a  fixed  iron  stairway  to  adjoining  yard. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  hereby  is  granted,  on  con¬ 
dition  as  to  item  1  that  fireproof  self-closing  windows 
be  provided  on  the  course  of  the  fire  escape  on  the  1st  and 
2nd  stories  and  that  a  self-closing  fireproof  door  to  the 
stairway  in  the  2nd  story  shall  be  provided  and  that  a  fixed 
iron  stairway  shall  be  installed  from  the  yard  of  this 
premises  to>  the  adjoining  premises  wtih  direct  egress  to 
the  street,  and  denied  as  to  item  2. 
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RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

"STANDPIPE”— “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
%-inch  or  by  permission  of  the  Fire  Commissioner  j£-inch 
:o  the  foot,  for  each  proposed  standpipe  (fireline)  instal- 
lation  or  alteration,  shall  be  submitted  to  and  approved 
)y  the  Fire  Commissioner  before  the  work  in  connection 
ivith  the  installation  is  started.  Such  plans  shall  show 
he  size  and  location  of  the  standpipe  (fireline)  risers, 
;ize  and  location  of  Siamese  and  cross-connections,  valves, 
anks  and  connections,  pumps,  hose  stations,  lengths  of 
lose,  etc.,  and  the  location  of  stairways  and  enclosing 
lartitions  in  relation  to  the  standpipe  risers  and  hose 
■tations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Tommissioner  may  require,  not  exceeding  three  (3)  shall 
ie  filed  for  final  approval  by  the  Fire  Commissioner.  A 
ertified  copy  of  approved  plans  shall  be  forwarded  to 
he  Bureau  of  Buildiners  by  the  Bureau  of  Fire  Preven- 
ion.  Such  application  and  specification  forms  as  may  be 
irescribed  by  the  Fire  Commissioner  shall  accompany  pre- 
iminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
ved  throughout  the  building  or  in  any  portion  of  the 
uilding,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand- 
ape  (firelines)  shall  be  tested  for  at  least  one-half  hour 
i  the  presence  of  a  representative  of  the  Bureau  of  Fire 
’revention  to  a  pressure  of  at  least  300  pounds  per  square 
nch  at  the  street  level,  or  such  additional  pressures  as 
lay  be  required  to  give  100  pounds  at  the  highest  hose 
utlet. 

No  valves,  risers,  or  other  material  portions  of  any 
tandpipe  (fireline)  equipment  shall  be  covered  in  or  per- 
lanently  concealed  until  tested  and  approved,  in  writing, 
y  the  Bureau  of  Fire  Prevention. 


Modified  standpipe  equipment  installed  as  per  General 
Solution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex- 
-Ss  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
ans.  and  as  per  test  herein  provided  for,  application  shall 
:  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
the  completed  installation.  When  the  standpipe  equip- 
ent  is  approved,  the  applicant  will  be  so  . advised  in  writ- 
g  by  the  Bureau  of  Fire  Prevention. 


When  deemed  necessary  by  the  Fire  Commissioner,  dia- 
jms  of  the  standpipe  fire  line  equipment  in  buildings 
:  large  area  or  height,  not  more  than  three  in  number 
id  printed  on  cloth  in  size  8 ^  in.  x  11  in.,  shall  be  filed 
the  applicant  for  the  use  of  the  fire  companies  in  the 
strict  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
ols  and  other  auxiliary  fire  appliances  shall  be  kept  in 
rfect  working  order,  and  at  least  once  a  month  the 
rson  in  charge  of  the  building  shall  make  a  thorough 
spection  of  the  same  to  see  that  all  the  fire  appliances 
e  in  perfect  working  order  and  ready  for  immediate  use 
the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
?  use  and  practice  of  all  auxiliary  fire  appliances.  A 
tailed  record  of  each  inspection  shall  be  kept  for  ex- 
unation  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
‘  nse  In  standpipe  fire  line  equipments  shall  bear  the 


manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval  Certified  copies  of  the  approval,  working 
dravungs  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  hire  Department  during  all  hours  of  the  night  and 
uay,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

°E  BUILDING.  For  the  application  of 
Sec  581  of  Chapter  >  of  the  Codie  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
ct  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft 


Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
m  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 


Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num- 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  .area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
^W.°  s!reet  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 

Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 


^  (b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179"~9~S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted. 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System 


Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 
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(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  531  of  the  Building  Code,  and  in 
which  the  system  is  at  all  time,  filled  with  water  from  at 
least  one  standard  source  of  supply. 


to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 


(b)  Four-inch  street  connection  system,  in  1 which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Buildi  g 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 


(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 


Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be 'fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 

pump. 


Cd)  Modified  systems,  in  which  the  piping  is  2^  inches 
in  diameter  and  supplied  from  a  street  mam  though  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 


(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 

in  these  Rules. 


'  Rule  10  TANKS  ABOVE  ROOF  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 


■d  ii  UFSFRVE  FOR  STANDPIPE.  Gravity 

tanks,  intermediate  tanks  and  pressure  tanks  Aall  conta,„ 

not  less  than  3.500  gallons  of  water  at  all  times,  reserv 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 

made^throuah^the'  side  ^  - 

required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 


Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : 


The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  t  e 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 


Overflow. — An  overflow  of  diameter  at  least  as  large  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of.  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 


Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 


One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 


Elevation  of  Tank.—  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot* 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  tc 
be  more  than  20  feet  above  the  outlet  in  the  highest  story 


Access  to  Tank.— Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 


All  underground  piping  shall  be  extra  heavy  cast  iron. 


When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  ot 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 


Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  lin< 
purposes  shall  be  provided  with  either  an.  electric  hig 
and  low  water  alarm  as  defined  elsewhere  in  these  rule: 
or  with  a  flow  tell  tale  constructed  as  provided  for  else 
where  in  these  rules,  in  order  that  it  may  be  determine! 
at  any  time  whether  or  not  the  required  standpipe  reserv 
is  in  the  tank,  except  that  where  the  house  water  suppl 
is  taken  from  the  same  tank  as  the  standpipe  supply  an< 
not  from  any  other  tank,  neither  a  high  and  low  alarr 
or  a  flow  tell  tale  need  be  provided  when  an  automati 
tank  filling  pump  is  installed. 


Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 


Rule  14.  CHECK  VALVE.  There  shall  be  provided  i 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  lm 
connecting  the  standpipe  tank  with  the  standpipe  rise 
an  approved  type  swing  check  valve  opening  toward  rise 
An  O  S.  &  Y.  gate  valve  shall  be  provided  on  each  sic 
of  the  check  valve  and  shall  be  sealed  open  in  an  ai 
proved  manner. 
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Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  1^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Boaid  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 


Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
nf  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  u<e  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  'building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  .'rom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressu.e  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth : 


Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  ristr  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
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street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high- 

.  est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

.  The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shah  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 

Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 


and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  shall  have  a  Si¬ 
amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the.  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND- 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  54-in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  ^-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 


Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3 54  in. 
x  354  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  54-in.  open  drip  without  valve 
or  cock,  or  a  34-in.  automatic  hall  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  Siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 


Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 54  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tiie 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet..  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  254  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 
mination  of  every  second  riser  shall  be  a  254  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2 54  in.  Fire  Department  cap. 
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Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  Vi  in.  open  drip  extending  to  a  sink  or  a  Ya  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2)4  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2l/>  in.  unlined  linen  hose  of  lengths  as  stated  else- 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1}4  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2 J4  in.  x  1^4  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2j4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
l'/s  in.  in  diameter. 

All  iy2-m.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  }4  in.  nor  more  than  Ys  in-  'm  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart- 
men'.  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  .may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  ‘TIRE  HOSE’  painted  on  the  glass  in 
letters  not  less  than  2 J4  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 


permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build¬ 
ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2j4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTIpN. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  sto-y  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREA?. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  bt 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction,  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  stipply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  tor  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  .  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav- 
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ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors, 
fumpi  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  PIKE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
not  less  than  5, 0U0  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  ox  water  and  shall  be  connected 
tc  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  wiii  automatically  shut  olf  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  So  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  ot  each  standpipe  connection 
to  a  street  mam  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  How  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 ir..  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2 y2  in.  in  diameter. 


Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 


Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 


The  audible  signalling  device  for  high  and  low  water  eh 
trie  alarm  shall  consist  of  a  vibrating  gong  of  at  lee 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  co 
auit  installation,  the  same  to  be  operated  automatically  ' 
the  gravity  tank  float  switch.  The  control  cabinet  shall 
arranged  for  conduit  installation  and  shall  be  located  in  ti 
engineer  s  room  or  pump  room  where  it  will  be  under  tl 
supervision  of  the  person  in  charge  of  the  standpipe  suppl 


All  wiring  shall 
stallation  shall  be 


be  installed  in  rigid  conduits  and  the  in- 
in  accordance  with  the  provisions  of 


Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con¬ 
trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
°‘  ar*d  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open- 
mg  of  a  hose  valve ;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out- 
.  •  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
D  cu  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  eithef  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with- 
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in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  ruleis,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 

Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2 in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  aq. 

in.  in  area.  .  ,  , 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 

closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat.  . 

6  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8.  Straight  run  globe  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  .  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shaL 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 


3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  Horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  ot  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  siamese  in  1  in.  letters  not  less 
than  Yz  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  Tuesday  afternoon,  July  H,  1922, 
as  they  appeared  in  Bulletin  No.  29,  Vol.  VII,  are  hereby 
corrected  as  follows :  \ 

THE  RESOLUTION : 

(633-22-S) 

Whereas,  Samuel  Rosenblum,  for  George  M.  Walsh, 
owner,  filed,  May  1st,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  hre 
commissioner,  affecting  premises  305  East  60th  street,  Man¬ 
hattan ;  and  „  .  .  , 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  as  per  section  79-B-l  and 
79-C-l  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  *  *  *. 

“No  passageway  termination  of  fire  escape  to  stieei.  , 

and  .  / 


*Correction — Word  “10 th”  in  next  to  last  line  of  resolu¬ 
tion  changed  to  “top”;  word  “and”  in  4th  from  last  line 
replaced  with  “in  top  story  hall  to’  and  the  phrase  and 
that  the  petition  be  granted  only  so  long  as  conditions  as  to 
use  and'  occupancy  remain  unchanged ”  added  at  end  of 
resolution. 


Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  62  ft.  in  area;  occupied,  1st  story,  ma¬ 
chine  shop,  3  persons;  2nd  story,  coat  mfg.,  4  persons; 
3rd  story,  upholsterers,  5  persons;  4th  story,  mfg.  dresses, 
14  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story  with 
scuttle  and  ladder  to  roof,  enclosed  in  metal  covered  wood 
partitions  with  wood  doors  at  openings;  with  metal  cov¬ 
ered  sash  doors  glazed  with  plain  glass  at  the  openings , 
a  fire  escape  on  the  rear  of  the  building  with  stair  and 
landing  to  roof  and  fixed  stair  to  yard  and  egress  from 
yard  through  first  story  hall  and  through  first  story  hall 
of  adjoining  building;  and 

Whereas,  petitioner  proposes  to  provide  a  balcony  at 
window  of  top  story  hall  to  connect  with  existing  balcony 

of  fire  escape.  ,  ,  .  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
item  No.  1,  on  condition  that  the  fire  escape  balcony  be 
extended  to  include  the  window  of  the  top  story  hall 
that  a  double  rung  ladder  be  provided  in  the  top  story  hall 
to  a  counterbalanced  scuttle  in  the  roof,  and  granted  as  to 
item  No.  2,  on  condition,  that  the  occupancy  on  the  top  story 
shall  be  limited  to  10  persons,  and  that  the  petition  be 
granted  only  so  long  as  conditions  as  to  use  and  occupancy 
remain  unchanged. 
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SECOND  QUARTERLY  REPORT 


Hon.  Jourt  F.  Hylan, 

Mayor,  New  York  City. 


August  3,  1922. 


,Slr:  ,  1  have  (he  ho"or  to  submit  the  second  quarterly  report  of  the  Board  of  Appeals  and  the  Board  of 
Standards  and  Appeals  for  the  quarter  ending  June  30,  1922,  summarized  as  follows: 


/ 

CASES  FILED  AN  D  PENDING,  1922. 


Appeals  from  Administrative  Orders  . . . 

Applications  under  Building  Zone  Resolution 

Petitions  for  Variations  of  Labor  Laws  . . 

‘Petitions  for  Approval  of  Appliances  and  Materials . 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Actions  . 

Total  1922  Cases  . 

Cases  pending  December  31,  1921  . 

First  Quarter. 
199 

83 

177 

20 

4 

30 

67 

Second  Quarter. 

159 

100 

136 

13 

0 

39 

66 

First  Half. 
358 

183 

313 

33 

4 

69 

133 

580 

513 

1093 

Additional  1921  Pier  Cases  awaiting  Court  Decision  . 

ooy 

/C 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of 

Aldermen  . 

0 

c 

i  1  ■ 

Total  Cases  for  First  Half  Year  . 

0 

1  /103 

SUM  MARY. 

Cases  pending  December  31,  1921  . 

....  389  Withdrawn  . 

Dismissed  . 

Additional  1921  Pier  and  Theatre  Cases  . 

....  11  Denied  . 

Granted  . 

Cases  filed  up  to  and  including  June  30,  1922  . . 

. . . .  891  Granted  on  condition  .... 

Appliances  approved  . . . 

Restored  to  calendar  . 

. . . .  69  Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  . 

Miscellaneous  Actions. 

-  90  Requests  to  reopen  granted  .  . 

Requests  to  amend  . 

Requests  to  reopen  denied 

-  10  Requests  to  amend  granted 

Requests  for  modification  . 

Requests  to  amend  denied 

-  11  Requests  for  modification  granted 

Requests  to  rescind  . 

Requests  for  modification  denied 

. . . .  0  Requests  to  rescind  granted 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  rescind  denied 

••••  I1  Requests  for  extension  of  time  granted 

Requests  for  extension  of  time  denied 
•  •  •  •  4  Rules  approved  . . . 

Requests  to  install  . 

Rules  disapproved 

6  Requests  to  install  granted 

Administrative  requests  . 

Requests  to  install  denied  . . 

-  0  Administrative  requests  granted 

Requests  for  interpretation  . 

Administrative  requests  denied 

1  Interpretations  . 

Requests  withdrawn  .... 

Disposed  of  . 

. . . 14yo 

•  •  •  1045  Total 

Cases  pending  June  30,  1922  . 

...  448 
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MEETINGS  OF  THE  BOARD. 


j  First  Quarter. 

Board  of  Appeals  . . . 

Board  of  Standards  and  Appeals  . 


Total  meetings  . . . 

Total  number  of  Inspections 


Second  Quarter 

13 

20 


33 

12 


First  Half. 
35 
37 


62 

20 


CASES  DISPOSED  OF  BY  THE  BOARD  OF  APPEALS. 


Appeals  from  Administrative  Orders 
Appeals  under  Building  Zone  Resolutions 
Miscellaneous  Actions  . 


First  Quarter.  Second  Quarter  First  Half. 
161  175  336 

94  100  194 

48  36  84 


Total  disposed  of  . 

Appeals  pending  June  30,  1922 


303 


311 


614 

323 


CASES  DISPOSED  OF  BY  BOARD  OF  STANDARDS  AND  APPEALS. 


Petitions  for  Variation  of  Labor  Law  .... - 

Petitions  for  approval  of  Appliances  and  Materials 

Petitions  for  the  Adoption  .of  Rules . 

Miscellaneous  Actions  . 

Total  disposed  of  . 

Petitions  pending  June  30,  1922  . 


Quarter 

Second  Quarter 

First  Half 

169 

187 

356 

19 

5 

24 

2 

2 

4 

17 

30 

47 

207 

224 

431 

.  125 

DISPOSITION  OF  1921  CASES. 


Pier  Cases  awaiting  Court  Decision  . 

Theatre  Cases  awaiting  Resolution  of  Board  of 

Appeals  from  Administrative  Orders  . ; . 

Applications  under  Building  Zone  Resolution  . . 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  . 

Petition  for  Adoption  of  Rules  . 

Total  . 


Aldermen 


Pending 

Disposed  of 

Pending 

Disposed 

Pending 

Dec.  31, ’21. 

1  s<t  Quarter  Mar.  31,  ’221 

2d  Quarter 

June  30,  ’22 

42 

0 

42 

0 

42 

5 

0 

5 

0 

5 

125 

112 

13 

13 

0 

90 

68 

22 

18 

4 

101 

97 

4 

4 

0 

25 

19 

6 

1 

5 

1 

1 

0 

0 

0 

389 

297 

92 

36 

56 

CASES  PENDING  BEGIN  NING  THIRD  QUARTER. 


Appeals  from  Administrative  Orders  _  . . 
Appeals  under  Building  Zone  Resolution 
Petitions  for  variation  of  Labor  Law  . . 
Petitions  for  approval  of  appliances  . . . 

Petitions  for  adoption  of  Rules  . 

Additional  1921,  Pier  and  Theatre  cases 
Balance  pending  from  1921  . 


149 

107 

112 

13 

0 

11 

56 


Total 


448 


MONEYS  RECEIVED. 

First  Quarter 

.  $170.00 

Second  Quarter 
$279.20 

First  Half 
$449.20 

.  57.16 

45.65 

102.81 

Total  (paid  to  Chamberlain)  . 

.  $227.16 

$324.85 

$552.01 

WILLIAM  J.  O’GORMAN,  Secretary. 

Respectfully  submitted, 

WILLIAM  E.  WALSH, 

Chairman. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  upoto  and  including  August  3,  1922  . 1014 


Restored  to  calendar  . 

Miscellaneous  Actions. 


Requests  to  reopen  .  m 

Requests  to  amend  .  17 

Requests  for  modification  .  jo 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  . t  17 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1665 

Disposed  of  . 1246 

Cases  pending  August  3,  1922  .  419 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . * . 

Denied  . ]  " 

'Granted  . ’  ’  * 

Granted  on  condition  . . . . 

Appliances  approved  . 

Appliances  disapproved . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted  . . . 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . . . 

Requests  withdrawn  . 


89 

109 

171 

85 

598 

20 

6 


101 

9 

17 

0 

11 

1 

0 

0 

17 

0 

3 

1 

6 

0 

0 

0 

1 

1 


Total 


1246 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 

First, . That  if  they  do  not  appear  in  person  or  bv  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be.  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recom  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
nil  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  he  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  9K,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  I  HE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  TRIE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 


My  subscription  is  to  begin  with  the  issue  for 


1922. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Rules  Adopted. 

Second  Quarterly  Report. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  September  12, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  19,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  August  10,  1922. 


Cal.  No. 

Department 

Order  No. 

1027-22-BZ . 

. '.B.B.B . 

1026-22-S . 

. F.D . 

1025-22-BZ . 

. B.B.Q . *.. 

1024-22-A . 

1023-22-BZ.: . . . . 

. B.B.M . 

1022-22-A . 

1021-22-A . 

. F.D . 

1020-22-S . 

. F.D . 

Blecher,  for  Louis  Tuffano, 


855-22-BZ. 

APPLICANT— Wm.  A. 
owner. 

PREMISES — North  side  Rockaway  boulevard  58  28  ft 

TO  P™W°f-103nduStreet’  °/°ne  Park’  QUe’ens- 
1U  ERKMIP  in  a  business  district  the  erection  of  a 

garage  for  more  than  five  motor  vehicles. 


797-22- BZ. 

APPLICANT— Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

PREMISES  West  side  Fresh  Meadow  road,  245.08  ft. 

mo  TjT7?>0^?iLof.  Norwood  avenue,  Flushing,  Queens. 

1U  PERMIT  in  a  business  district  the  erection  of  a 
blacksmith  shop. 


498-22-BZ. 

APPLICANT— Rabenold  and  Scribner,  for  William  Dein- 
inger,  owner. 

ISES— 324°-3256  Bronx  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  of  a 
two-story  existing  bakery  building. 


1019-22- A . 

. B.B.M.  .. 

1018-22-BZ . 

. B.B.M  .. 

1017-22-S . 

. .  249  East  65th  St.,  Man. 

1016-22-BZ . 

. F.D . 

1015-22-BZ . 

F.D.  .. 
H.D.  . 
B.B.B. 
B.B.M. 
B.B.Q. 
B.B.R. 
B.B.Bx, 
T.H.  .. 


CODE,. 

. Fire  Department 

. Health  Department 

....Bureau  of  Buildings,  Brooklyn 
.  .(Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

....Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  Board  of  Appeals  and  the 
Board  of  Standards  and  Appeals  will  hold  no  hearings 
during  the  month  of  August.  That  the  next  regular  meet¬ 
ings  of  both  Boards  will  be  held  on  September  12,  1922  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the 
same  date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


544-21-J t5Z. 


APPLICANT — Wm.  S.  Lee,  for  Annie  E.  Lee,  owner. 
PREMISES — 91-93  Hope  avenue,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  a  repair 
shop  and  garage  for  more  than  five  cars. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22-A — 1580  Washington  avenue,  The  Bronx. 

380-22-A — 40-44  Rodney  street,  Brooklyn. 

390-22-A— 303  Cherry  street,  542  Water  street,  Manhattan. 
618-22- A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22-A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A1 — 361-373’  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22- A — 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

831-22- A— East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

562-22-A— 615-621  West  57th  street,  Manhattan. 

844-22-A — 242-252  West  36th  street,  Manhattan. 

794- 22- A — 225-229  West  39th  street,  Manhattan. 

795- 22-A  79  East  130th  street,  78  East  131st  street,  Man¬ 

hattan. 

854-22-A — 558-570  West  34th  street,  Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 

609-22- A — 241-245  West  64th  street,  Manhattan. 

263-22-A — 261-262  South  street,  Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

786-22-BZ. 

APPLICANT — John  Schwalbenberg,  for  A.  Shereshevsky 
owner.  ’ 

PREMISES — 1331  Franklyn  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  stable. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  12,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  22-22-BZ— Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  John  T 
McCarthy,  applicant,  on  behalf  of  Ellen 
!•  McCarthy,  owner,  to  permit  in  a 
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business  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles;  east  side  Spuyten  Duyvel  road, 
132.32  ft.  north  of  230th  street,  The 
Bronx. 

:al.  no.  316-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Fe ldm a nn  and  George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 

:al.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes;  premises  19-21  Bar- 
row  street,  Manhattan. 

cal.  no.  631-22-BZ— Application,  May  1,  1922,  under  the 
building  zone  resolution,  of  Morris 
Baxerman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage;  premises  €46 
Crotona  parkway,  south,  The  Bronx. 

cal.  no.  740-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  William 
Lawrence  Bottomley,  applicant  and 
owner,  to  permit  in  a  B  area  residence 
district  the  omission  of  a  rear  yard ; 
premises  112  East  55th  street,  Man¬ 
hattan. 

cal.  no.  779-224BZ1 — Application,  June  3,  1922,  under  the, 
building  zone  resolution,  of  Chas. 
Kreymborg,  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 
ing  ;  premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 

cal.  no.  842-22-BZ — Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 

cal.  no.  886-224BZ — Application,  June  30;  1922,  under  the 
building  zone  resolution,  of  Murga- 
troyd  &  Ogden,  architects,  on  behalf 
of  Allerton  38th  Street  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  “B”  area  district  the 
construction  of  an  outer  court  under 
the  height  regulations,  disregarding 
the  length ;  premises  14-22  East  38th 
street,  Manhattan. 

cal.  no.  555-22-BZ — Application  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicle^ :  premises  359-363  Pulaski 
street,  Brooklyn. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

805-22-S — 508  West  24th  street,  Manhattan. 

841-22-S — 53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

662-22-S — 126  West  42nd  street,  129  West  41st  street, 
Manhattan. 

823-22-S — 59  Crosby  street,  Manhattan. 

291-22-S — 108  East  16th  street,  Manhattan. 

719-22-S— North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

578-22-S — 125-131  Canal  street,  Manhattan. 

815-22-S — 136-140  West  23rd  street,  Manhattan. 

870-22-S — 438-442  East  166th  street,  The  Bronx. 

332-22-S — 246-250  Canal  street,  Manhattan. 

648-22-S — 362-372  Second  avenue,  Manhattan. 

721-22-S— 65-67  Grand  street,  Brooklyn. 

843-22-S — 471  Fifth  avenue,  Manhattan. 

859-22-S — 118  West  21st  street,  Manhattan. 

873-22-S — 24  East  55th  street,  Manhattan. 

904-22-S — 154  West  Broadway,  Manhattan. 

915-22-S — Plot  bounded  by  Thomson  avenue.  Court  street 
and  Long  Island  Railroad,  Queens. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S — The  Williams  OiLO-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 
839-22-S — Cornell  Vacuum  (Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A — 254-256  Front  street,  Manhattan. 

868- 22-A — 254  Front  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

287-22-A — 124  East  20th  street,  Manhattan. 

755-22-A — 404-412  East  104th  street,  Manhattan. 

874- 22- A — 419  East  23rd  street,  Manhattan. 

875- 22-A — 8-12  Wall  street,  Manhattan. 

888-22-A — Barren  Island,  Brooklyn. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

293-22-A — 275  Water  street,  Manhattan. 

1017-21-A — 416-424  East  19th  street,  Manhattan. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

739-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 
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242- 22-A — 556  Kent  avenue,  Brooklyn. 

243 - 22- A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A— Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone^  resolution,  Tuesday  morning,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

CAL.  NO.  568-22-BZ— Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 

cal.  no.  605-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascia.lino,  owner,  to  permit  in  a  busi¬ 
ness  _  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 
cal.  no.  1221-21-BZ— Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  fiv(*  individual  garages; 
premises  111-113  Grove  street,  (Brook¬ 
lyn. 

cal.  no.  876-22-BZ— Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Ruthie 
Realty  Company,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
of  a  public  garage;  premises  60-82 
Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

cal.  no.  836-22-BZ— Application,  June  16,  1922,  under  the 
building  zone  resolution,  of  John  J. 

.  Dunnigan,  architect,  on  behalf  of  ' 
Aaron  Miller,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
theatre  building;  premises  northwest 
corner  Burnside  avenue  and  Harrison 
avenue,  The  Bronx. 

cal.  NO.  858-22-BZ— Application,  June  26.  1922,  under  the 
building  zone  resolution,  of  Harrison 
G.  Wiseman,  applicant,  on  behalf  of 
Samuel.  Wolf  man,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building;  premises  524- 
532  Eastern  parkway,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

701-22-BZ. 

APPLICANT — August  Kroepke,  owner. 

PREMISES— 2261  Powell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 


821-22-BZ. 

APPLICANT— Charles  M.  Spindler,  for  Edward  W.  Pica 
owner. 

PREMISES  190  Varick  street,  57  King  street,  Manhat¬ 
tan. 

TO  PERMIT  in  an  unrestricted  district  the  maintenance 
of  a  garage  for  more  than  five  motor  vehicles  on 
the  same  street  with  a  public  school. 


919-22-BZ. 

APPLICANT — Wesley  E.  Bryde,  owner. 

TnEp?mnT3%5  Peri7  avenue’  The  Bronx. 

lO  1  ERMIT  in  a  re^dence  district  the  maintenance  of 
a  three-car  garage. 

930^21-BZ. 

APPLICANT — Frederick  J.  Dassau. 

DEMISES— West  side  182nd  place,  47  ft.  8  in.  south  of 

pTn/nTT'?.11-  Stre5t’  Jamaica>  Queens. 

(  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  milk  distributing  station  and  stable. 

1552-21-BZ. 

APPLICANT — Edward  F. 
man,  owner. 

T0TPFRMTT71  8"72l  Coney  ,Is!aJd  ^enue,  Brooklyn. 

1  O  PERMIT  m  a  business  district  the  maintenance  of 
garage  and  repair  shop. 


Hammel,  for  Beatrice  Fre( 


728-22-BZ. 

APPLICANT— R.  Thomas  Short,  for  Thomas  A.  Clarke 
owner.  aiM, 


I  O  PERMIT  in  a  business  district  the  erection  of  a  gara 
for  more  than  five  motor  vehicles. 


APPLICANT— Frank  J.  Schefcik,  for  Samuel  H  Wol 
man,  owner. 

PREMISES— 943-949  Atlantic  avenue,  northeast  corn< 
Grand  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 

3CStr?i  district  the  erection  of  a  two-star 
and  cellar  public  garage. 


PpfuST~New  York  Telephone  Co.,  owner 
^n^P^26-!3^  9rchard  street,  Manhattan. 

1  U  PERMIT  in  a  business  district  the  alteration  of  a  tel 
pione  exchange  building  with  the  omission  of  a  re 

Stkm™  C°Urt  ^  required  by  the  Zoning  Res 


927-22-BZ. 

APPLICANT— Frederick  Johnson,  for  M.  E.  F  Cornor 
ation,  owner.  v 

PREMISES  North  side  Westchester  avenue  9711  ft 

TO  PPpTAmf  Steibb,'nS  3VenUe’  THe  Bronx. 

O  PERMIT  partly  m  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  building. 

853-22-BZ. 

APPLICANT— Bly  &  Hamann,  for  Diedrich  Wilkins  & 
John  Haar,  owners. 

PREMISES — 810  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 
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board  of  standards  and  appeals. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22- S— •542-544  Fifth  avenue,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

852-22-S — 36  Bond  street,  Manhattan. 

924- 22-S— 519  West  34th  street,  Manhattan. 

925- 22-S — 204  West  30th  street,  Manhattan. 


nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage ; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
nrernises  354  87th  street.  Brooklyn. 


Appliances  Submitted  for  Approval. 

548-22-S— Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S-— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S— Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-S* — Milliameter  for  measuring  electrical  cuirent, 
approval  of. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

802-22-A— 3257  Atlantic  avenue,  Brooklyn. 

838-22-A— 373-379  East  151st  street,  The  Bronx. 

848-22-A — 15-17  West  44th  street,  Manhattan. 

861-22-A — 296  Hudson  avenue,  Brooklyn. 

865-22-A— 569  Hudson  street,  Manhattan. 

872-22-A — 267  Coles  lane,  The  Bronx. 

880-22-A — 55  Third  street,  Brooklyn. 

885-22-A — 183  East  80th  street,  Manhattan. 

900- 22-A— 332-344  West  44th  street,  Manhattan. 

901- 22-A — 1513-1517  Second  avenue,  Manhattan. 

903-22-A — 538-64  Johnson  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the  CAL. 
following  matters : 

cal.  no.  295-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er- 


CAL.  NO.  54-22-BZ— Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

* 

cal.  no.  660-22-BZ— Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

CAL.  NO.  1172-21-BZ— Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

CAL.  NO.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

CAL.  NO.  717-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  1465-21-BZ— Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

no.  860-22-BZ — Application,  June  26,  1922,  under  the 
building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
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the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

941- 22-S — 34  New  Bowery,  Manhattan. 

942- 22-S — 210  East  26th  street,  rear,  Manhattan. 
944-22-S — 335-337  Fulton  street,  Brooklyn. 

952-22- S — 828  9th  avenue,  Manhattan. 

956-22-S — 619-621  Madison  avenue,  Manhattan. 
971-22-S — 101  Menehan  street  (rear),  Brooklyn. 
973-22-S — 4201-4223  1st  avenue,  Brooklyn. 

989-22-S — 810  Broadway,  Manhattan. 

997-22-S — 164  West  22nd  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22-A — North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

911- 22-A — 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A — 445-455  Van  Brunt  street,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 
9'16-22-A — 79-81  Grand  avenue,  Brooklyn. 

921-22-A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of 
Kimball  avenue,  Queens. 

943-22-A — 801  7th  avenue,  Manhattan. 

899-22-A — South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

948- 22-A — 801  Seventh  avenue,  Manhattan. 

949- 22-A— Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 

away  Beach,  Queens. 

951-22-iA — 125  Morningside  avenue,  Manhattan. 

953-22-A — 735  Bedford  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 
894-22-A — 166-168  8th  avenue,  L.  I.  City,  Queens. 
897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 

923-22-A — 360  Southern  boulevard,  Bronx. 

945-22-A — 2331  12th  avenue,  Manhattan. 

962- 22-A— Foot  of  51st  street.  Bush  Terminal  Building 

No.  58,  Brooklyn. 

963- 22-A— 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  Brooklyn. 


96 9- 22 -A — 109  East  40th  street,  Manhattan. 

970- 22-A— East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22-A  322  St.  Nicholas  avenue,  northwest  corner  Pal¬ 
metto  street,  Queens. 

986-22-A  291-297  Vernon  avenue,  L.  I.  City,  Queens. 
994-22-A— 2251-2253  Loring  place,  Bronx. 

1001-22-A — 66  East  104th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  20,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 

on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan, 

352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A— 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A— 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  27,  1922,  at  10  a.  m. 

The  forty-eight  pirr  cases  listed  herewith  yvere  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A  Old  Pier  3,  North  River,  Manhattan. 

877-19-A — Pier  14,  North  River,  Manhattan. 
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878- 19-A— Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 


271- 20-A— Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

342-20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E.  streets,  Brooklyn. 

353-20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  M?:n  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


RULES  ADOPTED 


RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES-: 

-STANDPIPE”— “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
}4-inch  or  by  permission  of  the  Fire  Commissfoner  %- inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 


in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
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and  printed  on  cloth  in  size  8'/2  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 


Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

~(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
1.79-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted. 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 


He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of* 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 


Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rule! 
standpipe  equipments  shall  be  classified  as: 


(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  a.t  3.11  time.s  filled,  with  wster  from  «it 
least  one  standard  source  of  supply. 


(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2]/2  inches 
m  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 


standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation: — 

One  gravity  tank  of  'sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op- 
Uuder  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
t  e  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
-rom  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 
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When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 


Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  ioof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow— An  overflow  of  diameter  at  least  as  latge  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank—  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank.— Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 


Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
Tfll  TALE.  Every  tank  used  for  standpipe  fire  nne 
purposes  shall  be  provided  with  either  an  dectnc  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 


is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  1^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  t.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg- 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  trom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 


917 


RULES  ADOPTED 


shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tan£s,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
diameter  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 


Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 


lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
hre  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.,  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front 
tor  the  application  ot  mis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg- 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 


Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  haying  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 


Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP- 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  stdry.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
°  in‘  test  ^ne'  4  u1-  test  line  between  the  4  in. 

relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  bs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such,  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary.  J 


Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 


.  r  uioLiidige  irom  nre  pumps  shall  be 

4  in.  m  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
s  lab  enter  the  standpipe  system  in  the  basement,  or  cellar 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 
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Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  shall  have  a  Si¬ 
amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  _  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  )4  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  )4- in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  54-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3 )4  in. 
x  3 J4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  )4- in.  open  drip  without  valve 
or  cock,  or  a  54- in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2)4  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 


mination  of  every  second  riser  shall  be  a  2)4  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2)4  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  )4  in.  open  drip  extending  to  a  sink  or  a  54  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2)4  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2)4  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1)4  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2)4  in.  x  1)4  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1)4  in.  in  diameter. 

All  l)4-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  )4  in.  nor  more  than  54  in-  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart¬ 
ment  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build- 
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ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  c^utlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2)4 -inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  ba 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants, _  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 


not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
tc  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  SO  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat.-  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 y2  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2 y2  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec* 
trie  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems. 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con- 
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trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system.  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  H  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  mav  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied .  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire.  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2*4  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3. x  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8.  Straight  run  globe  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  ot  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE’’  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  Yu  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  siamese  connection  in 
the  same  system  with  a  land  end  siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  siamese. 
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SECOND  QUARTERLY  REPORT 


Hon.  John  F.  Hylan, 

Mayor,  New  York  City. 


August  3,  1922. 


Sir:  I  have  the  honor  to  submit  the  second  quarterly  report  of  the  'Board  of  Appeals  and  the  Board  of 
Standards  and  Appeals  for  the  quarter  ending  June  30,  1922,  summarized  as  follows: 


CASES  FILED  AND  PENDING,  1922. 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variations  of  Labor  Laws  . 

Petitions  for  Approval  of  Appliances  and  Materials . 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Actions  . 

Total  1922  Cases  . 

Cases  pending  December  31,  1921  . 

Additional  1921  Pier  Cases  awaiting  Court  Decisipn  . 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of 

!  Li 

Total  Cases  for  First  Half  Year  . 


First  Quarter. 

Second  Quarter. 

First  Half. 

199 

159 

358 

83 

100 

183 

177 

136 

313 

20 

13 

33 

4 

0 

4 

30 

39 

69 

67 

66 

133 

580 

513 

1093 

389 

. \ .  6 

Aldermen  .  5 
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SUMMARY. 


Cases  pending  December  31,  1921  .  389 

Additional  1921  Pier  and  Theatre  Cases  .  11 

Cases  filed  up  to  and  including  June  30,  1922 .  891 

Restored  to  calendar  .  69 

Miscellaneous  Actions. 

Requests  to  reopen  .  90 

I  ' 

Requests  to  amend  . . .  10 

Requests  for  modification  .  11 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  11 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . I493 

Disposed  of  . 1045 

Cases  pending  June  30,  1922  .  443 


Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted 
Requests  for  extension  of  time  denied 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . 


79 

105 

132 

73 

498 

19 

6 

81 

8 

10 

0 

10 

1 

0 

0 

11 

0 

3 

1 

6 

0 

0 

0 

1 

1 


Total 


1045 
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MEETINGS  OF  THE  BOARD. 


» .  . . -  ■■  \ - 

First  Quarter. 

Second  Quarter 

First  Half. 

Board  of  Appeals  . 

.  12 

13 

35 

Board  of  Standards  and  Appeals  . 

.  17 

20 

37 

Total  meetings  . 

.  29 

33 

62 

Total  number  of  Inspections  . 

.  8 

12 

20 

CASES  DISPOSED  OF 

BY  THE  BOARD  OF  APPEALS. 

First  Quarter. 

Second  Quarter 

First  Half. 

Appeals  from  Administrative  Orders  . 

.  161 

175 

336 

Appeals  under  Building  Zone  Resolutions  . 

.  94 

100 

194 

Miscellaneous  Actions  . 

.  48 

36 

84 

Total  disposed  of  . 

.  303 

311 

614 

Appeals  pending  June  30,  1922  . 

.  323 

CASES  DISPOSED  OF  BY  BOARD  OF  STANDARDS 

AND  APPEALS. 

First  Quarter 

Second  Quarter 

First  Half 

Petitions  for  Variation  of  Labor  Law  . 

.  169 

187 

356 

Petitions  for  approval  of  Appliances  and  Materials 

.  19 

5 

24 

Petitions  for  the  Adoption  of  Rules . 

.  2 

2 

4 

Miscellaneous  Actions  . 

.  17 

30 

47 

Total  disposed  of  . 

.  207 

224 

431 

Petitions  pending  June  30,  1922  . 

.  125 

DISPOSITION  OF  1921  CASES. 


Pending-  Disposed  of  Pending  Disposed  Pending 
Dec.  31,  ’21.  1st  Quarter  Mar.  31,  ’22  2d  Quarter  June  30,  ’22 


Pier  Cases  awaiting  Court  Decision  . 

42 

0 

42 

0 

42 

Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 

5 

0 

5 

0 

5 

Appeals  from  Administrative  Orders  . 

125 

112 

13 

13 

0 

Applications  under  Building  Zone  Resolution  . 

90 

68 

22 

18 

4 

Petitions  for  Variation  of  Labor  Law  . 

101 

97 

4 

4 

0 

Petitions  for  Approval  of  Appliances  . 

25 

19 

6 

1 

5 

Petition  for  Adoption  of  Rules  . 

1 

1 

0 

0 

0 

Total  . 

389 

297 

92 

36 

56 

CASES  PENDING  BEGINNING  THIRD  QUARTER. 

Appeals  from  Administrative  Orders  . . . . 

Appeals  under  Building  Zone  Resolution  . 

Petitions  for  variation  of  Labor  Law  . . . . 

Petitions  for  approval  of  appliances  . 

Petitions  for  adoption  of  Rules  . 

Additional  1921,  Pier  and  Theatre  cases  . 

Balance  pending  from  1921  . 

Total  . 

MONEYS  RECEIVED. 

Subscriptions  to  Bulletin  . 

Cash  sales  of  Bulletin  . 

First  Quarter 

.  $170.00 

.  57.16 

Second  Quarter 
$279.20 

45.65 

First  Half 
$449.20 

102.81 

Total  (paid  to  Chamberlain)  . 

.  $227.16 

$324.85 

$552.01 

Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 


WILLIAM  J.  O’GORMAN,  Secretary. 


PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  August  10,  1922  . 1027 

Restored  to  calendar  .  83 

Miscellaneous  Actions. 

Requests  to  reopen  .  Ill 

Requests  to  amend  .  17 

Requests  for  modification  .  jg 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  . .  17 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1678 

Disposed  of  . 1246 

Cases  pending  August  10,  1922  .  432 


DISPOSITION  OF  CASES. 


Withdrawn  .  89 

Dismissed  .  109 

Denied  .  171 

'Granted  .  35 

Granted  on  condition  .  598 

Appliances  approved  .  20 

Appliances  disapproved .  6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  ...» .  101 

Requests  to  reopen  denied  .  9 

Requests  to  amend  granted  .  17 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  11 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  17 

Requests  for  extension  of  time  denied .  0 

Rules  approved  . #  3 

Rules  disapproved  . 1 

Requests  to  install  granted  .  <5 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn  .  1 


Total  . 1246 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recoed  and  Guide  and  in  various 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant,  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . 1922 
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All  communications  should  be  addressed  to  the  chairman 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Rules  Adopted. 

Second  Quarterly  Report. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  September  12, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  19,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  wifi  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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_  CALENDAR 

DOCKET. 


Cases  Filed  Week  Ending  August  17,  1922. 


Cal.  No.  Department  Order  No. 

1040-22- A . B.B.M... 235-239  Thompson  St.,  Man. 

1039-22-BZ . B.B.B . N.  B.  12141-1922 

1038-22-A . F.D . N.  B.  948-1922 

1037-22-BZ . B.B.M . N.  B.  365-1922 

1036-22-S . F.D .  Appliance 

1035-22-A . B.B.M .  Alt.  1447-1921 

1034-22- S . F.D . 411  E.  22nd  St.,  Man. 

1033-22-A . F.D.  . .  N.  B.  473-1922 

1032-22-A . F.D . .  N.  B.  472-1922 

1031-22-BZ . B.B.B .  N.  B.  13537-1922 

1030-22-BZ . B.B.Bx .  Alt.  399-1922 


855-22-BZ. 

APPLICANT — Wm.  A.  Blecher,  for  Louis  Tuffano, 
owner. 

PREMISES — North  side  Rockaway  boulevard,  58.28  ft 

WCSt  of  102nd  street-  0zone  Park-  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 

797-22- BZ. 

APPLICANT — Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

PREMISES — West  side  Fresh  Meadow  road,  245.08  ft. 
south  of  Norwood  avenue,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
blacksmith  shop. 

498-22-BZ. 

APPLICANT— Rabenold  and  Scribner,  for  William  Dein- 
inger,  owner. 

PREMISES— 3240-3256  Bronx  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  of  a 
two-story  existing  bakery  building. 

544-21-BZ. 

APPLICANT — Wm.  S.  Lee,  for  Annie  E.  Lee,  owner. 

PREMISES — 91-93  Hope  avenue,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  a  repair 
shop  and  garage  for  more  than  five  cars. 


1029-22-A . F.D . . .  F-37117 

1028-22-BZ . F.D .  C-12930 


F.D.  .. 
H.D.  . 
B.B.B. 
B.B.M. 
B.B.Q. 
B.B.R. 
B.B.Bx 
T.H.  .. 


CODE. 

. Fire  Department 

. Health  Department 

. Bureau  of  Buildings,  Brooklyn 

. .  .Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

. Bureau  of  Buildings,  Richmond 

. (Bureau  of  Buildings,  Bronx 

. Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  Board  of  Appeals  and  the 
Board  of  Standards  and  Appeals  will  hold  no  hearings 
during  the  month  of  August.  That  the  next  regular  meet¬ 
ings  of  both  Boards  will  be  held  on  September  12,  1922  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the 
same  date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

786-22-BZ. 

APPLICANT — John  Schwalbenberg,  for  A.  Shereshevsky 
owner.  ’ 

PREMISES — 1331  Franklyn  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  stable. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22-A — 1580  Washington  avenue,  The  Bronx. 

380-22-A — 40-44  Rodney  street,  Brooklyn. 

390-22-A— 303  Cherry  street,  542  Water  street,  Manhattan. 
61 8-22- A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22- A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A — 361-373  Avenue  A,  Manhattan. 

814- 22-A— 127-129  West  53rd  street,  Manhattan. 

819-22-A — 246-248  Harris  avenue,  Queens. 

828-22-A— South  side  Dutch  Kills  Creek,  203  ft.  west  of 

Borden  avenue,  Queens. 

831-22-A— East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

562-22-A— 615-621  West  57th  street,  Manhattan. 

844-22-A— 242-252  West  36th  street,  Manhattan. 

794- 22-A— 225-229  West  39th  street,  Manhattan. 

795- 22- A  79  East  130th  street,  78  East  131st  street,  Man¬ 

hattan. 

854-22-A — 558-570  West  34th  street,  Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

263-22-A — 261-262  South  street,  Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  12,  1922,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  22-22-BZ— Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  John  T. 
McCarthy,  applicant,  on  behalf  of  Ellen 
I.  McCarthy,  owner,  to  permit  in  a 
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business  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles;  east  side  Spuyten  Duyvel  road, 
132.32  ft.  north  of  230th  street,  The 
Bronx. 

CAL.  no.  31 6-22-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Feldmann  and  George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes;  oremises  19-21  Bar- 
row  street,  Manhattan. 

cal.  no.  631-22-BZ — Application,  May  1,  1922,  under  the 
building  zone  resolution,  of  Morris 
Baxerman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage ;  premises  646 
Crotona  parkway,  south,  The  Bronx. 

cal.  no.  740-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  William 
Lawrence  Bottomley,  applicant  and 
owner,  to  permit  in  a  B  area  residence 
district  the  omission  of  a  rear  yard ; 
premises  112  East  55th  street,  Man¬ 
hattan. 

cal.  no.  779-224BZ — Application,  June  3,  1922,  under  the 
building  zone  resolution,  of  Chas. 
Kreymborg,  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 
ing;  premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 

cal.  no.  842-22-BZ— Application,  June  19, _  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 

cal.  no.  886-224BZ— Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  Murga- 
troyd  &  Ogden,  architects,  on  behalf 
of  Allerton  38th  Street  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  “B”  area  district  the 
construction  of  an  outer  court  under 
the  height  regulations,  disregarding 
the  length;  premises  14-22  East  38th 
street,  Manhattan. 

cal.  no.  555-22-BZ— Application  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles :  premises  359-363  Pulaski 
street,  Brooklyn. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

805-22-S — 508  West  24th  street,  Manhattan. 

841-22-S — 53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

662-22-S — 126  West  42nd  street,  129  West  41st  street, 
Manhattan. 

823-22-S — 59  Crosby  street,  Manhattan. 

291-22-S — 108  East  16th  street,  Manhattan. 

719-22- S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

578-22-S — 125-131  Canal  street,  Manhattan. 

815-22-S — 136-140  West  23rd  street,  Manhattan. 
870-22-S— 438-442  East  166th  street,  The  Bronx. 

332-22-S — 246-250  Canal  street,  Manhattan. 

648-22-S — 362-372  Second  avenue,  Manhattan. 

721-22-S — 65-67  Grand  street,  Brooklyn. 

843-22-S — 471  Fifth  avenue,  Manhattan. 

859-22-S — 118  West  21st  street,  Manhattan. 

873-22-S — 24  East  55th  street,  Manhattan. 

904-22-S — 154  West  Broadway,  Manhattan. 

915-22-S — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S — The  Williams  OiLO-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22- S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

233-22- S — Nokol  Automatic  Heater,  approval  of. 

839-22- S — Cornell  Vacuum  (Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A— 254-256  Front  street.  Manhattan. 

868- 22-A — 254  Front  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

287-22-A — 124  East  20th  street,  Manhattan. 

755-22-A— 404-412  East  104th  street,  Manhattan. 

874- 22-A — 419  East  23rd  street,  Manhattan. 

875- 22-A — 8-12  Wall  street,  Manhattan. 

888-22-A — Barren  Island,  Brooklyn. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

293-22- A — 275  Water  street,  Manhattan. 

1017-21-A — 416-424  East  19th  street,  Manhattan. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

739-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

420-22-A— West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 
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242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  **  venue,  Brooklyn. 

343- 22- A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone,  resolution,  Tuesday  morning,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  568-22-BZ— Application,  April  15,  1922,  under  the 
building  zone  resolution,,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ;  315 
West  142nd  street,  Manhattan. 

cal.  no.  605-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness,  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above ;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  621-22-BZ— Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 
cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  876-22-BZ— Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Ruthie 
Realty  Company,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
of  a  public  garage;  premises  60-82 
Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

CAL.  NO.  836-22-BZ— Application,  June  16,  1922,  under  the 
building  zone  resolution,  of  John  T. 
Dunnigan,.  architect,  on  behalf  of 
Aaron  Miller,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
theatre  building;  premises  northwest 
corner  Burnside  avenue  and  Harrison 
avenue,  The  Bronx. 

cal.  no.  858-22-BZ — Application,  June  26.  1922,  under  the 
building  zone  resolution,  of  Harrison 
G.  Wiseman,  applicant,  on  behalf  of 
Samuel.  Wolf  man,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building:  premises  524- 
532  Eastern  parkway,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

701-22-BZ. 

APPLICANT — August  Kroepke,  owner. 

PREMISES— 2261  Powell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 

821-22-BZ. 

APPLICANT— Charles  M.  Spindler,  for  Edward  W.  Pica 
owner. 

PREMISES— 190  Varick  street,  57  King  street,  Manhat¬ 
tan. 

TO  PERMIT  in  an  unrestricted  district  the  maintenance 
of  a  garage  for  more  than  five  motor  vehicles  on 
the  same  street  with  a  public  school. 


919-22-BZ. 

APPLICANT — Wesley  E.  Bryde,  owner. 

PREMISES — 3065  Perry  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  three-car  garage. 

930-&1-BZ. 

APPLICANT — Frederick  J.  Dassau. 

PREMISES— West  side  182nd  place,  47  ft.  8  in.  south  of 
Fulton,  street,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  milk  distributing  station  and  stable. 


1552-21-BZ. 

APPLICANT — Edward  F.  Hammel,  for  Beatrice  Free¬ 
man,  owner. 


TO  ppbViTT  •  T  .  ^  ,.aw!lu  avenue,  .Brooklyn. 

lO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop. 


728-22-BZ. 

APPLICANT— R.  Thomas  Short,  for  Thomas  A.  Clarke 
owner. 

15-27  Bedford  Place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


999-22-BZ. 

APPLICANT— Frank  J.  Schefcik,  for  Samuel  H.  Wolf- 
man,  owner. 

PREMISES— 943-949  Atlantic  avenue,  northeast  corner 
brand  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  two-story 
and  cellar  public  garage. 

965-22-BZ. 


nnruTPrli  Lb  .  i cicpnorie  v.o.,  owner. 

P^^S^S— 126-130  Orchard  street,  Manhattan. 

IO  PERMIT  in  a  business  district  the  alteration  of  a  tele¬ 
phone  exchange  building  with  the  omission  of  a  rear 
yard  and  court  as  required  by  the  Zoning  Reso¬ 
lution. 


927-22-BZ. 

APPLICANT— Frederick  Johnson,  for  M.  E.  F  Corpor¬ 
ation,  owner. 

PREMISES — North  side  Westchester  avenue,  97.11  ft 
east  of  Stebbins  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  building. 


853-22-BZ. 

APPLICANT— Bly  &  Hamann,  for  Diedrich  Wilkins  & 
John  Haar,  owners. 

PREMISES — 810  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22-S — 542-544  Fifth  avenue,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

852-22-S — 36  Bond  street,  Manhattan. 

924- 22-S — 519  West  34th  street,  Manhattan. 

925- 22-S— 204  West  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

548-22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

957-22-S — Bumwell  Mechanical  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S-— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-Si— Miliiameter  for  measuring  electrical  current, 
approval  of. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610- 22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

802-22-A — 3257  Atlantic  avenue,  Brooklyn. 

838-22-A — 373-379  East  151st  street,  The  Bronx. 

848-22- A— 15-17  West  44th  street,  Manhattan. 

861-22-A — 296  Hudson  avenue,  Brooklyn. 

865-22 -A — 569  Hudson  street,  Manhattan. 

872-22-A — 267  Coles  lane,  The  Bronx. 

880-22- A — 55  Third  street,  Brooklyn. 

885-22-A— 183  East  80th  street,  Manhattan. 

900- 22-A— 332-344  West  44th  street,  Manhattan. 

901- 22-A — 1513-1517  Second  avenue,  Manhattan. 

903-22- A — 538-64  Johnson  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  295-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 


nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  54-22-BZ— Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494^96  New  York  avenue, 
Brooklyn. 

cal.  no.  660-22-BZ— Application,  May  8,  1922,  under  the 
'  building  zone  resolution,  of  Frank 

Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  1172-21-BZ— Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  563-22-BZ— Application,  April  14,  1922,  under  tne 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

CAL.  NO.  717-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages  ;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  860-22-BZ — Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
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the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

William  E.  Walsh,  Chairman. 


969- 22-A — 109  East  40th  street,  Manhattan. 

970- 22- A — East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22- A — 322  St.  Nicholas  avenue,  northwest  corner  Pal 
metto  street,  Queens. 

986-22-A — 291-297  Vernon  avenue,  L.  I.  City,  Queens. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

941- 22-S — 34  New  Bowery,  Manhattan. 

942- 22-S — 210  East  26th  street,  rear,  Manhattan. 
944-22-S — 335-337  Fulton  street,  Brooklyn. 

952-22-S — 828  9th  avenue,  Manhattan. 

956-22-S — 619-621  Madison  avenue,  Manhattan. 
971-22-S — 101  Menehan  street  (rear),  Brooklyn. 
973-22-S — 4201-4223  1st  avenue,  Brooklyn. 

989-22-S — 810  Broadway,  Manhattan. 

997-22-S — 164  West  22nd  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22-A — North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

911- 22-A — 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A — 445-455  Van  Brunt  street,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 

916-22-A — 79-81  Grand  avenue,  Brooklyn. 

921-22- A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of 
Kimball  avenue,  Queens. 

94 3-22-A — 801  7th  avenue,  Manhattan. 

899-22-A — South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

943-22-A — 801  Seventh  avenue,  Manhattan. 

949-22-A — Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 
away  Beach,  Queens. 

951-22-A — 125  Morningside  avenue,  Manhattan. 

953-22-A — 735  Bedford  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 
894-22-A — 166-168  8th  avenue,  L.  I.  City,  Queens. 
897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 

923-22-A — 360  Southern  boulevard,  Bronx. 

945-22-A — 2331  12th  avenue,  Manhattan. 

962- 22-A — Foot  of  51st  street,  Bush  Terminal  Building, 

No.  58,  Brooklyn. 

963- 22-A — 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  Brooklyn. 


994-22-A— 2251-2253 
1001-22-A — 66  East 


Loring  place,  Bronx. 
104th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  20,  1922,  at  10  a.  m. 


Laid  over  pending  the  action  of  the  Board  of  Aldermen 


on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 


Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 


982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  Place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

. 

Friday,  October  27,  1922,  at  10  a.  m. 

- 

The  forty-eight  pirr  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 


Appeals  from  Administrative  Orders. 


Pier  Cases. 


594- 19-A — Pier  8,  North  River,  Manhattan. 

595-  19- A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 
877-19-A — Pier  14,  North  River,  Manhattan. 
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878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1,  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

8S4-19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25  East  River,  Manhattan. 

1003-19-A— Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 


271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

3»2-20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E.  streets,  Brooklyn. 

353-20-A— Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F.  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Mam  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


RULES  ADOPTED 


RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

"STANDPIPE” — “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
J4-inch  or  by  permission  of  the  Fire  Commissioner  %-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 


in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 

outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
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and  printed  on  cloth  in  size  8^  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  thac  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 


Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted. 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Sev.tion  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 y2  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 
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When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow.— An  overflow  of  diameter  at  least  as  large  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank—  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  oe  provided  with  either  an.  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 


is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  l^-lnch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Boatd  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  trom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
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shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  rissr  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 


lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  From  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 
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Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser.  Buildings  hay¬ 
ing  frontages  on  more  than  one  street  shall  have  a  Si¬ 
amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall_be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  Y%  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  ^4 -in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  Y\-\n.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3*4  in. 
x  3^4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  }4- in.  open  drip  without  valve 
or  cock,  or  a  J4-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  .  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  Siamese. 

Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 Yi  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Whbre  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2 Yz  in-  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 


mination  of  every  second  riser  shall  be  a  2)4  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2^4  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  Y2  in.  open  drip  extending  to  a  sink  or  a  54  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2^4  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2)4  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1)4  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2J4  in.  x  1 J4  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 

valve. 

Rule  30.  NOZZLES.  All  2^4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
lYs  in.  in  diameter. 

All  1^4-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  Y  in.  nor  more  than  Y  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart¬ 
ment  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  "FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2J4  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build- 
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ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2j4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTION. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 


not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  wiil  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat.  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
W ater  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 J4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2 y2  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public 'utility  electric  light  and  power  systems. 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con- 
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trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  in  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 

valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve ;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  3^  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2]/2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5. _  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8.  Straight  run  globe  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  tG  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  l/z  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 
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SECOND  QUARTERLY  REPORT 


Hon.  John  F.  Hylan,  August  3,  1922. 

Mayor,  New  York  City. 

Sir: — I  have  the  honor  to  submit  the  second  quarterly  report  of  the  Board  of  Appeals  and  the  Board  of 
Standards  and  Appeals  for  the  quarter  ending  June  30,  1922,  summarized  as  follows: 


CASES  FILED  AN  D  PENDING,  1922. 


First  Quarter. 

Second  Quarter. 

First  Half. 

Appeals  from  Administrative  Orders  . . 

199 

159 

358 

Applications  under  Building  Zone  Resolution  . 

83 

100 

183 

Petitions  for  Variations  of  Labor  Laws  . 

177 

136 

313 

Petitions  for  Approval  of  Appliances  and  Materials  . . 

20 

13 

33 

Petitions  for  Adoption  of  Rules  . 

4 

0 

4 

Reopened  and  restored  to  Calendar  . 

30 

39 

69 

Miscellaneous  Actions  . 

#* , 

Total  1922  Cases  . 

67 

66 

133 

580 

513 

1093 

Cases  pending  December  31,  1921  . 

389 

Additional  1921  Pier  Cases  awaiting  Court  Decision  . 

6 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board 

of  Aldermen  . 

5 

Total  Cases  for  First  Half  Year  .  1493 


SUMMARY. 


Cases  pending  December  31,  1921  . .  389 

Additional  1921  Pier  and  Theatre  Cases  .  11 

Cases  filed  up  to  and  including  June  30,  1922  .  891 

Restored  to  calendar  .  69 

Miscellaneous  Actions. 

Requests  to  reopen  .  90 

Requests  to  amend  . 10 

Requests  for  modification  .  11 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  11 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . , . 1493 

Disposed  of  . 1045 


Withdrawn  . 79 

Dismissed  . .  105 

Denied  .  132 

Granted  .  73 

Granted  on  condition  .  493 

Appliances  approved  .  19 

Appliances  disapproved  .  6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  81 

Requests  to  reopen  denied  .  8 

Requests  to  amend  granted  .  10 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  10 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  q 

Requests  for  extension  of  time  granted  .  n 

Requests  for  extension  of  time  denied  .  0 

Rules  approved  .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn  .  1 

N 

Total  . 1045 


Cases  pending  June  30,  1922 


448 
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MEETINGS  OF  THE  BOARD. 


Board  of  Appeals  . . 

Board  of  Standards  and  Appeals  . . . 

Total  meetings  . . . ... 

Total  number  of  Inspections 


First  Quarter.  Second  Quarter  First  Half. 
12  13  35 

17  •  20  37 


29  33  62 

8  12  20 


CASES  DISPOSED  OF  BY  THE  BOARD  OF  APPEALS. 


Appeals  from  Administrative 
Appeals  under  Building  Zone 
Miscellaneous  Actions  . 

Orders  . 

Resolutions  . 

First  Quarter. 

.  161 

.  94 

.  48 

Second  Quarter 

175 

100 

36 

First  Half 
336 

194 

84 

Total  disposed  of  . 

Appeals  pending  June 

30,  1922  . 

.  303 

311 

614 

CASES  DISPOSED  OF  BY  BOARD  OF  STANDARDS  AND  APPEALS. 


Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  approval  of  Appliances  and  Materials 

Petitions  for  the  Adoption  oi  Rules . 

Miscellaneous  Actions  . 

Total  disposed  of  . . 

Petitions  pending  June  30,  1922  . 


Quarter 

Second  Quarter 

First  Half 

169 

187 

356 

19 

5 

24 

2 

2 

4 

17 

30 

47 

207 

224 

431 

.  125 

DISPOSITION  OF  1921  CASES. 


Pending  Disposed  of  Pending  Disposed  Pending 
Dec.  31,  ’21.  1st  Quarter  Mar.  31,  '22  2d  Quarter  June  30,  ’22 


Pier  Cases  awaiting  Court  Decision  . 

42 

0 

42 

0 

42 

Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 

5 

0 

5 

0 

5 

Appeals  from  Administrative  Orders  . 

125 

112 

13 

13 

0 

Applications  under  Building  Zone  Resolution  . 

90 

68 

22 

18 

4 

Petitions  for  Variation  of  Labor  Law  . 

101 

97 

4 

4 

0 

Petitions  for  Approval  of  Appliances  . 

25 

19 

6 

1 

5 

Petition  for  Adoption  of  Rules  . 

1 

1 

0 

0 

0 

Total  . 

389 

297 

92 

36 

56 

CASES  PENDING  BEGINNING  THIRD  QUARTER. 


Appeals  from  Administrative  Orders  . . .  149 

Appeals  under  Building  Zone  Resolution  .  107 

Petitions  for  variation  of  Labor  Law  .  112 

Petitions  for  approval  of  appliances  .  13 

Petitions  for  adoption  of  Rules  .  0 

Additional  1921,  Pier  and  Theatre  cases  .  11 

Balance  pending  from  1921  .  56 


Total  .  448 


MONEYS  RECEIVED. 


First  Quarter  Second  Quarter  First  Half 


Subscriptions  to  Bulletin  .  $170.00  $279.20  $449.20 

Cash  sales  of  Bulletin  .  57.16  45.65  102.81 


Total  (paid  to  Chamberlain) 


$227.16  $324.85  $552.01 


Respectfully  submitted, 

-  WILLIAM  J.  O’GORMAN,  Secretary.  WILLIAM  E.  WALSH,  Chairman. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  August  17,  1922 . 1040 

Restored  to  calendar  . 83 

Miscellaneous  Actions. 

Requests  to  reopen  . \ .  Ill 

Requests  to  amend  .  17 

Requests  for  modification  . 12 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  17 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1691 

Disposed  of  . 1246 

Cases  pending  August  17,  1922  . .  .• .  445 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  disapproved . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted  . . , 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . . . 

Requests  withdrawn  . 


89 

109 

171 

85 

598 


20 

6 


101 

9 

17 

0 

11 

1 

0 

0 

17 

0 

3 

1 

6 

0 

0 

0 

1 

1 


Total 


1246 


WARNING. 

[ 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication 
and  of  the  posting  of  the  calendars  on  the  bulletin  board 
in  the  offices  of  the  board  and  of  the  further  publication 
of  the  calendars  in  The  Recold  and  Guide  and  in  varioui 
newspapers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

’  New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . . 

Street  . 

P.  O . 


My  subscription  is  to  begin  with  the  issue  for 


1922. 
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Edward  V.  Barton,  Chief  Clerk 


DATES  AND  HOURS  OF  MEETING.  0 

Board  of  Appeals,  Tuesdays,  at  10  a.  m.  & 

Special  meetings  as  listed  in  this  Calendar.  A 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m.  \ 
(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar.  \ 

All  hearings  are  held  in  Room  919,  Municipal  BuildPig, 
Manhattan.  V 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to.  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  September  12, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday.  September  19,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


Office— Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours— 9  a.  m.  to  4  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Rules  Adopted.  , 

Second  Quarterly  Report. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  (Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  .will,  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman, 
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CALENDAR 


DOCKET. 

Cases  Filed  Week  Ending  August  24,  1922. 


Cal.  No. 

1068-22-BZ 

Department 

,.FD  . 

Order  No. 

.  LC-73589 

1067-22-BZ . 

.  N.  IB.  13952-1922 

1066-22-S . 

. . . .  60  Laight  St.,  Man. 

1065-?9- S 

.  LD-70083 

1 064-22- S . 

.  Appliance 

1063-22-A . 

. B.B.M . 

. . .  Exit  Order  42-1922 

1062  22-BZ 

. . .  .  F.D . 

.  F-37017 

1061-22  BZ 

. B.B.M . 

.  N.  B.  355-1922 

1060-22-S 

% 

_ F.D . 

.  LD-24293 

1059-°2-S 

.  .F.D . 

.  LD-6816 

1058-22-A . 

.  N.  B.  923-1921 

1057  22-BZ 

. F.D . 

.  F-37279 

1056-22-A . 

.  LC-13122 

1055-22-BZ . 

. B.B.B . 

.  N.  B.  13132-1922 

1054-22- A . . 

.  LC-13312 

1053-22-IBZ . 

.  F-37190 

1052-22-BZ . 

. B.B.B . 

.  Alt.  12598-1922 

1051-22-S . 

. .  LD-35380 

1050-22-S . 

. .  Alt.  902-1922 

1049)-22-BZ . 

.  C-9082 

1048-22-BZ . 

. B.B.B . 

.  N.  B.  13156-1922 

1047-22-BZ . 

. BJB.Bx . 

.  Alt.  479-1922 

1046-22-BZ . . 

. F.D . 

.  N.  B.  997-1922 

1045-22-BZ . 

. B.B.B . 

.  N.  B.  2326-1922 

1044-22 -A . 

. F.D . 

.  N.  B.  657-1922 

1043-22-BZ . 

. F . 

.  LC-73170 

1042-22-BZ . 

. B.B.B . 

.  Alt.  12545-1922 

1041-22-A . 

.  C-13103 

CODE. 


F.D . Fire  Department 

H.D . Health  Department 


B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 


B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  Board  of  Appeals  and  the 
Board  of  Standards  and  Appeals  will  hold  no  hearings 
during  the  month  of  August.  That  the  next  regular  meet¬ 
ings  of  both  Boards  will  be  held  on  September  12,  1922,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the 
same  date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

786-22-BZ. 

APPLICANT — John  Schwalbenberg,  for  A.  Shereshevsky, 
owner. 

PREMISES — 1331  Franklyn  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  stable. 

855-22-BZ. 

APPLICANT — Wm.  A.  Blecher,  for  Louis  Tuffano, 
owner. 

PREMISES — North  side  Rockaway  boulevard,  58.28  ft. 
west  of  102nd  street,  Ozone  Park,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 

797-22- BZ. 

APPLICANT — Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

PREMISES — West  side  Fresh  Meadow  road,  245.08  ft. 
south  of  Norwood  avenue,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
blacksmith  shop. 

498-22-BZ. 

APPLICANT — Rabenold  and  Scribner,  for  William  Dein- 
inger,  owner. 

PREMISES — 3240-3256  Bronx  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  of  a 
two-storv  existing  bakery  building. 

544-21-BZ. 

APPLICANT — Wm.  S.  Lee,  for  Annie  E.  Lee,  owner. 

PREMISES — 91-93  Hope  avenue,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  a  repair 
shop  and  garage  for  more  than  five  cars. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22- A — 1580  Washington  avenue,  The  Bronx. 

380-22-A — 40-44  Rodney  street,  Brooklyn. 

390-22-A — 303  Cherry  street,  542  Water  street,  Manhattan. 
618-22- A — 599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22-A— 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A — 361-373'  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22-A — 246-248  Harris  avenue,  Queens. 
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828- 22- A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

831-22-A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

562-22-A — 615-621  West  57th  street,  Manhattan. 

844-22- A — 242-252  West  36th  street,  Manhattan. 

794- 22-A — 225-229  West  39th  street,  Manhattan. 

795- 22-A — 79  East  130th  street,  78  East  131st  street,  Man¬ 

hattan. 

854-22-A — 558-570  West  34th  street,  Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

263-22-A — 261-262  South  street,  Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning ,  September  12,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  22-22-BZ — Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  John  T. 
McCarthy,  applicant,  on  behalf  of  Ellen 
I.  McCarthy,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  east  side  Spuyten  Duyvel  road, 
132.32  ft.  north  of  230th  street,  The 
Bronx. 

cal.  no.  316-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Feldmann  and  George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 
cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  premises  19-21  Bor¬ 
row  street,  Manhattan. 

cal.  no.  631-22-BZ — Application,  May  1,  1922,  under  the 
building  zone  resolution,  of  Morris 
Baxerman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage;  premises  646 
Crotona  parkway,  south,  The  Bronx. 
cal.  no.  740-22-BZ— Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  William 
Lawrence  Bottomley,  applicant  and 
owner,  to  permit  in  a  B  area  residence 
district  the  omission  of  a  rear  yard ; 
premises  112  East  55th  street,  Man¬ 
hattan. 

cal.  no.  779-22-IBZ — Application,  June  3,  1922,  under  the 
building  zone  resolution,  of  Chas. 
Kreymborg,  _  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 
ing;  premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 

CAL.  NO.  842-22-BZ — Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 


lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 

cal.  no.  886-22-iBZ— Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  Murga- 
troyd  &  Ogden,  architects,  on  behalf 
of  Allerton  38th  Street  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  “B”  area  district  the 
construction  of  an  outer  court  under 
the  height  regulations,  disregarding 
the  length;  premises  14-22  East  38th 
street,  Manhattan. 

cal.  no.  555-22-BZ— Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles ;  premises  359-363  Pulaski 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S — 324  Fifth  avenue,  Manhattan.  1 
805-22-S — 508  West  24th  street,  Manhattan. 

841-22-S — 53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

662-22-S — 126  West  42nd  street,  129  West  41st  street, 
Manhattan. 

823-22-S — 59  Crosby  street,  Manhattan. 

291-22-S — 108  East  16th  street,  Manhattan. 

719-22- S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

578-22-S— 125-131  Canal  street,  Manhattan. 

815-22-S — 136-140  West  23rd  street,  Manhattan. 
870-22-S— 438-442  East  166th  street,  The  Bronx. 
332-22-S— 246-250  Canal  street,  Manhattan. 

648-22-S — 362-372  Second  avenue,  Manhattan. 

721-22-S — 65-67  Grand  street,  Brooklyn. 

843-22-S — 471  Fifth  avenue,  Manhattan. 

859-22-S — 118  West  21st  street,  Manhattan. 

873-22-S — 24  East  55th  street,  Manhattan. 

904-22-S — 154  West  Broadway,  Manhattan. 

915-22-S — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

93 8-22- S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 

839-22-S — Cornell  Vacuum  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A — 254-256  Front  street,  Manhattan. 

868- 22-A — 254  Front  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 
287-22-A — 124  East  20th  street,  Manhattan. 
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755-22-A— 404-412  East  104th  street,  Manhattan. 

874- 22-A— 419  East  23rd  street,  Manhattan. 

875- 22-A — 8-12  Wall  street,  Manhattan. 

888-22-A— Barren  Island,  Brooklyn. 

782- 22-A— 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

293-22-A— 275  Water  street,  Manhattan. 

1017-21-A— 416-424  East  19th  street,  Manhattan. 

500-22-A— 774-808  Pacific  street,  Brooklyn. 

739-22-A — 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue. 

and  Degraw  streets,  Brooklyn. 

342- 22-A— 556  Kent  avenue,  Brooklyn. 

343- 22- A — 43!  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 
North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning ,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street.  Manhattan. 

CAL.  NO.  605-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 
cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  (Brook¬ 
lyn. 

cal.  no.  876-22-BZ — Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyer?,  architect,  on  behalf  of  Ruthie 
Realty  Company,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
of  a  public  garage ;  premises  60-82 
Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

cal.  no.  836-22-BZ — Application  June  16, _  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan.  architect,  on  behalf  of 
Aaron  Miller,  owner,  to  permit  part¬ 


ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
theatre  building;  premises  northwest 
corner  Burnside  avenue  and  Harrison 
avenue,  The  Bronx. 

cal.  no.  858-22-BZ— Application,  June  26,  1922,  under  the 
building  zone  resolution,  of  Harrison 
G.  Wiseman,  applicant,  on  behalf  of 
Samuel  Wolf  man,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building;  premises  524- 
532  Eastern  parkway,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  September  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

701-22-BZ. 

APPLICANT — August  Kroepke,  owner. 

PREMISES— 2261  Powell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 

821-22-BZ 

APPLICANT — Charles  M.  Spindler,  for  Edward  W.  Pica, 
owner. 

PREMISES— 190  Varick  street,  57  King  street,  Manhat- 
tan. 

TO  PERMIT  in  an  unrestricted  district  the  maintenance 
of  "a  garage  for  more  than  five  motor  vehicles  on 
the  same  street  with  a  public  school. 

919-22-BZ. 

APPLICANT — Wesley  E.  Bryde,  owner. 

PREMISES— 3065  Perry  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  three-car  garage. 

930-21-BZ. 

APPLICANT — Frederick  J.  Dassau. 

PREMISES — West  side  182nd  place,  47  ft.  8  in.  south  of 
Fulton  street,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  milk  distributing  station  and  stable. 

1552-21-BZ. 

APPLICANT — Edward  F.  Hammel,  for  Beatrice  Free¬ 
man,  owner. 

PREMISES— '718-720  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop. 

728-22-BZ. 

APPLICANT — R.  Thomas  Short,  for  Thomas  A.  Clarke, 
owner. 

PREMISES — 15-27  Bedford  Place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 

999-22-BZ. 

APPLICANT — Frank  J.  Schefcik,  for  Samuel  H.  Wolf- 
man,  owner. 

PREMISES — 943-949  Atlantic  avenue,  northeast  corner 
Grand  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  two-story 
and  cellar  public  garage. 

965-22-BZ. 

APPLICANT- — New  York  Telephone  Co.,  owner. 

PREMISES — 126-130  Orchard  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  of  a  tele¬ 
phone  exchange  building  with  the  omission  of  a  rear 
yard  and  court  as  required  by  the  Zoning  Reso¬ 
lution. 

927-22-BZ. 

APPLICANT — Frederick  Johnson,  for  M.  E  F.  Corpor¬ 
ation,  owner. 
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PREMISES — North  side  Westchester  avenue,  97.11  ft. 
east  of  Stebbins  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  building. 

853-22-BZ. 

APPLICANT — Bly  &  Hamann,  for  Diedrich  Wilkins  & 
John  Haar,  owners. 

PREMISES — 810  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22-S — 542-544  Fifth  avenue,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

852-22-S — 36  Bond  street,  Manhattan. 

924- 22-S — 519  West  34th  street,  Manhattan. 

925- 22-S — 204  West  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

548-22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-Si— Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22- S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Gut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
802-22-A — 3257  Atlantic  avenue,  Brooklyn. 
838-22-A — 373-379  East  151st  street,  The  Bronx. 
848-22- A — 15-17  West  44th  street,  Manhattan. 
861-22- A — 296  Hudson  avenue,  Brooklyn. 

865-22 -A — 569  Hudson  street,  Manhattan. 
872-22-A — 267  Coles  lane,  The  Bronx. 

880-22-A — 55  Third  street,  Brooklyn. 

885-22-A — 183  East  80th  street,  Manhattan. 

900- 22-A — 332-344  West  44th  street,  Manhattan. 

901- 22-A — 1513-1517  Second  avenue,  Manhattan. 
903-22-A — 538-94  Johnson  avenue,  Brooklyn. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  295-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm_. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 
cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  660-22-BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop ;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 
cal.  no.  717-22-BZ — Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages  ;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  860-22-BZ — Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
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the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

•  William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

941- 22-S — 34  New  Bowery,  Manhattan. 

942- 22-S — 210  East  26th  street,  rear,  Manhattan. 
944-22-S— 335-337  Fulton  street,  Brooklyn. 

952-22-S — 828  9th  avenue,  Manhattan. 

956-22-S — 619-621  Madison  avenue,  Manhattan. 

971-22- S — 101  Menehan  street  (rear),  Brooklyn. 
973-22-S — 4201-4223  1st  avenue,  Brooklyn. 

989-22-S— 810  Broadway,  Manhattan. 

997-22-S — 164  West  22nd  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22-A — North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

911- 22-A— 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A— 445-455  Van  Brunt  street,  Brooklyn. 

B14-22-A— Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 

916-22-A — 79-81  Grand  avenue,  Brooklyn. 

921-22-A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of 
Kimball  avenue,  Queens. 

943-22-A— 801  7th  avenue,  Manhattan. 

899-22-A— South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

948 - 22- A — 801  Seventh  avenue,  Manhattan.  . 

949- 22-A — Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 

away  Beach,  Queens. 

951-22-iA — 125  Morningside  avenue,  Manhattan. 

953-22-A— 735  Bedford  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 
894-22-A — 166-168  8th  avenue,  L.  I.  City,  Queens. 
897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 
923-22-A— 360  Southern  boulevard,  Bronx. 

945-22-A — 2331  12th  avenue,  Manhattan. 

962- 22-A— Foot  of  51st  street,  Bush  Terminal  Building, 

No.  58,  Brooklyn. 

963- 22-A— 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  Brooklyn. 


9 69 - 22 -A — 109  East  40th  street,  Manhattan. 

970- 22- A — East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22-A — 322  St.  Nicholas  avenue,  northwest  corner  Pal¬ 
metto  street,  Queens. 

986-22-A — 291-297  Vernon  avenue,  L.  I.  City,  Queens. 
994-22-A — 2251-2253  Loring  place,  Bronx. 

1001-22-A — 66  East  104th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  20,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
.52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21- A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22- A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-169(5  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

/ - 

BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  13,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19- A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877-19-A — Pier  14,  North  River,  Manhattan. 
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878- 19- A — Pier  15,  North  River,  Manhattan. 

879- 19-A — PiPer  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19lA — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 


271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallahout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — 'Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20- A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


RULES  ADOPTED 


RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

■‘STANDPIPE” — “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
/4-inch  or  by  permission  of  the  Fire  Commissioner  *4-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 


in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
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and  printed  on  cloth  in  size  8J4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 


Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted, 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  o^assified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

I 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2 ^  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 


Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 


Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks,  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 

■ 
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When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  latge  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 


is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic- 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall 1  be 
fed  through  a  l*4_inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Boaid  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  from  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
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shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 


lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  ot  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  ill  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shall  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 


950 


RULES  ADOPTED 


Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided ;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  Siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  shall  have  a  Si¬ 
amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  Siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
Siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  Siamese  connection  placed  on 
the.  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  Siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  Siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  Siamese 
may  be  4  in.  In  each  line  between  the  Siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  Siamese  and  its 
check  valve  there  shall  be  placed  either  a  l/2- in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  54- in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3 y2  in. 
x  3 y2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  Siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  Siamese  either  a  54-in.  open  drip  without  valve 
or  cock,  or  a  54-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  Siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  Siamese. 

Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2 1/2  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  254  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 


mination  of  every  second  riser  shall  be  a  2 y2  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2 54  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  l/2  in.  open  drip  extending  to  a  sink  or  a  54  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  254  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  254  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  154  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2 54  in.  x  1  y2  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  254-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
154  in-  in  diameter. 

All  154-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  y  in.  nor  more  than  A  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart- 
men'.  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  ,will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2 y  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build- 
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ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standard* 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2j4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTipN. 
In  buildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex- 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction,  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  m  addition  to  the  tank  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 


not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
tc  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  wiii  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  SO  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2l/2  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2J^  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems, 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con- 
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trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  fn  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve ;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2Yt  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

L  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5..  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8.  Straight  run  globe  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  tc  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the  openiner  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  fye  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  Y  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  system  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 
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Hon.  John  F.  Hylan,  August  3,  1922. 

Mayor,  New  York  City. 

Sir:— I  have  the  honor  to  submit  the  second  quarterly  report  of  the  Board  of  Appeals  and  the  Board  of 
Standards  and  Appeals  for  the  quarter  ending  June  30,  1922,  summarized  as  follows: 


CASES  FILED  AND  PENDING,  1922. 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variations  of  Labor  Laws  . 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Actions  . . . 


•v. r 

i.  ±  \  i 


Total  1922  Cases  . 

Cases  pending  December  31,  1921  . 

Additional  1921  Pier  Cases  awaiting  Court  Decision  . . 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 


First  Quarter. 

Second  Quarter. 

First  Half. 

199 

159 

358 

83 

100 

183 

177 

136 

313 

20 

13 

33 

4 

0 

4 

30 

39 

69 

67 

66 

133 

580 

513 

1093 

389 

Total  Cases  for  First  Half  Year 


SUM  MARY. 


6 

5 
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Cases  pending  December  31,  1921  . 

Additional  1921  Pier  and  Theatre  Cases  . 

Cases  filed  up  to  and  including  June  30,  1922 

i 

Restored  to  calendar  . . . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total 

Disposed  of  . 

Cases  pending  June  30,  1922 


389  Withdrawn  . 

Dismissed  . 

11  Denied  . 

Granted  . . 

891  Granted  on  condition  . 

Appliances  approved  . 

69  Appliances  disapproved  . 

Miscellaneous  Actions. 

90  Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . : . 

10  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

11  Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

0  Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

11  Requests  for  extension  of  time  granted  .. 
Requests  for  extension  of  time  denied  . . . 

4  Rules  approved  . 

Rules  disapproved  . 

6  Requests  to  install  granted  . 

Requests  to  install  denied  . 

0  Administrative  requests  granted  . 

Administrative  requests  denied  . 

1  Interpretations  . 

-  Requests  withdrawn  . 

1493 

1045  Total  . 

448 
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79 

105 

132 

73 

498 

19 

6 

81 

8 

10 

0 

10 

1 

0 

0 

11 

0 

3 

1 

6 

0 

0 

0 

1 

1 
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MEETINGS  OF  THE  BOARD. 


■n  ,  ,  A  ,  First  Quarter. 

Board  of  Appeals  .  12 

Board  of  Standards  and  Appeals  .  17 

Total  meetings  .  29 

Total  number  of  Inspections  . .  8 


Second  Quarter 
13 
20 


First  Half. 
35 
37 


CASES  DISPOSED  OF  BY  THE  BOARD  OF  APPEALS. 


Appeals  from  Administrative  Orders  . . . 
Appeals  under  Building  Zone  Resolutions 
Miscellaneous  Actions  . 

Total  disposed  of  . 

Appeals  pending  June  30,  1922  . . . 


t  Quarter. 

Second  Quarter 

First  Half. 

161 

175 

336 

94 

100 

194 

48 

36 

84 

303 

311 

614 

CASES  DISPOSED  OF  BY  BOARD  OF  STANDARDS  AND  APPEALS. 


Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  approval  of  Appliances  and  Materials 

Petitions  for  the  Adoption  of  Rules  . 

Miscellaneous  Actions  . 

Total  disposed  of  . 

Petitions  pending  June  30,  1922  . 


Quarter 

Second  Quarter 

First  Half 

169 

187 

356 

19 

5 

24 

2 

2 

4 

17 

30 

47 

207 

224 

431 

DISPOSITION  OF  1921  CASES. 


Pending  Disposed  of  Pending  Disposed  Pending 

Pier  Cases  awaiting  Court  Decision  . Dec.  31/21.  IsOQuarter  Mar.  31/22  2d  Quarter  Ju„e30/22 

Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen  5  0  5  fl 

Appeals  from  Administrative  Orders  .  125  112  13  13  n 

Applications  under  Building  Zone  Resolution  . .’ .'  90  fig  ??  iq  V 

Petitions  for  Variation  of  Labor  Law  .  101  97  4  4  n 

Petitions  for  Approval  of  Appliances  .  25  10  6  i  r 

Petition  for  Adoption  of  Rules  . **  1  I  q  *  ~ 

Total  .  389  297  92  ~36  ~56 


CASES  PENDING  BEGINNING  THIRD  QUARTER. 


Appeals  from  Administrative  Orders  . 

Appeals  under  Building  Zone  Resolution  . ! ! . 

Petitions  for  variation  of  Labor  Law  .  *  . . 

Petitions  for  approval  of  appliances  . . 

Petitions  for  adoption  of  Rules  . '  "  j .  13 

Additional  1921,  Pier  and  Theatre  cases  .  . 

Total  .  — 

.  448 


MONEYS  RECEIVED. 

— •  ~ 

Subscriptions  to  Bulletin  . 

Cash  sales  of  Bulletin  . 

First  Quarter 

Second  Quarter 
$279.20 

A  C  6.C 

First  Half 
$449.20 

Total  (paid  to  Chamberlain)  . 

4o.o5 

102.81 

$324.85 

$552.01 

WILLIAM  J.  O’GORMAN,  Secretary. 

Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 
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SUMMARY. 

Cases  fending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  August  24,  1922  . 1068 

Restored  to  calendar  .  83 

Miscellaneous  Actions. 

Requests  to  reopen  .  111 

Requests  to  amend  .  47 

Requests  for  modification  .  12 

Requests  to  rescind  .  ® 

Requests  for  extension  of  time  .  17 

Rules  proposed  .  * 

I 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  . •• _ 4 

Total  . 

Disposed  of  . . . '  *  " 

Cases  pending  August  24,  1922  . .  473 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  .  4®9 

Denied  .  474 

Granted  . 80 

Granted  on  condition  . 59S 

Appliances  approved  .  20 

Appliances  disapproved .  ® 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  191 

Requests  to  reopen  denied  .  9 

Requests  to  amend  granted  .  I7 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  44 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  . .  ® 

Requests  for  extension  of  time  granted  .  17 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved  . 

Requests  to  install  granted  .  ® 

Requests  to  install  denied  .  ® 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn  .  1 

Total  . 1246 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First ,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street 


P.  O. 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


My  subscription  is  to  begin  with  the  issue  for 
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12  noon. 

All  communications  should  he  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Notice  of  Adjournment. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Rules  Adopted. 

Second  Quarterly  Report. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


ur  Ci.i£KK'S  CALENDAR. 

uJhSl7k>S  CX)aletlfaj:  insists  of  applications  under  the 
Budding  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any 

1W2  t  o  Mle  mAR°r  9'19’  on  Tuesday,  September  12, 
1922,  at  2  o  clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
luesday.  September  19,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


IMUHCE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  -nor  accepted  that  are  not  filed  within  twenty 

days  from  the  date  of  the  action  of  the  Administrative  Of- 
ncial. 


Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to>  these  directions. 

William  E.  MJalsh,  Chairman, 
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DOCKET. 

Cases  Filed  Week  Ending  August  31,  1922. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  12,  1922,  at  2  p.  m. 


Cal.  No.  Department  Order  No. 


. LC-13424 

. LC-73482 

..  F-37334 

. LC-4716 

1080-22-S . 

. D.H . 

. Bakery  Certificate 

1 A70  99-TC7 

. N.  B.  12739-1922 

....Viol.  1847-1922 

. C-12600 

107 6-22 -BZ . 

. B.B.B.  .. 

. N.  B.  14070-1922 

1075-22-S . 

. D.H.  ... 

. Bakery  Certificate 

1074-22-S . 

. B.B.M.  . 

...Certificate  of  Occupancy 

....  C-12929 

.  .LD-37037 

Building  Zone  Cases. 

786-22-BZ. 

APPLICANT— Tohn  Schwalbenberg,  for  A.  Shereshevsky, 
owner. 

PREMISES— 1331  Franklyn  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  stable. 

855-22-BZ.  ,  T  .  t,  a 

APPLICANT — Wm.  A.  Blecher,  for  Louis  Tuffano, 

PREMISES— North  side  Rockaway  boulevard,  58.28  ft. 

west  of  102nd  street,  Ozone  Park,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 

'797-22-BZ. 

APPLICANT — Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

PREMISES— West  side  Fresh  Meadow  road,  245.08  ft. 

south  of  Norwood  avenue,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 

blacksmith  shop. 

/ 

498-22-BZ. 

APPLICANT— Rabenold  and  Scribner,  for  William  Dein- 
inger,  owner. 

PREMISES — 3240-3256  Bronx  boulevard,  The  Bronx. 
TO  PERMIT  in  a  residence  district  the  extension  of  a 
two-story  existing  bakery  building. 


1071-22-BZ . B.B.B . N.  B.  1894-1922  544-21-BZ. 

_ _ _  APPLICANT — Wm.  S.  Lee,  for  Annie  E.  Lee,  owner. 

1070-22-BZ . B.B.M . N.  B.  392-1922  PREMISES— 91-93  Hope  avenue,  Richmond. 

_  TO  PERMIT  in  a  business  distriot  the  erection  of  a  repair 

1069-22-A . B.B.Q . N.  B.  8248-1922  shop  and  garage  for  more  than  five  cars. 


F.D.  .. 
H.D.  . 
B.B.B. 
B.B.M. 
B.B.Q. 
B.B.R. 
B.B.Bx 
T.H.  . 


CODE. 

. Fire  Department 

. Health  Department 

. .  Bureau  of  Buildings,  Brooklyn 
.Bureau  of  Buildings,  Manhattan 
. . . .  Bureau  of  Buildings,  Queens 
..Bureau  of  Buildings,  Richmond 

. Bureau  of  Buildings,  Bronx 

_ Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  Board  of  Appeals  and  the 
Board  of  Standards  and  Appeals  will  hold  no  hearings 
during  the  month  of  August.  That  the  next  regular  meet¬ 
ings  of  both  Boards  will  be  held  on  September  12,  1922,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the 
same  date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 

business. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22- A— 1580  Washington  avenue,  The  Bronx. 

380-22-A — 40-44  Rodney  street,  Brooklyn. 

300-22- A — 303  Cherry  streett,  542  Water  street,  Manhattan. 
618-22- A — 599-603  11th  avenue,  Manhattan. 

796-22-A— 171-173  Wooster  street,  Manhattan. 

804-22-A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A— 361-373  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 
819-22-A— 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

831-22-A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

562-22-A— 615-621  West  57th  street,  Manhattan. 

844-22- A— 242-252  West  36th  street,  Manhattan. 

794- 22- A _ 225-229  West  39th  street,  Manhattan. 

795- 22- A — 79  East  130th  street,  78  East  131st  street,  Man¬ 

hattan. 

854-22-A— 558-570  West  34th  street,  Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 
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609-22-A — 241-245  West  64th  street,  Manhattan. 

263-22-A — 261-262  South  street,  Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  'GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning ,  September  12,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  22-22-BZ— Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  John  T. 
McCarthy,  applicant,  on  behalf  of  Ellen 
I.  McCarthy,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  east  side  Spuyten  Duyvel  road, 
132.32  ft.  north  of  230th  street,  The 
Bronx. 

cal.  no.  316-22-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Feldmann  and  (George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  oremises  19-21  Bor¬ 
row  street,  Manhattan. 

cal.  no.  631-22-BZ — Application,  May  1,  1922,  under  the 
building  zone  resolution,  of  Morris 
Baxerman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage;  premises  646 
Crotona  parkway,  south,  The  Bronx. 

cal.  no.  740-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  William 
Lawrence  Bottomley,  applicant  and 
owner,  to  permit  in  a  B  area  residence 
district  the  omission  of  a  rear  yard ; 
premises  112  East  55th  street,  Man¬ 
hattan. 

cal.  no.  779-22-tBZ1 — Application,  June  3,  1922,  under  the 
building  zone  resolution,  of  Chas. 
Kreymborg,  _  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to 'permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 
ing;  premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 

cal.  no.  842-22-BZ — Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 

cal.  no.  886-22-IBZ— Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  Murga- 
troyd  &  Ogden,  architects,  on  behalf 


of  Allerton  38th  Street  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  “B”  area  district  the 
construction  of  an  outer  court  under 
the  height  regulations,  disregarding 
the  length;  premises  14-22  East  38th 
street,  Manhattan. 

cal.  no.  555-22-BZ— Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles ;  premises  359-363  Pulaski 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

805-22-S — 508  West  24th  street,  Manhattan. 

841-22-S — 53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

662-22-S — 126  West  42nd  street,  129  West  41st  street, 
Manhattan. 

823-22-S — 59  Crosby  street,  Manhattan. 

291-22-S — 108  East  16th  street,  Manhattan. 

719-22- S— North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

578-22-S — 125-131  Canal  street,  Manhattan. 

815-22-S — 136-140  West  23rd  street,  Manhattan. 
870-22-S— 438-442  East  166th  street,  The  Bronx. 

332-22-S — 246-250  Canal  street,  Manhattan. 

648-22-S — 362-372  Second  avenue,  Manhattan. 

721-22-S — 65-67  Grand  street,  Brooklyn. 

843-22-S — 471  Fifth  avenue,  Manhattan. 

859-22-S — 118  West  21st  street,  Manhattan. 

873-22-S — 24  East  55th  street,  Manhattan. 

904-22-S — 154  West  Broadway,  Manhattan. 

915-22-S  Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

Appliances  Submitted  for  Approval. 

112-22-S  Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S— The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

93  8-22- S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 

839-22-S — Cornell  Vacuum  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A — 254-256  Front  street,  Manhattan. 

868- 22-A — 254  Front  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 
287-22-A — 124  East  20th  street,  Manhattan. 
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755-22-A— 404-412  East  104th  street,  Manhattan. 

874- 22-A — 419  East  23rd  street,  Manhattan. 

875- 22-A — 8-12  Wall  street,  Manhattan. 

888-22-A — Barren  Island,  Brooklyn. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A— 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

293-22- A — 275  Water  street,  Manhattan. 

1017-21-A— 416-424  East  19th  street,  Manhattan. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

739-22- A — 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A— Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  lltli. 
North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters :  .  , 

cal.  no.  568-22-BZ— Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles  ;  315 
Wert  142nd  street.  Manhattan. 
cal.  no.  605-22-BZ— Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  621-22-BZ— Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 
CAL.  NO.  1221-21-BZ— Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  876-22-BZ— Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Ruthie 
Realty  Company,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
of  a  public  garage;  premises  60-82 
Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

cal  no.  836-22-BZ— Application.  June  16, .  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Aaron  Miller,  owner,  to  permit  part¬ 


ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
theatre  building;  premises  northwest 
corner  Burnside  avenue  and  Harrison 
avenue,  The  Bronx. 

cal.  no.  858-22-BZ — Application,  June  26,  1922,  under  the 
building  zone  resolution,  of  Harrison 
G.  Wiseman,  applicant,  on  behalf  of 
Samuel  Wolf  man,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building;  premises  524- 
532  Eastern  parkway,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

701-22-BZ. 

APPLICANT — August  Kroepke,  owner. 

PREMISES— 2261  Powell  avenue,  The  Bronx.  J 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 

821-22-BZ  * 

APPLICANT — Charles  M.  Spindler,  for  Edward  W.  Pica, 
owner. 

PREMISES— 190  Varick  street,  57  King  street,  Manhat¬ 
tan. 

TO  PERMIT  in  an  unrestricted  district  the  maintenance 
of  a  garage  for  more  than  five  motor  vehicles  on 
the  same  street  with  a  public  school. 

919-22-BZ. 

APPLICANT— Wesley  E.  Bryde,  owner. 

PREMISES— 3065  Perry  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  three-car  garage. 

930-21-BZ. 

APPLICANT — Frederick  J.  Dassau. 

PREMISES— West  side  182nd  place,  47  ft.  8  in.  south  of 
Fulton  street,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  milk  distributing  station  and  stable. 

1552-21-BZ. 

APPLICANT — Edward  F.  Hammel.  for  Beatrice  Free¬ 
man,  owner. 

PREMISES — 718-720  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop. 

728-22-BZ. 

APPLICANT — R.  Thomas  Short,  for  Thomas  A.  Clarke 
owner. 

PREMISES— 15-27  Bedford  Place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garagi 
for  more  than  five  motor  vehicles. 

999-22-BZ. 

APPLICANT — Frank  J.  Schefcik,  for  Samuel  H.  Wolf- 
man,  owner. 

PREMISES — 943-949  Atlantic  avenue,  northeast  cornet 
Grand  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  ai 
unrestricted  district  the  erection  of  a  twO'-sto-rj 
and  cellar  public  garage. 

965-22-BZ. 

APPLICANT — New  York  Telephone  Co.,  owner. 

PREMISES— 126-130  Orchard  street.  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  of  a  tele 
phone  exchange  building  with  the  omission  of  a  rea 
yard  and  court  as  required  by  the  Zoning  Reso 
lution. 

927-22-BZ. 

APPLICANT — Frederick  Johnson,  for  M.  E  F.  Corpor 
ation,  owner. 
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PREMISES — North  side  Westchester  avenue,  97.11  ft. 
east  of  Stebbins  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  building. 

853-22-BZ. 

APPLICANT — Bly  &  Hamann,  for  Diedrich  Wilkins  & 
John  Haar,  owners. 

PREMISES — 810  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  September*  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22- S — •542-544  Fifth  avenue,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

852-22-S — 36  Bond  street,  Manhattan. 

924- 22-S — 519  West  34th  street,  Manhattan. 

925- 22-S — 204  West  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

548-22-S— Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S— Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680- 22- St — M i lliameter  for  measuring  electrical  current, 
approval  of. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 
802-22-A— 3257  Atlantic  avenue,  Brooklyn. 
838-22-A— 373-379  East  151st  street,  The  Bronx. 
848-22- A — 15-17  West  44th  street,  Manhattan. 
861-22-A — 296  Hudson  avenue,  Brooklyn. 
865-22-A— 569  Hudson  street,  Manhattan. 
872-22-A — 267  Coles  lane,  The  Bronx. 

880-22- A — 55  Third  street,  Brooklyn. 

885-22-A — 183  East  80th  street,  Manhattan. 

900- 22-A— 332-344  West  44th  street,  Manhattan.- 

901- 22-A— 1513-1517  Second  avenue,  Manhattan. 
903-22- A — 538-64  Johnson  avenue,  Brooklyn. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters : 

cal.  no.  295-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage ; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 
cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga- 
,  rage  for  more  than  five  motor  vehicles ; 

premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  660-22-BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop ;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

CAL.  NO.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 
cal.  no.  717-22-BZ — Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages  ;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  860-22-BZ — Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
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the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

941- 22-S — 34  New  Bowery,  Manhattan. 

942- 22- S — 210  East  26th  street,  rear,  Manhattan. 
944-22-S— 335-337  Fulton  street,  Brooklyn. 

952-22-S— 828  9th  avenue,  Manhattan. 

956-22-S — 619-621  Madison  avenue,  Manhattan. 

971-22- S — 101  Menehan  street  (rear),  Brooklyn. 
973-22-S — 4201-4223  1st  avenue,  Brooklyn. 

989-22-S — 810  Broadway,  Manhattan. 

997-22-S — 164  West  22nd  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22-A — North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

911- 22-A— 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A — 445-455  Van  Brunt  street,  Brooklyn. 

B14-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 

91 6-22- A— 79-81  Grand  avenue,  Brooklyn. 

921-22-A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of 
Kimball  avenue,  Queens. 

946-22-A — 801  7th  avenue,  Manhattan. 

899-22-A— South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

948- 22- A — 801  Seventh  avenue,  Manhattan. 

949- 22-A — Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 

away  Beach,  Queens. 

951-22-iA — 125  Morningside  avenue,  Manhattan. 

953-22-A— 735  Bedford  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 
894-22-A — 166-168  8th  avenue,  L.  I.  City,  Queens. 
897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 
923-22-A— 360  Southern  boulevard,  Bronx. 

945-22-A— 2331  12th  avenue,  Manhattan. 

962- 22-A— Foot  of  51st  street.  Bush  Terminal  Building, 

No.  58,  Brooklyn. 

963- 22-A— 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  Brooklyn. 


969- 22-A — 109  East  40th  street,  Manhattan. 

970- 22- A — East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22-A — 322  St.  Nicholas  avenue,  northwest  corner  Pal¬ 
metto  street,  Queens. 

986-22- A — 291-297  Vernon  avenue,  L.  I.  City,  Queens. 
994-22- A — 2251-2253  Loring  place,  Bronx. 

1001 -22-A — 66  East  104th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  20,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  .avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A — Block  bounded  bv  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103 -22 -A — 1685-1696  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  13,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19- A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877-19-A — Pier  14,  North  River,  Manhattan. 
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878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — PiPer  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan." 

881- 19-A — 'Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19^ — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

3 1-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 


271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A— Pier  3,  Walla'bout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A— Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A— Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A— Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 31-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets^ Brook¬ 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


RULES  ADOPTED 


RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

-STANDPIPE”— “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
J^-inch  or  by  permission  of  the  Fire  Commissioner  l/&-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 


in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
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and  printed  on  cloth  in  size  8 y2  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the'  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 


Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards 'and  Appeals,  in  which 
modified  systems  shall  be  accepted. 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  in 
which  the  system  is  at  all  time,';  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2l/2  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 
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When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  xoof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow. — An  overflow  of  diameter  at  least  as  large  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 


is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  iy^-'\nch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  irom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
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shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre- 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  supplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  andm 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese  connection  may  enter  the  entire  equipment 
of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction :  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard . weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 


lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  properly  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  oi  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  ft.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  ill  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  Fiom  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shali  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 


Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and.  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flange  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 
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Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  Siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  Siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  Siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  Siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  shall  have  a  Si¬ 
amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
nave  cast  in  the  body  on  top  in  letters  at  least  1  in.  in 
length  and  not  less  than  )4  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  )4-in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3)4  in. 
x  3 y2  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  )4- in.  open  drip  without  valve 
or  cock,  or  a  J4-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  Siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  the 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2 )4  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 


mination  of  every  second  riser  shall  be  a  2)4  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2)4  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  )4  in.  open  drip  extending  to  a  sink  or  a  ^  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2)4  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2)4  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1)4  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2)4  in.  x  1)4  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1)4  in.  in  diameter. 

All  l)4-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  )4  in.  nor  more  than  §4  in.  in  diameter. 

Rule  31.  HOSE.  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart¬ 
ment  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build- 
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ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2}4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTKDN. 
In  ouildings  in  course  of  erection  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  bt 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction.  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 


not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor.  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicat.  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2 in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2 in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarm  shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and.  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems, 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con- 
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trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  fn  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation ;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE.  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  V*  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so  located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2^4  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5..  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8.  Straight  run  globe  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  -  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  svstem  with  a  land  end  Siamese  connection, 
dapper  valves  shall  be  omitted  from  the  land  end  Siamese. 
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Hon.  John  F.  Hylan,  August  3,  1922. 

Mayor,  New  York  City. 

Sir: — I  have  the  honor  to  submit  the  second  quarterly  report  of  the  'Board  of  Appeals  and  the  Board  of 
Standards  and  Appeals  for  the  quarter  ending  June  30,  1922,  summarized  as  follows: 


CASES  FILED  AND  PENDING,  1922. 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variations  of  Labor  Laws  . 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Actions  . 


Total  1922  Cases  . 

Cases  pending  December  31,  1921  . 

Additional  1921  Pier  Cases  awaiting  Court  Decision  . 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 


First  Quarter. 

Second  Quarter. 

First  Half. 

199 

159 

358 

83 

100 

183 

177 

136 

313 

20 

13 

33 

4 

0 

4 

30 

39 

69 

67 

66 

133 

580 

513 

1093 

389 

6 

5 


Total  Cases  for  First  Half  Year 


1493 


SUMMARY. 


Cases  pending  December  31,  1921  . 

Additional  1921  Pier  and  Theatre  Cases  . 

Cases  filed  up  to  and  including  June  30,  1922 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  .... 

Requests  for  interpretation  . 

Total 

Disposed  of  . 

Cases  pending  June  30,  1922 


389  Withdrawn  . 

Dismissed  . 7 . 

11  Denied  . 

Granted  . 

891  Granted  on  condition  . 

Appliances  approved  . 

69  Appliances  disapproved  . 

Miscellaneous  Actions. 

90  Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

10  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

11  Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

0  Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

11  Requests  for  extension  of  time  granted  .. 
Requests  for  extension  of  time  denied  . . . 

4  Rules  approved  . 

Rules  disapproved  . . . 

6  Requests  to  install  granted  . 

Requests  to  install  denied  . 

0  Administrative  requests  granted  . 

Administrative  requests  denied  . 

1  Interpretations  . 

-  Requests  withdrawn  . 
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1045  Total  . 

448 

970 


79 

105 

132 

73 

498 

19 

6 

81 

8 

10 

0 

10 

1 

0 

0 

11 

0 

3 

1 

6 

0 

0 

0 

1 

1 
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MEETINGS  OF  THE  BOARD. 


First  Quarter. 

Second  Quarter 

First  Half 

Board  of  Appeals  . 

.  12 

13 

35 

Board  of  Standards  and  Appeals  . 

.  17 

20 

37 

Total  meetings  . 

.  29 

* 

33 

62 

Total  number  of  Inspections  . 

.  8 

12 

20 

CASES  DISPOSED  OF  BY  THE  BOARD  OF  APPEALS. 


Appeals  from  Administrative  Orders  . 

Appeals  under  Building  Zone  Resolutions  . 

Miscellaneous  Actions  . 

First  Quarter. 

.  161 

.  94 

.  48 

Second  Quarter 

175 

100 

36 

First  Half. 
336 

194 

84 

Total  disposed  of  . 

Appeals  pending  June  30,  1922  . 

.  303 

311 

614 

.  323 

CASES  DISPOSED  OF  BY  BOARD  OF  STANDARDS  AND  APPEALS. 


Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  approval  of  Appliances  and  Materials 

Petitions  for  the  Adoption  of  Rules . 

Miscellaneous  Actions  . 

Total  disposed  of  . 

Petitions  pending  June  30,  1922  . 


Quarter 

Second  Quarter 

First  Half 

169 

187 

356 

19 

5 

24 

2 

2 

4 

17 

30 

47 

207 

224 

431 

.  125 

DISPOSITION  OF  1921  CASES. 


Pier  Cases  awaiting  Court  Decision  . 

Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 

Appeals  fromAdministrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  . 

Petition  for  Adoption  of  Rules  . 


Total 


Pending 

Disposed  of 

Pending 

Disposed 

Pending 

Dec.  31, ’21. 

1st  Quarter  Mar.  31,  ’22 

2d  Quarter 

June  30,  ’22 

42 

0 

42 

0 

42 

5 

0 

5 

0 

5 

125 

112 

13 

13 

0 

90 

68 

22 

18 

4 

101 

97 

4 

4 

0 

25 

19 

6 

1 

5 

1 

1 

0 

0 

0 

389 

297 

92 

36 

56 

CASES  PENDING  BEGINNING  THIRD  QUARTER. 


Appeals  from  Administrative  Orders 
Appeals  under  Building  Zone  Resolution 
Petitions  for  variation  of  Labor  Law  . . 
Petitions  for  approval  of  appliances  . . . 

Petitions  for  adoption  of  Rules  . 

Additional  1921,  Pier  and  Theatre  cases 
Balance  pending  from  1921  . 


149 

107 

112 

13 

0 

11 

56 


Total 


448 


MONEYS  RECEIVED. 


Subscriptions  to  Bulletin 
Cash  sales  of  Bulletin  . . . 


First  Quarter  Second  Quarter 
$170.00  $279.20 

57.16  45.65 


First  Half 
$449.20 
102.81 


Total  (paid  to  Chamberlain) 


$227.16 


$324.85  $552.01 


WILLIAM  J.  O’GORMAN,  Secretary. 


Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . '.  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  August  31,  1922  . 1084 

Restored  to  calendar  .  83 

Miscellaneous  Actions. 

Requests  to  reopen  .  Ill 

Requests  to  amend  .  17 

Requests  for  modification  .  12 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  17 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1735 

Disposed  of  . 1246 

Cases  pending  August  31,  1922  .  489 


DISPOSITION  OF  CASES. 


Withdrawn  .  89 

Dismissed  .  109 

Denied  .  171 

Granted  .  85 

Granted  on  condition  .  598 

Appliances  approved  .  20 

Appliances  disapproved .  6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  101 

Requests  to  reopen  denied  .  9 

Requests  to  amend  granted  .  17 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  . 11 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  17 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn  .  1 


Total  . 1246 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
/Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hunsr  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


■n 


»r 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  9H,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 


My  subscription  is  to  begin  with  the  issue  for 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  'Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar, 
of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 


5oard  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  September  12, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday.  September  19,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours— 9  a.  m.  to  5  p.  tn. ;  Saturdays,  9  a.  m.  to 

12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Rules  Adopted. 

Second  Quarterly  Report. 

Progress  Report. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
davs  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET.  * 


Cases  Filed, 

Week  Ending  September  7,  1922. 

Cal.  No. 

Department 

Order  No. 

1098-22-A . 

...F.D . 

. LC  8049 

1097-22-A . 

...F.D . 

.  LC  13415 

1096-22-BZ . 

...F.D . 

.  N.B.  1052-1922 

1095-22-BZ . 

...F.D . 

.  LC  5585 

109 4-22 -A . 

...B.B.B.  .. 

1093-22-BZ . 

...B.B.M.  .. 

.  N.B.  369-1922 

1092-22-BZ . 

...B.B.M.  .. 

1091-22- A . 

...F.D . 

1090-22-BZ . 

...F.D . 

1089-22-A . 

. . .  F.D . 

. LC  13329 

1088-22-A . 

...F.D . 

.  N.B.  52-1922 

1087-22-S . 

..B.B.M.  .. 

1086-22-BZ . 

...F.D . 

121  W.  54th  St.  Manhattan 

1085-22-BZ . 

...B.B.M.  .. 

.  N.B.  315-1922 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings..  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

786-22-BZ. 

APPLICANT — John  Schwalbenberg,  for  A.  Shereshevsky, 
owner. 

PREMISES — 1331  Franklyn  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  in  area 
of  an  existing  stable. 


855-22-BZ. 

APPLICANT — Wm.  A.  Blecher,  for  Louis  Tuffano, 
owner. 

PREMISES — North  side  Rockaway  boulevard,  58.28  ft. 

west  of  102nd  street,  Ozone  Park,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 


797-22-BZ. 

APPLICANT — Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

PREMISES— West  side  Fresh  Meadow  road,  245.08  ft. 
south  of  Norwood  avenue,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
blacksmith  shop. 

498-22-BZ. 

APPLICANT — Rabenold  and  Scribner,  for  William  Dein- 
inger,  owner. 

PREMISES — 3240-3256  Bronx  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  extension  of  a 
two-story  existing  bakery  building. 

544-21-BZ. 

APPLICANT — Wm.  S.  Lee,  for  Annie  E.  Lee,  owner. 

PREMISES — 91-93  Hope  avenue,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  a  repair 
shop  and  garage  for  more  than  five  cars. 


BOARD  OF  APPEALS. 

Tuesday,  September  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

144-22- A — 1580  Washington  avenue,  The  Bronx. 

380-22-A — 40-44  Rodney  street,  Brooklyn, 

390-22-A — 303  Cherry  streett,  542  Water  street,  Manhattan. 
618-22-A — '599-603  11th  avenue,  Manhattan. 

796-22-A — 171-173  Wooster  street,  Manhattan. 

804-22-A — 1966  Amsterdam  avenue,  Manhattan. 

813- 22-A — 361-3731  Avenue  A,  Manhattan. 

814- 22-A — 127-129  West  53rd  street,  Manhattan. 

819-22-A — 246-248  Harris  avenue,  Queens. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

83 1-22- A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

562-22- A — 615-621  West  57th  street,  Manhattan. 

844-22-A — 242-252  West  36th  street,  Manhattan. 

'794-22- A — 225-229  West  39th  street,  Manhattan. 

795-22-A — 79  East  130th  street,  78  East  131st  street,  Man¬ 
hattan. 

854-22-A— 558-5170  West  34th  street,  Manhattan. 

387-22-A — 22  Queen  street,  Long  Island  City. 

609-22-A — 241-245  West  64th  street,  Manhattan. 

263-22-A — 261-262  South  street,  Manhattan. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  'GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  12,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  22-22-BZ — Application,  Jan.  6,  1922,  under  the 
building  zone  resolution,  of  John  T. 
McCarthy,  applicant,  on  behalf  of  Ellen 
I.  McCarthy,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  east  side  Spuvten  Duyvel  road. 
132.32  ft.  north  of  230th  street,  The 
Bronx. 
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cal.  no.  316-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Louis  W. 
Feldmann  and  George  L.  Wills,  ap¬ 
plicants,  on  behalf  of  Josephine  Mady, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for 
more  than  five  motor  vehicles ;  prem¬ 
ises  413  East  179th  street,  The  Bronx. 

cal.  no.  297-22-BZ — Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liams-Dexter  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  use  of  premises  for  bakery  and  res¬ 
taurant  purposes ;  premises  19-21  Bor¬ 
row  street,  Manhattan. 

cal.  no.  631-22-BZ — Application,  May  1,  1922,  under  the 
building  zone  resolution,  of  Morris 
Baxerman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage;  premises  €46 
Crotona  parkway,  south,  The  Bronx. 

cal.  no.  740-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  William 
Lawrence  Bottomley,  applicant  and 
owner,  to  permit  in  a  B  area  residence 
district  the  omission  of  a  rear  yard ; 
premises  112  East  55th  street,  Man¬ 
hattan. 

cal.  no.  779-224BZ1 — Application,  June  3,  1922,  under  the 
building  zone  resolution,  of  Chas. 
Kreymborg,  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 
ing;  premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 

cal.  no.  842-22-BZ— Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 

cal.  no.  886-22-IBZ — Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  Murga- 
troyd  &  Ogden,  architects,  on  behalf 
of  Allerton  38th  Street  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  “B”  area  district  the 
construction  of  an  outer  court  under 
the  height  regulations,  disregarding 
the  length ;  premises  14-22  East  38th 
street,  Manhattan. 

cal.  no.  555-22-BZ — Application.  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles :  premises  359-363  Pulaski 
street.  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

805-22-S — 508  West  24th  street,  Manhattan. 


841-22-S — 53  Fulton  street,  Manhattan. 

857-22-S — 385  Grand  street,  Manhattan. 

662-22-S — 126  West  42nd  street,  129  West  41st  street, 
Manhattan. 

823-22-S — 59  Crosby  street,  Manhattan. 

291-22-S — 108  East  16th  street,  Manhattan. 

719-22-S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

578-22-S — 125-131  Canal  street,  Manhattan. 

815-22-S — 136-140  West  23rd  street,  Manhattan. 

870-22-S — 438-442  East  166th  street,  The  Bronx. 

332-22-S — 246-250  Canal  street,  Manhattan. 

648-22-S — 362-372  Second  avenue,  Manhattan. 

721-22-S — 65-67  Grand  street,  Brooklyn. 

843-22-S — 471  Fifth  avenue,  Manhattan. 

859-22-S — 118  West  21st  street,  Manhattan. 

873-22-S — 24  East  55th  street,  Manhattan. 

904-22-S — 154  West  Broadway,  Manhattan. 

915-22-S — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  o;f  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 

839-22-S — Cornell  Vacuum  Burner,  approval  of. 


BOARD  OF  ^APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A — 254-256  Front  street,  Manhattan. 

868- 22-A — 254  Front  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

287-22-A — 124  East  20th  street,  Manhattan. 

755-22-A — 404-412  East  104th  street,  Manhattan. 

874- 22-A — 419  East  23rd  street,  Manhattan. 

875- 22-A — 8-12  Wall  street,  Manhattan. 

888-22-A — Barren  Island,  Brooklyn. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A — 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

293-22-A — 275  Water  street,  Manhattan. 

1017-21-A — 416-424  East  19th  street,  Manhattan. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

739-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue.  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins.  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 


CALENDAR 


342- 22-A — 556  Kent  m venue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 
North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 
cal.  no.  605-22-BZ — Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above ;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 
cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  876-22-BZ — Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Ruthie 
Realty  Company,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
of  a  public  garage;  premises  60-82 
Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

cal.  no.  836-22-BZ — Application,  June  16,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Aaron  Miller,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
theatre  building ;  premises  northwest 
corner  Burnside  avenue  and  Harrison 
avenue,  The  Bronx. 

cal.  no.  858-22-BZ — Application,  June  26,  1922,  under  the 
building  zone  resolution,  of  Harrison 
G.  Wiseman,  applicant,  on  behalf  of 
Samuel  Wolf  man,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building;  premises  524- 
532  Eastern  parkway,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

701-22-BZ. 

APPLICANT — August  Kroepke,  owner. 

PREMISES — 2261  Powell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage.  -- 


821-22-BZ. 

APPLICANT — Charles  M.  Spindler,  for  Edward  W.  Pica, 
owner. 

PREMISES — 190  Varick  street,  57  King  street,  Manhat¬ 
tan. 

TO  PERMIT  in  an  unrestricted  district  the  maintenance 
of  a  garage  for  more  than  five  motor  vehicles  on 
the  same  street  with  a  public  school. 

919-22-BZ 

APPLICANT — Wesley  E.  Bryde,  owner. 

PREMISES — 3065  Perry  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  three-car  garage. 

930-21-BZ. 

APPLICANT — Frederick  J.  Dassau. 

PREMISES — West  side  182nd  place,  47  ft.  8  in.  south  of 
Fulton  street,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  milk  distributing  station  and  stable. 

1552-21-BZ. 

APPLICANT — Edward  F.  Hammel,  for  Beatrice  Free¬ 
man,  owner. 

PREMISES — 1718-720  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop. 

728-22-BZ. 

APPLICANT — R.  Thomas  Short,  for  Thomas  A.  Clarke, 
owner. 

PREMISES — 15-27  Bedford  Place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 

999-22-BZ. 

APPLICANT — Frank  J.  Schefcik,  for  Samuel  H.  Wolf- 
man,  owner. 

PREMISES — 943-949  Atlantic  avenue,  northeast  corner 
Grand  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  two-story 
and  cellar  public  garage. 

965-22-BZ. 

APPLICANT — New  York  Telephone  Co.,  owner. 

PREMISES — 126-130  Orchard  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  of  a  tele¬ 
phone  exchange  building  with  the  omission  of  a  rear 
yard  and  court  as  required  by  the  Zoning  Reso¬ 
lution. 

927-22-BZ. 

APPLICANT — Frederick  Johnson,  for  M.  E.  F.  Corpor¬ 
ation,  owner. 

PREMISES — North  side  Westchester  avenue,  97.11  ft. 
east  of  Stebbins  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  building. 

853-22-BZ. 

APPLICANT — Bly  &  Hamann,  for  Diedrich  Wilkins  & 
John  Haar,  owners. 

PREMISES — 810  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22-S — '542-544  Fifth  avenue,  Manhattan. 

808-22-S — 90  East  10th  street,  Manhattan. 

852-22-S — 36  Bond  street,  Manhattan. 

924- 22-S — 519  West  34th  street,  Manhattan. 

925- 22-S — 204  West  30th  street,  Manhattan. 
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Appliances  Submitted  for  Approval. 

548-22-S— Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres-  . 

sure  Gas  and  Oil  Burner,  approval  of. 

546- 22- S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-S — Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22- S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

802-22-A— 3257  Atlantic  avenue,  Brooklyn. 

838-22-A — 373-379  East  151st  street,  The  Bronx. 
848-22-A — 15-17  West  44th  street,  Manhattan. 

861-22-A — 296  Hudson  avenue,  Brooklyn. 

865-22-A — 569  Hudson  street,  Manhattan. 

872-22-A— 267  Coles  lane,  The  Bronx. 

880-22-A — 55  Third  street,  Brooklyn. 

885-22-A — 183  East  80th  street,  Manhattan. 

900- 22-A — 332-344  West  44th  street,  Manhattan. 

901- 22-A — 1513-1517  Second  avenue,  Manhattan. 

903-22-A — 538-64  Johnson  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  295-22-BZ— Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck¬ 
er,  owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  public  garage; 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 


applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  No.  660-22-BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  tne 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  717-22-BZ — Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

f 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages  ;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  860-22-BZ — Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

941- 22-S — 34  New  Bowery,  Manhattan. 

942- 22-S— 210  East  26th  street,  rear,  Manhattan. 
944-22-S — 335-337  Fulton  street,  Brooklyn. 

952-22-S — 828  9th  avenue,  Manhattan. 

9'56-22-S — 619-621  Madison  avenue,  Manhattan. 
971-22-S — 101  Menehan  street  (rear),  Brooklyn. 
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973-22-S — 4201-4223  1st  avenue,  Brooklyn. 

989-22-S — 810  Broadway,  Manhattan. 

997-22-S — 164  West  22nd  street,  Manhattan. 

511-22-S — 822  Flatbush  avenue,  Brooklyn. 

576-22-S — 246-250  Canal  street,  Manhattan. 

850-22-S — 322  East  75th  street,  Manhattan. 

893-22-S — 277-279  Bowery,  Manhattan. 

992-22-S — 460-464  East  10th  street,  Manhattan. 

1006-22-S — 106  5th  avenue,  Manhattan. 

100 8 -22 -S — 99-101  Bedford  avenue.  Brooklyn. 

Appliances  Submitted  for  Approval. 

1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
1036-22- S—Maxon  New  Style  Oil  Burner,  approval  of. 
1064-22- S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22-A — North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

911- 22-A — 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A — 445-455  Van  Brunt  street,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 

916-22-A — 79-81  Grand  avenue,  Brooklyn. 

921-22-A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of 
Kimball  avenue,  Queens. 

943-22-A — 801  7th  avenue,  Manhattan. 

899-22-A — South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

948 - 22- A — 801  Seventh  avenue,  Manhattan. 

949- 22- A — Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 

away  Beach,  Queens. 

951-22-A — 125  Morningside  avenue,  Manhattan. 

953-22-A — 735  Bedford  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 

894-22- A — 166-168  8th  avenue,  L.  I.  City,  Queens. 
897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 

923-22-A — 360  Southern  boulevard,  Bronx. 

945-22-A — 2331  12th  avenue,  Manhattan. 

962- 22-A — Foot  of  51st  street,  Bush  Terminal  Building, 

No.  58,  Brooklyn. 

963- 22-A — 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  (Brooklyn. 

969- 22-A — 109  East  40th  street,  Manhattan. 

970- 22-A — East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22- A — 322  St.  Nicholas  avenue,  northwest  corner  Pal¬ 
metto  street,  Queens.' 

986-22-A — 291-297  Vernon  avenue,  L.  I.  City,  Queens. 
994-22-A — 2251-2253  Loring  place,  Bronx. 

1001-22-A — 66  East  104th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  17,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

849-22-A — 354  Bowery,  Manhattan. 

922-22-A — 321  Pearl  street,  Manhattan. 

934-22-A — 248  East  153rd  street,  The  Bronx. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

966-22-A — S.  S.  Nelson  avenue,  between  Manley  and  Mount 
streets,  Long  Island  City,  Queens. 

9 68-22 -A — 107  East  82nd  street,  Manhattan. 

976-22-A — 104  South  4th  street,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  20,  1922,  at  10  o.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A- — 2180  Third  avenue,  Manhattan. 

502-21- A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A — (Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22- A — 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday ,  October  13,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan.  , 
877-19-A — Pier  14,  North  River,  Manhattan. 
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878-19- A — Pier  15,  North  River,  Manhattan. 

'  879-19-A — PiPer  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19^ — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 


271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets,- 

Brooklyn. 

42 1- 20- A — 'Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423 - 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 
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RULES  ADOPTED,  JUNE  27,  1922,  GOVERNING  FIRE  EXTINGUISHING  APPLIANCES: 

•‘STANDPIPE”— “FIRE  LINE.” 


Rule  1.  PLANS.  A  preliminary  set  of  paper  plans  and 
cross  section  drawn  clearly  and  distinctly  to  a  scale  of 
J4-inch  or  by  permission  of  the  Fire  Commissioner  )4-inch 
to  the  foot,  for  each  proposed  standpipe  (fireline)  instal¬ 
lation  or  alteration,  shall  be  submitted  to  and  approved 
by  the  Fire  Commissioner  before  the  work  in  connection 
with  the  installation  is  started.  Such  plans  shall  show 
the  size  and  location  of  the  standpipe  (fireline)  risers, 
size  and  location  of  Siamese  and  cross-connections,  valves, 
tanks  and  connections,  pumps,  hose  stations,  lengths  of 
hose,  etc.,  and  the  location  of  stairways  and,  enclosing 
partitions  in  relation  to  the  standpipe  risers  and  hose 
stations.  Upon  approval  of  preliminary  plans  such  num¬ 
ber  of  sets  of  clean,  corrected  plans  on  cloth  as  the  Fire 
Commissioner  may  require,  not  exceeding  three  (3)  shall 
be  filed  for  final  approval  by  the  Fire  Commissioner.  A 
certified  copy  of  approved  plans  shall  be  forwarded  to 
the  Bureau  of  Buildings  by  the  Bureau  of  Fire  Preven¬ 
tion.  Such  application  and  specification  forms  as  may  be 
prescribed  by  the  Fire  Commissioner  shall  accompany  pre¬ 
liminary  plans.  If  an  automatic  sprinkler  system  is  pro¬ 
vided  throughout  the  building  or  in  any  portion  of  the 
building,  the  plans  shall  include  a  note  to  this  effect. 

Rule  2.  APPROVAL.  Before  acceptance  all  stand¬ 
pipe  (firelines)  shall  be  tested  for  at  least  one-half  hour 


in  the  presence  of  a  representative  of  the  Bureau  of  Fire 
Prevention  to  a  pressure  of  at  least  300  pounds  per  square 
inch  at  the  street  level,  or  such  additional  pressures  as 
may  be  required  to  give  100  pounds  at  the  highest  hose 
outlet. 

No  valves,  risers,  or  other  material  portions  of  any 
standpipe  (fireline)  equipment  shall  be  covered  in  or  per¬ 
manently  concealed  until  tested  and  approved,  in  writing, 
by  the  Bureau  of  Fire  Prevention. 

Modified  standpipe  equipment  installed  as  per  General 
Resolution,  Cal.  179-20-S  of  the  Board  of  Standards  and 
Appeals  shall  not  be  required  to  stand  a  pressure  test  in  ex¬ 
cess  of  100  pounds  per  square  inch. 

When  entirely  completed  in  accordance  with  the  approved 
plans,  and  as  per  test  herein  provided  for,  application  shall 
be  made  to  the  Bureau  of  Fire  Prevention  for  inspection 
of  the  completed  installation.  When  the  standpipe  equip¬ 
ment  is  approved,  the  applicant  will  be  so  advised  in  writ¬ 
ing  by  the  Bureau  of  Fire  Prevention. 

When  deemed  necessary  by  the  Fire  Commissioner,  dia¬ 
grams  of  the  standpipe  fire  line  equipment  in  buildings 
of  large  area  or  height,  not  more  than  three  in  number 
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and  printed  on  cloth  in  size  8)4  in.  x  11  in.,  shall  be  filed 
by  the  applicant  for  the  use  of  the  fire  companies  in  the 
district  in  which  the  premises  are  located. 

Rule  3.  MONTHLY  INSPECTION.  All  valves,  hose, 
tools  and  other  auxiliary  fire  appliances  shall  be  kept  in 
perfect  working  order,  and  at  least  once  a  month  the 
person  in  charge  of  the  building  shall  make  a  thorough 
inspection  of  the  same  to  see  that  all  the  fire  appliances 
are  in  perfect  working  order  and  ready  for  immediate  use 
by  the  Fire  Department. 

He  shall  also  instruct  all  employees  under  his  charge  in 
the  use  and  practice  of  all  auxiliary  fire  appliances.  A 
detailed  record  of  each  inspection  shall  be  kept  for  ex¬ 
amination  by  a  representative  of  the  Fire  Department. 

Rule  4.  APPROVED  DEVICES.  All  devices  approved 
for  use  in  standpipe  fire  line  equipments  shall  bear  the 
manufacturer’s  name  and  the  date  of  and  the  number  of 
the  approval.  Certified  copies  of  the  approval,  working 
drawings  and  photographs  of  the  device  approved,  shall 
be  submitted  to  the  administrative  authority  having  juris¬ 
diction  for  preservation  as  records  and  reference  data. 

Rule  5.  ELEVATOR  IN  READINESS.  In  every 
building  exceeding  150  feet  in  height  at  least  one  passen¬ 
ger  elevator  shall  be  kept  in  readiness  for  immediate  use 
by  the  Fire  Department  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  a  competent  man 
to  operate  the  elevator  shall  be  present  at  all  times. 

Rule  6.  AREA  OF  BUILDING.  For  the  application  of 
Sec.  581  of  Chapter  5  of  the  Code  of  Ordinances,  the  area 
of  the  building  shall  be  taken  as  the  area  within  the  ex¬ 
terior  walls  or  the  area  between  fire  walls  constructed  as, 
and  with  areas  protected  as,  per  Section  371,  Chapter  5 
cf  the  Code  of  Ordinances,  provided  that  fire  walls  extend 
throughout  the  entire  height  of  the  building,  and  provided 
further  that  the  combined  areas  of  the  floor  areas  on  either 
side  of  the  wall  do  not  exceed  15,000  sq.  ft. 

Rule  7.  HEIGHT.  The  term  “height”  as  applied  to  a 
building  or  structure,  means  the  vertical  distance  measured 
in  a  straight  line  from  the  curb  level,  to  the  highest  point 
of  the  roof  beams  in  the  case  of  flat  roofs,  and  to  the  aver¬ 
age  height  of  gable  in  case  of  roofs  having  a  pitch  of  more 
than  20  degrees  with  a  horizontal  plane. 

Rule.  8.  STANDPIPE  EQUIPMENT  shall  consist  of 
a  system  of  piping  connected  to  one  or  more  approved 
sources  of  water  supply  and  provided  with  sufficient  num¬ 
ber  of  hose  outlets  and  hose  located  as  hereinafter  set 
forth,  to  make  possible  the  covering  of  every  portion  of 
each  floor  area  with  a  standpipe  hose  stream,  except  that 
where  the  1st  story  or  basement  or  both  are  occupied  as 
stores  without  connection  or  communication  with  the  en¬ 
trance  hall  or  stair  enclosure  to  upper  stories  the  Fire 
Commissioner  may  permit  the  omission  of  standpipe  pro¬ 
tection  in  such  stores  and,  if  so  omitted,  may  prescribe 
such  portable  protection  as  he  may  deem  necessary.  Cellars, 
sub-cellars,  basements,  etc.,  shall  be  protected  in  the  same 
manner  as  the  stories  above  grade. 

Every  standpipe  (fire  line)  equipment  shall  be  a  Standard 
Wet  System,  except  as  hereinafter  provided  for: 

(a)  In  any  building  not  exceeding  40  feet  in  height,  and 
20,000  sq.  ft.  in  area,  a  four-inch  street  supply  system  hav¬ 
ing  one  four  (4)  inch  direct  connection  to  a  street  main 
fed  two  ways  or  having  one  4-in.  direct  connection  to  each 
of  the  two  street  mains  on  two  street  fronts,  each  main  so 
fed  that  the  shutting  off  of  one  main  will  not  interfere  with 
the  supply  of  the  other  main,  may  be  installed,  provided 
there  is  sufficient  pressure  in  the  street  main  or  mains  to 
maintain  a  minimum  of  twenty-five  (25)  pounds  per  square 
inch  static  pressure  at  the  highest  hose  outlet. 


Evidence  establishing  the  fact  that  water  main  condi¬ 
tions  and  pressures  are  as  required  shall  be  submitted  to  the 
Fire  Department. 

(b)  In  buildings  as  specified  in  General  Resolution,  Cal. 
179-20-S,  of  the  Board  of  Standards  and  Appeals,  in  which 
modified  systems  shall  be  accepted, 

(c)  The  installation  of  a  pressure  tank  system,  instead  of 
a  Standard  Wet  System,  may  be  permitted  by  the  Fire  Com¬ 
missioner  when,  in  his  opinion,  the  efficiency  of  the  system 
will  be  not  less  than  that  of  a  Standard  Wet  System. 

Rule  9.  CLASSIFICATION  OF  STANDPIPE-FIRE 
LINE  EQUIPMENTS.  For  the  purpose  of  these  rules 
standpipe  equipments  shall  be  classified  as : 

(a)  Standard  Wet  System  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and*  in 
which  the  system  is  at  all  times  filled  with  water  from  at 
least  one  standard  source  of  supply. 

(b)  Four-inch  street  connection  system,  in  which  the 
pipes  are  of  sizes  as  specified  in  Section  581  of  the  Building 
Code  and  the  system  is  at  all  times  filled  with  water  from 
one  or  more  4-in.  diameter  direct  connections  to  public 
water  mains  in  the  street. 

(c)  Automatic  dry  systems,  in  which  the  pipes  are  of  sizes 
as  specified  in  Section  581  of  the  Building  Code,  and  are 
normally  dry,  the  system  being  connected  to  a  source  of 
water  supply  controlled  by  an  automatic  dry  pipe  valve  as 
defined  elsewhere  in  these  rules. 

(d)  Modified  systems,  in  which  the  piping  is  2)4  inches 
in  diameter  and  supplied  from  a  street  main  through  a  tap 
of  at  least  2  ins.  in  diameter,  as  per  General  Resolution 
179-20-S  of  the  Board  of  Standards  and  Appeals. 

(e)  Pressure  tank  system,  which  will  be  similar  to  a 
standard  wet  system  except  that  primary  supply  of  water 
shall  be  obtained  from  a  pressure  tank  as  defined  elsewhere 
in  these  Rules. 

Rule  10.  TANKS  ABOVE  ROOF.  Construction  shall 
be  as  per  Section  428  of  the  Building  Code  and  tank  struc¬ 
ture  and  supports  shall  be  approved  by  the  Superintendent 
of  Buildings.  The  covers  of  all  unenclosed  standpipe  tanks 
shall  be  conical  in  shape  and  protected  with  a  type  of  roof¬ 
ing  approved  by  the  Superintendent  of  Buildings. 

Rule  11.  RESERVE  FOR  STANDPIPE.  Gravity 
tanks,  intermediate  tanks  and  pressure  tanks  shall  contain 
not  less  than  3,500  gallons  of  water  at  all  times,  reserved 
solely  for  standpipe  fire  lines  purposes. 

When  a  gravity  tank  is  to  be  used  for  both  standpipe 
and  house  supply,  the  connection  for  the  latter  shall  be 
made  through  the  side  of  the  tank  above  the  level  of  the 
required  standpipe  reserve. 

Standpipe  and  sprinkler  supplies  may  not  be  taken  from 
one  tank. 

Mercantile  or  Industrial  Buildings  in  Group  under  the 
same  ownership  and  operation : — 

One  gravity  tank  of  sufficient  water  capacity  to  supply  the 
largest  unit  of  a  group  of  separate  and  distinct  buildings  op¬ 
erating  under  one  ownership,  and  located  at  such  elevation 
that  the  bottom  of  the  tank  will  be  at  least  20  feet  above 
the  roof  of  the  highest  building  of  the  group,  will  be 
accepted  as  an  adequate  tank  supply  for  the  entire  stand¬ 
pipe  equipment,  provided  a  dead  riser  is  carried  down 
from  the  bottom  of  the  tank  to  an  underground  header 
system  having  a  Post  Indicater  control  valve  for  each 
building  unit,  the  P.  I.  Valves  to  be  located  as  the  Fire 
Commissioner  may  direct. 

All  underground  piping  shall  be  extra  heavy  cast  iron. 
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When  in  his  opinion,  the  area  covered  is  excessive  or  the 
occupancy  is  such  that  an  unusual  fire  hazard  is  introduced, 
the  Fire  Commissioner  may  require  additional  protection 
in  the  nature  of  additional  tank  or  tanks  located  remote 
from  any  other  standpipe  tank,  or  additional  water  supply  in 
the  main  gravity  tank,  or  a  fire  pump  and  suction  tank  of 
size  and  capacity  to  be  determined  by  the  Fire  Commis¬ 
sioner  or  the  Board  of  Standards  and  Appeals,  or  a  com¬ 
bination  of  any  of  the  foregoing  supplies. 

Rule  12.  STANDARD  SOURCE  OF  SUPPLY.  Grav¬ 
ity  tank  located  so  that  the  bottom  of  same  will  be  not 
less  than  20  feet  above  the  roof  level  and  of  a  capacity 
as  stated  elsewhere  in  these  rules  and  direct  connected 
to  the  standpipe  equipment  by  pipes  of  the  same  diameter 
as  that  of  the  largest  riser. 

Tanks  may  not  be  fed  through  the  standpipe  fire  line, 
but  shall  be  fed  through  a  separate  line  at  least  2  inches 
in  diameter,  discharging  into  the  top  of  the  tank  above 
the  overflow  level  through  the  side  or  through  the  bottom, 
that  portion  of  the  pipe  within  the  tank  to  be  of  brass 
or  bronze.  An  electric  or  steam  pump  of  sufficient  capacity 
to  deliver  65  gallons  of  water  per  minute  at  the  tank 
shall  be  provided,  or  if  the  pressure  in  the  service  line 
is  sufficient  and  the  plumbing  is  such  that  a  minimum  of 
65  gallons  of  water  per  minute  may  be  delivered  to  the 
tank,  connection  to  the  house  water  service  main  in  the 
basement,  cellar  or  lowest  story  may  be  used  instead  of 
pump. 

The  sprinkler  and  standpipe  tanks  may  be  fed  from  a 
common  source  of  supply,  either  a  pump  or  a  direct  service 
main  connection,  provided  separate  feed  lines  from  the 
basement  or  lowest  story  are  provided  and  a  control  valve 
for  each  feed  line  provided  in  a  pump  room  or  engine 
room,  and  a  ball  (float)  valve  is  provided  for  each  tank. 
Floats  shall  be  of  copper. 

Overflow.— An  overflow  of  diameter  at  least  as  large  as 
that  of  the  fill  line  shall  be  provided  for  each  standpipe 
tank.  It  may  be  run  through  the  bottom  of  the  tank,  pro¬ 
vided  it  is  of  brass  or  bronze  and  has  no  joint  inside  of  the 
tank,  otherwise  it  must  be  brought  through  the  side  of  the 
tank,  3  inches  below  the  top  (of  sides).  Overflows  shall 
terminate  in  a  90  degree  elbow  not  more  than  24  inches 
above  the  roof. 

Emergency  Drain. — There  shall  be  provided  for  each 
tank  an  emergency  drain  not  less  than  4  inches  in  diameter 
connected  directly  to  the  bottom  of  the  tank  or  to  the 
standpipe  supply  line  above  the  roof,  and  terminating  not 
less  than  30  inches  nor  more  than  4  feet  above  the  roof  in 
a  horizontal  run.  Emergency  drain  shall  be  provided  with 
a  4-inch  quick  opening  gate  valve  located  in  a  readily  ac¬ 
cessible  position  not  more  than  4  feet  above  the  roof. 

Elevation  of  Tank. —  The  bottom  of  each  gravity  tank 
used  for  standpipe  fire  line  supply  shall  be  at  least  20  feet 
above  the  level  of  the  roof.  When  the  area  of  a  pent 
house  exceeds  50%  of  the  roof  area  or  when  it  exceeds 
an  area  of  2500  sq.  ft.,  the  bottom  of  the  tank  shall  be 
required  to  be  not  less  than  20  ft.  above  the  level  of  the 
pent  house  roof.  In  existing  standpipe  equipment  the  bot¬ 
tom  of  the  gravity  standpipe  tank  shall  not  be  required  to 
be  more  than  20  feet  above  the  outlet  in  the  highest  story. 

Access  to  Tank. — Access  to  the  top  of  each  standpipe 
tank  shall  be  provided  by  means  of  an  iron  gooseneck 
ladder  of  substantial  construction  and  rigid  bracing. 

Rule  13.  HIGH  AND  LOW  ALARM  AND  FLOW 
TELL  TALE.  Every  tank  used  for  standpipe  fire  line 
purposes  shall  be  provided  with  either  an  electric  high 
and  low  water  alarm  as  defined  elsewhere  in  these  rules 
or  with  a  flow  tell  tale  constructed  as  provided  for  else¬ 
where  in  these  rules,  in  order  that  it  may  be  determined 
at  any  time  whether  or  not  the  required  standpipe  reserve 
is  in  the  tank,  except  that  where  the  house  water  supply 


is  taken  from  the  same  tank  as  the  standpipe  supply  and 
not  from  any  other  tank,  neither  a  high  and  low  alarm 
or  a  flow  tell  tale  need  be  provided  when  an  automatic 
tank  filling  pump  is  installed. 

Rule  14.  CHECK  VALVE.  There  shall  be  provided  in 
a  horizontal  run  of  pipe  below  the  main  roof  in  the  line 
connecting  the  standpipe  tank  with  the  standpipe  riser 
an  approved  type  swing  check  valve  opening  toward  riser. 
An  O.  S.  &  Y.  gate  valve  shall  be  provided  on  each  side 
of  the  check  valve  and  shall  be  sealed  open  in  an  ap¬ 
proved  manner. 

Rule  15.  HEATING  OF  TANKS.  All  tanks  used  for 
standpipe  supply  purposes  shall  be  heated  by  means  of 
steam  supplied  through  a  brass  coil  with  brass  fittings 
and  of  a  type  and  radiating  surface  as  prescribed  by  the 
Board  of  Standards  and  Appeals.  The  heater  shall  be 
fed  through  a  1^-inch  steam  line  with  a  1-inch  return. 
The  water  in  the  tank  shall  be  maintained  at  a  tempera¬ 
ture  above  40  F.,  which  condition,  if  obtained  by  a  varia¬ 
tion  of  the  arrangement  of  coil  as  may  be  specified  by 
the  Board  of  Standards  and  Appeals,  will  be  acceptable. 

Tanks  supplying  both  standpipe  and  house  service  lines 
in  hotels,  hospitals  and  institutes  using  the  tank  supply  seven 
days  a  week  shall  not  require  heating.  If  in  an  adequately 
heated  enclosure,  interior  heating  of  tanks  shall  not  be 
required. 

Rule  16.  SUCTION  TANKS.  Suction  tanks  shall  be 
of  at  least  5000  gallons  effective  water  capacity  reserved 
for  fire  pump  use  exclusively  and  shall  be  constructed  of 
steel  or  reinforced  concrete,  located  in  the  cellar,  or 
in  the  basement  or  lowest  story  if  there  is  no  cel¬ 
lar  under  the  building.  The  Fire  Commissioner  may 
permit  suction  tanks  to  be  located  in  a  separate  enclosure 
or  building  provided  they  are  accessible  and  in  his  judg¬ 
ment  such  location  will  be  more  practicable.  Suction  tanks 
shall  be  fed  by  a  connection  at  least  3  inches  in  diameter 
taken  direct  trom  the  public  street  main.  The  supply  shall 
enter  the  suction  tank  above  the  top  or  through  the  side 
near  the  top  of  the  tank  and  shall  be  controlled  by  a  bronze 
ball  cock  and  copper  float. 

Rule  17.  v  PRESSURE  TANKS.  Pressure  tanks  shall 
contain  the  quantities  of  water  as  specified  for  gravity  tanks, 
but  in  no  case  may  a  tank  have  a  capacity  in  excess  of 
9,000  gallons.  Pressure  tanks  shall  be  located  in  the  top 
story  or  pent  house  and  shall  be  properly  protected  against 
freezing.  The  tank  shall  be  kept  two-thirds  full  of  water 
under  a  pressure  of  75  lbs.  per  square  inch  and  shall  be  so 
located  and  proportioned  that  a  pressure  of  not  less  than  15 
lbs.  per  square  inch  will  be  available  at  the  hose  outlet  in  the 
highest  story.  The  air  compressor  shall  be  of  sufficient 
capacity  to  increase  the  air  pressure  at  an  average  of  one 
pound  in  two  minutes  in  each  pressure  tank. 

The  connection  to  riser  or  risers,  the  emergency,  drain 
and  the  means  of  access  to  tank  shall  be  as  required  for 
gravity  tank  in  Rule  12.  Pressure  and  water  level  gauges 
shall  be  required.  The  means  of  supplying  water  shall  be 
as  required  for  gravity  tanks  except  that  filling  must  be  done 
without  reducing  the  pressure  in  the  tank. 

Rule  18.  SUPPORT  FOR  TANKS.  Tanks  of  more 
than  500  gallons  capacity  hereafter  placed  in  or  on  any 
building  shall  be  supported  on  masonry,  reinforced  con¬ 
crete  or  steel  construction  of  sufficient  strength  and  car¬ 
ried  to  a  proper  foundation  as  provided  for  in  section  428, 
Chapter  5  of  the  Code  of  Ordinances. 

Rule  19.  INTERMEDIATE  TANKS.  The  location  of 
intermediate  tanks  shall  be  as  directed  by  the  Fire  Commis¬ 
sioner  and  as  prescribed  elsewhere  in  these  rules  and  each 
such  tank  shall  have  at  least  3,500  gallons  of  water  reserved 
exclusively  for  fire  line  purposes.  The  bottom  of  each  tank 
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shall  be  at  least  20  feet  above  the  floor  level  of  the  story 
next  above  the  highest  outlet  supplied  therefrom.  The 
method  of  water  supply  to  tanks,  the  overflow,  the  high  and 
low  water  alarm,  the  emergency  drain,  etc.,  shall  be  as  pre¬ 
scribed  for  tanks  above  the  roof  except  that  the  overflow 
and  emergency  drain  shall  be  direct  connected  to  the  drain¬ 
age  system  of  the  building. 

The  connection  of  the  tank  to  the  system  shall  be  as 
hereinafter  set  forth: 

Piping  of  the  same  diameter  as  the  riser  shall  connect  the 
tank  with  the  riser  of  the  portion  of  equipment  suoplied 
from  that  tank  and  in  this  connecting  line  in  a  horizontal 
run  there  shall  be  placed  an  approved  swing  check  valve 
opening  downward,  and  two  O.  S.  &  Y.  gate  valves  one  at 
each  side  of  the  check  valve.  Each  tank  section  shall  be 
direct  connected  to  the  tank  section  above  by  means  of  pip¬ 
ing  of  the  same  diameter  as  that  of  the  largest  riser  and  in 
this  connecting  line  shall  be  provided  an  approved  swing 
check  valve  opening  upward,  in  order  that  water  pumped 
into  the  Siamese*  connection  may  enter  the  entire  equipment 
of  the  building,  and  that  each  tank  will  supply  only  its  por¬ 
tion  of  the  system. 

Rule  20.  VALVES.  All  valves  controlling  standpipe 
water  supply  except  valves  at  hose  outlets  shall  be  iron 
body  brass  mounted,  Outside  Stem  &  Yoke  gate  type. 

Rule  21.  PIPING.  Materials  of  Construction:  All  new 
piping  for  standpipe  fire  lines  shall  be  of  genuine  full  weight 
wrought  iron  or  steel  and  properly  tested  by  the  manufac¬ 
turer  to  500  lbs.  per  square  inch  hydrostatic  pressure.  All 
pipes  shall  be  lapwelded.  Where  working  pressures  are  in 
excess  of  150  lbs.  to  the  square  inch  extra  heavy  cast  iron 
valves  and  fittings  shall  be  used.  The  standard  weight  fit¬ 
tings  and  valves  may  be  used  where  the  pressure  is  not  more 
than  150  lbs.  per  sq.  inch.  Fittings  in  horizontal  runs 
shall  have  long  turns,  and  shall  be  of  a  radius  not  less  than 
5  times  the  diameter  of  the  pipe.  All  underground  piping 
shall  be  of  extra  heavy  cast  iron. 

Rule  22.  CONSTRUCTION.  Each  standpipe  fire  line 
riser  shall  be  supported  at  the  bottom  and  in  every  other 
(alternate)  story,  and  shall  be  properly  braced.  Horizontal 
lines  shall  be  supported  by  heavy  wrought  iron  hangers  at¬ 
tached  by  straps  or  bars  extending  around  and  over  floor 
beams  at  intervals  of  not  more  than  10  ft.,  and  at  more 
frequent  intervals  if  deemed  necessary  by  the  Fire  Com¬ 
missioner  and  shall  be  securely  braced  to  withstand  vibra¬ 
tion.  Hangers  may  be  supported  by  straps  or  bars  extend¬ 
ing  over  and  around  bars  of  at  least  1  in.  in  diameter  and  12 
in.  in  length  embedded  in  concrete  floors  parallel  to  and  at 
least  2  in.  from  the  undersurface  or  by  approved  mal¬ 
leable  iron  concrete  inserts.  The  arrangement  of  lines  must 
be  straight  and  as  direct  as  practicable.  Offsets  will  be  per¬ 
mitted  only  when  unavoidable  or  where  necessary  to  install 
horizontal  check  valves.  Where  standpipe  lines  are  adjacent 
to  or  in  close  proximity  to  other  pipes  of  4  in.  or  larger 
diameter,  the  standpipe  fire  lines  shall  be  coated  with  red 
paint,  except  where  flange  fittings  and  pipes  are  permitted 
elsewhere  in  this  rule,  all  joints  shall  be  screwed  joints 
made  up  thoroughly  water  tight  with  red  lead,  litharge  and 
glycerine,  or  compressed  graphite  lead  and  boiled  linseed 
oil,  or  any  joint  compound  that  may  be  approved  by  the 
Board  of  Standards  and  Appeals. 

In  horizontal  runs  of  piping  of  standpipe  fire  line  sys¬ 
tems,  if  larger  than  4  in.  in  diameter,  fittings  and  valves 
may  be  of  the  flange  type,  provided  flaHge  faces  are  ma¬ 
chined  true  and  smooth  and  do  not  show  rings,  and  sand 
holes  or  other  imperfections.  All  joints  must  be  either 
ground  or  provided  with  corrugated  copper  gaskets. 

Rule  23.  PROTECTION  OF  RISERS.  Standpipe  ris¬ 
ers  when  not  located  within  stair  enclosure  shall  be  pro¬ 
tected  against  interior  fire  damage  by  means  of  at  least  one 
inch  asbestos  covering,  or  a  covering  of  expanded  metal 


lath  and  three-quarters  inch  Portland  cement  plaster  or  by 
a  2  in.  terra  cotta  block  encasement. 

Standpipe  lines  shall  be  property  protected  from  freezing. 

Rule  24.  NUMBER  OF  RISERS.  Where  standpipe 
fire  line  equipment  is  required  there  shall  be  at  least  one  riser 
for  each  10,000  sq.  ft.  of  floor  area  in  any  story,  basement 
or  cellar.  Each  building  fronting  on  more  than  one 
street  shall  have  at  least  one  riser  for  each  street  front. 
For  the  application  ot  tnis  rule  a  corner  building  shall  not 
be  considered  as  facing  on  more  than  one  street  when  it  is 
on  but  one  corner.  In  all  cases  regardless  of  area  or  loca¬ 
tion  there  shall  be  a  sufficient  number  of  risers,  so  that 
any  portion  of  each  floor  area  may  be  covered  by  the  stream 
from  a  standpipe  hose  not  exceeding  100  St.  in  length,  ex¬ 
cept  in  the  case  of  hotels  where  portions  of  floor  area  most 
remote  from  the  stairway  are  more  than  100  ft.  distant 
therefrom,  when  hose  shall  not  be  more  than  125  ft.  in 
length. 

Not  more  than  10  feet  will  be  allowed  for  the  throw  of 
hose  stream,  except  where  the  static  pressure  at  the  hose 
outlet  is  15  lbs.  or  more,  when  20  ft.  will  be  allowed. 

When  there  are  two  or  more  risers  in  a  standpipe  (fire 
line)  equipment,  all  risers  shall  be  cross-connected  by  pip¬ 
ing  of  a  diameter  at  least  equal  to  the  diameter  of  the  larg¬ 
est  riser,  but  in  no  case  shall  the  cross-connection  be  less 
than  five  inches. 

Rule  25.  FIRE  PUMPS.  Where  Required: 

(a)  In  every  building  exceeding  280  ft.  in  height,  an  elec¬ 
tric  or  steam  pump  shall  be  kept  in  readiness  for  immediate 
use  by  the  Fire  Department  during  all  hours  of  the  night 
and  day,  including  Sundays  and  holidays. 

(b)  In  every  theatre  having  a  stage  and  dressing  room, 
in  every  opera  house  having  a  stage  and  dressing  room, 
and  in  every  building  used  generally  for  public  amuse¬ 
ment  or  entertainment  and  exceeding  20,000  sq.  feet  in  area. 

Rule  26.  ARRANGEMENT,  LOCATION  AND  SUP¬ 
PLY  OF  FIRE  PUMPS.  Fire  pumps  where  required  due 
to  building  height  in  excess  of  280  ft.,  shall  be  connected  to 
the  standpipe  systems  and  have  a  capacity  of  750  gal¬ 
lons  of  water  per  minute  at  a  pressure  of  50  lbs.  to  the 
sq.  inch  at  the  hose  outlet  in  the  highest  story.  Fire  pumps 
shall  draw  from  steel  or  reinforced  concrete  suction  tanks 
of  at  least  5,000  gallons  water  capacity.  For  the  purpose 
of  testing  fire  pumps  a  4  in.  diameter  branch  shall  be  taken 
from  the  discharge  line  at  the  pump  side  of  the  check  valve 
and  run  to  the  suction  tank  over  the  side  or  through  the 
side  above  the  overflow  level.  From  this  branch  there  shall 
be  taken  a  4  in.  line  with  an  approved  type  pressure  relief 
valve,  extending  to  the  tank  in  a  manner  similar  to  that 
of  the  4  in.  test  line.  In  the  4  in.  test  line  between  the  4  in. 
relief  branch  and  the  tank  there  shall  be  placed  an  O.  S.  & 
Y.  gate  valve,  which  shall  be  kept  closed  except  during  a 
test  of  the  fire  pump.  In  the  line  from  the  fire  pump  to 
the  standpipe  risers  and  beyond  the  test  branch  there  shall 
be  placed  an  approved  type  check  valve  in  a  horizontal  po¬ 
sition  and  also  an  O.  S.  &  Y.  gate  valve,  the  latter  to  be 
open  except  when  the  fire  pump  is  undergoing  test.  A  pres¬ 
sure  gauge  shall  be  provided  and  connected  to  the  dis¬ 
charge  line  of  the  pump.  In  all  standpipe  equipments 
where  the  height  of  the  building  and  the  layout  of  the 
standpipe  installation  are  such  as  to  require  a  pressure  ex¬ 
ceeding  275  lbs.  to  the  square  inch  to  obtain  at  the  high¬ 
est  story  outlet  a  pressure  of  50  lbs.  per  sq.  inch,  the  Fire 
Commissioner  shall  prescribe  such  pump  or  additional 
pumps,  and  the  location,  supply,  etc.,  of  same,  as  he  may 
deem  necessary. 

The  piping  connecting  discharge  from  fire  pumps  shall  be 
4  in.  in  diameter  in  the  case  of  systems  with  4  in.  risers  and 
6  in.  in  diameter  where  risers  exceed  4  in.  in  diameter,  and 
shali  enter  the  standpipe  system  in  the  basement,  or  cellar, 
or  if  there  is  no  basement  or  cellar,  in  the  lowest  story. 
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Rule  27.  SIAMESE  CONNECTIONS  FOR  FIRE  DE¬ 
PARTMENT  USE.  Each  standpipe  system  shall  be  pro¬ 
vided  with  one  or  more  approved  type  siamese  connections 
for  use  by  the  Fire  Department  as  hereinafter  set  forth. 
When  a  building  faces  on  but  one  street  and  has  a  frontage 
of  less  than  250  ft.  and  requires  but  one  four  (4)  inch 
diameter  standpipe  riser  one  siamese  connection  shall  be 
provided;  where  the  street  frontage  exceeds  200  ft.  in  length 
and  requires  not  more  than  two  four  (4)  inch  diameter 
standpipe  risers  one  siamese  connection  shall  be  provided 
for  each  200  ft.  of  street  frontage  or  fraction  thereof. 
Buildings  exceeding  250  ft.  in  height  shall  have  not  less 
than  two  siamese  steamer  connections  for  each  riser  and 
buildings  not  more  than  250  ft.  in  height  shall  have  at  least 
one  siamese  connection  for  each  riser.  Buildings  hav¬ 
ing  frontages  on  more  than  one  street  shall  have  a  Si¬ 
amese  connection  on  each  street  front  when  the  front¬ 
age  is  not  continuous  but  in  all  cases  where  more  than 
one  siamese  connection  is  required  they  shall  be  properly 
distributed  as  the  Fire  Commissioner  may  direct  and  not 
grouped.  Any  building,  other  than  theatre  with  stage,  not 
over  45  feet  in  height  shall  not  be  required  to  have  a 
siamese  connection  except  when  such  building  is  on  a  water 
front  or  when  it  is  one  of  a  group  of  buildings  and  has  a 
cross-connection  to  the  standpipe  equipment  in  one  or  more 
of  the  other  buildings.  Each  siamese  connection  placed  on 
the  street  front  of  a  building  shall  be  located  not  less  than 
18  ins.  and  not  more  than  24  ins.  above  the  sidewalk  level 
and  shall  be  set  in  a  horizontal  position  and  shall  be  readily 
accessible  for  Fire  Department  use.  Each  siamese  shall 
nave  cast  in  the  body  on  top  in  letters'  at  least  1  in.  in 
length  and  not  less  than  %  in.  in  depth,  the  word  “STAND¬ 
PIPE.”  The  piping  connecting  the  siamese  with  the  stand¬ 
pipe  equipment  proper  shall  be  not  less  than  5  in.  in  diam¬ 
eter  where  there  are  two  or  more  4  in.  risers  and  not  less 
than  6  in.  in  diameter  for  risers  of  6  and  8  in.  diameter. 
When  there  is  but  one  4  in.  riser,  connection  from  siamese 
may  be  4  in.  In  each  line  between  the  siamese  connection 
and  the  standpipe  system  there  shall  be  placed  an  approved 
type  swing  check  valve,  and  between  the  siamese  and  its 
check  valve  there  shall  be  placed  either  a  )4-in.  open  drip 
without  valve  or  cock,  extended  to  a  sink  or  sump,  insuring 
visible  flow,  or  there  shall  be  provided  a  ^-in.  automatic 
ball  drip  of  an  approved  type  which  will  close  under  a  pres¬ 
sure  of  not  more  than  7  lbs.  per  sq.  inch. 

Rule  28.  SIAMESE  CONNECTIONS  FOR  FIRE 
BOAT  USE.  Siamese  connection  on  piers  or  warehouses, 
etc.,  intended  for  fire  boat  use  exclusively  shall  be  3)4  in. 
x  3J4  in.  at  inlets  with  Fire  Department  female  thread. 
Between  siamese  and  the  system  proper  there  shall  be  an 
approved  type  swing  check  valve,  and  between  the  check 
valve  and  the  siamese  either  a  )4-in.  open  drip  without  valve 
or  cock,  or  a  $4-in.  automatic  ball  drip  of  approved  type 
closing  under  a  pressure  of  not  more  than  7  lbs.  per  sq. 
inch.  Where  systems  have  both  fire  boat  and  steamer  Sia¬ 
mese  the  steamer  (land)  siamese  shall  have  male  connections 
and  shall  be  without  clappers,  but  shall  have  on  each  inlet 
a  3  in.  gate  valve  with  Fire  Department  male  thread  for 
hose  connection.  Check  valve  shall  not  be  provided  for  the 
land  end  siamese. 

Rule  29.  HOSE  OUTLETS.  When  practicable  all  hose 
outlets  shall  be  placed  within  a  stair  enclosure.  They  shall 
be  2)4  in.  in  diameter,  set  not  less  than  5  ft.  nor  more  than 
6  ft.  above  the  floor  or  landing  as  the  case  may  be.  Out¬ 
lets  and  racks  shall  be  located  above  the  floor  or  landing 
and  shall  not  be  over  a  run  of  stairs  or  in  a  stair  well. 
When  impracticable  to  place  hose  outlets  within  the  stair 
enclosure,  the  Fire  Commissioner  may  permit  them  to  be 
located  immediately  adjacent  to  a  stair  enclosure,  in  a  con¬ 
spicuous  place,  in  which  case  there  shall  be  painted  upon  tiie 
stair  side  of  the  wall  of  the  stair  enclosure  a  conspicuous 
sign  in  letters  not  less  than  8  in.  in  height  and  5  in.  in  width 
indicating  the  location  of  the  outlet.  Where  there  is  but  one 
riser  its  termination  above  roof  shall  be  a  2)4  in.  outlet 
hose  valve  and  where  there  is  more  than  one  riser  the  ter¬ 


mination  of  every  second  riser  shall  be  a  2)4  in.  outlet  hose 
valve.  Roof  outlets  shall  be  located  not  less  than  18  ins. 
nor  more  than  24  ins.  above  the  roof  and  each  valve  shall 
be  provided  with  a  regulation  2)4  in.  Fire  Department  cap. 
Where  roof  outlets  cannot  be  located  within  a  heated 
stair  enclosure,  the  control  valve  shall  be  located  below 
the  roof  and  shall  have  a  long  stem  extending  above  the 
roof  with  a  wheel  handle  at  the  upper  end.  Between 
the  long  stem  valve  and  the  roof  outlet  there  shall  be 
a  )4  in.  open  drip  extending  to  a  sink  or  a  in.  auto¬ 
matic  ball  drip  of  approved  type.  The  outlet  above  the 
roof  shall  have  standard  2)4  in.  Fire  Department  thread 
and  a  regulation  cap. 

In  buildings  not  exceeding  40  ft.  in  height  hose  outlets 
above  roof  shall  not  be  required. 

Each  outlet  other  than  roof  outlet  shall  have  attached 
thereto  2)4  in.  unlined  linen  hose  of  lengths  as  stated  else¬ 
where  in  these  rules,  except  that  in  buildings  or  premises  that 
do  not  contain  occupancies  storing,  handling  or  using 
inflammable  motion  picture  films  or  nitro  cellulose  prod¬ 
ucts,  and  which  are  not  classified  as  hazardous,  the  Fire 
Commissioner  may  permit  the  installation  of  1)4  in. 
unlined  linen  hose  attached  to  each  outlet  by  means  of 
an  approved  type  2)4  in.  x  1)4  in.  coupling. 

A  spanner  wrench  shall  be  provided  at  each  hose  outlet 
valve. 

Rule  30.  NOZZLES.  All  2)4-in.  fire  hose  shall  be  pro¬ 
vided  with  approved  smooth  bore  nozzles  15  in.  in  length, 
the  outlet  at  the  tip  to  be  not  less  than  1  in.  nor  more  than 
1  %  in.  in  diameter. 

All  l)4-in.  fire  hose  shall  be  provided  with  approved 
smooth  bore  nozzles  12  ins.  in  length,  the  outlet  at  the  tip 
to  be  not  less  than  )4  in.  nor  more  than  5/&  in.  in  diameter. 

Rule  31.  HOSE,  Hose  shall  be  unlined  linen.  There 
may  not  be  more  than  100  ft.  of  hose  at  any  outlet 
except  in  hotels,  where  125  ft.  of  hose  may  be  permit¬ 
ted  at  the  discretion  of  the  Fire  Commissioner.  No 
single  section  of  hose  may  be  more  than  50  ft.  in  length 
except  by  special  permission  of  the  Fire  Commissioner. 
The  minimum  length  of  hose  that  may  be  provided  at  any 
outlet  shall  be  25  ft. 

All  hose  used  in  connection  with  the  standpipe  fire  line 
system  shall  be  at  least  equal  in  material  and  construction  to 
the  type  of  hose  bearing  the  approval  label  of  the  National 
Board  of  Fire  Underwriters. 

Rule  32.  COUPLINGS.  Hose  couplings  for  standpipe 
shall  be  equal  to  hose  couplings  of  the  regular  Fire  Depart¬ 
ment  pattern  and  thread. 

Rule  33.  RACKS.  All  standpipe  hose  shall  be  suspended 
from  racks  of  stamped  steel,  malleable  iron  or  other  metal 
equal  thereto,  of  approved  swing  type,  so  designed  and  con¬ 
structed  that  they  will  permit  of  ready  and  easy  release  of 
hose  for  use.  The  racks  shall  be  supported  securely  and  sub¬ 
stantially  from  standpipe  risers  or  wall.  In  no  case  will 
automatic  racks  be  permitted. 

Rule  34.  HOSE  CABINETS.  Hose  racks  may  be 
installed  in  cabinets,  provided  the  cabinets  are  conspicu¬ 
ously  located  within  a  stair  enclosure,  and  are  of  a  size 
sufficient  to  accommodate  the  entire  equipment  and  permit 
of  easy  handling  of  hose  and  operation  of  valve. 

In  theatres  cabinets  may  be  permitted  outside  of  stair 
enclosures,  provided  they  are  conspicuous,  and  that  during 
performances  the  cabinets  are  illuminated  by  means  of  an 
electric  lamp  placed  inside.  Each  cabinet  shall  have  a 
clear  glass  door  (one  panel  only)  without  lock  and  shall 
have  the  words  “FIRE  HOSE”  painted  on  the  glass  in 
letters  not  less  than  2)4  inches  in  height. 

Rule  35.  REGULATION  AND  REDUCTION  OF 
PRESSURES.  The  maximum  pressure  which  will  be 
permitted  at  any  outlet  is  80  lbs.  per  sq.  inch.  In  build- 
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ings  exceeding  300  ft.  in  height,  one  intermediate  stand¬ 
pipe  supply  tank  shall  be  provided  for  each  300  ft.  of 
height  or  fraction  thereof  except  that  where  the  fraction 
does  not  exceed  50  ft.  an  additional  intermediate  tank 
need  not  be  provided.  Where  pressure  regulating  or 
pressure  reducing  valves  or  outlet  reducers  are  required, 
they  shall  be  of  a  type  approved  by  the  Board  of  Standards 
and  Appeals.  Pressure  regulating  valves  shall  be  set  to 
deliver  at  50  lbs.  to  the  sq.  inch  at  the  outlet  side  and 
shall  be  placed  in  a  by-pass  around  the  check  valve  in 
the  standpipe  riser,  so  located  that  the  pressure  at  any 
outlet  will  not  exceed  80  lbs.  per  sq.  inch.  The  setting 
of  pressure  reducing  valve  shall  be  60  lbs.  to  the  sq.  inch 
at  the  outlet  side  and  it  shall  be  located  in  a  manner  simi¬ 
lar  to  that  of  the  pressure  regulating  valve.  Outlet  pres¬ 
sure  reducers  shall  be  set  as  prescribed  by  the  Fire  Com¬ 
missioner  on  2J4-inch  approved  type  hose  outlet  valves. 
Where  pressure  regulating  or  pressure  reducing  valves 
are  placed  in  a  by-pass  of  the  riser  there  shall  be  pro¬ 
vided  in  the  standpipe  riser  within  the  limits  of  the  by¬ 
pass,  an  approved  type  swing  check  valve  opening  upward. 

Rule  36.  BUILDINGS  IN  COURSE  OF  ERECTR3N. 
In  buildings  in  course  of  erecticn  standpipe  fire  lines 
shall  be  carried  up  with  each  story  after  the  structure 
reaches  the  7th  story  or  a  height  of  85  ft.  and  there 
shall  be  provided  an  outside  Siamese  steamer  connection 
in  a  proper  and  accessible  place,  and  regulation  hose  out¬ 
lets  on  each  story  above  the  2nd  shall  be  provided  as 
the  work  progresses.  The  top  of  each  riser  shall  be  se¬ 
curely  capped  at  all  times  during  the  progress  of  the  work 
except  when  work  on  the  standpipe  fire  line  is  in  progress 
at  that  point. 

Rule  37.  PLACES  COVERING  LARGE  AREAS. 
Yards  or  plants  shall  have  one  yard  hydrant  and  hose  for 
each  20,000  sq.  ft.  of  area,  but  in  no  case  shall  there  be 
more  than  250  ft.  distance  between  hydrants.  Plants  ex¬ 
ceeding  40,000  sq.  ft.  in  area  shall  be  provided  with  a  fire 
pump  of  not  less  than  1,000  gallons  per  minute  capacity, 
suctioning  from  a  tank  or  sump  of  at  least  30,000  gallons 
capacity.  The  Fire  Commissioner  may  permit  suction  from 
a  river  or  well  if  in  his  opinion  the  required  quantity  of 
reasonably  clean  water  may  be  obtained  thereby,  except 
that  where  river  suction  is  proposed  and  standpipe  primary 
water  supply  is  taken  from  street  main,  approval  of  the 
proposition  shall  be  obtained  also  from  the  Department  of 
Water  Supply,  Gas  and  Electricity.  In  addition  to  yard 
hydrants,  the  Fire  Commissioner  may  require  one  Monitor 
nozzle  with  remote  control  for  each  40,000  sq.  ft.  of  area 
or  fraction  thereof  when  in  his  opinion  an  unusual  hazard 
exists  or  will  exist.  Monitor  nozzles  shall  be  .located  as 
ordered  by  the  Fire  Commissioner. 

Provision  for  steamer  connections,  fireboat  connections, 
pressure  reliefs  and  general  layout  of  plant  standpipe  sys¬ 
tems  shall  be  made  by  the  Fire  Commissioner  as  his  judg¬ 
ment  may  dictate  for  each  individual  case. 

Fire  extinguishing  equipments  in  addition  to  the  forego¬ 
ing  shall  be  prescribed  by  the  Fire  Commissioner  for  all 
oil  storage  plants,  oil  refineries,  fire  work  plants  and  other 
plants  when  deemed  by  the  Fire  Commissioner  as  pre¬ 
senting  unusual  fire  hazards. 

Rule  38.  THEATRES,  ETC.  In  every  theatre  or 
opera  house  or  other  building  used  for  theatrical  or  oper¬ 
atic  purposes  or  amusement  purposes  as  per  Section  520, 
Chapter  5,  of  the  Code  of  Ordinances,  the  standpipe  fire 
line  equipments  in  addition  to  the  tank  shall  also 
be  supplied  by  approved  electric  pump  or  pumps  having  a 
capacity  of  at  least  250  gals,  per  minute  at  100  lbs.  per 
square  inch  in  buildings  without  occupancy  above  the  roof 
and  at  125  lbs.  per  square  inch  pressure  in  buildings  hav¬ 
ing  any  occupancy  above  the  auditorium  roof.  Power  for 
pumps  shall  be  supplied  by  25  H.  P.  electric  motors. 
Pumps  shall  be  by-passed  to  suction  tanks  as  provided  for 
elsewhere  in  these  rules  under  FIRE  PUMPS.  Pumps 
shall  suction  from  steel  or  reinforced  concrete  tanks  of 
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not  less  than  5,000  gallons  water  capacity.  Pumps  shall 
deliver  initial  supply  of  water  and  shall  be  connected 
to  an  approved  electric  device  which  upon  a  reduction  of 
pressure  below  the  allowable  minimum  will  automatically 
start  the  pump  and  upon  a  restoration  of  the  required 
pressure  will  automatically  shut  off  the  pump.  The  auto¬ 
matic  starting  device  shall  be  set  to  cut  in  at  60  lbs. 
pressure  and  to  cut  out  at  80  lbs.  pressure.  In  addition 
to  the  automatic  starting  device  there  shall  be  provided  a 
hand  starter  for  emergency  use  and  there  shall  also  be 
provided  on  the  panel  board  a  pressure  gauge. 

Rule  39.  STREET  MAIN  CONNECTIONS.  Subject 
to  the  requirements  of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  size  of  each  standpipe  connection 
to  a  street  main  shall  be  not  less  than  4  in.  in  diameter 
and  shall  have  a  conveniently  accessible  control  valve  in 
the  line  at  or  near  the  curb  or  when  practicable  in  a  more 
remote  location.  The  control  valve  shall  be  fitted  with  a 
frost  and  waterproof  box  not  less  than  4  ft.  nor  more 
than  6  ft.  below  the  curb  with  a  fixed  stem  extending  to 
a  compartment  at  the  level  of  the  sidewalk.  The  cover 
shall  be  bolted  to  the  casing,  and  shall  be  so  marked  as  to 
be  quickly  located  and  to  indicate  the  purpose  of  the  valve. 
The  valve  shall  be  of  an  indicating  pattern,  operating  by 
a  special  socket  wrench  approved  by  the  Department  of 
Water  Supply,  Gas  and  Electricity.  The  water  meters 
used  in  standpipe  fire  line  supplies  shall  be  of  a  type  allow¬ 
ing  free  flow  of  water  and  bearing  the  approval  of  the 
Board  of  Standards  and  Appeals  and  the  Department  of 
Water  Supply,  Gas  and  Electricity,  or  a  type  of  fire  line 
meter  which  has  been  previously  specifically  approved  by 
the  Fire  Commissioner  for  use  in  connection  with  fire 
extinguishing  equipment.  Supply  through  the  meter  shall 
be  checked  against  the  Fire  Department  Siamese  Supply 
and  against  tank  supply.  Where  2J4  in.  standpipe  equip¬ 
ments  are  permitted,  the  piping  from  the  2  in.  tap  to 
the  meter  shall  be  not  less  than  2  in.  in  diameter  and  a 
meter  not  less  than  2  in.  in  size  shall  be  provided.  All 
piping  beyond  the  meter  and  all  fittings,  valves,  check 
valves,  etc.,  shall  be  not  less  than  2J4  in.  in  diameter. 

Where,  due  to  the  presence  of  a  vault  under  the  sidewalk 
and  extending  to  within  18  in.  of  the  curb,  it  is  imprac¬ 
ticable  to  install  a  control  valve  box  at  the  curb,  there  shall 
be  placed  in  the  feed  line  from  the  main  a  control  valve  lo¬ 
cated  not  more  than  two  feet  from  the  point  of  entry. 

Rule  40.  HIGH  AND  LOW  WATER  TO  ELECTRIC 
ALARM.  The  high  and  low  water  electric  alarnv-shall  be 
so  constructed  and  arranged  that  a  lowering  of  or  decrease 
in  the  quantity  of  water  in  the  standpipe  tank  below  the 
required  fire  line  reserve  shall  cause  an  alarm  to  be  given 
in  either  the  pump  room  or  engineers  room.  An  annuncia¬ 
tor  shall  be  provided  in  connection  with  the  alarm  system. 
The  high  and  low  tell-tale  electric  connection  shall  be  so 
constructed  that  it  will  not  be  affected  by  moisture  and  the 
parts  shall  be  heavy  and  rugged.  The  float  shall  be  of  cop¬ 
per. 

The  audible  signalling  device  for  high  and  low  water  elec¬ 
tric  alarm  shall  consist  of  a  vibrating  gong  of  at  least 
6  in.  diameter  of  the  enclosed  type  and  arranged  for  con¬ 
duit  installation,  the  same  to  be  operated  automatically  by 
the  gravity  tank  float  switch.  The  control  cabinet  shall  be 
arranged  for  conduit  installation  and  shall  be  located  in  the 
engineer’s  room  or  pump  room  where  it  will  be  under  the 
supervision  of  the  person  in  charge  of  the  standpipe  supply. 

All  wiring  shall  be  installed  in  rigid  conduits  and  the  in¬ 
stallation  shall  be  in  accordance  with  the  provisions  of 
Chapter  9  of  the  Code  of  Ordinances.  Only  approved  closed 
circuit  systems  shall  be  installed.  Control  panels  must  be 
approved  by  the  Board  of  Standards  and  Appeals. 

The  following  sources  of  energy  may  be  employed  and 
are  given  in  their  order  of  preference: 

1.  Public  utility  electric  light  and  power  systems, 

2.  Electric  light  or  power  system  (public  utility  or  iso¬ 
lated  plant),  supplemented  by  storage  battery  either  con- 
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trolled  by  an  automatic  throw-over  device  or  floating  on 
the  line  and  protected  by  a  reverse  current  circuit  breaker. 

3.  Storage  batteries  in  duplicate. 

4.  Primary  batteries  of  closed  circuit  type. 

When  the  system  is  connected  to  the  110  volt  lighting 
service  a  suitable  cut-out  is  to  be  provided  and  it  shall  be 
enclosed  in  a  locked  or  sealed  metal  cabinet.  The  connec¬ 
tion  to  system  shall  be  the  first  connection  on  the  house  side 
of  and  as  near  as  practicable  to  the  meter.  When  batteries 
are  used  to  operate  the  system  they  shall  be  placed  In  an 
approved  cabinet  provided  with  a  lock  and  key. 

Rule  41.  DRY  PIPE  VALVE.  A  dry  pipe  valve  shall 
be  taken  to  mean  a  valve  automatically  controlling  the 
water  supply  of  the  standpipe  system  in  such  a  manner 
that  under  normal  conditions  its  piping  system  will  be 
maintained  dry,  but  in  the  event  of  a  hose  valve  being 
opened,  the  dry  pipe  valve  automatically  releases  the  water 
into  the  standpipe  system. 

In  refrigerating  plants  or  in  unheated  buildings,  piers  or 
warehouses  where  wet  lines  might  be  impracticable,  the 
Fire  Commissioner  may  permit  the  installation  of  dry  pipe 
valves. 

Type  A,  in  which  the  valve  is  actuated  by  the  release 
of  compressed  air  in  the  standpipe  system  due  to  the  open¬ 
ing  of  a  hose  valve;  and  Type  B,  in  which  the  valve  is 
actuated  by  an  approved  trip  under  electrical  control  of 
an  approved  non-coded  or  coded  closed  circuit  sys¬ 
tem  operated  from  the  control  station  at  each  hose  out¬ 
let.  Dry  pipe  valve  shall  be  located  as  near  as  prac¬ 
ticable  to  the  standpipe  system,  in  an  enclosed  place,  pro¬ 
tected  from  mechanical  injury  and  freezing. 

When  Type  A  valve  is  installed  the  air  pressure  in  the 
standpipe  system  under  such  dry  pipe  valve  control  shall 
not  exceed  40  lbs.  per  sq.  in.  nor  be  permitted  to  fall 
below  25  lbs.  per  sq.  in.  nor  shall  it  be  less  than  one-sixth 
of  the  water  pressure  in  any  case.  Not  more  than  16 
hose  outlets  shall  be  supplied  through  one  dry  pipe  valve. 
The  air  compressor  shall  have  a  capacity  of  not  less  than 
11  cu.  ft.  per  minute,  and  the  air  supply  for  the  pump 
shall  be  taken,  if  possible  from  a  room  containing  dry 
air,  or  it  shall  pass  through  a  drying  chamber  containing 
calcium  chloride  in  order  to  avoid  the  introduction  of 
moisture  into  the  system. 

An  alarm  shall  be  provided  in  connection  with  each 
dry  pipe  valve  installation;  the  electrical  layout  shall  be 
approved  by  the  Fire  Commissioner. 

Rule  42.  FLOW  TELL-TALE..  A  flow  tell-tale  may  be 
accepted  in  lieu  of  an  electrical  high  and  low  water  alarm 
for  tanks  in  cases  where  the  house  supply  is  taken  from 
the  same  tank  as  the  standpipe  fire  line  supply. 

A  flow  tell-tale  shall  consist  of  a  M  in.  pipe  brought 
through  the  side  of  the  standpipe  supply  tank  at  a  level 
above  the  3500  gallon  fire  line  reserve,  and  said  pipe  shall 
be  extended  to  either  the  pump  room  or  engineer’s  room 
and  shall  terminate  in  a  brass  or  bronze  valve  directly 
above  a  sink  or  sump.  The  control  valve  shall  bear  a 
conspicuous  sign  reading:  “STANDPIPE  TANK  TELL¬ 
TALE.” 

Rule  43.  MONITOR  NOZZLE.  Monitor  nozzles  shall 
be  so  constructed  and  designed  that  they  may  be  moved 
in  both  vertical  and  horizontal  arcs,  and  shall  be  so. located 
that  streams  may  be  brought  to  bear  on  all  portions  of 
the  plant  or  building  within  the  effective  radius  of  stream 
play  and  such  other  exposing  properties  as  may  be  with¬ 
in  this  radius.  They  shall  be  supplied,  from  connections 
to  the  standpipe  system  not  less  than  4  in.  in  diameter. 

Rule  44.  EXISTING  STANDPIPES.  Standpipe  fire 
line  equipments  which  were  approved  by  the  Fire.  Commis¬ 
sioner  as  conforming  to  the  rules  and  regulations  then 
being  enforced,  shall  not  be  required  to  be  altered  to  con¬ 
form  to  the  provisions  of  these  rules,  except  where  sub¬ 
stantial  additions  or  extension  in  height  or  area  is  made 
to  the  building,  when  these  rules  shall  apply  if  deemed 
advisable  or  necessary  by  the  Fire  Commissioner. 


Rule  45.  HOSE  OUTLET  VALVE.  Hose  outlet  valve 
shall  be  2]/2  in.  designed  and  constructed  in  accordance 
with  specifications  printed  elsewhere  in  these  rules. 

Rule  46.  SPECIFICATIONS.  Outlet  valves. 

1.  Valves  shall  have  a  clear  waterway  of  at  least  5  sq. 
in.  in  area. 

2.  They  shall  show  not  more  than  10  lbs.  friction  loss 
for  a  flow  of  300  gallons  per  minute. 

3.  They  shall  close  tightly  against  300  lbs.  pressure 
under  normal  working  conditions. 

4.  They  shall  stand  a  pressure  test  of  500  lbs.  per  sq. 
in.  for  30  minutes  and  not  distort. 

5.  They  shall  stand  the  operation  of  full  opening  and 
closing  500  times  under  150  lbs.  pressure  without  leaking  at 
stuffing  box  or  seat. 

6.  They  shall  not  be  of  cast  or  malleable  iron. 

7.  Each  valve  shall  bear  the  maker’s  name,  and  the  date 
or  number  of  the  approval  of  valve. 

8.  Straight  run  globe  valves  shall  not  be  permitted. 

SPECIFICATIONS.  Siamese  Connections. 

Fire  Department  Siamese  connection  shall  be  as  herein¬ 
after  stated  in  this  rule. 

1.  The  body  of  the  Siamese  may  be  of  cast  iron,  cast 
steel,  brass  or  any  other  suitable  metals  of  sufficient 
strength  to  comply  with  Item  8  of  this  specification.  All 
movable  parts,  clappers,  swivels  and  all  bolts,  washers, 
nuts,  screws  and  pin  bearings  and  all  swivel  bearings  shall 
be  of  a  non-corrodable  metal. 

2.  Clapper  valve  seats  shall  be  made  of  non-corrodable 
metal  and  shall  be  machined  to  insure  a  tight  seat  for 
clapper  valves. 

3.  Each  inlet  to  Siamese  shall  be  provided  with  a  clapper 
valve  machined  to  a  true  face.  Single  clapper  Siamese 
connections  shall  not  be  permitted. 

4.  The  inside  diameter  of  valve  seats  shall  not  be  less 
than  the  inside  diameter  of  the  hose  couplings.  The  area 
of  the  waterway  beyond  the  valve  seats  shall  not  be  less 
than  the  combined  areas  of  the  waterways  through  the 
two  valve  seats.  The  area  of  the  waterway  of  each  inlet 
shall  not  be  reduced  by  the  clapper  when  in  a  position 
of  maximum  opening. 

5.  Clappers  must  be  so  hung  that  when  Siamese  connec¬ 
tion  is  placed  in  a  horizontal  position  the  clappers  will 
be  seated. 

6.  Swivels,  attached  to  the  body  of  the  Siamese  by 
means  of  a  collar  expanded  cold  or  screwed  into  the  body 
of  the  Siamese,  or  with  other  bearing  surface  extending 
entirely  around  the  opening  and  exerting  uniform  shear,  will 
be  approved  if  giving  a  strength  sufficient  to  meet  item  8. 

7.  Clapper  valves  must  be  of  such  design  and  area  that 
a  pressure  of  100  lbs.  per  sq.  in.  on  the  standpipe  side  will 
not  prevent  their  opening  when  the  pressure  on  the  steamer 
side  is  150  lbs.  They  must  be  so  hung  that  with  a  dis¬ 
continuance  of  flow  into  the  Siamese  through  that  inlet 
the  valve  will  close,  and  that  it  will  not  close  where  there 
is  an  inward  flow  and  the  pressure  on  the  inlet  is  5  lbs.  or 
more  greater  than  the  standpipe  pressure. 

8.  Siamese  connections  must  stand  a  pressure  test  of 
500  lbs.  for  30  minutes  and  not  distort. 

9.  Clapper  valves  shall  be  reasonably  tight  for  any 
pressure  on  standpipe  side  up  to  300  lbs. 

10.  Approved  caps  or  plugs  must  be  provided  to  protect 
the  threads  of  the  inlets. 

11.  The  inlet  swivels  to  Siamese  connection  shall  be 
provided  with  threads  to  fit  the  Fire  Department  hose. 

12.  The  word  “STANDPIPE”  shall  be  cast  into  the 
top  of  the  body  of  the  Siamese  in  1  in.  letters  not  less 
than  %  of  an  in.  in  depth. 

13.  Where  there  is  a  fire  boat  Siamese  connection  in 
the  same  svstem  with  a  land  end  Siamese  connection, 
clapper  valves  shall  be  omitted  from  the  land  end  Siamese. 
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SECOND  QUARTERLY  REPORT 


Hon.  John  F.  Hylan,  August  3,  1922. 

Mayor,  New  York  City. 

Sir: — I  have  the  honor  to  submit  the  second  quarterly  report  of  the  'Board  of  Appeals  and  the  Board  of 
Standards  and  Appeals  for  the  quarter  ending  June  30,  1922,  summarized  as  follows: 


CASES  FILED  AND  PENDING,  1922. 


First  Quarter. 

Second  Quarter. 

First  Half. 

Appeals  from  Administrative  Orders  . 

199 

159 

358 

Applications  under  Building  Zone  Resolution  . 

83 

100 

183 

Petitions  for  Variations  of  Labor  Laws  . 

177 

136 

313 

Petitions  for  Approval  of  Appliances  and  Materials  . 

20 

13 

33 

Petitions  for  Adoption  of  Rules  . 

4 

0 

4 

Reopened  and  restored  to  Calendar  . . . 

30 

39 

69 

Miscellaneous  Actions  . 

67 

66 

133 

Total  1922  Cases  . 

580 

513 

1093 

Cases  pending  December  31,  1921  . 

389 

Additional  1921  Pier  Cases  awaiting  Court  Decision  . 

6 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of 

Aldermen  . 

5 

Total  Cases  for  First  Half  Year  .  1493 


SUMMARY. 


Cases  pending  December  31,  1921  .  389 

Additional  1921  Pier  and  Theatre  Cases  .  11 

Cases  filed  up  to  and  including  June  30,  1922  .  891 

Restored  to  calendar  .  69 


Miscellaneous  Actions. 


Requests  to  reopen  .  90 

Requests  to  amend  .  10 

Requests  for  modification  .  H 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  11 

Rules  proposed  .  4 

r 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1493 

Disposed  of  . 1045 

Cases  pending  June  30,  1922 


Withdrawn  .  79 

Dismissed  . 105 

Denied  .  132 

Granted  . 73 

Granted  on  condition  .  498 

Appliances  approved  .  19 

Appliances  disapproved  .  6 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  81 

Requests  to  reopen  denied  .  8 

Requests  to  amend  granted  .  10 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  10 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  q 

Requests  to  rescind  denied  .  0 

Requests 'for  extension  of  time  granted  .  u 

Requests  for  extension  of  time  denied  .  0 

Rules  approved  .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  1 

Requests  withdrawn  . 1 

Total  . 1045 


448 
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MEETINGS  OF  THE  BOARD. 


Board  of  Appeals  . . 

Board  of  Standards  and  Appeals  . . . 

Total  meetings  . 

Total  number  of  Inspections 


First  Quarter.  Second  Quarter  First  Half. 
12  13  35 

17  20  37 


29  33  62 

8  12  20 


CASES  DISPOSED  OF  BY  THE  BOARD  OF  APPEALS. 


First  Quarter. 

Second  Quarter 

First  Half. 

Appeals  from  Administrative  Orders  . . . . 

161 

175 

336 

Appeals  under  Building  Zone  Resolutions  . . 

94 

100 

194 

Miscellaneous  Actions  . 

48 

36 

84 

Total  disposed  of  . 

303 

311 

614 

Appeals  pending  June  30,  1922  . 

_  323 

CASES  DISPOSED  OF  BY  BOARD 

OF  STANDARDS 

AND  APPEALS. 

First  Quarter 

Second  Quarter 

First  Half 

Petitions  for  Variation  of  Labor  Law  . 

169 

187 

356 

Petitions  for  approval  of  Appliances  and  Materials  . 

19 

5 

24 

Petitions  for  the  Adoption  of  Rules . 

2 

2 

4 

Miscellaneous  Actions  . 

17 

30 

47 

Total  disposed  of  . 

207 

224 

431 

Petitions  pending  June  30,  1922  . 

.  125 

DISPOSITION  OF  1921  CASES. 


Pier  Cases  awaiting  Court  Decision  . 

Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 

Appeals  fromAdministrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  . 

Petition  for  Adoption  of  Rules  . 

* .  r™ 

Total  . 


Pending 

Disposed  of 

Pending 

Disposed 

Pending 

Dec.  31, ’21. 

1st  Quarter  Mar.  31,  ’22 

2d  Quarter 

June  30,  ’22 

42 

0 

42 

0 

42 

5 

0 

5 

0 

5 

125 

112 

13 

13 

0 

90 

68 

22 

18 

4 

101 

97 

4 

4 

0 

25  ■ 

19 

6 

1 

5 

1 

1 

0 

0 

0 

389 

297 

92 

36 

56 

CASES  PENDING  BEGINNING  THIRD  QUARTER. 


/ 

Appeals  from  Administrative  Orders  .  149 

Appeals  under  Building  Zone  Resolution  . .  107 

Petitions  for  variation  of  Labor  Law  . 112 

Petitions  for  approval  of  appliances  .  13 

Petitions  for  adoption  of  Rules  .  0 

Additional  1921,  Pier  and  Theatre  cases  .  11 

Balance  pending  from  1921  . 56 


Total  .  448 


■ - ' - 

MONEYS  RECEIVED. 

First  Quarter 

.  $170.00 

Second  Quarter 
$279.20 

First  Half 
$449.20 

.  57.16 

45.65 

102.81 

i^asti  sales  oi  Duucim  . 

Total  (paid  to  Chamberlain)  . . 

.  $227.16 

$324.85 

$552.01 

WILLIAM  J.  O’GORMAN,  Secretary. 

Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . . 

Additional  Pier  and  Theatre  cases  from  1921... 
Cases  filed  up  to  and  including  September  7,  1922 
Restored  to  calendar  . 


DISPOSITION  OF  CASES. 

389  Withdrawn  . 

Dismissed  . 

11  Denied  . 

Granted  . 

1098  Granted  on  condition  . 

Appliances  approved  . 

83  Appliances  disapproved . 


Miscellaneous  Actions. 


Requests  to  reopen  . Ill 

Requests  to  amend  . 17 

Requests  for  modification  . i .  12 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  17 

Rules  proposed  . 4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  1 

Total  . 1749 

Disposed  of  . 1246 


Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted 
Requests  for  extension  of  time  denied  .... 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . 

Total  . 


Cases  pending  September  7,  1922 


503 


89 

109 

171 

85 

598 

20 

6 


101 

9 

17 

0 

11 

1 

0 

0 

17 

0 

3 

1 

6 

0 

0 

0 

1 

1 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
heanRg  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of-  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . 1922. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  September 
12,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  September  12,  1922. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  September  19, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  26,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
davs  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  (Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

A  t  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Anneals,  applications  and  petitions  will  he  simplified  and 
"•■pedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cases  Filed  Week  Ending  September  14th,  1922. 


Cal.  No. 
1118-22-BZ . 

Department 

Order  No. 
. C-13242 

1117-22-A . 

. . F-36774 

1116-22-BZ . 

. B.B.B.  . 

. Alt.  12815-1922 

1115-22-S . 

. Appliance 

1114-22-A . 

. F-31612 

1113-32-S . 

. H,D.  ... 

.1104 

Liberty  st.,  Brooklyn 

1112-22-BZ . 

. B.B.M.  . 

. 

. N.  B.  474-1922 

1111-22-BZ . 

. B.B.M.  . 

. N.  B.  464-1922 

1110-22-A . 

. B.B.M.  . 

. N.  B.  215-1922 

1109-22-BZ . 

. B.B.B.  . 

. .  .  ,N.  B.  13282-1922 

1108-22-BZ . 

. B.B.M.  . 

. 

. N.  B.  460-1922 

1107-22-BZ . 

. B.B.M.  . 

. 

. N.  B.  468-192* 

1106-22-A . 

. F-36491 

1105-22  S . 

. Appliance 

1104-22-S . 

. Appliance 

1103-22-BZ . 

. B.B.B.  . 

. N.  B.  14237-1922 

1102-22-BZ . 

. B.B.B.  . 

. N.  B.  14436-1922 

1101-22-S . 

. LD-37780 

11 00-22- S . ... . . . 

. B.B.M. 

i  ||  t-t-twj 

. Alt.  1038-1921 

1099-22-S . 

. F.D.  ... 

. LD-34463 

348-2H-A . 

Restored  to 
. F.D.  .. 

Calendar. 

. LC-64239 — LC-73564 

1101-21-BZ . 

. F.D.  ... 

. C-8295 

F.D . 

CODE. 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

701-22-BZ. 

APPLICANT — August  Kroepke,  owner. 

PREMISES — 2261  Powell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 

821-22-BZ. 

APPLICANT — Charles  M.  Spindler,  for  Edward  W.  Pica, 
owner. 

PREMISES — 190  Varick  street,  57  King  street,  Manhat¬ 
tan. 

TO  PERMIT  in  an  unrestricted  district  the  maintenance 
of  a  garage  for  more  than  five'  motor  vehicles  on 
the  same  street  with  a  public  school. 

1111-22-BZ. 

APPLICANT — Julius  Miller,  President  of  the  Borough 
of  Manhattan,  for  the  City  of  New  York,  owner. 

PREMISES — 35  West  134th  street,  Manhattan. 

TO  PERMIT  the  erection  of  a  building  with  the  omis¬ 
sion  of  rear  yard  as  required  by  zone  resolution. 

919-22-BZ. 

APPLICANT — Wesley  E.  Bryde,  owner. 

PREMISES — 3065  Perry  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  three-car  garage. 

930-21-BZ. 

APPLICANT — Frederick  J.  Dassau. 

PREMISES — West  side  182nd  place.  47  ft.  8  in.  south  of 
Fulton  street,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  milk  distributing  station  and  stable. 

1552-21-BZ. 

APPLICANT — Edward  F.  Hammel,  for  Beatrice  Free¬ 
man,  owner. 

PREMISES — *718-720  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  and  repair  shop. 

728-22-BZ. 

APPLICANT — R.  Thomas  Short,  for  Thomas  A.  Clarke, 
owner. 

PREMISES— 15-27  Bedford  Place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 

999-22-BZ. 

APPLICANT — -Frank  J.  Schefcik,  for  Samuel  H.  Wolf- 
man,  owner. 

PREMISES- — 943-949  Atlantic  avenue,  northeast  corner 
Grand  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  two-story 
and  cellar  public  garage. 

965-22-BZ. 

APPLICANT — New  York  Telephone  Co.,  owner. 

PREMISES — 126-130  Orchard  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  of  a  tele¬ 
phone  exchange  building  with  the  omission  of  a  rear 
yard  and  court  as  required  by  the  Zoning  Reso¬ 
lution. 

927-22-BZ 

APPLICANT — Frederick  Johnson,  for  M.  E.  F.  Corpor¬ 
ation,  owner. 

PREMISES — North  side  Westchester  avenue,  97.11  ft. 
east  of  Stebbins  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  building. 
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853-22-BZ. 

APPLICANT — Bly  &  Hamann,  for  Diedrich  Wilkins  & 
John  Haar,  owners. 

PREMISES — 810  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  September  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-22-A — 165  Franklin  place,  Queens. 

864-22-A — 21  Bowery,  Manhattan. 

867- 22-A — 254-256  Front  street,  Manhattan. 

868- 22-A — 254  Front  street,  Manhattan. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

287-22-A— 124  East  20th  street,  Manhattan. 

755-22- A — 404-412  East  104th  street,  Manhattan. 

874- 22-A — 419  East  23rd  street,  Manhattan. 

875- 22-A — 8-12  Wall  street,  Manhattan. 

888-22-A — Barren  Island,  Brooklyn. 

562-22-A— 615-621  West  57th  street,  Manhattan. 

782- 22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

783- 22-A— 420  East  21st  street,  2015  Cortelyou  road, 

Brooklyn. 

293-22-A— 275  Water  street,  Manhattan. 

1017-21-A — 416-424  East  19th  street,  Manhattan. 

500-22-A— 774-808  Pacific  street,  Brooklyn. 

739-22-A— 429-459  West  15th  street,  450-460  West  16th 
street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A— 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue.  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A— Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A— 556  Kent  avenue,  Brooklyn. 

343- 22- A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 
North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  568-22-BZ — Application,  April  15,  1922,  under  the 
building  zone  resolution,  of  Frederick 
W.  Moore,  architect,  on  behalf  of  N. 
Lefkowitz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles;  315 
West  142nd  street,  Manhattan. 

cal.  no.  605-22-BZ — Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above ;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 


Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  876-22-BZ — Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Ruthie 
Realty  Company,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
of  a  public  garage;  premises  60-82 
Sherman  avenue,  160  Dyckman  street, 
Manhattan. 

cal.  no.  836-22-BZ — Application  June  16,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of 
Aaron  Miller,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a 
theatre  building;  premises  northwest 
corner  Burnside  avenue  and  Harrison 
avenue.  The  Bronx. 

cal.  no.  858-22-BZ— Application,  June  26,  1922,  under  the 
building  zone  resolution,  of  Harrison 
G.  Wiseman,  applicant,  on  behalf  of 
SaVnuel  Wolf  man,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building:  premises  524- 
532  Eastern  parkway,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  19,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

769-22-S — '542-544  Fifth  avenue,  Manhattan.  • 

808-22- S — 90  East  10th  street,  Manhattan. 

852-22-S — 36  Bond  street,  Manhattan. 

924- 22-S — 519  West  34th  street,  Manhattan. 

925- 22-S — 204  West  30th  street,  Manhattan. 

578-22-S — 125-131  Canal  street,  Manhattan. 

815-22-S — 136-140  West  23rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

548-22-S — Wayne  Combination  Gas  and  Oil  Burner,  ap¬ 
proval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 
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840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
680-22-S — Milliameter  for  measuring  electrical  current, 
approval  of. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  —  Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
233-22-S— Nokol  Automatic  Heater,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  September  22,  1922,  at  10  a.  m. 

390-22-A — 303  Cherry  street,  542  Water  street,  Manhattan. 

804-22-A — 1966  Amsterdam  avenue,  Manhattan. 

831-22-A — East  side  Bethel  avenue,  50  ft.  from  Railroad 
avenue,  Richmond. 

'794-22- A — 225-229  West  39th  street,  Manhattan. 

387-22- A — 22  Queen  street,  Long  Island  City. 

640-22-A — 3162-3168  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  afternoon,  September  22,  1922,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  ^he  follow¬ 
ing  matters: 

cal.  no.  779-22-IB Z1 — Application,  June  3,  1922,  under  the 
building  zone  resolution,  of  Chas. 
Kreymborg,  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company, 
owner,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  of  a  business  build¬ 
ing;  premises  northwest  corner  De¬ 
catur  avenue  and  East  204th  street, 
The  Bronx. 

cal.  no.  842-22-BZ — Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 

*  Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  26,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

845-22-BZ. 

APPLICANT — P.  Tillion  &  Sons,  for  Nellie  Hovell, 
owner. 

PREMISES — 802-804  Jamaica  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
an  unrestricted  district  the  extension  to  an  exist¬ 
ing  garage  for  more  than  5  motor  vehicles. 

\ 

871-22-BZ. 

APPLICANT — George  Bushman,  owner. 

PREMISES — 960  East  15th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
four-car  garage. 

•  i 

928-22-BZ. 

APPLICANT — Frederick  Gerber,  for  Anton  Hoffmann, 
owner. 

PREMISES — 311 14-315  East  91st  street,  Manhattan. 


TO  PERMIT  within  the  same  block  between  two  inter¬ 
secting  streets,  in  which  there  are  entrances  to 
schools,  the  erection  of  a  garage  for  more  than 
five  cars. 

985-22-BZ. 

APPLICANT — Julia  M.  E.  Rothery,  owner. 

PREMISES— 916  East  14th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 

1005-22-BZ. 

APPLICANT — James  P.  Whiskeman,  for  Sylvia  R. 
Fromm,  owner. 

PREMISES — 1003-1005  Morris  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  extension  in  area 
to  an  existing  garage. 

1007-22-BZ. 

APPLICANT — John  DeHart,  for  Rachael  Kantrowitz, 
owner. 

PREMISES — 871  East  175th  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  of  oc¬ 
cupancy  from  residence  to  business  use. 

996-22-BZ. 

APPLICANT — Otto  C.  Infanger,  for  Peter  C.  A.  Flicken- 
schild,  owner. 

PREMISES — 92-98  Autumn  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
four-car  garage. 

1101-21-BZ. 

APPLICANT — Neier  &  Van  Derveer,  for  Eleanora  and 
Felizia  Lizza.  owners. 

PREMISES — 1618  Melville  street.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

802-22-A — 3257  Atlantic  avenue,  Brooklyn. 

838-22- A— 373-379  East  151st  street,  The  Bronx. 

848-22- A — 15-17  West  44th  street,  Manhattan. 

861-22-A — 296  Hudson  avenue,  Brooklyn. 

865-22-A — 569  Hudson  street,  Manhattan. 

872-22-A — =-267  Coles  lane,  The  Bronx. 

880-22-A — 55  Third  street,  Brooklyn. 

885-22-A — 183  East  80th  street,  Manhattan. 

900- 22-A — 332-344  West  44th  street,  Manhattan. 

901- 22-A — 1513-1517  Second  avenue,  Manhattan. 

9Q3-22-A — 538-64  Johnson  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution.  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  295-22-BZ — Application,  February  27,  1922.  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck- 
trict  the  erection  of  a  public  garage; 
er,  owners,  to  permit  in  a  business  dis- 
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premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm_. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese, 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  494-496  New  York  avenue, 
Brooklyn. 

cal.  no.  660-22-BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

cal.  no.  1172-21-BZ— Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

CAL.  NO.  563-22-BZ— Application,  April  14,  1922,  under  ttie 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  717-22-BZ— Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  preyiously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  860-22-BZ — Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 
Tuesday,  September  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

941- 22-S — 34  New  Bowery,  Manhattan. 

942- 22- S — 210  East  26th  street,  rear,  Manhattan. 

944-22-S — 335-337  Fulton  street,  Brooklyn. 

952-22-S — 828  9th  avenue,  Manhattan. 

956-22-S — 619-621  Madison  avenue,  Manhattan. 

971-22-S — 101  Menehan  street  (rear),  Brooklyn. 

973-22-S — 4201-4223  1st  avenue,  Brooklyn. 

989-22- S — 810  Broadway,  Manhattan. 

99<7-22-S — 164  West  22nd  street,  Manhattan. 

511-22-S — 822  Flatbush  avenue,  Brooklyn. 

576-22-S — 246-250  Canal  street,  Manhattan. 

850-22-S — 322  East  75th  street,  Manhattan. 

893-22-S — 277-279  Bowery,  Manhattan. 

992-22-S — 460-464  East  10th  street,  Manhattan. 

1006-22-S — 106  5th  avenue,  Manhattan. 

1008-22-S — 99-101  Bedford  avenue,  Brooklyn. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

719-22-S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

873-22-S — 24  East  55th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1026-22- S — Anthony  Nebulyte  Oil  Burner,  approval  of. 

1036-22-S — Maxon  New  Style  Oil  Burner,  approval  of. 

1064-22-S— Thomas-Smith  Fire  Alarm  Bells,  approval  of. 

918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

839-22-S — Cornell  Vacuum  Burner,  approval  of. 

1104- 22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S — Combustion  Fuel  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22-A— North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

91 1- 22- A — 433-443  Van  Brunt  street.  Brooklyn. 

912- 22-A — 445-455  Van  Brunt  street,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 

J16-22-A — 79-81  Grand  avenue,  Brooklyn. 

921-22- A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of 
Kimball  avenue,  Queens. 

943-22-A — 801  7th  avenue,  Manhattan. 

899-22-A — South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

948- 22-A — 801  Seventh  avenue,  Manhattan. 

949- 22-A — Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 

away  Beach,  Queens. 

951-22-A — 125  Morningside  avenue,  Manhattan. 

953-22-A — 735  Bedford  avenue,  Brooklyn. 
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Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  3,  1922,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  498'22-BZ — Application,  June  23,  1922,  under  the 
building  zone  resolution,  of  Rabenold 
&  Scribner,  attorneys,  on  behalf  of  Gen¬ 
eral  Baking  Co.,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  denied,  , 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  a  two-story  existing  bakery 
building;  premises  3240-3256  Bronx 
boulevard,  The  Bronx. 

cal.  no.  786-22-BZ — Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  John 
Schwalbenberg,  applicant,  on  behalf  of 
A.  Shereshevsky,  owner,  to  permit  in 
a  residence  district  the  extension  itf 
area  of  an  existing  stable ;  premises 
1331  Franklyn  avenue,  The  Bronx. 

cal.  no.  797-22-BZ — Application,  June  7,  1922,  under  the 
building  zone  resolution,  of  Bernard 
Jordan,  applicant,  on  behalf  of  Yale 
Land  Company,  owner,  to  permit  in  a 
business  district  the  erection  of  a  black¬ 
smith  shop;  premises  west  side  Fresh 
Meadow  road,  245.08  ft.  south  of  Nor¬ 
wood  avenue,  Flushing,  Queens. 

1  .  . 

cal.  no.  855-22-BZ — Application,  June  23,  1922,  under  the 
building  zone  resolution,  of  Wm.  A. 
Blecher,  applicant,  on  behalf  of  Louis 
Tuffano,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  north  side  Rockaway  boule¬ 
vard,  58'.28  ft.  west  of  102nd  street, 
Ozone  Park,  Queens. 

cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S.  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  motor  vehicle  repair  shop ;  prem¬ 
ises  91-93’  Hope  avenue,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  3,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con- 
0  trol  Panel ;  approval  of  A.  C.  Ostrander 

Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  6,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

348-21-A — 504  Union  street,  Brooklyn. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREB/  GIVEN  by  the  board  of  appeals 
oi  a  public  hearing  under  the  provisions  ol  the  building 
zone  resolution,  Friday  afternoon,  October  6,  1922,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  555-22-BZ — Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles ;  premises  359-363  Pulaski 
stree:,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 
894-22-A — 166-168  8th  avenue,  L.  I.  City,  Queens. 
897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 

923-22-A — 360  Southern  boulevard,  Bronx. 

945-22- A — 2331  12th  avenue,  Manhattan. 

962- 22- A — Foot  of  51st  street,  Bush  Terminal  Building, 

No.  58,  Brooklyn. 

963- 22-A — 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  Brooklyn. 

969- 22-A— 109  East  40th  street,  Manhattan. 

970- 22- A — East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22-A — 322  St.  Nicholas  avenue,  northwest  corner  Pal¬ 
metto  street,  Queens. 

986-22-A — 291-297  Vernon  avenue,  L.  I.  City,  Queens. 
994-22-A — 2251-2253  Loring  place,  Bronx. 

1001 -22- A — 66  East  104th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  17,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

849-22-A — 354  Bowery,  Manhattan. 

922-22- A — 321  Pearl  street,  Manhattan. 

934-22-A— 248  East  153rd  street,  The  Bronx. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

966-22-A — S.  S.  Nelson  avenue,  between  Manley  and  Mount 
streets,  Long  Island  City,  Queens. 

968-22- A — 107  East  82nd  street,  Manhattan. 

976-22-A — 104  South  4th  street,  Brooklyn. 

1003-22-A — 313  East  148th  street,  The  Bronx. 

1009-22- A — 1129  Southern  boulevard,  The  Bronx. 
1022-22-A— 142-152  East  31st  street,  Manhattan. 

1029-22-A — 64-66  5th  avenue,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  November  24,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 
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Appeals  from  Administrative  Orders , 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  I4fcnd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21- A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21- A — 513-523  West  24th  street,  Manhattan. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday ,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — PiPer  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19- A — Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 


950-19-A — Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19- A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

27G-20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 
Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn.  1 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  'Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21- A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  b  y  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 
dressed.  Four  cents  postage  required. 

WILLIAM  J.  O’GORMAN,  Secretary. 
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MINUTES 

BOARD  OF  APPEALS 


REGULAR  meeting. 

TUESDAY  MORNING,  SEPTEMBER  12,  1922. 

Present :  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  July  25,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  31,  Vol.  VII,  and  the 
minutes  of  the  special  meeting  of  the  Board  of  Appeals, 
held  Thursday  afternoon,  July  27,  1922,  were  approved  as 
printed  in  the  Bulletin,  No.  32,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
144-22-A. 

APPELLANT — John  Shepard,  for  S.  K,  S.  Corp.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1580  Washington  avenue,  The 

Bronx. 

APPEARANCES— 

For  Appellant :  L.  M.  Rothman. 

For  Administration:  Inspector  Ort  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative:  Mr.  Boulton .  1 

Negative:  Chairman  Walsh,  Messrs.  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  5 

Absent:  Mr.  Beatty .  1 

THE  RESOLUTION : 

(144-22-A) 


Whereas,  S.  K.  S.  Corp.,  owner,  filed,  February  3,  1922, 
an  appeal  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  1580  Washington  ave¬ 
nue,  the  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“It  will  be  necessary  for  you  to  install  a  standpipe 
system  in  your  theatre,  for  the  reason  the  area  of  your1 
entire  building  exceeds  10,000  sq.  ft.”; 
and 

Whereas,  the  building  is  fireproof,  1  story  in  height,  100 
ft.  x  109  ft.  6J4  ins.  in  area,  occupied  as  a  motion  picture 
theatre,  seating  1,334  persons ;  and 

Whereas,  appellant  contends  that  the  area  of  the  building 
is  only  slightly  in  excess  of  the  permitted  area,  and  that 
there  is  no  stage  or  scenery. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


390-22-  A. 

APPELLANT — Cherry  Street  Realty  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 303  Cherry  street,  542  Water 
street,  Manhattan. 

APPEARANCES— 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  Sept.  22,  1922,  at  2  p.  m.,  to  submit  proper  and 
complete  plans  and  data. 


618-22-A. 

APPELLANT — Frederick  L.  Green. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 599-603  11th  avenue,  Manhatj 
tan. 

APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


CONDITIONS — As  specified  in  the  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

.  Negative  . .' .  o 

Absent :  Mr.  Beatty  .  l 


THE  RESOLUTION: 

(618-22-A) 

Whereas,  Frederick  L.  Green,  for  Edith  S.  Radley,  own¬ 
er,  filed,  April  28,  1922,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
599-603  Eleventh  avenue,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read : 

No.  34057-F — • 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so  ele¬ 
vated  that  the  bottom  will  be  not  less  than  20  feet  above 
the  hose  outlet  of  the  top  story,  sec.  20,  ch.  12,  Code 
of  Ordinances.” 

No.  34058-F— 

“1.  Arrange  hose  outlet  valves  of  standpipe  system  all 
stories,  sc  that  same  will  be  in  an  accessible  position,  and 
lower  said  valves  to  not  less  than  5  or  more  than  6  ft. 
above  the  floor  level,  sec.  20,  ch.  12,  Code  of  Ordi¬ 
nances.”  ; 
and 

W'hereas,  the  building  is  of  fireproof  construction,  8 
stories  in  height,  75  ft.  x  92  ft.  in  area,  occupied  as  a  bond¬ 
ed  storage  warehouse,  1st  story,  11'  persons;  2nd  to  8th 
stories,  storage;  and 

Whereas,  the  appellant  contends  that  it  is  impractical  to 
keep  water  in  the  standpipe  line  because  there  is  no  heat  in 
the  building  and  contends  that  the  contents  of  the  ware¬ 
house  are  non-hazardous  and  that  the  building  has  two 
hose  at  each  outlet,  and  that  they  propose  to  vacate  the 
building  May  1st,  1923. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  holding  the  order  in  abeyance  until  May  1st,  1923, 
on  condition  that  no  combustible  material  be  stored  on  the 
premises. 


796-22-A. 

APPELLANT — Frank  S.  Schwaner  for  William  C.  Walk¬ 
er’s  Sons,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 171-173  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Frank  S.  Schwaner  and  Chas. 
Knox. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative::  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative . o 

Absent:  Mr.  Beatty  .  i 


THE  RESOLUTION: 

(796-22-A) 

Whereas,  Frank  S.  Schwaner,  for  Wm.  C.  Walker’s 
Sons,  owners,  filed,  June  6,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  171-173  Wooster  street,  Manhattan;  and 
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Whereas,  the  decision  of  the  fire  commissioner  reads : 
“1.  Proposition  contained  in  your  amendment  to  the 
approved  Plan  1080-21  is  contrary  to  Rule  7  of  the 
Rules  for  Fire  Extinguishing  Appliances  (Sprinkler 
Equipments.)” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  50  ft.  x  100  ft.  in  area,  occupied,  basement,  boiler 
room  and  cardboard  “storage,  2  persons;  1st  story,  manu¬ 
facture  of  paper  boxes,  20  persons ;  and 
Whereas,  the  appellant  contends  that  there  is  a  vault 
room  under  the  sidewalk  to  the  curb  line  and  that  it  is  im¬ 
possible  to  install  a  curb  box  and  proposes  to  install  a 
sprinkler  system  in  cellar  and  1st  story  conforming  to  the 
rules  in  all  other  respects;  and 

Whereas,  it  appears  that  the  installation  as  proposed  con¬ 
forms  to  the  provisions  of  rule  39  of  the  standpipe  rules. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  conditions  as  to  existing  sprinkler  in¬ 
stallation  as  equipped  for  cellar  and  1st  story  remain  sub¬ 
stantially  unchanged. 

804-22-A. 

APPELLANT — William  I.  Hohauser,  for  M.  Rubin  &  Son, 
lessees. 

SL1RTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1966-68  Amsterdam  avenue, 
Manhattan. 

APPEARANCES— 

For  Appellant:  George  Landfer  appeared  for 
Architect  W.  I.  Hohauser. 

ACTION  OF  BOARD1 — Laid  over  to  special  meeting  Fri¬ 
day,  Sept.  22,  1922,  at  2  p.  m.,  on  request  of  appel¬ 
lant’s  representative. 


813-22-A. 

APPELLANT — Auto  Truck  Garage  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 361-373  Avenue  A,  Manhattan 
APPEARANCES— 

For  Appellant:  S.  T.  Rosenthal  and  C.  Umbekant. 
For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Appeal  withdrawn  to  submit  plans 
to  fire  department  for  approval,  subject  to  standpipe 
rules  now  in  force. 

THE  VOTE  ON  MOTION  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  6 

Negative . 0 

Absent:  Mr.  Beatty  .  1 


8 14-22- A. 

APPELLANT — William  M.  Farrar,  for  Thomas  G.  Cor- 
van,  owner. 

SLTBTEPT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 127-129  West  53rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Wm.  M.  Farrar. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  6 

Negative .  0 

Absent:  Mr.  Beatty  . 1 

THE  RESOLUTION: 


(814-22-A) 

Whereas,  William  M.  Farrar,  for  Thomas  Corvan.  own¬ 
er,  filed,  June  12,  1922,  an  appeal,  with  the  board  of  appeal  , 


from  a  decision  of  the  fire  commissioner,  affecting  premises 
127-129  West  53rd  street,  Manhattan;  and 
W  hereas,  the  decision  of  the  fire  commissioner  reads : 

“Disapproved  June  1st,  1922,  with  the  following  ob¬ 
jections  : 

“3.  Provide  a  regulation  4  in.  standpipe  equipment 
for  the  entire  building.  NOTE:  The  proposed  addi¬ 
tion  will  increase  the  area  to  more  than  10,000  square 
feet.” ; 
and 


Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
40  ft.  x  210  ft.  in  area,  occupied  as  a  garage,  18  persons  in 
entire  building;  and 

Whereas,  appellant  contends  that  the  extension  was  erect¬ 
ed.  in  1919,  and  is  separated  'from  the  main  building  by  a 
brick  wall,  with. fire  doors  at  openings;  and  further  con¬ 
tends  that  the  existing  building  and  the  extension  consti¬ 
tute  separate  floor  areas,  one  having  an  area  of  5,000  sq.  ft.. 
and  the  other  having  an  area  of  4,000  sq.  ft.,  and  for  this 
reason  the  standpipe  equipment  is  not  required. 

,  Resolved ,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  communicating  openings  be¬ 
tween  the  main  building  and  the  extension  be  protected  with 
approved,  automatic,  self-closing  fireproof  doors. 


828-22-A. 

APPELLANT — The  Texas  Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED1 — S.  S.  Dutch  Kills  Creek,  203  ft. 

west  of  Borden  avenue,  Queens 
APPEARANCES— 

For  Appellant:  F.  W.  Staley. 

For  Administration :  Inspector  Lenihan  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  Oct.  6,  1922,  at  2  p.  m.,  to  check  up  installation 
in  accordance  with  rules. 


831-22-A. 


APPELLANT — Tottenville  Copper  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED-E.  ,  S.  Bethel  avenue,  50 
from  the  railroad,  Tottenville,  Richmond. 


ft. 


APPEARANCES— 

For  Appellant:  Louis  Greenberg. 

ACTION  OF  BOARD1 — Laid  over  to  special  meeting,  Fri¬ 
day,  Sept  22,  1922,  at  2  p.  m„  to  submit  data  on 
proposed  improvements. 


562-22-A. 

APPELLANT— John  DeHart. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 615-621  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  DeHart. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  Sept.  19,  1922 
for  vote  by  full  board. 

THE  VOTE— 

Affirmative :  Messrs.  Boulton,  Kearney,  Kerby 

and  Fire  Chief  Kenlon  .  4 

Negative:  Chairman  Walsh  and  Mr.  Holland  2 
Absent:  Mr.  Beatty  .  1 

■  # 

794-22-A. 

APPELLANT — A.  C.  MacNulty,  for  American  Press  As¬ 
sociation,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 225-229  West  39th  street, 
Manhattan. 
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APPEARANCES— 

For  Appellant:  Alexander  C.  MacNulty. 
ACTION  OF  BOARD— Laid  over  to  special  meeting  Fri¬ 
day,  Sept.  22,  1922,  at  2  p.  m.,  to  secure  additional 
affidavit. 


795-22-A. 

APPELLANT— Joseph  Morrison,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 79  East  130th  street,  78  East 
131st  street,  1918-1938  Park  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  A.  Potter. 

Foir  Administration :  Inspector  Ort  of  the  fire 

department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(795-22-A) 

Whereas,  Joseph  Morrison,  owner,  filed,  June  6,  1922. 
an  appeal,  with  the  board  of  appeals,  from  a  decision  of 
the  fire  commissioner,  affecting  premises  79  East  130th 

street  and  78  East  131st  street  and  1918-38  Park  avenue, 
Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1.  Provide  an  automatic  fire  alarm,  complete  with 
Central  Office  connection  in  the  cellar.  *  * 

and  _  ... 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  200  ft.  by  90  ft.  in  area,  occupied,  basement,  en¬ 
gine  room,  boiler  room,  5  persons;  1st  story,  machine 
shop,  11  persons;  2nd  story,  mfr.  radio  supplies,  32  per¬ 
sons;  3rd  story,  machine  shop,  28  persons;  4th  story,  ma¬ 
chine  shop  and  mfg.  of  sweaters,  40  persons ;  5th  story, 
mfr.  sweaters,  85  persons;  6th  story,  mfr.  of  patent  medi¬ 
cines,  42  persons ;  and 

Whereas,  appellant  contends  that  the  cellar  is  used  as 
engine  room  and  for  artificially  aging  lumber  and  that 
the  proposed  automatic  fire  alarm  would  require  wiring 
of  the  cellar  and  placing  of  a  thermostatic  heater  at  cer¬ 
tain  intervals  and  that  they  propose  to  provide  a  better 
alarm  svstem  at  less  cost  by  the  use  of  the  empty  sprinkler 
heads  already  installed  in  the  cellar,  connecting  these 
with  a  3-inch  water  main,  and  that-  the  running  of  water 
therein  upon  melting  of  a  sprinkler  head  fusible  link 
would  sound  the  alarlm,  and  that  the  fire  department  has 
only  disapproved  the  use  of  this  system  because  they  pro¬ 
pose  to  use  a  3-inch  main  instead  of  4-inch  main. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  sprinkler  system  be  con¬ 
nected  with  the  3-inch  water  main  now  installed;  that 
curb  box  control  valve  be  installed,  and  on  further  condi¬ 
tion  that  there  shall  be  not  less  than  two  siamese  connec¬ 
tions  on  the  avenue  front  of  the  building,  approximately 
not  less  than  150  feet  apart,  and  that  plans  for  all  work  shall 
be  filed  with  and  approved  by  the  bureau  of  fire  prevention 
of  the  fire  department. 


387-22-A, 

APPELLANT— The  IBallinger  Company. 

SUBJECT— Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED — 22  Queens  street  Long  Island 
City. 

APPEARANCES— 

For  Appellant:  Alvin  Rosenson,  representing  Mr. 
Obermeyer,  for  appellant. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  Sept.  22,  at  2  p.  m.,  on  request  of  appellant’s 
representative. 


609-22-A. 

APPELLANT— Bournonville  Welding  Co.,  Inc.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 241-245  West  64th  street,  Man¬ 
hattan. 

APPEARANCES- 

For  Appellant:  None. 

For  Administration :  Inspector  Lenihan  of  the  fire 
department. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(609-22- A) 

Whereas,  Bournonville  Welding  Co.,  Inc.,  owner,  filed, 
April  25,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  241- 
245  West  64th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

‘T.  Discontinue  the  use  of  open  flame  in  same  com¬ 
partment  wherein  automobiles,  the  fuel  tanks  of  which 
are  not  empty,  are  stored.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  75  ft.  by  95  ft.  in  area,  occupied  for  the  repair 
of  automobiles  by  welding;  and 

Whereas,  appellant  contends  that  they  have  removed 
forges  from  where  automobiles  were  kept  and  that  they 
have  discontinued  the  welding  of  cars  on  the  1st  story  and 
that  they  have  confined  the  welding  to  the  2nd  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  forges  be  removed  from 
any  portion  of  the  building  in  which  automobiles  with 
gasoline  stored  in  tanks  are  maintained ;  that  the  welding 
shall  be  confined  to  the  2nd  story;  and  that  the  appeal 
be  granted  only  so  long  as  conditions  remain  unchanged. 


263-22-A. 

APPELLANT— I.,  E.  Witzel,  for  Wikon  Realty  Corp., 
owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 261-263  South  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None 

For  Administration :  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton. 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlop,  .  6 

Absent:  Mr.  Beatty  .  1 

" THE  RESOLUTION: 

(263-22-A) 


Whereas.  L.  E.  Witzel.  for  Wikon  Realty  'Corp.,  owner, 
filed,  Feb.  23,  1922.  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  261-262  South  street,  Manhattan;  and 

Whereas,  the  order  loif  the  fire  commissioner  reads : 

“1.  Replace  the  missing  and  defective  shutters  with 
proper  iron  or  kalameined  shutters  at  all  openings  in 
the  exterior  walls  above  1st  story,  which  are  distant 
in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  east  side  and  rear  of  building, 
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or  other  approved  protection,  as  per  sec.  375,  art.  18, 
ch.  5  of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  divided  into 
two  sections  by  a  brick  partition  wall,  occupied  for  the 
purpose  of  cleaning  and  reselling  burlap  bags,  5  persons 
in  the  entire  premises;  there  are  nine  windows  in  the  rear 
wall  of  No.  261,  above  the  extension,  nine  windows  in  the 
rear  wall  of  No.  262,  above  the  extension,  and  seven  win¬ 
dows  on  east  side  above  livery  stable ;  and 

Whereas,  appellant  contends  that  there  is  no  hazard 
owing  to  13t  ft.  shaft. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


640-22-A. 

APPELLANT — Turney  and  Lennedy,  for  A.  Luger, 
lowner. 

SUBJECT' — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 3162-3168  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lenihan  of  the  fire 
department. 

ACTION  OF  IBOARD — Laid  over  to  special  meeting  Fri- 
Sept.  22,  1922,  at  2  p.  m. 


348-21-A.  '  i  '  I  .J  i  j 

APPELLANT — Koppers  Seaboard  Coke  Co.,  owner. 
SUBJECT — Appeal  fnoim  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 504  Union  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Arthur  L.  Early. 

ACTION  OF  BOARD — Appeal  reopened;  hearing  set  foi 
October  6,  1922,  at  2  p.  m. 

THE  VOTE — - 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton. 


Holland,  Kearney  and  Kerby  .  5 

Negative  . -  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 


844-22-A. 

APPELLANT— Schwartz  &  Gross,  for  242-252  West  36th 
Street  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commis- 
1  sioner. 

PREMISES  AFFECTED— 242-252  West  26th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence 
Appeal  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  2 


854-22-A. 

APPELLANT — Franklin  Simons  Co.,  lessee. 

SUBJECT— Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED1 — 558-570  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE — - 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kearney  and  Kerby  .  5 

Negative  . . . . .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  2 


909-22- A. 

APPELLANT — Otto  H.  Kahn,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 6  East  99th  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  2 


970-22-A. 

APPELLANT — Otto  F.  Semsch,  for  Ernest  Flagg,  owner. 
SUBJECT — Appeal  from  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— East  side  Todt  Hill  road,  1000 
ft.  north  of  Prospect  avenue,  Richmond. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  2 


1716-21-A.  < 

APPELLANT — Paul  C.  Hunter,  for  The  E.  R.  Merrill 
Spring  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 526-532  West  28th  street,  Man¬ 
hattan. 

APPEARANCES— 

Fioir  Appellant:  Paul  C.  Hunter  and  Albert  E. 
Strecker. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
of  Feb.  7,  1922,  amended  as  specified  in  resolution. 
THE  VOTE. — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative  . .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(1716-21-A) 

Whereas,  Paul  C.  Hunter,  for  The  E.  R.  Merrill  Spring 
Company,  owner,  filed,  December  21,  1921,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  526-532  West  28th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  Order  No. 
10240-LC,  dated  Dec.  13,  1921,  reads : 

*  “2.  Reinstall  fuel  oil  storage  tanks  in  conformity 

with  rule  3  of  the  Fuel  Oil  Rules. 

“3.  Enclose  fuel  oil  tanks  in  conformity  with  rule 
5  of  the  Fuel  Oil  Rules. 

“4.  Provide  separate  vent  pipes  for  each  tank  and 
separator,  filling  pipes  for  each  tank  as  required  by 
Rule  11  of  the  Fuel  Oil  Rules. 

“5.  Provide  feed  pumps  of  approved  design  located 
and  equipped  as  set  forth  in  rule  13  of  the  Fuel  Oil 
Rules.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  and  four  stories  in  height,  100  ft.  by  197  ft.  6  in.  in 
area  in  the  1st  story  and  100  ft.  by  50  ft.  in  area  above; 
occupied,  1st  story,  factory,  60  persons;  2nd  story,  shop 
and  office,  17  persons;  3rd  story,  storage;  4th  story,  stor¬ 
age,  2  persons ;  there  being  two  fuel  oil  tanks'  located  in 
the  cellar,  these  tanks  resting  on  a  16  in.  concrete  base, 
enclosed  in  three  12  in.  and  one  16  in.  brick  walls  and  on 
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top  by  reinforced  concrete  slab  with  two  manhole  openings 
protected  with  steel  covers,  the  enclosing  walls  giving  a 
clearance  of  1  ft.  around  the  tanks,  the  space  in  between 
the  tanks  and  the  walls  is  filled  with  concrete ;  the  space 
above  the  tanks  being  vented  to  the  outer  air  by  a  2}4 
in.  galvanized  iron  pipe ;  the  tanks  being  connected  on 
the  bottom  yvith  a  2)4  in.  circulation  pipe;  the  tanks  hav¬ 
ing  a  2  in.  vent  pipe  cross-connected  extending  to  10  ft. 
above  the  roof  of  the  building;  there  being  one  2  in.  fill 
pipe  installed  for  both  tanks;  and 

Whereas,  appellant  states  that  the  tanks  cannot  be  set 
below  the  cellar  because  of  water  conditions  and'-^that 
the  feed  pump  when  installed  was  of  approved  design  and 
installed  as  required  by  the  regulations;  and  that  the  prem¬ 
ises  have  been  used  for  manufacturing  purposes  since 
1914;  and 

Whereas,  this  appeal  was  granted  at  the  meeting  of  the 
board  Feb.  7,  1922,  on  certain  conditions  and  appellant 
requested  a  reopening  of  the  case  and  an  amendment  of 
the  appeal  to  include  item  No.  6  of  the  order,  which  re¬ 
quest  was  granted  by  vote  of  the  board;  and 

Whereas,  item  No.  6  reads: 

“Install  a  check  valve  of  approved  design  in  each 
oil,  steam  and  air  line  near  the  burners  as  per  rule 
16,  paragraph  4.” ; 
and 

Whereas,  the  board  deemed  that  the  requirements  of  item 
No.  6  should  be  waived  as  to  the  installation  of  a  check 
valve  because  of  the  operation  of  the  plant  under  extremely 
low  pressure. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  the  present  industry  is  maintained  (the 
manufacture  of  steel  springs)  and  conditions  as  to  occu¬ 
pancy  and  use  remain  unchanged,  and  on  condition  that  an 
approved  manually  operated  gate  valve  be  installed  on  the 
line. 


380-22-A. 

APPELLANT— Nathan  Sugarman,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 40-44  Rodney  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 


ton,  Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon...  2 
THE  RESOLUTION: 

(380-22-A) 

Whereas,  Nathan  Sugarman,  Inc.,  lessee,  for  the  Warthol 
Realty  Co.,  Inc.,  owner,  filed,  March  14,  1922,  an  appeal  with 
the  board  of  appeals  from  an  order  of  the  fire  commission¬ 
er,  affecting  premises  40-44  Rodney  street,  Brooklyn ;  and 
Whereas,  the  appellant  has  failed  to  complete  his  papers 
though  duly  notified  so  to  do. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


BUILDING  ZONE  CASES. 

555-22-BZ 

APPLICANT— Ed.  B.  Hittlemann. 

SUBJECT — Application  to  permit  in  a  business  district  the 
reconstruction  of  an  existing  stable  building  and 
change  the  use  to  a  garage  for  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 359-363  Pulaski  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle  and  Wm.  F. 

Doyle. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  Oct.  6,  1922,  at  2  p.  m.,  on  request  of  appli¬ 
cant’s  representatives. 


22-22-BZ. 

APPLICANT — John  T.  McCarthy,  for  Ellen  I.  McCarthy, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5  cars. 
PREMISES  AFbECTED — E.  S.  Spuyten  Duyvil  Road, 
132.32  ft.  north  of  230th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  T.  McCarthy. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 6 

Negative .  o 

Absent :  Mr.  Beatty  .  i 

THE  RESOLUTION: 


f  (22-22-BZ) 

Whereas,  John  T.  McCarthy,  for  Ellen  T.  McCarthy, 
owner,  filed,  January  6,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles ;  premises  E.  S.  Spuyten  Duyvil  Road,  132.32  ft. 
north  of  230th  street,  The  Bronx;  and 
W  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  12,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

W'hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Spuyten  Duyvil  Road,  230th  street 
and  231st  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Oct.  24,  1921,  in  acting  on  N.  B.  Plans  1944-1921, 
reads : 


“1.  Public  garage  for  more  than  five  motor  vehicles 
not  permitted  in  a  business  district.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  100  ft.  and 
a  dept  of  80  ft.,  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  taxpayers  of  100  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  elevation  of  the 
building  on  the  street  front  be  finished  in  face  brick  and 
stone  or  terra  cotta  trimmings;  that  the  windows  of  the 
gable  and  rear  walls  shall  be  glazed  with  translucent  glass. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months, 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


816-22-BZ. 

APPLICANT — Louis  W.  Feldman  and  George  L.  Wills, 
applicants,  on  behalf  of  Josephine  Mady,  owner. 
SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the  erec¬ 
tion  of  a  garage  for  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 413  East  179th  street.  The 
Bronx. 

APPEARANCES— 

For  Applicant:  George  L.  Wills. 

ACTION  OF  BOARD — (Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmaitive:  Chairman  Walsh.  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  .  q 

Absent:  Mr.  Beatty  . .  1 
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THE  RESOLUTION: 

(816-22-BZ) 

Y\  here\s,  Louis  W.  Feldman  and  Geo.  L.  Wills,  for  Jo¬ 
sephine  Mady,  owner,  filed,  June  13,  1922,  an  application 
under  the  building  zone  resolution,  to  permit  the  extension 
from  an  unrestricted  district  into  a  business  district  ot  a 
proposed  garage  for  storage  of  more  than  five  motor  ve¬ 
hicles  ;  premises  413  East  179th  street,  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  Sept.  12, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  179th  street  and  Park 
avenue  are  unrestricted  districts  and  Webster  avenue  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  1,  1922,  in  acting  on  N.  B.  Plan  1702- 
1922,  reads : 

“Erection  of  proposed  garage  for  storage  of  more 
than  5  motor  vehicles  in  unrestricted  district  extending 
into  a  business  district  is  contrary  to  provisions  of 
Building  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  33  ft.  6  in. 
and  a  depth  of  77  ft.,  to  be  occupied  as  a  garage  for  more 
than  5  motor  vehicles  and  extends  approximately  29  ft.  into 
the  business  district,  entrance  and  exit  being  through  the 
unrestricted  district. 

Whereas,  these  premises  were  in  one  ownership  on  July 
25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granied  on  condition  that  any  egress  and 
entrance  shall  be  maintained  from  179th  street;  that  the  side 
and  rear  walls  shall  be  unpierced  throughout  their  entire 
height  and  length,  and  that  the  capacity  of  the  garage  shall 
be  limited  to  twelve  automobiles. 

631-22-BZ. 

APPLICANT — Morris  Baxerman,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 646  Crotona  Park  South,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Morris  Baxerman  and  Ralph  Hon- 
ieg. 

For  Opposition :  Max  Keller,  N.  Sirot  and  H. 
Hertz. 

ACTION  OF  BOARD — Granted  permit  to  store  a  one  ton 
truck  in  garage  for  the  period  of  one  year. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(631-22-BZ) 

Whereas,  Morris  Baxerman,  owner,  filed,  May  1st,  1922, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for 
storage  of  two  motor  vehicles ;  premises  646  Crotona  Park 
South,  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  12, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  tlriit  Crotona  Park  South  and  Clin¬ 
ton  avenue  are  residence  districts  and  East  170th  street  is 
a  business  district ;  and 


Whereas,  the  order  of  the  fire  commissioner,  rendered 
March  21,  1922,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  in  which 
is  kept  motor  vehicles  that  are  used  for  business  pur¬ 
poses  on  these  premises.”; 
and  •  ^ 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  1  story  in  height  with  a  frontage  of  18  ft.  and  a  depth 
of  18  ft.,  occupied  as  a  garage  for  the  storage  of  one  pleas¬ 
ure  car  and  one  commercial  car,  used  by  the  owner  in  his 
business ;  and 

Whereas,  there  would  be  undue  hardship  in  depriving  the 
owner  of  the  use  of  the  building  at  this  time  for  the  stor¬ 
age  of  his  commercial  automobile. 

Resolved,  that  the  board  of  appeals  dies  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  for  the  period  of  one  year  from  the 
date  of  this  action,  to  maintain  a  one-ton  commercial  motor 
vehicle,  the  property  of  the  owner  of  the  premises  and 
used  in  the  conduct  of  his  business. 


740-22-BZ. 

APPLICANT — William  Lawrence  Bottomley,  owner. 
SUBJECT— Application  to  permit  in  a  “B”’  area  residence 
district  the  omission  of  a  rear  yard  as  required  by 
the  Zone  Law. 

PREMISES  AFFECTED — 112  East  55th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  F.  N.  Dewey  and  Wm.  L.  Bottom- 
ley. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  6 

N  egative  . o 

Absent:  Mr.  Beatty  .  i 

THE  RESOLUTION: 


(740-22-BZ) 

Whereas,  William  Lawrence  Bottomley,  owner,  filed, 
May#  25,  1922,  an  application  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  “B”  area  and  residence  use  district 
the  erection  of  an  extension  covering  the  entire  yard;  prem¬ 
ises  112  East  55th  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  12, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  55th,  East  54th  streets 
and  Park  avenue,  are  “B”  area  and  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  25,  1922,  in  acting  on  Alt.  App.  No.  1312-22, 
reads : 

“This  amendment  is  disapproved  with  the  following 
additional  objection,  due  to  amendment: 

“7.  Rear  extension  covering  the  entire  rear  yard  in 
a  residence  district  is  unlawful,  section  16,  Zoning  Res¬ 
olution.”  ; 
and 

Whereas,  the  buildiftg  is  of  non-fireproof  construction,  4 
stories  in  height,  with  a  frontage  of  18  ft.  9  in.  and  a  depth 
of  45  ft.;  it  is  proposed  to  build  an  extension  at  the  rear 
and  to  cover  the  rear  yard  with  a  skylight,  the  skylight  pro¬ 
jecting  from  1  ft.  6  in.  to  7  ft.  above  the  curb;  and 
Whereas,  applicant  contends  that  the  skylight  projection 
is  permitted  under  the  provisions  of  the  building  zone  reso¬ 
lution  and  that  there  would  be  hardship  in  depriving  the 
owner  of  the  use  of  this  skylight  which  covers  his  studio 
and  is  constructed  to  the  height  shown  in  order  to  obtain 
proper  light  at  the  correct  angle  of  reflection. 
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Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  for  the  purpose  of  providing  light 
to  the  studio,  restricting  the  use  to  its  present  occupancy. 


297-22-BZ. 

APPLICANT — -William  Dexter  Company. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  of  existing  buildings  for  business 
purposes. 

PREMISES  AFFECTED— 19-21  Barrow  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Eugene  Carpenter  and  Ro-bt.  W. 
J  ohnson. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  dismissed,  applicant 
having  discontinued  the  non-conforming  use. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  . . ., .  5 

Negative  . . .  ° 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION: 

(297-22jBZ) 

Whereas,  William  Dexter  Company,  owner,  filed,  Feb. 
27,  1922,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  conversion  of  exist¬ 
ing  buildings  for  business  purposes;  premises  19-21  Bar- 
row  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  12, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
of  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps' accompanying  the  build¬ 
ing  zone  resolution  show  that  Barrow  street  is  a  residence 
district  and  Jones  street  and  4th  street  are  business  dis¬ 
tricts  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
Feb.  7,  1922,  in  acting  on  Order  No.  31039-F,  reads : 

“You  are  hereby  notified  that  the  use  of  the  above 
premises  for  business  purposes  is  a  violation  of  the 
Building  Zone  Resolution,  and  unless  within  twenty 
days  such  use  shall  cease,  legal  steps  will  be  taken  by 
this  Department  for  the  recovery  of  the  penalties  pre¬ 
scribed  by  law,  and  to  prevent  a  continuance  of  such 
use.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  and  4  stories  in  height,  with  a  frontage  of  25  ft.  and  a 
depth  of  38  ft.,  occupied  as  bakery  and  dwelling;  and 

Whereas,  it  appears  that  the  non-conforming  use  has 
been  discontinued. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed. 


779-22-BZ. 

APPLICANT— Chas.  Kreymborg,  architect,  on  behalf  of 
Johnson  Deichsel  Building  Company,  owner. 
SUBJECT— Application  to  permit  partly  in  a  residence 
district  the  erection  of  a  business  building. 
PB/EMiISES  AFFECTED — Northwest  cornerl  Decatur 
avenue  and  East  204th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Charles  Kreymborg  and  H.  T. 
Johnson. 

For  Opposition:  D.  V.  Sullivan,  Alford  J.  Wil¬ 
liams,  John  R.  Lang,  George  Williams. 
ACTION  OF  BOARD— Application  laid  over  to  special 
meeting  Friday,  Sept.  22,  1922,  at  2  p.  m.,  pending 
inspection  by  committee  of  the  board. 


842-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
John  S.  Appleby,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED— 621-627  Fordham  road,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Anna  Amatrano,  Mary  E.  Crag- 
han,  Harry  Mayer  and  Eustase  A.  Pothemoret. 
ACTION  OF  BOARD — Application  laid  over  to  special 
meeting  Friday,  Sept.  22,  1922,  at  2  p.  m.,  pend¬ 
ing  inspection  by  committee  of  the  board. 

886-22-BZ. 

APPLICANT — Murgatroyd  &  Ogden,  architects,  on  be¬ 
half  of  Allerton  38th  Street  Co.,  Inc.,  owner. 
SUBJECT — Application  to  permit  in  a  B  area  district  the 
construction  of  an  outer  court  under  the  height 
regulations,  disregarding  the  length. 

PREMISES  AFFECTED— 14-22  East  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  R.  De  Acosta,  Palmer  Ogden  and 
John  P.  Fox  of  the  5th  Avenue  Association. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE! — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(886-22-BZ) 

Whereas,  Murgatroyd  &  Ogden,  for  Allerton  38th 
Street  Company,  Inc.,  owner,  filed,  June  30,  1922,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
“B”  area  district  the  construction  of  an  outer  court  hav¬ 
ing  its  least  dimension  less  than  that  required  by  section 
12  of  the  building  zone  resolution ;  premises  14-22  East 
38th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  12, 
1922,  after  due  notice  by  publication  in  the  bulletin  of  the 
board  of  standards  and  appeals;  and 
Whereas,  the  use  district  -maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Madison  avenue.  East  38th 
and  East  37th  streets  are  “B”  area  districts ;  and 

Whereas,  the  decision  iof  the  superintendent  of  build¬ 
ings,  -rendered  June  22,  1922,  in  acting  on  N.  B.  App.  No. 
346-1922,  reads : 

“10.  So-called  “side-yard”  should  be  of  the  width 
required  for  an  outer  court,  Building  Zone  Resolution, 
section  16-C  and  section  1-K.” ; 

Whereas,  the  building  is  of  fireproof  construction,  19 
stories  in  height,  with  a  frontage  of  125  ft.  and  a  depth 
of  98  ft.  9  in.,  the  court  or  yard  in  question  running  across 
the  entire  rear  and  being  9  ft.  6  in.  in  depth  instead  of 
12  ft.  4  in.  as  required ;  and 
Whereas,  the  required  depth  of  court  is  due  to  a  techni¬ 
cal  application  of  the  requirements  of  the  building  zone 
resolution  and  the  owner  is  in  -reality  creating  -a  better 
condition  than  a  strict  compliance  that  the  letter  of  the 
law  would  entail  and  there  would  be  undue  hardship  in 
-compelling  him  to  so  comply. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  znriation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  a  side  court 
be  developed  in  its  entire  length  from  front  to  rear  of 
the  property,  open  to  the  sky,  unobstructed  in  any  way ; 
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that  the  exterior  of  the  wall  be  finished  with  face  brick 
the  same  as  the  front  elevation ; 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


The  following  area  was  approved  by  the  board : 

Both  sides  of  Pulaski  street  from  Lewis  avenue  to 
Stuyvesant  avenue,  also  the  property  directly  at  rear 
and  for  a  distance  of  50  feet  on  either  side  of  the 
side  lot  lines  of  the  premises  in  question. 


798-22-BZ. 

APPLICANT — Gustave  Herman,  for  Bryce  Estates, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  motor  vehicle  repair  shop 
and  garage. 

PREMISES  AFFECTED1 — 461  Mott  avenue.  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . .  2 


1101-21-BZ. 

APPLICANT — Neier  &  Van  Derveer,  for  Eleanora  and 
Felizia  Lizza,  owners. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  storage  of  3 
commercial  motor  vehicles. 

PREMISES  AFFECTED — 1618  Melville  street,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  John  T.  E.  Van  Derveer. 

For  Opposition :  None. 

ACTION  OF  BOARD! — Application  restored  to  calendar. 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton. 


Holland,  Kearney  and  Kcby  .  5 

Negative  .  0 


Absent:  Mr  Beatty  and  Fire  Chief  Kenlon..  2 


AREAS  FIXED. 

(972-22-BZ) 

The  chairman  nresented  and  read  a  communication  from 
Toseph  A.  Nicolini,  reauestine  the  board  to  fix  the  area 
deemed  affected  and  within  which  to1  obtain  consents  for 
the  maintenance  of  a  garage  premises  3058  Heath  avenue. 
Bronx.  --^i 

The  following  area  was  approved  by  the  board  : 

Both  sides  of  Heath  avenue  from  Summit  place 
to  Albanv  crescent,  also  the  pronertv  directly  at  rear 
and  for  a  distance  of  50  feet  on  either  side  of  the  side 
lot  lines  of  the  premises  in  question. 


(555-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Fdward  P  Hittleman.  renuesting  the  board  to  fix  the  area 
deemed  affected  and  withm  which  to  obtain  consents  for 
garage,  premises  350-63  Pulaski  street,  Brooklyn. 


(996-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Otto  C.  Infanger,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
maintenance  ictf  garage,  premises  92-08  Autumn  avenue, 
Brooklyn. 

The  following  area  was  approved  by  the  board  : 

Both  sides  of  Autumn  avenue  ('Railroad  avenue') 
from  Etna  street  to  a  point  400  feet  north  of  the 
premises  in  question,  also  the  property  direetlv  at  rear 
and  for  a  distance  of  50  feet  on  either  side  of  the  side 
lot  lines  of  the  premises  in  question,  being  property 
facing  Hemlock  street. 


(991-22-BZ)  x 

The  chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  premises  1812-16  Holland 
avenue.  Bronx. 

The  'following  area  was  approved  bv  the  board  : 

Both  sides  of  Holland  avenue  ('Lincoln  street)  from 
a  point  100  feet  north  of  Morris  Park  avenue  to  a 
noint  400  feet  north  of  the  premises  in  nuestion :  also 
the  west  side  of  Wallace  avenue  ('Jefferson  street) 
from  a  point  100  feet  north  of  Morris  Park  avenue  to 
a  point  220  feet  north  of  Morris  Park  avenue. 


(985-22-BZ) 

The  chairman  nresented  and  read  a  communieation  from 
Tulia  M.  F.  Rotherv,  reouestinm  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
+he  maintenance  of  a  garage,  premises  916  East  14th  street 
Brooklyn. 

The  following  area  was  approved  bv  the  board: 

Both  cide<;  of  Fact  14th  street  from  a  point  100  feet 
north  of  Avenue  J  to  Avenue  I:  the  sou+h  side  of 
Avenue  I  from  Fast  13th  street  to  Fast  14th  street; 
east  side  of  Fast  13th  street  from  Avenue  T  to  a  point 
190  feet  south  of  Avenue  I 


(913-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
GHre  Tacohs.  renuestin0'  the  board  to  fix  the  area  deemed 
affected  and  within  which  to-  obtain  consents  for  the  main¬ 
tenance  of  a  enrage,  premises  718  Crote  street.  The  Bronx. 
The  following  area  was  anprnved  hv  the  board  : 

Both  sides  of  Gro+e  street,  also  Garden  street,  from 
Crotona  avenue  to  Prospect  avenue. 


*  Adjourned  1  p.  m. 

WVlltam  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
he  supplied  by  mail. 


S 
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MINUTES _ 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  12,  1922. 
Present :  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kearney,  Kerby,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 
mott.  y 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals  held  on  Tuesday  afternoon,  July 
25,  1922,  were  approved  as  printed  in  the  Bulletin,  No.  31, 
Vol.  7. 


PETITIONS  FOR  VARIATIONS. 

697-22-S. 

PETITIONER — American  Fire  Service  Corp.,  for  Joseph 
Meltzer,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 324  5th  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Sept.  19,  1922,  at  2 

p.  m. 


805-22-S. 

PETITIONER— Frank  Kobcrlein,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 508  West  24th  street,  Manhat¬ 
tan. 

APPEARANCES— 

Eor  Petitioner:  Frank  Koberlein. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  10 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 

Superintendent  Moore  .  3 

THE  RESOLUTION: 

(805-22-S) 


Whereas,  Frank  Koberlein,  for  Harris  W.  Uris,  owner, 
filed,  June  9,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirerpents  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  508  West  24th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Arrange  the  fire  escape  at  the  rear  of  buildings 
and  the  openings  leading  thereto  and  the  windows  on 
the  course  thereof  so  that  same  are  in  compliance  with 
the  provisions  of  Sections  273  and  274  of  the  Labor 
Law  and  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals,  or  carry  out  a  proper  alternative  method  of  com¬ 
plying  with  the  requirements  of  Section  271  of  the 
Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

“Windows  on  course  not  fireproof,  not  self-closing. 
No  stairway  from  lowest  balcony  to  ground.  No  60 
degree  connecting  stairway  between  balconies.  No  pas¬ 
sageway  from  termination  of  fire  escape  to  street.  No 
stairway  from  top  balcony  to  roof.”; 
and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
25  ft.  x  85  ft.  in  area,  occupied,  1st  story,  machine  shop,  2 
persons ;  2nd  story,  woodworking,  6  persons ;  3rd  story, 
woodworking,  6  persons ;  the  means  of  egress  consisting  of 
an  interior  stairway  extending  from  the  1st  story  to  the 
roof,  enclosed  in  wood  partitions  with  wood  doors  at  the 


openings ;  a  fire  escape  on  the  rear  of  the  building  with  fixed 
double  rung  stairs  and  with  fireproof  casement  sash  at 
openings  leading  to  balconies  and  egress  from  yard  through 
yards  of  buildings  in  the  rear;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
from  the  fire  escape  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  fire  escape  shall  be  provided  on  the  rear  of  the 
building  with  fixed  double  rung  stairs  and  that  the  windows 
or  exits  to  balconies  shall  be  provided  with  fireproof  case¬ 
ment  sash  and  that  the  window  openings  along  course  of  the 
fire  escape  shall  be  provided  with  fireproof  self-closing  win¬ 
dows  glazed  with  wire  glass  and  that  a  fixed  double  rung 
ladder  shall  be  provided  from  yard  to  roof  of  extension, 
and  on  further  condition  that  the  consent  of  the  adjoin¬ 
ing  owner  for  egress  through  said  premises  shall  be  ob¬ 
tained;  and  that  the  occupancy  be  limited  to  9  persons  above 
the  first  story. 

841-22-S. 

PETITIONER — Frederick  Van  Wyck,  part  owner. 
SLTBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 53  Fulton  street.  Alanhattan. 
APPEARANCES— 

For  Administration:  Inspector  Alaher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  10 

Negative  . 0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Superintendent  Moore  . 3 

THE  RESOLUTION : 

(841-22-S) 


Whereas,  Frederick  Van  Wyck,  filed,  June  19,  1922,  a 
petition  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  53  Ful¬ 
ton  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  Cliff  street  side  of 
building  and  the  openings  leading  thereto  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
22  ft.  x  38  ft.  in  area,  occupied,  1st  story,  restaurant,  6  per¬ 
sons  ;  2nd  story,  printers,  6  persons ;  3rd  story,  printers,  5 
persons ;  4th  story,  rule  maker,  4  persons ;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from  the 
1st  story  to  the  roof,  enclosed  in  wood  partitions  with  wood 
doors  at  the  openings;  a  fire  escape  on  the  Cliff  street  front 
of  the  building  with  drop  ladder  from  lowest  balcony  to 
street  and  non-fireproof  windows  along  course  of  fire  es¬ 
cape;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy;  and 

Whereas,  the  board  of  review  of  the  fire  department 
modified  this  order  June  22,  1920,  and  the  board  deemed  that 
the  action  of  the  board  of  review  of  the  fire  department 
should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  so  long  as  the 
stipulations  set  forth  in  the  action  of  tbe  board  of  review  of 
tbe  fire  department  are  complied  with  and  conditions  as  to 
use  and  occupancy  remain  unchanged. 


1004 


MINUTES 


857-22-S. 

PETITIONER — -James  McGinley,  for  J.  Searle  Barclay, 
owner. 

SUBJECT — Variation  .of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED1 — 385  Grand  street,  Manhattan. 
APPEARANCES— 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kiemert  and  McDermott  .  10 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 

Superintendent  Moore  . 3 

THE  RESOLUTION : 

(857-22-S) 


Whereas,  James  McGinley,  for  J.  Searle  Barclay,  owner, 
filed,  June  23,  1922,  a  petition  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  385  Grand  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  as  per  sections  79-B-l  and  79-C-l 
of  the  Labor  Law.’” ; 
and 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
25  ft.  x  100  ft.  in  area  in  the  1st  story  and  25  ft.  x  70  ft. 
in  area  above;  occupied,  1st  story,  store,  5  persons;  2nd, 
3rd,  4th  and  5th  stories,  hat  frame  mfg.,  18  persons,  total; 
the  means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  story  to  the  5th  story  with  scuttle  and 
iron  ladder  to  roof,  enclosed  in  plaster  and  wood  partitions 
with  wood  doors  at  the  openings ;  a  fire  escape  on  the  rear 
of  the  building  with  egress  from  iron  bridge  in  the  2na 
story  through  hallway  of  adjoining  building  to  Suffolk 
street,  with  fireproof  doors  and  windows  along  course  of 
the  fire  escape;  and 

W'hereas,  petitioner  contends  that  the  means  of  egress 
are  adequate;  and 

Whereas,  the  board  of  review  of  the  fire  department 
modified  this  order  June  3,  1920,  and  the  board  deemed  that 
the  action  of  the  board  of  review  of  the  fire  department 
should  be  ratified. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so 
long  as  the  stipulations  set  forth  in  the  action  of  the  board 
of  review  of  the  fire  department  are  complied  with  and 
conditions  remain  unchanged. 

662-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Mrs.  Margaret  A. 
Shayne,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  decision  of  superintendent  of  buildings. 
PREMISES  AFFECTED — 126  West  42nd  street  and  129 
West  41st  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  10 

Negative  . 0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Superintendent  Moore  .  3 


THE  RESOLUTION: 

(662-22-S) 

Whereas,  Samuel  Rosenblum,  for  Mrs.  Margaret  A. 
Shayne,  owner,  filed,  May  8,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  126 
West  42nd  street  and  129  West  41st  street,  Manhattan; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“Show  full  compliance  with  fire  order.  Both  stairs 
should  lead  to  the  street.”; 

and 

Whereas,  the  building  is  fireproof,  6  stories  in  height, 
with  a  frontage  of  25  ft.  on  42nd  street  and  20  ft.  on 
41st  street  and  a  depth  of  197  ft.  6  in. ;  occupied,  1st  story, 
salesrooms,  6  persons ;  2nd  story,  salesrooms  and  office, 
9  persons ;  3rd  story,  storeroom  and  office,  4  persons  ;  4th 
story,  stock  and  cold  storage,  3  persons ;  5th  story,  clean¬ 
ing  department,  9  persons;  6th  story,  repair  and  sewing, 
23  persons;  equipped  with  a  fire  alarm  system;  the  means 
of  egress  consisting  of  an  interior  stairway  on  each  end 
of  the  building  extending  from  the  1st  to  the  6th  story 
with  scuttle  and  iron  ladder  to  the  roof,  enclosed  in  terra¬ 
cotta  partitions  with  kalameined  doors  at  the  openings, 
a  fire  escape  on  the  41st  street  front  of  the  building  with 
counter-balanced  stair  to  the  street  and  fireproof  windows 
along  the  course  of  the  fire  escape  in  the  four  upper  stories; 
and 

Whereas,  a  petition  involving  both  stairways  was  de¬ 
nied  by  the  board  under  Cal.  No.  362-21-S,  May  31,  1921, 
but  petitioner  contends  that  the  building  has  been  oc¬ 
cupied  by  one  tenant,  the  four  lower  stories  being  used 
for  salesrooms,  and  that  to  provide  a  passageway  to  the 
42nd  street  end  would  seriously  affecf  the  conduct  of  the 
business ;  that  the  main  entrance  to  salesrooms  is  from 
42nd  street. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stairway  on  the  41st  street  end  of  the 
building  shall  be  extended  to  the  street  entrance  by  a  pas¬ 
sageway,  passageway  and  stairs  to  be  enclosed  with  fire¬ 
proof  partitions. 


823-22-S 

PETITIONER — Ferd.  Gellert,  for  Estate  of  James 
Eugene  March,  deceased,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 59  Crosby  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Ferd.  Gellert,  Judge  Ommen. 
ACTION  OF  BOARD — 'Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTEl — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  ii 

Negative  .  o 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(823-22-S) 

Whereas,  Ferd.  Gellert,  for  Estate  of  James  Eugene 
March,  deceased,  owner,  filed,  June  14,  1922,  a  petition, 
with  the  board  of  standards  and  appeals.,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  59 
Crosby  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
ings^  reads : 


1005 


t 


MINUTES 


“Replying  to  your  letter  of  May  6th,  you  are  ad¬ 
vised  that  upon  inspection  of  the  above  located  prem¬ 
ises,  with  reference  to  Fire  Department  Order  98071- 
LD,  it  was  found  as  follows: 

“Item  2  and  Item  3.  The  interior  stairway  on  the 
north  side  of  building  has  been  extended  to  the  roof. 
It  has  also  been  enclosed  in  partitions  of  stud  plaster 
board  and  No.  26  gauge  metal;  however,  before  the 
work  can  be  accepted  as  meeting  the  requirements  of 
the  Labor  law  the  partition  should  ^be  covered  with 
metal  lath  and  ^-in.  cement  mortar.”; 
and'  I.  i 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  1  in.  by  95  ft.  4  in.  in  area,  occupied,  cellar, 
vacant;  1st  story,  store  (vacant);  2nd  story,  vacant;  3rd 
story,  millinery  mfg.,  15  persons;  4th  story,  clothing  mfg., 
25  persons;  5th  story,  vacant;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway,  extending  from  the  1st 
story  to  the  roof,  enclosed  in  plaster  boards  and  No.  ~6 
gauge  metal  with  kalameined  doors  at  the  openings,  a  fire 
escape  on  the  front  of  the  building  with  fireproof  self¬ 
closing  windows  along  the  course  of  the  fire  escape ,  and 
Whereas,  it  appears  that  the  partitions  as  constructed 
conform  to  the  requirements  of  the  rules  of  the  board 
of  standards  and  appeals  for  fire  retarding  material. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stair  hall  partition  shall  be  carried 
to  the  roof  and  that  the  partition  shall  be  fire  retarded 
in  accordance  with  the  rules  of  the  board  of  standards 
and  appeals. 


291-22-S. 

PETITIONER— George  Leerburger,  for  Ristori  Leerbur- 
ger,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 108  East  16th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner:  George  Leerburger. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  .  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  tt  J  _ 

Affirmative :  Messrs.  Boulton,  Holland,  Kear¬ 
ney,  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  10 

Negative:  Chairman  Walsh  . .  1 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . .  2 


THE  RESOLUTION: 

(291-22-S) 

Whereas,  George  Leerburger,  for  Ristori  Leerburger, 
owner,  filed,  Feb.  27,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  108  East  16th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Enclose  the  interior  stairway  at  the  west  side 
of  building  *  *  *. ; 

“2.  Arrange  the  fire  escape  on  the  rear  of  the  build¬ 
ing  and  the  openings  leading  thereto  *  *  *.; 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  Door  to  balconies  at  least  2  ft.  8  ins. 
x  6  ft.  not  provided.  No  60  degree  connecting  stair¬ 
ways  between  balconies.  No  stairway  from  top  bal¬ 
cony  to  roof.  No  stairway  from  lowest  balcony  to 
ground.  No  passageway  from  termination  of  fire 
escape  to  street.  No  steps  to  sills  of  openings  to 
balconies.  Not  screened  to  a  height  of  4  ft.  6  ins.” ; 


and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  30  ft.  x  90  ft.  in  area,  occupied,  1st  story,  importers 
and  jobbers,  13  persons;  2nd  story,  same,  7  persons;  3rd 
story,  same,  9  persons;  4th  story,  aluminum  ware,  5  per¬ 
sons;  5  th  story,  laboratory,  4  persons;  6th  story, _  aluminum 
ware,  4  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  6th 
story,  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings,  with  scuttle  and  iron  ladder  to  the  roof  from  the 
top  story  loft;  a  fire  escape  on  the  rear  of  the  building; 
and 

Whereas,  petition  contends  that  the  means  of  egress 
are  adequate  for  the  number  o<f  persons  employed;  and  _ 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  May  2,  1922,  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions. 

Resolved,  that!  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  rear  stairs  from  the  2nd  to  the  3rd 
story  be  enclosed  with  partitions  covered  with  fire-retard¬ 
ing  material  and  any  openings  thereto  be  protected  with 
self-closing  fireproof  doors ;  and  on  further  condition  that 
a  balcony  be  provided  with  platform  at  2nd  story  window 
sill  level  leading  to  the  rear  of  property  with  counter¬ 
balanced  drop  ladder  in  guides  to  terminate  in  the  yard  of 
the  apartment  house  to  the  rear,  and  that  the  factory  oc¬ 
cupancy  be  not  increased  to  more  than  7  persons  on  the 
2nd  story  and  9  persons  on  the  3rd  story. 


719-22-S. 

PETITIONER— J.  B.  King  &  Company,  owner. 
SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED*— North  side  of  Bank  street,  350 
ft.  west  of  Jersey  street,  Richmond. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Sept.  26,  1922,  at 
2  p.  m. 


PETITIONER— Samuel  Rosenblum,  for  Shaff  &  Silber- 
man,  owners.  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 125-131  Canal  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD. — Laid  over  to  Sept.  19,  1922,  at 
2  p.  m. 


815-22-S. 

PETITIONER— Samuel  Rosenblum,  for  140  West  23rd 
Street  Corporation,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 136-140  West  43rd  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD. — Laid  over  to  Sept.  19,  1922,  at 
2  p.  m. 


870-22-S. 

PETITIONER— Bernard  J.  Sheftman,  for  Beckie  Sheft- 
man,  owner.  ... 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 438-442  East  166th  street,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 
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ACTION  OF  BOARD — 'Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
tBrady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  11 

Absent :  Mr,  Beatty  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(870-22-S) 

Whereas,  Bernard  J.  Sheftman,  for  Beckie  Sheftman, 
owner,  filed,  June  28,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  438-442  East  166th  street. 
The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  east  side  of  building  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  60  ft.  in  area,  occupied,  1st  story,  sheet 
metal  shop,  1  person;  2nd  story,  office,  no  persons;  3rd 
story,  glazier,  2  persons;  4th  story,  umbrella  mfg.,  2  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  4th  story,  with 
wood  partitions  and  wood  doors  at  the  openings ;  a  fire 
escape  on  the  north  side  of  the  building  with  gooseneck 
ladder  to  roof  and  drop  ladder  to  yard,  with  egress  from 
yard  through  10  ft.  wide  areaway;  and 
Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 

3 32-22- S. 

PETITIONER — Acme  Service  Corporation,  lessee. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 246-250  Canal  street,  Manhat¬ 
tan, 

APPEARANCES— 

For  Petitioner:  Joseph  Krone. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — 'Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire 


Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  11 

Negative  .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(332-22-S) 

Whereas,  Acme  Service  Corporation,  for  Lafayette 
Building  Co.,  owner,  filed,  March  6,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  246-50  Canal 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Remove  all  obstructions  to  all  means  of  egress 
and  keep  same  unobstructed  at  all  times,  as  per  Sec¬ 
tion  272  of  the  Labor  Law.” 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  40  ft.  by  52  ft.  in  area,  occupied,  1st  story,  stores  ; 
2nd,  3rd  and  4th  stories,  machinists,  20  persons ;  5th  story, 
metal  work,  10  persons;  the  means  of  egress  consisting 


of  an  interior  stairway  extending  from  the  1st  story  to 
the  5th  story,  enclosed  in  wood  partitions  with  no  doors 
at  the  openings ;  a  fire  escape  on  the  front  and  one  ion 
the  rear  of  building,  with  fireproof  casement  doors  to 
fire  escape;  there  is  a  bench  in  front  of  the  windows,  level 
with  the  window  sill  leading  to  the  front  fire  escape;  and 

Whereas,  petitioner  contends  that  this  bench  on  the 
2nd  story  acts  as  a  platform  and  aids  escape  in  case  of 
fire. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  occupancy  of  the  2nd  story  shall  be  lim¬ 
ited  to  four  (4)  male  operators  and  that  no'  machinery 
or  other  obstruction  shall  be  placed  on  the  bench  or  in  front 
of  the  windows  leading  to  the  fire  escape  on  second  story, 
and  granted  so  long  as  the  conditions  as  to  use  and  occu¬ 
pancy  remain  unchanged. 


648-22-S. 

PETITIONER — Morgan  M.  O’Brien,  for  Louis  N.  Hartog, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED* — 362-372  2nd  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Morgan  M.  O’Brien. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD. — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott  . .  11 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(648-22-S) 

Whereas,  Morgan  M.  O’Brien,  for  Louis  N.  Hartog, 
owner,  filed,  May  4,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  362-72  Second  avenue,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

34568-LD — -“1.  Arrange  the  doors  leading  to  the  stair¬ 
way  on  all  stories  upon  which  five  or  more  persons  are 
employed  so  as  to  open  outwardly  without  obstructing 
the  stairway  as  per  Section  271  of  the  Labor  Law. 

“2.  Provide  permanent  and  substantial  hand  rails  ap¬ 
proximately  36  in.  in  height  on  one  side  of  interior 
stairway  east  side  of  building  at  1st  and  2nd  stories, 
projecting  not  more  than  3 J4  ins.  into  the  width  of  the 
stairway,  as  per  Rule  173  of  the  Industrial  Code. 

“3.  Provide  continuous  safe  and  unobstructed  pas¬ 
sageways  at  least  3  feet  wide  throughout  their  length 
leading  directly  to  both  required  means  of  exit  by  cut¬ 
ting  a  door  at  least  3  feet  wide  through  the  dividing 
partition  on  the  1st  story;  said  doors  shall  not  be 
locked,  bolted  or  fastened  during  working  hours,  as  per 
Section  272  of  the  Labor  Law. 

“4.  Arrange  the  present  fireproof  doors  leading  to 
the  exterior  enclosed  fireproof  stairway  so  that  they 
will  be  of  the  approved  self-closing  type,  as  per  Section 
271  of  the  Labor  Law. 

“5.  Provide  steps  from  floor  to  sill  of  door  leading  to 
street  from  basement  level  at  the  south  side  of  build¬ 
ing  as  per  Section  272  of  the  Labor  Law.” 

34570-LD — “1.  Enclose  the  interior  stairway  at  the 
north  side  of  building  serving  as  a  required  means  of 
exit  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  north  side  of 
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building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law. 

“3.  Extend  the  exterior  enclosed  fireproof  stairway  to 
the  roof  as  per  Section  266  of  the  Labor  Law. 

“4.  Enclose  the  interior  stairway  at  the  east  side  of 
building  serving  as  a  required  means  of  exit  ***.', 

and  .  _  p  ,  . 

Whereas,  the  building  is  non-fireproof,  3  stories  and  o 
stories  in  height,  112  ft.  11  in.  x  100  ft.  in  area,  occupied, 
1st  story,  bookbindery  and  woodworking,  40  persons;  2nd 
and  3rd  stories,  woodworking,  20  persons;  4th  and  5th  stor¬ 
ies,  unoccupied;  the  means  of  egress  consisting  of  two  in- 
terior  stairways,  one  at  the  east  and  one  at  the  north  end 
of  building,  extending  from  the  1st  story  to  the  top  story, 
the  north  stairway  enclosed  in  wiood  partitions  with  wood 
doors  at  the  openings ;  the  east  stairway  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  opening,  a  fire  escape 
at  the  center  of  building  on  the  2nd  avenue  front  and  one 
on  the  21st  street  front;  and 

Whereas,  petitioner  contends  that  the  means  oi  egress 

are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  in  so  far  as 
it  relates  to  items  No.  2  and  No.  4  of  Order  No.  34570-LD, 
on  condition  that  the  occupancy  shall  be  limited  to  25  per¬ 
sons  above  the  2nd  story  and  that  the  petition  in  so  far  as 
it  relates  to  Order  No.  34568  and  to  item  Nos.  1  and  3  of 
Order  No.  34570,  be  and  it  hereby  is  denied,  and  the  orders 
of  the  fire  commissioner  as  to  these  items  be  and  they 
hereby  are  affirmed. 


and  one  at  the  center  of  the  building  extending  from  the 
1st  story  to  the  roof,  unenclosed;  and 

Whereas,  the  board  of  review  of  the  fire  department 
modified  the  order  Feb.  17  1920,  and  the  board  deemed 
that  the  action  of  the  board  of  review  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  the  stipulations  set  forth  in  the  action  of  the 
board  of  review  are  complied  with  and  the  conditions  as 
to  use  and  occupancy  remain  unchanged. 


721-22-S 

PETITIONER— .Arthur  H.  Waterman. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 65-67  Grand  street,  Brooklyn. 

APPEARANCES—  "  r  A  TjrM 

For  Petitioner:  W.  H.  Mansfield,  W.  A.  Kiley. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  „  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott  . .  11 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION : 

(721-22-S) 

Whereas,  Arthur  H.  Waterman,  for  Baltic  .  Holding 
Corporation,  owner,  filed,  June  2,  1922,  a.  petition,  with 
the  board  of  standards  and  appeals,.  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  65  and  67  Grand 
street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  continuous  safe  and  unobstructed  pas¬ 
sageways  at  least  3  feet  wide  throughout  their  length, 
leading  directly  to  both  required  means  of  exit  by 
cutting  a  door  at  least  3  feet  wide  through  the  rear 
wall  of  the  front  building  and  the  front  wall  of  the 
rear  building  on  the  2nd  story ;  said  doors  shall  not  be 
locked,  bolted  or  fastened  during  working  hours,  as 
per  Section,  272  of  the  Labor  Law.”; 

and  .  . 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  35  ft.  by  110  ft.  in  area  in  the  1st  story  and  35  ft. 
by  40  ft.  in  area  above;  occupied,  1st  story,  rn.fg.  of  nuts 
and  bolts;  2nd  story,  office  and  storage;  3rd  story,  stor¬ 
age;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  at  the  front  extending  from  1st  story  to  3rd  story 

inns 


843-22-S. 

PETITIONER— Richard  Rohl,  for  Shotz  Powers  Co., 
Inc  lessee.  * 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 471  5th  avenue,  Manhattan. 

AP  PEA  RANGES*—  _ 

For  Petitioner:  Richard  Rohl,  Thomas  J.  Powers. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  . . .  H 

N  egative  . .••••••’  7  U- "  I .  9 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(843-22-S) 

Whereas,  Richard  Rohl,  architect,  for  National  Asso¬ 
ciation  Building  Corporation,  owner,  filed,  June  20,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
471  5th  avenue,  Manhattan;  and  _  _ 

Whereas,  the  order  of  the  fire  commissioner  reads. 

“1.  Extend  the  interior  stairway  at  the  north  side 

of  building  to  the  roof  *  *  ; 

“2.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  26  ft.  5  in.  by  92  ft.  in  area  in  the  1st  story  and 
26  ft.  5  in.  by  65  ft.  in  area  above;  occupied,  1st  story, 
book  store,  5  persons;  2nd  story,  gowns,  11  persons;  3rd 
and  4th  stories,  gawn-s,  10  persons ;  5<th  story,  studio,  4  per- 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  5th  story,  with 
scuttle  and  iron  ladder  to  roof,  enclosed  in  wood  stud,,  lath 
and  plaster  partitions,  with  wood  doors  at.  the  openings; 
a  fire  escape  on  rear  of  building  with  stationary  stair  to 
yard  and  egress  through  yards  of  adjoining  buildings ;  the 
roofs  of  the  buildings  adjoining  being  8  ft.  lower  and  50 
fit.  higher  than  the  roof  of  building  in  question ,  and  . 

Whereas,  petitioner  proposes  to  create  another  exit  by 
extending  the  2nd  story  fire  escape  balcony  up  to  the  para¬ 
pet  wall  of  the  1st  story  side  extension  of  No.  461  5th 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fire  escape  balcony  and  stairs  shall  be  pro¬ 
vided  in  the  side  court  in  the  2nd  story  connecting  the  pres¬ 
ent  fire  escape  to  premises  461-9  5th  avenue  and  that 
egress  be  maintained  from  rear  yard  to  adjoining  premises 
and  that  the  petition  be  granted  only  so  long  as  the  egress 
through  the  adjoining  yards  be  maintained. 
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THE  VOTE — 


859-22-S. 

PETITIONER— -Jacob  Fisher,  for  Harris  Miner,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 118  West  21st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Jacob  Fisher. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton.  Holland,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  11 

Negative  .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(859-22-S) 

Whereas.  Jacob  Fisher,  for  Harris  Miner  owner,  filed. 
June  26,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  118  West  21st  street.  Manhattan;,  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  *  * 
and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  24  ft.  by  54  ft.  in  area,  occupied,  base¬ 
ment.  printing  shop,  3  persons ;  1st  story,  store,  5  persons  ; 
2nd  story,  factory,  5  persons ;  3rd  and  4th  stories,  factorv, 
10  persons ;  the  means  of  egress  consisting  of  an  interior 
stairwav  extending  from  the.  1st  storv  to  the  roof,  enclosed 
in  wood  stud,  lath  and  plaster  partitions  with  wood  doors 
at  the  openings;  a.  fire  escape  on  the  rear  of  the  building 
with  fireproof  windows  along  the  course,  and  egress  from 
yard  through  gate  in  fence  to  adioining  yard;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  Granted  on  condi¬ 
tion  that  egress  shall  be  maintained  through  adjoining 
premises  on  both  sides  by  way  of  rear  yards. 


573-22-S. 

PETITIONER — Sidney  F.  Oppenheim,  for  George 
Kremer,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 24  Bast  55th  street,  Manhat¬ 
tan. 

APPEARANCES — None. 

ACTION  OF  BOARD1 — Laid  over  to  Sept.  26.  1922,  at  2 

p.  m. 


104-22-S. 

PETITIONER— W.  W.  Buckley. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 154  West  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

✓  For  Petitioner :  W.  W.  Buckley,  James  W.  Sheehy. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
.ONDITIONS — As  specified  in  resolution. 


Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc- 

Denmott  . 

Negative  . 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . ! . 

THE  RESOLUTION: 

(904-22-S) 

Whereas,  W.  W.  Buckley,  trustee,  filed,  July  6,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
154  West  Broadway,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  97450- 
LD,  reads : 

“1  Extend  the  interior  stairway  at  the  north  side 
of  building  to  the  roof  as  per  Sections  79B-1  and 
79C-1  of  the  Labor  Law.”; 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  by  50  ft.  in  area,  occupied,  1st  story,  ma¬ 
chine  shop,  4  persons ;  2nd  story,  printing,  6  persons ;  3rd 
story,  metallic  packing,  1  person;  4th  and  5th  stories,’ car¬ 
bon  paper,  5  persons ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  storv  to  the  5th 
story,  enclosed  in  wood  partitions  with  wood  doors  at  the 
openings,  with  double  rung  iron  ladder  to  scuttle  in  the 
roof  over  loft a  party  wall  fire  escape  on  the  front  of 
the  building  with  kalameined  windows  and  doors  along 
course,  with  counterbalanced  stair  to  street;  and 

Whereas,  petitioner  contends  that  a  similar  order  on 
premises  156  West  Broad  wav  was  modified  by  the  board 
under  Cal.  No.  245-17-S. 

Resolved,  that  the  board  of  standards  and  apneals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  herebv  is  Granted  on 
condition  that  a  party  wall  fire  escaoe  be  provided  and 
maintained  on  the  front  of  the  building,  and  granted  so 
long  as  the  occupancy  shall  be  limited  to  10  persons  above 
the  2nd  story. 


91 5-22- S. 

PETITIONER— D.  Everett  Waid,  for  Metropolitan  Life 
Ins.  Co.,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — Thomnson  avenue,  Court 
square  and  Long  Island  Railroad,  Queens 
APPEARANCES— 

For  Petitioner:  D.  Everett  Waid. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerbv,  Superintendents  Brady,  Reville! 


Kleinert.  Moore  and  McDermott  .  8 

Negative :  Messrs.  Holland  and  Kearney  . .  2 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(915-22-S) 


Whereas,  D.  Everett  Waid,  for  Metropolitan  Life  In¬ 
surance  Company,  owner,  filed,  July  8,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  and  the  rules  of  the 
board  of  standards  and  appeals,  as  cited  in  a  decision  of 
the  fire  commissioner,  affecting  premises,  plot  bounded  by 
Thompson  avenue,  Court  square  and  Long  Island  Railroad. 
B  rough  of  Queens ;  and 
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Whereas,  the  decision  of  the  fire  commissioner  reads: 
“Replying  to  your  communication  of  recent  date  re¬ 
questing  permit  to  smoke  in  your  office,  I  beg  to  ad¬ 
vise  you  that  in  accordance  with  the  resolution  adopted 
by  the  Board  of  Standards  and  Appeals,  August  13th, 
1918,  and  effective  September  3rd,  1918,  smoking  may 
be  permitted  under  certain  conditions  in  the  following 
classes  of  buildings : 

“a.  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes  and  smoking  tobacco  when  necessary  for  the 
efficient  conduct  of  the  business,  provided,  etc 

“b.  Factories  devoted  entirely  to  one  of  the  follow¬ 
ing  occupancies — blacksmith  or  horseshoeing,  boiler 
making  brick  terra  cotta  or  artificial  stone  works, 
forge  shop,  foundries,  iron,  steel,  brass  or  copper 
works,  machine  shops,  smelting,  stone  or  monumental 
works — provided  that  in  any  case  said  building  is  not 
of  wooden  construction,  etc.” ; 

and 

Whereas  the  building  is  fireproof,  6  stories  and  pent 
house  in  height,  477  ft.  6  in.  by  372  ft.  65/8  in.  irregular 
in  area,  occupied,  1st  story,  storage.  350  persons ;  2nd,  3rd 
and  4th  stories,  printing  and  binding,  etc..  600  persons; 
5th  story,  color  plate  printing.  480  nersons ;  6th  story,  color 
plate  printing,  300  persons;  pent  house,  printing,  engrav- 
in g,  etc.,  50  persons ;  equipped  with  a  sprinkler  system 
standpipe,  chemical  extinguishers  and  fire  buckets;  and. 

Whereas,  petitioner  contends  that  the  offices  in  question 
are  cut  off  from  the  factory  portion  of  the  building  by 
terra  cotta  block  partitions  and  steel  sash  glazed  with  wire 
glass,  set  in  structural  steel  frames,  and  requests  permis¬ 
sion  to  allow  smoking  in  these  offices  on  the  Thompson 
avenue  and  Court  square  corner. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  the  rules  of  the  board  of  standards  and  ap¬ 
peals.  and  that  the  petition  be  and  it  hereby  is  granted 
permitting  smoking  on  the  1st,  2nd,  3rd,  4th  and  5th  stones 
in  the  triangular  space  formed  by  Thompson  avenue  and 
Court  square  as  indicated  on  plans,  and  limited  to  exec¬ 
utive  offices  on  condition  that  the  space  shall  be  separated 
from  the  rest  of  the  building  by  partitions  of  approved 
fireproof  material  and  any  openings  therein  shall  be  pro¬ 
tected  with  self-closing  fireproof  doors. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  . HO 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


723-22-S. 

PETITIONER— .Samuel  Cohen,  for  Weiss-Lemlein 
Holding  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 513  Broadway,  Manhattan. 

APPEARANCES — None. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE—  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  . 0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 


724-32 -S. 

PETITIONER— Samuel  Cohen,  far  Weiss-Lemlein  Hold¬ 
ing  Corp.,  owner.  ... 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 515-517  Broadway,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn. 


THE  VOTE—  ,  ,  ,  ,,  _  . 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  1° 

N  egative  . . . •.•;••••• . .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


489-22-S. 

PETITIONER — Samuel  Rosenblum,  for  3-5  East  44tn 
Street,  Inc.,  owner.  .  .  , 

SUBJECT — Variation  of  the  labor  law  as  Qited  in  orders 
of  the  fire  commissioner.  ,  , 

PREMISES  AFFECTED— 3  East  44th  Street,  Manhat¬ 


tan. 

APPEARANCES— None. 
ACTION  OF  BOARD— Petition 


withdrawn. 


THE  VOTE—  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  . 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon 


10 

0 

3 


725-22-S. 

PETITIONER— Samuel  Cohen,  for  Weiss-Lemlein 
Holding  Corp.,  owner.  '  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 519  Broadway,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  . .  *  •  •  ” 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  ....  3 


619-22-S.  .  .  ,  ™ 

PETITIONER — W.  M.  Benjamin,  for  Florence 

Mathews,  et  al.,'  owners. 

SUBJECT _ Variation  of  the  labor  law  as  cited  in  order 

of  the  fire  commissioner. 

PREMISES  AFFECTED— 85  Nassau  street,  ManhaU 


APPEARANCES— None  _ 

ACTION  OF  BOARD— Petition  withdrawn. 


947-22-S. 

PETITIONER — Fabyan  &  Co.,  Inc.,  lessee. 

SUBJECT _ Variation  of  the  labor  law  as  cited  in  order 

of  the  fire  commissioner. 

PREMISES  AFFECTED— 457  West  Broadway,  Man¬ 
hattan. 

•APPEARANCES — None.  . 

ACTION  OF  BOARD— Petition  withdrawn. 
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THE  VOTE— 

Affirmative:  Chairman  Wialsh,  Messrs.  Boul¬ 
ton.  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  10 

Negative  .  0 


Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  _  3 


918-22-S. 

^pI^IONER  The  Fuel  Oil  Burner  Corporation. 
SUBJECT— Approval  of  The  Williams  Oil-O-Matic 
Fuel  Oil  Burner. 

APPEARAN  CES — None. 

ACTION  OF  BOARD — Laid  over  to  September  26 
1922,  at  2  p.  m. 


960-22-S. 

PETITIONER — LTngerer  &  Company,  lessee. 
SUBJECT — ‘Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 124  West  19th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  10 

Negative  . . .  o 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  ....  3 


938-22-S. 

PETITIONER— The  Fuel  Oil  Burner  Corp. 

MJBJ  ECT— Approval  of  The  Johnson  Improved  Rotary 
Fuel  Oil  Burner.  y 

APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  September  26, 
1922,  at  2  p.  m. 


233-22- S. 


?_ETTTIJJ'NER  ‘Cornell  Utilities  Co.,  Inc. 
SUBJECT — Nokol  Automatic  Heater 
APPEARANCES— 


For  Petitioner: 
ACTION  OF  BOARD 
1922,  at  2  p.  m. 


Charles  Summer  Winston. 

— Laid  over  to  September  19, 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
112-22-fS. 

PETITIONER — Wm.  Ostrander. 

SUBJECT- — A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  appliance. 

APPEARANCES— None. 

ACTION  OF  BOARD' — Laid  over  to  October  3,  1922, 
at  2  p.  m. 


839-22-S. 

SHRTFrTN  rR—<1?rweI1  Vacuum  Burner  Co,  Inc. 
oUriJLLl — Cornell  Vacuum  Burner 

APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  September  26 
1922,  at  2  p.  m. 

Adjourned,  5  p.  m. 

Wm.  J.  O’Gorman,  Secretary. 


CONCRETE  RULES 

USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  oif  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-254-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


NOTICE 


The  Rules  adopted  by  the  Board  of  Standards  and  Appeals,  June  27,  1922,  governing  fire 
ances:  “Standpipe”— “Fire  Line”  will  be  published  in  pamphlet  form  and  ready  for  distribution 
15,  1922. 


extinguishing  appli- 
on  or  about  October 


Copies  of  these  rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the  Board,  or  will  be  mailed 
to  those  desiring  same,  if  the  request  is  accompanied  by  a  nine  and  one-half  inch  self-addressed  envelope  and  stamned 
with  four  cents  postage.  1  |  Cl1 


Wm.  J.  O’Gorman,  Secretary. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921 


Cases  filed  up  to  and  including  September  14,  1922  . 1118 


Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 

Cases  pending  September  14,  1922  . 


85 

114 

18 


12 


0 

17 

4 

6 

0 

1 

1775 

1291 

484 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . . . . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  disapproved . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . . 

Requests  for  extension  of  time  granted  . . 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . . . 

Requests  to  install  denied  . 

Administrative  requests  granted  . • 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . 


102 

111 

174 

87 

619 

20 

6 


104 

9 

18 

0 

11 

1 

0 

0 

17 

0 

3 

1 

6 

0 

0 

0 

1 

1 


Total 


1291 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers.  .  ,  , 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 


appv. cxi  .  #  _ 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

Mv  subscription  is  to  begin  with  the  issue  for  . . 1922. 


1012 


1 


/ 


BULLETIN 


OF  THE 


BOARD  OF  STANDARDS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  Room 


AND  APf^VLS 

as  amended  by  Chap.  503,  Laws  of  1916. 


914,  Municipal  Building,  New  Y 


Vo!.  VII 


Subscription 
$2.50  a  year 


SEPTEMBER  26,  1922 


Single  Copies,  5  cents 
By  mail,  7  cents 


No.  39 


DIRECTORY 

BOARD  OF  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

'Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan . Fire  Commissioner 

Charles  Brady  . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville .  Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore .  Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar.  • 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  September 
19,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  September  19,  1922. 

Rules  Covering  the  Design  of  Reinforced  Concrete 
Flat  Slabs. 

Progress  Report. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  September  26* 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  3,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal/  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

A  t  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Apneals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to'  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  September  21,  1922. 


Cal.  No. 

1132-22-BZ . 

Department 

. B.B.B . 

Order  No. 

. N.  B.  11726-19122 

1131-22-S . 

. B.B.M . 

. . .  41  W.  24th  st.,  Man. 

1 130  99-  A 

F  D . 

. LC-74205 

1129-22- A . 

. -N.  B.  11868-19121 

1128-22  A 

.  .F.D . 

. LC-13538 

- 1 - 

1127-22-A . 

. Alt.  1638-1922 

- 1 - 

1126-22-BZ . 

. BB.Bx . 

. Alt.  82-1922 

1125-22-BZ . 

. B.B.Q . 

. N.  B.  10878-1922 

1 1  94-19,9  BZ 

. .  F.D . 

. LC-74228 

1123  °2  \ 

. .  .B  B.M . 

. Alt.  442-1922 

11 22-22- S  . 

. Appliance 

'1121  22- S 

. F.D . 

. LD-27721 

1120-22-BZ . 

. B.B  M . 

. Alt.  2193-1922 

1119-22- A . 

. Alt.  1093-1921 

CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings.  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR, 

Tuesday,  September  26,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

845-22-BZ. 

APPLICANT— P.  Till  ion  &  Sons,  for  Nellie  Hovell, 
owner. 

PREMISES — 802-804  Jamaica  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly,  in 
an  unrestricted  district  the  extension  to  an  exist¬ 
ing  garage  for  more  than  5  motor  vehicles. 

‘  871-22-BZ. 

APPLICANT — George  Bushman,  owner. 

PREMISES — 960  East  15th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
four-car  garage. 

928-22-BZ. 

APPLICANT — Frederick  Gerber,  for  Anton  Hoffmann, 
owner. 

PREMISES — 311  p2-315  East  91st  street,  Manhattan. 


TO  PERMIT  within  the  same  block  between  two  inter¬ 
secting  streets,  in  which  there  are  entrances  to 
schools,  the  erection  of  a  garage  for  more  than 
five  cars. 

985-22-BZ. 

APPLICANT— Julia  M.  E.  Rothery,  owner. 

PREMISES— 916  East  14th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  four-car  garage. 

1005-22-BZ. 

APPLICANT — James  P.  Whiskeman,  for  Sylvia  R. 
Fromm,  owner. 

PREMISES— 1003-1005  Morris  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  extension  in  area 
to  an  existing  garage. 

1007-22-BZ. 

APPLICANT — John  DeHart,  for.  Rachael  Kantrowitz, 
owner. 

PREMISES — 871  East  175th  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  of  oc¬ 
cupancy  from  residence  to  business  use. 

.  .._  j 

996-22-BZ. 

APPLICANT — Otto  C.  Infanger,  for  Peter  C.  A.  Flicken- 
schild,  owner. 

PREMISES — 92-98  Autumn  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
four-car  garage. 

1101-21-BZ. 

APPT  ICANT — Neier  &  Van  Derveer,  for  Eleanora  and 
Felizia  Lizza.  owners. 

PREMISES — 1618  Melville  street.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

1112-22-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  Minnie  Low,  owner. 

PREMISES — 2169-2175  Amsterdam  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  5  cars. 

1092-22-BZ. 

APPLICANT — Harold  J.  Crookes,  for  Herman  R.  Maier, 
owner. 

PREMISES— 4432-4438  Broadway,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  3- 
story  public  garage. 


BOARD  OF  APPEALS. 

Tuesday,  September  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
802-22-A — 3257  Atlantic  avenue,  Brooklyn. 
838-22-A— 373-379  East  151st  street,  The  Bronx. 
848-22-A — 15-17  West  44th  street,  Manhattan. 
861-22-A — 296  Hudson  avenue,  Brooklyn. 

865-22-A — 569  Hudson  street,  Manhattan. 
872-22-A — 267  Coles  lane,  The  Bronx. 

880-22- A — 55  Third  street,  Brooklyn. 

885-22-A — 183  East  80th  street,  Manhattan. 

900- 22- A — 332-344  West  44th  street,  Manhattan. 

901- 22-A — 1513-1517  Second  avenue,  Manhattan. 
903-22-A — 538-64  Johnson  avenue,  Brooklyn. 
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one  story  garage  for  more  than  five 
motor  vehicles;  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  September  26,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  295-22-BZ— Application,  February  27,  1922,  under 
the  building  zone  resolution,  of  Ezra 
P.  Mott,  applicant,  on  behalf  of  Er¬ 
nest  C.  Hawkins  and  Elizabeth  Beck- 
trict  the  erection  of  a  public  garage; 
er,  owners,  to  permit  in  a  business  dis- 
premises  southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street,  Richmond  Hill, 
Queens. 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owners 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage-; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  54-22-BZ — Application,  January  13,  1922,  under  the 
building  zone  resolution,  of  Pasquale 
Sabbarese  and  Antonette  Sabbarese. 
applicants  and  owners,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles  ; 
premises  194-496  New  York  avenue, 
Brooklyn. 

cal.  no.  858-22-BZ — Application,  June  26,  1922,  under  the 
building  zone  resolution,  of  Harrison 
G.  Wiseman,  applicant,  on  behalf  of 
Samuel  Wolf  man,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
of  a  theatre  building;  premises  524- 
532  Eastern  parkway,  Brooklyn. 

cal.  no.  660-22-BZ— Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  repair  shop;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

l 

cal.  no.  1172-21-BZ — Application.  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4.342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  563-22-BZ — Application,  April  14.  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten.  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars :  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  717-22-BZ — Application,  May  19,  1922,  under  the 
building  zone  resolution,  of  John  T 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 


cal.  no.  1465-21-BZ— Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

CAL.  NO.  860-22-BZ— Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

941- 22-S — 34  New  Bowery,  Manhattan. 

942- 22-S — 210  East  26th  street,  rear,  Manhattan. 

944-22-S — 335-337  Fulton  street,  Brooklyn. 

952-22-S — 828  9th  avenue,  Manhattan. 

956-22-S — 619-621  Madison  avenue,  Manhattan. 

971-22-S — 101  Menehan  street  (rear),  Brooklyn. 
973-22-S— 4201-4223  1st  avenue,  Brooklyn. 

989-22- S — 810  Broadway,  Manhattan. 

997-22-S — 164  West  22nd  street,  Manhattan. 

511-22-S — 822  Flatbush  avenue,  Brooklyn. 

769-22-S — 542-544  Fifth  avenue,  Manhattan. 

5 76 -22- S — 246-250  Canal  street,  Manhattan. 

850-22-S — 322  East  75th  street,  Manhattan. 

893-22-S— 277-279  Bowery,  Manhattan. 

992-22-S — 460-464  East  10th  street,  Manhattan. 

1006-22-S — 106  5th  avenue,  Manhattan. 

1008-22-S — 99-101  Bedford  avenue.  Brooklyn. 

697-22-S — 324  Fifth  avenue,  Manhattan. 

719-22-S— North  side  Bank  street,  35.0  feet  west  of  Jersey 
street,  Richmond. 

873-22-S — 24  East  55th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

233-22-S — Nokol  Automatic  Heater,  approval  of. 

1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
•1036-22-S — Maxon  New  Style  Oil  Burner,  approval  of. 
1064-22- S— Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
918-22-S— The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

8.39-22-S — Cornell  Vacuum  Burner,  approval  of. 
1104-22-S.-^-Dean  Fuel  Oil  Pump,  approval  of. 

1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  3,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

104S-22-BZ. 

APPLICANT— Edward  M.  Adelsohn,  for  Saidie  E.  Miller, 
owner.  * 

PREMISES— 585-599  East  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  5  motor  vehicles. 

1025-22-BZ. 

APPLICANT— William  F.  Doyle,  for  M.  Margolin,  owner. 

PREMISES — Northeast  corner  Hancock  street  and  Cypress 
avenue.  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  5  motor  vehicles. 

967-22-BZ. 

APPLICANT — Edward  C.  Johnson,  for  Abram  E.  John¬ 
son,  owner. 

PREMISES— 7090  Amboy  Road,  Tottenville,  Richmond. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars. 

1030-22-BZ. 

APPLICANT — Benjamin  Antin,  for  Rose  Goldman,  owner. 

PREMISES — 1831  Grand  Boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  of  an 
existing  private  garage  into  a  store  building. 

453-22-BZ. 

APPLICANT— Mark  B.  Bennitt,  for  Tillie  Opitz,  owner. 

PREMISES — 7806  Beaufort  avenue,  Woodhaven,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

1023-22-BZ. 

APPLICANT — Simon  I.  Schwartz,  for  12  East  86th  Street 
Corporation,  owner. 

PREMISES — 1150-116S  Madison  avenue,  22-42  East  86th 
street,  21-41  East  85th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  use  of  premises  for  business 
use  and  to  erect  a  building  exceeding  the  height 
requirements  of  the  Zoning  Resolution. 

107H22-BZ. 

APPLICANT— William  F.  Doyle,  for  Billingsley  Holding 
Corp.,  owner. 

PRFjMISES — East  side  Jerome  avenue,  113.06  ft.  north 
of  East  170th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  cars. 


BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22-A — North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

911- 22-A — 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A— 445-455  Van  Brunt  street,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 

and  Long  Island  Railroad,  Queens. 

41 6-22-A — 79-81  Grand  avenue,  Brooklyn. 

921-22- A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of 
Kimball  avenue,  Queens. 

946-22-A — 801  7th  avenue,  Manhattan. 

899-22-A — South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 


948- 22-A — 801  Seventh  avenue,  Manhattan. 

949- 22-A — Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 

away  Beach,  Queens. 

951-22-A — 125  Morningside  avenue,  Manhattan. 

953-22-A — 735  Bedford  avenue,  Brooklyn. 

782-22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

1038-22-A — 260-262  West  41st  street,  Manhattan. 

1044-22- A — 35  West  83rd  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  3,  1922,  at  10 
o’clock,  in  Room  919, '  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  498-22-BZ— Application,  June  23,  1922,  under  the 
building  zone  resolution,  of  Rabenold 
&  Scribner,  attorneys,  on  behalf  of  Gen¬ 
eral  Baking  Co.,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  denied, 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  a  two-story  existing  bakery 
building;  premises  3240-3256  Bronx 
boulevard,  The  Bronx. 

CAi.  no.  786-22-BZ — Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  John 
Schwalbenberg,  applicant,  on  behalf  of 
A.  ShereshevskjL  owner,  to  permit  in 
a  residence  district  the  extension  in 
area  of  an  existing  stable ;  premises 
1331  Franklyn  avenue,  The  Bronx. 

CAL.  NO.  797-22-BZ— Application,  June  7,  1922,  under  the 
building  zone  resolution,  of  Bernard 
Jordan,  applicant,  on  behalf  of  Yale 
Land  Company,  owner,  to  permit  in  a 
business  district  the  erection  of  a  black¬ 
smith  shop;  premises  west  side  Fresh 
Meadow  road,  245.08  ft.  south  of  Nor¬ 
wood  avenue,  Flushing,  Queens. 

cal.  no.  855-22-BZ — Application,  June  23,  1922,  under  the 
building  zone  resolution,  of  Wm.  A. 
Blecher,  applicant,  on  behalf  of  Louis 
Tuffano,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  north  side  Rockaway  boule¬ 
vard,  58.28  ft.  west  of  102nd  street, 
Ozone  Park,  Queens. 

cal.  no.  1111-22-BZ — Application,  September  12,  1922,  under 
the  building  zone  resolution,  of  Julius 
Miller,  President  of  the  Borough  of 
Manhattan,  on  behalf  of  the  City  of 
New  York,  owner,  to  permit  the  erec¬ 
tion  of  a  building  with  the  omission  of 
rear  yard  as  required  by  Zone  Resolu¬ 
tion  ;  premises  35  West  134th  street, 
Manhattan. 

cal.  no.  821-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Charles 
M.  Spindler,  applicant,  on  behalf  of 
Edward  W.  Pica,  owner,  to  permit  in 
an  unrestricted  district  the  mainten¬ 
ance  of  a  garage  for  more  than  five 
motor  vehicles-  on  the  same  street  with 
a  public  school ;  premises  190  Varick 
street,  57  King  street,  Manhattan. 
cal.  no.  701-22-BZ — Application,  May  16,  1922,  under  the 
building  zone  resolution,  of  August 
Kroepke,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  four  car  garage;  premises 
2261  Powell  avenue,  The  Bronx. 
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cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S.  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  motor  vehicle  repair  shop ;  prem¬ 
ises  91-93'  Hope  avenue,  Richmond.' 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  3,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

906-22-S — 311  West  40th  street,  Manhattan. 

993-22-S — 545  Broadway,  Manhattan. 

1034-22-S — 411  East  22nd  street,  Manhattan. 

1050- 22-S — 451  West  39th  street,  Manhattan. 

1051- 22-S — 16-20  East  12th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

685-22-S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1122-22-S — Home  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  6,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

348-21-A — 504  Union  street,  Brooklyn. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  afternoon,  October  6,  1922,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  555-22-BZ — Application,  April  13,  1922,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 


version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles ;  premises  359-363  Pulaski 
stree:,  Brooklyn. 

cal.  no.  605-22-BZ — Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino,  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  (Brook¬ 
lyn. 

•.  William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 

894-22-A — 166-168  8th  avenue,  L.  I.  City,  Queens. 

897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 

923-22-A — 360  Southern  boulevard,  Bronx. 

945-22-A — 2331  12th  avenue,  Manhattan. 

962- 22-A — Foot  of  51st  street,  Bush  Terminal  Building, 

No.  58,  Brooklyn. 

963- 22-A — 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  Brooklyn. 

969- 22-A — 109  East  40th  street,  Manhattan. 

970- 22-A — East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22-A — 322  St.  Nicholas  avenue,  northwest  corner  Pal¬ 
metto  street,  Queens. 

986-22-A — 291-297  Vernon  avenue,  L.  I.  City,  Queens. 

994-22-A — 2251-2253  Loring  place,  Bronx. 

1001-22-A — 66  East  104th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  10,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  -maintenance 
of  a  garage  for  four  private  cars ; 
premises  201  Adelphi  street,  Brooklyn. 
cal.  no.  853-22-BZ — Application,  June  22,  1922,  under  the 
building  zone  resolution,  of  Bly  &  Ha- 
mann,  applicants,  on  behalf  of  Died- 
rich  Wilkins  and  John  D.  Haar,  own¬ 
ers,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five 
motor  vehicles ;  premises  810  Coney 
Island  avenue,  Brooklyn. 

cal.  no.  728-22-BZ — Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  R.  Thomas 
Short,  applicant,  on  behalf  of  Clark- 
Johnson  Co.,  owner,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  15-27  Bedford  Place,  Brook¬ 
lyn. 
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cal.  no.  919-22-BZ — Application,  July  10,  1922,  under  the 
building  zone  resolution,  of  Wesley  E. 
Bryde,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  three  car  garage ;  premises  3066 
Perry  avenue,  The  Bronx. 

cal.  no.  927-22-BZ— Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Frederick 
Johnson,  applicant,  on  behalf  of  M.  E. 
F.  Corporation,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  north  side  of 
Westchester  avenue,  97.11  ft.  east  of 
Stebbins  avenue,  The  Bronx. 

cal.  no.  965-22-BZ — Application,  July  20,  1922,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Co.,  applicant  and  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  of  a  telephone  exchange  building 
with  the  omission  of  a  rear  yard  and 
court  as  required  by  the  Zoning  Reso¬ 
lution  ;  premises  126-130  Orchard 
street,  Manhattan. 

cal,  no.  999-22-BZ — Application,  July  29,  1922,  under  the 
building  zone  resolution,  of  Frank  J. 
Schefcik,  architect,  on  behalf  of  Sam¬ 
uel  H.  Wolfman,  owner,  to  permit 
partly  in  a  residence  and  partly  in  an 
unrestricted  district  the  erection  of  a 
2-story  public  garage ;  premises  943- 
949  Atlantic  avenue,  northeast  corner 
of  Grand  avenue,  Brooklyn. 

CAL.  NO.  930-21-BZ— Application,  July  27,  1922,  under  the 
building  zone  resolution,  of  Frederick 
J.  Dassau,  on  behalf  of  Empire  State 
Dairy  Company,  owner,  for  a  rehear- 
.  mg  of  an  application  previously  dis¬ 

missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  a  milk  distrib¬ 
uting  station  and  stable ;  premises  west 
side  182nd  Place,  47  ft.  8  in.  south  of 
Fulton  street,  Jamaica,  Queens. 

cal.  no.  1552-21-BZ — Application,  April  25,  1922,  under  the 

bulling  zone  resolution,  of  Edward  F. 
Hammel,  engineer,  on  behalf  of  Bea¬ 
trice  R.  Freeman,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  repair  shop ; 
premises  718-720  Coney  Island  avenue, 
•  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  October  17,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

849-22-A — 354  Bowery,  Manhattan. 

922-22-A — 321  Pearl  street,  Manhattan. 

934-22-A — 248  East  153rd  street,  The  Bronx. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

966-22-A — S.  S.  Nelson  avenue,  between  Manley  and  Mount 
streets,  Long  Island  City,  Queens. 

96S-22-A — 107  East  82nd  street,  Manhattan. 

976-22-A — 104  South  4th  street,  Brooklyn. 


1003-22-A — 313  East  148th  street,  The  Bronx. 
1009-22-A — 1129  Southern  boulevard,  The  Bronx. 
1022-22-A— 142-152  East  31st  street,  Manhattan. 
1029-22-A— 64-66  5th  avenue,  Manhattan. 
t058-22-A— 329-337  Broadway,  Brooklyn. 

]  019-22-A — 563  West  169th  street,  Manhattan. 
1011-22-A — 124  West  19th  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  17,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

3 15 -22- S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner, 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

54 7- 22- S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S— Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap 
proval  of. 

610-22-S  —Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  October  24,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

866-22-A — 147  West  54th  street,  Manhattan. 

1041-22-A — 147  West  54th  street,  Manhattan. 

1091-22-A — 147  West  54th  street,  Manhattan. 

974-22-A — 304  East  61st  street,  Manhattan. 

990-22-A — 321  East  54th  street,  Manhattan. 

1000-22- A — 420-426  East  105th  street,  Manhattan. 

1024-22- A — 45  Greene  street,  42-44  Wooster  street,  Man¬ 
hattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  November  24,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21 -A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 
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355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avfenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 

case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A- — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  East  River,  Manhattan. 


1003-19-A — Pier  28,  North  River,  Manhattan. 

3 1-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

27G-20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 
Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — I^ier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

27 3- 20- A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20- A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between' Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 
dressed.  Four  cents  postage  required. 

WILLIAM  J.  O’GORMAN,  Secretary. 
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MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  19,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  September  12,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  38,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
791-22-A. 

APPELLANT — Burton  A.  Hayner,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 165  Franklin  Place,  Flushing, 
Queens. 

APPEARANCES— 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on' condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(791-22-A) 

Whereas,  Burton  A.  Hayner,  owner,  filed,  June  5,  1922, 
an  appeal  with  the  board  of  appeals,  from  an  order  of  the 
Fire  Commissioner,  affecting  premises  1651  Franklin  Place, 
Flushing,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“Maintenance  of  your  garage  is  a  violation  of  Section 
3,  Article  2  of  the  iBuilding  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or  are 
subject  to  charges  for  storage  *  *  *. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ings  on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  frame,  one  story  in  height,  25 
ft.  x  17 J4  ft.  in  area,  located  on  the  rear  of  lot  occupied 
as  a  garage  for  three  automobiles,  space  for  two  of  which 
are  rented  to  persons  not  residing  on  the  premises ;  and 

Whereas,  appellant  has  filed  affidavits  that  the  space  was 
rented  previous  to  July  25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  a  temporary  permit  for  not 
exceeding  two  (2)  years  be  granted  on  condition  that  the 
interior  of  the  garage  be  fire  retarded  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals,  and  that 
space  be  rented  for  not  more  (han  two  (2)  automobiles  of 
the  pleasure  car  type,  owned  by  persons  not  residing  on  the 
premises,  and  that  the  capacity  of  the  garage  be  limited  to 
three  (3)  automobiles. 


864-22-A. 

APPELLANT — Frank  A.  Campbell,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 21  Bowery,  Manhattan. 
APPEARANCES— 

For  Administration :  Inspector  Maher  of  the  fire 
Department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 7 

Absent  .  0 


THE  RESOLUTION: 

(864-22-A) 

Whereas,  Frank  A.  Campbell,  for  Sidney  J.  Colford, 
owner,  filed,  June  27,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  21  Bowery,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  non-automatic  sprinkler  system  in  front 
and  rear  cellar,  arranged  and  equipped  as  provided  in 
the  rules  for  fire  extinguishing  appliances  *  * 

and 

Whereas,  the  premises  consist  of  two  buildings,  the  front 
building  being  30  ft.  x  94  ft.  6  in.  in  area  and  the  rear  62 
ft.  x  75  ft.  in  area,  the  front  building  being  4  stories  in 
height,  occupied  as  a  lodging  house  and  the  rear  build¬ 
ing  being  5  stories  in  height,  occupied  as  a  factory;  and 

Whereas,  appellant  contends  that  the  cellar  is  not  used 
for  the  storage  of  rags  but  for  the  storage  and  sale  of 
remnants  and  cotton  goods  and  that  he  has  ordered  the 
tenant  in  the  cellar  of  the  rear  building  to  vacate  August 
1st,  after  which  date  the  rear  cellar  will  be  maintained 
vacant. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


867-22-A. 

APPELLANT — Chard  &  Howe,  lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 254-256  Front  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  J.  Alfred  Chard. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(867-22-A) 

Whereas,  Chard  &  Howe,  for  Paul  Viane,  owner,  filed, 
June  28,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  254- 
256  Front  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads  : 

“Referring  to  your  application  for  a  permit  to  keep 
200  barrels  of  lubricating  oil  at  254-6  Front  street,  you 
are  hereby  informed  that  your  application  has  been 
disapproved. 

“Section  256-C,  Chapter  10,  Code  of  Ordinances,  for¬ 
bids  the  issuance  of  the  permit  you  request,  because 
building  is  occupied  in  part  as  a  factory. 

“You  are  therefore  hereby  ordered  to 

“1.  Discontinue  the  storage  of  more  than  5  barrels 
of  lubricating  oil  on  these  premises.”; 

and 

Whereas,  the  premises  consists  of  two  buildings  each  of 
non-fireproof  construction,  5  stories  in  height,  44  ft.  9  in.  x 
73  ft.  in  total  area,  irregular ;  occupied  for  the  storage  of 
lubricating  oil  and  greases  and  manufacture  of  shoe  dress¬ 
ing;  and 

Whereas,  appellant  who  occupies  No.  254  and  part  of 
No.  256  contends  that  the  fire  department  has  issued  a 
permit  for  100  barrels  of  lubricating  oil  but  that  they  are 
unable  to  conduct  their  business  with  such  a  small  amount 
of  oil. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
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granted  permitting  the  Stonge  and  maintenance  of  one  hun¬ 
dred  (100)  barrels  of  lubricating  oil  on  these  premises 
for  a  period  of  one  year  from  this  date. 


868-22-A. 

APPELLANT — Aristo  Products  Corp.,  for  Chard  &  Howe, 
lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 254-56  Front  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  J.  Alfred  Chard  and  I.  L.  Hopkins. 
For  Administration  :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — .Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kcrby  and  Fire  Chief 


Kenlon  . ....  6 

Negative:  Mr.  Kearney  .  1 

Absent  . , .  0 

THE  RESOLUTION: 


(868-22-A) 

Whereas,  Aristo  Products  Corporation,  for  Paul  Viane, 
owner,  filed,  June  28,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  254-6  Front  street,  Manhattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  manufacture  of  combustible  or 
inflammable  mixtures  on  these  premises  and  remove  all 
ether,  turpentine,  alcohol  and  other  combustible  sub¬ 
stances  from  the  premises.” 

and 

Whereas,  the  premises  consist  of  two  buildings  of  non- 
fireproof  construction,  5  stories  in  height,  44  ft.  9  in.  x  73  ft. 
in  total  area,  irregular,  occupied  on  the  2nd  story  for  the 
manufacture  of  shoe  dressing  and  for  storage  of  lubricating 
oils  and  greases  in  remainder  of  building;  and 

Whereas,  appellant,  who  occupies  2nd  story  of  No.  254, 
contends  they  do  not  manufacture  turpentine  paste  and  that 
over  90  per  cent  of  their  products  are  strictly  dnburnable. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  five  gallons  of  ben¬ 
zine,  two  gallons  of  turpentine  and  two  gallons  of  denatured 
alcohol  be  used  or  employed  in  manufacturing  at  any 
one  time  on  these  premises  and  that  this,  permit  is  granted 
for  a  period  of  one  (1)  year  from  this  date. 


642-22-A. 

APPELLANT— Ward  Baking  Company,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 367  Southern  Boulevard,  The 
iBronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  special  meeting  Oct. 
6,  1922,  at  2  p.  m. 


287-22-A. 

APPELLANT— X-Ray  Mount  Co.,  Inc.,  owner. 
SUBTECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 120  East  24th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Sidney  Fertig. 

ACTION  OF  BOARD— Laid  over  to  September  22,  1922, 
at  2  p.  m. 


<  V.  , 

APPELLANT — Samuel  Rosenblum,  for  Ghckstein  Bros. 
&  Co.,  lessees. 

SUBTECT — Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED — 404-412  East  104th  street.  Man¬ 
hattan. 


APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(755-22- A) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Massug  Holding  Corp.,  owner,  filed.  Mav  29,  1922,  an  appeal 
with  the  board  of  appeals  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  404-12  East  104th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Replace  the  missing  shutters  with  proper  iron  or 
kalameined  shutters  at  all  openings  in  the  exterior  wall 
above  1st  story  which  are  distant  in  a  direct  line  less 
than  30  ft.  from  any  opening  in  any  other  building,  and 
not  in  the  same  plane  with  said  openings  and  which  are 
not  more  than  50  ft.  above  a  neighboring  roof  at  the 
rear  and  east  side  of  building,  or  other  approved  pro¬ 
tection.  *  *  *” ; 

and 

Whereas,  the  premises  consist  of  two  buildings,  5  and  6 
stories  in  height,  with  a  total  frontage  of  119  ft.  8  in.  and  a 
depth  of  100  ft.  11  in.,  occupied.  1st  story,  bottles;  2nd  story, 
confectioner,  30  persons;  3rd  story,  dresses,  40  persons;  4th 
story,  shirts,  40  persons  ;  5th  story,  shirts,  40  persons ;  6th 
story,  house-dresses,  20  persons  ;  the  exposures  on  the  rear 
being  a  stone  cutting  establishment  and  several  one  story 
buildings,  to  the  east  another  one  story  stone  cutting  estab¬ 
lishment,  the  roof  of  which  comes  level  with  the  3rd  story 
of  the  building  in  question;  and 

Whereas,  appellant  contends  that  as  these  buildings  are 
stone  cutting  establishments  and  the  rear  is  practically  an 
open  yard,  there  is  no  fire  hazard. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  the  conduct  of  the  property  to  the 
side  and  rear  is  restricted  to  the  operation  of  a  cut  stone 
yard  with  buildings  not  exceeding  one  story  in  height. 


874-22-A. 

APPELLANT — Walker  M.  Levett  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 419  East  23rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  S.  P.  Mathews  and  N.  Lofsburg. 
For  Administrat’on  :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 

^  Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  9 

THE  RESOLUTION: 

(874-22-A) 

Whereas,  Walker  M.  Levett  Company,  for  Mrs.  J.  E. 
Cameron,  owner,  filed,  June  28,  1922,  an  appeal  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  419  Eart  23rd  street,  Manhattan  ;  and 
Whfreas,  the  order  of  the  fire  commissioner  reads  : 

“Referring  to  your  application,  dated  May  26th,  1921, 
for  a  permit  to  store  and  use  fuel  oil  at  419  East  23rd 
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street,  Manhattan,  I  regret  to  inform  you  that  said  ap¬ 
plication  has  been  disapproved  for  the  reason  that  your 
present  method  of  storing  and  using  fuel  oil  does  not 
conform  with  the  Fuel  Oil  Rules  adopted  by  the  Board 
of  Standards  and  Appeals  on  November  6th,  1919. 

“You  are  therefore  hereby  ordered  to: 

“1.  Discontinue  the  storage  and  use  of  fuel  oil  on 
these  premises.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  96  ft.  x  183  ft.  in  area,  occupied  as  an  aluminum, 
brass  and  bronze  foundry,  55  persons ;  and 

Whereas,  appellant  contends  that  the  present  fuel  oil  sys¬ 
tem  has  been  in  operation  for  six  (6)  years  and  that  they 
are  willing  to  extend  the  present  vent  pipe  above  the  roof 
of  the  adjoining  building  and  to  install  a  remote  control  to 
shut  off  oil  to  all  burners  and  to  change  the  filling  and 
suction  lines  from  bottom  to  top  of  tanks. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  oil  storage  be  limited  to  one 
thousand  (1000)  gallons  on  the  entire  premises  and  its  use 
confined  to  manufacturing  process  of  aluminum  melting  in 
crucible  furnaces,  that  the  vent  pipe  be  extended  above  the 
roof  of  the  adjoining  building,  that  a  remote  control  valve 
be  installed  on  the  feed  line  outside  of  the  building  at  the 
tank  enclosure;  and  that  the  appeal  be  granted  only  so 
long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


875-22-A. 

APPELLANT — Croker  Fire  Prevention  Engineering  Co., 
for  Bankers  Trust  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — -8'- 12  Wall  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Herman  E,  Horwitz  and  Peter  J. 
Dugan. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 


(875-22-A) 

Whereas,  Croker  Fire  Prevention  Eng.  Co.,  for  Bankers 
Trust  Co.,  owner,  filed,  June  29,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  8-12  Wall  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2l/2  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cel¬ 
lars  and  roofs),  placed  within  main  stairway  enclos¬ 
ure  *  * 

and  :  ‘  I1"*] 

Whereas,  the  building  is  non-fireproof,  8  stories  in  height, 
66  ft.  x  195  ft.  3  in.  in  area,  occupied,  1st  story,  stores 
and  offices,  25  persons  ;  2nd  story,  offices,  113  persons  ;  3rd 
story,  offices,  91  persons ;  4th  story,  offices,  53  persons ;  5th 
story,  offices,  50  persons ;  6th  story,  offices,  101  persons ;  7th 
story,  offices,  53  persons ;  8th  story,  offices,  6  persons ;  the 
building  being  equipped  with  a  standpipe  line  consisting  of  a 
4  in.  riser  in  the  Pine  street  end  of  the  building  and  a  2  in. 
riser  in  the  Wall  street  end  of  the  building,  supplied  from 
a  3,000  gallon  tank  on  the  roof,  two  steam  pumps  and  one 
electric  pump  in  the  cellar  and  a  Siamese  connection  on  Wall 
and  Pine  streets ;  there  is  also  a  connection  to  a  4  in.  line  in 
premises  14-16  Wall  street. 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  additional  4  in.  standpipe 
be  installed  in  accordance  with  the  rules  and  regulations 
of  the  board  of  standards  and  appeals,  the  standpipe  sys¬ 
tem  to  be  connected  to  the  existing  two  source  supply  in 
premises  No.  14  and  No.  16  Wall  street. 


888-22-A. 

APPELLANT — Valvoline  Oil  Company,  owner. 

SLTBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Barren  Island,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Frank  P.  Reilly  and  W.  Simpson. 
For  Administration  :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney.  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(888-22-A) 

Whereas,  Valvoline  Oil  Company,  owner,  filed.  June  30, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  Barren  Island, 
(Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“l.  All  storage  tanks,  including  filling  and  measuring 
tanks,  containing  petroleum  or  shale  oil  or  the  liquid 
products  thereof,  or  coal  tar,  comprising  or  forming  a 
pari  of  the  oil  storage  plant  at  Barren  Island,  shall  be 
buried  so  that  the  tops  of  said  tanks  shall  be  at  least 
two  feet  below  grade  level.  ..etc. 

“2.  Provide  direct  telegraphic  communication  with 
Fire  Headquarters,  etc.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Valvoline  Oil  Company, 
there  is  a  frame  structure  enclosed  in  corrugated  iron, 
housing  six  cylinder  car  tanks  and  one  water  tank,  four  of 
the  tanks  store  gasoline  with  a  total  capacity  of  20,000  gal¬ 
lons  and  two  store  kerosene  with  a  capacity  of  8,000  and 
9,000  gallons,  respectively ;  and 

Whereas,  appellant  contends  that  it  would  be  practically 
impossible  to  bury  the  tanks  and  proposes  to  provide  a  con¬ 
crete  retaining  wall  around  the  tanks  and  contends  that  it 
is  impossible  to  provide  telegraphic  communication  with 
fire  headquarters. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  as  to  item  1  be 
and  it  herebv  is  granted  on  condition  that  the  storage  tanks 
be  enclosed  in  concrete  walls  as  indicated  on  plans  on  file 
with  this  appeal ;  and  that  the  appeal  as  to  item  2  be  and 
it  hereby  is  granted. 


562-22-A. 

APPELLANT — John  DeHart,  owner. 

SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED1 — 615  West  57th  street,  Manhat¬ 
tan. 

APPEARANCES— 

Eor  Appellant:  John  DePIart. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kear¬ 
ney,  Kerbv  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent  .  0 
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THE  RESOLUTION : 

(562-22- A) 

Whereas,  John  DeHart,  owner,  filed,  April  14,  1922,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  615  West  57th  street, 
Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
in  acting  on  Alteration  Application  No.  1095-19,  reads : 

No.  1.  “All  openings  must  be  closed  up  between 
boiler  room  and  interior  of  building  and  provide  direct 
entrance  from  outer  air  only — as  per  section  159,  chap¬ 
ter  10,  Code  of  Ordinances. 

“Comply  with  item  No.  3  of  Order  No.  5232-C, 
reading: 

No.  2/  “  ‘It  will  be  necessary  to  expose  storage  tank 
of  gasoline  system  so  same  may  be  inspected  by  an 
inspector  of  the  Fire  Department  as  per  section  156, 
chapter  10,  Code  of  Ordinances.’”; 
and 

Whereas,  the  building  is  non-fireproof,  2  stories  in  height, 
80  ft.  x  100  ft.  in  area  in  the  1st  story  and  80  ft.  x  25  ft 
in  area  above ;  occupied,  cellar,  boiler  room ;  1st  story,  ga¬ 
rage,  shipping  office;  2nd  story,  office;  and 

Whereas,  appellant  contends  that  the  550  gal.  tank  was 
installed  in  accordance  with  plan  No.  1095-1919  and  that 
the  door  marked  “A”  complies  with  section  159,  chapter  10, 
Code  of  Ordinances,  and  that  the  area  marked  “B”  gives 
more  than  64  ins.  of  ventilation,  and  that  in  front  of  the 
boiler  room  wall  under  the  sidewalk  is  all  rock,  and  that 
there  would  be  undue  hardship  and  practical  difficulty  to 
excavate  for  an  engineer’s  ladder ;  and 

Whereas,  this  appeal  was  granted  as  to  the  first  part 
of  the  decision  by  the  board  at  its  meeting  June  20,  1922, 
on  certain  conditions,  and  the  appellant  requested  a  modi¬ 
fication  of  these  conditions  and  the  incorporation  into  the 
appeal  of  the  2nd  part  of  the  decision. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  as  to  item  No.  :2,  permitting  the  five  hundred  and 
fifty  (550)  gallon  tank  to  remain  as  installed,  and  as  to 
item  No.  1,  on  condition  that  the  partition  separating  the 
hall  from  the  offices  on  the  first  floor  be  of  approved  fire¬ 
proof  material,  and  that  any  opening  therein  be  protected 
with  self-closing  fireproof  doors. 


782-22-A. 

APPELLANT — Euvrard,  Sambach  &  Euvrard,  for  Beth¬ 
any  Deaconess  Hospital  Society,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 227-237  St.  Nicholas  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Laid  over  to  Oct.  3,  1922,  at  10  a.  m.,  to  take  up 
with  Cal.  No,  1119-22-A,  affecting  same  premises. 


783-22- A. 

APPELLANT- — Agress  Construction  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 420  East  21st  street,  2015  Cor- 
telyou  Road,  Brooklyn. 

APPEARANCES— 

For  Appellant :  A.  Wacker. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Sept. 
22,  1922,  at  2  p.  m. 


293-22-A. 

APPELLANT — Wm.  F.  Doyle,  for  Doyle  Service,  Inc. 
SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 275  Water  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Wm.  F.  Doyle. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  . 


Negative  .  0 

Absent  .  o 


THE  RESOLUTION: 

(293-22-A) 

Whereas,  Charles  H.  Eckert,  for  Julius  A.  Zibell,  owner, 
filed,  Feb.  27,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
275  Water  street,  Manhattan;  and 

Whereas,  the  .order  of  the  fire  commissioner  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2 y2  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  *  * 

and 

Whereas,  the  building  is  fireproof,  8  stories  in  height, 
23  ft.  x  71  ft.  in  area,  occupied,  1st  story,  office  and  light 
mfg.,  3  persons ;  2nd  story,  office  and  printing,  5  persons ; 
3rd,  4th  and  8th  stories,  office  and  printing,  5,  2  and  6  per¬ 
sons,  respectively ;  5th  story,  offices,  2  persons ;  6th  story, 
pattern  makers  supplies,  6  persons ;  7th  story,  experimental 
models,  6  persons;  and 

Whereas,  appellant  contends  that  the  building  is  only  88 
ft.  in  height;  and 

Whereas,  this  appeal  was  denied  by  the  board  at  its  meet¬ 
ing  May  16,  1922,  and  appellant’s  agent  requested  a  reopen¬ 
ing  of  the  case,  which  request  was  granted  by  vote  of  the 
board;  and 

Whereas,  the  board  deemed  that  in  view  of  the  small 
area  of  the  building,  namely,  23  ft.  x  71  ft.,  and  the  height, 
88  ft.,  and  in  view  of  the  non-hazardous  occupancy,  that 
the  appeal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  two  (2)  forty-gallon  portable  fire 
extinguishers,  mounted  on  wheels,  be  provided,  one  on  the 
eighth  floor  and  one  on  the  seventh  floor,  and  on  further 
condition  that  the  existing  use  and  occupancy  remain  sub¬ 
stantially  unchanged. 


1017-21-iA. 

APPELLANT— William  F.  Doyle,  for  Doyle  Service,  Inc. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 616-624  East  19th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Wm.  F.  Doyle. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

.ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  '0 

Absent  .  0 

THE  RESOLUTION: 


(1017-21-A) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for  J. 
Goldberg,  lessee,  filed,  June  16,  1921,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  616-624  East  19th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  22796- 
F,  dated  May  28,  1921,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  the  building,  having  at 
least  one  source  of  water  supply  arranged  and  equipped 
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as  provided  in  the  rules  for  fire  extinguishing  appli¬ 
ances  adopted  by  the  Board  of  Standards  and  Appeals, 
May  24th,  191?,  as  amended  May  2,  1918,  and  January 
21,  1919,  effective  February  17,  1919.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  3 
stories  in  height,  125  It.  by  50i  ft.  in  area,  with  a  two 

story  fireproot  extension  42  ft.  by  80  ft.  and  a  one 

story  non-fireproof  extension  45  ft.  x  42  ft.  in  area  at  the 
rear;  occupied,  1st  story,  wood  box  manufacture,  10  per¬ 
sons;  garage,  4  persons;  2nd  story,  manufacture  of  fix¬ 

tures,  10  persons ;  3rd  story,  coloring  of  silks,  4  persons ; 
the  means  of  egress  consisting  of  an  interior  wooden  stair¬ 
way  extending  Irom  the  1st  story  to  the  3rd  story,  enclosed 
in  board  partitions  with  ladder  to  scuttle  in  the  roof,  an 
unenclosed  wooden  stairway  extending  from  the  2nd  story 
to  the  3rd  story ;  and 

Whereas,  appellant  states  the  garage  portion  of  the  build¬ 
ing  on  the  1st  story  is  separated  from  the  remainder  of 
the  building  by  12  in.  brick  and  8  in.  terra  cotta  walls  and 
the  ceiling  covered  with  1  in.  plaster  boards  and  with  26 
gauge  metal,  that  the  code  ot  ordinances  does  not  re¬ 
quire  a  sprinkler  system  in  buildings  of  this  occupancy,  and 
proposes  in  lieu  of  complying  with  the  order  to  erect  a 
regulation  fire  escape  on  the  front  of  the  building ;  and 

Whereas,  this  appeal  was  denied  by'  the  board  at  its 
meeting,  Oct.  25,  1921,  and  owner’s  agent  requested  a  re¬ 
opening  of  the  case,  which  request  was  granted  by  vote  of 
the  board ;  and 

Whereas,  it  appears  that  the  hazardous  occupancy,  name¬ 
ly,  box  manufacturing,  has  been  discontinued. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  wood  box  manufacturing  be 
discontinued  on  these  premises  forthwith;  that  a  standard 
fire  escape  be  erected  on  the  front  of  the  building;  that 
the  interior  stairs  be  enclosed  in  approved  fireproof  mate¬ 
rial  from  the  1st  to  the  2nd  story,  and  enclosed  with  fire 
retarding  material  from  the  2nd  to  the  3rd  story,  and 
that  any  openings  in  the  brick  division  wall  of  the  2nd 
story  be  provided  with  fireproof  self-closing  doors. 


459  West  15th  street  and  450-460  West  16th  street  (Build¬ 
ings  "A,”  “B”  and  “C”),  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  separate  2,500  gal.  gravity  tank  for  each 
building  located  26  ft.  above  top  floor  level  with  2p2 
in.  hose  outlets  and  necessary  lengths  of  hose  to  reach 
all  parts  of  floor  area,  with  65  gal.  per  minute  pump  for 
filling,  as  called  for  in  Order  No.  17583-F,  429-43  West 
15th  street;  Order  No.  17599-F,  421-7  West  15th  street; 
Order  17604-F,  450-60  West  16th  street;  Order  17612- 
F,  447-59  West  15th  street.”; 

and 

Whereas,  the  premises  consist  of  3  buildings,  each  6 
stories  in  height,  of  mill  construction,  building  “A”  being 
197  ft.  4  in.  x  75  ft.  3  in.  in  area;  building  “B”  being  214 
ft.  4  in.  x  75  ft.  3  in.  in  area;  building  “C”  being  197  ft. 
in.  x  75  ft.  3  in.  in  area;  occupied,  basement,  storage  raw 
materials ;  1st  story,  shipping  room ;  2nd  story,  stock ;  3rd, 
4th,  5th  and  6th  stories,  bakeries;  the  buildings  being  pro¬ 
vided  with  sprinkler  system ;  and 
Whereas,  appellant  contends  that  they  desire. to  provide 
standpipes  connected  with  general  fire  extinguishing  system 
instead  of  maintaining  separate  supply  tanks  for  each  build¬ 
ing,  the  tanks  to  be  used  containing  10,000  and  7,000  gallons. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified  and  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  an  additional  7,000  gallon  tank  be  installed 
in  fireproof  enclosure  on  the  roof,  reserved  exclusively  for 
the  standpipe  supply,  said  tank  and  the  existing  10,000  gal¬ 
lon  tank  maintaining  a  3,500  gallon  standpipe  reserve  be 
cross-connected  so  that  the  combined  contents  may  be 
available  in  case  of  fire.  , 


420-22-A. 

APPELLANT — Kings  County  Lighting  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — West  side  First  avenue  from 
54th  to  55th  streets,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Oct.  6,  1922,  at  2  p. 
m.,  pending  inspection  by  committee  of  the  board. 


500-22-A. 

APPELLANT — Ward  iBaking  Company,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 774-808  Pacific  St.,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Laid  over  to  special  meeting  Oct.  6,  1922,  at  2  p.  m. 


739-22-A. 


APPELLANT — The  National  Biscuit  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 421-459  West  15th  street,  450- 
460  West  16th  street,  Bldgs.  A,  B  &  C.,  Manhattan. 
APPEARANCES— 


For  Appellant:  P.  W.  Moshier  and  D.  M.  McKel- 
vey. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(739-22-A) 

Whereas,  the  National  Biscuit  Company,  owner,  filed, 
May  25,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  421- 


242-22-A.  . 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 556  Kent  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  T.  J.  Shea. 

ACTION  OF  BOARD — Laid  over  to  Oct.  6,  1922,  at  2 
p.  m.,  pending  inspection  by  committee  of  the  board. 


243-22-iA. 

APPELLANT — R.  W.  Bush  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Second  avenue,  bounded  by 
Gowanus  Canal,  11th  and  12th  :treets,  Brooklyn. 
APPEARANCES— 

For  Appellant:  T.  J.  Shea. 

ACTION  OF  BOAR7) — Laid  over  to  Oct.  6,  1922,  at  2  p. 

m.,  pending  inspection  by  committee  of  the  board. 


244-22-A. 

APPELLANT — R.  W.  Bush  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — South  side  of  Maspeth  avenue, 
92  ft.  east' of  Vandervoort  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  T.  J.  Shea. 

ACTION  OF  BOARD — Laid  over  to  Oct.  6,  1922,  at  2  p. 
m.,  pending  inspection  by  committee  of  the  board. 
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245-22-A 

APPELLANT — R.  W.  Bush  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Nevins  street,  bounded  by 
Douglas  street,  3rd  avenue  and  Degraw  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  T.  J.  Shea. 

ACTION  OF  BOARD — Laid  over  to  Oct.  6,  1922,  at  2  p. 
m.,  pending  inspection  by  committee  of  the  board. 


342-22-A. 

APPELLANT — R.  W.  Bush  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 556  Kent  avenue  (Nassau  Gas 
Works),  Brooklyn. 

APPEARANCES— 

For  Appellant :  T.  J.  Shea. 

ACTION  OF  BOARD— Laid  over  to  Oct.  6,  1922,  at  2  p. 
m.,  pending  inspection  by  committee  of  the  board. 


343-22-A. 

APPELLANT — R.  W.  Bush  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 433  Hoyt  street  (Citizens  Gas 
Works),  Brooklyn. 

APPEARANCES— 

For  Appellant:  T.  J.  Shea. 

ACTION  OF  BOARD— Laid  over  to  Oct.  6,  1922,  at  2  p. 
m.,  pending  inspection  by  committee  of  the  board. 


459-22-A. 

APPELLANT — R.  W.  Bush  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — Kent  avenue  from  No.  11th 
street  to  No.  12th  street,  East  River,  Brooklyn. 
APPEARANCES— 

For  Appellant:  T.  J.  Shea. 

ACTION  OF  BOARD — Laid  over  to  Oct.  6,  1922,  at  2  p. 
m.,  pending  inspection  by  committee  of  the  board. 


356-22-A. 

APPELLANT — Richard  L.  Lombard,  for  Lombard-Far- 
rell  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 1296  Girard  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Joseph  Hughes. 

ACTION  OF  BOARD — Interpretation  of  resolution  to  in¬ 
clude  property  embraced  within  dimensions  filed, 
viz :  1294-1296  Girard  avenue. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby.  ...  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(356-22-A) 

Whereas,  Richard  L.  Lombard,  for  Riordan  Brothers, 
owners,  filed,  Jan.  28,  1922,  an  appeal  with  the  board  of  ap¬ 
peals  from  an  order  of  the  fire  commissioner,  affecting 
premises  1294  and  1296  Girard  avenue,  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“L  Discontinue  the  use  and  occupancy  of  frame 
building  as  garage  or  motor  vehicle  repair  shop  for 
the  reason  tliat  such  use  and  occupancy  is  a  violation  of 
section  51  and  90  of  the  Building  Code. 

“2 :  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises  for  the  reason  that  the 
maintenance  thereof  is  a  violation  of  section  4  of  the 


Building  Zone  Resolution — premises  being  located  in  a 
business  district.” ; 

and 

Whereas,  the  premises  consist  of  two  buildings  of 
frame  construction,  one  building  being  one  story  in  height 
and  the  other  three  stories  in  height;  occupied,  1st  story, 
repair  shop  and  storage ;  upper  stories,  dwelling ;  and 

Whereas,  the  appellant  contends  that  there  was  a  motor 
vehicle  repair  shop  on  July  25,  1916,  in  a  barn  in  the  rear 
and  that  this  shop  has  been  transferred  to  the  building  in 
question ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  April  11,  1922,  as  against  premises  1296  Girard 
avenue,  such  number  having  been  stated  in  error  by  appel¬ 
lant,  the  plans  filed  with  the  case  showing  that  the  premises 
included  No.  1294  and  1296;  and 

Whereas,  the  board  interprets  the  resolution  to  include 
the  property  embraced  within  the  dimensions  filed  in  the 
application,  which  included  street  numbers  1294  and  1296 
Girard  avenue. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  temporary  use  and  occupancy  of  these 
premises  as  a  motor  vehicle  repair  shop  for  a  period  not 
extending  beyond  Oct.  1st,  1923. 


BUILDING  ZONE  CASES. 

568-22-BZ. 

APPLICANT— Frederick  W.  Moore,  for  N.  Lefkowitz, 

owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 315  West  142nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Opposition :  Thomas  J.  Gilmartin  and  Sam¬ 
uel  Sternberg. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  .  7 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(568-22-BZ) 

Whereas,  Frederick  W.  Moore,  for  N.  Lefkowitz,  own¬ 
er,  filed,  April  15,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  erection 
of  a  garage  for  more  than  five  motor  vehicles;  premises 
345  West  142nd  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  Sept.  19, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals  ; 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  142nd  street  and  West 
143rd  street  are  business  districts  and  Bradhurst  avenue  is 
a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  17,  1922,  in  acting  on  N.  B.  Application  No. 
166-22,  reads : 

“1.  Erection  of  a  public  garage  within  a  residence 
district  is  prohibited,  Building  Zone  Resolution,  Ar¬ 
ticle  II,  Section  3.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  24  ft.  and  a 
depth  of  48  ft.,  to  be  occupied  as  a  garage  for  more  than 
5  motor  vehicles ;  and 

Whereas,  applicant  has  failed  to  file  any  consents  as 
required  under  the  provisions  of  Sect.  7,  subdivision  G  of 
the  building  zone  resolution,  the  basis  of  this  application. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed. 
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605-22-BZ. 

APPLICANT — A.  White  Pierce  for  Cataldo  Mascialino, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  a 
structural  alteration  to  an  existing  auto  repair  shop, 
garage  and  one  family  building. 

PREMISES  AFFECTED— 2209-11  Cortelyou  Road, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  White  Pierce  and  Cataldo  Mas¬ 
cialino. 

For  Opposition:  Theodore  Hiebink  and  I.  Eidel- 
baum. 

ACTION  OF  BOARD- — Laid  over  to  Oct.  6,  1922,  at  2  p. 
m.,  to  obtain  fire  department  records  in  this  matter. 


621-22-lBZ. 

APPLICANT — Patrick  Duffy,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 201  Adelphi  street,  Brooklyn. 
APPEARAN  CES — None. 

ACTION  OF  BOARD — Laid  over  to  Oct.  10,  1922,  at  10 
a.  m. 


1221-21-BZ. 

APPLICANT — Paul  G.  Mack,  applicant  and  owner. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  five  individual  garages. 
PREMISES  AFFECTED — 111-113  Grove  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  October  6,  1922,  at  2 
p.  m. 


876-22-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Ruthie  Realty 
Company,  owner. 

SUBJECT— Application  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  erection 
of  a  public  garage. 

PREMISES  AFFECTED — 60-82  Sherman  avenue,  160 
Dyekman  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  B.  Meyers. 

For  Opposition:  E„  A.  Robertson,  M.  W.  Green¬ 
berg,  M.  Frank  and  G.  F.  Kurzman. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby -  6 


N egative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(876-22-BZ) 

Whereas,  Charles  B.  Meyers,  architect,  for  Ruthie 
Realty  Company,  owner,  filed,  June  29,  1922,  an  applica¬ 
tion  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  prem¬ 
ises  60-82  Sherman  avenue  and  160  Dyekman  street,  Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  19, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  shoiw  that  Sherman  avenue  and  Dyck- 
man  street  are  business  districts  and  Thayer  street  is  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  27,  1922,  in  acting  on  amendment  to 


N.  B.  Application  No.  324-1922,  reads: 

“1.  This  amendment  is  disapproved  with  the  follow¬ 
ing  objection  repeated: 

T.  Proposed  occupancy  is  contrary  to  the  provi¬ 
sions  of  section  4,  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  2  stories  in  height  with  a  frontage  of 
100  ft.  and  a  depth  of  195  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles  and  for  stores ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses,  which  has  since  been  altered  and  is  now  oc¬ 
cupied  as  a  garage  for  more  than  five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
be  completed  substantially  in  accordance  with  the  plans 
filed  with  this  board  in  this  appeal;  that  there  be  no  en¬ 
trance  or  business  display  on  this  structure  on  Thayer 
street,  other  than  an  emergency  exit  from  the  garage,  not 
exceeding  3  ft.  8  in.  in  width ;  that  the  side  wall  on  Thayer 
street  shall  be  finished  with  face  brick  and  cut  stone  or 
architectural  terra-cotta  trim ;  that  the  garage  shall  be 
separated  from  the  store  portions  by  an  unpierced,  fire¬ 
proof  wall.- 

Resolved,  further,  that  all  necessary  permits  for  the 
prosecution  of  the  work  shall  be  obtained  within  six  months 
and  the  building  completed  within  eighteen  (18)  months 
from  the  date  of  this  action;  and  that  a  return  shall  be 
made  to  this  board  of  the  plans  and  elevations  submitted 
to  the  bureau  of  buildings  for  certification  before  ap¬ 
proval  by  the  superintendent  of  buildings. 


836-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Aaron  Miller, 
owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erec¬ 
tion  of  a  theatre  building. 

PREMISES  AFFECTED — Northwest  corner  Burnside 
avenue  and  Harrison  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD — ‘Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  l 


THE  RESOLUTION: 

(836-22-BZ) 

Whereas,  John  J.  Dunnigan,  architect,  for  Aaron  Miller, 
owner,  filed,  June  16,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  a  busi¬ 
ness  district  25  ft.  into  a  residence  district  of  a  proposed 
theatre  building;  premises  northwest  corner  of  Burn¬ 
side  avenue  and  Harrison  avenue,  Borough  of  The  Bronx ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  19, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Burnside  avenue  is  a  busi¬ 
ness  district  and  Harrison  avenue  and  180th  street  are 
residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  31,  1922,  in  acting  on  N.  B.  Appli¬ 
cation  No.  1652-1922,  reads: 

“1.  Erection  of  proposed  theatre  building  in  busi¬ 
ness  district  extending  into  residence  district  is  con- 
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trary  to  the  provisions  of  the  Building  Zone  Reso¬ 
lution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height  with  a  frontage  of 
58.74  ft.  and  a  depth  of  162.61  ft.,  to  be  occupied  as  a 
theatre  and  stores,  the  building  extending  25  ft.  into  the 
residence  district ;  and 

Whereas,  under  the  provisions  of  section  7.  subdivi¬ 
sion  B  of  the  building  zone  resolution,  the  board  is  em¬ 
powered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the,  theatre 
portion  extending  into  the  residence  district  shall  not  ex¬ 
tend  more  than  25  ft.  in  depth,  and  the  walls  of  the  the¬ 
atre  structure,  within  the  residence  district,  shall  be  un- 
oierced  throughout  their  entire  height  and  length  with 
the  exception  of  one  ooening  to  be  used  as  an  emergency 
exit  at  the  easterly  side  at  the  rear  of  the  theatrical 
building. 


85S-22-BZ. 

APPLICANT — Harrison  G.  Wiseman,  applicant,  on  be¬ 
half  of  Samuel  Wolfman.  owner. 

SUBJECT — Application  to  permit  nartlv  in  a  business  dis¬ 
trict  and  partlv  in  a  residence  district  the  erec¬ 
tion  of  a  theatre  building. 

PREMISES  AFFECTED- — -524-532  Eastern  parkway, 

Brooklyn. 

APPEARANCES— 

For  Applicant :  C.  B.  Mevers 
For  Opposition :  Chas.  S.  Dav  and  W.  H.  Mans¬ 
field. 

ACTION  OF  BOARD — Laid  over  to  Sept.  26.  1922.  at 
10  a.  m„  on  request  of  applicant’s  representative. 


1046-20-BZ. 

APPLICANT — Wm.  F.  Doyle,  for  Efficient  Building  Corp., 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED — 2550  Amsterdam  ave  ,  south¬ 
west  corner  187th  street,  Manhattan. 

A  PPEARANCE  S— N  one. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  f'tipirman  Walsh.  Messrs.  Reattv. 
Boulton,  Holland.  Kearnev  and  Kerbv  ....  6 

Negative  . .  0 

Absent :  Fire  Chief  Kenlon  .  1 


1682-21-BZ. 

APPLICANT — C.  B.  Meyers,  for  Dora  Steinway,  owner. 
SUBJECT — Application  to  permit  in  a  business  district 
the  conversion  iof  existing  building  into  a  public 

garage. 

PREMISES  AFFECTED — 41-43  West  63rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Extension  of  time  granted  to  November  15  1922, 
to  obtain  necessary  permits  from  the  building  de¬ 
partment. 

THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Beattv. 
Boulton,  Holland,  Kearney  and  Kerby  ...  r- 

Negative  . . .  0 

Absent :  Fire  Chief  Kenlon  . .'....  1 


THE  RESOLUTION: 

(1682-21-BZ) 

Whereas,.  Charles  B.  Meyers,  architect,  for  Dora  Stein¬ 
way,  owner,  filed,  December  23,  1921,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  an  existing  building 
into  a  garage  for  more  than  five  motor  vehicles ;  prem¬ 
ises  41-43  West  63rd  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  14, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  63rd  and  64th  streets  are 
business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  28,  1921,  in  acting  on  Alt  No. 
2783-21,  reads: 

“Reports  show  building  occupied  as  a  public  garage 
and  also  records  show  that  building  was  so  used  in 
*  1915.  State  whether  garage  use  has  been  continuous 

during  interim.  See  section  20  of  Zone  Resolution. 
(Garage  use  is  unlawful,  See  Sec.  6  of  Zone  Resolu¬ 
tion.)”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  and  3  stories  in  height,  with  a  frontage  of  50  ft.  and  a 
depth  of  100  ft.  5  in. :  occupied  as  an  automobile  show 
room  and  storage  building  into  a  garage  for  more  than 
five  motor  vehicles,  the  floor  ceiling,  columns  and  stair 
enclosures  to  be  fire-retarded;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting,  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  this  application  was  .  granted  by  the  board  at 
its  meeting  March  14,  1922  on  certain  conditions  and 
anplicant  requested  an  extension  of  the  time  limit  condi¬ 
tions. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  berebv  is  nranted  on  condition  that  anv  windows 
in  the  rear  wall  shall  have  fixed  sash,  glazed  with  translu¬ 
cent  glass :  and  on  the  further  condition  that  the  require¬ 
ments  of  the  building  zone  resolution  as  to  yards  and  area 
iestrictions  be  complied  with. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shal  be  obtained  by  Nov  15. 
1922.  and  that  all  necessan'  renairs  shall  be  completed 
within  one  year  from  the  date  of  this  action. 


1558-21-BZ. 

APPLICANT — Harry  S.  Sullivan,  for  Samuel  Epstein, 
owner. 

SUBJECT — To  reopen  application  to  permit  in  a  business 
district  the  erection  of  a  garage  for  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 818-822  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Harry  S.  Sullivan. 

For  Opposition:  A.  F.  Reiners  and  Chas.  E.  Rus¬ 
sell. 

ACTION  OF  BOARD — Chairman  read  letters  of  protest 
forwarded  from  Mayor’s  office.  Application  for 
reopening  laid  over  to  Sept.  26,  1922  at  10  a.  m., 
for  full  vote  of  board. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney 

and  Kerby  .  4 

Negative:  Chairman  Walsh  and  Mr.  Holland  2 
Absent :  Fire  Chief  Kenlon  .  1 
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AREAS  FIXED. 

(1039-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Michael  J.  O’Hara,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  of  a  garage,  premises  349-351-353-355  Third 
street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  3rd  street  from  4th  avenue  to  a 
point  200  ft.  east  of  the  westerly  side  of  5th  ave¬ 
nue;  also  the  property  directly  at  rear  and  for  a 
distance  of  50  ft.  on  either  side  of  the  side  lot  line 
of  the  premises  in  question. 


(967-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Ed-ward  C.  Johnson,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  garage,  premises  7090  Amboy  road, 
Richmond. 

The  following  area  was  approved  by  the  board : 


Both  sides  of  Amboy  road  from  a  point  200  ft.  east 
of  the  garage  to  a  point  400  ft.  west  of  the  garage; 
also  the  property  directly  at  the  rear  within  50  ft. 
in  any  direction  of  the  premises  in  question. 


(1055-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Comack  Realty  Company,  requesting  the  board  to  fix  the 
area  deemed  affected  and  within  which  to  obtain  consents 
for  erection  of  a  garage,  premises  225-229  Buffalo  ave¬ 
nue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Buffalo  avenue  from  a  point  200  ft. 
south  of  the  premises  in  question  and  to  a  point  40C 
ft.  north  of  said  premises ;  also  the  property  directly 
at  rear  within  50  ft.  in  all  directions  from  said  prem¬ 
ises. 


Adjourned  1:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  19,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby,  Deputy  Fire  Commissioner  Han¬ 
non,  Chief  Inspector  Bastress  and  Superintendents  Klein- 
ert  and  Moore. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  Tuesday  afternoon,  Sep¬ 
tember  12,  1922,  were  approved  as  printed  in  Bulletin  No.  38, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

769-22-S. 

PETITIONER— William  G.  Barr  for  Joseph  T.  Tower, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 542-4  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner  :  William  G.  Barr. 

For  Administration.  Inspector  Mahe'r  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  Sept.  26,  1922,  for 


full  vote  of  board. 

THE  VOTE— 

-Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Kleinert  and  Moore  .  7 

Negative:  Mr.  Holland  .  1 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  .  5 


808-22-S. 

PETITIONER — Harry  Tanzer  for  Clara  Freid,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 90  East  10th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner  :  Harry  Tanzer! 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Kleinert  and  Moore  .  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  .  ,5 


THE  RESOLUTION: 

(808-22-S) 

Whereas,  Harry  Tanzer.  for  Clara  Freid,  owner,  filed. 
June  12,  1922,  a  petition  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  90  East  10th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairwav  at  the  East  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law. 

“2.  Arrange  the  fire  escape  on  the  south  side  of 
building*  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

“Doors  to  balconies  at  least  2  ft.  x  6  ft.  not  pro¬ 
vided  Windows  on  course  not  fireproof  not  self¬ 
closing.  No  60  degree  connecting  stairway  between 
balconies.  No  stairway  from  lowest  balcony  to  ground. 
No  passageway  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3^2  stories  in 
height,  21  ft.  x  68.6  ft.  in  area  in  the  1st  story  and  21  ft. 
x  35  ft.  above,  occupied,  basement,  office,  2  persons  and 
printing,  4  persons;  1st  story  (front),  office,  3  persons; 
(rear),  tailor,  7  persons;  2nd  story,  ladies  tailoring,  10  per¬ 
sons;  3rd  story,  ladies’  tailoring,  6  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from  the 
basement  to  the  3rd  story,  enclosed  in  wood  stud,  lath  and 
plaster  partitions,  with  wood  doors  at  the  openings,  a  fire 
escane  on  the  rear  of  the  building  w:th  landing  on  extension 
roof  and  gooseneck  ladder  from  extension  roof  to  balcony 
on  1st  story  and  double  rune  ladder  to  vard  :  and 
Whereas,  petitioner  proposes  to  provide  an  iron  ladder 
and  scuttle  to  roof. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  he  and  it  hereby  is  granted,  on 
condition  that  a  fixed  double  rung  iron  ladder  be  provided 
in  the  top  story  hall  to  the  scuttle  in  the  roof ;  that  a  party 
wall  fire  escape  balcony  be  provided  on  the  third  story  rear, 
with  a  60  degree  stairway  to  the  main  roof  and  a  60  degree 
double  rung  ladder  to  the  roof  of  the  1st  story  extension, 
and  with  a  gooseneck  ladder  from  the  roof  of  the  1st  story 
extension  to  the  fire  escape  balcony  at. rear  of  the  first  story 
and  a  fixed  double  rung  iron  ladder  from  this  balcony  to 
the  yard,  egress  from  which  is  to  be  maintained  by  an 
open  passageway  through  the  adjoining  premises,  and  on 
further  condition  that  all  windows  on  the  course  of  the 
fire  escape  shall  be  made  fireproof. 


852-22-S. 

PETITIONER — Samuel  Carner,  for  William  Schneider, 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 36  Bond  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Carner  and  William 
Schneider. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Kleinert  and  Moore  .  8 

Negative  . 0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  McDermott  . 5 


THE  RESOLUTION : 

(852-22-S) 

Whereas,  Samuel  Carner,  for  Charles  Irving,  owner,  filed 
June  21,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
•  premises  36  IBond  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof,  as  per  Sections  79B-1  and  79C-1 
of  the  Labor  Law.” ; 

and  . 

Whereas,  the  building  is  non-fireproof,  4  stories  m 
height,  26  ft.  7  in.  x  100  ft.  in  area  in  the  1st  story  and  26  ft. 
7  in.  x  60  ft.  in  area  above,  occupied,  basement,  dyeing,  2 
persons ;  1st  story,  feathers,  2  persons ;  2nd  story,  hat  man¬ 
ufacturing  (at  front),  2  persons,  and  printing  (at  rear), 
1  person;  3rd  story  (front),  cap  mfg.,  2  persons;  (rear), 
fur,  2  persons;  4th  story,  cap  mfg.,  2  persons;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  to  the  4th  stories  enclosed  in  brick  partitions  in  the 
1st  story,  wood,  lath  and  plaster  partitions  in  the  2nd  and 
3rd  stories  and  metal  lath  and  plaster  above  with  wood 
doors  at  the  openings,  a  fire  escape  on  the  front  of  the 
building  and  one  on  the  rear  of  the  building,  with  fire¬ 
proof  windows  along  the  course  of  the  fire  escape,  with 
counter-balanced  stair  to  street  from  2nd  story  and  egress 
from  rear  fire  escape  over  roof  of  adjoining  extension, 

Whereas,  petitioner  proposes  to  provide  an  iron  ladder 
to  the  present  scuttle  in  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  stairs  shall  be  continued  to  the  4th  story  and 
enclosed  in  fire  retarding  partitions  with  any  openings  there¬ 


in  provided  with  self-closing  fireproof  doors,  and  that  a 
double  rung  iron  ladder  shall  be  provided  in  the  top  stair 
hall  to  scuttle  in  roof  and  granted  only  so  long  as  conditions 
as  to  use  and  occupancy  remain  substantially  unchanged. 


924-22-S. 

PETITIONER — John  H.  Knubel,  for  Benjamin  Fox’s 
Sons,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 519  West  34th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  H.  Knubel. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Kleinert  and  Moore  and  Chief  Inspector 


Bastress  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Superintendents 

Reville  and  McDermott  .  3 


THE  RESOLUTION : 

(924-22-S) 

Whereas,  John  H.  Knubel,  for  Benjamin  Fox’s  Sons, 
owners,  filed,  July  11,  1922,  a  petition  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  519  West  34th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“5.  Exit  facilities  should  comply  with  Section  270 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  and 
mezzanine  in  height,  25  ft.  x  95  ft.  in  area,  occupied,  1st 
and  2nd  stories,  as  factory,  21  persons ;  mezzanine,  office,  3 
persons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  2nd  story  enclosed 
in  fire  retarding  partitions  with  fire  doors  at  the  openings, 
an  exterior  stairway  on  the  side  of  the  building  leading 
from  the  2nd  story  to  the  yard  of  adjoining  premises  in 
the  same  ownership  with  fire  door  at  the  opening  with  exit 
to  the  street  from  termination  of  these  stairs  by  unob¬ 
structed  alleyway ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  stairs  on  the  front  of  the  building  shall 
be  enclosed  in  approved  fireproof  material  and  that  any 
openings  therein  shall  be  provided  with  self  closing  fire¬ 
proof  ffoors  and  that  an  iron  balcony  fire  escape  shall  be 
provided  at  the  side  of  the  building  with  a  45  degree  stair¬ 
way  terminating  in  the  yard,  egress  from  which  shall  be 
maintained  through  the  adjoining  yards  to  the  west  unob¬ 
structed,  and  that  a  double  rung  gooseneck  ladder  shall  be 
provided  from  this  balcony  to  the  roof. 


925-22-S. 

PETITIONER — John  H.  Knubel,  for  Clemons  Realty  Co., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 204  West  30th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  H.  Knubel. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
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CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
iBoulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Klein- 


ert  and  Moore  and  Chief  Inspector  Bastress  9 

Negative  . .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Reville  and  McDermott .  4 

THE  RESOLUTION: 

(925-22-S) 


Whereas,  John  H.  Knubel,  for  Clemons  Realty  Co., 
owner,  filed,  July  11,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superinten¬ 
dent  of  buildings,  affecting  premises  204  West  30th  street, 
Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“Replying  to  your  letter  of  June  8th,  in  which  you 
request  that  the  existing  means  of  egress  from  the  foot 
of  the  fire-escape  at  the  rear  of  the  above  premises  be 
accepted,  you  are  advised  that  the  Bureau  of  Buildings 
has  no  authority  to  modify  the  requirements  of  the 
Labor  Law,  which  governs  the  exit  facilities  of  this 
building.  If  any  variation  of  that  law  is  desired,  appli¬ 
cation  should  be  made  to  the  Board  of  Standards  and 
Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  23  ft.  2  in.  x  43  ft.  in  area,  occupied  as 
a  factory  with  a  total  of  28  persons  in  the  entire  building, 
the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  roof,  enclosed  in  wood, 
lath  and  plaster  partitions  with  wood  doors  at  the  open¬ 
ings,  a  fire  escape  on  the  rear  of  the  building  with  landing 
in  roof  of  one  story  extension  of  adjoining  building  with 
stationary  stairs  to  yard  and  egress  from  yard  through  an 
open  passageway  to  street;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  an  iron  ladder  at  an  angle  of  45  degrees  be 
provided  to  the  roof  of  the  extension  of  356  7th  avenue, 
egress  from  which  extension  roof  shall  be  by  means  of  a 
45  degree  iron  stairway  to  yard,  exit  from  which  yard 
shall  fie  by  means  of  an  unobstructed  passageway  to  Sev¬ 
enth  avenue,  and  granted  so  long  as  the  conditions  remain 
substantially  unchanged. 


578-22-S. 

PETITIONER — Samuel  Roseblum  for  Shaff  &  Silberman, 
owners. 

SUBECT — Variation  from  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 125-31  Canal  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Klein- 
ert  and  Moore  and  Chief  Inspector  Bastress  9 


Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Reville  and  McDermott .  4 

THE  RESOLUTION: 

(578-22-S) 


Whereas,  Samuel  Rosenblum,  for  Shaff  &  Silberman, 
owners,  filed,  April  19,  1922,  a  petition  with  the  board  of 


standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commission¬ 
er,  affecting  premises  125-31  Canal  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  front  of  build- 

ing  ^  ^ 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Not  screened  to  a  height  of  4  ft.  6  in.  Doors  to 
balconies  at  least  2  ft.  x  6  ft.  not  provided.  Windows 
on  course  not  fireproof,  not  self-closing.  No  counter¬ 
balanced  stairway  to  street.  No  rails  on  balcony  open¬ 
ings.  No  steps  to  sills  of  openings  to  balconies. 

“2.  Enclose  the  interior  stairway  at  centre  of  build- 
ing  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  74  ft. '8  2/3  ins.  x  50  ft.  11)4  ms.  irregular  in  area, 
occupied,  1st  story,  stores ;  2nd  story,  tailors,  4  persons ;  3rd 
story,  mfg.  of  jewelry,  25  persons;  4th  story,  mfg.  of  jew¬ 
elry,  22  persons;  jewelry  engravers  and  polishers,  5th 
story,  mfg.  of  jewelry,  12  persons;  6th  story,  mfg.  of  jew¬ 
elry,  9  persons,  equipped  with  a  fire  alarm  signal  system; 
the  means  of  egress  consisting  of  an  interior  stairway  at  the 
centre  of  building,  extending  from  the  1st  story  to  the 
roof,  enclosed  in  fire  retarding  partitions  with  metal  covered 
doors  at  the  openings ;  a  similar  stairway  at  the  north  side 
of  building  extending  from  the  1st  story  to  the  6th  story, 
a  fire  escape  on  the  front  and  one  on  the  rear  of  building; 
the  rear  fire  escape  landing  on  the  roof  of  the  two  story 
building  at  the  north,  with  fireproof  windows  along  course, 
with  drop  /ladder  to  the  ground  from  lowest  balcony  of 
front  fire  escape ;  and 

Whereas,  petitioner  contends  that  the  board  of  review  of 
the  fire  department  under  date  of  August  1st,  1919,  modi¬ 
fied  this  order;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  should  be  ratified. 

Resolved, .  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  1  on  condition  that  the  stipulations  set  forth  in 
action  of  the  board  of  review  of  the  fire  department  shall 
be  complied  with,  and  granted  as  to  item  No.  2  on  condition 
that  the  doorway  to  the  cellar  in  the  stair  hall  at  the  center 
of  the  building  and  all  the  doors  throughout  the  stairway 
in  the  center  of  the  building  shall  be  made  fireproof  self¬ 
closing,  and  granted  on  further  condition  that  the  fire  escape 
on  the  Canal  street  front  shall  be  extended  to  include  one 
window  to  the  east  in  each  story,  and  granted  so  long  as  the 
conditions  as  to  occupancy  and  use  remain  substantially  un¬ 
changed. 


815-22-S. 

PETITIONER — Samuel  Rosenblum,  for  140  West  23rd 
Street  Corporation,  owner. 

SUBJECT — Variation  from  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 136-40  West  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superinten¬ 
dents  Kleinert  and  Moore  and  Chief  Inspect¬ 


or  Bastress  .  10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Superintendents 
Reville  and  McDermott  .  3 
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THE  RESOLUTION: 

(815-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
he  140  West  23rd  Street  Corporation,  owner,  filed,  June 
2,  1922,  a  petition,  with  the  board  of  standards  and  ap¬ 
pals,  for  variation  from  the  requirements  of  the  labor 
aw,  as  cited  in  an  order  of  the  fire  commissioner,  affect- 
ng  premises  136-40  West  23rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Arrange  the  fire  escape  at  rear  of  building  east 
end  and  the  openings  leading  thereto  *  *  ; 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“Doors  to  balconies  2  ft.  x  6  ft.  not  provided.  Win¬ 
dows  on  course  not  fireproof,  self-closing.  Balconies 
are  not  3  ft.  wide.  Stairs  are  not  60  degrees.  No 
stairway  from  top  balcony  to  roof.  No  passageway 
from  termination  of  fire  escape  to  street.  Skylight 
under  fire  escape  not  wire  glass.”; 
ind 

Whereas,  the  building  is  non-fireproof,  5  stories  m 
leight,  63  ft.  6  in.  by  98  ft.  9  in.  in  area  in  the  1st  story 
and  62  ft.  6  in.  by  90  ft.  in  area  above;  occupied,  1st  story, 
stores ;  2nd  story,  mfg.  lamps,  dresses  and  furniture  goods, 
iO  persons;  3rd  story,  salesrooms,  cotton  goods,  10  per¬ 
sons;  4th  story,  embroidery,  20  persons;  5th  story,  mfg. 
dresses,  39  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the 
noof,  enclosed  in  wire  lath  and  cement  plaster  partitions 
with  fire  doors  at  the  openings ;  a  fire  escape  on  the  rear 
of  building,  with  stationary  stair  to  yard  of  building  at 
the  rear,  with  egress  from  this  yard  through  three  differ¬ 
ent  buildings  to  the  street;  with  fireproof  windows  along 
course  of  fire  escape ;  an  additional  fire  escape  at  the 
rear  of  building  with  non-fireproof  windows  along  course; 
and 

W'hereas,  petitioner  contends  that  the  building  is  equip¬ 
ped  with  an  automatic  sprinkler  system  and  fire  alarm  sys¬ 
tem  and  that  the  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  balconies  of  both  fire  escapes  on  the 
rear  of  the  building  shall  be  connected  at  each  story  and 
that  60  degree  iron  stairs  be  provided  connecting  the  bal¬ 
conies  of  the  sub-standard  section,  and  a  gooseneck  ladder 
from  top  balcony  to  the  noof,  that  a  passageway  3  ft. 
wide  enclosed  in  fire  retarded  partitions  shall  be  provided 
on  the  2nd,  4th  and  5th  stories  connecting  with  the  rear 
fire  escape. 

APPLIANCES  SUBMITTED  FOR  APPROVAL. 
548-22-S. 

PETITIONER— Wayne  Oil  Tank  &  Pump  Co. 
SUBJECT— No.  3640  Combination  Gas  and  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Petition  disapproved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville  and  Moore  and  Chief  In¬ 
spector  Bastress  .  9 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville 
and  McDermott  .  4 

THE  VOTE  TO  APPROVE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville  and  Moore  and  Chief  In¬ 
spector  Pastress  .  9 


Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville 
and  McDermott  .  4 

THE  RESOLUTION: 

(548-22-S) 

Whereas,  the  Wayne  Tank  and  Pump  Co.  filed,  April 
12,  1922,  a  petition  with  the  board  of  standards  and  ap¬ 
peals  for  approval  of  their  device,  known  as  the  Wayne 
Combination  gas  and  oil  burner ;  and 

Whereas,  a  committee  of  the  board  inspected  this 
device  in  operation  and  recommended  the  denial  of  the 
petition. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 


680-2)2- S. 

PETITIONER — Jewell  Electrical  Instrument  Co. 
SUBJECT— Milliammeter  for  measuring  current. 

APPEARANCES — 

For  Petitioner:  None. 

For  Administration :  Inspector  Richard  Lent  of  the 
fire  department,  Inspector  Maher  of  the  fire 
'department. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville  and  Moore  and  Chief  In¬ 
spector  Bastress  .  9 

N  egative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville 
and  McDermott  .  4 

THE  RESOLUTION : 

(680-2,2-S) 

Whereas,  the  Jewell  Electrical  Instrument  Co.  filed. 
May  11,  1922,  a  petition  with  the  board  of  standards  and 
appeals,  for  approval  of  their  devices  known  as  No,  54, — 
0-50  D.  C.  B/C  milliammeter  No.  252855,  No.  33. — 0-50 
D.  C.  B/C  milliammeter  252854,  No.  74,-0-100  A.  C.  B/C 
milliammeter  252853;  and 

Whereas,  these  devices  were  submitted  to  the  fire  de¬ 
partment  for  report  and  test  and  a  report  of  the  chief  of 
the  bureau  of  fire  prevention  recommends  the  approval  of 
these  devices. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  devices  known  as  Jewell  Electrical  In¬ 
struments  Co.  devices  Pattern  Nos.  33  and  54  Milliam¬ 
meter  D.  C.  and  Pattern  No.  74  Milliammeter  A.  C.,  for 
use  with  interior  closed  circuit  fire  alarm  signal  systems 
in  accordance  with  the  recommendations  of  the  fire  depart¬ 
ment. 


95;7-2i2-S. 

PETITIONER — Briggs  Engineering  Company,  Inc. 
SUBJECT — Approval  of  Burnwell  mechanical  burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  October  17,  1932, 
at  2  p.  m„  subject  to  installation  for  demonstra¬ 
tion  and  inspection. 


1372-21-S. 

PETITIONER — Ford  Regulator  Corporation. 

SUBJECT— Approval  of  Ford  Fire  Line  Reducing  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  October  17.  1922, 
at  2  p.  m.,  pending  test  and  report  of  the  fire  de¬ 
partment. 
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357-22-S 

PETITIONER— J.  M.  Quinn. 

SUBJECT — Approval  of  the  Quinn  Fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstra¬ 
tion  and  inspection. 


315-22-S. 

PETITIONER — Conran  Standpipe  Company. 

SUBJECT — Approval  of  Conran  Pressure  Reducer. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  October  17,  1922, 
at  2  p.  m.,  pending  test  and  report  of  the  fire 
department. 


337-22-S. 

PETITIONER— Elkhart  Brass  Mfg.  Co.. 

SUBJECT— Approval  of  Elkhart  Brass  Company  Siamese 
Connection. 

APPEARANCES— None. 

ACTION  OF  BOARD* — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  pending  test  and  report  of  the  fire 
department. 


13-21-S. 

PETITIONER — Bethlehem  Shipbuilding  Corp..  Ltd. 
SUBTBCT — Dahl  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstra¬ 
tion  and  inspection. 


341-22-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17.  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstra¬ 
tion  and  inspection. 


53-21-S. 

PETITIONER— T.  V.  Foster. 

SUBTECT — 'Approval  of  angle  hose  valve.  - 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


392-21-S. 

PETITIONER — The  Surface  Combustion  Company. 

SUBJECT — 'Surface  Combustion  low  pressure  type  com¬ 
bination  gas  and  oil  burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstra¬ 
tion  and  inspection. 


546-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3625  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstra¬ 
tion  and  inspection. 


547-22-S 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cuts  Nos.  4055  and  4060  Automatic  Oil  Cut 
Off  Valves. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstra¬ 
tion  and  inspection. 


830-22-S. 

PETITIONER — Northern  Fire  Apparatus  Co. 

SUBJECT — Approval  of  Northern  Rotary  Pump. 

A  P  P  EAR  AN  CES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  pending  report  from  the  engineer  of 
the  board. 


840-22-S. 

PETITIONER — Dean  Brothers. 

SUBJECT — Approval  of  Dean  Bros.  Duplex  Steam  Pump. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  pending  report  from  the  engineer  of 
the  board. 

— 

G85-22-S. 

PETITIONER — The  Maxon  Furnace  &  Engineering  Co. 

SUBJECT — Approval  of  the  Maxon  Automatic  Cut-Off 
Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m. 


447-22- S. 

PETITIONER — The  H.  J.  M.  Howard  Mfg.  Co. 
SUBJECT — Approval  of  water  pressure  reducing  valves. 
APPEARANCES— 

For  Petitioner :  H.  J.  M.  Howard. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


610-22-S. 

PETITIONER — C.  D.  Crocker  Specialty  Co. 

SUBJECT — Approval  of  Crocker  Automatic  and  Hand 
Release  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstration 
and  inspection. 


799-22-S. 

PETITIONER— M.  E.  Reiburn. 

SUBJECT — Gas  Cut  Off  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstration 
and  inspection. 


23 3 -22- S. 

PETITIONER— The  Cornell  Utilities  Co.,  Inc. 

SUBJECT — Nokol  Automatic  Oil  Heater. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Sept.  26,  1922,  at 
2  p.  m.,  pending  report  of  committee  of  inspection. 


Adjourned  4.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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RULES 


COVERING  THE  DESIGN  OF  REINFORCED  CONCRETE  FLAT  SLABS. 


Adopted  by  the  Board  of  Standards  and  Appeals,  July 
S,  .1920,  under  Cal.  395-20-S. 

Rule  1.  Application.  The  rules  governing  the  design 
}f  reinforced  concrete  flat  slabs  shall  apply  to  such  floors 
and  roofs,  consisting  of  three  or  more  rows  of  slabs, 
without  beams  or  girders,  supported  on  columns,  the  con- 
>ti  uction  being  continuous  over  the  columns  and  forming 
with  them  a  monolithic  structure. 

Rule  2.  Compliance  with  Building  Code.  In  the  de¬ 
sign  of  reinforced  concrete  flat  slabs,  the  provisions  of 
article  16  of  the  building  code  shall  govern  with  respect 
bo  such  matters  as  are  specified  therein. 

Rule  3.  Assumptions.  In  calculations  for  the  strength 
of  reinforced  concrete  flat  slabs,  the  following  assump¬ 
tions  shall  be  made : 

(a)  A  plane  section  before  bending  remains  plane  after 
bending ; 

(b)  The  modulus  of  elasticity  of  concrete  in  compres¬ 
sion  within  the  allowable  working  stresses  is  constant ; 

(c)  The  adhesion  between  concrete  and  reinforcement 
is  perfect; 

(d)  The  tensile  strength  of  concrete  is  nil; 

(e)  Initial  stress  in  the  reinforcement  due  to  contrac¬ 
tion  or  expansion  in  the  concrete  is  negligible. 

Rule  4.  Stresses.  (a)  The  allowable  unit  shear  in 
reinforced  concrete  flat  slabs  on  the  bd  section  around 
the  oerimeter  of  the  column  capital  shall  not  exceed  one 
hundred  twenty  (120)  pounds  per  square  inch;  and  the 
allowable  unit  shearing  stress  on  the  bid  section  around 
the  perimeter  of  the  drop  shall  not  exceed  sixty  (60) 
mounds  per  sciuare  inch,  provided  that  the  reinforcement 
is  so  arranged  or  anchored  that  the  stress  may  be  fully 
developed  for  both  positive  and  negative  moments. 

(b)  The  extreme  fibre  stress  to  be  used  in  concrete 
in  compression  at  the  column  head  section  shall  not  exceed 
seven  hundred  fifty  (750)  pounds  per  square  inch. 

Rule  5.  Columns.  For  columns  supporting  rein¬ 
forced  concrete  flat  slabs,  the  least  dimension  of  any 
column  shall  be  not  less  than  one-fifteenth  (l/l5)  of  the 
average  span  of  any  slabs  supported  by  the  columns  ;  but 
in  no  case  shall  such  least  dimension  of  any  interior 
column  supporting  a  floor  or  roof  be  less  than  sixteen 
(16)  inches  when  round  nor  fourteen  (14)  inches  when 
square ;  nor  shall  the  least  dimension  of  any  exterior 
column  be  less  than  fourteen  (44)  inches. 

Rule  6.  Column  Capital.  Every  reinforced  concrete 
oolumn  supporting  a  flat  slab  shall  be  provided  with  a 
capital  whose  diameter  is  not  less  than  .0.225  of  the  aver¬ 
age  span  of  any  slabs  supported  by  it.  Such  diameter 
shall  be  measured  where  the  vertical  thickness  of  the 
capital  is  at  least  one  and  one-half  (lTA)  inches,  and  shall 
be  the  diameter  of  the  inscribed  circle  in  that  horizontal 
plane.  The  slope  of  the  capital  considered  effective  below 
the  point  where  its  diameter  is  measured  shall  nowhere 
make  an  angle  with  the  vertical  of  more  than  fortv-five 
(45)  degrees.  In  case  a  cap  of  less  dimensions  than  here¬ 
inafter  described  as  a  drop,  is  placed  above  the  column 
capital,  the  part  of  this  cap  enclosed  within  the  lines  of 
the  column  capital  extended  unward  to  the  bottom  of  the 
slab  or  drop  at  the  slone  of  forty-five  (45)  degrees  may 
be  considered  as  part  of  the  column  capital  in  determining 
the  diameter  for  design  purposes. 

Rule  7.  Drop.  When  a  reinforced  concrete  flat  sLb 
is  thicker  in  that  portion  adjacent  to  or  surrounding  th^ 


column,  the  thickened  portion  shall  be  known  as  a  drop. 
The  width  of  such  drop  when  used,  shall  be  determined 
by  the  shearing  stress  in  the  slab  around  the  perimeter  of 
the  drop-,  but  in  no  case  shall  the  width  be  less  than  0.33 
of  the  average  span  of  any  slabs  of  which  it  forms  a  part. 
In  computing  the  thickness  of  drop  required  by  the  nega¬ 
tive  moment  on  the  column  head  section,  the  width  of  the 
drop  only  shall  be  considered  as  effective  in  resisting  the 
compressive  stress,  but  in  no  case  shall  the  thickness  of 
such  drops  be  less  than  0.33  of  the  thickness  of  the  slab. 
Where  drops  are  used  over  interior  columns,  correspond¬ 
ing  drops  shall  be  employed  over  exterior  columns  and 
shall  extend  to  the  one-sixth  (1/6)  point  of  the  panel  from 
the  center  of  the  column. 

Rule  8.  Slab  Thickness.  The  thickness  of  a  reinT 
forced  concrete  flat  slab  shall  be  not  less  than  that 
derived  by  the  formulae  t  =  0.024  L  V  w  +  1 for 
slabs  without  drops,  and  t  =  0.0i2  L  V  w  +  1  for  slabs 
with  drops,  in  which  t  is  the  thickness  of  the  slab  in 
inches,  L  i§  the  average  span  of  the  slab  in  feet,  and 
w  is  the  total  live  and  dead  load  in  p-ounds  per  square 
foot;  but  in  no  case  shall  this  thickness  be  less  than 

one-thirty-second  (1/32)  of  the  average  span  of  the  slab 
for  floors,  nor  less  than  one-fortieth  (l/40)  of  the  aver¬ 
age  span  of  the  slab  for  roofs,  nor  less  than  six  (6) 

inches  for  floors  nor  less  than  five  (5)  inches  for  roofs. 

Rule  9.  Reinforcement,  (a)  In  the  calculation  of 
moments  at  any  section,  all  the  reinforcing  bars  which 
cross  that  section  may  be  used,  provided  that  such  bars 
extend  far  enough  on  each  side  of  such  section  to  de¬ 
velop  the  full  amount  of  the  stress  at  that  ' section.  The 
effective  area  of  the  reinforcement  at  any  moment  section 
shall  be  the  sectional  area  of  the  bars  crossing  such  sec¬ 
tion  multiplied  by  the  sine  of  the  angle  of  such  bars  with 

the  plane  of  the  section.  The  distribution  of  the  rein¬ 
forcement  of  the  several  bands  shall  be  arranged  to  fully 
provide  for  the  intermediate  moments  at  any  section. 

(b)  Splices  in  bars  may  be  made  wherever  convenient 
but  preferably  at  points  of  minimum  stress.  The  length 
of  any  splice  shall  be  not  less  than  eighty  (80)  bar  diam¬ 
eters  and  in  rto  case  less  than  two  (2)  feet.  The  splicing 
of  adjacent  bars  shall  be  avoided  as  far  as  possible.  Slab 
bars  which  are  lapped  over  the  column,  the  sectional  area 
of  both  being  included  in  the  calculation  for  negative 
moment,  shall  extend  to  the  lines  of  inflection  beyond  the 
column  center. 

(c)  When  the  reinforcement  is  arranged  in  bands,  at 
least  fifty  (50)  per  cent  of  the  bars  in  any  band  shall  be 
of  a  length  not  less  than  the  distance  center  to  center 
lof  columns  measured  rectangularly  and  diagonally ;  no 
bars  used  as  positive  reinforcement  shall  be  of  a  length 
less  than  half  (J4)  the  panel  length  plus  forty  (40)  bar 
diameters  for  cross  bands,  or  less  than  seven-tenths 
(7/10)  of  the  panel  length  plus  forty  (40)  bar  diameters 
for  diagonal  bands  and  no  bars  used  as  negative  rein¬ 
forcement  shall  be  of  a  length  less  than  half  (J4)  the 
panel  length.  All  reinforcement  framing  perpendicular 
to  the  wall  in  exterior  panels  shall  extend  to  the  outer 
edge  of  the  panel  and  shall  be  hooked  or  otherwise 
anchored. 

(d)  Adequate  means  shall  be  provided  for  properly 
maintaining  all  slab  reinforcement  in  the  position  assumed 
by  the  computations. 

Rule  10.  Line  of  Inflection.  In  the  design  of  rein¬ 
forced  concrete  flat  slab  construction,  for  -the  purpose  of 
making  calculations  of  the  bending  moments  at  sections 
other  than  defined  in  these  rules,  the  line  of  inflection 
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shall  be  considered  as  being  located  one-quarter  the 

distance,  center  to  center,  of  columns,  rectangularly  and 
diagonally,  from  center  of  columns  for  panels  without 
drops,  and  three-tenths  (3/ 10)  of  such  distance  for  panels 
with  drops. 

Rule  11.  Moment  Sections.  For  the  purpose  of  de¬ 
sign  of  reinforced  concrete  flat  slabs,  that  portion  of  the 
section  across  a  panel,  along  a  line  midway  between  col¬ 
umns,  which  lies  within  the  middle  two  quarters  of  the 
width  of  the  panel  shall  be  known  as  the  inner  section, 
and  those  portions  of  the  section  in  the  two  outer  quar¬ 
ters  of  the  width  of  the  panel  shall  be  known  as  the  outer 
sections.  Of  the  section  which  follows  a  panel  edge  from 
column  to  column  and  which  includes  the  quarter  peri¬ 
meters  of  the  edges  of  the  column  capitals,  that  portion 
within  the  middle  two  quarters  of  the  panel  width  shall 
be  known  as  the  mid  section  and  the  two  remaining  por¬ 
tions,  each  having  a  projected  width  equal  to  one-quarter 
of  the  panel  width,  shall  be  known  as  the  column  head 
sections. 

Rule  12.  Bending  Moments.  In  the  design  of  rein¬ 
forced  concrete  flat  slabs  the  following  provisions  with 
respect  to  bending  moments  shall  be  observed.  In  the 
moment  expressions  used: 

W  is  the  total  dead  and  live  load  on  the  panel  under 
consideration,  including  the  weight  of  drop  whether  a 
square,  rectangle  or  parallelogram ; 

W,  is  the  total  live  load  on  the  panel  under  considera¬ 
tion  ; 

L  is  the  length  of  side  of  a  square  panel  center  to 
center  of  columns’;  or  the  average  span  of  a  rectangular 
panel  which  is  the  mean  length  of  the  two  sides  ; 

n  is  the  ratio  of  the  greater  to  the  less  dimension  of 
the  panel ; 

h  is  the  unsupported  length  of  a  column  in  inches,  meas¬ 
ured  from  top  of  slab  to  base  of  capital ; 

T  is  the  moment  of  inertia  of  the  reinforced  concrete 
column  section. 


moment  on  the  two  outer  sections  shall  be  +  1/74  W  L, 
and  the  positive  moment  on  the  inner  section  shall  be 
+  ]/l00  W  L,  for  slabs  without  drops. 

3.  In  three-way  systems ,  the  negative  moment  on  the 
column  head  and  mid  sections  and  the  positive  moment 
on  the*  two  outer  sections,  shall  be  as  specified  for  Four- 
Way  Systems.  In  the  expression  for  the  bending  mo¬ 
ments  on  the  various  sections,  the  length  E  shall  be 
assumed  as  the  distance  center  to  center  of  columns, 
and  the  load  W  as  the  load  on  the  parallelogram  panel. 

B.  Interior  Rectangular  Panels. 

1.  When  the  ratio  n  does  not  exceed  1.1,  all  compu¬ 
tations  shall  be  based  on  a  square  panel  of  a  length 
equal  to  the  average  span,  and  the  reinforcement  shall 
be  equally  distributed  in  the  short  and  long  directions 
according  to  the  bending  moment  coefficients  specified 
for  interior  square  panels. 

2.  When  the  ratio  n  lies  between  1.1  and  1.33,  the 
bending  moment  coefficients  specified  for  interior  square 
panels  shall  be  applied  in  the  following  manner: 

(a)  In  tzvo-way  systems,  the  negative  moments  on  the 
two  column  head  sections  and  the  mid  section  and  the 
positive  moment  on  the  two  outer  sections  and  the 
inner  section  at  right  angles  to  the  long  direction  shall 
be  determined  as  for  a  square  panel  of  a  length  equal  to 
the  greater  dimension  of  the  rectangular  panel:  and  the 
corresponding  moments  'on  the  sections  at  right  angles 
to  the  short  direction  shall  be  determined  as  for  a  sciuare 
panel  of  a  length  equal  to  the  lesser  dimension  of  the 
rectangular  panel.  In  no  case  shall  the  amount  of  rein¬ 
forcement  in  the  short  direction  be  less  than  two-thirds 
(2/3')  lof  that  in  the  long  direction  The  load  W  shall 
be  taken  as  the  load/  on  the  rectangular  panel  under  con¬ 
sideration. 

(b)  In  four-way  systems,  for  the  rectangular  bands,  the 
negative  moment  on  the  column  head  sections  and  the 
positive  moment  on  the  outer  sections  shall  be  determined 
in  the  same  manner  as  indicated  for  tivo^zvay  systems. 


A.  Interior  Square  Panels.  The  numerical  sum  of 
the  positive  and  negative  moments  shall  be  not  less  than 
1/17  W  L.  A  variation  of  plus  or  minus  five  (5)  per 
cent  shall  be  permitted  in  the  expression  for  the  moment 
on  any  section,  but  in  no  case  'shall  the  sum  of  the  nega¬ 
tive  moments  be  less  than  sixtv-six  (66)  per  cent  of 
the  total  moment,  nor  the  sum  of  the  positive  moments 
be  less  than  thirty-four  (34)  per  cent  of  the  total  moment 
for  slabs  with  drops ;  nor  shall  the  sum  of  the  negative 
moments  be  less  than  sixty  (60)  per  cent  of  the  total 
moment,  nor  the  sum  of  the  positive  moments  be  less 
than  forty  (40)  per  cent  of  the  total  moment  for  slabs 
without  drops. 

1.  In  two-way  systems,  for  slabs  with  drops,  the  nega¬ 
tive  moment  resisted  on  two  column  head  sections  shall 
be  —  l/32  W  L;  the  negative  moment  on  the  mid  sec¬ 
tion  shall  be  —  1/133  W  L;  the  positive  moment  ion 
the  two  outer  sections  shall  be  -j-  1/80  W  L  and  the 
positive  moment  on  the  inner  section  shall  be  +.1/133 
W  L;  and  for  slabs  without  drops,  the  negative  moment 
resisted  on  two  column  head  sections  shall  be  —  1/36 
W  L,  the  negative  moment  on  the  mid  section  shall  be 
— •  1/133  W  L,  the  positive  moment  on  the  two  outer 
sections  shall  be  +  l/63  W  L  and  the  positive  moment 
on  the  inner  section  shall  be  +  1/133  W  L 

2.  In  four-way  systems,  the  negative  moments  shall  be 
as  specified  for  Two-Way  Systems;  the  positive  mo¬ 
ment  on  the  two  outer  sections  shall  be  +  1/100  W  L 
and  the  positive  moment  on  the  inner  section  sin1'  be 
+  1/100  W  L  for  slabs  with  drops;  and  the  positive 


For  the  diagonal  bands  the  negative  moments  on  the 
column  head  and  mid  sections  and  the  positive  moment 
on  the  inner  section  shall  be  determined  as  for  a  square 
panel  of  a  length  equal  tni  the  average  span  of  the  rect¬ 
angle.  The  load  W  shall  be  taken  as  the  load  on  the 
rectangular  panel  under  consideration. 

(c)  In  three-zmy  systems,  the  negative  and  positive  mo¬ 
ments  on  the  bands  running  parallel  to  the  long  direc¬ 
tion  shall  be  determined  as  for  a  square  whose  side  is 
equal  to  the  greater  dimension :  and  the  moments  on 
the  bands  running  parallel  to  the  short  direction  shall 
be  determined  as  for  a  sciuare  whose  side  is  equal  to 
the  lesser  dimension.  The  load  W  shall  be  taken  as  the 
load  on  the  parallelogram  panel  under  consideration. 

* 

C.  Exterior  Panels.  The  negative  moments  at  the 
first  interior  row  of  columns  and  the  positive  moments 
at  the  center  of  the  exterior  panels  on  moment  sections 
parallel  to  the  wall,  shall  be  increased  twenty  (20)  per 
cent  over  those  specified  above  for  interior  panels.  The 
negative  moment  on  moment  sections  at  the  wall  and 
parallel  thereto  shall  be  determined  by  the  conditions 
of  restraint,  but  the  negative  moment  on  the  mid  sec¬ 
tion  shall  never  be  considered  less  than  fifty  (50)  per 
cent  and  the  negative  moment  on  the  column  head  sec¬ 
tion  never  less  than  eighty  (80)  per  cent  of  the  corre¬ 
sponding  moments  at  the  first  interior  row  of  columns. 

D.  Interior  Columns  shall  be  designed  for  the  bend¬ 
ing  moments  developed  by  unequally  loaded  panels,  ec¬ 
centric  loading  or  uneven  spacing  of  columns.  The 
bending  moment  resulting  from  unequally  loaded  panels 
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shall  be  considered  as  1/40  Wj  L,  and  shall  be  resisted 
by  the  columns  immediately  above  and  below  the  floor 
line  under1  consideration  in  direct  proportion  to  the  values 
of  their  ratios  of  I/h. 

E.  Wall  Columns  shall  be  designed  to  resist  bending 
in  the  same  manner  as  interior  columns,  except  that  W 
shall  be  substituted  for  W,  in  the  formula  for  the  mo¬ 
ment.  The  moment  so  computed  may  be  reduced  by  the 
counter  moment  of  the  weight  of  the  structure  which 
projects  beyond*  the  center  line  of  the  wall  columns. 

F.  Roof  Columns  shall  be  designed  to  resist  the  total 
moment  resulting  from  unequally  loaded  panels,  as  ex¬ 
pressed  by  the  formulae  in  paragraphs  (D)  and  (E)  of 
this  rule. 

Rule  13.  Walls  and  Openings.  In  the  design  and 
construction  of  reinforced  concrete  flat  slabs,  additional 


slab  thickness,  girders  or  beams  shall  be  provided  to 
carry  any  walls  or  concentrated  loads  in  addition  to 
the  specified  uniform  live  and  dead  loads.  Such  girders 
or  beams  shall  be  assumed  to  carry  twenty  (20)  per  cent 
of  the  total  live  and  dead  panel  load  in  addition  to  the 
wall  load.  Beams  shall  also  be  provided  in  case  openings 
in  the  floor  reduce  the  working  strength  of  the  slab  below 
the  prescribed  carrying  capacity. 

Rule  14.  Special  Panels.  For  structures  having  a 
width  of  less  than  three  (3)  rows  of  slabs,  or  in  which 
exterior  drops,  capitals  or  columns  are  omitted,  or  in 
which  irregular  or  special  panels  are  used,  and  for  which 
the  rules  relating  to  the  design '  of  reinforced  flat  slabs 
do  not  directly  apply,  the  computations  in  the  analysis 
of  the  design  of  such  panels,  shall,  when  so  required, 
be  filed  with  the  superintendent  of  buildings. 


GENERAL  RESOLUTION 


CLASSIFICATION  OF  BUILDING  USED  FOR  DOCTORS’  OFFICES. 


The  board  of  appeals,  in  rendering  its  decision  on  an 
appeal,  December  5,  1916  (Cal.  262-16-A)  promulgated  the 
following  general  resolution : 

“In  the  opinion  of  the  board  of  appeals  a  building  ar¬ 


ranged  for  and  devoted  to  doctors’  offices,  patients’  rooms 
and  laboratories  used  in  connection  with  such  doctors’ 
offices  is  deemed  to  be  a  sanitarium,  provided  that  such  a 
building  is  not  used  for  other  purposes,  except  a  single 
living  apartment  for  a  caretaker.” 


/ 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1/4-3 

cement. 

Mix, 

4  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2-4 

cement. 

Mix,. 

5  pounds 

of 

hydrated 

lime 

per 

bag 

of 

l-2y2-5 

Mix, 

6  pounds 

of 

hydrated 

lime 

'per 

bag 

of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


NOTICE 


The  Rules  adopted  by  the  Board  of  Standards  and  Appeals,  June  27,  1922,  governing  fire  extinguishing  appli¬ 
ances  :  “Standpipe” — “Fire  Line”  will  be  published  in  pamphlet  form  and  ready  for  distribution  on  or  about  October 
15,  1922. 

Copies  of  these  rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the  Board,  or  will  be  mailed 
to  those  desiring  same,  if  the  request  is  accompanied  by  a  nine  and  one-half  inch  self-addres~ed  envelope  and  stamped 
with  four  cents  postage. 

Wm.  J.  O’Gorman,  Secretary. 
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SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 


Cases  filed  up  to  and  including  September  21,  1922 - 1132 


Restored 

to  calendar  . 

.  85 

Miscellaneous  Actions. 

Requests 

fo  reopen  . 

.  114 

Requests 

to  amend  . 

.  18 

Requests 

for  modification  . 

.Requests 

.  0 

Requests 

for  extension  of  time  . 

\ 

.  18 

Rules  proposed  . 

I 

Requests  to  install  . 

Administrative  requests  . . 
Requests  for  interpretation 


Total  . ' . . 1791 

Disposed  of  . 1317 


Cases  pending  September  21,  19i22  .  474 


DISPOSITION  OF  CASES. 


Withdrawn  .  103 

Dismissed  .  112 

Denied  .  175 

Granted  .  88 

Granted  on  condition  .  637 

Appliances  approved  .  21 

Appliances  disapproved  .  7 

Miscellaneous  Actions.* 

Requests  to  reopen  granted  .  104 

Requests  to  reopen  denied  .  9 

Requests  to  amend  granted  .  18 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  11 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 


Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted 
Requests  for  extension  of  time  denied  . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 


Administrative  requests  denied  .  0 

Interpretations  .  2 

Requests  withdrawn  .  1 


Total  . 1317* 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  fo,  relief  at  the  -lands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
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New  York  City. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10' a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 
iBoard  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 
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John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan . Fire  Commissioner 

Charles  Brady  . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville . , .  Supt.  of  Buildings,  The  Bronx 
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John  W.  Moore .  Supt.  of  Buildings,  Queens 

William  J.  McDermott  . . .  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours— 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  September 
26,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  September  26,  1922. 

Minutes  of  Special  Meeting,  Board  of  Appeals. 

September  22,  1922. 

Progress  Report. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  sand  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  October  .3, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  10,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepte4  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board.  • 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice.' 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Anneals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  September  28,  1922.' 


Cal.  No. 
1159-22-S . 

Department  Order  No. 

. F.  D . LD-37179  &  37181 

1158-22-A . 

. F.D . 

.  F-37183-37184-37185 

1157-22- A . 

. F.D . 

.  F-37186-37187 

1156-22-BZ . 

. F.D . 

.  C-13280 

1155-22-S . 

. F.D . 

.  LD-38579 

1154-22-S . 

. F.D . 

.  LD-38281 

1153-22-S . 

. F.D . 

.  LD-34215 

1152-22-A . 

. F.D . 

.  C-73973 

1151-22-A . 

. F.D . 

.  F-13721-13722 

1150-22- A . 

. F.D . 

1149-22-A . 

. F.D . 

.  F-37539 

1148-22-BZ . 

. B.B.Bx.  . 

.  N.  B.  2812-1921 

1147-22-BZ . 

. F.D . 

219  McKinley  Ave.,  Queens 

1146-22-BZ . 

. F.D . 

211  McKinley  Ave.,  Queens 

1145-2)2- A . 

. B.B.M  .. 

.  Alt.  1428-1922 

1144-22- A . 

. BJB.M.  ., 

.  Alt.  773-1922 

1143-22- A . 

. F.D . 

.  LC-71616 

1142-22-A . 

. F.D . 

.  LC-70007 

1141-22-A . 

. F.D . 

.  LC-71991 

1140-22- A . 

. F.D . 

. .  LC-69633 

1139-22-BZ . 

. B.B.B.  .. 

.  N.  B.  15313-1922 

1138-22-BZ . 

. B.B.B.  .. 

.  N.  B.  14818-1922 

1137-22-BZ . 

. F.D . 

.  Alt.  1151-1922 

1136-22-S . 

♦ 

. F.D . 

.  LD-34899 

1135-22-S . 

. B.B.M.  .. 

.  Alt.  1196-1922 

1134-22-S . 

. F.D . 

1133-22-A . 

. F.D . 

.  LC-13552 

CODE. 


F.D . Fire  Department 

H.D . Health  Department 


B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . . . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings..  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  3,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1048-22-BZ. 

APPLICANT — Edward  M.  Adelsohn,  for  Saidie  E.  Miller, 
owner. 

PREMISES — 585-599  East  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  5  motor  vehicles. 

1025-22-BZ. 

APPLICANT — William  F.  Doyle,  for  M.  Margolin,  owner. 

PREMISES — Northeast  corner  Hancock  street  and  Cypress 
avenue,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  5  motor  vehicles. 

967-22-BZ. 

APPLICANT — Edward  C.  Johnson,  for  Abram  E.  John¬ 
son,  owner. 

PREMISES — 7090  Amboy  Road,  Tottenville,  Richmond. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars. 

1030-22-BZ. 

APPLICANT — Benjamin  Antin,  for  Rose  Goldman,  owner. 

PREMISES — 1831  Grand  Boulevard.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  of  an 
existing  private  garage  into  a  store  building. 

453-22-BZ. 

APPLICANT — Mark  B.  Bennitt,  for  Tillie  Opitz.  owner. 

PREMISES — 7806  Beaufort  avenue,  Woodhaven,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

1023-22-BZ. 

APPLICANT — Simon  I.  Schwartz,  for  12  East  86th  Street 
Corporation,  owner. 

PREMISES — 1150-116S  Madison  avenue,  22-42  East  86th 
street,  21-41  East  85th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  use  of  premises  for  business 
use  and  to  erect  a  building  exceeding  the  height 
requirements  of  the  Zoning  Resolution. 

107H22-BZ. 

APPLICANT — William  F.  Doyle,  for  Billingsley  Holding 
Corp.,  owner. 

PREMISES — East  side  Jerome  avenue,  113.06  ft.  north 
of  East  170th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  cars. 

1092-22-BZ. 

APPLICANT — Harold  J.  Crookes,  for  Herman  R.  Maier, 
owner. 

PREMISES — 4432-4438  Broadway,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  3- 
story  public  garage. 

BOARD  OF  APPEALS. 

Tuesday,  October  3,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

907-22- A — North  side  Nelson  avenue,  at  Manley  street, 
Queens. 

911- 22-A — 433-443  Van  Brunt  street,  Brooklyn. 

912- 22-A — 445-455  Van  Brunt  street,  Brooklyn. 
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B14-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

916-22-A — 79-81  Grand  avenue,  Brooklyn. 

921-22- A — 4185  Park  avenue,  The  Bronx. 

931-22-A — West  side  Ocean  avenue,  100  ft.  south  of 
Kimball  avenue,  Queens. 

94  3-22-A — 801  7th  avenue,  Manhattan. 

899-22-A — South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

948- 22-A — 801  Seventh  avenue,  Manhattan. 

949- 22-A — Jamaica  Bay,  foot  of  Beach  109th  street,  Rock- 

away  Beach,  Queens. 

951-22-iA — 125  Morningside  avenue,  Manhattan. 

953-22-A — 735  Bedford  avenue,  Brooklyn. 

782-22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

1038-22-A — 260-262  West  41st  street,  Manhattan. 

1044-22- A — 35  West  83rd  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  3,  1922,  at  10 
o’clock,  in  Room  919, '  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  498-22-BZ— Application,  June  23,  1922,  under  the 
building  zone  resolution,  of  Rabenold 
&  Scribner,  attorneys,  on  behalf  of  Gen¬ 
eral  Baking  Co.,  jjwner,  for  a  rehear¬ 
ing  of  an  application  previously  denied, 
to  permit  in  a  residence  district  the  ex¬ 
tension  of  a  two-story  existing  bakery 
building;  premises  3240-3256  Bronx 
boulevard,  The  Bronx. 

cal.  no.  786-22-BZ — Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  John 
Schwaibenberg,  applicant,  on  behalf  of 
A.  Shereshevsky,  owner,  to  permit  in 
a  residence  district  the  extension  in 
area  of  an  existing  stable ;  premises 
1331  Franklyn  avenue,  The  Bronx. 

cal.  NO.  797-22-BZ— Application,  June  7,  1922,  under  the 
building  zone  resolution,  of  Bernard 
Jordan,  applicant,  on  behalf  of  Yale 
Land  Company,  owner,  to  permit  in  a 
business  district  the  erection  of  a  black¬ 
smith  shop;  premises  west  side  Fresh 
Meadow  road,  245.08  ft.  south  of  Nor¬ 
wood  avenue,  Flushing,  Queens. 

CAL.  NO.  855-22-BZ— Application,  June  23,  1922,  under  the 
building  zone  resolution,  of  Wm.  A. 
Blecher,  applicant,  on  behalf  of  Louis 
Tuffano,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles ; 
premises  north  side  Rockaway  boule¬ 
vard,  58.28  ft.  west  of  102nd  street, 
Ozone  Park,  Queens. 

cal.  no.  1111-22-BZ — Application,  September  12,  1922,  under 
the  building  zone  resolution,  of  Julius 
Miller,  President  of  the  Borough  of 
Manhattan,  on  behalf  of  the  City  of 
New  York,  owner,  to  permit  the  erec¬ 
tion  of  a  building  with  the  omission  of 
rear  yard  as  required  by  Zone  Resolu¬ 
tion  ;  premises  35  West  134th  street, 
Manhattan. 

cal.  no.  821-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Charles 
M.  Spindler,  applicant,  on  behalf  of 
Edward  W.  Pica,  owner,  to  permit  in 
an  unrestricted  district  the  mainten¬ 
ance  of  a  garage  for  more  than  five 
motor  vehicles  .on  the  same  street  with 


a  public  school ;  premises  190  Varick 
street,  57  King  street,  Manhattan. 
cal.  no.  701-22-BZ — Application,  May  16,  1922,  under  the 
building  zone  resolution,  of  August 
Kroepke,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  four  car  garage;  premises 
2261  Powell  avenue,  The  Bronx. 
cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S.  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  motor  vehicle  repair  shop ;  prem- 
.  ises  91-931  Hope  avenue,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  3,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

973-22-S— 4201-4223  1st  avenue,  Brooklyn. 

952-22-S— 828  9th  avenue,  Manhattan. 

893-22-S— 277-279  Bowery,  Manhattan. 

719-22-S — North  side  Bank  street,  350  feet  west  of  Jersey 
street,  Richmond. 

906-22-S — 311  West  40th  street,  Manhattan. 

993 -22- S — 545  Broadway,  Manhattan. 

10'34-22-S— 411  East  22nd  street,  Manhattan. 

1050- 22-S — 451  West  39th  street,  Manhattan. 

1051- 22-S — 16-20  East  12th  street,  Manhattan. 

935-22-S1 — 43  Mercer  street,  Manhattan. 

1017-22-S — 249  East  65th  street,  Manhattan. 

1059- 22-S— 28--30  West  20th  street,  31-33  West  19th  street, 

Manhattan. 

1060- 22-S — 502-506  East  74th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

685-22- S  — Maxon  Automatic  Cut-off  Valve,  approval  of. 
1 115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1122-22-S — Home  Oil  Burner,  approval  of. 

1134-22-S — Beach-Russ  Rotary  Pump,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  6,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

828-22-A — South  side  Dutch  Kills  Creek,  203  ft.  west  of 
Borden  avenue,  Queens. 

885-22-A— 183  East  80th  street.  Manhattan. 

348-21-A — 504  Union  street,  Brooklyn. 

642-22-A — 367  Southern  Boulevard,  The  Bronx. 

783-22-A — 420  East  21st  street,  2015  Cortelyou  Road, 
Brooklyn. 

500-22-A — 774-808  Pacific  street,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22- A — Block  bounded  by  Second  avenue.  Gowanus  Ca¬ 

nal,  11th  and  12th  streets,  Brooklyn. 
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244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  •'■venue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12  streets  and  East  River,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  afternoon,  October  6,  1922,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  555-22-BZ — Application,  April  13,  1922;  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles :  premises  •  359-363  Pulaski 
street,  Brooklyn. 

cal.  no.  605-22-BZ — Application,  April  24,  1922,  under  the 
building  zone  resolution,  of  A.  White 
Pierce,  architect,  on  behalf  of  Cataldo 
Mascialino.  owner,  to  permit  in  a  busi¬ 
ness  district  the  extension  of  existing 
repair  shop  for  dwelling  and  storage 
above;  premises  2209-2211  Cortelyou 
Road,  Brooklyn. 

cal.  no.  860-22-BZ — Application,  June  26,  1922,  under  the 

building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
behalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue.  The  Bronx. 

cal.  no.  717-22-BZ — Application.  May  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Anne 
Gully,  owner,  to  permit  in  a  business 
district  the  erection  of  a  basement  and 
.  one  story  garage  for  more  than  five 

motor  vehicles :  premises  2966-2972  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  1221-21-BZ — Application,  October  24.  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  842-22-BZ — Application,  June  19,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  John 
S.  Appleby,  owner,  to  permit  in  a 
business  district  the  erection  of  a  pub¬ 
lic  garage;  premises  621-627  Fordham 
road,  The  Bronx. 

cal.  no.  660-22-BZ — Application,  May  8,  1922,  under  the 
building  zone  resolution,  of  Frank 
Tricorico,  applicant,  on  behalf  of  Anna 
Tricorico,  owner,  to  permit  in  a  busi¬ 


ness  district  the  erection  of  a  garage 
and  repair  shop ;  premises  746  Rich¬ 
mond  avenue,  Port  Richmond,  Rich¬ 
mond. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  10,  1922,  at  2  p'.  m. 

Building  Zone  Cases. 

978-22-BZ. 

APPLICANT — C.  W.  Burke,  for  Nassau  Electric  R.  R. 
Co.,  owner. 

PREMISES — 731  5th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  the 
business  of  baling  papers. 

995-22-BZ. 

APPLICANT — Abe  M.  Elkus,  owner. 

PREMISES — 130-133  Washington  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  13  motor  vehicles. 

1027-22-IBZ. 

APPLICANT — Harry  R.  Harvie,  for  Frederick  L.  Rath 
and  John  H.  Siemann,  owners. 

PREMISES— 467-473  Prospect  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  and  erec¬ 
tion  of  a  wagon  storage  building  and  garage. 

1037-22-BZ. 

APPLICANT — Frank  Hausle,  for  John  L.  Miller,  owner. 

PREMISES — Northeast  corner  West  218th  street  and  10th 
avenue  (Amsterdam  avenue"),  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  garage  for 
more  than  5  cars. 

1085-22-BZ. 

APPLICANT — Dept,  of  Plant  and  Structures,  for  City  of 
New  York,  owner. 

PREMISES — 27-31  Horatio  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  hous¬ 
ing  station  for  Department  of  Street  Cleaning. 

2031-22-BZ. 

APPLICANT — Russell  Fraser,  for  Rose  Bowden,  owner. 

PREMISES — 115  Lexington  avenue,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  one  commercial  car. 

829-22-BZ. 

APPLICANT — I.  Margan  &  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Corp.,  owner. 

PREMISES — Northwest  corner  Grand  Concourse  and 
Kinsrsbridge  Road,  The  Bronx. 

TO  PERMIT  occupancy  of  a  portion  of  the  building,  in 
residence  district,  for  business  purposes. 

883-22-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Jonas  &  Tesser, 
owners. 

PREMISES — 5502  Fort  Hamilton  Parkway,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  alteration  and  conversion  of 
an  existing  garage  to  business  purposes. 

972-22-BZ. 

APPLICANT — Joseph  A.  Nicolini,  for  Charles  Sclafani 
and  Joseph  Guardino,  owners. 

PREMISES' — 3058  Heath  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  2  commercial  cars. 
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977-22-BZ. 

APPLICANT — C.  W.  Burke,  for  New  York  Consolidated 
R.  R.  Co.,  owner. 

PREMISES — W.  S.  5th  avenue,  50  ft.  north  of  37th  street, 

Brooklyn. 

TO  PERMIT  in  a  business  district. the  maintenance  of  the 
business  of  baling  papers. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 

894-22-A — 166-168  8th  avenue,  L.  I.  City,  Queens. 

897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 

923-22-A — 360  Southern  boulevard,  Bronx. 

945-22-A — 2331  12th  avenue,  Manhattan. 

962- 22-A — Foot  of  51st  street.  Bush  Terminal  Building, 

No.  58,  Brooklyn. 

963- 22-A — 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  Brooklyn. 

969- 22-A — 109  East  40th  street,  Manhattan. 

970- 22-A — East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22-A — 322  St.  Nicholas  avenue,  northwest  corner  Pal¬ 
metto  street,  Queens. 

986-22-A — 291-297  Vernon  avenue,  L.  I.  City,  Queens. 

994-22-A — 2251-2253  Loring  place,,  Bronx.  / 

1001-22- A — 66  East  104th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  10,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 

cal.  no.  853-22-BZ — Application,  June  22,  1922,  under  the 
building  zone  resolution,  of  Bly  &  Ha- 
mann,  applicants,  on  behalf  of  Died- 
rich  Wilkins  and  John  D.  Haar,  own¬ 
ers,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five 
motor  vehicles;  premises  810  Coney 
Island  avenue,  Brooklyn. 

cal.  no.  728-22-BZ — Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  R.  Thomas 
Short,  applicant,  on  behalf  of  Clark- 
Johnson  Co.,  owner,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  15-27  Bedford  Place,  Brook¬ 
lyn. 

cal.  no.  919-22-BZ — Application,  July  10,  1922,  under  the 
building  zone  resolution,  of  Wesley  E. 
Bryde,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  three  car  garage ;  premises  3065 
Perry  avenue,  The  Bronx. 

cal.  no.  927-22-BZ— Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Frederick 
Johnson,  applicant,  on  behalf  of  M.  E. 
F.  Corporation,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 


residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  north  side  of 
Westchester  avenue,  97.11  ft.  east  of 
Stebbins  avenue,  The  Bronx. 

cal.  no.  965-22-BZ — Application,  July  20,  1922,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Co.,  applicant  and  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  of  a  telephone  exchange  building 
with  the  omission  of  a  rear  yard  and 
court  as  required  by  the  Zoning  Reso¬ 
lution;  premises  126-130  Orchard 
street,  Manhattan. 

cal.  no.  999-22-BZ — Application,  July  29,  1922,  under  the 
building  zone  resolution,  of  Frank  J. 
Schefcik,  architect,  on  behalf  of  Sam¬ 
uel  H.  Wolfman,  owner,  to  permit 
partly  in  a  residence  »and  partly  in  an 
unrestricted  district  the  erection  of  a 
2-st'ory  public  garage ;  premises  943- 
949  Atlantic  avenue,  northeast  corner 
of  Grand  avenue,  Brooklyn. 

cal.  no.  930-21-BZ — Application,  July  27,  1922,  under  the 
building  zone  resolution,  of  Frederick 
J.  Dassau,  on  behalf  of  Empire  State 
Dairy  Company,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  a  milk  distrib¬ 
uting  station  and  stable;  premises  west 
side  182nd  Place,  47  ft.  8  in.  south  of 
Fulton  street,  Jamaica,  Queens. 

cal.  no.  1552-21-BZ — Application,  April  25,  1922,  under  the 
building  zone  resolution,  of  Edward  F. 
Hammel,  engineer,  on  behalf  of  Bea¬ 
trice  R.  Freeman,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  repair  shop ; 
premises  718-720  Coney  Island  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  10,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

99'7-22-S — 164  West  22nd  street,  Manhattan. 

1008-22-S — 99-101  Bedford  avenue.  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  October  17,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

849-22- A — 354  Bowery,  Manhattan. 

900-22- A — 332-344  West  44th  street,  Manhattan. 

922-22-A — 321  Pearl  street,  Manhattan. 

934-22-A — 248  East  153rd  street,  The  Bronx. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

966-22-A — S.'S.  Nelson  avenue,  between  Manley  and  Mount 
streets,  Long  Island  City,  Queens. 

968-22-A — 107  East  82nd  street,  Manhattan. 

976-22-A — 104  South  4th  street,  Brooklyn. 


1041 


CALENDAR 


1003-22-A — 313  East  148th  street,  The  Bronx. 

1009-22-A— 1129  Southern  boulevard,  The  Bronx. 
1022-22-A — 142-152  East  31st  street,  Manhattan. 

1029-22-A — 64-66  5th  avenue,  Manhattan. 

1058-22- A — 329-337  Broadway.  Brooklyn. 

1019-22-A — 563  West  169th  street,  Manhattan. 

1011-22-A — 124  Wpst  19th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  o£  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  October  17,  1922, 
at  10  o’clock,  in  Room  919,'  Municipal  Building,  on  the 
following  matters : 

cal.  no.  1112-22-BZ — Application,  September  13,  1922,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Minnie  Low  and  the  Estate  of  Charles 
Kneeland,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainten¬ 
ance  of  a  garage  for  more  than  5  mo¬ 
tor  vehicles;  premises  2169-2175  Am¬ 
sterdam  avenue,  northeast  corner  of 
West  167th  street,  Manhattan. 

cal.  no.  845-22-BZ — Application,  June  20,  1922,  under  the 
building  zone  resolution,  of  P.  Tillion 
&  Sons,  architects,  on  behalf  of  Nellie 
Hovell,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district  the  extension  in  area 
to  an  existing  garage;  premises  802- 
804  Jamaica  avenue,  Brooklyn. 

cal.  no.  871-22-ffiiZ — Application,  June  28,  1922,  under  the 
building  zone  resolution,  of  George 
Bushman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  4-car  garage;  premises 
960  East  15th  street,  Brooklyn. 

CAL.  NO.  928-22-BZ— Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Frederick 
Gerber,  architect,  on  behalf  of  Anton 
Hoffman,  owner,  to  permit  within  the 
same  block  between  two  intersecting 
streets,  in  which  there  are  entrances 
to  schools,  the  erection  of  a  garage  for 
more  than  5  cars;  premises  311^4-315 
East  91st  street,  Manhattan. 

CAL.  no.  985-22-BZ— Application,  July  26,  1922,  under  the 
building  zone  resolution,  of  Julia  M. 
E.  Rothery,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  4  motor  ve¬ 
hicles  ;  premises  916  East  14th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  17,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 


53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of., 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap 
proval  of. 

610-22-S  —Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 
1036-22-S — Maxon  New  Style  Oil  Burner,  approval  of. 
1064-22-S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

839-22-S — Cornell  Vacuum  Burner,  approval  of. 

1104- 22-S.— Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S— Combustion  Fuel  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  20,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

838-22-A— 373-379  East  151st  street,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
ing  zone  resolution,  Friday  afternoon,  October  20,  1922, 
at  2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner”* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  1172-21-BZ— Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages  ;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

Tuesday,  October  24,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

866-22-A — 147  West  54th  street,  Manhattan. 

1041-22-A — 147  West  54th  street,  Manhattan. 

1091-22-A — 147  West  54th  street,  Manhattan. 

974- 22- A — 304  East  61st  street,  Manhattan. 

990-22-A — 321  East  54th  street,  Manhattan. 

1000-22-A — 420-426  East  105th  street,  Manhattan. 

1024-22-A — 45  Greene  street,  42-44  Wooster  street,  Man¬ 
hattan. 

920-22- A — 13  East  39th  street,  16-18  East  40th  street,  Man¬ 
hattan. 

97 5- 22- A — 11-13  Emerson  Place,  Brooklyn. 

1010-22-A — 457  West  Broadway,  Manhattan. 

1021-22-A — 3058  Perry  avenue,  The  Bronx. 

1035-22-A — 46  West  98th  street,  Manhattan. 

1054-22-A — 161  East  73rd  street,  Manhattan. 

1063-22-A — 305  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution  Tuesday  morning,  October  24,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1101-21-BZ — Application,  October  1,  1921,  under 
the  building  zone  resolution,  of  Neier 
&  Van  Derveer,  applicants,  on  behalf 
of  Eleanora  and  Felizia  Lizza,  owners, 
.for  a  rehearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  3 
commercial  cars ;  premises  1618  Mel¬ 
ville  street,  The  Bronx. 

cal.  no.  996-22-BZ — Application,  July  28,  1922,  under  the 
building  zone  resolution,  of  Otto  C. 
Infanger,  architect,  on  behalf  of  Peter 
C.  A.  Flickenschild,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  4  motor  vehicles ; 
premises  92-98  Autumn  avenue,  Brook¬ 
lyn. 

CAL.  NO.  1005-22-BZ— Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Sylvia  R.  Fromm,  owner,  to  permit  in 
a  business  district  the  extension  in  area 
to  an  existing  garage;  premises,  1003- 
1005  Morris  avenue,  The  Bronx. 

cal.  N«.  1007-22-BZ— Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  John  De¬ 
Hart,  architect,  on  behalf  of  Rachael 
Kantrowitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  exist¬ 
ing  building  from  residence  to  business 
use;  premises,  871  East  175th  street, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  November  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
903- 22- A- -538-64  Johnson  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  November  24,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  o.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

'Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan, 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 


1043 


CALENDAR 


3 1-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267:20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 
Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

,  Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352-20-A — Pier  3.  Wallabout  basin,  foot  of  Washington 
and  E  streets,  Brooklyn. 


353-20-A— Pier 

383-20-A— -Pier 
420-20-A— Pier 


421- 20-A— Pier 

422- 20-A— Pier 

423- 20-A— Pier 
471-20-A— Pier 


1205-21-A— Pier 


907-21- A — E^st 

1302-21-A— Pier 
1541-21-A— Pier 


1542-21-A— Pier 


1543- 21-A— Pier 

1544- 21-A— Pier 

1545- 21-A— Pier 


2,  Wallabout  basin,  foot  of  Washington 
and  F  streets,  Brooklyn. 

20,  East  River,  Manhattan. 

5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 

22,  foot  of  Atlantic  avenue,  Brooklyn. 

29,  foot  of  Harrison  street,  Brooklyn. 

32,  foot  of  Degraw  street,  Brooklyn, 
between  North  4th  and  5th  street,  Brook¬ 
lyn. 

No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan, 
side  South  street,  foot  of  Dover  street, 
Manhattan. 

15,  East  River,  Manhattan. 

3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  26,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  Tuesday  morning,  September  19,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  39,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
802-22-A. 

APPELLANT — S.  Weisglass  &  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 3257  Atlantic  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Irving  Baldinger. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  for  temporary  pe¬ 
riod  of  one  year. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(802-22-A) 

Whereas,  S.  Weisglass  &  Co.,  Inc.,  for  Rudolph  Reimer 
Coal  Co.,  owner,  filed,  June  8,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  3257  Atlantic  avenue,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“With  reference  to  your  application,  dated  January 
29th,  1922,  for  a  permit  to  store  combustible  fibre  (ex¬ 
celsior  pads)  at  the  above  location,  I  regret  to  inform 


you  that  I  am  without  power  to  grant  such  a  permit 
for  the  reason  that  the  storage  of  combustible  fibre  in 
a  building  located  in  the  fire  limits  and  not  in  a' 
sparsely  settled  section,  is  a  violation  of  Sub.  Div.  3-C, 
Sec.  24,  Ch.  12,  Code  of  Ord. 

“You  are  therefore  ordered  to  reduce  the  stock  of 
combustible  fibre  (excelsior  pads)  stored  on  the  prem¬ 
ises  to  one  ton.” ; 
and  _ 

Whereas,  the  building  is  frame,  1  story  in  height,  20  ft. 
x  110  ft.  in  area,  occupied  for  storage  of  steel  tubes  and 
excelsior  pads ;  and 

Whereas,  appellant  contends  that  they  have  a  four  (4) 
year  lease  on  the  property  which  still  has  approximately 
one  year  to  run,  and  at  the  end  of  that  time  the  building 
will  be  demolished ;  that  there  are  no  dwellings  within  easy 
reaching  distance  and  that  in  the  near  future 'they  expect  to 
erect  a  fireproof  shed  on  the  other  side  of  the  railroad 
tracks. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted,  to  permit  the  storage  of  ten  (10)  tons  of  ex¬ 
celsior  pads,  for  a  period  not  extending  beyond  one  year 
from  the  date  of  this  action. 


838-22-A. 

APPELLANT — Elizabeth  iBlumenauer,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 373-379  East  151st  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Joseph  Whelan. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Oct. 
20,  1922,  at  2  p.  m.,_to  submit  affidavit  and  applica¬ 
tion  made  to  superintendent  of  buildings  for  cer¬ 
tificate  of  occupancy. 
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848-22- A. 

APPELLANT — F.  P.  Keniston,  for  Fernando  Wood,  own¬ 
er. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 15-17  West  44th  street,  Manhat 
tan. 

APPEARANCES— 

For  Appellant :  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(848-22-A) 

Whereas,  F.  P.  Keniston,  for  Fernando  Wood,  owner, 
filed,  June  21,  1922,  an  appeal  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
15-17  West  44th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughput  building  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
50  ft.  x  100  ft.  in  area,  occupied,  stores  and  offices,  jewel¬ 
ers  and  custom  tailor,  a  total  of  251  persons  in  the  entire 
building,  20  of  whom  are  engaged  in  factory  work;  and 

Whereas,,  appellant  contends  that  at  the  time  of  the  is¬ 
suance  of  the  order  the  structure  contained  a  large  factory 
occupancy,  which  is  no  longer  the  case,  and  that  in  the 
future  the  use  and  occupancy  of  the  building  will  be  confined 
to  offices,  the  building  being  provided  with  an  interior  fire 
alarm  system  and  an  enclosed  fireproof  stairway,  an  exter¬ 
ior  screened  stairway  and  a  4  in.  standpipe. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  regulation  standpipe  system 
installed  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals  be  maintained ;  that  the  factory  use  be  dis¬ 
continued,  and  that  the  factory  work  occupancy  does  not  at 
any  time  exceed  twenty-five  (25)  persons. 


861-22-A. 

APPELLANT — Michael  Fischetta,  lessee. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 296  Hudson  avenue,  Brooklyn. 
APPEARANCES—  : 

For  Appellant :  Michael  Fischetta. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD' — Appeal  granted  on  condition  for  a 
period  extending  to  May  1,  1923. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  I 

THE  RESOLUTION: 

(861-22-A) 

Whereas,  Michael  Fischetta,  lessee,  for  Thomas  Green, 
owner,  filed,  Tune  26,  1922,  an  appeal  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  296  Hudson  avenue,  Brooklyn  ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“WPh  reference  to  your  application  dated  Nov  1°. 
1921.  for  a  permit  to  store  combustible  fibre  (rags) 

at  the  above  location,  I  regret  to  inform  you  that  I  am 


without  power  to  grant  such  a  permit  for  the  following 
reasons : 

“No  permit  shall  be  issued  for  the  storage  of  com¬ 
bustible  fibre  in  a  building  of  wooden  construction  lo¬ 
cated  in  the  fire  limits.  Sec.  24,  subdiv.  3-C,  Ch.  12, 
Code  of  Ord. 

“1.  You  are  therefore  ordered  to  reduce  the  stock  of 
combustible  fibre  (rags)  stored  on  the  premises  to  one 

ton.” ; 

and 

Whereas,  the  building  is  frame,  2  stories  in  height.  22  ft. 
x  40  ft.  in  area,  located  in'an  unrestricted  district  inside  the 
fire  limits ;  and 

Whereas,  the  appellant  contends  that  the  premises  is 
used  solely  for  his  own  business  and  that  there  are  no  per¬ 
sons  employed  and  no  lights  of  any  description. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  for  a  temporary  period  not  extending  beyond  May 
1,  1923,  the  quantity  of  rags  stored  to  be  limited  to  five  (5) 
tons. 


865-22-A. 

APPELLANT— Sardou,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 569  Hudson  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  David  I.  Shapiro  and  George  Sar¬ 
dou. 

For  Administration :  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 

(  865-22-A) 


Whereas.,  Sardou,  Inc.,  owner,  filed,  June  27,  1922,  an 
appeal  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  569  Hudson  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  storage  of  alcohol  in  excess  of 
ten  (10)  barrels,  as  per  Resolution  of  Board  of  Haz¬ 
ardous  Trades,  April  7th,  1922.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
25  ft.  x  87  ft.  in  area,  occupied,  cellar  and  sub-cellar.  1st 
and  2nd  stories,  toilet  specialties;  upper  two  stories,  dwell¬ 
ing.  4  families ;  and 

Whereas,  appellant  contends  that  the  character  of  the 
business  requires  the  constant  use  of  several  barrels  of 
alcohol,  the  reason  being  that  the  alcohol  is  not  all  of  the. 
same  kind:  each  barrel  is  made  by  a  different  formula,  there* 
being  as  manv  as  eighteen  (18)  different  kinds;  that  they 
require  one  or  two-  barrels  of  each  kind  or  from  35  to  40 
barrels  always  in  use ;  that  the  alcohol  when  not  in  use  is 
kept  in  a  brick  room,  with  an  iron  door,  which  room  is 
located  in  the  basement  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


872-22-A. 

APPELLANT — E.  Wiese,  owner. 

SUFTECT — Anneal  from  order  of  fire  commissioner. 
PRFMTSF^  AFFECTED— 267  Coles  lane,  The  Bronx. 
APPEARANCES— 

For  Annellant :  Harrv  Wiese. 

For  Administration  :  Impector  Liebermann  of  the 
fire  department. 
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ACTION  OF  BOARD1 — Appeal  granted  on  condition  for 
temporary  period  of  two  years, 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  IBeatty, 


Boulton.  Kearney  and  Kerby .  5 

Negative:  Fire  Chief  Kenlon .  1 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 

(872-22-A) 


Whereas.  Mrs  E.  Wiese,  owner,  filed,  June  29,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  267  Coles  lane,  Bor¬ 
ough  of  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  in  which 
is  kept  motor  vehicles  that  are  not  the  property  of  per¬ 
sons  residing  in  the  dwelling  on  the  same  lot.” ; 

and 

Whereas,  the  building  is  frame,  2  stories  in  height,  25^2 
xl8  l/ 5  ft.  in  area,  located  in  a  residence  district  outside 
the  fire  limits ;  occupied,  1st  story,  garage,  space  in  which  is 
rented  for  one  automobile  and  the  remaining  space  used  for 
owner’s  car ;  2nd  story,  storage  of  building  materials ;  and 

Whereas,  appellant  has  filed  statement  that  space  in  the 
garage  was  rented  prior  to  July  25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  herebv  is 
granted,  permitting  the  occupancy  of  this  garage  for  three 
(3)  automobiles  of  the  pleasure  car  type  for  a  period  of 
two  years  from  this  date,  on  condition  that  space  for  not 
more  than  two  (2)  of  these  cars  be  rented,  and  on  further 
condition  that  no  gasoline  be  stored  on  the  premises,  other 
than  that  in  the  tanks  of  the  cars,  and  that  no  exposed 
flame  be  used  in  the  garage. 


S80-22-A. 

APPELLANT— Walter  E.  Trum,  for  E.  J.  Trum,  Inc., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 55  3rd  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Walter  E.  Trum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Apoeal  granted  for  a  period  not 
exceeding  one  year  from  the  date  of  this  action. 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  arid  Fire  Chief 


Kenlon  . - .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(  880-22-A) 

Whereas.  Walter  E.  Trum,  owner,  filed,  June  29,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  55  Third  street, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Install  an  automatic  dry  pipe  sprinkler  system  on 
all  stories  used  for  the  storage  and  manufacture  of 
paper  boxes  *  *  ; 

and  ...  '  "7^ 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  47  ft.  x  80  ft.  6  in.  in  area  in  the  1st  story  and  47 
ft.  x  70  ft.  6  in.  in  area  above;  occupied,  cellar,  cutting  and 
cardboard  stock,  12  persons;  1st  story,  office,  stock  and  cut¬ 
ting,  10  persons ;  2nd  story,  paper  box  manufacturing.  20 
persons ;  3rd  story,  paper  box  manufacturing,  18  persons ; 
the  means  of  egress  consisting  of  an  open  interior  stairway 
and  a  60  degree  fire  escape  on  the  Hoyt  street  front ;  and 
Whereas,  appellant  contends  that  the  building  is  located 
on  a  corner  and  is  only  3  stories  in  height  and  that  fire 
drills  are  conducted  regularly  and  that  there  is  an  interior 


electric  fire  alarm  and  that  the  glue  is  cooked  by  electrical 
heating  appliances ;  the  fire  extinguishing  devices  con¬ 
sisting  of  safety  bucket  tanks,  buckets  on  shelves  and  chem¬ 
ical  extinguishers. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified  and  the  appeal  be  and  it  hereby  is  granted 
to  permit  the  present  occupancy  and  use,  with  the  present 
fire  prot&tive  equipment,  for  a  period  not  exceeding  one 
(1)  year  from  this  date. 


885-22-A. 

APPELLANT — William  John  Cherry,  for  C.  A.  Bowron, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 183  East  80th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  William  J.  Cherry. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  Oct.  6,  1922,  at  2  p.  m.,  to  submit  proof  as  to 
how  certificate  of  occupancy  was  obtained. 

900-22-A. 

APPELLANT— Walter  Ford  Tilford.  for  Tilford  Cinema 
Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISE  AFFECTED — 332-334  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD- — Chairman  read  correspondence. 

Laid  over  to  October  17,  1922,  at  10  a.  m.,  on  writ¬ 
ten  request. 


901-22-A. 

APPELLANT — X.  C.  Weinberger,  for  79th  St.  Amusement 
Corp.,  owner. 

SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1513-1517  Second  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  M.  X.  C.  Weinberger. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  . i .  1 

THE  RESOLUTION: 


(901-22-A) 

Whereas,  M.  X.  C.  Weinberger,  for  the  79th  Street 
Amusement  Corporation,  owner,  filed,  July  6,  1922,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  1513-1515-1517  Second  ave¬ 
nue,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1.  Standpipe  system  must  be  supplied  from  a  3,500 
gal.  gravity  tank  located  at  least  20  ft.  above  the  roof 
level.  .  .  "  IT! 

“2.  Standpipe  system  must  have  an  auxiliary  supply 
consisting  of  a  250  eral.  per  minute  automatic  electric  fire 
pump  with  25  H.  P.  motor,  drawing  from  a  5,000  gal. 
suction  tank  of  steel  or  reinforced  concrete.”; 

and 

Whereas,  the  building  is  fireproof,  2  stories  in  height,  76 
ft.  9  in.  x  105  ft.  in  area  (under  construction")  to  be  occu¬ 
pied  as  a  theatre ;  and 

Whereas,  appellant  contends  that  the  building  is  less  than 
40  ft.  in  height  and  that  the  interior  area  is  less  than  7,500 
sq.  ft.,  and  that  the  water  supply  will  be  taken  from  two  4- 


1046 


MINLH 


in.  independent  connections  from  East  79th  street  and  Second 
avenue,  the  pressure  in  the  main  being  47  lbs.,  and  that  this 
will  bring  the  building  under  the  provisions  of  the  standpipe 
rules  of  the  board  of  standards  and  appeals. 

Resolved,  that  the  decision  of  the  lire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  in  so  far  as  it  re¬ 
lates  to  item  No.  2  be  and  it  hereby  is  granted  on  condition 
that  a  gravity  tank  be  installed  and  that  the  decision  of  the 
fire  commissioner,  in  so  far  as  if  relates  to  item  No.  1,  be 
affirmed  and  the  appeal  as(  to  this  item  be  denied. 

903-22-A. 

APPELLANT — Englander  Spring  Bed  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 538-564  Johnson  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant :  Harry  J.  Kaufmann. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  represen¬ 
tative. 


1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  .a  busi¬ 
ness  district  and  Spruce  and  Vine  streets  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Feb.  7,  1922,  in  acting  on  N.  B.  Application 
reads :. 

“Erecting  a  garage  for  more  than  five  cars  pro¬ 
hibited  in  business  district.  See  Zone  Law.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  65  ft. 
and  a  depth  of  90  ft.,  to  be  occupied  as  a  garage  for  more 
than  5  motor  vehicles ;  and 

Whereas,  applicant  filed  his  application  under  the  pro¬ 
visions  of  section  7,  subdivision  G  of  the  building  zone 
resolution  'but  has  failed  to  file  the  required  consents. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed. 


89 1-22- A. 

APPELLANT— C.  W.  Burke,  for  South  Brooklyn  R.  R. 
Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 731  5th  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . .  0 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 


BUILDING  ZONE  CASES. 

1473-21-BZ. 

APPLICANT— W.  H.  Mohrmann. 

SUBJECT — Application  to  permit  the  maintenance  of  a 
garage. 

PREMISES  AFFECTED— 354  87th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  M.  Sommers. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  20,  1922,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


295-22-BZ. 

APPLICANT— Ezra  P.  Mott,  for  Ernest  C.  Hawkins, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  storage  of  more  than 
five  motor  vehicles.  ., 

PREMISES  AFFECTED— Southeast  corner  Jerome  ave¬ 
nue  and  Spruce  street  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD— Application  dismissed,  no  con¬ 
sents  having  been  filed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty. 
iBoulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative  . .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION : 

(295-22-BZ) 

Whereas.  Ezra  P.  Mott,  for  Ernest  C.  Hawkins,  owner, 
filed  Feb.  27,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  of 
a  garage  for  storage  of  more  than  five  motor  vehicles , 
premises  southeast  corner  of  Jerome  avenue  and  Spruce 
street,  Queens;  and  . 

Whereas,  3.  public  hesring  wrs  held  on  this  3.pr)lic3tion 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  26, 


54-22-BZ. 

APPLICANT — Pasquale  Sabbarese  and  Antonette  Sabba- 
rese,  owners. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  cars. 
PREMISES  AFFECTED — 494-6  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Sydney  Szerlip. 

For  Opposition:  David  Goodstein,  Frank  Zozori, 
James  Kapuri,  Alphonso  Nester,  Joseph 
Sorello,  Michael  Latresse  and  Michael  and 
Terresa  Citera. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION : 


(54-22-BZ) 

Whereas,  Pasquale  Sabbarese,  et  al.,  owners,  filed,  Jan¬ 
uary  13,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  storage  of  more  than 
five  motor  vehicles,  premises  494-6  New  York  avenue, 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept  26, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  New  York  avenue  is  a  busi¬ 
ness  district  and  Sterling  street  and  Lefferts  avenue  are 
residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  7,  1922,  in  acting  on  App.  17704- 
1921,  reads: 

“The  following  objections  have  been  filed  by  the 
examiners :  Denial— (Proposition  contrary  to  Zone 
Resolution  Art.  11,  Sec.  4.” ; 


I1U  ...  - 

Whereas,  the  proposed  building  is  to  be  of  non-nreproof 
onstruction,  1  story  in  height  with  a  frontage  of  40  ft. 
,nd  a  depth  of  100  ft.,  Jo  be  occupied  as  a  garage  for 
lore  than  five  motor  vehicles;  and 

Whereas,  applicant  has  filed  his  application  under  the 
irovisions  of  section  7,  subdivision  G,  but  has  failed  to 
le  consents  required. 

Resolved,  that  the  application  be  and  it  hereby  is  dis- 
lissed. 
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838-aa-BZ. 

APPLICANT — 'Harrison  G.  Wiseman,  for  Samuel  Wolf- 
man,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  theatre  building. 

PREMISES  AFFECTED— 524-532  Eastern  parkway, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  Meyers  and  Harrison  G. 
Wiseman. 

For  Opposition:  Charles  S.  Day,  Jr.,  and  W.  H. 
Mansfield. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . . . .  0 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(858-22-BZ) 

Whereas,  Harrison  G.  Wiseman,  for  Samuel  Wolfman, 
owner,  filed,  June  26,  1922,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  a  busi¬ 
ness  into  a  residence  district  of  a  proposed  theatre  build¬ 
ing;  premises  524-532  Eastern  parkway,  Brooklyn;  and  _ 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  26, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Eastern  parkway  and  Union 
street  are  residence  districts  and  Nostrand  avenue  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  7,  1922,  in  acting  on  Application  No.  3424, 
reads : 

“Denied — Proposition  contrary  to  Zone  Resolution, 
Art.  II,  Paragraph  3.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  1  story  in  height  with  a  frontage  of  89  ft. 
8  in.  and  a  depth  of  155  ft.  7  in.,  to  be  occupied  as  a  mo¬ 
tion  picture  theatre,  the  building  to  extend  29  ft.  into 
the  residence  district ;  and 

Whereas,  the  board  deemed  that  under  the  provisions 
of  section  7,  subdivision  c,  and  section  20  of  the  building 
zone  resolution  they  were  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the-  application 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  no  sign,  display,  nor  conduct  of  theatrical  business  with¬ 
in  the  residence  district  on  either  Union  street  or  Eastern 
parkway;  that  the  elevations  on  Union  street  and  Eastern 
parkway  shall  be  finished  with  face  brick,  cut  stone,  or 
architectural  terra-cotta;  that  the  returrt  of  the  gable 
walls,  within  the  residence  district,  shall  be  finished  brick 
work,  with  stone  or  architectural  terra-cotta  trimmings; 
that  there  shall  be  no  entrance  or  exit  within  the  residence 
district  except  an  emergency  exit  3  ft.  8  in.  in  width ; 

Resolved,  further,  that  all  necessary,  permits  for  the 
prosecution  of  the  work  be  obtained  within  six  (6)  months 
and  the  structure  completed  within  eighteen  (18)  months 
from  the  date  of  this  action. 


660-22-BZ.  .  . 

APPLICANT— Harry  Pelcher,  for  Frank  Tricorico, 
owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  garage  repair  shop. 

PREMISES  AFFECTED — 746  Richmond  avenue,  Port 
Richmond,  Richmond. 

APPEARANCES — N 

For  Applicant:  Harry  W.  Pelcher. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  October  6,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
plicant’s  representative,  who  shall  notify  all  parties 
in  interest. 


1 172-2 1-BZ. 

APPLICANT — Monte  London,  for  Patrick  C.  Meyers, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 643-49  W.  185th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Monte  London. 

For  Opposition:  Frank  Locker. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  October  6,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
plicant’s  representative ;  all  parties  in  interest  to 
be  notified. 


563-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  for  Isaac 
Kersten,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED1 — 2710-30  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Walter  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  October  6,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
plicant’s  representative. 


717-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  for  Anne 
Gully,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2966-2972  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Walter  J.  Dunnigan. 

For  Opposition :  Thos.  F.  Costello,  G.  McMurray 
and  John  H.  Paradise. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  October  6,  1922,  at  2  p.  m.,  on  request  of 
applicant’s  representative,  for  final  disposition. 


1465-21-BZ. 

APPLICANT — Andrew  P.  Meehan,  for  Elizabeth  J.  Col- 
gan,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of  two 
motor  vehicles ;  2  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

PREMISES  AFFECTED — 1218  Bushwick  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Mrs.  Geo.  W.  Bulmer,  verbally 
consenting  to  application. 

For  Opposition :  Danl.  Rogers,  et  al. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  Fri¬ 
day,  Oct.  20,  1922,  at  2  p.  m.,  no  one  appearing  on 
behalf  of  applicant. 


860-22-BZ. 

APPLICANT — Turner  Construction  Company,  applicant, 
on  behalf  of  Atlantic  Warehouses,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  one  time  district  the 
erection  of  a  warehouse  building  to  a  height  ex¬ 
ceeding  the  height  requirements  of  the  zoning  law. 
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PREMISES  AFFECTED — 2306-2342  Decatur  street, 

Queens. 

APPEARANCES— 

For  Applicant:  Robert  W.  Boyd. 

ACTION  OF  BOARD— Laid  over  to  special  meeting,  Fri¬ 
day,  Oct.  6,  1922,  at  2  p.  m. 


926-22-BZ.  ^ 

APPLICANT— Five  County  Realty  Corporation,  tor  Clar¬ 
ence  H.  Kelsey,  as  administrator  for  Mary  G.  Pink- 


ney  Estate,  owner. 

SUBJECT— Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the  erec¬ 
tion  of  a  2  story  public  garage. 

PREMISES  AFFECTED— 528-538  West  125th  street,  29- 
41  Moylan  Place,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Application  withdrawn. 


THE  VOTE-  .  n 

Affirmative:  Chairman  Walsh,  Messrs,  beatty, 

Boulton,  Kearney  and  Kerby .  5 

Negative  .  ® 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. .  2 


AREAS  FIXED. 

(1079-224BZ) 

The  chairman  presented  and  read  a  communication  from 
Morris  Perlstein,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  of  a  garage,  premises  1906-1930  Neptune  avenue, 


Brooklyn.  ,  ,  , 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Neptune  avenue  from  17th  street  to 
21st  street,  both  sides  of  20th  street  from  Neptune  ave¬ 
nue  to  Mermaid  avenue;  also  the  properties  adjoining 
at  south  and  west  within  a  distance  of  50  feet,  being 
properties  facing  19th  street. 


(1071-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents,  for 
the  erection  of  a  garage,  premises  Jerome  avenue,  E.  b., 
113.06  ft.  N.  of  East  170th  street,  The  Bronx. 


The  following  area  was  approved  by  the  board : 

Both  sides  of  Jerome  avenue  from  Elliot  Place  to 
172nd  street,  also  the  property  directly  at  rear  and  for 
a  distance  of  50  feet  on  either  side  of  side  lot  lines  of 
the  premises  in  question. 


(1067-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Gilbert  I.  Prawler,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents,  for 
the  erection  of  a  garage,  premises  1213-1217  East  92nd  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

iBoth  sides  of  East  92nd  street  from  Flatlands  Ave. 
to  Avenue  J,  also  the  properties  directly  at  rear  and  for 
a  distance  of  50  feet  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 


(1092-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Harold  J.  Crookes,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents,  for 
the  erection  of  a  garage,  premises  4432-4438  Broadway,  Man¬ 
hattan.  ,  .  .  ,  , 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Broadway  from  187th  street  to  a  point 
100  ft.  north  of  Fairview  avenue,  also  the  property  di¬ 
rectly  at  rear,  which  fronts  on  the  west  side  of  Wads¬ 
worth  Terrace,  from  a  point  50  ft.  north  to  a  point  50 
ft.  south  of  the  proposed  garage. 


(1037-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frank  Hausle,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents,  for  the  erec¬ 
tion  of  a  garage,  premises  northeast  corner  West  218th 
street  and  10th  avenue,  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Broadway  from  216th  street  to  219th 
street,  also  both  sides  of  10th  avenue  from  216th  street 
to  218th  street. 


Adjourned 


1.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


~~~  MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  26,  1922. 
Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton  Hol¬ 
land,  Kearney,  Kerby,  Superintendents  Brady,  Reville,  Klein- 


ert  and  McDermott.  . 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  Septem¬ 
ber  19  1922,  were  approved  as  printed  in  the  Bulletin,  JNo. 

39,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

941-22-S. 

PETITIONER — M.  A.  Goodman,  for  A.  Manuta,  lessee. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 34  New  Bowery,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Max  A.  Goodman. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville  and  McDermott  . . 

Negative  . . 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Klein- 
ert  and  Moore  . 


9 

0 

4 


THE  RESOLUTION : 

(941-22-S) 

Whereas,  M.  A.  Goodman,  for  Michael  T.  Garvey,  own¬ 
er  filed,  July  13,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  34  New  Bowery,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  foot  of  stairway  at  north  side 
of  building  to  the  street,  said  passageway  to  have  a 
width  of  not  less  than  width  of  stairway  as  per  Section 
271  of  the  Labor  Law.”; 

and 
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W  hereas,  the  building  is  non-fireproof,  5  stories  in  height, 
35  tt.  x  45  it.  and  (50  it.,  irregular  in  area,  occupied,  1st 
story,  store;  2nd  story,  storage,  1  person;  3rd  story,  carpen¬ 
ter,  3  persons ;  4th  story,  metal  works,  9  persons ;  5th  story, 
storage,  1  person;  the  means  oi  egress  consisting  ot  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  roof, 
there  being  a  hoistway  with  landing  at  foot  of  this  stairs  in 
the  1st  story;  and 

Whereas,  petitioner  proposes  to  substitute  a  tell-tale  chain 
system  in  place  ot  the  bulkhead  required. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  ot  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  hoistway  shall  be  equipped  in  accordance  with 
the  recommendations  of  the  board  ot  standards  and  appeals 
as  to  tell-tale  chain  protection. 


942-22-S. 

PETITIONER — M.  A.  Goodman,  for  Charles  Ashjian  & 
Ge.  Chookasezian,  owners, 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 210  East  26th  street  (rear), 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Max  A.  Goodman. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  Oh  BOARD: — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville  and  McDermott  . .  9 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Ftannon,  Superintendents  Klein- 
ert  and  Moore  . .  4 


THE  RESOLUTION: 

(942-22-S) 

Whereas,  M.  A.  Goodman,  for  Charles  Ashjian  &  Ge. 
Chookasezian,  owners,  filed,  July  13,  1922,  a  petition,  wnh 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  210  East  26th  street, 
rear,  Manhattan;  and 

Whereas,  the  order  of^the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof  as  per  Section  271  of  the  Labor 
Law  *  *  *. 

“2.  Arrange  the  fire  escape  on  the  north  side  of  build¬ 
ing  *  *  *. 

Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  the  course  not  fireproof, 
not  self-closing.  No  counterbalanced  stairway  to 
street.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  3 
stories  in  height,  25  ft.  x  33  ft.  in  area,  occupied,  1st  story, 
store  and  metal  strip  mfg.,  4  persons;  2nd  story,  wire  frame, 
6  persons ;  3rd  story,  storage  and  mfg.  leather  goods,  6  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  to  the  3rd  stories,  with  scuttle 
and  iron  ladder  to  roof,  enclosed  in  wood  partitions  with 
wood  doors  at  the  openings,  a  fire  escape  on  the  front  of  the 
building,  with  gooseneck  ladder  to  roof,  the  building  being 
located  on  the  rear  of  the  lot  with  egress  from  yard 
through  front  building  to  street,  fireproof  windows,  along 
the  course  of  the  fire  escape;  and 

Whereas,  petitioner  requests  that  the  scuttle  and  ladder 
to  roof  be  accepted  in  lieu  of  extending  stairs  to  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 


law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
item  No.  1,  so  long  as  conditions  as  to  use  and  occupancy 
remain  unchanged,  and  that  the  petition  as  to  item  No.  2 
be  dismissed  as  the  order  has  been  dismissed  by  the  fire 
commissioner  as  complied  with. 


944-22-S. 

PETITIONER— DeKlyn  Corporation,  owner. 

SUIBJEG1 — Variation  of  the  labor  law  as  cited  in  orders  of 
the  fire  commissioner  and  superintendent  of  build¬ 
ings. 

PREMISE^  AFFEC1  ED — 335-337  Fulton  street,  Brook¬ 
lyn. 

AP  PEAK  ANTES— 

For  Petitioner:  Alfred  Ely. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACriON  OF"  BOARD- — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 

McDermott  . 

Negative . [  ]  *  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 

THE  RESOLUTION: 

(944-22-S) 

Whereas,  De  Klyn  Corporation,  owner,  filed,  July  13, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
tor  variation  from  the  requirements  of  the  labor  law,  as 
cued  in  orders  of  the  fire  commissioner,  affecting  premises 
335-7  Fulton  street,  Brooklyn ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read  • 

No.  36S06-LD — 

1-  Arrange  the  fire  escape  on  the  Fulton  street  front 
of  building  and  the  openings  leading  thereto  *  *  *. 

Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  No  counterbalanced  stairway  to  street. 
No  hand  rails  on  balcony  openings,  2nd,  3rd  and  4th 
stories.  Fire  escape  does  not  cover  northerly  loft. 

2.  Provide  an  outside  iron  balcony  fire  escape  on  the 
Washington  street  front  of  building  to  include  one  win- 
down  on  each  side  of  dividing  partition  *  *  *. 

“3.  Extend  the  interior  stairs  at  south  side  of  build¬ 
ing  to  the  roof.” 

No.  36807-LD— 

“1.  Provide  exit  signs,  letters  to  be  at  least  8  in.  in 
height,  at  all  means  of  egress  with  a  red  light  over  all 
such  exits  for  use  in  time  of  darkness,  as  per  section  272 
of  the  Labor  Law.” 

No.  36808-LD— 

“1.  Arrange  the  doors  leading  to  the  stairway  on  all 
stories  upon  which  five  or  more  persons  are  employed, 
so  as  to  open  outwardly  without  obstructing  the  stair¬ 
way,  as  per  Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
25  ft.  x  50  ft.  in  area  in  the  1st  story  and  25  ft.  x  25  ft.  in 
area  above ;  occupied  as  a  tenant  factory  with  not  more  than 
13  persons  in  the  entire  building ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st  story 
to  the  roof,  enclosed  in  wood  partitions  with  wood  doors  at 
the  openings;  a  fire  escape  on  the  Fulton  street  front  of  the 
building,  with  gooseneck  ladder  to  roof  and  drop  ladder  to 
street,  with  non-fireproof  windows  along  the  course  of  the 
fire  escape;  and 

Whereas,  the  petitioner  contends  that  the  means  of  egress 
are  adequate  for  the  small  occupancy  and  that  if  the  doors 
were  to  open  outward  they  would  obstruct  the  hallway. 
Resolved,  that  the  board  of  standards  and  appeals  does 
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hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
item  No.  1,  Order  No.  36806-LD,  on  condition  that  the  open¬ 
ings  along  course  of  tire  escape  shall  be  protected  with  self- 
closing  hreproot  windows  and  that  a  counter  balanced  drop 
ladder  in  guides  be  provided  from  lowest  balcony  of  the  tire 
escape  to. the  ground  and  that  rails  be  provided  at  balcony- 
openings;  as  to  item  No.  2  on  condition  that  self-closing 
fireproof  sash  door  be  provided  in  the  halls  on  second 
and  third  stories  at  the  intersection  of  the  office  partitions, 
and  as  to  Item  No.  3,  on  condition  that  a  fixed  double  rung- 
iron  ladder  be  provided  in  the  top  story  to  scuttle  in  roof, 
and  that  any  door  to  the  closet  leading  to  scuttle  shall  be 
removed,  and  as  to  Order  No.  36808,  item  No.  1,  on  con¬ 
dition  that  the  occupancy  be  restricted  to  25  persons  above 
the  1st  story,  and  that  the  order  of  the  fire  commissioner, 
No.  36807-LD,  be  affirmed  and  that  the  petition  in  so  far 
as  it  relates  to  this  order  be  denied. 


952-22-S. 

PETITIONER— Samuel  Cohen,  for  A.  Aronstein,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREAIISES  AFFECTED — 828  9th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Max  Siegel. 

ACTION  OF  BOARD1 — Laid  over  to  Oct.  3,  1922,  at  2  p. 

m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 


Kerby,  Superintendents  Brady  and  McDer¬ 
mott  .  6 

Negative:  Chairman  Walsh,  Mr.  Holland,  Su¬ 
perintendents  Reville  and  Kleinert  .  4 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 


956^22-S. 

PETITIONER — William  F.  Doyle,  for  59th  Street  and 
Madison  Avenue  Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 619-621  Madison  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  F.  Doyle. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert  and  Mc¬ 


Dermott  .  10 

Negative .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 

Moore  .  3 

THE  RESOLUTION : 

(956-22-S) 


Whereas,  William  F.  Doyle,  for  59th  Street  and  Madi¬ 
son  Avenue  Corporation,  owner,  filed,  July  17,  1922,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings,  affecting  premises 
619-21  Madison  avenue,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“2.  Stairway  should  extend  to  the  roof  to  conform 
with  the  requirements  of  section  271  Labor  Department 
Order  30729.”; 
and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
53  ft.  x  51  ft.,  irregular  in  area,  occupied,  1st  story,  stores ; 
2nd  story,  factory,  10  persons ;  3rd  story,  factory,  5  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  stairway 


extending  from  the  1st  story  to  the  3rd  story,  unenclosed  • 
and 

Whereas,  the  petitioner  proposed  to  erect  a  fire  escape  on 
the  south  side  of  the  building  with  egress  to  street  through 
open  court. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  fire  escape  shall  be  erected  on  the  south 
side  of  _the  building  with  counter  balanced  stair  terminating 
in  the  court,  egress  from  same  shall  be  maintained  unob¬ 
structed  and  the  court  maintained  open  to, the  sky,  and  that 
a  double  rung  ladder  be  provided  in  the  top  story  hall  to 
the  scuttle  in  the  roof,  and  that  the  occupancy  be  limited  to 
25  persons  above  the  1st  story. 

Resolved,  further,  that  the  petition  be  granted  so  long  as 
the  conditions  as  to  use  and  occupancy  remain  substantially 
unchanged. 


971-22-S 

-PEl  ITIONER— Joseph  Geiser,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 101  Menehan  street  (rear) 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Frances  Geiser. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


McDermott  . . .  io 

Negative  . r .  q 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 

THE  RESOLUTION: 

(971-22-S) 


Whereas,  Joseph  Geiser,  owner,  filed,  July  21,  1922,  a 
petition,  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  101 
Menehan  street,  rear,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  interior  stairway  at  the  southwest 
corner  of  building  *  *  ; 

and 

Whereas,  the  building  is  frame,  3  stories  in  height,  25 
ft.  x  30  ft.  in  area,  occupied,  1st  story,  machine  shop,  4 
persons;  2nd  story,  mfr.  of  leather  goods,  6  persons;  3rd 
story,  mfr.  of  thermometers,  5  persons ;  the  means  of  egress 
consisting  of  an  exterior  iron  stairway  at  the  side  of  the 
building  extending  from  the  1st  story  to  the  3rd  story;  a 
fire  escape  on  the  front  of  building  with  gooseneck  ladder 
to  roof  and  stationary  stairs  to  ground;  with  egress  from 
yard  through  passageway  of  front  building;;  and 

Whereas,  petitioner  contends  that  the  iron  stairway  on 
the  side  of  the  building  was  recently  substituted  for  an  old 
wooden  stairway  and  that  the  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so 
long  as  the  present  use  and  occupancy  remain  substantially 
unchanged. 


973-22-S 

PETITIONER — National  Meter  Company,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 4201-4223  1st  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Herman  A.  Brand,  Adolph  Essig. 
ACTION  OF  BOARD — Laid  over  to  Oct.  3,  1922,  at  2  p. 

m. 
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989-22-S. 

PETITIONER _ W.  F.  Doyle,  for  Henry  Russell,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 810  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  .  . 

ACTION  OF  BOARD— Petition  granted  on  conditiQn. 
CONDITIONS— As  specified  in  resolution. 


VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin- 
tpnrlents  Bradv.  Reville.  Kleinert  and  Mc¬ 


Dermott  . 

Negative . . 

Absent  i  Fire  Chief  Kenlon,  Deputy  Fire  Com- 
missioner  Hannon,  Superintendent  Moore.. 


10 

0 

3 


THE  RESOLUTION : 

(989-22-S) 

Whereas,  William  F.  Doyle,  for  Henry  Russell,  owner, 
filed,  July  26,  1922,  a  petition,  with  the  board  of  standards 
and ’appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  810  Broadway,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are  the 

following: 

“Windows  on  course  not  fireproof;  stairs  not  45  de¬ 
grees  ;  doors  to  balconies  at  least  2  ft.  x  6  ft.  not  pro¬ 
vided  ;  no  stairway  from  top  balcony  to  roof  ;  no  stair¬ 
way  from  lowest  balcony  to  ground;  not  screened  to 
height  of  4  ft.  6  in.;  no  handrails  on  balcony  openings; 
no  passageway  from  termination  of  fire  escape  to  street ; 
hand  rails  on  long  side  of  balcony  opening  and  one  side 
of  stairs  not  36  in.  high.” ; 

and  .  , 

Whereas,  the  building  is  fireproof,  8  stories  (100  ft.  3 
in.)  and  pent  house  in  height,  25  ft.  x  120  ft.  in  area  in  the 
1st  story  and  25  ft.  x  110  ft.  in  area  above;  occupied  as  a 
factory  for  cutting  cloth,  with  a  total  of  25  persons  above 
the  1st  story,  the  building  being  equipped  with  a  fire  alarm 
signal  system ;  the  means  of  egress  consisting  of  an  interior 
fireproof  stairway  extending  from  the  1st  story  to  the  roof, 
a  fire  escape  on  rear  of  the  building  with  non-fireproof  win¬ 
dows  along  course  of  the  fire  escape  and  drop  ladder  to 

ya Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  the  occupancy  shall  not  be  increased  to  more 
than  25  persons  above  "the  2nd  story  and  that  a  fixed  iron 
stairway  with  flat  treads  shall  be  provided  from  the  lowest 
balcony  to  the  yard  and  a  60-degree  stair  to  roof  from  top 
balcony  and  that  all  connecting  stairways  and  balconies 
shall  be  screened  to  a  height  of  54  inches. 


997-22-S. 

PETITIONER — John  H.  Knubel,  for  Ralph  N.  Voorhis, 


UWUCl.  .  j  .  -  .  . 

SUBJECT _ Variation  of  the  labor  jaw  as  cited  in  decision 

of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 164  West  22nd  street,  Manhat¬ 


tan. 

For  Petitioner:  John  H.  Knubel,  Ralph  N.  Voor- 

ACTION  OF  BOARD — Laid  over  to  Oct.  10,  1922,  at  2 
p.  m.,  to  amend  petition. 


511-22-S. 

PETITIONER — Jacob  Carstens,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 822  Flatbush  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Henry  T.  Stohldrier,  Herman 
Hupfauf. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition!  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and  Mc¬ 
Dermott  . 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  . ^ .  3 

THE  RESOLUTION: 

(511-22-S) 

Whereas,  Jacob  Carstens,  owner,  filed,  April  7,  1922,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  822 
Flatbush  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  west  side  of  building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  in.  wide,  placed 
at  an  incline  of  not  more  than  45  degrees  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  south  side  ot 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.”; 

and  _  .  .  . 

Whereas,  the  building  is  non-nreprooa,  3  stones  in 
height,  38  by  30  ft.  in  area,  occupied  in  the  1st  story  as  a 
candy  store;  2nd  story,  business  school;  3rd  story,  manu¬ 
facturing  of  light  jewelry;  the  means  of  egress  consist¬ 
ing  of  an  interior  stairway  extending  from  the  1st  story 
to  the  3rd  story,  enclosed  in  wood  partitions  with  wood 
doors  at  the  openings;  a  fire  escape  on  the  rear  of  the 
building,  with  balconies  and  80  degree  double  rung  stairs 
with  drop  ladder  to  yard. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  school  occupancy  on  the  2nd  story 
be  discontinued  forthwith ;  that  the  rear  fire  escape 
shall  be  extended  to  embrace  at  least  two  windows  on 
the  rear  of  the  building  in  each  of  the  2nd  and  3rd  stories 
with  a  counterbalanced  stair  to  yard,  with  60  degree  con¬ 
necting  stairs  between  balconies  and  a  gooseneck  ladder 
from  top  balcony  to  roof  and  the  windows  along  course 
of  fire  escape  to  be  made  fireproof,  self-closing  in  1st  and 
2nd  stories. 


769-20-iS. 

PETITIONER— William  G.  Barr,  for  Joseph  T.  Tower, 
owner. 

SUBJECT— Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 542-4  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  William  G.  Barr. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  . 

ACTION  OF  BOARD1 — Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 
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THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 

Reville,  Kleinert  and  McDermott  .  8 

Negative:  Mr.  Holland  .  1 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

and  Moore  .  4 

THE  RESOLUTION : 

(769-22-S) 

Whereas,  William  G.  Barr,  for  Joseph  T.  Tower,  owner, 
filed,  June  1,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  542-4  Fifth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“An  inspection  of  premises  542-544  Fifth  Avenue, 

Borough  of  Manhattan,  shows  that  a  fire  drill  should 
be  established  and  maintained  therein  according  to  the 
requirements  of  Section  279  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
50  ft.  by  100  ft.  in  area,  occupied,  2nd  story,  mfg.  tailors, 
10  persons;  3rd  story,  mfg.  tailors,  14  persons;  6th  story, 
dentist,  8  persons;  7th  story,  dentist,  7  persons;  the  re¬ 
mainder  of  the  building  being  occupied  as  offices,  with  a 
total  of  271  persons  in  the  entire  building;  the  means  of 
egress  consisting  of  two  interior  stairways  extending  from 
the  1st  story  to  the  roof,  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings ;  and 

Whereas,  petitioner  contends  that  the  building  is  not  a 
factory  within  the  meaning  of  the  labor  law  in  that  less 
than  10  per  cent  of  the  persons  employed  in  the  building 
are  occupied  in  factory  work. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation'  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
holding  the  order  in  abeyance  until  May  1,  1923,  on  condi¬ 
tion  that  the  factory  use  shall  be  terminated  after  that 
period  and  that  the  factory  occupancy  shall  not  be  in¬ 
creased  in  the  meantime  and  that  the  fire  aiarm  system 
be  maintained  in  good  working  order. 

576-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Lafayette  Bldg. 
Co.,  owner. 

SUBJECT— Variation  of.  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 246-250  Canal  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department.  • 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  _  ‘ 

Affirmative:  Chairman  Walsh,  Messrs.  Beattv. 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Reville,  Kleinert  and  McDermott  9 

Negative  . . .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Moore  . .  4 

THE  RESOLUTION: 

(576-22-S) 

Whereas,  Samuel  Rosenblum,  for  Lafayette  Building 
Company,  owner,  filed,  April  18,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  246-50  Canal 

street,  Manhattan;  and  .  .  , 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  .  the  east  side 
of  No  248  building,  serving  as  a  required  means  of 
exit,  and  the  landings,  platforms  and  passageways  con¬ 


necting  therewith  on  all  sides,  with  partitions  of  fire- 
resisting  material  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  46  ft.  7  in.  by  65  ft.  irregular  in  area,  occupied 
as  stores  and  metal  working,  31  persons  above  the  2nd 
story;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  5th  story  with 
double  rung  iron  ladder  to  scuttle  in  roof,  enclosed  in 
wood  partitions  with  wood  doors  at  the  openings ;  a  45-deg. 
fire  escape  on  the  front  of  the  building,  casement  doors 
and  fireproof  windows  on  the  course  of  the  fire  escape 
and  counter-balanced  stairs  to  street;  the  building  being 
equipped  with  an  interior  fire  alarm  signal  system,  divided 
into  two  sections  by  a  fore  and  aft  brick  wall. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  loft  side  of  the  hall  partition  shall  be 
fire-retarded  with  plaster  board  and  No.  26  gauge  metal, 
the  openings  to  be  protected  with  self-closing  fireprooi 
doors  and  that  the  communicating  openings  leading  to  the 
stairway  in  the  division  wall  between  the  sections  be  pro¬ 
tected  with  self-closing  fireproof  doors  and  that  the  oc¬ 
cupancy  be  limited  to  35  persons  above  the  2nd  story. 


850-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Maude  M.  Frank, 
et  al.,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 322  East  75th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — 'Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Reville,  Kleinert  and  McDermott  9 

Negative  . 0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Moore  .  4 

THE  RESOLUTION: 

(850-22-S) 

Whereas,  Samuel  Rosenblum,  for  Maude  M.  Frank 

owner,  filed,  June  21,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  322  East  75th  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads  : 

“1.  Arrange  the  fire  escape  on  the  south  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height.  25  ft.  by  102  ft.  2  in.  in  area,  occupied,  1st  story, 
furniture  mfg.,  5  persons;  2nd  story,  furniture  mfg.,  6 
persons;  3rd  story,  aniline  dyers,  pearl  buttons,  4  per¬ 
sons;  4th  story,  silk  covered  boxes,  5  persons;  5th  story, 
pearl  buttons,  10  persons;  the  means  of  egress  consist¬ 
ing  of  an  interior  stairway  extending  from  the  1st  story 
to  the  roof,  enclosed  in  wood  and  glass  partitions  with 
wood  doors  at  openings,  a  fire  escape  on  the  rear  of  the 
building  with  landing  on  extension  roof  and  drop  ladder 
to  yard  at  west  with  fireproof  windows  along  the  course  of 
fire  escape ;  and 

Whereas,  petitioner  proposes  to  provide  a  balcony  at 
the  2nd  storv  to  connect  to  the  window  of  the  adjoining 
building  to  the  west. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  party  wall  fire  escape  balcony  be  pro¬ 
vided  at  the  2nd  story  level  leading  to  adjoining  premises 
at  the  west,  and  that  a  fixed  iron  gooseneck  ladder  be  pro¬ 
vided  from  the  extension  roof  to  yard,  egress  from  which 
is  to  be  maintained  through  adjoining  premises. 


893-22- S. 

PETITIONER— Rudolf  C.  P.  Boehler,  for  Lazarowitz 
Bros.,  lessees. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 277-279  Bowery,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Rudolf  C.  Boehler. 

ACTION  OF  BOARD— Laid  over  to  October  3,  1922,  at 


2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Superintendents  Reville 

and  McDermott  . .  6 

.  Negative :  Mr.  Kearney  and  Superintendent 

Kleinert  . .' .  2 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  Moore  .  5 


992-22-S. 

PETITIONER—  P.  F.  Brogan,  for  Estate  of  William 
Rowland,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 460-464  East  10th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  P.  F.  Brogan. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Superintendents 


Reville,  Kleinert  and  McDermott  .  8 

Negative  . . . • .  0 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  Moore  .  5 

THE  RESOLUTION : 

(992-22-S) 


Whereas,  P.  F.  Brogan,  for  Estate  of  William  Rowland, 
owner,  filed,  July  27,  1922,  a  petition,  with  the  board,  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  460  and  464  East  10th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  *  *  *.  Among,  the 
defects  noted  on  this  fire  escape  are  the  following: 
No  passageway  from  termination  of  fire  escape  to 
street. 

“2.  Provide  suitable  means  of  reaching  the  roof,  as 
per  a  resolution  of  the  Board  of  Appeals  adopted  April 
10,  1917”; 

and  .  . 

Whereas,  the  building  is  non-fireproof,  .  3  stories  in 
height,  70  ft.  8  in.  by  56  ft.  in  area,  occupied,  1st  story, 
tank  manufacturing,  5  persons;  2nd  story,  wood  working, 
5  persons;  3rd  story,  display  figure  manufacturing,  2  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  '  extending  from  the  1st  story  to  the  3rd  story,  en¬ 
closed  in  wood  and  brick  partitions  with  wood  doors  at 


the  openings;  a  fire  escape  on  the  rear  of  the  building 
with  fireproof  windows  along  the  course  of  the  fire  escape; 
and  egress  to  street  through  building  in  rear  on  9th  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  the  present  conditions  as  to  use  and  occupancy 
and  egress  remain  unchanged. 


1006-22-S. 

PETITIONER — Bamuel  Rosenblum,  for  Rothschild  Realty 
Co.,  owner. 

SUBJECT — -Variation  from  the  requirements  of  the  la¬ 
bor  law  as  cited  ir*  order  of  fire  commissioner. 
PREMISES  AFFECTED — 106  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — -As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Superintendents 


Reville,  Kleinert  and  McDermott  .  8 

Negative  .  0 

Absent :  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady  and  Moore  .  5 

THE  RESOLUTION : 

(1006-22-S) 


Whereas,  Samuel  Rosenblum,  for  Rothschild  Realty 
Company,  owner,  filed,  July  31,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  affecting  premises  106  Fifth 
avenue,  Manhattan;  and 

Whereas,  the  fire  commissioner  has  ordered  a  rear¬ 
rangement  of  the  fire  escape  at  the  rear  and  the  extension 
of  the  interior  stairs  to  roof ;  and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  36  ft.  2)4  in.  by  80  ft.  in  area  in  the  1st  story  and 
36  ft.  2)4  in.  by  60  ft.  in  area  above ;  occupied,  1st  story, 
office  and  salesroom,  5  persons ;  2nd  story,  office  and  stock- 
room,  3  persons;  3rd  story,  stockroom,  5  persons;  4th 
story,  manufacturing  of  novelties,  15  persons ;  the  means 
of  egress  consisting  of  an  interior  stairway  extending 
from  the  1st  story  to  the  4th  story,  with  scuttle  and  iron 
ladder  in  loft  to  roof,  unenclosed ;  the  building  being 
equipped  with  an  automatic  sprinkler  system  ;  and 

Whereas,  petitioner  proposes  to  provide  a  60  degree  fire 
escape  on  the  front  of  the  building  with  gooseneck  ladder 
to  roof  and  drop  ladder  in  guides  to  street  and  to  provide 
an  iron  stair  from  roof  of  extension  in  3rd  story  to  roof 
of  extension  of  building  adjoining  and  to  remove  fire  escape 
on  rear  which  extends  over  adjoining  property. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  cotidition  that  a  60  degree  fire  escape  be  provided  on 
the  front  of  the  building  with  a  gooseneck  ladder  to  roof 
and  counter-balanced  drop  ladder  in  guides  to  the  street, 
with  an  iron  ladder  from  rear  of  3rd  story  to  roof  of 
extension  of  adjoining  building  on  the  north;  and  on  fur¬ 
ther  condition  that  a  horizontal  exit  be  provided  in  the  top 
story  leading  to  adjoining  building  at  the  north  with  fire¬ 
proof  self-closing  doors  both  sides  of  opening  and  that  the 
occupancy  shall  be  limited  to  15  persons  in  the  top  story. 


1008-22-S. 

PETITIONER — Charles  P.  Cannella,  for  Norman  John¬ 
son  and  Mary  O.  Cortland,  owners. 

SUBJECT — Variation  from  the  requirements  of  the  labor 
law,  as  cited  in  decision  of  department  of  health. 
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PREMISES  AFFECTED — 99  and  101  Bedford  avenue, 
Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  October  10,  1922,  at 
2  p.  m. 

697-22-S. 

PETITIONER — American  Fire  Service  Corporation. 
SUBJECT — Variation  from  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 324  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Herman  Horowitz. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Reville,  Kleinert  and  McDermott..  9 


Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Moore  . ' .  4 

THE  RESOLUTION: 

(697-22-S) 


Whereas,  American  Fire  Service  Corporation,  for  Jos. 
Meltzer,  owner,  filed.  May  15,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  324  Fifth  avenue,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.  See  note. 

“2.  Provide  an  additional  means  of  exit  from  the 
cellar,  said  exit  to  be  located  remote  from  present 
exit,  in  accordance  with  the  provisions  of  Section  271 
of  the  Labor  Law. 

“Arrange  the  fire  escape  at  the  rear  of  building  *  *  *. 

“Note :  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  No  60  degree  connecting  stairways 
between  balconies.  No  stairway  from  top  balcony  to 
roof.  No  stairway  from  lowest  balcony  to  ground.  No 
passageway  from  termination  of  fire  escape  to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  15  ft.  11  in.  x  9i2  ft.  8  in.  in  area  in  the  1st  story 
and  15  ft.  11  in.  x  65  ft.  in  area  above,  occupied.,  basement, 
linen  mfg.,  10  persons;  1st  story,  salesroom,  8  persons;  2nd 
story,  photographer,  3  persons ;  3rd  story,  tailor,  3  persons ; 
4th  story,  signmaker,  2  persons ;  5th  story,  bronze  model¬ 
ing,  2  persons ;  the  means  of  egress  consisting  of  an  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  5th 
story,  enclosed  in  lath  and  plaster  partitions  up  to  the 
4th  story  and  wood  partitions  above,  with  wood  doors  at 
the  openings ;  a  fire  escape  on  the  rear  of  the  building 
with  non-fireoroof  windows  along  the  course  withi  egress 
across  extension  roof  to  adjoining,  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
item  No.  1,  on  condtion  that  a  fixed  double  rung  iron  ladder 
be  provided  to  the  scuttle  in  roof  and  that  the  scuttle  shall 
be  at  least  2  ft.  x  3  ft.,  and  granted  as  to  item  No.  2  on 
condition  that  the  main  stairs  be  continued  to  the  cellar  and 
enclosed  in  fire  retarding  materials,  and  granted  as  to  item 
No.  3  on  condition  that  a  60  degree  ladder  be  provided 
from  the  4th  story  balcony  to  the  extension  roof  on  the 
3rd  story  and  from  the  3rd  story  extension  to  the  2nd 
story. 

Resolved,  further,  that  this  petition  be  granted  onU  1-0 
long  as  the  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


719-22-S. 

PETITIONER— J.  B.  King  &  Co.,  owner. 

SUBJECT — Variation  from  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — N.  S.  Bank  street,  350  ft.  west 
of  Jersey  street,  Richmond. 

APPEARANCES— 

For  Petitioner :  Alfred  F.  King,  Ernest  Woehrle. 
For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1922,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 


Superintendents  Reville  and  McDermott  ...  5 

Negative:  Chairman  Walsh.  Messrs.  Holland, 

Kearney  and  Superintendent  Kleinert .  4 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  Moore  .  4 


873-22-S. 

PETITIONER — Sidney  F.  Oppenheim  for  George  Kremer, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 24  East  55th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner  :  Sidney  F.  Oppenheim. 

For  Admin, istrai'icn :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Kleinert  and  McDermott  9 


Negative  . , .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
and  Moore  .  4 

THE  RESOLUTION: 

(873-22-S) 


Whereas,  Sidney  F.  Oppenheim,  for  George  Kremer, 
owner,  filed,  June  29,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  24  East  55th  street,  Manhattan  ; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  an  additional  means  of  exit  from  the 
cellar,  said  exit  to  be  located  at  the  front  end  of  the 
building  in  accordance  with  the  provisions  of  Section 
271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in  height, 
20  ft.  x  78  ft.  in  area  in  the  1st  story  and  20  ft.  x  70  ft.  in 
area  above ;  occupied,  factory,  with  a  total  of  51  persons 
above  the  1st  story;  equipped  with  a  fire  alarm  signal  sys¬ 
tem;  the  means  of  egress  consisting  of  an  interior  stairway 
extending  from  1st  story  to  roof,  enclosed  in  fireproof  par¬ 
titions  with  fire  doors  at  openings ;  a  fire  escape  on  the  rear 
of  the  building  with  fireproof  windows  along  course,  with 
egress  in  the  2nd  story  by  party  wall  balcony  to  fire  escape 
of  building  adjoining;  the  means  of  egress  from  the  cellar 
consisting  of  sidewalk  elevator,  interior  elevator,  and  stairs 
to  the  1st  story. 

Resolved .  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  oranted,  on 
rendition  that  an  engineer’s  ladder  be  provided  in  the  hoist¬ 
way  at  the  front  of  the  building  and  that  the  existing  screen 
door  separating  hoistway  from  cellar  be  removed. 
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APPLIANCES  SUBMITTED  FOR  APPROVAL. 
233-22-S. 

PETITIONER— The  Cornell  Utilities  Co.,  Inc. 

SUBJECT — Nokol  Automatic  Oil  Heater. 
APPEARANCES— 

For  Petitioner:  C.  S.  Winston. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  APPROVE  REPORT  OF  COMMIT¬ 
TEE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kearney,  Kerby,  Superinten¬ 


dents  Reville,  Kleinert  and  McDermott...  8 

Negative  .  ° 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superinten¬ 
dents  Brady  and  Moore  . .  5 


THE  VOTE  TO  DENY  PETITION— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,.  Holland,  Kearney,  Kerby,  Superinten¬ 
dents  Reville,  Kleinert  and  McDermott...  8 


Negative  .  0 

Absent :  Mr.  IB-eatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superinten¬ 
dents  Brady  and  Moore  .  5 

THE  RESOLUTION: 

(233-22-S) 


Whereas,  the  Cornell  Utilities  Co.,  Inc.,  filed,  Feb.  15, 
1922,  a  petition  with  the  board  of  standards  and  appeals  for 
approval  of  their  device  known  as  the  Nokol  Automatic 
Heater ;  and 

Whereas,  a  committee  of  the  board  reports,  under  date 
of  Sept.  20,  as  follows : 

REPORT  OF  COMMITTEE: 

A  committee  of  the  board,  consisting  of  Chairman 
Walsh,  Messrs.  Kearney,  Kerby,  Holland,  Fire  Chief 
Kenlon,  Superintendent  Brady  and  Superintendent 
Kleinert’s  representative,  visited  the  premises  103  Park 
avenue,  Manhattan,  -and  inspected  the  Nokol  Automatic 
Oil  Heater  on  a  petition  for  approval  of  the  Nokol  Oil 
Burner. 

This  fuel  oil  burning  device  is  set  up  in  demonstra¬ 
tion  and  consists  of  a  combination  air  fan  and  burner 
electrically  operated  and  more  particularly  described  in 
the  accompanying  report  of  the  Engineer  of  this  board. 
There  is  no  disputing  the  fact  that  the  burner  does  not 
comply  with  the  rules  of  this  board  as  to  fuel  oil 
burning  installations  and  to  give  a  blanket  approval  for 
general  installation  is  not  supported  by  the  demon¬ 
stration  offered  by  the  petitioner. 

However,  the  committee  is  of  the  opinion  that  indi¬ 
vidual  installations  provided  with  practical  and  sub¬ 
stantial  fire  protective  safeguards  might  very  properly 
be  considered  on  individual  application  to  this  board. 
In  conclusion,  the  committee  recommends  that  the  gen¬ 
eral  approval  for  the  Nokol  Oil  Burner  be  denied. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 


1 026-22- S. 

PETITIONER— The  Anthony  Company. 

SUB  TECT— Anthony  Nebulyte  Oil  Burners. 
APPEARANCES — None. 

ACTION  OF  BOARD1— Laid  over  to  Oct.  17th.  1922,  at  2 
p.  m.,  pending  notice  of  installation  for  inspection 
and  test. 


1036-22-S. 

PETITIONER — Maxon  Furnace  &  Engineering  Co. 
SUBJECT — Maxon  New  Style  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  Joseph  F.  Quinn. 

ACTION  OF  BOARD— Laid  over  to  Oct.  17th,  1922,  at  2 
p.  m.,  pending  notice  of  installation  for  inspection 
and  test. 


1064-22-S. 

PETITIONER — The  Thomas  Smith  Co.,  owner. 

SUB  TECT — Approval  of  Thomas  Smith  Fire  Alarm  Bells. 
APPEARANCES— 

For  Petitioner:  John  G.  Coughlin. 

ACTION  OF  BOARD— Laid  over  to  Oct.  17th,  1922,  at  2 
p.  m.,  pending  test  and  report  of  fire  department. 


918-22-S. 

PETITIONER — The  Fuel  Oil  Burner  Corporation. 

SLTBJECT — Approval  of  the  Williams  Oil-O-Matic  Fuel 
Oil  Burner. 

APPEARANCES— 

For  Petitioner:  William  F.  Conran. 

ACTION  OF  BOARD— Laid  over  to  Oct.  17th,  1922,  at  2 
p.  m.,  pending  notice  of  installation  for  inspection 
and  test. 


938-22-S. 

PETITIONER — The  Fuel  Oil  Burner  Corporation. 

SUBJECT — Approval  of  Johnson  Improved  Rotary  Fuel 
Oil  Burner. 

APPEARANCES— 

For  Petitioner:  William  F.  Conran. 

ACTION  OF  BOARD— Laid  over  to  Oct.  17th.  1922,  at  2 
p.  m.,  pending  notice  of  installation  for  inspection 
and  test. 


839-22-S. 

PETITIONER — Cornell  Vacuum  (Burner  Co.,  Inc. 

SUB  TECT — Approval  of  Cornell  Vacuum  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD' — Laid  over  to  Oct.  17th,  1922,  at  2 
p.  m. 


1104-22-S. 

PETITIONER — Dean  Brothers. 

SiUBTECT — Anoroval  of  Dean  Fuel  Oil  Pump. 
APPEARANCES— 

For  Petitioner  :  H.  Meachen. 

ACTION  OF  BOARD' — Laid  over  to  Oct.  17th.  1922,  at  2 
p.  m. 


1105-22-S. 

PETITIONER — Charles  D.  Haven. 

SUB  TECT — Combustion  Fuel  Oil  Pump. 
APPEARANCES— 

For  Petitioner:  Charles  D.  Haven. 

ACTION  OF  BOARD— Laid  over  to  Oct.  17th.  1922,  at  2 
p.  m. 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 
dressed.  Four  cents  postage  required. 

WILLIAM  J  O’GORMAN,  Secretary. 
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BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  SEPTEMBER  22,  1922 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
390-22-A. 


APPELLANT — Cherry  Street  Realty  Company,  owner. 
SUBECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 303  Cherry  street  and  542  Wa¬ 
ter  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD^Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 


(390-22-A) 

Whereas,  Cherry  Street  Realty  Company,  owner,  filed, 
March  15,  1922,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises  303 
Cherry  street  and  542  Water  street,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening  in 
any  other  building  and  not  in  the  same  plane  with  said 
openings  and  which  are  not  more  than  50  ft.  above  a 
neighboring  roof  at  south  and  west  sides  of  Water 
street  section  and  south  and  east  sides  of  Cherry  street 
section  or  other  approved  protections,  sec.  375,  art.  18, 
chapter  5,  Code  of  Ordinances. 

“2.  Replace  the  defective  shutters  with  proper  iron  or 
kalameined  shutters  at  all  openings  in  the  exterior  wall 
above  1st  story  which  are  distant  in  a  direct  line  less 
than  30  ft.  from  any  openings  in  any  other  building  and 
not  in  the  same  plane  with  said  openings  and  which 
are  not  more  than  50  ft.  above  a  neighboring  roof  at 
north  side  of  both  buildings,  or  other  approved  protec¬ 
tion,  sec.  375,  art.  18,  chapter  5,  Code  of  Ord.”; 
and  .  .  .  i 

Whereas,  the  building  is  non-fireproof,  7  stories  in  height, 
96  ft.  x  119  ft.  8  in.,  irregular  in  area,  divided  into  two 
sections;  occupied,  Cherry  street  section,  tenant  factory  for 
manufacture  of  boxes,  burlap  bags  and  clothing;  for  storage 
of  rags  and  packing  of  feathers,  212  persons  in  entire  sec¬ 
tion;  Water  street  section,  manufacture  of  bags,  boxes  and 
clothing,  and  partly  vacant,  126  persons  in  entire  section ;  the 
building  being  equipped  with  a  sprinkler  system ;  and 

Whereas,  appellant  contends  that  the  openings  on  the 
north  side  of  both  sections  and  the  openings  on  the  south 
side  of  both  sections  have  been  provided  with  shutters  and 
that  the  appeal  is  qnly  as  to  'the  windows  overlooking  the 
light  shaft,  and  that  this  light  shaft  separates  parts  of  the 
same  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  windows  in  one  wall  of  this 
shaft  enclosure  be  protected  with  iron  or  kalameined  shut¬ 
ters. 


S04-22-A. 

APPELLANT— Wm.  I.  Hohauser  for  Irene  C.  McCor¬ 
mick,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 


PREMISES  AFFECTED — 196G-6&  Amsterdam  avenue, 
Manhattan. 

APPEARANCES— 

For  Appellant:  William  I.  Hohauser. 

For  Administration:  Inspector  Liebermann  of  the 


fire  department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kerby,  Kearney  and  Fire 

Chief  Kenlon  .  7 

Absent  . , .  0 


THE  RESOLUTION: 

(804-22-A)  . 

Whereas,  Wm.  I.  Hohauser,  for  Irene  C.  McCormick, 
owner,  filed,  June  9th,  1922,  an  appeal  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  1966-68  Amsterdam  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Referring  to  your  application  dated  Feb.  14th,  1922, 
for  a  permit  to  store  and  sell  varnish,  turpentine,  alco¬ 
hol,  linseed  oil,  etc.,  at  1968  Amsterdam  avenue,  you  are 
hereby  informed  that  your  application  has  been  disap¬ 
proved  for  the  reason  that  your  premises  are  located  in 
the  same  building  with  a  moving  picture  theatre. 

“The  Fire  Commissioner  deems  the  storage  of  the 
above  mentioned  commodities  and  the  maintenance  of  a 
painter’s  supply  store  in  the  same  building  with  a  motion 
picture  theatre  unduly  hazardous. 

“You  are,  therefore,  hereby  ordered  to: 

“1.  Discontinue  the  storage  of  more  than  20  gallons  in 
all  of  paint,  varnish,  turpentine,  alcohol,  oil,  etc.,  on 
these  premises.’’ ; 

and 

Whereas,  the  building  is  non-fireproof,  1  story  in  height, 
87  ft.  x  125  ft.,  irregular  in  area,  occupied  as  stores  and 
theatre,  30  persons;  and 

Whereas,  appellant  contends  that  the  paint  store  is  not 
actually  in  the  same  building  with  the  theatre,  that  the 
store  will  be  used  for  the  sale  of  varnishes,  paints,  turpen¬ 
tine,  alcohol,  etc.,  and  that  the  store  is  entirely  separated 
from  the  lobby  and  auditorium  by  a  solid  brick  wall. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


83 1-22- A.  ' 

APPELLANT — Tottenville  Copper  Co.,  Inc. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— East  side  Bethel  avenue,  50  ft. 
from  the.  intersection  of  the  Railroad  and  Bethel 
avenue,  Tottenville,  Richmond. 

APPEARANCES— 

For  Appellant :  Peter  iBrown  and  Louis  Greenberg. 
For  Administration  :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . • .  7 

Negative  .  0 

Absent  . .  0 


THE  RESOLUTION: 

(831-22-A) 

Whereas,  Tottenville  Copper  Company,  Inc.,  owner,  filed, 
June  16,  1922,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  east  side 
of  Bethel  avenqe,  50  ft.  from  the  intersection  of  the  rail¬ 
road  and  Bethel  avenue,  Tottenville,  Richmond ;  and 
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Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Discontinue  the  storage  and  use  of  fuel  oil  on 
these  premises.” ; 

and 

Whereas,  the  Tottenville  Copper  Company  has  been  in 
operation,  smelting  copper  by  direct  fire  in  fireproof  fur¬ 
naces  during  the  past  fifteen  years,  located  outside  the  fire 
limits ;  and 

Whereas,  the  two  tanks  are  located  about  4  ft.  below 
ground  level,  in  a  fireproof  enclosure  with  walls  more  than 
12  ins.  thick  at  all  points,  the  interior  space  between  tanks 
and  walls  being  sufficient  to  hold  the  total  capacity  (20,000 
gals.)  of  tanks,  which  are  located  47  ft.  from  nearest  build¬ 
ing  ;  the  3'  in.  filling  pipe  and  1  in.  feed  pipe  run  under¬ 
ground  and  are  provided  with  a  cut  off  valve  at  each  ter¬ 
minal,  the  feed  pipe  has  required  check  valves,  connected  up 
with  a  Gould  gear  suction  pump  to  the  Rockwell  burners ; 
only  Grade  A  oil  is  used,  specific  gravity  30  and  flash¬ 
point  150  deg.  in  open  cup ;  and 

Whereas,  appellant  contends  that  the  installation  was 
made  prior  to  the  fuel  oil  rules  and  that  it  practically  com¬ 
plies  with  said  rules;  that  the  oil  is  not  used  as  fuel  oil, 
and  appeals  to  the  board  for  nullification  of  the  order. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  capacity  be  limited  to 
the  now  existing  tanks,  namely,  two  of  ten  thousand  gallon 
capacity  each,  enclosed  in  a  fireproof  structure;  that  the 
use  of  the  oil  be  confined  to  manufacturing  process,  in  con¬ 
nection  with  smelting  furnaces,  and  that  the  appeal  be 
granted  only  so  long  as  conditions  remain  unchanged. 


closed  in  fireproof  material  and  an  exterior  screened  stair¬ 
way  on  the  rear ;  the  building  is  equipped  with  an  approved 
standpipe  system,  with  a  3,500  gallon  tank  on  roof  and  with 
an  approved  interior  fire  alarm  system ;  and 

Whereas,  appellant  contends  that  his  client  is  the  lessee 
and  not  the  owner  of  the  building  and  that  the  order,  if 
necessary,  should  have  been  issued  against  the  owner. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


387-22-A. 

APPELLANT — The  Ballinger  Company,  for  Anchor  Cap 
and  Closure  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED* — 22  Queens  street,  Long  Island 
City,.  Queens. 

APPEARANCES— 

For  Appellant:  Leonard  J.  Obermeier  and  Walter 
F.  Ballinger. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


794-22-A. 

APPELLANT — A.  C.  MacNulty,  for  the  American  Press 
Association,  lessee. 

SUBJECT — 'Appeal  from  order  cf  fire  commissioner. 
PREMISES  AFFECTED' — 225-229  West  39th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Alexander  C.  MacNulty. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION : 

(794-22-A) 


Whereas,  A.  C.  MacNulty,  for  the  American  Press  As¬ 
sociation,  lessee,  filed,  June  6th,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  225-229  West  39th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building,  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals,  May 
24,  1917,  as  amended  May  2nd,  1918,  and  January  21, 
1919,  effective  February  17,  1919.” ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
75  ft.  x  98  ft.  9  in.  in  area,  occupied,  1st  story,  printers,  21 
persons ;  2nd  story,  bookbinders,  18  persons ;  3rd  story, 
printers  and  bookbinders,  36  persons  ;  4th  story,  printers,  12 
persons ;  5th  story,  printers,  19  persons ;  6th  story,  printers, 
24  persons ;  7th  story,  printers,  17  persons  ;  8th  story,  elec¬ 
trotypers,  31  persons ;  9th  story,  printers,  22  persons ;  10th 
story,  offices,  59  persons;  11th  story,  offices,  17  persons;  12th 
story,  photo  engravers,  29  persons ;  total  number  of  persons 
above  1st  story,  284 ;  there  are  two  interior  stairways  en¬ 


THE  RESOLUTION: 

(387-22-A) 

Whereas,  the  Ballinger  Company,  for  Anchor  Cap  & 
Closure  Corp.,  owner,  filed,  March  15,  1922,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  22  Queens  street,  Long  Island 
City,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  hose  outlet  of  the  top  story,  sec.  20,  ch.  12, 
Code  of  Ordinances;  and 

Whereas,  the  building  is  of  fireproof  construction,  6 
stories  in  height,  100  ft.  x  260  ft.  in  area  in  the  1st  story 
and  80  ft.  x  260  ft.  in  area  above;  occupied,  1st  story,  mfg. 
and  storage,  41  persons ;  2nd  story,  storage,  6  persons ;  3rd 
story,  manufacturing,  84  persons ;  4th  story,  storage,  2  per¬ 
sons  ;  5th  story,  manufacturing,  59  persons ;  6th  story,  man¬ 
ufacturing  and  office,  72  persons ;  the  building  being  sprink- 
lered  with  a  6  in.  connection  to  the  city  main  and  a  30,000 
gallon  tank  on  the  roof ;  there  are  three  small  hose  connec¬ 
tions  to  the  sprinkler  standpipes  in  each  story,  the  standpipe 
fire  lines  are  also  connected  to  the  30,000  gallon  tank  at  a 
point  3  ft.  from  the  top  of  the  tank,  thus  giving  a  3,600  gal¬ 
lon  standpipe  reserve. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  existing  water  supply  for 
sprinkler  and  standpipe  requirements  be  maintained  with 
4,500  gallon  reserve  in  the  main  tank  for  standpipe  supply. 


640-22-A. 

APPELLANT — Turney  &  Kennedy,  for  A.  Luger,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 3162-68  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  M.  L.  Kennedy  and  A.  J.  Childs. 
For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  dismissed  on  the  ground 
that  there  is  no  cause  of  action. 
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;he  vote— 

Affirmative:  Chairman.  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  . 


Negative  .  0 

Absent  .  ° 


THE  RESOLUTION: 

(640-22- A) 

Whereas,  Turney  &  Kennedy,  for  A.  Luger,  owner,  filed, 
vlay  3,  1922,  an  appeal,  with  the  board  of  appeals,  from  an 
irder  of  the  fire  commissioner,  affecting  premises  3162-68 
Iroadw'ay,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  mairrtenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” ; 
and 

Whereas,  the  proposed  building  is  of  fireproof  construc¬ 
tion,  2  stories  in  height,  with  a  frontage  of  99  ft.  11  in.  and 
i  depth  of  150  ft.,  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles ;  a  space  in  the  cellar  22  ft.  x  29  ft.  to  be 
jsed  for  motor  vehicle  repairs ;  and 
Whereas,  appellant  contends  that  the  proposed  occupancy 
will  not  include  power  machinery  but  the  ordinary  repairs 
incidental  to  the  garage  business;  and 
Whereas,  the  board  deemed  that  appellant  was  not  oper¬ 
ating  a  motor  vehicle  repair  shop. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
as  no  cause  for  action  by  the  fire  commissioner  exists. 


287-22-A. 

APPELLANT — X-Ray  Mount  Company,  Inc.,  for  Anna 
Guth,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 124  East  20th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Sidney  Fertig. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  . 5 

Negative :  •  Chairman  Walsh  and  Fire  Chief 

Kenlon  .  2 

Absent  .  0 

THE  RESOLUTION : 

(287-22-A) 

Whereas,  X-Ray  Mount  Company,  Inc.,  for  Anna  Guth, 
owner,  filed,  June  24,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  120  East  24th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Discontinue  the  use  of  all  gas,  steam  radiators, 
and  all  other  sources  of  heat  (except  steam  and  hot 
water),  in  all  rooms  wherein  celluloid  is  kept  or  used  as 
per  Section  234-1,  Chapter  10,'  Code  of  Ordinances.”; 
and 

Whereas,  the  building  is  fireproof,  4  stores  in  height,  20 
ft.  x  87  ft.  6  in.  in  area,  occupied,  basement,  vacant ;  1st 
story  (front),  tailors’  trimming  store,  4  persons;  (rear), 
appellant  manufactures  X-ray  mounts,  4  persons ;  2nd  story 
(front),  coat  manufacturing,  6  persons;  (rear),  vacant;  3rd 
story,  vacant;  4th  story,  coat  and  skirt  manufacturing,  7 
persons ;  and 

Whereas,  the  appellant  contends  that  there  is  never  more 
than  100  lbs.  of  celluloid  in  the  building,  which  is  stored  in 
fireproof  metal  cases,  arid  that  the  gas  radiators  in  question 
are  about  15  ft.  away  from  these  metal  cases,  and  that 
these  radiators  have  but  small  air  holes  in  the  sides,  and 
that  there  is  no  steam  heating  plant  in  the  building,  and  the 
gas  radiators  are  the  only  means  of  heat  on  the  premises. 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  quantity  of  celluloid  be  re¬ 
stricted  to  75  pounds,  kept  and  maintained  in  an  approved 
metal  cabinet. 


783-22- A. 

APPELLANT — The  Agress  Construction  Co.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 420  East  21st  street  and  2015 
Cortelyou  Road,  Brooklyn. 

APPEARANCES— 

For  Appellant:  E.  A.  Pierce. 

For  Administration:  Commissioner  Frank  Mann, 
of  the  Tenement  House  Department,  and  Peter 
Spence,  Chief  of  the  Bureau  of  Fire  Preven¬ 
tion. 

ACTION  OF  BOARD— Laid  over  to  Oct.  6,  1922,  at  2  p. 

m.,  for  report  from  chief  of  fire  prevention  bureau 
on  the  order  at  issue  and  on  the  contentions  raised 
by  the  fire  prevention  bureau  of  the  fire  department. 


127-22-A. 

APPELLANT — Patrick  J.  Murray. 

SUBJECT— Appeal  from  decision  of  superintendent  of 

buildings. 

PREMISES  AFFECTED— 319-321  East  44th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


937-22-A. 

APPELLANT— Frank  L.  Chapman,  for  Ernest  E.  Loril- 
lard,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 296  Broadway,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  . 0 


644-22-A. 

APPELLANT— Samuel  Rosenblum,  for  Jno.  Lucas  &  Co., 
owner. 

SUBJECT— .Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 542  Greenwich  street,  521 

Washington  street,  Manhattan. 

APPEARAN  CES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 
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1040-22-A. 


APPELLANT — J.  A.  Fouilhoux,  for  Judson  Health  Cen¬ 
ter,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 235-37-39  Thompson  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  withdrawn. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . . . 

Negative  . 

Absent  . 


7 

0 

0 


157-22-A. 

APPELLANT— Henry  Phillips,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 215  West  End  avenue,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . : .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(157-22-A) 

Whereas,  Henry  Phillips,  owner,  filed,  Feb.  4,  1922,  an 
appeal  with  the  board  of  appeals  from  a  decision  of  the  fire 
commissioner,  affecting  premises  215  West  End  avenue, 
Manhattan;  and 

Whereas,  appellant  has  failed  to  complete  his  papers 
though  duly  notified  so  to  do. 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dismissed. 


BUILDING  ZONE  CASES. 

779-22JBZ. 

APPLICANT— Charles  Kreymborg,  for  Johnson  Deichsel 
Bldg  Co.,  owner. 

SUBJECT — (Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  business  building. 

PREMISES  AFFECTED1 — Northwest  corner  Decatur  ave¬ 
nue  and  East  204th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Harry  T.  F.  Johnson  and  Chas. 
Kreymborg. 

For  Opposition :  David  B.  Sullivan,  John  R.  Lang, 
Fred  Pabst,  David  Wood. 

ACTION  OF  BOARD — Report  of  committee  of  board 
adopted.  Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . . .  0 

Absent  . '. .  0 


THE  RESOLUTION: 

(779-22-BZ) 

Whereas,  Charles  Kreymborg,  architect,  for  Johnson 
Deichsel  Building  Co.,  owner,  filed,  June  3,  1922,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  the 
extension  from  a  business  district  'into  a  residence  district 
of  a  proposed  business  building;  premises  northwest  cor¬ 
ner  of  Decatur  avenue  and  East  204th  street,  The  Bronx. 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  Sept.  22, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Decatur  avenue  is  a  residence  dis¬ 
trict  and  East  204th  street  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  31,  1922,  in  acting  on  N.  B.  Application  1651- 
22,  reads : 

“1.  Erection  of  proposed  business  building  in  business 
district  extending  into  residence  district  is  contrary 
to  provisions  of  (Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height  with  a  frontage  of  26.15  ft. 
and  a  depth  of  125  ft.,  extending  approximately  25  ft.  into 
the  residence  district  and  occupied  as  stores ;  and 
Whereas,  a  committee  of  the  board  visited  the  premises 
and  recommended  the  granting  of  this  application,  and  un¬ 
der  the  provisions  of  section  7,  subdiv.  B  of  the  building 
zone  resolution  the  board  is  empowered  to'  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  gable  or  north¬ 
erly  wall  of  these  premises  be  unpierced  throughout  its 
entire  height  and  length,  and  that  the  rear  wall,  within  the 
residence  district  shall  be  unpierced  throughout  its  entire 
height  and  length. 

Resolved  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  six  months  and  the 
building  completed  within  one  year  from  the  date  of  this 
action. 


842-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  John  S.  Appleby, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 621-627  Fordham  Road,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Walter  Dunnigan. 

For  Opposition:  Twelve  objectors’  names  not  not¬ 
ed,  owing  to  adjournment. 

ACTION  OF  BOARD' — Laid  over  to  Oct.  6,  1922,  at  2  p. 
m.,  on  request  of  applicant’s  representative.  Final 
hearing  on  Oct.  6,  1922,  on  request  of  objectors. 


170-20-BZ. 

APPLICANT— J.  Frank  Lackey. 

SUBJECT — .Application  for  extension  of  time  to  complete 
work. 

PREMISES  AFFECTED — East  side  of  Queens  Boulevard, 
0  ft.  north  of  Union  Turnpike,  Block  No.  1374, 
Lot  No.  1,  Borough  of  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Extension  of  time  granted  for  90  days  from  date 
of  this  action  to  complete  building. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kearney  .  1 
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THE  RESOLUTION: 

(170-20-BZ) 

Whereas,  George  E.  Strehan,  consulting  engineer,  for 
f.  Frank  Lackey  and  Joseph  W.  Bergen,  owners,  filed, 
March  9,  1920,  an  application,  under  the  building  zone 
-esolution,  to  permit  in  a  business  district  the  extension  in 
irea,  by  the  erection  of  an  additional  building,  removal  and 
•eplacement  on  same  plot  of  an  existing  garage  for  more 
:han  five  motor  vehicles ;  premises  east  side  of  Queens 
Boulevard,  0  ft.  north  of  Union  Turnpike,  Block  No.  1374, 
Lot  No.  1,  Borough  of  Queens,  New  York  City;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
:he  board  of  appeals,  at  its  regular  meeting,  April  6,  1920, 
ifter  due  notice  by  publication  in  the  Bulletin  of  the  Board 
}f  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Queens  Boulevard  and  Union 
Turnpike  are  located  in  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 
ngs,  rendered  March  2,  1920,  in  acting  on  N.  B.  Appl. 
132-20,  reads : 

“Erection  of  public  garage  in  business  district  is 
prohibited  by  zoning  resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
instruction,  one  story  and  basement  in  height,  with  a 
frontage  of  75  ft.  and  a  depth  of  175  ft.,  irregular  in  area, 
the  existing  building  which  now  projects  partly  into  the 
lighwav  to  be  removed  and  replaced  on  rear  of  plot ;  and 

Whereas,  the  garage  for  more  than  five  motor  vehicles 
now  on  these  premises  existed  on  and  prior  to  July  25, 
1916,  and  there  would  be  undue  hardship  in  preventing 
rwner  from  enlarging  and  continuing  his  business  and 
under  the  provisions  of  section  7,  subd.  e.  and  section  20, 
the  board  of  appeals  is  empowered  to  act  in  a  case  of  this 
kind ;  and 

Whereas,  this  application  was  granted  by  the  board  of 
appeals  at  the  meeting,  April  6,  1920,  on  certain  conditions 
and  applicant  requested  a  modification  of  the  time  limit 
provision  of  these  conditions  and  an  extension  of  time  in 
which  to  complete  the  work,  which  request  was  granted  by 
vote  of  the  board  at  its  meeting  Oct.  11,  1921,  and  applicant 
requests  a  further  exfension  of  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
pf  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  street  walls 
of  the  proposed  garage  shall  be  of  ornamental  design, 
built  of  pressed  brick  with  limestone  trim;  that  there  shall 
be  no  entrance  for  cars  on  Oueens  Boulevard,  but  an  exit 
mav  be  maintained ;  and  further,  that  there  shall  not  be 
established  at  anv  time  during  the  maintenance  of  the 
garage  an  oil-selling  station  on  the  Queens  Boulevard 
frontage  of  this  property. 

Resolz'ed  further,  that  the  building  shall  be  completed 
within  90  days  of  the  date  of  this  action. 


261-22-BZ. 

APPLICANT — Ludlow  &  Peabody,  for  the  New  York 
Times. 

SUBJECT — Application  for  extension  of  time  to  complete 
work. 

PREMISES  AFFECTED — 231-239  West  43rd  street,  Man¬ 
hattan. 

APPEARANCES — 

For  Applicant:  William  O.  Ludlow. 

ACTION  OF  BOARD — Extension  of  time  granted  to  Feb 
25,  1923,  for  the  approval  of  plans  by  the  build  ng 

department. 


THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 


Kearney,  Kerby  and  Fire  Chief  Kenlon  ...  6 

Negative:  Chairman  Walsh  .  1 

Absent  . .  o 


THE  RESOLUTION:  * 

(261-22-BZ) 

Whereas,  William  O.  Ludlow,  for  the  New  York  Times 
Co.,  owner,  filed,  February  23, 1922,  an  application  under 
the  building  zone  resolution,  to  permit  the  street  walls 
of  a  building  to  exceed  the  height  limit  without  a  cetback 
as  required  by  the  zone  resolution  in  a  2  times  district ; 
premises  231-239  West  43rd  street,  Manhattan:  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  25, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  mans  accompanying  the  build¬ 
ing  zone  resolution  show  that  Wert  43rd  street  is  a  2  times 
district ;  and 

Whereas,  a  decision  of  the  superintendent  of  buildings, 
rendered  February  3,  1922,  in  acting  on  N.  B.  No.  48-1922, 
reads : 

“In  a  two  times  height  district  no  building  should 
exceed  in  height  on  the  building  line,  twice  the  width 
of  the  street,  section  8-d  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction  14  stories  in  height  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft.,  the  height  of  the  rtreet  wall  to  be 
163  ft.  9  in.,  the  allowable  height  being  130  ft.  9  in.;  and 

Whereas,  there  would  be  undue  hardship  in  preventing 
applicant  from  completing  his  cornice  line  to  harmonize 
architecturally  with  the  cornice  on  the  existing  building; 
and 

Whereas,  thic  application  was  granted  bv  the  board  at 
its  meeting  April  25.  1922,  on  certain  conditions  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  in  these  con¬ 
ditions. 

Resolved,  that  the  board  of  appeals  does  herebv  make  a 
variation  in  the  application  of  the  height  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  herebv  is  granted  on  condition  that  the  reouire- 
ment.  of  the.  building  zone  resolution  as  to  area  and  use 
dFtrict  restrictions  be  complied  with. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  by  Feb.  25.  1923. 
and  the  construction  commenced  and  diligently  prosecuted 
to  completion. 


APPLICANT — James  J.  F.  Gavigan,  for  Meyer  Monskv, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  height  of  an  existing  garage  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1 1 2-1 38  West  105th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Fiorello  La  Guardia,  Meyer  Mon¬ 
skv  and  Tames  T.  F.  Gavigan. 

For  Opposition :  William  W.  Pellet.  Tohn  F. 
Cowan.  Louis  Boehn,  Edward  W.  Stett.  Tr. 
ACTION  OF  BOARD — Request  to  reopen  application  de¬ 
nied. 

THE  VOTE— 

Affirmative:  Messrs.  Beattv,  Kearney  and  Kerbv  3 
Negative:  Chairman  Walsh,  Messrs.  Boulton 


and  Holland  .  3 

Absent :  Fire  Chief  Kenlon  .  1 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


1067-21-BZ. 
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*CORRECTION. 

The  minutes  of  the  board  of  appeals,  held  on  Tuesday 
morning,  September  19th,  1922,  as  they  appeared  in  Bul¬ 
letin  No.  39,  Vol.  VII,  are  hereby  corrected  as  follows: 

THE  RESOLUTION : 

(1682-21-BZ) 

Whereas,  Charles  B.  Meyers,  architect,  for  Dora  Stein¬ 
way,  owner,  filed,  December  23,  1921,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  an  existing  building 
into  a  garage  for  more  than  five  motor  vehicles ;  prem¬ 
ises  41-43  West  63rd  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  14 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  63rd  and  64th  streets  are 
business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  28,  1921,  in  acting  on  Alt  No. 
9783-21  reads  * 

“Reports  show  building  occupied  as  a  public  garage 
and  also  records  show  that  building  was  so  used  in 
1915.  State  whether  garage  use  has  been  continuous 


*Words — “it  is  proposed  to  convert  the  building ”  after 
first  half  of  line  27. 


during  interim.  See  section  20  of  Zone  Resolution. 
(Garage  use  is  unlawful,  See  Sec.  6  oif  Zone  Kesolu- 
tion.)” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  and  3  stories  in  height,  with  a  frontage  of  50  ft.  and  a 
depth  of  100  ft.  5  in.:  occupied  as  an  automobile  show 
room  and  storage  building;  it  is  proposed  to  convert  the 
building  into  a  garage  for  more  than  five  motor  vehicles, 
the  floor,  ceiling,  columns  and  stair  enclosures  to  be  fire- 
retarded  ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  mote  than 
five  motor  vehicles ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  March  14,  1922,  on  certain  conditions  and 
applicant  requested  an  extension  of  the  time  limit  condi¬ 
tions. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  qranted  on  condition  that  any  windows 
in  the  rear  wall  shall  have  fixed  sash,  glazed  with  translu¬ 
cent  glass :  and  on  the  further  condition  that  the  require¬ 
ments  of  the  building  zone  resolution  as  to  yards  and  area 
restrictions  be  complied  with. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shal  be  obtained  by  Nov.  15, 
1922,  and  that  all  necessarv  repairs  shall  be  completed 
within  one  year  from  the  date  of  this  action. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  Wednesday  afternoon,  July  5,  1922,  as 
they  appeared  in  Bulletin  No.  28,  Vol.  VII,  are  hereby 
corrected  as  follows : 

THE  RESOLUTION : 

(748-22-S) 

Whereas,  Arbutus  Realty  Company,  owner,  filed,  May 
26,  1922,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  506  West  53rd  street.  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads:. 

“1.  Provide  a  passageway  from  the  lower  termina¬ 
tion  of  the  fire  escape  at  the  rear  of  building  to  the 
street  by  means  of  an  open  court  or  courts  or.  a  fire¬ 
proof  passageway  having,  an  unobstructed  width  of 

- I - — 

*Correction :  Word  “stairs’’  changed  to  “ ladder ”  in  line 
S3  of  resolution  and  word  “west”  changed  to  “ east  ’  in 
line  24. 


at  least  3  ft.  0  ins.  throughout  leading  to  the  street 
or  by  means  of  an  open  area  having  communication 
with  the  street,  as  per  section  79-IB-4  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

3  stories  in  height,  25  ft.  by  95  ft.  in  area,  occupied,  1st 
story,  auto  repairs;  2nd  and  3rd  stories,  metal  workers,  12 
persofts  per  story;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof 
enclosed  in  wood  partitions  with  wood  doors  at:  the  open¬ 
ings  ;  a  fire  escape  on  the  rear  of  the  building  with  counter¬ 
balanced  ladder  to  yard,  with  egress  from  the  yard  to  roof 
of  adjoining  one  story  extension  on  the  east  which  is 

4  ft.  above  yard  level  by  stationary  iron  ladder;  and 
Whereas,  petitioner  contends  that  the  means  of  egress 

from  the  yards  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  means  of  egress  from  present  termina¬ 
tion  of  rear  fire  escape  remain  unchanged  and  present 
occupancy  and  use  remain  substantially  unchanged. 
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REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 

Resolved,  That  for  the  purpose  of  establishing  uniform  Labor  Department  relating  to  exits  issued  prior  to  October 
practice  with  regards  to  the  reporting  of  structural  altera-  1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
tions  made  under  the  requirements  of  the  labor  law,  the  subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
following  rule  be  and  it  is  hereby  adopted :  the  superintendent  of  buildings  to  the  fire  commissioner 

When  plans  have  been  filed  with  the  proper  superintend-  stating  whether  the  work  done  complies  with  the  order 
ent  of  buildings  and  structural  alterations  have  been  made  of  the  State  Labor  Department,  with  the  order  of  the  fire 
to  comply  with  the  requirements  of  the  labor  law  relating  commissioner,  or  with  the  provisions  of  the  State  Labor 
to  exits  and  fire  protection,  or  with  an  order  of  the  State  Law,  as  the  case  may  be. 


GENERAL  RESOLUTION 


CLASSIFICATION  OF  BUILDING  USED  FOR  DOCTORS’  OFFICES. 


The  board  of  appeals,  in  rendering  its  decision  on  an 
appeal,  December  5,  1916  (Cal.  262-16-A)  promulgated  the 
following  general  resolution : 

“In  the  opinion  of  the  board  erf  appeals  a  building  ar¬ 


ranged  for  and  devoted  to  doctors’  offices,  patients’  rooms 
and  laboratories  used  in  connection  with  such  doctors’ 
offices  is  deemed  to  be  a  sanitarium,  provided  that  such  a 
building  is  not  used  for  other  purposes,  except  a  single 
living  apartment  for  a  caretaker.” 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


l-1^4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

l-2^-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrajed  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


NOTICE 


The  Rules  adopted  by  the  Board  of  Standards  and  Appeals,  June  27,  1922,  governing  fire  extinguishing  appli¬ 
ances  :  “Standpipe” — “Fire  Line”  will  be  published  in  pamphlet  form  and  ready  for  distribution  on  or  about  October 
15,  1922. 

Copies  of  these  rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the  Board,  or  will  be  mailed 
to  those  desiring  same,  if  the  request  is  accompanied  by  a  nine  and  one-half  inch  self-addressed  envelope  and  stamped 
with  four  cents  postage. 

Wm.  J.  O’Gorman,  Secretary. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921 

Cases  filed  up  to  and  including  September  28, 

Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Rules  proposed  . . . 

Requests  to  install  . i . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 

Cases  pending  September  28,  1922  . 


.  389 

.  11 

1922. . . .1159 
.  85 

.  115 

.  18 

.  12 

.  0 

.  20 

.  4 

.  6 

.  0 

.  2 

. 1821 

.  1360 

.  461 


DISPOSITION  OF  CASES. 

Withdrawn  .  109 

Dismissed  . 116 

Denied  .  178 

Granted  .  91 

Granted  on  condition  .  660 

Appliances  approved  .  21 

Appliances  disapproved  .  8 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  104 

Requests  to  reopen  denied  .  10 

Requests  to  amend  granted  .  18 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  ...: .  11 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  20 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  2 

Requests  withdrawn  .  1 


Total  . 1360 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung-  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name  . 

Street  . . 
P.  O. 


1922. 


.\ty  subscription  is  to  begin  with  the  issue  for 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  October  3, 
1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  October  3,  1922. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 
iBoard  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  October  10, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  17,  1922  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
davs  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will,  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Gases  Filed  Week  Ending  October 

5,  1922. 

Cal.  No. 

Department 

Order  No. 

1183-22-S . 

_ F.D.295-303  Vernon 

ave.,  L.I.C.,  Q’ns. 

1182-22- A . 

. B.B.M.  ...1680-1684  Bdway.,  B’klyn 

1181-22-BZ . 

. . . .  FjD.  . 

. C-10279 

1180-22-S . 

_ F.D . 

. LD-39042 

1179-22- S . 

. LD-38971 

1178-22- S . 

.  .N.  B.  8248-1922 

1177-22- A . 

_ F.D . 

. F-379'83 

1176  2i2-A 

. LC-74473 

1175-22-iBZ . 

N.  B.  13432-1922 

1 1  74-9.9!-  \ 

F  D  . 

. LC-13684 

1173-22-S . 

. Appliance 

1 172-22- S . 

....F.D . 

. LD-39018 

1 1  71  -9.9.-R7 

. F- 3 4962 

1 170-22 -BZ 

.  B.B.B . 

...Alt.  16576-1922 

1169-22-BZ . 

. . .  .B.B.B . 

...Alt.  1384-1922 

1 16SJ99-9 

. LD-38688 

1 1 

. LD -3  88,13 

11  66-9.9- A 

.  ..FD . 

. Alt.  742-1920 

1165-22- A . 

. Alt.  620-1922 

1164-22-S  . 

. H.D.  ... 

. 333  Crescent  st.,  B’klyn 

1  1 61-99  9 

_ F.D.  ... 

. LD-39352-39022 

1162-22-S . 

. BjB.M.  . 

. . . Alt.  2125-1922 

11^1 -99-9 

....F.D.  ... 

. LD-32376 

11 60-22-  S . 

. B.B.M.  . 

. Alt.  1702-1922 

1558-21-BZ.. .  . 

Restored  to 

Calendar. 

. App.  10981-1921 

1 647-21  -S . 

. LD-28635 

CODE. 

p  d . . Fire  Department 

jj.D . Health  Department 

B  J.B . Bureau  of  Buildings,  Brooklyn 

B  B  M . Bureau  of  Buildings,  Manhattan 


B.B.Q . Bureau  of  Buildings.  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  10,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

978-22-BZ. 

APPLICANT — C.  W.  Burke,  for  Nassau  Electric  R.  R. 
Co.,  owner. 

PREMISES — 731  5th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  the 
business  of  baling  papers. 

995-22-BZ. 

APPLICANT — Abe  M.  Elkus,  owner. 

PREMISES — 130-132  Washington  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  13  motor  vehicles. 

1027-22-BZ. 

APPLICANT — Harry  R.  Harvie,  for  Frederick  L.  Rath 
and  John  H.  Siemann,  owners. 

PREMISES — 467-473  Prospect  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  extension  and  erec¬ 
tion  of  a  wagon  storage  building  and  garage. 

1037-22-BZ. 

APPLICANT — Frank  Hausle,  for  John  L.  Miller,  owner. 

PREMISES — Northeast  corner  West  218th  street  and  10th 
avenue  (Amsterdam  avenue),  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  an 
unrestricted  district  the  erection  of  a  garage  for 
more  than  5  cars. 

1108-22-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Adolph  Lewisohn 
&  Sons,  Inc.,  owner. 

PREMISES — 4360-4376  Broadway,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  2-story  garage 
for  more  than  5  cars. 

1085-22-BZ. 

APPLICANT — Dept,  of  Plant  and  Structures,  for  City  of 
New  York,  owner. 

PREMISES — 27-31  Horatio  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  of  a  hous¬ 
ing  station  for  Department  of  Street  Cleaning. 

203'-22-BZ.  ■ 

APPLICANT — Russell  Fraser,  for  Rose  Bowden,  owner. 

PREMISES — 115  Lexington  avenue,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  one  commercial  car. 

829-22-BZ 

APPLICANT — I.  Margan  &  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Corp.,  owner. 

PREMISES — Northwest  corner  Grand  Concourse  and 
Kingsbridge  Road,  The  Bronx. 

TO  PERMIT  occupancy  of  a  portion  of  the  building,  in 
residence  district,  for  business  purposes. 

883-2&-BZ 

APPLICANT — Boris  W.  Dorfman,  Jor  Jonas  &  Tesser, 
owners. 

PREMISES — 5502  Fort  Hamilton  Parkway,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  alteration  and  conversion  of 
an  existing  garage  to  business  purposes. 
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972-22-BZ. 

APPLICANT — Joseph  A.  Nicolini,  for  Charles  Sclafani 
and  Joseph  Guardino,  owners. 

PREMISES — 3058  Heath  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  2  commercial  cars. 

977-22-BZ. 

APPLICANT — C.  W.  Burke,  for  New  York  Consolidated 
R.  R.  Co.,  owner. 

PREMISES — W.  S.  5th  avenue,  50  ft.  north  of  37th  street, 
Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of  the 
business  of  baling  papers. 

967-22-BZ. 

APPLICANT — Edward  C.  Johnson,  for  Abram  E.  John¬ 
son,  owner.. 

PREMISES — 7090  Amboy  Road,  Tottenville,  Richmond. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars. 


BOARD  OF  APPEALS. 

Tuesday,  October  10,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 

894-22-A — 166-168  8th  avenue,  L.  I.  City,  Queens. 

897-22-A — 460-476  Van  Brunt  street,  Brooklyn. 

916-22-A — 79-81  Grand  avenue,  Brooklyn. 

923-22-A — 360  Southern  boulevard,  Bronx. 

945-22-A — 2331  12th  avenue,  Manhattan. 

962- 22-A — Foot  of  51st  street,  Bush  Terminal  Building, 

No.  58,  Brooklyn. 

963- 22-A — 29th  and  30th  streets,  2nd  avenue  and  water¬ 

front,  Brooklyn. 

969- 22-A — 109  East  40th  street,  Manhattan. 

970- 22- A — East  side  Todt  Hill  road,  1000  ft.  north  of 

Prospect  avenue,  Richmond. 

983-22-A— 322  St.  Nicholas  avenue,  northwest  corner  Pal¬ 
metto  street,  Queens. 

986-22-A — 291-297  Vernon  avenue,  L.  I.  City,  Queens. 

994>-22-A — 2251-2253  Loring  place,  Bronx. 

1001 -22-A — 66  East  104th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  10,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

CAL.  no.  621-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Patrick 
Duffy,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  four  private  cars; 
premises  201  Adelphi  street,  Brooklyn. 

cal.  no.  853-22-BZ — Application,  June  22,  1922,  under  the 
building  zone  resolution,  of  Bly  &  Ha- 
mann,  applicants,  on  behalf  of  Died- 
rich  Wilkins  and  John  D.  Haar,  own¬ 
ers,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five 
motor  vehicles ;  premises  810  Coney 
Island  avenue,  Brooklyn. 

cal.  no.  728-22-BZ — Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  R.  Thomas 
Short,  applicant,  on  behalf  of  Oark- 
Johnson  Co.,  owner,  to  permit  in  a 


business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  15-27  Bedford  Place,  Brook¬ 
lyn. 

cal.  no.  919-22-BZ— Application,  July  10,  1922,.  under  the 
building  zone  resolution,  of  Wesley  E. 
Bryde,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  three  car  garage ;  premises  3065 
Perry  avenue,  The  Bronx. 

cal.  no.  927-22-BZ — Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Frederick 
Johnson,  applicant,  on  behalf  of  M.  E. 
F.  Corporation,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  north  side  of 
Westchester  avenue,  97.11  ft.  east  of 
St'ebbins  avenue,  The  Bronx. 

cal.  no.  965-22-BZ— Application.  July  20,  1922,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Co.,  applicant  and  owner,  to 
permit  in  a  business  district  the  altera¬ 
tion  of  a  telephone  exchange  building 
with  the  omission  of  a  rear  yard  and 
court  as  required  by  the  Zoning  Reso¬ 
lution;  premises  126-130  Orchard 
street,  Manhattan. 

cal.  no.  999-22-BZ — Application,  July  29.  1922,  under  the 
building  zone  resolution,  of  Frank  J. 
Schefcik,  architect,  on  behalf  of  Sam¬ 
uel  H.  Wolfman,  owner,  to  permit 
partly  in  a  residence  and  partly  in  an 
unrestricted  district  the  erection  of  a 
2-story  public  garage ;  premises  943- 
949  Atlantic  avenue,  northeast  corner 
of  Grand  avenue,  Brooklyn. 

cal.  no.  930-21-BZ — Application,  July  27,  1922,  under  the 
building  zone  resolution,  of  Frederick 
T.  Dassau,  on  behalf  of  Empire  State 
Dairy  Company,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  a  milk  distrib¬ 
uting  station  and  stable;  premises  west 
side  182nd  Place.  47  ft.  8  in.  south  of 
Fulton  street,  Jamaica,  Queens. 

cal.  no.  1552-21-BZ — Application,  April  25,  1922.  under  the 
building  zone  resolution,  of  Edward  F. 
Hammel.  engineer,  on  behalf  of  Bea¬ 
trice  R.  Freeman,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  repair  shop ; 
premises  718-720  Coney  Island  avenue, 
Brooklyn. 

•  William  E.  Walsh.  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  10,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

997-22-S — 164  West  22nd  street,  Manhattan. 

1008-22-S — 99-101  Bedford  avenue.  Brooklyn. 
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1050-22-S — 451  West  39th  street,  Manhattan. 

935-22-S — 43  Mercer  street,  Manhattan. 

1059- 22-S— 28-30  West  20th  street,  31-33  West  19th  street, 

Manhattan. 

1060- 22-S— 502-506  East  74th  street,  Manhattan. 

905-22-S— 33-35  East  17th  street,  Manhattan. 

1066-22- S — 60  Laight  street,  Manhattan. 

1074- 22- S — 40  West  39th  street,  Manhattan. 

1075- 22-S — N.  S.  Hamilton  street,  86  ft.  11  in.  East  of 

Catherine  street,  Manhattan. 

1087-22-S — 121-123  West  52nd  street,  Manhattan. 

1 1 78-22 -S — 2306-2342  Decatur  street,  Queens. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  17,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

453-22-BZ. 

APPLICANT— Mark  B.  Bennitt,  for  Tillie  Opitz,  owner. 

PREMISES — 7806  Beaufort  avenue,  Woodhaven,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

1042-22-BZ. 

APPLICANT— Albert  Ullrich,  for  (Borden’s  Farm  Prod¬ 
ucts  Co.,  Inc.,  owner. 

PREMISES — 2378-2390  Gravesend  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  extension  in  area  of  a 
wagon  shed  and  stable. 

1047-22-BZ. 

APPLICANT — Charles  Kreymborg,  for  Mt.  Eden  Realty 
Corp.,  owner. 

PREMISES — 18  West  Fordham  road,  The  Bronx. 

TO  PERMIT  partly  in  a  business^  district  and  .partly  in  a 
residence  district  the  erection  of  a  business  build¬ 
ing. 

1057-22-BZ. 

APPLICANT — Stockton  Chambers,  Inc.,  owner. 

PREMISES— 306  West  109th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
Tea  Room. 

1093-22-BZ. 

APPLICANT— Cross  &  Cross,  for  379  Madison  Avenue, 
Inc.,  owner. 

PREMISES— 379  Madison  avenue,  Manhattan. 

TO  PERMIT  in  a  2  times  district  the  erection  of  a  build¬ 
ing  in  excess  of  the  height  regulations. 

1558-21-BZ.  ,  _ 

APPLICANT— Harry  S.  Sullivan,  for  Samuel  Epstein, 

owner. 

PREMISES— 818-822  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  _  erection  of  a 
garage  for  more  than  5  motor  vehicles. 

1 137-22-BZ. 

APPLICANT— Martin  James  Fielder,  for  Tillie  S.  Feld¬ 
man,  owner. 

PREMISES— S.  S.  Buel  avenue,  1030  ft.  East  of  Rich¬ 
mond  road,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  an  oil 
selling  station. 


BOARD  OF  APPEALS. 

Tuesday,  October  17,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
849-22-A — 354  Bowery.  Manhattan. 

900-22-A— 332-344  West  44th  street,  Manhattan. 


922-22-A — 321  Pearl  street,  Manhattan. 

934-22-A— 248  East  153rd  street,  The  Bronx. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

966-22-A — S.  S.  Nelson  avenue,  between  Manley  and  Mount 
streets,  Long  Island  City,  Queens. 

9 68 -22- A — 107  East  82nd  street,  Manhattan. 

976-22-A— 104  South  4th  street,  Brooklyn. 

1003-22-A— 313  East  148th  street,  The  Bronx. 

1009-22-A— 1129  Southern  boulevard,  The  Bronx. 
1022-22-A — 142-152  East  31st  street,  Manhattan. 

1029-22-A — 64-66  5th  avenue,  Manhattan. 

1058-22-A— 329-337  Broadway,  Brooklyn. 

1019-22-A — 563  West  169th  street,  Manhattan. 

1011-22-A — 124  West  19th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution.  Tuesday  morning,  October  17,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  1112-22-BZ — Application,  September  13,  1922,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Minnie  Low  and  the  Estate  of  Charles 
Kneeland.  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainten¬ 
ance  of  a  garage  for  more  than  5  mo¬ 
tor  vehicles ;  premises  2169-2175  Am¬ 
sterdam  avenue,  northeast  corner  of 
West  167th  street,  Manhattan. 

cal.  no.  845-22-BZ— Application,  June  20,  1922.  under  the 
building  zone  resolution,  of  P.  Tillion 
&  Sons,  architects,  on  behalf  of  Nellie 
Hovell,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district  the  extension  in  area 
to  an  existing  garage ;  premises  802- 
804  Jamaica  avenue,  Brooklyn. 

cal.  no.  871-22-IBZ— Application,  June  28,  1922,  under  the 
building  zone  resolution,  of  George 
Bushman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  4-car  garage;  premises 
960  East  15th  street,  Brooklyn. 

— «  r 

cal.  no.  928-22-BZ — Application,  July  11.  1922.  under  the 
building  zone  resolution,  of  Frederick 
Gerber,  architect,  on  behalf  of  Anton 
Hoffman,  owner,  to  permit  within  the 
same  block  between  two  intersecting 
streets,  in  which  there  are  entrances 
to  schools,  the  erection  of  a  garage  for 
more  than  5  cars:  premises  31114-315 
•  East  91st  street,  Manhattan.  • 

cal.  no.  985-22-BZ — Application,  July  26,  1922.  under  the 
building  zone  resolution,  of  Julia  M. 
E.  Rothery,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  4  motor  ve¬ 
hicles;  premises  916  East  14th  street, 
Brooklyn. 

cal.  no.  1048-22-BZ— Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  M.  Adelsohn,  architect,  on  behalf 
of  Saidie  E.  Miller,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
basement  and  one-story  garage  for 
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more  than  5  motor  vehicles;  premises 
585-599  East  New  York  avenue,  Brook¬ 
lyn. 

cal.  no.  1023-22-BZ.— Application,  August  7,  1922,  under 
the  building  zone  resolution  of 
Schwartz  and  Gross,  architects,  on  be¬ 
half  of  Twelve  East  Eighty-sixth 
Street  Corporation,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  a  building  to  be 
used  in  part  for  business  purposes  and 
also  to  permit  in  a  iy2  times  height  dis¬ 
trict  the  erection  of  a  building  to  ex¬ 
ceed  the  height  limitations  of  the 
zoning  resolution;  premises  1150-1168 
Madison  avenue,  22-42  Ea^t  86th  street 
and  21-41  East  85th  street,  Manhattan. 

cal.  no.  1025-22-BZ — Application,  August  8,  1922,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  M. 
Margolin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  5  motor  vehicles ;  prem¬ 
ises  northeast  corner  Hancock  street 
and  Cypress  avenue,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  17,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

220-21-S— 124  West  97th  street,  Manhattan. 

861-21-S — 96  East  10th  street,  Manhattan. 

1647-21-S — 77  5th  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

957-22- S — -Burnwell  Mechanical  Burner,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S _ Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S— Dean'  Bros.  Duplex  Steam  Pump,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  -Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
1036-22-S — Maxon  New  Style  Oil  Burner,  approval  of. 
1064-22-S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
918-22-S— The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S— The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

839-22-S— Cornell  Vacuum  Burner,  approval  of. 


1104- 22-5*— Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
685-22-S— Maxon  Automatic  Cut-off  Valve,  approval  of. 

1122-22-S— Home  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  20,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

838-22-A— 373-379  East  151st  street,  The  Bronx. 
899-22-A— South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

1082-22-A — Canarsie  Lane,  East  45th  street,  Avenue  D, 
East  47th  street  &  Clarendon  road,  Brook¬ 
lyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
ing  zone  resolution,  Friday  afternoon,  October  20,  1922, 
at  2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

CAL.  NO.  1473-21-BZ— Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  821-22-BZ— Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Charles 
M.  Spindler,  applicant,  on  behalf  of 
Edward  W.  Pica,  owner,  to  permit  in 
an  unrestricted  district  the  mainten¬ 
ance  of  a  garage  for  more  than  five 
motor  vehicles  on  the  same  street  with 
a  public  school;  premises  190  Varick 
street,  57  King  street,  Manhattan. 

cal.  no.  701-22-BZ — Application,  May  16,  1922,  under  the 
building  zone  resolution,  of  August 
•  Kroepke,  applicant  and  owner,  to  per¬ 

mit  in  a  residence  district  the  mainten¬ 
ance  of  a  four  car  garage;  premises 
2261  Powell  avenue,  The  Bronx. 

cal.  no.  786-22-BZ — Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  John 
Schwalbenberg,  applicant,  on  behalf  of 
A.  Shereshevsky,  owner,  to  permit  in 
a  residence  district  the  extension  _  in 
area  of  an  existing  stable ;  premises 
1331  Franklyn  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

Tuesday,  October  24,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

806-22- A — 147  West  54th  street,  Manhattan. 

782-22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 
1041-22-A — 147  West  54th  street,  Manhattan. 

1091-22-A — 147  West  54th  street,  Manhattan. 

974- 22-A — 304  East  61st  street,  Manhattan. 

990-22-A — 321  East  54th  street,  Manhattan. 

1000-22-A — 420-426  East  105th  street,  Manhattan. 

1024-22-A — 45  Greene  street,  42-44  Wooster  street,  Man¬ 
hattan. 

920-22-A — 13  East  39th  street,  16-18  East  40th  street,  Man¬ 
hattan. 

975- 22- A — 11-13  Emerson  Place,  Brooklyn. 

1010-22-A — 457  West  Broadway,  Manhattan. 

1021-22-A — 3058  Perry  avenue,  The  Bronx. 

1035-22-A — 46  West  98th  street,  Manhattan. 

1054-22-A — 161  East  73rd  street,  Manhattan. 

1063-22-A — 305  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution  Tuesday  morning,  October  24,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow-* 
ing  matters : 

cal.  no.  1101-21-BZ — Application,  October  1,  1921,  under 
the  building  zone  resolution,  of  Neier 
&  Van  Derveer,  applicants,  on  behalf 
of  Eleanora  and  Felizia  Lizza,  owners, 
for  a  rehearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  3 
commercial  cars ;  premises  1618  Mel¬ 
ville  street,  The  Bronx. 

cal.  no.  996-22-BZ— Application,  July  28,  1922,  under  the 
building  zone  resolution,  of  Otto  C. 
Infanger,  architect,  on  behalf  of  Peter 
C.  A.  Flickenschild,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  4  motor  vehicles ; 
premises  92-98  Autumn  avenue,  Brook¬ 
lyn. 

CAL.  NO.  1005-22-BZ— Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Sylvia  R.  Fromm,  owner,  to  permit  in 
a  business  district  the  extension  in  area 
,  to  an  existing  garage ;  premises,  1003- 

1005  Morris  avenue,  The  Bronx. 

CAL.  N«.  1007-22-BZ — Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  John  De¬ 
Hart,  architect,  on  behalf  of  Rachael 
Kantrowitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  >of  exist¬ 
ing  building  from  residence  to  business 
use;  premises,  871  East  175th  street, 
The  Bronx. 

cal.  no.  1092-22-BZ — Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Harold 
J.  Crookes,  applicant,  on  behalf  of 
Herman  R.  Maier,  owner,  and  Fort 
George  Automobile  Club,  lessee,  to  per¬ 


mit  in  a  business  district  the  erection 
of  a  3-story  garage  for  more  than  5 
motor  vehicles ;  premises  4432-4438 
Broadway,  Manhattan. 

cal.  no.  1030-22-IBZ — Application,  August  10,  1922,  under 
the  building  zone  resolution,  of  Ben¬ 
jamin  Antin,  applicant,  on  behalf  of 
Rose  Goldman,  owner,  to  permit  in  a 
residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  store 
building;  premises  1831  Grand  Boule¬ 
vard,  southwest  corner  176th  street, 
The  Bronx. 

cal.  no.  1071-22-BZ — Application,  August  24,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Billingsley  Holding  Corporation,  own¬ 
er,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5 
motor  vehicles ;  premises  east  side  Jer¬ 
ome  avenue,  113.06  ft.  north  of  East 
-  170th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  October  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1098-22- A — 206  Water  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREB  /  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  31,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters  : 

cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S.  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  motor  vehicle  repair  shop;  prem¬ 
ises  91-93  Hope  avenue,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  31,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  November  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

903- 22- A-— 538-64  Johnson  avenue,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 
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CALENDAR 

BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  November  24,  1922,  at  10  a.  m. 


Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A— 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A— 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A — IB  lock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22- A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 

879- 19- A— Pier  15,  North  River,  Manhattan. 

880- 19-A— Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A— Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A— Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan 


937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-E.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-E.) 

981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A— Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A—  Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A— Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A— Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


NOTICE 


Conies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  b  y  a  nine  and  one-half  inch  envelope,  stamped  and  a 

dressed.  Four  cents  postage  required.  .  WILLIAM  J.  O’GORMAN,  Secretary. 
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BOARD  OF  APPEALS 


REGULAR  -  MEETING. 

TUESDAY  MORNING,  OCTOBER  3,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  special  meeting  of  the  Board  of 
Appeals,  held  on  Friday  afternoon,  September  22,  1922,  and 
the  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  September  26,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  40,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
907-22-A. 

APPELLANT — S.  R.  Donnellon,  for  Union  Carbide  & 
Carbon  Research  Laboratories,  Inc.,  owner. 
SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — Northwest  corner  of  Nelson 
avenue  and  Manley  street,  Long  Island  City, 
Queens. 

APPEARANCES— 

For  Appellant :  S.  R.  Donnellon. 

For  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . , . 


7 

0 

0 


THE  RESOLUTION: 

(907-22-A) 

Whereas,  S.  R.  Donnellon,  for  Union  Carbide  &  Carbon 
Research  Laboratories,  Inc.,  owner,  filed,  July  7,  1922,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  northwest  corner  of 
Nelson  avenue  and  Manley  street,  Long  Island  City, 
Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“Disapproved  June  19,  1922,  with  the  following  ob¬ 
jections  : 

“1.  Inasmuch  as  Plan  No.  821-21  was  withdrawn 
by  the  applicant,  Christian  E.  Harle,  the  enclosed  ap¬ 
plication  must  be  filed. 

“7.  Show  anti-syphon  system. 

“8.  Complete  details  showing  material  and  construc- 
ton  of  pumps,  its  valves,  etc.,  must  be  filed. 

“a.  Pumps  must  be  located  in  an  accessible  posi¬ 
tion  and  provision  shall  be  made  for  remote  control. 

“b.  Pumps  must  be  installed  in  duplicate  and  be  bi- 
passed. 

“e.  Connections  must  be  as  per  rules  of  Board  of 
Standards  and  Appeals. 

“f.  Overflow  pipes,  one  size  larger  than  supply  pipes 
and  carried  back  to  tank  must  be  provided  for  burners. 

“i.  Pumps  must  be  of  a  type  approved  by  Board  of 
Standards  and  Appeals. 

“9.  a.  Provision  shall  be  made  to  insure  the  cessa¬ 
tion  of  oil  supply  from  tank  to  burner  when  the  pump 
is  not  at  work. 

“10.  Complete  details  showing  material  and  con¬ 
struction  of  burners  must  be  filed.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  58  ft.  4  in.  by  58  ft.  1  in.  in  area,  occupied  as  a 
laboratory,  total  occupancy,  3  persons ;  equipped  with  a  fuel 
oil  system  installed  in  July,  1921,  for  use  in  connection  with 
small  furnaces  which  heat  the  laboratory  samples  of  metal 
for  testing;  and 

Whereas,  the  appellant  contends  that  present  pump  is 
only  pumping  an  average  of  100  gallons  of  oil  per  month. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 


and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition,  that  a  check  valve  be  provided  in 
the  vertical,  oil  supply  line ;  and  that  the  appeal  be  granted  , 
only  so  long  as  the  operation  -of  this  installation  is  con¬ 
fined  to  laboratory  tests. 


9 11-22- A. 

APPELLANT — Trustees  Estate  of  William  IBeard,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 433-443  Van  Brunt  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Edward  Heuman. 

For  Administration-;  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  . , .  0 

THE  RESOLUTION: 


(911-22-A) 

Whereas,  the  Trustees  of  the  Estate  of  William  Beard, 
owner,  filed,  July  8,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  433-443  Van  Brunt  street,  Brooklyn  (store  No. 
16)  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  pounds 
per  square  inch,  etc.” ; 

and 

Whereas,  the  building  is  non-fireproof,  1  story  in  height, 
101  in.  6  in.  by  159  ft.  11%  in.  in  area,  occupied,  general 
storage  of  merchandise  in  original  packages,  not  more  than 
eighteen  persons  employed  in  the  entire  building  at  any  one 
time;  and 

Whereas,  the  appellant  contends  that  it  would  not  be 
possible  to  maintain  a  standpipe  system  in  operating  con¬ 
dition  as  there  is  no  heat  in  the  building. 

Resolved,  that  the  order  of  the  fire  commissioer  be  and 
it  hereby  s  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition,  that  the  building  be  equipped  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and 
appeals  as  to  standpipes  for  garages;  or  that  a  standpipe 
with  a  dry  pipe  valve  in  lieu  of  tank  be  installed ;  or  that 
the  premises  be  subdivided  by  a  wall,  of  approved  fireproof 
material,  in  accordance  with  the  requirements  of  the 
building  code,  any  opening  therein  to  be  protected  with 
approved,  self-closing,  fireproof  doors. 


912-22-A. 

APPELLANT— Trustees  Estate  of  William  Beard,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 445-455  Van  Brunt  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Edward  Heuman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  . , . . .  0 
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THE  RESOLUTION: 


THE  RESOLUTION: 


(9 12 -22- A) 

Whereas,  Trustees,  Estate  of  William  (Beard,  owner, 
filed,  July  8,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner  affecting  premises 
445-455  Van  Brunt  street,  Brooklyn,  Store  No.  15;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Install  a  standpipe  system  with  risers  4  inches  in 
diameter,  tested  to  withstand  a  pressure  of  300  pounds 
per  square  inch,  extending,  etc.” ; 
and  .  . 

Whereas,  the  building  is  non-fireproof,  2  stones  in 
height,  99.4  ft.  by  160  ft.  in  area,  occupied  for  storage, 
with  not  more  than  18  persons  in  the  entire  building,  the 
building  being  equipped  with  nine,  pail  fire  pump  tanks  and 
pails;  and 

Whereas,  the  appellant  contends  that  it  would  not  be 
possible  to  maintain  a  standpipe  system  in  operating  con¬ 
dition  as  there  is  no  heat  in  the  building. 

Resolved,  that  the  order  of  the  fire  commissioer  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition,  that  the  building  be  equipped  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and  ap¬ 
peals  as  to  standpipes  for  garages;  or  that  a  standpipe  with 
a  dry  pipe  valve  in  lieu  of  tank  be  installed ;  or  that  thp 
premises  be  subdivided  by  a  wall,  of  approved  fireproof 
material,  in  accordance  with  the  requirements  of  the  build¬ 
ing  code,  any  opening  therein  to  be  protected  with  ap¬ 
proved,  self-closing  fireproof  doors. 


914-22-A. 

APPELLANT— D.  Everett  Waid,  for  Metropolitan  Life 
Insurance  Co.,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— Thompson  avenue,  Court 
Square,  and  Long  Island  Railroad,  Queens. 

APPEARANCES— 

For  Appellant:  D.  Everett  Waid. 

For  Administration  :  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  November  14,  1922, 
at  10  a.  m..  pending  inspection. 


916-22-A. 

APPELLANT — John  Smith,  owner.  #  . 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 79-81  Grand  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Augusta  Smith. 

For  Administration:-  Inspector  Lieberman  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  October  10,  1922,  at 
10  a.  m.,  on  request  of  appellant’s  wife. 


921-22-A. 

APPELLANT— Universal  Iron  Works,  Inc.,  owner,_ 

SUBJECT _ Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 4185  Park  avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant:  John  C.  Strauss. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD— Appeal  dismissed  with  recom¬ 
mendation  to  applv  to  fire  department  for  permit 
under  the  old  conditions. 


THE  VOTE—  . 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland.  Kearney  and  Kerbv  .... 


Negative  . ; . 

Absent :  Fire  Chief  Kenlon 


6 

0 

1 


(921-22-A) 

Whereas,  Universal  Iron  Works,  Inc.,  owner,  filed,  July 
11,  1922,  an  appeal  with  the  board  of  appeals,  from  an  or¬ 
der  of  the  fire  commissioner,  affecting  premises  4185  Park 
avenue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“With  reference  to  your  application,  dated  May  15th, 
1922,  for  a  permit  to  maintain  a  non-storage  garage  at 
the  above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  permit  because  the  build¬ 
ing  is  of  frame  construction. 

“Section  5,  paragraph  4,  Chapter  5,  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy,  or 
use  shall  be  made  in  any  .  .  .  now  existing  build¬ 
ing  .  .  .  unless  .  .  .  such  building  conforms  to  the 
provisions  of  the  building  code  with  respect  to  build¬ 
ings  hereafter  altered  for  the  proposed  new  occupancy 
or  use.’ 

“Section  90,  Chapter  5,  of  the  Code  of  Ordinances, 
provides  that  .  .no  frame  .  .  .  structure,  shall  be 
hereafter  built  .  .  .  within  .  .  .  the  fire  limits.’ 

“You  are,  therefore,  ordered  to 

“1. — Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.”; 

and 

Whereas,  the  building  is  frame  (iron  posts  galvanized 
roof)  an  open  shed,  one  story  in  height.  23  ft.  by.  80  ft.  in 
area,  located  in  an  unrestricted  district,  occupied  as  a 
garage  for  one  auto  truck;  and 

Whereas,  appellant  claims  that  the  auto  truck  is  used 
in  their  own  business  and  that  it  is  only  stored  in  the  shed 
over  night;  and 

Whereas,  it  appears  that  the  truck  is  stored  in  an  open 
iron  shed  and  not  in  a  frame  structure  and  the  board 
deemed  that  the  matter  should  be  referred  back  to  the 
fire  commissioner  for  the  renewal  of  the  permit,  on  the 
•same  conditions  as  those  on  which  former  permits  were 

issued.  . 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


931-22-A. 

APPELLANT— Eastern  Pearl  Button  Works,  owner.. 
SUBJECT— Anneal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED--W.  S.  Ocean  avenue,  100  ft. 

South  of  Kimball  avenue.  Ozone  Park,  L.  I., 
Queens. 

APPEARANCES— 

For  Appellant:  F.  W.  Voges. 

For  Administration:  Inspector  Ort  of  fire  depart- 


ACTTON  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  ,  ,  ,, 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney  and  Kerby  - 


Negative  . . . 

Absent :  Fire  Chief  Kenlon 


6 

0 

1 


THE  RESOLUTION : 

(931-22-A) 

Whereas,  Eastern  Pearl  Button  Works,  lessee,  filed, 
Tulv  12,  1922,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises 
west  side  of  Ocean  avenue,  109  ft.  south  of  Kimball  ave¬ 
nue,  Ozone  Park,  Queens ;  and  #  . 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
“3.  Fuel  Oil  Pumps  must  be  of  a  type  approved  by 
the  Board  of  Standards  and  Appeals. 

“24.  Pumps  must  be  located  as  per  Rule  13 
“25.  Pumps  must  be  located  in  an  accessible  posi¬ 
tion  and  provisions  shall  be  made  for  remote  control. 
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“26.  Pumps  must  be  installed  in  duplicate  and  be  by¬ 
passed. 

“35.  Provision  shall  be  made  to  insure  the  cessation 
of  oil  supply  from  tank  to  burner  when  the  pump  is 
not  at  work.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  and 
basement  in  height,  100  ft.  by  44  ft.  in  area,  occupied  for 
the  manufacture  of  buttons ;  and 
Whereas,  appellant  proposes  to  install  outside  the  build¬ 
ing  25  ft.  from  the  building  wall,  an  1,800-gallon  tank  for 
the  storage  of  fuel  oil,  with  two  oil  engines  connected  to 
the  tank,  the  engines  being  of  the  Meitz  &  Weiss  type;  the 
tank  being  entirely  encased  in  12  in.  of  concrete  and  the 
top  is  buried  3  ft.  below  the  basement  floor  level ;  and 
Whereas,  appellant  contends  that  the  engines  are  internal 
combustion  engines  and  have  been  in  operation  for  the  past 
10  years. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  oil  storage  capacity  of 
existing  installation  be  not  increased  and  that  there  be  no 
change  in  the  existing  installation  other  than  in  compli¬ 
ance  with  the  rules  of  the  board  of  standards  and  appeals. 


946-22-A. 

APPELLANT — Marc  Eidlitz  &  Son,  for  Manhattan  Stor¬ 
age  &  Warehouse  Co.,  owner. 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 801  7th  avenue,  Manhattan. 

APPEARANCES—' 

For  Appellant:  Julius  Eckman. 

For  Administration :  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(946-22-A) 

Whereas,  Marc  Eidlitz  &  Son.  for  Manhattan  Storage 
&  Warehouse  Company,  owner,  filed,  July  14,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  801  Seventh  avenue, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gal¬ 
lons  capacity  for  the  standpipe  system,  said  tank  to  be 
so  elevated  that  the  bottom  will  be  not  less  than  20  ft. 
above  the  hose  outlet  of  the  top  story.-  Sec.  20,  Ch. 
12,  Code  of  Ordinances.” ; 
and  ! 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
200.10  ft.  by  200  ft.  and  191.8  ft.,  irregular  in  area,  occu¬ 
pied  as  a  storage  warehouse,  1st  story,  35  persons ;  upper 
stories,  5  persons  each ;  there  are  two  5,000-gal.  tanks 
above  the  top  story  outlet,  a  5,000-gal.  suction  tank  and  a 
triplex  double  acting  electric  pump  in  the  cellar ;  six  chem¬ 
ical  extinguishers  and  six  water  barrels  on  each  story; 
the  building  is  directly  connected  to  a  central  fire  alarm 
station  and  fire  drills  are  held  every  two  weeks. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
;+  {,-  modified,  and  the  appeal  be  and  it  he'-e1— 

granted  on  condition  that  the  present  fire  protective  equip¬ 
ment.  be  maintained ;  and  that  conditions  as  to  occupancy 
and  use  remain  unchanged. 


899-22-A. 

APPELLANT — John  M.  Chapman,  for  Metropolitan  Velo¬ 
drome  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — S.  S.  225th  street,  150  ft.  west 
of  Exterior  street,  The  Bronx.  _ 

APPEARANCES—  ~~ 

For  Appellant:  Geo.  H.  Young. 

ACTION  OF  BOARD — Laid  over  to  October  20,  1922,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


948-22-A. 

APPELLANT — Marc  Eidlitz  &  Son,  for  Manhattan  Stor¬ 
age  &  Warehouse  Co.,  owner. 

SUBJECT — -Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 801  7th  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant :  Julius  Eckman. 

For  Administration :  Inspector  Ort  of  fire  depart¬ 


ment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Fire  Chief 

Kenlon  .  6 

Absent :  Air.  Kerby  .  1 


THE  RESOLUTION: 

(948-22-A) 

Whereas,  Marc  Eidlitz  &  Son,  for  Manhattan  Storage 
and  Warehouse  Company,  owner,  filed,  July  15,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  801  Seventh  avenue, 
Manhattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Discontinue  the  sprinkler  system  in  the  cellar 
from  standpipe  system.  Sec.  20,  Ch.  12,  Code  of  Or¬ 
dinances. 

“3.  Provide  an  approved  independent  source  of  water 
supply  arranged  and  equipped  as  provided  in  the 
rules  for  fire  extinguishing  appliances  adopted  by  the 
board  of  standards  and  appeals.  Sec.  20,  Ch.  12,  Code 
of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
200.10  ft.  by  200  ft.  and  191.8  ft.  irregular  in  area,  occu¬ 
pied  as  a  storage  warehouse,  1st  story,  35  persons ;  upper 
.  stories,  5  persons  each ;  and 

Whereas,  appellant  contends  that  the  existing  sprinkler 
system  in  the  cellar  was  a  voluntary  installation  and  branch¬ 
es  off  from  the  standpipe  system  with  a  control  shut-off 
valve  and  that  the  cellar  is  divided  into  two  separate  com¬ 
partments  with  3  ft.  thick  subdividing  walls,  with  fire 
doors  at  the  openings  and  that  there  are  two  5.000-gal. 
gravity  tanks  in  the  top  story  and  a  5,000-gal.  suction  tank 
in  the  cellar ;  three  Siamese  connections  on  the  street  and 
a  250-gal.  triplex  electric  pump  in  the  cellar. 

Whereas,  the  board  deemed  that  the  sprinkler  system  in 
the  cellar  should  be  disconnected  from  the  standpipe  sys¬ 
tem  and  same  be  connected  direct  to  the  street  main. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
dented. 


949-22-A. 

APPELLANT — Queensborough  Gasf  &  Electric  Co.,  own¬ 
er. 

SUBTECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — Beach  109th  street  (Thetis  ave¬ 
nue)  and  Jamaica  Bay,  Rockaway  Beach,  Queens. 
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APPEARANCES— 

For  Appelant :  J.  K.  Foster. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . * -  7 

Negative  . . . .  0 

Absent  .  0 

THE  RESOLUTION: 

(949-22-A) 

Whereas,  Queensborough  Gas  &  Electric  Company,  own¬ 
er,  filed,  July  15,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  on  Jamaica  Bay,  foot  of  Beach  109th  street 
(Thetis  avenue  and  Jamaica  bay),  Rockaway  (Beach, 
Queens;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“All  storage  tanks  including  filling  and  measuring 
tanks  and  all  separators  comprising  petroleum  or  shale 
oil  or  the  liquid  products  thereof  or  coal  tar  compris¬ 
ing  or  forming  a  part  of  the  oil  storage  plant  shall  be 
buried,  so  that  the  top  of  said  tanks  shall  be  at  least 
2  in.  below  the  grade  level. 

“Plans  and  specifications  must  be  filed  with  and 
approved  by  the  Fire  Department  before  the  above 
work  may  be  commenced,  Sec.  111-5,  Ch.  10,  Code  of 
Ordinances. 

“And  in  addition,  remove  all  fuel  oil  from  storage 
tanks  and  discontinue  the  further  storage  and  use  of 
fuel  oil  on  premises  as  the  said  storage  of  fuel  oil  is 
not  in  accordance  with  the  rules  governing  the  stor¬ 
age  and  use  of  fuel  oil  adopted  by  the  Board  of  Stand¬ 
ard  and  Appeals,  November  6,  1919;  effective  December 
1,  1919.”; 

and  -  y  :! 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Queensborough  Gas  & 
Electric  Co.,  consisting  of  several  buildings  and  four 
tanks ;  one  tank  15  ft.  in  diameter  by  34  ft.  10  in.  long ; 
one  18  ft.  in  diameter  by  16  ft.  long;  one  15  ft.  in  diameter 
by  57  ft.  long  and  one  47  ft.  6  in.  by  38  ft.  high ;  there  is  a 
2-in.  steam  main  connected  to  each  tank,  controlled  from 
a  valve  located  250  ft.  away,  the  main  being  buried  1  ft. 
below  the  surface  of  the  ground ;  and 

Whereas,  owing  to  the  location  of  the  plant  and  the 
presence  of  tidewater  it  is  impossible  to  bury  the  tanks  and 
appellant  proposes  to  provide  a  solid  concrete  retaining 
wall  entirely  surrounding  the  four  tanks  of  sufficient  height 
to  hold  the  maximum  capacity  of  oil  which  can  be  stored 
in  these  tanks. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  existing  oil  storage  capacity 
be  not  increased,  and  that  the  tanks  be  enclosed  in  a  rein¬ 
forced  concrete  wall,  the  enclosure  being  subdivided  by  a 
cross  wall  between  the  space  holding  the  larger  tank 
and  the  3  smaller  tanks  and  that  the  space  holding  the  3 
small  tanks  be  further  divided  into  2  sections  by  a  wall 
running  north  and  south,  and  that  each  enclosure  be  of 
sufficient  capacity  to  contain  the  entire  contents  of  the 
tank  or  tanks  so  enclosed. 


951-22-A. 

APPELLANT— P.  J.  Carroll,  lessee. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 125  Morningside  avenue,  Man¬ 
hattan. 


APPEARANCES— 

For  Appellant:  William  Allen  and  P.  J.  Carroll. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  . .  0 

Absent:  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(951-22-A) 

Whereas,  P.  J.  Carroll,  lessee,  filed,  July  15,  1922,  an 
appeal,  with  the  hoard  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  125  Morningside  ave¬ 
nue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“With  reference  to  your  application,  dated  February 
8th,  1922  for  a  permit  to  maintain  a  non-storage  garage 
at  the  above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  permit  because  the  build¬ 
ing  is  of  frame  construction. 

“Section  5,  paragraph  4,  Chapter  5,  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  .  .  .  now  existing  building 
.  .  .  unless  .  .  .  such  building  conforms  to  the  pro¬ 
visions  of  the  building  code  with  respect  to  buildings 
hereafter  altered  for  the  proposed  new  occupancy  or 
use.’ 

“Section  90,  Chapter  5,  of  the  Code  of  Ordinances, 
provides  that  ‘.  .  .no  frame  .  .  .  structure  shall  be 
hereafter  built  .  .  .  within  ...  the  fire  limits.’; 

You  are,  therefore,  ordered  to 

1 — Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  premises  consist  of  an  open  triangular 
shaped  lot,  with  a  high  metal  covered  fence  built  around 
it;  a  portion  of  this  lot  being  roofed  over  with  boards  at 
a  height  of  10  ft.  or  12  ft.  above  the  ground ;  this  portion 
being  used  for  the  storage  of  two  motor  vehicles,  a  moving 
van  and  a  delivery  truck;  the  fence  being  used  for  adver¬ 
tising  purposes;  and 

Whereas,  appellant  has  filed  an  affidavit  that  the  prem¬ 
ises  were  used  for  the  storage  of  two  motor  vehicles  on 
July  25,  1916,  and  has  been  used  as  such  continually  since; 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
'granted,  permitting  the  storage  of  not  more  than  two  (2) 
commercial  trucks,  the  property  of  the  lessee,  and  to  be 
used  in  the  conduct  of  his  business,  on  condition  that  there 
be  no  gasoline  stored  or  kept  on  the  premises,  and  that 
this  permission  be  granted  for  a  period  not  to  exceed  two 
(2)  years  from  the  date  of  this  action. 


953-22- A. 

APPELLANT— William  F.  Doyle,  for  Samuel  Shuff, 
lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 735  Bedford  avenue,  12  Spen¬ 
cer  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Wm.  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 
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THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  . 0 

Absfent:  Mr.  Holland .  1 


THE  RESOLUTION: 

(953-20-A) 

Whereas,  William  F.  Doyle,  for  Samuel  Shuff,  owner, 
filed,  July  17,  1922,  an  appeal,  with  the  Board  of  Appeals, 
from  an  order  of  the  Fire  Commissioner,  affecting  prem¬ 
ises  735  Bedford  Avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  50  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  north  and  south  sides  of  build¬ 
ing  or  other  approved  protection  as  per  Sec.  375,  ar¬ 
ticle  18,  Chapter  5  of  the  Gode  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  3  and  4  stories 
in  height,  running  through  from  Bedford  avenue  to  Spen¬ 
cer  street;  and 

Whereas,  appellant  proposes  to  place  fire  shutters  on 
the  windows  where  there  is  direct  exposure,  but  requests 
to  be  relieved  of  placing  shutters  on  windows  where  there 
is  no  direct  exposure. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  following  windows  shall 
either  be  protected  with  iron  or  kalameined  shutters, 
or  bricked  up  with  approved  masonry,  namely :  the  1st, 
end,  3rd,  4th,  5th,  8th  and  9th  windows  on  the  north  wall 
from  the  front  of  the  building  which  faces  Bedford  ave¬ 
nue,  on  all  stories  above  the  first,  and  also  the  1st  and  2nd 
windows,  on  the  south  wall,  on  all  stories  above  the  roof 
of  the  two-story  building  adjoining. 


782-22-A. 

APPELLANT — Euvrard,  Sambach  &  Euvrard,  for  Beth- 
.  any  Deaconess  Hospital  Society,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 227-237  St.  Nicholas  avenue, 
Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  October  24,  1922,  at 
10  a.  m.  to  take  up  at  same  time  as  1119-22-A.  af¬ 
fecting  same  premises. 


1038-22-A. 

APPELLANT — Samuel  Rosenblum,  for  S.  L.  Snyder, 
lessee. 

SUBJECT — 'Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 260-262  West  41st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby...  6 


Negative:  Fire  Chief  Kenlon .  1 

Absent  .  0 

THE  RESOLUTION: 

(1038-22-A) 


Whereas,  Samuel  Rosenblum,  for  P.  M.  Maresi,  owner, 
filed,  August  12,  1922,  an  appeal,  with  the  board  of  appeals, 


from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  260-62  West  41st  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

“1.  Proposed  storage  of  nitro-cellulose  films  within 
50  ft.  of  a  school  may  not  be  permitted.  Contrary  to 
provisions  of  Section  241,  Chapter  10,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  7  stories  and  basement  in  height,  50  ft.  by  98 
ft.  9  in.  in  area  in  the  1st  story  and  50  ft.  by  87  ft.  in  area 
above;  occupied  offices,  light  manufacturing  and  sales¬ 
rooms,  30  persons  per  story;  it  is  proposed  to  erect  on 
each  story  a  vault  of  750  cu.  ft.  capacity;  each  vault  to  be 
vented  separately  by  T.  C.  flue  lining  enclosed  in  8  in. 
masonry  to  and  above  the  roof ;  the  means  of  egress  con¬ 
sisting  of  two  interior  fireproof  stairways  landing  in  the 
1st  story  and  fireproof  passageway  leading  to  street;  and 
Whereas,  it  appears  that  on  40th  street  to  the  east  of 
the  proposed  building,  there  is  a  school  building  with  a 
1-story  detached  brick  building  within  50  ft.  of  the  nearest 
wall  of  the  building  in  question,;  and 
Whereas,  appellant  contends  that  the  proposed  building 
is  50  ft.  away  from  the  school  proper,  and  that  the  vaults 
are  100  ft.  away. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified ,  and  the  appeal  be. and  it  hereby  is 
granted  on  condition  that  the  vaults  be  installed  in  accord¬ 
ance  with  the  rules  and  regulations  of  the  board  of  stand¬ 
ards  and  appeals,  and  that  appellant  obtain  the  necessary 
permit  from  the  fire  department. 


1044 -22- A. 


APPELLANT— Albert  W.  Venino,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 35  West  83rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Albert  W.  Venino. 

For  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — ‘Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby . 

Negative  . 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon.. 


5 

0 

O 


THE  RESOLUTION: 

(1044-22-A) 

Whereas,  Albert  W.  Venino,  owner,  filed,.  August  16, 
1922,  an  appeal,  with  the  board  of  appeals,  from  a  decision 
of  the  fire  commissioner,  affecting  premises  35  West  83rd 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

2.  Not  more  than  two  stories  directly  above  garage 
may  be  used  for  living  purposes.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  20  ft.  by  49  ft.  in  area;  occupied  as 
dwelling  by  owner;  it  is  proposed  to  construct  fn  the  front 
part  of  the  basement  a  garage  for  one  automobile,  property 
of  the  owner,  by  covering  the  existing  partitions  and  ceiling 
with  metal  lath  and  plaster;  the  means  of  egress  from  the 
building  consisting  of  an  interior  stairway  extending  from 
the  basement  to  the  3rd  story. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  two  stories  above 
the  garage  be  maintained  for  dwelling  purposes;  that  the 
3rd  story  be  restricted  to  household  storage ;  that  the  ca¬ 
pacity  of  the  proposed  garage  be  limited  to  one  automobile 
of  the  pleasure  car  type,  the  property  of  the  owner;  that 
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the  partitions  enclosing  the  garage  space  and  the  ceiling  of 
the  entire  cellar  be  fire  retarded  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals,  and  that  these 
partitions  be  unpierced;  that  the  floor  of  the  garage  space 
be  covered  with  cement  concrete  material. 


250-20-A. 

APPELLANT — Edward  R.  Williams,  for  Universal  Ne¬ 
gro  Improvement  Association,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 120  West  138th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Vernal  J.  Williams  and  S.  R. 
Williams. 

ACTION  OF  BOARD — Extension  of  time  granted  for 
two  years  from  date  of  expiration  of  original  per¬ 
mit. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Kearney  and  Kerby .  5 

Negative  . .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon...  2 

THE  RESOLUTION  : 

(250-20-A) 

Whereas,  Edward  R.  Williams,  for  Universal  Negro 
Improvement  Association,  owner,  filed  April  2,  1020,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  120  West 
138th  street,  Manhattan,  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  26,  1920,  reads : 

“1.  Extension  of  building  beyond  limit  lof  5,000  sq. 
ft.  area  is  unlawful  unless  construction  is  fireproof, 
section  72. 

“2.  Foundations  should  be  carried  4  feet  ibeilow 
grade,  section  232. 

“3.  Girders  are  weak. 

“4.  Show  ventilation  for  toilets,  section  133. 

“5.  Show  lintels  over  wall  openings.” ; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of 
buildings  to  permit  the  alteration  of  an  existing  one-story 
non-fireproof  building  80  ft.  by  98  ft.  in  area,  occupied  as  a 
public  lecture  room  by  extending  the  building  on  the  side 
an  additional  127  ft.  the  total  area  of  the  building  as  al¬ 
tered  being  20,000  sq.  ft.,  the  building  being  practically  on 
a  level  with  the  street,  10  ft.  from  the  building  line  on  the 
east  end,  15  ft.  at  the  westerly  end,  16  ft.  at  the  rear  and 
4  ft.  at  the  front,  there  is  to  be  one  exit  at  each  end,  4  at 
the  front  leading  to  the  street  and  2  exits  at  the  rear;  the 
occupancy  of  the  building  as  a  public  lecture  room  to  be 
continued  until  such  time  as  a  new  building  can  be  erected. 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  May  4,  1920,  on  certain  conditions  and  appellants 
request  a  modification  of  the  time  limit  provisions  of  these 
conditions. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  insofar  as  it  relates  to  items  2,  3,  4  and  5  be  and  it 
hereby  is  affirmed,  and  the  appeal  insofar  as  it  relates  to 
said  items  ibe  and  it  hereby  is  denied;  and  that  the  decision 
of  the  superintendent  of  buildings  insofar  as  it  relates  to 
item  No.  1  be  and  it  hereby  is  modified  and  that  the  appeal 
insofar  as  it  relates  to  said  item  be  and  it  hereby  is  granted 
on  condition  that  the  furring  of  walls,  the  ceiling  beams  and 
girders  shall  be  covered  with  plaster  board  with  joints 
well  pointed;  that  the  posts  supporting  the  roof  beams  shall 
'be  eight  inches  by  eignt  inches  in  cross  section,  and  that 
the  structure  shall  be  removed  a it  the  expiration  of  two 
years  from  May  4,  1922. 


BUILDING  ZONE  CASES. 

498-22 -BZ. 

APPLICANT — J.  Edmund  Byrne  for  William  Deininger, 

owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  of  a  2-story  existing  bakery  building. 
PREMISES  AFFECTED1 — 3240-3256  Bronx  Boulevard, 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Ellwood  M.  Rabenold. 

For  Opposition:  John  Vallosio,  Julia  Vallosio, 
Mrs.  L.  Hogan,  T.  J.  Healy,  Elizabeth  Meikle, 
Kate  Carigha,  Mrs.  J.  Vannoso,  John  A. 
Schoen,  M.  Pignoni,  Hon.  A,  G.  Halberstadt, 
P.  J.  McNabb,  Bernard  H.  Hand  and  Win.  L. 
Meikle. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

and  Boulton  .  3 

Negative:  Messrs.  Holland,  Kearney  and  Kerby  3 
Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(49'8-22-BZ) 

Whereas,  J.  Edmund  Byrne,  for  William  Deininger, 
owner,  filed,  April  4,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district,  the 
extension  of  a  2-story  existing  bakery  building,  premises 
3240-3256  Bronx  Boulevard,  The  Bronx.;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October  3, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Rosewood  street,  Bronx 
Boulevard  and  Baker  avenue  are  residence  districts ; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  6,  1922,  in  acting  on  N.  B.  No. 
352-19212  reads: 

“1.  Proposed  business  building  not  permitted  in  the 
residence  district.” ; 

and 

Whereas,  the  proposed  extension  is  to  be  of  non-fire¬ 
proof  construction  2  stories  in  height  with  a  frontage  of 
119  ft.  8  in.  and  a  depth  of  50  ft.  4  in.  to  be  occupied  1st 
story  garage,  2nd  story  storage  of  flour ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  ion  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


786-22-BZ. 

APPLICANT — John  Schwalbenberg,  for  A.  Shereshevsky, 

owner. 

SUBJECT. — -Application  to  permit  in  a  residence  district 
the  extension  in  area  of  an  existing  stable. 
PREMISES  AFFECTED — 1331  Franklyn  avenue*  The 

Bronx. 

APPEARANCES— 

For  Applicant:  Valentine  Taylor. 

For  Opposition:  Philip  D.  Shapiro,  Adam  Wie¬ 
ner,  et  al. 

ACTION  OF  BOARD — Laid  over  to  Friday,  October  20, 
1922,  at  2  p.  m.y  on  request  of  Phillips,  Mahoney 
&  Libel,  attorneys  for  applicant. 
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797-22-BZ. 

APPLICANT — Bernard  Jordan,  for  Yale  Land  Company, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  blacksmith  shop. 

PREMISES  AFFECTED— W.  S.  Fresh  Meadow  road, 
>245.08  ft.  south  of  Norwood  avenue,  Flushing, 
Queens. 

APPEARANCES— 

For  Applicant:  Bernard  Jordan  and  Mary  Jor¬ 
dan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted,  giving  tem¬ 
porary  permit  for  period  of  two  years. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 


Kearney  and  Kerby . .  5 

Negative:  Chairman  Walsh..., .  1 

Absent:  Fire  Chief  Kenlon .  1 


THE  RESOLUTION : 

(797-22-BZ) 

Whereas,  Bernard  Jordan,  for  Yale  Land  Company, 
owner,  filed,  June  7,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  blacksmith  shop;  premises 
west  side  of  Fresh  Meadow  road,  245.08  ft.  south  of  Nor¬ 
wood  avenue,  Flushing  Heights,  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  3 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fresh  Meadow  road  and 
Norwood  avenue  are  business  districts  and  33rd  street  is  a 
residence  district;  and 

Whereas,  the  decision  erf  the  superintendent  of  buildings 
rendered  June  7,  1922,  in  acting  on  N.  B.  Application  No. 
8574-4922,  reads : 

“1.  Erection  of  a  building  for  use  as  blacksmith 
shop  is  forbidden  in  business  district  by  the  Zoning 
Law”; 

and 

Whereas,  the  proposed  building  is  to  be  of  frame  con¬ 
struction  1  story  in  height  with  a  frontage  of  20  ft.  and  a 
deoth  of  16  ft. ;  and 

Whereas,  the  premises  are  located  in  an  undeveloped 
section. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  -giving  a  temporary  permit  for  a 
period  of  two  (2)  years  from  the  date  lof  this  action,  on 
condition  that  all  necessary  permits  be  obtained  and  the 
building  completed  within  sixty  (60)  days  from  the  date  of 
this  action. 


855-22-BZ 

APPLICANT— William  A.  Blecher,  for  Louis  Tuffano, 
owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED— N.  S.  Rockaway  boulevard, 

58.28  ft.  west  of  102nd  street,  Ozone  Park  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  A.  Blecher. 

For  Opposition:  Arnold  M.  Schmitt. 

ACTION  OF  BOARD' — Application  dismissed,  as  basis  of 
application  was  not  substantiated. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  -  6 

Negative  . 0 

Absent:  Fire  Chief  Kenlon .  1 


THE  RESOLUTION: 

(855-22-BZ) 

Whereas,  William  A.  Blecher,  for  Louis  Tuffano,  owner, 
filed,  June  23,  1922,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than  five  motor  vehicles ; 
premises  north  side  of  Rockaway  boulevard,  58.28  ft  west 
of  102nd  street  (Freedom^  avenue),  Ozone  Park,  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Oct.  3, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Rockaway  boulevard  is  a 
business  district  and  102nd  street  (Freedom  avenue)  is  a 
re-sidence  district  and  101st  street  (Lawn  avenue)  is  an 
unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  5,  1922,  reads: 

“The  erection  of  a  public  garage  within  a  business 
district  is  prohibited  by  the  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  50  ft.  and 
a  depth  of  86  ft.  to  be  occupied  as  a  garage  for  more  than 
five  motor  vehicles;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
applicant  failed  to  substantiate  his  appeal  under  section  7, 
subdivision  e. 

Resolved,  that  the  application  be  and  hereby  is  dismissed. 


1111-22-BZ. 

APPLICANT — Julius  Miller,  president  of  the  Borough  of 
Manhattan,  for  the  City  of  New  York. 

SUBJECT — Application  to  permit  the  erection  of  a  build¬ 
ing  with  the  omission  of  rear  yard  as  required  by 
the  Zone  Resolution. 

PREMISES  AFFECTED— 35  West  134th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Col.  Frank  H.  Hines. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(1111-22-BZ) 


Whereas,  Hon.  Julius  Miller,  borough  president,  for  City 
of  New  York,  owner,  .filed,  September  12,  1922,  an  apphea- 
tion  under  the  building  zone  resolution,  to  permit  in  a  “B” 
area  district  the  erection  and  maintenance  of  a  building 
with  the  omission  of  rear  yard  as  required  by  the  zone 
resolution,  premises  35  West  134th  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  3, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  134th  Street,  Lenox  and  5th 
avenues,  are  “B”  area  business  use  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  7,  1922,  in  acting  on  N.  B.  App.  No. 
464-1922,  reads: 

“2.  A  rear  yard  should  be  provided,  section  12  and 
16,  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction  3j4  stories  in  height  with  a  frontage  of  75 
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ft.  and  a  depth  of  100  ft.,  to  foe  occupied  as  a  public  bath 
house,  the  area  of  side  courts  provided  being  in  excess  of 
that  required  by  law;  and 

Whereas,  there  would  be  practical  difficulties  in  the  way 
of  erecting  a  building  of  this  character  to  a  less  depth 
than  indicated ;  and 

Whereas,  the  board  deemed  that  the  application  should 
foe  granted  in  view  of  the  excess  side  court  area. 

Resolved,  that  the  hoard  of  appeals  does  hereby  moke  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  all  permits  neces¬ 
sary  for  the  prosecution  of  the  work  be  obtained  within 
three  (3)  months,  and  the  building  erected  within  eighteen 
(18)  months  from  the  date  of  this  action. 


821-22-BZ. 

APPLICANT— Charles  M.  Spindler,  for  Edward  W.  Pica, 
owner. 

SUBJECT — Application  to  permit  in  an  unrestricted  dis¬ 
trict  the.  maintenance  of  a  garage  for  more  than 
5  motor  vehicles  on  the  same  street  with  a  public 

school. 

PREMISES  AFFECTED— 190  Varick  street,  57  King 
street,  Manhattan. 

APPEARANCES— None. 

ACTION  OE  BOARD— Laid  over  to  October  20,  1922,  at 
2  p.  m  ,  for  final  disposition. 

701-22-BZ. 

APPLICANT — August  Kroepke,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  4-car  garage. 

PREMISES  AFFECTED— 2261  Powell  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  Jos.  V.  McKee. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  October  20,  1922,  at 
2  p.  m.,  to  submit  documentary  evidence  in  sup¬ 
port  of  application. 


544-21 -BZ. 

APPLICANT — William  S.  Lee  for  Annie  E.  Lee,  owner. 

SUBJECT — Application  to  permit  a  garage  and  repair 
shop  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 91-93  Hope  avenue,  Richmond. 

APPEARANCES— 

For  Applicant :  William  S.  Lee. 

For  Opposition:  Mrs.  Helga  Moeller. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1922,  at 
10  a.  m.,  on  request  of  applicant. 

1558-21-BZ. 

APPLICANT — Harry  S.  Sullivan,  for  Samuel  Epstein, 
owner. 

SUBJECT' — 'Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED — -818-822  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Harry  S.  Sullivan 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  Oct.  17,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 


Kearney  and  Kerby .  5 

Negative:  Chairman  Walsh  .  1 

Absent:  Fire  Chief  Kenlon .  1 


Adjourned,  1:15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  3,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Superintendents  Brady,  Reville, 
Kleinert  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals,  held  on  Tuesday  afternoon,  Sep¬ 
tember  26,  1922,  were  approved  as  printed  in  the  Bulletin, 
No.  40,  Vol.  VII. 


PETITIONS  FOR  VARIATION. 

97 3 -22- S. 

PETITIONER — National  Meter  Company,  owner. 
SUBJECT — Variation  from  the  requirements  of  the  labor 
law,  as  cited  in  order  of  Fire  Commissioner. 
PREMISES  AFFECTED — 1201-4223  First  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  Adolph  Essig. 

For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and  Mc¬ 
Dermott  . .  •  •  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 

THE  RESOLUTION: 

(973-212- S) 

Whereas,  National  Meter  Company,  owner,  filed,  July 
21st,  1922,  a  petition,  with  the  Board  of  Standards  and  Ap¬ 
peals,  for  variation  from  the  requirements  of  the  Labor 
Law,  as  cited  in  an  order  of  the  Fire  Commissioner,  af¬ 
fecting  premises  4201  to  4223  First  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  Fire  Commissioner  reads: 
“1.  Arrange  the  fire  escape  on  the  westerly  end  of 
the  north  side  of  building  ... 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  No  counterbalanced  stairway  to 
street.” ; 

and  ...  . 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  52  ft.  by  311  ft.  in  area  in  the  1st  story  and  50'  ft. 
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by  307  ft.  in  area  above ;  occupied,  1st  story,  office  and 
machine  shop,  60  persons ;  2nd  story,  meter  testing  plant 
and  stock  room,  55  persons ;  3rd  story,  machine  shop,  165 
persons;  4  story,  drafting  room  and  machine  shop,  55  per¬ 
sons  ;  the  means  of  egress  consisting  of  two  interior  stair¬ 
ways,  one  extending  from  the  1st  story  to  the  4th  story 
and  the  other  extending  from  the  1st  story  to  the  roof,  en¬ 
closed  in  fireproof!  partitions  with  fire  doors  at  the  ooen- 
ings;  two  fire  escapes  on  the  north  side  of  the  building; 
one  at  the  east  and  one  at  the  south  side  of  building,  with 
non-fireproof  windows  along  the  course  of  the  fire  escapes, 
except  in  the  4th  story,  there  being  metal  covered  doors  at 
the  openings ;  and 

Whereas,  it  appears  that  it  is  107  ft.  from  the  most  re¬ 
mote  point  of  the  interior  fireproof  stairway  at  the  west¬ 
erly  end  of  the  south  side  of  the  building  to  the  fire  escape 
at  the  westerly  end  of  the  north  side ;  and 

Whereas,  petitioner  contends  that  the  present  exits  were 
accepted  by  the  board  of  review  of  the  fire  departmnt  on 
April  1st,  1919 ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  April  1  1919',  should 
be  ratified. 

Resolved ,  that  the  board  of  standards  and  apoeals  does 
hereby  make  a  variation  from  tbe  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  said  action  of 
the  board  of  review  of  the  fire  department  shall  be  com¬ 
plied  with  and  granted  so  long  as  the  conditions  as  to  use 
and  occupancy  remain  unchanged. 


952-2(2-  S. 

PF.TTTTONFR — Samuel  Cohen  for  A.  Aronstein.  owner. 
SUBJECT — Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  decision  of  superintend¬ 
ent  of  buildings. 

PREMISES  AFFECTED — 828  Ninth  avenue,  Manhattan. 
APPEARANCES — 

For  Petitioner:  Samuel  Cohen  Max  Siegel. 
ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Reattv.  Boulton,  Kearnev, 


Kerby,  Superintendents  Brady,  Reville. 

Kleinert  and  McDermott  .  8 

Negative-  Chairman  Walsh  and  Mr  Holland..  2 
Absent:  Fire  Chief  Kenlon.  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 


THE  RESOLUTION : 

(952-22-S) 

Whereas,  Samuel  Cohen,  for  A.  Aronstein,  owner,  filed 
July  17,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  828  Ninth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“11.  Show  means  of  egress  from  the  lower  balcony 
of  the  fire  escape  to  the  street.  A  firdproof  passage 
should  be  provided  leading  from  the  rear  fire  escape  to 
the  street.”; 
and  , 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  23  ft.,  by  52  ft.  in  area,  occupied  1st  story,  stores, 
and  upper  story,  factories ;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  storv  to  the 
roof,  unenclosed,  a  fire  escape  on  the  rear  of  the  building 
with  stationary  stairs  to  yard  and  egress  from  yard 
through  gate  in  fencp  to  adjoining  yard ;  and 


Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  and  states  that  he  has  obtained  the  consent  of 
the  owner  of  No.  826  for  the  use  of  that  yard  as  a  means 
of  egress. 

Resolved,  that  the  board  of  standards  and  appealsi  doe; 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law*  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fire  escape  approved  by  the  superintendent 
of  buildings  shall  be  erected  on  the  rear  of  the  building, 
egress  from  the  termination  of  the  fire  escape  shall  be 
through  adjoining  yard  of  premises  826  9th  avenue  on 
condition  that  the  consent  of  the  owner  of  the  adjoining 
premires  be  filed  with  the  application  and  that  the  build¬ 
ing  be  not  occupied  after  6  o’clock  p.  m.  and  on  further 
condition  that  the  occupancy  shall  be  limited  to  not  more 
than  25  persons  above  the  1st  story  at  any  one  time. 


893-22-S. 

PETITIONER— Rudolf  C.  P.  Boehler.  for  the  Estate  of 
Vincent  Astor,  owner.  4 

SUBJECT — Petition  for  variation  from  the  labor  law,  as 
cited  in  decision  of  superintendent  of  buildings. 
PREMISES  AFFECTED — 277-279  Bo-wery,  Manhattan 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby.  Superintendents 


Reville,  Kleinert  and  McDermott  .  8 

Negative:  Mr.  Kearney  and  Superintendent 

Brady  .  2 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 


THE  RESOLUTION: 

(893-22-S) 

Whereas,  Rudolf  C.  P.  Boehler.  for  the  estate  of  Vin¬ 
cent  Astor,  owner,  filed,  July  1,  1922,  a  petition  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  277-279 
Bowery,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  reads : 

“With  reference  to  the  amendment  to  above  num¬ 
bered  application  bearing  date- of  April  28,  and  filed 
in  this  bureau  May  1  to  provide  for  the  construction 
of  a  fire  escape  on  the  front  of  the  building,  you  are 
advised  that,  while  so  far  as  the  construction  of  the 
proposed  fire  escape  is  concerned,  there  is  no  objection 
on  the  part  of  the  bureau,  its  installation  cannot  be 
regarded  as  an  apnroval  of  the  occupancy  of  the  top 
floor  of  the  building. 

“The  permit  for  this  building  was  issued  as  for  a 
business  building,  and  special  consideration  was  given 
to  the  slight  excess  in  area  of  the  building  in  permit¬ 
ting  its  construction  with  but  a  single  stairwav. 

“The  use  of  the  building  as  a  tailor  shon  with  25 
employees  ag  reported  bv  an  inspector  of  this  bureau 
is  unlawful,  as  the  building  does  not  conform  with  the 
requirements  of  the  labor  law  for  a  new  building. 

“The  proposed  fire  escape  cannot  be  regarded  as  a 
substitute  for  an  additional  properly  enclosed  stair¬ 
way.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  75  ft.  by  42  ft.  in  area,  occupied  as  loft  for  light 
manufacturing,  40  persons,  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  storv  to  the 
roof,  enclosed  in  fireproof  partitions,  with  fire  doors  at 
the  openings ;  and 
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Whereas,  petitioner  proposes  to  provide  a  fire  escape  on 
the  front  iof  the  building  with  counter-balanced  stairs  to 
street  and  fireproof  windows  along  the  course  of  the  fire 
escape,  and  requests  that  this  fire  escape  be  accepted  as  a 
second  means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  standard  fire  escape  be  provided  on  the 
front  of  the  building  with  a  counter  balanced  stairs  to 
street,  the  windows  along  the  course  of  the  fire  escape  to 
be  fireproof,  self-closing  and  granted  only  so  long  as  the 
occupancy  and  use  remain  substantially  unchanged. 


719-22-S. 

PETITIONER— J.  B.  King  &  Company,  owner. 
SUBJECT— Variation  of  labor  law  as  cited  in  order  ot 
fire  commissioner. 

PREMISES  AFFECTED— North  side  of  Bank  street,  350 
ft.  west  of  Jersey  street,  Richmond. 

APPEARANCES—  ^  Tr.  _  ,  ...  ,  . 

For  Petitioner:  Albert  F.  King,  Ernest  Woehrle, 
For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kear¬ 

ney,  Kerby,  Superintendents  Brady,  Reville. 

Kleinert  and  McDermott  . * 

Negative:  Chairman  Walsh  and  Mr.  Holland  2 
Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 

THE  RESOLUTION : 

(719-22-S) 

Whereas,  J.  B.  King  &  Company,  owner,  filed  May  20, 
1922,  a  petition  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  north  side  Bank  street,  350  ft.  west  of  Jersey  street, 

Richmond ;  and  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner  reads 

“2  Provide  an  interior  stairway  at  the  northeast 
corner  of  building  2-A,  to  serve  as  a  required  means 
of  exit,  extending  from  1st  story  to  the  roof,  with 
a  safe  passageway  to  the  street,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  section  271  of  the  labor  law.”; 

Whereas,  the  building  is  fireproof  (reinforced  concrete) 
5  stories  in  height,  127  ft  by  114  ft.  in  area  occupied  1st 
story  furnace  floor,  1  person;  2nd  story,  kettle  filling,  3 
persons;  3rd  story,  grinding  floor,  5  persons;  4th  story, 
storage  bins,  6  persons ;  5th  story  storage  bins.  2  persons , 
the  means  of  egress  consisting  of  an  interior  stairway  in 
the  southwest  corner  of  building,  extending,  from  the  3rd 
story  to  the  roof,  unenclosed  a  horizontal  exit  at  the  north¬ 
west  comer  of  the  building,  in  each  story,  leading  to  ad¬ 
joining  building  No.  3 A,  a  horizontal  exit  at  the  northeast 
corner  of  building  in  each  story  leading  to  building  No. 
1  •  these  exits  protected  by  automatic  fire  doors ,  and 

Whereas,  petitioner  proposes  to  extend  the  stairs  from 
the  3rd  story  to  the  ground  floor  and  to  provide  a  safe 

P1SS  MfcW  iof  standards  and  apnea, s  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  bd  and  it  hereby  is  granted  on 
condition  that  an  enclosed  fireproof  interior  stairway  he 
provided  in  the  southwest  corner  with  safe  and  unobstruct¬ 
ed  egress  to  street. 


906-22-S. 

PETITIONER — Eugene  C.  Ludin,  for  E.  C.  Ludin,  own¬ 

er. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 311  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
ment. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


McDermott  .  10 

Negative  . : .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 

THE  RESOLUTION: 

(906-22-S) 


Whereas,  Eugene  C.  Ludin,  owner,  filed,  July  6,  1922,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  311 
West  40th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairway  at  the  west  side  of 
building  serving  as  a  required  means  of  exit  *  *  * 

“2.  Arrange  the  fire  escape  at  the  front  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof.  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Doors  to  balconies  at  least  2  ft. 
by  6  ft.  not  provided.  Windows  on  course  not  fire¬ 
proof  not  self-closing.  No  60  degree  connecting  stair¬ 
ways  between  balconies.  No  gooseneck  ladder  to  roof. 
No  steps  to  sills  of  openings  to  balconies.  Not  screened 
to  a  height  of  4  ft.  6  in.  No  handrail  on  balcony 
openings.” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  25  ft.  by  80  ft.  in  area,  occupied,  1st  story,  storage, 
3  persons;  2nd  story,  storage,  3  persons;  3rd  story,  pamph¬ 
let  binding,  8  persons;  4th  story,  printer,  8  persons;  5th 
story,  jewelry  box  mfg.,  7  persons;  6th  story,,  mfg  of 
hair  dye,  2  persons  ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  to  the  6th  story 
with  scuttle  and  iron  ladder  to  the  roof;  the  stairs  being 
enclosed  in  wood  partitions,  covered  on  the  loft  side  with 
i/^-in.  plaster  boards  and  sheet  metal;  a  vertical  ladder  fire 
escape  on  the  front  of  the  building  with  a  45  degree  coun¬ 
terbalanced  stairway  from  the  2nd  story  balcony  to  the 
street  and  an  80-degree  double  rung  fire  escape  on  the  rear 
of  the  building;  and 

Whereas,  petitioner  contends  that  the  conditions  as  set 
forth  in  the  action  of  the  board  of  standards  and  appeals 
under  Cal.  No.  12’58'-18-S  have  been,  complied  with,  except 
that  at  the  time  of  said  action  there  was  one  tenant  in  the 
building  with  fourteen  persons  above  the  1st  story  and 
now  there  are  4  tenants  with  twenty-four  persons  above 
the  1st  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  1  on  condition  that  the  stairway  enclosure  shall 
be  covered  on  the  loft  side  with  fire  retarding  material, 
with  self-closing  fireproof  doors  at  the  opening,  and  that 
the  order  of  the  fire  commissioner  in  so  far  as  it  relates 
to  Item  No.  2  be  and  it  hereby  is  affirmed  and  the  petition 
as  to  this  item  be  and  it  hereby  is  denied. 
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993-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Y.  M.  C.  A., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 545  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Holland,  Kear¬ 


ney,  Kerby,  Superintendents  Brady,  Reville, 

Kleinert  and  McDermott  .  8 

Negative:  Chairman  Walsh  .  1 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Depu¬ 
ty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Moore  . 4 


THE  RESOLUTION: 

(993-22-S) 

Whereas,  Samuel  Rosenblum,  for  the  Y.  M.  C.  A., 
owner,  filed,  July  28,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  545  Broadway,  Manhattan ;  and 

Whereas,  ’the  order  of  the  fire  commissioner  reads : 

“1.  Enclose  both  interior  stairways  at  the  Broad¬ 
way  and  Mercer  street  fronts  of  building  serving  as 
a  required  means  of  exit,  and  the  landings,  platforms 
and  passageways  connecting  therewith  on  all  sides. 
*  *  * 

“2.  Provide  suitable  means  of  reaching  the  roof,  as 
per  resolution  of  the  board  of  standards  and  appeals, 
adopted  July  10,  1917.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  and 
basement  in  height,  25  ft.  by  200  ft.  in  area,  running 
through  from  Broadway  to  Mercer  street;  occupied,  base¬ 
ment  and  1st  story,  jobbers  in  underwear  and  hosiery,  7 
persons ;  2nd  story,  hosiery  and  underwear,  6  persons ; 
3rd  story,  stockroom  of  shirts,  10  persons ;  4th  story, 
cutting  and  *  stockroom  of  shirts,  10  persons;  5>th  story, 
cutting  and  stockroom  of  shirts,  18  persons ; ;  6th  story, 
jobbers  in  underwear  and  net  goods,  11  persons;  the 
means  of  egress  consisting  of  an  interior  stairway  at 
the  Broadway  front  and  one  at  the  Mercer  Street  front, 
with  double  rung  iron  ladder  to  scuttle  in  the  roof;  the 
stairs  being  enclosed  in  wood  board  partitions  with  wood 
doors  at  the  openings ;  the  door  at  the  2nd  story  being 
metal  covered ;  a  fire  escape  on  the  Mercer  street  front 
with  non-fireproof  windows  along  the  course  of  the  fire 
escape  and  drop  ladder  to  street;  the  building  adjoining 
are  respectively  13  ft.  lower  and  V/2  stories  higher;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
of  the  fire  department,  modified  the  order  on  March  3, 
1919. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  both  stair  enclosures 
be  fire-retarded  on  the  loft  side  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals  and  that 
any  openings  therein  shall  ibe  protected  with  self-closing 
fireproof  doors,  and  granted  as  to  Item  No.  2  on  condition 
that  double  rung  fixed  iron  ladders  be  provided  in  the 
hall  enclosures  over  each  stairway  to  a  scuttle  in  roof. 

Resolved,  further,  that  the  petition  be  granted  onD  so 
long  as  the  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


1034-22-  S. 

PETITIONER — F.  P.  Keniston,  for  A.  G.  Richter,  own¬ 
er. 

SUBJECT — Variation  of  the  labor  law  to  (1)  extend  stair¬ 
way  to  roof;  and  (2)  rearrange  fire  escape  on 
front  of  building,  etc. 

PREMISES  AFFECTED — 411  East  22nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby.  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


McDermott  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 


THE  RESOLUTION: 

(1034-22-S) 

Whereas,  F.  P.  Keniston,  for  A.  G.  Richter,  owner, 
filed,  August  11,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements,  ot 
the  labor  law,,  as  cited  in  an  order  of  the  fire  commission¬ 
er,  affecting  premises  411  East  22nd  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  stairway  to  roof. 

“2.  Rearrange  fire  escape  on  front  of  building, 
etc.” ; 

and 

Whereas,  the  building  is  nonffireproof,  4  stories  in 
height,  23  ft.  by  100  ft.  in  area  in  the  1st  story  and  23  ft. 
by  50  ft.  in  area  above;  occupied,  1st  story,  manufacture 
ornamental  iron  works,  10  persons;  2nd  story,  office  and 
storage,  3  persons ;  3rd  and  4th  stories,  vacant ;  the  means 
of  egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  4th  story  partly  enclosed  in  terra  cotta 
blocks  in  the  1st  story,  enclosed  in  wood  sheathing  cov¬ 
ered  with  j4-in.  plaster  boards  and  metal  on  the  hall  side 
with  fire  doors  at  the  openings;  fire  escape  balconies  on  the 
front  of  building  at  the  2nd,  3rd  and  4th  stories  with  no 
connecting  stairways ;  and 

Whereas,  petitioner  proposes  to  provide  a  standard  fire 
escape  on  the  rear  of  building,  extending  from  the  roof 
to  a  concrete  platform  along  the  roof  of  the  1st  story  ex¬ 
tension  adjoining  and  that  a  fixed  iron  ladder  be  provided 
to  scuttle  in  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  ort  condition  that  a  fire  escape  shall  be 
erected  on  the  rear  of  the  building,  with  stair  and  landing 
at  main  roof ;  the  fire  escape  terminating  on  a  concrete 
platform  on  the  roof  of  the  extension  and  extending  along 
the  rear  of  the  adjoining  houses  to  east  and  west,  egress 
from  which  shall  be  by  means  of  a  counter  balanced  drop 
ladder  in  guides  to  yard  of  premises  at  west,  and  granted 
as  to  Item  No.  2  on  condition  that  the  balconies  of  the 
front  fire  escape  shall  be  connected  with  60  degree  iron 
stairs,  and  a  counter  balanced  drop  ladder  in  guides  to 
the  street,  and  on  further  condition  that  the  occupancy 
above  the  1st  story  shall  be  limited  to  not  more  than  25 
persons. 
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1050-22-S. 

PETITIONER — John  H.  Knubel,  for  Frederick  Fricker, 

owner. 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 451  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  10,  1922,  at 
2  p.  m.,  on  request  of  petitioner. 


1051-22-S. 

PETITIONER — F.  P.  Keniston,  for  Julia  Fitzgerald,  own¬ 
er. 

SUBJECT — Variation  of  the  laibor  law  as  cited  in  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 16-20  East  12th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 

McDermott  .  10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 

THE  RESOLUTION: 

(105 1-22-S) 


Whereas,  F.  P.  Keniston,  for  Julia  Fitzgerald,  owner, 
filed,  August  17,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commission¬ 
er,  affecting  premises  16-20  East  12th  street,  Manhattan; 
and 

W hereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  an  additional  means  of  exit  on  1st 
story,  said  exit  to  be  located  at  rear  of  store  in  ac¬ 
cordance  with  the  provisions  of  section  271  of  the 
Labor  Law.”; 
and 

Whereas,  the  premises  consist  of  two  buildings,  each 
fireproof ;  No.  16-18  being  9  stories  in  height,  39  ft.  by 
108  ft.  in  area ;  No.  20  being  12  stories  in  height,  19  ft. 
by  108  ft.  in  area,  occupied  No.  16-18  stores;  and  clothing 
mfg.  with  a  total  of  123  persons  above  the  1st  story;  2 
stories  being  vacant;  occupied  No.  20  store  and  clothing 
mfg.,  etc.,  with  a  total  of  215  persons  above  the  1st  story ; 
the  means  of  egress  consisting  of  two  interior  fireproof 
stairways,  enclosed  in  fireproof  partitions  with  fire  doors 
at  the  openings ;  one  stairway  extending  from  cellar  to 
roof  of  12-story  building,  serving  as  a  means  of  egress  for 
both  buildings ;  the  other  stairway  extending  from  the  1st 
story  to  the  9th  story  serving  as  a  means  of  exit  for  12- 
story  building  to  No.  20;  an  outside  screened  stairway  on 
the  rear  from  roof  of  both  buildings  to  a  fireproof  pas¬ 
sageway  in  cellar  leading  to  street;  the  buildings  being 
equipped  with  a  single  source  sprinkler  system  and  a  fire 
alarm  signal  system ;  there  is  a  regulation  standpipe  equip¬ 
ment;  the  means  of  egress  from  1st  story  of  No.  20,  which 
is  occupied  as  a  store  and  office  with  5  persons,  is  by  di¬ 
rect  exit  to  the  street  and  by  stair  to  fireproof  passage  in 
cellar;  and 

Whereas,  petitioner  contends  that  there  are  practical 
difficulties  in  the  way  of  obtaining  an  additional  exit  at 
rear  in  that  he  would  have  to  use  the  window  of  w.  c. 


compartment  west  side,  and  that  the  exterior  stairs  would 
be  obstructed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  occupancy  of  the  1st  story  of  No.  20 
East  19th  street,  shall  be  limited  to  store  and  office  (no 
manufacturing)  use  with  not  more  than  5  persons  em¬ 
ployed. 


935-22-S. 

PETITIONER — John  Constable  Moore,  for  Estate  of 
Caroline  T.  Wheaton,  et  al,  <owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 43  Mercer  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  10,  1922,  at 
2  p.  m.,  on  request  of  petitioner. 


1017-22-S. 

PETITIONER — Third  Avenue  Ry  Co.,  owner. 
SUBJECT — Variation  of  the  labor*  law,  as  cited  in  a  de- 
decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 249  East  65th  street,.  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  Malony,  H.  J.  Krom- 

bach. 

For  Administration;  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


MoDermott  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 

THE  RESOLUTION: 

(1017-22-S) 


Whereas,  The  Third  Avenue  Ry.  Co.,  owner,  filed,  Au¬ 
gust  4,  1922,  a  petition  with  the  board  of  standards  and 
appeals,  for  a  variation  from  the  requirements  of  the  labor 
law,  and  the  rules  of  the  board  of  standards  and  appeals 
as  cited  in  a  decision  of  the  fire  commissioner,  affecting 
premises  249  East  65th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  reads: 

“Replying  to  your  communication  of  the  13th  inst. 
wherein  you  request  this  department  to  grant  permis¬ 
sion  to  the  employees  of  your  Company  to  smoke  at 
the  shops  located  at  the  Corner  of  65th  St.  and  Third 
Avenue,  Manhattan,  we  write  to  advise  that  inasmuch 
as  our  records  indicate  that  the  premises  in  question 
are  not  entirely  devoted  to  one  of  the  industries  speci¬ 
fied  in  the  rules  adopted  by  the  board  of  standards  and 
appeals  relative  to  smoking  in  factories,  we  have  no 
alternative  but  to  deny  your  request.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  car  barns  and  repair  shops  of  the  Ry. 
Co.,  the  building  in  question  being  of  brick,  concrete  and 
steel  construction,  one  story  in  height,  135  ft.  by  180  ft.  in 
area,  occupied  as  forge  and  machine  shop,  80  persons  em¬ 
ployed,  there  being  exits  to  68th  and  66th  streets  and  to  an 
alleyway  at  the  east;  there  are  six  standpipe  connections 
and  all  waste  material  is  stored  in  metal  receptacles;  and 
Whereas,  petitioner  requests  permission  to  allow  smok¬ 
ing  between  12  o’clock  noon  and  1  p.  m.  on  wiorking  days. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
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law  and  the  rules  of  the  board  of  standards  and  appeals, 
and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  smoking  on  these  premises  shall  be  restricted 
to  the  machine  shop. 


1059-22-S. 

PETITIONER— Stanley  B.  Rigby,  for  Grace  Litchfield, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 28-30  West  20th  street  and  31- 
33  West  19th  street,  Manhattan. 
APPEARANCES— 

For  Petitioned:  Stanley  B.  Rigby. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  10,  1922,  at 
2  p.  m.,  for  report  from  the  fire  department. 


1060-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Kasimir  & 
Meltzer  Rlty.,  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner. 

PREMISES  Ah F ELTeD — 502-506  East  74th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum,  Herman 

Meltzer. 

For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment 

ACTION  OF  BOARD— Laid  over  to  October  10,  1922,  at 
p.  m.,  for  report  from  the  fire  department. 


1647-21-S. 

PETITIONER— Rudolf  C.  P.  Boehler,  for  Abraham  Sha¬ 
piro,  et  al,  owners. 

SUBJECT — Application  to  reopen  petition. 

PREMISES  AFFECTED— 77  5th  avenue,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — (Petitioned  reopened  and  set  for 
hearing  October  17,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 

McDermott  .  10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  . 3 


1440-21-S. 

PETITIONER — F.  P.  Keniston,  for  James  S.  Anderson, 
lessee. 

SUBJECT — Application  for  reopening  for  interpretation 
of  resolution. 

PREMISES  A FFE CT E D— ^8 2-84  Nassau  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  amended. 

THE  VOTE  TO  REOPEN: 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


McDermott  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  . .  3 


THE  VOTE  TO  APPROVE  INTERPRETATION : 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 

McDermott  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  . 3 

THE  RESOLUTION: 

(1440-21-S) 


Whereas,  F.  P.  Keniston,  for  James  S.  Anderson,  les¬ 
see,  filed,  November  22,  1921,  a  petition  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  82-84  Nassau  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner.  No.  28528- 
LD,  dated  November  15,  1921,  reads: 

“1.  Enclose  the  interior  stairway  at  the  center  of 
building,  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  1st  story  to  3 
ft.  above  the  roof,  constructed  as  per  Section  271 
of  the  Labor  Law  and  Rule  2  of  the  Industrial  Code, 
or  carry  out  a  proper  alternative  method  of  complying 
with  the  requirements  of  Section  271  of  the  Labor 
Law.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  and  basement  in  height,  54  ft.  by  100  ft.  in  area 
(irregular),  equipped  with  fire  alarm  signal  system;  oc¬ 
cupied,  cellar,  storage;  basement,  south,  hat  store,  4  per¬ 
sons;  north,  shoe  store,  3  persons;  1st  story,  south, 
front,  office,  2  persons;  south,  center,  office,  2  persons; 
south,  rear,  multigraphing,  3  persons;  1st  story,  north, 
restaurant,  8  persons;  2nd  story,  mfgr.  jewelry,  20  per¬ 
sons;  3rd  story,  mfgr.,  jewelry,  22  persons;  4th  story, 
mfgr.  jewelry,  17  persons;  5th  story,  mfgr.  jewelry,  26 
persons;  the  means  of  egress  consisting  of  an  interior 
iron  and  wooden  stairway  extending  from  the  cellar  to 
the  5th  story  with  iron  ladder  to  bulkhead  in  the  roof 
enclosed  in  wood  partitions  in  the  cellar  and  wood  lath 
and  plaster  partitions  above  with  wooden  doors  at  the 
openings,  with  wood  and  glass  partitions  in  rear  of  stair 
enclosure  at  1st  story,;  a  fire  escape  on  the  front  of  the 
building  extending  from  the  street  to  the  roof  with  plat¬ 
form  at  2nd  story  level  to  fire  escape  on  building  to  north 
and  a  fire  escape  on  the  rear  of  the  building  extending 
from  the  roof  to  the  2nd  story  with  platform  to  roof  of 
one  story  building  in  rear  and  egress  through  this  build¬ 
ing  to  street;  the  windows  along  the  course  of  both  fire 
escapes  being  fireproof ;  and 

Whereas,  the  petitioner  in  lieu  of  complying  with  the 
order  proposes  to  replace  the  existing  wood  and  glass 
partitions  in  the  stair  hall  enclosure  1st  story  rear  with 
fire  resisting  partitions  and  by  providing  self-closing  de¬ 
vices  on  all  doors  leading  to  the  stair  hall  enclosure;  and 

Whereas,  Cal.  No.  343-18-S,  a  petition  on  the  same 
premises  from  a  similar  order  was  granted  by  the  board 
of  standards  and  appeals  on  condition  that  the  interior 
rooms  remain  untenanted  and  unoccupied  or  unless  direct 
access  therefrom  to  both  front  and  rear  be  provided  with 
doors  at  all  times  unlocked  and  on  further  condition  that 
said  variation  be  granted  so  long  as  conditions  remain 
substantially  unchanged;  and 
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Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  December  20.  1921,  on  certain  conditions  and  peti¬ 
tioner  requested  an  interpretation  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  sides  and  soffit  of  stairway  from 
cellar  to  basement  be  made  fire  resisting,  and  door  open¬ 
ing  at  foot  of  stairway  protected  with  a  fireproof  self¬ 
closing  door.  That  wood  and  glass  partition  on.  rear  of 
1st  story  is  replaced  with  a  fire  resisting  partition  with 
fireproof  self-closing  doors,  that  all  plain  glass  in  doors 
and  partition  of  stairway  enclosure,  be  replaced  with  wire 
glass,  and  all  doors  to  stairway  be  made  self-closing;  that 
all  openings  in  stairhall  partitions  to  shafts  on  either  side 
shall  be  equipped  with  fireproof  frames  and  sash  glazed 
with  wire  glass. 


861-21- S. 

PETITIONER— Samuel  Rosenblum,  consulting  engineer 
for  Louis  D.  Lorenzo,  lessee. 

SUBJECT — Application  to  reopen  petition  to  amend  reso¬ 
lution. 

PREMISES  AFFECTED— 96  East  10th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  amended. 

THE  VOTE  TO  REOPEN: 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerbv,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


McDermott  .  1 0 

Negative  .  0 

Absent:  Fire  Chief  Kenlon.  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 

Moore  .  3 

THE  VOTE  TO  AMEND' — 


Affirmative :  Chairman  Wabh.  Messrs.  Beattv, 


Boulton.  Holland,  Kearney,  Kerbv,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 

'  McDermott  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon.  Deputy  Fire  Com¬ 
missioner  Hannon  and  Sunerintendent 
Moore  .  3 


THE  RESOLUTION : 

(861-21-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Louis  D.  Lorenzo,  lessee,  filed,  June  4,  1921,  a  petition, 
with'  the  board  of  standards  and  appeals,  for  variation 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  96  East  10th  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commisioner,  No.  22376- 
LD,  dated  May  16,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  section  271  of  the  labor 

law. 

“2.  Provide  an  outside  iron  balcony  fire  escape  at  the 
rear  of  building  with  balconies  4  ft.  wide  connected 
by  stairways  not  less  than  22  ins.  wide,  placed  at  an  in¬ 
cline  of  not  more  than  45  degrees,  extending  from 
ground  to  roof,  constructed  as  per  section  273  of  the 
labor  law  and  the  rules  of  the  Board  of  Standards  and 
Appeals,  or  carry  out  a  proper  alternative  method  of 
complying  with  section  271  of  the  labor  law.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
3  stories  and  basement  in  height,  17  ft.  6  in.  x  53  ft.  7  in. 


at  the  street  level,  17  ft.  6  in.  by  40  ft.  above,  occupied 
in  the  1st  story,  offices  and  foot  specialties,  5  persons ;  2nd 
story,  tailor,  5  persons ;  3rd  story,  leather  goods,  10  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  wooden 
stairway  extending  from  the  basement  to  the  3rd  story, 
enclosed  in  lath  and  plaster  partitions  with  wood  doors 
at  the  openings ;  and 

Whereas,  the  petitioner  in  lieu  of  complying  with  the 
order  proposes  to  provide  a  fire  escape  on  the  front  of 
the  building  connected  by  a  60  degree  stairs  with  counter¬ 
balanced  stairs  to  the  sidewalks  and  with  regulation  60 
degree  stair  and  platform  to  the  roof  level  and  states  that 
the  building  is  so  small  inside  that  to  provide  a  regula¬ 
tion  stairway  on  the  inside  of  the  building  would  take  up 
a  large  amount  of  space;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  Oct.  11,  1921,  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions  to  accept 
a  counterbalanced  drop  ladder  in  guides  in  lieu  of  coun¬ 
terbalanced  stairs. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  m<ake  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  a  60  degree  fire  escape  with  counterbalanced 
drop  ladder  in  guides  to  street  and  stair  and  landing  to 
roof  be  provided  on  the  front  of  building  and  that  one 
window  in  each  story  leading  to  fire  escape  be  altered  as 
a  casement  sash. 


220-21-S. 

PETITIONER — Samuel  Rosenblum,  consulting  engineer 
for  Edwin  Dumble,  owner. 

SUBJECT — Application  to  reopen  petition  to  amend  reso¬ 
lution. 

PREMISES  AFFECTED — 124  West  97th  street.  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  reopened  and  resolution 
amended. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Giairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerhy,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


McDermott  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 


THE  VOTE  TO  AMEND  RESOLUTION— 


Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 

McDiermott  .  10 

Negative  .  o 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 


THE  RESOLUTION: 

(220-21-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Edwin  Dumble  Co.,  owner,  filed,  March  17,  1921,  a  petition, 
with  the. board  of  standards  and  appeals,  for  variation  of 
the  requirements  of  the  labor  law,  as  cited  in  the  order 
of  the  fire  commissioner,  affecting  premises  124  West 
97th  street,  Manhattan;  and 


MINUTES 


Whereas,  the  order  of  the  fire  commissioner.  No.  18305- 
LD,  dated  February  4,  1921,  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  rear  of  building  with  balconies  4  ft.  in  width, 
connected  by  stairways  not  less  than  22  ins.  wide, 
placed  at  an  incline  of  not  more  than  45  degrees  ex¬ 
tending  from  ground  to  roof,  constructed  as  per  sec¬ 
tion  79>-b-4  of  the  labor  law,  and  the  rules  of  the  board 
of  standards  and  appeals,  or  carry  out  a  proper  alter¬ 
native  method  of  complying  with  section  79-b-l  of  the 
labor  law. 

“2.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  as  per  sections  79-b-l  and 
79-c-l  of  the  labor  law.”; 

and 

Whereas,,  the  building  is  non-fireproof,  three  stories  in 
height,  17  ft.  6  in.  by  50  ft.  in  area,  occupied  for  upholster¬ 
ing  and  curtain  manufacturing,  basement,  2  persons ;  1st 
story,  6  persons;  2nd  story,  12  persons;  3rd  story,  storage; 
the  means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  basement  to  the  3rd  story  with  scuttle 
and  ladder  to  the  roof;  located  inside  the  loft;  the  roofs 
of  the  building  adjoining  being  at  the  same  level  as  the 
roof  of  the  building  in  question;  and 

Whereas,  petitioner  proposes  to  provide  a  60  degree  fire 
escape  on  the  front  of  the  building  with  landing  on  stoop 
in  the  1st  story,  in  lieu  of  a  fire  escape  on  the  rear  and 
requests  that  the  scuttle  and  ladder  to  the  roof  be  accepted 
as  adequate;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  April  5,  1921  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions  to  permit 
the  omission  of  fireproof  windows  along  the  course  of  fire 
escape  in  the  top  story. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  o,f  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  balconies  of  the  proposed  fire  escape  be 
extended  across  the  entire  front  of  the  building,  embracing 
both  windows  in  each  story  above  the  first  story  and  that 
the  scuttle  be  counterbalanced  and  an  iron  ladder  pro¬ 
vided  leading  thereto,  and  that  all  windows  along  the 
course  of  proposed  fire  escape,  except  in  the  top  story, 
be  made  fireproof,  self-closing. 

112-22-S. 

PETITIONER — Wm.  Ostrander. 

SUBJECT — A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  appliance. 

APPEARANCES— 

For  Petitioner:  Wm.  Ostrander. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1922,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 


685-22-S. 

PETITIONER — Maxon  Furnace  &  Eng.  Co. 

SUBTECT- — Maxon  Automatic  Cut-Off  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922,  at 
2  p.  m.,  pending  report  of  committee  of  inspection. 


1115-22-S. 

PETITIONER — Schutte  &  Koerting  Co. 

SUBJECT— Approval  of  Mechanical  System  Fuel  Oil 
Burning  Systems. 

APPEARANCES— 

For  Petitioner:  H.  W.  Philbrook. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1922,  at 
2  p.  m.,  subject  to  installation  for  inspection  and 
test  by  committee  of  the  board. 


1122-22-S. 

PETITIONER — Home  Oil  Burner  Heating  Corporation. 
SUBJECT — Approval  of  Home  Oil  Burner. 

APPEARANCES— 

For  Petitioner:  Thomas  J.  Blake,  William  M. 
Paine. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1922,  at 
2  p.  m.,  subject  to  inspection  and  test  by  commit¬ 
tee  of  the  board. 


1134-22-S. 

P  ET I TT O  NE  R — B  each  -Russ  C  omp  an  y . 

SUBJECT — Approval  of  Patented  Rotary  Pump. 

APPEARANCES— 

For  Petitioner :  C.  A.  Beach. 

ACTION  OF  BOARD — Petition  approved  for  use  in  fuel 
oil  burning  installations  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 


intendents  Brady,  Reville,  Kleinert  and 

McDermott  .  io 

Negative  . q 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Moore  .  3 


THE  RESOLUTION: 

(1134-22-S) 

Whereas,  the  Beach-Russ  Company  filed,  Sept.  21,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
approval  of  their  device  known  as  the  Beach-Russ  Com¬ 
pany  rotary  pump  ;  and 

Whereas,  the  board  deemed  that  the  pump  met  the  re¬ 
quirements  of  the  fuel  oil  rules,  as  to  mechanical  construc¬ 
tion  and  operation. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Beach-Russ  Com¬ 
pany  rotary  pump  for  use  in  fuel  oil  burning  installations. 

Adjourned  4.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  cojw  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


GENERAL  RESOLUTION 


CLASSIFICATION  OF  BUILDING  USED  FOR  DOCTORS’  OFFICES. 


The  board  of  appeals,  in  rendering  its  decision  on  an 
appeal,  December  5,  1916  (Cal.  262-16-A)  promulgated  the 
following  general  resolution : 

“In  the  opinion  of  the  board  of  appeals  a  building  ar¬ 


ranged  for  and  devoted  to  doctors’  offices,  patients’  rooms 
and  laboratories  used  in  connection  with  such  doctors’ 
offices  is  deemed  to  be  a  sanitarium,  provided  that  such  a 
building  is  not  used  for  other  purposes,  except  a  single 
living  apartment  for  a  caretaker.” 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920.  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


l-lJ^-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


NOTICE 


The  Rules  adopted  by  the  Board  of  Standards  and  Appeals,  June  27,  1922,  governing  fire  extinguishing  appli¬ 
ances  :  “Standpipe” — “Fire  Line”  will  be  published  in  pamphlet  form  and  ready  for  distribution  on  or  about  October 
15,  1922. 

Copies  of  these  rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the  Board,  or  will  be  mailed 
to  those  desiring  same,  if  the  request  is  accompanied  by  a  nine  and  one-half  inch  self-addressed  envelope  and  stamped 
with  four  cents  postage. 
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Wm.  J.  O’Gorman,  Secretary. 


PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases!  filed  up  to  and  including  October  5,  1922  ....1183 

Restored  to  calendar  .  87 

Miscellaneous  Actions. 

Requests  to  reopen  .  122 

Requests  to  amend  .  18 

Requests  for  modification  .  14 

Requests  to  rescind  . 0 

Requests  for  extension  of  time  .  22 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  3 

Total  . 1859 

Disposed  of  . 1397 

Cases  pending  October  5,  1922  .  462 


DISPOSITION  OF  CASES. 


Withdrawn  .  109 

Dismissed  .  118 

Denied  . 180 

Granted  .  91 

Granted  on  condition  . 680 

Appliances  approved  .  22 

Appliances  disapproved  .  8 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  Ill 

Requests  to  reopen  denied  .  10 

Requests  to  amend  granted  .  18 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  13 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  22 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  3 

Requests  withdrawn  .  1 


Total  . 1397 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,'  That  if  they  do^  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

,  Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  huner  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  9H,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . . 

P.  O. 

My  subscription  is  to  begin  with  the  issue  for 
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BOARD  OF  APPEALS. 

William  E.  Walsh,  Chairman  ' 

John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Keni.on 

Thomas  J.  Drennan . . Fire  Commissioner 

Charles  Brady .  Supt.  of  Buildings,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore .  Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office— Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket.  '  . 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  Board  of  Appeals 
October  6,  1922. 

Minutes  of  Meeting,  Board  of  Appeals,  October 
10,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  Ocfober  10,  1922. 

Third  Quarterly  Report. 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon— Saturdays  excepted. 


'-'•t  cllka  d  UALKNUAR. 

„  T.1^  Clerk s  Calendar  consists  of  applications  under  the 
.D inkling  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  will  bej  called  in  Room  919,  on  Tuesday,  October  17 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear  ¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  24,  1922  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

A  t  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of .  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Anneals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cases  Filed  Week  Ending  October  12,  1922. 


Cal.  No. 

Department 

Order  No. 

1  91, A  99  A 

..N.  B.  1048-1922 

1,9-1  ^  99_<s 

. Alt.  1777-1922 

1  91 1  99.  A 

. F-38407-38408 

. '.. .  . . LC-74’768 

1186-22-S . F.D . LD-38993 


1185-22-BZ . B.B.M . Alt.  2282-1922 


11 84-22- S . F.D . Appliance 


Restored  to  Calendar. 

527-22- A . F.D . . LC-2852 


561-22-A . F.D . ...N.  B.  236-1922 


1212-22-BZ . 

. B.B.Bx . 

.  ...N.  B.  2575-1922 

. LD-39356 

i oi n_99_^ 

. LD-39534-39536 

1 9rio-9,9  A  ' 

. N.  B.  1258-1922 

1  908  9)9  9 

. LD-39308 

. C-13836 

993-21-S . F.D . LD-26005-26006 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M.  ...» . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


1206-22-BZ . F.D 


C-13625 


CALL  OF  CLERK’S  CALENDAR. 


1205-22-BZ . F.D . N.  B.  1238-1922 

12 04-22- A . F.D . N.  B.  647-1922 

1203-22-S . F.D . Appliance 

1202-22-BZ . B.B.M . N.  B.  506-1922 

-  \ 

1201-22-S . B.B.M.  . Alt.  139-1922 


i9nn_9.9i  TK7 

. F-38903 

1 1 00-99- A 

. LC-39085 

1  1  QiB-9]9’-T}7 

. C -13628 

1 1 Q7-99_ A 

. N.  B.  1131-1922 

1 1 Qfi  99  S 

. LD-39064 

1 1  Q  %  i9  9  A 

. F-39065 

1 1 Q4-99- A 

. F-38296 

1 1 09-99-^ 

. Appliance 

1192  22-BZ 

F.D . 

. Alt.  1181-1922 

1101  99-117 

’ . LC-74313 

1190-22-A . 

. LC-33588 

1189-22-S . F.D . • . LD-37793-37796 


1188-22-S . B.B.M . Alt.  3258-1920 


1187-22-S . F.D . LD-39171 


Tuesday,  October  17,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

453-22-BZ. 

APPLICANT — Mark  B.  Bennitt,  for  Tillie  Opitz,  owner. 

PREMISES — 7806  Beaufort  avenue,  Woodhaven,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

I 

1042-22-BZ. 

APPLICANT — Albert  Ullrich,  for  Borden’s  Farm  Prod¬ 
ucts  Co.,  Inc.,  owner. 

PREMISES — 2378-2390  Gravesend  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  extension  in  area  of  a 
wagon  shed  and  stable. 

1047-22-BZ. 

APPLICANT— Charles  Kreymborg,  for  Mt.  Eden  Realty 
Corp.,  owner. 

PREMISES — 18  West  Fordham  road,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  build¬ 
ing. 

# 

1057-22-BZ. 

APPLICANT — Stockton  Chambers,  Inc.,  owner. 

PREMISES — 306  West  109th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
Tea  Room. 

1093-22-BZ. 

APPLICANT— Cross  &  Cross,  for  379  Madison  Avenue, 
Inc.,  owner. 

PREMISES— 379  Madison  avenue,  Manhattan. 

TO  PERMIT  in  a  2  times  district  the  erection  of  a  build¬ 
ing  in  excess  of  the  height  regulations. 

1558-21-BZ. 

APPLICANT — Harry  S.  Sullivan,  for  Samuel  Epstein, 
owner. 

PREMISES — 818-822  Gates  avenue, _  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a 
garage  for  more  than  5  motor  vehicles. 

1137-22-BZ.  1  ’  1r' ! 

APPLICANT — Martin  James  Fielder,  for  Tillie  S.  Feld¬ 
man,  owner. 
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PREMISES — S.  S.  Buel  avenue,  1030  ft.  East  of  Rich¬ 
mond  road,  Richmond. 

TO  PERMIT  in  a  business  district  the  erection  of  an  oil 
selling  station. 

967-22-BZ. 

APPLICANT — Edward  C.  Johnson,  for  Abram  E.  John¬ 
son,  owner.. 

PREMISES — 7090  Amboy  Road,  Tottenville,  Richmond. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars. 


BOARD  OF  APPEALS. 

Tuesday,  October  17,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

849-22-A — 354  Bowery,  Manhattan. 

900-22-A — 332-344  West  44th  street,  Manhattan. 

916-22-A — 79-81  Grand  avenue,  Brooklyn. 

922-22-A— 321  Pearl  street,  Manhattan. 

934-22-A — 248  East  153rd  street,  The  Bronx. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

966-22-A — S.  S.  Nelson  avenue,  between  Manley  and  Mount 
streets,  Long  Island  City,  Queens. 

96S-22-A — 107  East  82nd  street,  Manhattan. 

976-22-A — 104  South  4th  street,  Brooklyn. 

1003-22-A — 313  East  148th  street,  The  Bronx. 

1009-22-A — 1129  Southern  boulevard,  The  Bronx.  , 
1022-22-A — 142-152  East  31st  street,  Manhattan. 

1029-22-A — 64-66  5th  avenue,  Manhattan. 

1058-22-A — 329-337  Broadway,  Brooklyn. 

1019-22-A — 563  West  169th  street,  Manhattan. 

1011-22-A — 124  West  19th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by. the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution.  Tuesday  morning,  October  17,  1922, 
at  10  o’clock,  in  Room  919,  Municipal  Building,  on  the 
following  matters: 

cal.  no.  1112-22-BZ — Application,  September  13,  1922,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Minnie  Low  and  the  Estate  of  Charles 
Kneeland,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainten¬ 
ance  of  a  garage  for  more  than  5  mo¬ 
tor  vehicles;  premises  2169-2175  Am¬ 
sterdam  avenue,  northeast  corner  of 
West  167th  street,  Manhattan. 
cal.  no.  845-22-BZ — Application,  June  20,  1922,  under  the 
building  zone  resolution,  of  P.  Tillion 
&  Sons,  architects,  on  behalf  of  Nellie 
Hovell,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  an  un¬ 
restricted  district  the  extension  in  area 
to  an  existing  garage ;  premises  802- 
804  Jamaica  avenue,  Brooklyn. 
cal.  no.  871-22-tBZ- — Application,  June  28,  1922,  under  the 
building  zone  resolution,  of  George 
Bushman,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  4-car  garage ;  premises 
960  East  15th  street,  Brooklyn. 
cal.  no.  928-22-BZ — Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Frederick 
Gerber,  architect,  on  behalf  of  Anton 
Hoffman,  owner,  to  permit  within  the 
same  block  between  two  intersecting 
streets,  in  which  there  are  entrances 
to  schools,  the  erection  of  a  garage  for 
more  than  5  cars;  premises  311^2-315 
East  91st  street,  Manhattan. 


cal.  no.  985-22-BZ — Application,  July  26,  1922,  under  the 
building  zone  resolution,  of  Julia  M. 

E.  Rothery,  applicant  and  owner,  to 
permit  in  a  residence-  district  the  main¬ 
tenance  of  a  garage  for  4  motor  ve¬ 
hicles;  premises  916  East  14th  street, 
Brooklyn. 

cal.  no.  1048-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  M.  Adelsohn,  architect,  on  behalf 
of  Saidie  E.  Miller,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
basement  and  one-story  garage  for 
more  than  5  motor  vehicles ;  premises 
585-599  East  New  York  avenue,  Brook¬ 
lyn. 

cal.  no.  1023-22-BZ.— Application,  August  7,  1922,  under 
the  building  zone  resolution  of 
Schwartz  and  Gross,  architects,  on  be¬ 
half  of  Twelve  East  Eighty-sixth 
Street  Corporation,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  a  building  to  be 
used  in  part  for  business  purposes  and 
also  to  permit  in  a  V/2  times  height  dis¬ 
trict  the  erection  of  a  building  to  ex¬ 
ceed  the  height  limitations  of  the 
zoning  resolution;  premises  1150-1168 
Madison  avenue,  22-42  East  86th  street 
and  21-41  East  85th  street,  Manhattan. 

cal.  no.  1025-22-BZ — Application,  August  8,  1922,  under 
the  building  zone  resolution,  of  William 

F.  Doyle,  applicant,  on  behalf  of  M. 
Margolin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
for  more  than  5  motor  vehicles ;  prem¬ 
ises  northeast  corner  Hancock  street 
and  Cypress  avenue,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  17,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1647-21-S — 77  5th  avenue,  Manhattan. 

1008-22-S — 99-101  Bedford  avenue.  Brooklyn. 

1074- 22-S — 40  West  39th  street,  Manhattan. 

1075- 22-S — N.  S.  Hamilton  street,  86  ft.  11  in.  East  of 

Catherine  street,  Manhattan. 

993-21-S — 331-43  East  102nd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22- S — Conran  Pressure  Reducer,  approval  of. 

337-22- S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

546- 22-S- — Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
447-22:S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 
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799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
1036-22-S — Maxon  New  Style  Oil  Burner,  approval  of. 
1064-22- S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

839-22-S — Cornell  Vacuum  Burner,  approval  of. 

1104- 22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1105- 23-S — Combustion  Fuel  Oil  Burner,  approval  of. 
685-22-S— Maxon  Automatic  Cut-off  V&tve,  approval  of. 

1‘122-22-S — Home  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  20,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

838-22-A— 373-379  East  151st  street,  The  Bronx. 

899-22-A — South  side  225th  street,  150  ft.  west  of  Exterior 
street,  The  Bronx. 

1082-22-A — Canarsie  Lane,  East  45th  street,  Avenue  D, 
East  47th  street  &  Clarendon  road,  Brook¬ 
lyn. 

527-22-A — 55  Mercer  street,  Manhattan. 

395-22-A — 1450  Flushing  avenue,  Maspeth,  Queens. 

7 83 -22- A — 420  East  21st  street,  2015  Cortelyou  road, 
Brooklyn. 

420-22- A— West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus  Ca¬ 

nal,  11th  and  l’2th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  9)2  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22- A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

3 42- 22- A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  comer  of  5th  street,  Brooklyn. 

459-22- A — 'Block  bounded  by  Kent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
ing  zone  resolution,  Friday  afternoon,  October  20,  1922, 
at  2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner* 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 
cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 

building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 


hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  five  individual  ga¬ 
rages;  premises  1218  Bushwick  ave¬ 
nue,  Brooklyn. 

cal.  no.  821-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Charles 
M.  Spindler,  applicant,  on  behalf  of 
Edward  W.  Pica,  owner,  to  permit  in 
an  unrestricted  district  the  mainten¬ 
ance  of  a  garage  for  more  than  five 
motor  vehicles  on  the  same  street  with 
a  public  school;  premises  190  Varick 
street.  57  King  street,  Manhattan. 
cal.  no.  563-22-BZ— Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J.  I 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue.  The  Bronx. 
cal.  no.  555-22-BZ — Application,  April  13,  1902,  under  the 
building  zone  resolution,  of  Edward  B. 
Hittlemann,  applicant  and  owner,  to 
permit  in  a  business  district  the  con¬ 
version  of  a  public  stable  into  a  two 
story  garage  for  more  than  five  motor 
vehicles;  premises  359-363  Pulaski 
street,  Brooklyn. 

cal.  no.  860-22-BZ — Application,  June  26,  1922,  under  the 
building  zone  resolution,  of  Turner 
Construction  Company,  applicant,  on 
ibehalf  of  Atlantic  Warehouses,  Inc., 
owner,  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building 
to  a  height  exceeding  the  height  re¬ 
quirements  of  the  zoning  law;  prem¬ 
ises  2306-2342  Decatur  street,  Queens. 
cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  701-22-BZ — Application,  May  16,  1922,  under  the 
building  'zone  resolution,  of  August 
Kroepke,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  mainten¬ 
ance  of  a  four  car  garage;  premises 
2261  Powell  avenue,  The  Bronx. 
cal.  no.  786-22-BZ — Application,  June  5,  1922,  under  the 
building  zone  resolution,  of  John 
Schwalbenberg,  applicant,  on  behalf  of 
A.  Shereshevsky,  owner,  to  permit  in 
a  residence  district  the  extension  in 
area  of  an  existing  stable ;  premises 
1331  Franklyn  avenue,  The  Bronx. 
cal.  no.  728-22-BZ — Application,  June  30,  1.922,  under  the 
building  zone  resolution,  of  R.  Thomas 
Short,  applicant,  on  behalf  of  Clark- 
Johnson  Co.,  owner,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  15-27  Bedford  Place,  Brook¬ 
lyn. 

cal.  no.  927-22-BZ — Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Frederick 
Johnson,  applicant,  on  behalf  of  M.  E. 
F.  Corporation,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  busi¬ 
ness  building;  premises  north  side  of 
Westchester  avenue,  97.11  ft.  east  of 
Stebbins  avenue.  The  Bronx. 

William  E.  Walsh,  Chairman. 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  24,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

427-22-BZ. 

APPLICANT — John  J.  McSherry,  for  Andrew  F.  Ryder, 
owner. 

PREMISES — 2710  Marion  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  five  cars. 

793-22-BZ.  * 

APPLICANT — John  J.  Dunnigan,  for  Charles  Flury, 
owner. 

PREMISES — 1900  Wallace  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  three-car  public  garage 
and  the  erection  of  an  additional  one-car  garage. 

1013-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Isidore  Cuba,  owner. 

PREMISES — 740-744  Coster  street,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  of  a  business  build¬ 
ing. 

1096-22-BZ. 

APPLICANT — William  F.  Doyle,  for  Akibo  Margolin, 
owner. 

PREMISES — 760  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 

959-22-BZ. 

APPLICANT — 'Dietrich  Wortmann,  for  Chelsea  Fireproof 
Warehouse,  Inc.,  owner. 

PREMISES — 108-20  West  107th  street,  Manhattan. 

TO  PERMIT  in  a  ll/2  times  district  the  erection  of  a 
building  in  excess  of  the  height  regulations. 


BOARD  OF  APPEALS. 

Tuesday,  October  24,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

866-22-A — 147  West  54th  street,  Manhattan. 

782-22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 
1041-22-A — 147  West  54th  street,  Manhattan. 

1091-22-A — 147  West  54th  street,  Manhattan. 

974- 22-A — 304  East  61st  street,  Manhattan. 

990-22-A — 321  East  54th  street,  Manhattan. 

1000-22-A — 420-426  East  105th  street,  Manhattan. 

1024-22-A — 45  Greene  street,  42-44  Wooster  street,  Man¬ 
hattan. 

920-22-A — 13  East  39th  street,  16-18  East  40th  street,  Man¬ 
hattan. 

975- 22-A — ±1-13  Emerson  Place,  Brooklyn. 

1010-22-A — 457  West  Broadway,  Manhattan. 

1021-22-A — 3058  Perry  avenue,  The  Bronx. 

10 3 5 -22 -A — 46  West  98th  street,  Manhattan. 

1054-22-A — 161  East  73rd  street,  Manhattan. 

1063-22-A — 305  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution  Tuesday  morning,  October  24,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


cal.  no.  1101-21-BZ — Application,  October  1,  1921,  under 
the  building  zone  resolution,  of  Neier 
&  Van  Derveer,  applicants,  on  behalf 
of  Eleanora  and  Felizia  Lizza,  owners, 
f<pr  a  rehearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  3 
commercial  cars;  premises  1618  Mel¬ 
ville  street.  The  Bronx. 

cal.  no.  996-22-BZ— Application,  July  28,  1922,  under  the 
building  zone  resolution,  of  Otto  C. 
Inf  anger,  architect,  on  behalf  of  Peter 
C.  A.  Flickenschild,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  4  motor  vehicles ; 
premises  92-98  Autumn  avenue,  Brook¬ 
lyn. 

CAL.  NO.  1005-22-BZ — Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Sylvia  R.  Fromm,  owner,  to  permit  in 
a  business  district  the  extension  in  area 
to  an  existing  garage;  premises,  1003- 
1005  Morris  avenue,  The  Bronx. 

CAL.  N«.  1007-22-BZ— Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  John  De¬ 
Hart,  architect,  on  behalf  of  Rachael 
Kantrowitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  exist¬ 
ing  building  from  residence  to  business 
use;  premises,  871  East  175th  street, 
The  Bronx. 

cal.  no.  1092-22-BZ— Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Harold 
J.  Crookes,  applicant,  on  behalf  of 
Herman  R.  Maier,  owner,  and  Fort 
George  Automobile  Club,  lessee,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  3-story  garage  for  more  than  5 
motor  vehicles;  premises  4432-4438 
Broadway^  Manhattan. 

cal.  no.  1030-224BZ — Application,  August  10,  1922,  under 
the  building  zone  resolution,  of  Ben¬ 
jamin  Antin,  applicant,  on  behalf  of 
Rose  Goldman,  owner,  to  permit  in  a 
residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  store 
building;  premises  1831  Grand  Boule¬ 
vard,  southwest  corner  176th  street, 
The  Bronx. 

cal.  no.  1071-22-BZ— Application,  August  24,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Billingsley  Holding  Corporation,  own¬ 
er,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5 
motor  vehicles;  premises  east  side  Jer¬ 
ome  avenue,  113.06  ft.  north  of  East 
170th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  October  24,  1922,  at  2  p.  m. 

Under  Building  Zone  Resolution.  ' 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  October  24,  1922,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  9177-22-BZ— Application,  July  22,  1922,  under  the  ■ 
building  zone  resolution,  of  C.  W. 
Burke,  applicant,  on  behalf  of  New 
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York  Consolidated  R.  R.  Co.,  owner, 
to  permit  in  a  business  district  the 
maintenance  of  a  business  of  bailing  pa¬ 
pers  ;  premises  west  side  5th  avenue,  50 
ft.  north  of  37th  street,  Brooklyn. 

cal.  no.  203-22-BZ — Application,  February  11,  1922,  unde-r 
the  building  zone  resolution,  of  Russell 
Fraser,  applicant,  and  Rose  Bowden, 
executrix,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  one  commercial  car ;  prem¬ 
ises  115  Lexington  avenue,  Maspeth, 
Queens. 

cal.  no.  829-22-BZ — Application,  June  15,  1922,  under  the 
building  zone  resolution,  of  I.  Margon 
&  C.  Glaser,  architects,  ion  behalf  of 
S.  &  L.  Building  Corp.,  owners,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  of  a  building,  a  portion  of  which 
is  to  be  used  for  business  purposes; 
premises  northwest  corner  Grand  Con¬ 
course  and  Kingsbridge  road,  The 
Bronx. 

cal.  no.  883-22- BZ— Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  Boris  W. 
Dorfman,  architect,  on  behalf  of  Jonas 
and  Tesser,  owners,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  alteration  and 
conversion  of  an  existing  garage  to 
business  use ;  premises  5502  Fort  Ham¬ 
ilton  parkway,  Brooklyn. 

cal.  no.  978-22-BZ— Application,  July  22,  1922,  under  the 
building  zone  resolution,  of  C.  W. 
Burke,  applicant,  on  behalf  of  Nassau 
Electric  R.  R.  Co.,  owner,  and  South 
Brooklyn  Railway  Co.,  lessee,  to  per¬ 
mit  in  a  business  district  _  the  main¬ 
tenance  of  a  business  of  bailing  papers; 
premises  731  5th  avenue,  Brooklyn. 

cal.  no.  995-22-BZ — Application,  July  28,  1922,  under  the 
building  zone  resolution,  of  Abe  M. 
Elkus,  applicant  and  owner,  to  permit 
in  a  business  district  the  maintenance  of 
a  garage  for  13  motor  vehicles ;  prem¬ 
ises  130-132  Washington  avenue, 
Brooklyn. 

cal.  no.  1027-22-BZ— Application,  August  9,  1922,  under 
the  building  zone  resolution,  of  Harry 
R.  Harvie,  architectt,  on  behalf  of 
Fred’k  L.  Rath  and  John  H.  Siemann, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  extension  and  erection  of  a 
wagon  storage  building  and  garage  for 
two  cars;  premises  467-473  Prospeot 
avenue  Brooklyn. 

cal.  no.  1037-22-BZ— Application,,  August  12,  1922,  under 
the  building  zone  resolution,  of  Frank 
Hausle,  architect,  on  behalf  of  John 
L.  Miller,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  premises  northeast  corner  of 
West  218th  street  and  10th  avenue, 
Manhattan. 

cal.  no.  1085-22-BZ — Application,  August  31,  1922,  under 
the  building  zone  resolution,  of  Dept, 
of  Plant  and  Structures,  applicant,  on 
behalf  of  the  City  of  New  York,  own¬ 
er,  Dept,  of  Street  Cleaning,  lessee,, to 
permit  in  a  business  district  the  erec¬ 
tion  of  a  housing  station  for  the  Dept, 
of  Street  Cleaning ;  premises  27-31 
Horatio  street,  Manhattan. 


cal.  no.  1108-22-BZ — Application,  September  12,  1922,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of 
Adolph  Lewisohn  &  Sons,  Inc.,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  i 
erection  of  a  two-story  garage  for  j 
more  than  five  cars;  premises  4360- 
4376  Broadway.  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS.  . 

Tuesday,  October  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1098-22- A — 206  Water  street,  Manhattan. 

994-22- A — 2251-2253  Lorin'g  place,  Bronx. 

962-22-A — Foot  of  51st  street.  Bush  Terminal  Building, 
No.  58,  Brooklyn. 

936-22-A — 296  Broadway,  Manhattan. 

1009-22-A — 2306-2342  Decatur  stbeet,  Queens. 

1084-22-A — 2274  Bass  ford  avenue,  The  Bronx. 

1 106-22 -A — 21-29  Hopkins  street,  Brooklyn. 

1114-22- A — 1201-4223  1st  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREB/  ClVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  31,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S.  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  motor  vehicle  repair  shop ;  prem¬ 
ises  91-93  Hope  avenue,  Richmond. 
cal.  no.  919-22-BZ- — Application,  July  10,  1922,  under  the 
building  zone  resolution,  of  Wesley  E. 
Bryde,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  three  car  garage ;  premises  3065 
Perry  avenue.  The  Bronx. 

cal.  no.  1552-2 1-BZ — Application,  April  25,  1922,  under  the 
building  zone  resolution,  of  Edward  F. 
Hammel,  engineer,  on  behalf  of  Bea¬ 
trice  R.  Freeman,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  repair  shop; 
premises  718-720  Coney  Island  avenue, 
Brooklyn.  ' 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  31,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1020-22-S — '133  East  15th  street,  Manhattan. 

1080-22-S — 1998  Nostrand  avenue,  Brooklyn. 

1 101-22- S — 342  6th  avenue,  Manhattan. 

1113-22-S — 1104  Liberty  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 
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1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1193-22-S — 'Richmond  Gravity  Fuel  Oil  Burner,  approval  of. 

BOARD  OF  APPEALS. 

Tuesday,  November  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
903-22-A---538-64  Johnson  avenue,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  14,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  972-22-BZ — Application,  July  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  November  24,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders.  * 

Pier  Cases. 

594-19-A — Pier  8,  North  River,  Manhattan. 


595-19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan. 

884- 19- A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 
Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 
Brooklyn. 

267- 20-A— -Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 
Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 
Brooklyn. 

269- 20- A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 
Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 
Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 
Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 
Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 
Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20- A — Pier  between  North,  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 
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BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  OCTOBER  6,  1922. 

Present:  Chairman  Walsh,  Messrs.  iBeatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
828-22-A. 

APPELLANT — The  Texas  Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— South  side  Dutch  Kills  Creek, 
203  ft.  west  of  Borden  avenue  Queens. 

APPEARANCES— 

For  Appellant :  F.  W.  Staley. 

For  Administration :  Inspector  Lenahan  of  fire 

department. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . o 

Absent  . 0 

THE  RESOLUTION: 

(828-22-A) 

Whereas,  The  Texas  Company,  owner,  filed,  June  15, 

1922,  an  appeal  with  the  board  of  appeals,  from  an  order 

of  the  fire  commissioner,  affecting  premises  south  side 

Dutch  Kills  Creek,  203  ft.  west  of  Borden  avenue,  Queens ; 

and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Show  that  riveted  joints  of  buried  tank  contain¬ 
ing  fuel  oil  Lave  an  efficiency  of  60  per  cent  in  ac¬ 
cordance  with  rule  10,  sub.  3. 

“2.  Provide  a  safety  valve  on  outside  storage  tank 
in  accordance  with  rule  10,  sub.  4. 

“3.  Show  that  tanks  have  a  hydrostatic  pressure 
of  at  least  25  in.  per  sq.  inch  in  accordance  with  rule 
10,  subdiv.  8. 

“4.  Show  that  system  is  anti-syphon  in  accordance 
with  rule  12,  sub.  2. 

“5.  Provide  approved  pumps  and  comply  with  rule 
13,  sub.  1. 

“6.  Provide  a  separate  hand  pump  for  starting  in 
accordance  with  rule  13,  sub.  1. 

“7.  Provide  a  trench  of  fireproof  material  or  non¬ 
conducting  material  for  all  oil  conveying  pipes  under 
ground  in  accordance  with  rule  13,  sub.  2. 

“8.  Show  that  pipe  lines  conveying  oil  are  of  extra 
heavy  standard  wrought  iron,  steel  or  brass  with  sub¬ 
stantial  fittings  in  accordance  with  rule  13,  subdiv.  2. 

“9.  Provide  that  overflow  pipe  is  one  size  larger 
than  supply  pipe  and  to  be  carried  back  directly  to 
receiver  terminal  in  accordance  with  rule  13,  sub.  2. 

“10.  Show  that  pipe  lines  are  below  frost  line  in 
accordance  with  rule  13,  sub.  14. 

“11.  Show  that  pipes  under  pressure  have  a  factor 
safety  of  6  in  accordance  with  rule  13,  sub.  7. 

“15.  Burners  which  allow  accumulation  of  gases, 
or  containing  oil  conveying  pipes  or  parts  subject  to 
intense  heat  on  stoppage  from  carbonization  are  pro¬ 
hibited.  Rule  16. 

“16.  Provide  an  approved  check  valve  in  the  steam 
and  oil  and  air  lines  in  accordance  with  rule  16,  sub. 

4. 


“17.  Provide  smoke  pipe,  shall  be  installed  between 
burner  and  chimney  and  any  dampers  in  smoke  pipes 
shall  not  exceed  80  per  cent,  etc.,  in  accordance  with 
rule  16,  subdiv.  5. 

“18.  Provide  overflow  attachments  on  burners  so 
arranged  that  any  surplus  oil  will  drain  by  gravity 
from  the  burner  into  a  substantially  constructed  reser¬ 
voir.  Such  reservoir  shall  be  constructed  of  brass, 
copper  or  galvanized  iron  plate  not  less  than  No.  18 
U.  S.  gauge  in  thickness,  and  shall  be  provided  with  a 
vent  pipe  with  weatherproof  hood  leading  outside  the 
building  in  burners  wherein  overflowing  liquid  in  a 
quantity  of  one  quart  or  less  is  used  to  automatically 
shut  off  the  flow,  a  vent  to  the  outside  need  not  be  pro¬ 
vided.  Rule  16,  6. 

“19.  Provide  an  interlocking  device  on  burners  so 
arranged  that  when  steam  or  air  shall  fail  the  oil  will 
be  automatically  shut  off  in  accordance  with  rule  16, 
sub.  7.”; 
and 

Whereas,  the  building  is  non-fireproof,  1  story  in  height, 
24  ft.  6  in.  by  40  ft.  in  area,  there  is  installed  in  the  build¬ 
ing  a  fuel  oil  burning  plant  consisting  of  2,000-gallon  fuel 
oil  tank,  pipes  and  burners,  etc. ;  and 

Whereas,  appellant  contends  that  the  installation  was 
made  in  1915  and  that  permits  have  been  issued  regularly 
since  that  date;  and 

Whereas,  in  view  of  a  favorable  report  and  recom¬ 
mendations  of  the  representative  of  the  bureau  of  fire  pre¬ 
vention,  the  board  deemed  that  the  appeal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed,  and  the  appeal  be  and  it  hereby  is 
granted. 


885-22-A. 

APPELLANT — William  John  Cherry,  for  Mrs.  C.  A. 
Bowron,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 183  East  80th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  William  John  Cherry. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  .  7 


Negative  .  o 

Absent  .  o 


THE  RESOLUTION: 

(885-22-A) 

Whereas,  William  John  Cherry,  for  Mrs.  C.  A.  Bowron, 
owner,  filed,  June  30,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner  affecting 
premises  183  East  80th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“2.  Discontinue  the  use  of  the  3rd  story  above  the 
garage  for  dwelling  purposes.  Sec.  154,  Ch.  10.  Code 
of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  16  ft.  8  in  by  118  ft.  5  in.  in  area,  oc- 
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cupied,  cellar,  heating-  plant ;  basement,  garage,  1  automo¬ 
bile  ;  1st  story,  dwelling ;  2nd  and  3rd  stories,  dwelling, 
chauffeur’s  family ;  and 

Whereas,  appellant  contends  that  the  giving  up  of  the 
use  of  the  3rd  story  for  the,  chauffeur’s  family,  would 
necessitate  crowding  the  family  into  the  2nd  story  and 
that  the  garage  has  no  connection  whatever  writh  the  cellar 
or  upper  stories  in  any  way  and  that  the  garage  p'ortion 
of  the  building  is  fire-retarded  throughout. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


348-21-A. 

APPELLANT — Koppers  Seaboard  Coke  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 504  Union  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  T.  S.  Fillebrown. 

For  Administration:  Inspector  Liebermann  ol  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 


THE  VOTE— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


THE  RESOLUTION: 

(348-21-A) 

Whereas,  Koppers  Seaboard  Coke  Co.,  owner,  filed, 
April  21,  1921,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  504 
Union  street,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  64239- 
LC,  dated  April  5,  1921,  reads : 

“With  reference  to  your  application  dated  .  for 

a  permit  to  maintain  a  garage  at  the  above  location, 
I  regret  to  inform  you  that  I  am  without  power  to 
grant  such  a  permit. 

“Section  480,  Chapter  5,  Code  of  Ordinances,  pro¬ 
vides  that  no  permit  shall  be  issued  for  garage  in  a 
building  of  frame  construction  within  the  fire  limits. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  the  fuel  tanks  of  which  are  not  emptv  and 
discontinue  the  use  of  the  premises  as  a  garage.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  fac¬ 
ing  on  Gowanus  Canal.  Union  street  and  Nevins  street, 
225  ft.  x  350  ft.  in  area,  located  in  an  unrestricted  district 
inside  the  fire  limits,  there  being  located  about  the  centre 
of  the  east  side  of  this  plot  a  2  story  brick  office  building 
and  one  story  open  frame  shed  along  the  north  side  of  the 
property  to  a  brick  residence ;  and 

Whereas,  appellant  requests  permission  to  use  this  open 
shed  for  the  storage  of  4  commercial  trucks  for  use  in 
their  business  during  the  cummer-  months  only  and  states 
that  no  gasoline  is  stored  in  the  shed  outside  of  that  con¬ 
tained  in  the  motor  trucks ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  December  6,  1921,  for  a  temporary  period  ending 
Tune  1,  1922,  and  appellant  requested  a  reopening  of  his 
case  and  a  further  extension  of  time. 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


642-22-A. 

APPELLANT — Ward  Baking  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 367  Southern  boulevard,  The 
Bronx. 

APPEARANCES— 

•  For  Appellant:  E.  H.  Hickok  and  G.  F.  Carlie. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 


THE  RESOLUTION: 

(642-22-A) 

Whereas,  Ward  Baking  Company,  owner,  filed,  May  3, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  367  Southern 
boulevard,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2j4-inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2^2-inch  standard  hose  attached  thereto.” ; 

and 

Whereas,  the  building  is  fireproof,  6  .  stories  and  3 
stories  in  height,  230  ft.  by  204  ft.  in  area,  occupied  as 
office,  bake  shop  and  mixing  rooms,  with  a  total  of  134 
persons  in  the  entire  building,  the  building  being  equipped 
with  a  sprinkler  system ;  and 

Whereas,  appellant  contends  that  the  sprinkler  system 
is  adequate  and  that  the  buildings  being  respectively  74 
and  38  ft.  in  height. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  sprinkler  system  be 
maintained  in  good  working  order  and  that  its  percentage 
of  efficiency  shall  not  be  reduced;  and  that  all  hose  out¬ 
lets  on  the  sprinkler  risers  shall  be  disconnected  and  open¬ 
ings  permanently  capped. 


783-22-A. 

APPELLANT — Agress  Construction  Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 420  East  21st  street,  2015  Cor- 
telyou  road,  Brooklyn. 

APPEARANCES— 

For  Appellant:  E.  A.  Pierce,  A.  Wackerman. 

For  Administration:  Inspector  Ort,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  20, 
1922,  at  2  p.  m.,  on  request  of  appellant. 
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500-22-A. 

APPELLANT — Ward  Baking  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 774-808  Pacific  street,  Brook¬ 
lyn. 

APPEARANCES^ 


For  Appellant :  E.  F.  Hickok  and  G.  F.  Carlie. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE—  . 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION : 

(500-22-A) 

Whereas,  Ward  Baking  Company,  owner,  filed,  May  3, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises,  774-808  Pacific 
street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2 y2  in.  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs)  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient 
feet  of  254  in.  standard  hose  attached  thereto.”; 
and 

Whereas,  the  building  is  fireproof,  5  stories  68  ft.  in 
height,  289  ft.  by  220  ft.  in  area,  occupied  as  a  bakery, 
with  a  total  of  86  persons  in  the  entire  building ;  and 

Whereas,  the  appellant  contends  that  the  building  was 
constructed  ten  years  ago  and  that  at  the  time  of  construc¬ 
tion  all  requirements  were  complied  with  and  that  the 
building  is  absolutely  fireproof  and  equipped  with  a  sprink¬ 
ler  system. 

Resoived,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  hereby  is 
granted  on  condition  that  the  present  sprinkler  system  be 
maintained  in  perfect  working  order ;  and  that  all  hose 
outlets  on  the  sprinkler  risers  shall  be  disconnected  and 
openings  permanently  capped. 


420-22-A. 


APPELLANT — Kings  County  Lighting  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — West  side  of  First  avenue, 
from  54th  to  55th  streets,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  20, 
19i22,  at  2  p.  m.,  pending  inspection  by  committee 
of  the  hoard. 


242-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 

Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 556  Kent  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Timothy  Shea. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  20, 
1922,  at  2  p.  m.,  pending  inspection  by  committee 
of  the  board. 


243-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 

Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Second  avenue,  bounded  by 
Gowanus  Canal,  11th  and  12th  streets,  Brooklyn. 


APPEARANCES— 

For  Appellant:  Timothy  Shea. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  20, 
1922.  at  2  p.  m.,  pending  inspection  by  committee 
of  the  board. 


244-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED- — South  side  of  Maspeth  ave¬ 
nue  92  ft.  east  of  Vandervoort  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Timothy  Shea. 

ACTION  OF  BOARD— Appeal  laid  over  to  October  20, 
1922,  at  2  p.  m.,  pending  inspection  by  committee 
of  the  board. 


245-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — Nevins  street,  bounded  by 
Douglas  street,  3rd  avenue  and  Degraw  street, 
Brooklyn. 

APPEARNCES— 

For  Appellant :  Timothy  Shea. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  20, 
1922,  at  2  p.  m.,  pending  inspection  by  committee 
of  the  board. 


342- 22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 556  Kent  avenue  (Nassau  Gas 
Works),  Brooklyn. 

APPEARANCES— 

For  Appellant :  Timothy  Shea. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  20, 
1922,  at  2  p.  m.,  pending  inspection  by  committee 
of  the  board. 

343- 22-A. 

APPELLANT— R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT- — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 433  Hoyt  street  (Citizens  Gas 
Works),  Brooklyn. 

APPEARANCES— 

For  Appellant :  Timothy  Shea. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  20, 
1922,  at  2  p.  m.,  pending  inspection  bv  committee 
of  the  board. 


459-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — Kent  avenue  from  No.  11th 
street  to  No.  12th  street,  East  River,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Timothy  Shea. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  20, 
1922,  at  2  p.  m„  pending  inspection  by  committee 
of  the  board. 

1253 -21- A. 

APPELLANT — James  W.  O’Connor  and  James  F.  De- 
lany,  for  Manhattan  College  Corp.,  owner. 

SUBJECT— Application  for  interpretation — appeal  from 
decision  of  superintendent  of  buildings. 

PREMISES  AFFECTED — West  side  of  Spuyten  Duyvil 
Parkway,  10.5  ft.  south  of  Broadway,  Manhat¬ 
tan. 
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APPEARANCES— None. 

ACTION  OF  BOARD — Application  of  interpretation  laid 
over  to  October  20,  1922,  at  2  p.  m. 


635-22-A.  v  • 

APPELLANT — Benj.  Ascher,  for  Warner  Brothers,  own¬ 
er. 

SUBJECT — Application  for  reopefiing — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  Benj.  Ascher. 

ACTION  OF  BOARD — ’Appeal  reopened;  set  for  hearing 


October  20,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative:  Fire  Chief  Kenlon  and  Mr.  Kearney  2 
Absent  .  0 


561-22-A. 


APPELLANT — F.  H.  Dewey,  for  Film  Storage  and  For¬ 
warding  Corp.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED — Northeast  corner  Van  Alst 
avenue  and  Harris  avenue,  Long  Island  City, 
Queens. 

APPEARANCES— 


For  Appellant :  F.  H.  Dewey  and  Y.  Matsui. 
ACTION  OF  BOARD — Chairman  read  correspondence; 
reopened  and  withdrawn. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 


7 

0 


527-22-A.  __ 

APPELLANT — Samuel  Rosenblum,  for  Maurice  H.  Stein- 
fels,  owner. 

SUBJECT — Application  for  reopening  to  amend — appeal 
from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 55  Mercer  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  October  20,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Mr.  Holland  2 


BUILDING  ZONE  CASES. 


555-22-BZ. 

APPLICANT— Edward  B.  Hittlemann,  applicant  and  own¬ 
er. 

SUBJECT— Application  to  permit  in  a  business  district  the 
conversion  of  a  public  stable  into  a  two-story 
garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 359-363  Pulaski  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Catherine  F.  Riley,  Leo  Cohen. 

ACTION  OF  BOARD— Laid  over  to  October  20,  1922,  at 
2  p.  m.,  on  request  of  applicant’s  representative  and 
of  objectors. 


605-22-BZ.  ,  ,  ,,  , 

APPLICANT— A.  White  Pierce,  architect,  on  behalf  of 
Cataldo  Mascialino,  owner. 


SUBJECT — Application  to  permit  in  a  business  district 
the  extension  of  existing  repair  shop  for  dwelling 
and  storage  above. 

PREMISES  AFFECTED — 2209-2211  Cortelyou  road, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  A.  White  Pierce. 

For  Opposition :  Philip  D.  Meagher  and  others. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(605-22-BZ) 


Whereas,  A.  White  Pierce,  for  Cataldo  Mascialino,  own¬ 
er,  filed,  April  24,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  a  structural 
alteration  to  an  existing  auto  repair  shop,  garage  and  one 
family  building;  premises  2209-2211  Cortelyou  road,  Brook; 
lyn;  and  l. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  October  6, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cortelyou  road  and  East 
23rd  street  are  residence  districts  and  Beverly  road  is  a 
business  and  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  4,  1922,  in  acting  on  App.  No.  1586-1922, 
reads : 

“Your  application  has  this  day  been  denied.  It  is 
contrary  to  Art.  2,  Sec.  6,  Zone  law,  G.  M.  April  4, 
1922.”;  i  ■  •.  ... 

and  _  '  j  [l  i  !_J 

Whereas,  the  premises  consists  of  two  buildinsg  of  non- 
fireproof  construction  2  stories  in  height  with  a  frontage  of 
39  ft.  6  in.  and  a  depth  of  67  ft.,  it  is  proposed  to  remove 
the  division  wall  between  the  buildings  in  the  1st  story  and 
use  the  entire  first  story  as  an  automobile  repair  shop ;  and 
Whereas,  applicant  has  filed  his  application  under  the 
provisions  of  Section  20,  but  has  failed  to  show  any  rea¬ 
son  for  the  granting  of  this  application  under  the  provisions 
of  said  section. 

Resolved ,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


860-22-BZ. 

APPLICANT — Turner  Construction  Company,  applicant, 
on  behalf  of  Atlantic  Warehouses,  Inc.,  owner. 
SUBJECT — Application  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building  to  a  height 
exceeding  the  height  requirements  of  the  zoning 
law. 

PREMISES  AFFECTED— 2)306-2342  Decatur  street, 

Queens. 

APPEARANCES— 

For  Applicant:  Robert  W.  Boyd,  Edward  T. 
Magoffin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  laid  over  to  October 
20,  1922,  at  2  p.  m.,  to  substantiate  basis  of  appeal. 


563-22-BZ.  ,,  ,,  , 

APPLICANT— John  J.  Dunnigan,  architect,  on  behalf  of 
Isaac  Kersten,  owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  cars. 
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PREMISES  AFFECTED — 2720-2730  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  James  A.  Donnelly,  Chas.  H. 
Lembacher  and  William  Shorer. 

ACTION  OF  BOARD — Application  laid  over  to  October 
20,  1922,  at  2  p.  m.,  on  request  of  applicant  to  obtain 


consents. 

THE  VOTE  ON  AMENDMENT  OF  AREA— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  and  Fire  Chief 

Kenlon  .  2 

Absent  .  0 


660-22-BZ. 

APPLICANT — Frank  Tricorico,  applicant,  on  behalf  of 
Anna  Tricorico,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage. 

PREMISES  AFFECTED — 740  Richmond  avenue,  Port 
Richmond,  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Tricorico. 

For  Opposition:  None. 

ACTION  OF  HOARD— Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


717-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
Anne  Gully,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
„  the  erection  of  a  basement  and  one-story  garage 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2966-2972  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  W.  H.  Warner,  T.  F.  Costello, 
John  F.  Parades  and  G.  McMurray. 
ACTION  OF  BOARD — Application  withdrawn.. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  Kerby.  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 


1221-21-BZ. 

APPLICANT — Paul  G.  Mack,  applicant  and  owner. 

SUBJECT — Application  to  permit'  in  a  residence  district 
the  maintenance  of  five  individual  garages. 

PREMISES  AFFECTED — 111-113  Grove  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  Dyson  Friou. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  laid  over  to  October 
20,  1922,  at  2  p.  m.,  to  substantiate  basis  of  appli¬ 
cation. 


842-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect  on  behalf  of 
John  S.  Appleby  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED — 621-627  Fordham  road,  The 
Bronx. 


APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Albert  Brinno,  F.  A.  Lansic,  E. 
A.  Pothemont,  Constance  Brunner,  V.  Grand- 
sine,  Harry  Mayer  and  Frank  Amatiano. 
ACTION  OF  BOARD — Report  of  committee  of  the  board 
recommending  denial  adopted.  Application  denied. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE  ON  ADOPTION  OF  REPORT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

THE  VOTE  ON  MOTION  TO  GRANT  THE  APPLI¬ 
CATION— 

Affirmative:  Mr.  Kerby  . >, .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  and  Fire  Chief 

Kenlon  .  6 

Absent  .  0 


THE  RESOLUTION : 

(842-22-BZ) 

Whereas,  John  J.  Dunnigan,  for  John  S.  Appleby,  own¬ 
er,  filed,  June  19,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  of  a  garage  for  storage  of  more  than  five  motor  vehi¬ 
cles;  premises  621-627  Fordham  road,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  October  6, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fordham  road  is  a  business 
district  and  Hughes  avenue  and  Belmont  avenue  are  resi¬ 
dence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  16,  1922,  in  acting  on  N.  B.  Application  No. 
1801-1922,  reads: 

“1.  Erection  of  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles  in  business  district  is 
contrary  to  the  provisions  of  the  Building  Zone  Reso¬ 
lution.”  ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  101.86  ft 
0  in.  and  a  depth  of  101.85  ft.  0  in.,  to  be  occupied  as  a 
garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
a  committee  of  the  board  visited  the  premises  and  recom¬ 
mended  that  the  application  be  denied. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1126-22-BZ. 

APPLICANT — John  Stahl. 

SUBJECT— To  permit  the  proposed  extension  to  a  business 
building  into  a  residence  district. 

PREMISES  AFFECTED — 4762  Richardson  avenue,  The 

Bronx. 

APPEARANCES—  x 

For  Applicant:  William  W.  Penfield. 

For  Opposition — None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  . .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 
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764-22-BZ. 

APPLICANT— John  Stahl. 

SUBJECT — Application  for  reopening  of  an  application  to 
permit  the  proposed  extension  to  a  business  build¬ 
ing  into  a  residence  district. 

PREMISES  AFFECTED — 4762  Richardson  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  William  W.  Penfield. 

,  For  Opposition :  None. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton  and 


Kerby  .  3 

Negative :  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  . 3 

Absent :  Fire  Chief  Kenlon  .  1 


959-22-BZ. 

APPLICANT — Dietrich  Wortmann  for  Chelsea  Fireproof 
Warehouses,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  V/z  times  district 
the  erection  of  a  building  in  excess  of  the  height 
regulations. 

PREMISES  AFFECTED— 108-120  West  107th  street,  Man¬ 
hattan.  < 


APPEARANCES— 

For  Appliation:  Dietrich  Wortmann. 

ACTION  OF  BOARD' — Application  set  for  call  calendar. 


1031-22-tBZ. 

APPLICANT — John  De  Hart,  for  Martha  M.  Sachse, 
owner. 

SUBJECT— Application  to  revise  area  of  notification. 
PREMISES  AFFECTED — 1401-1417  Newkirk  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  de  Hart. 

For  Opposition:  None. 

ACTION  OF  BOARD — Area  fixed  by  chairman  approved 
by  the  board ;  request  for  revision  denied. 

THE  VOTE— 

Affirmative:  .'Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


Adjourned,  5  :20. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

\ 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  10,  192.2. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney  and  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  Tuesday  morning,  October  3,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  41,  Viol.  VI'I. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

894-22-A.  „  ,  .  . 

APPELLANT— .Duff  y-Arnold  Grease  Co.,  for  National 

Sales  Book  Co.,  lessee. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 166-168  8th  avenue,  Long  Isl¬ 
and  City,  Queens. 

APPEARANCES— 

For  Appellant:  James  F.  Duffy. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— .As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  . .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(894-22-A) 

Whereas,  Duffy-Arnold  Grease  Company,  for  National 
Sales  Book  Company,  owner,  filed,  July  3,  1922,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  166-168  8th  avenue, 
L.  I.  C.,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“With  reference  to  your  application,  dated  March 
20,  1922,  for  a  permit  to  store  Oils,  Fats,  etc.,  at 
the  above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  a  permit  for  the  rea¬ 
son  that  Sub.  Divs  C  of  Section  256,  Ch.  10,  Code 
of  Ordinances  provides  that  no  Permit  shall  be  issued 


for  the  storage  of  Oils,  etc.,  in  any  building  or  prem¬ 
ises  which  is  occupied  as  a  workshop  or  factory,  ex¬ 
cept  such  work  shop  or  factory  be  incidental  to  the 
business  of  the  applicant. 

“You  are  therefore  ordered  to  reduce  the  stock 
of  Oils,  Fats,  Greases  stored  on  the  premises  to  the 
equivalent  of  5  barrels.”; 

and 

Whereas,  the  building  is  fireproof,  1  story  and  base¬ 
ment  in  height,  50  ft.  by  100  ft.  in  area,  occupied,  base¬ 
ment,  storage  of  oils  and  greases,  6  persons ;  1st  story, 
printer,  8  persons ;  the  building  being  located  in  an  un¬ 
restricted  district  under  the  building  zone  resolution;  and 

Whereas^  appellant  contends  that  there  is  no  connec¬ 
tion  inside  the  building  between  the  basement  and  the 
1st  story;  entrance  to  either  story  must  be  made  through 
the  doors  on  the  street  and  that  they  carry  lubricating  oils 
and  greases  only. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  of  oils  and  greases 
be  confined  to  the  basement,  and  that  the  basement  be  com¬ 
pletely  separated  from  the  1st  story  by  an  unpierced  fire¬ 
proof  floor;  any  entrance  and  exit  to  the  basement  to  be 
from  the  street  or  outside  court  only;  that  the  quan¬ 
tity  oif  oil  stored  be  limited  to  fifty  (50)  barrels  of  lubri¬ 
cating  oil ;  that  there  be  no^  open  flame  or  furnace  on 
the  premises ;  and  that  there  be  installed  and  maintained 
at  least  two  (2)  three-gallon  chemical  fire  extinguishers. 


897-22-A. 

APPELLANT — New  Yoik>  Dock  Company,  owner. 
SUBJECT — Appeal  from  decision  of  the  fire  department. 
PREMISES  AFFECTED — 460-476  Van  Brunt  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Robert  Hoppen  and  L.  E.  Driver. 
For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(89  7-22- A) 

Whereas,  New  York  Dock  Company,  owner,  filed,  July 
5,  1922,  an  appeal,  with  the  board  of  appeals,  from  a 
decision  of  the  fire  commissioner,  affecting  premises  460-76 
Van  Brunt  street,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1.  Vault  must  not  exceed  750  cubic  feet. 

“2.  Doors  must  be  approved  vault  doors,  inner  self¬ 
closing  and  outer  automatic. 

“3.  Pressure  relief  vent  to  be  provided,  having  a 
section  area  in  inches  equal  to  2  1/10  times  the  num¬ 
ber  of  cubic  feet  of  volume  of  vault. 

“4.  The  elleetive  sectional  area  of  the  vent  opening 
shall  correspond  with  the  actual  area  of  glass. 

“5.  The  light  wire  house  screen  must  be  at  a  point 
between  glass  sash  and  vault,  so  arranged  as  not  to 
interfere  with  automatic  operation  of  sash. 

“6.  Vent  outlet  must  be  located  30  ft.  away  from 
any  exposure. 

“7.  Sprinkler  equipment  in  vault  must  be  shown  in 
detail  and  to  be  independent  of  the  sprinkler  equip¬ 
ment  in  building.  Show  clearly  on  plans. 

“•8.  State  how  racks  to  hold  celluloid  are  to  be  built, 
same  must  not  interfere  with  vent  openings. 

“9.  Install  a  regulation  4  in.  standpipe  equipment. 

“10.  Sprinkler  system  must  be  two  source  supply, 
consisting  of  a  gravity  and  pressure  tank. 

“11.  Mark  all  dimensions  of  building  on  plans. 

“12.  Scupper  2  sq.  in.  for  each  sprinkler  head  must 
be  provided. 

“13.  Door  opening  from  vault  to  public  highway  not 
permitted.” ; 

and 

Whereas,  the  building  is  non-fireproof,  1  story  in  height, 
86  ft.  9  in.  by  84  ft.  in  area,  occupied  for  the  manufacture 
of  celluloid  products;  equipped  with  an  automatic  sprinkler 
system  with  a  50,000  gallon  gravity  tank ;  there  being  in 
the  building  at  present  a  nitro-cellulose  vault  14  ft.  by  14 
ft.,  with  an  average  height  of  12  ft.  3  in,  giving  a  cubical 
contents  of  2400  cu.  ft. ;  and 

Whereas,  appellant  proposes  to  reduce  the  height  of  the 
vault  2  ft.,  thereby  reducing  the  cubical  contents  to  2000 
cu.  ft.,  and  states  that  the  doors  on  the  interior  opening 
of  the  vault  are  fireproof,  self-closing  doors  and  it  is 
necessary  to  have  a  vault  of  this  size  owing'  to  the  size 
of  the  cases  containing  the  celluloid,  which  are  approxi¬ 
mately  2  ft.  square  and  6  ft.  long,  and  which  are  stored 
in  the  vault.  » 

Resolved,  that  the  order  of  the  fire  commissioner,  as 
to  items  1,  7,  8,  10,  12  and  13,  be  and  it  hereby  is  modified 
and  the  appeal  be  and  it  hereby  is  granted  as  to  these  items 
on  condition  that  the  cubical  contents  of  the  vault  shall 
not  exceed  two  thousand  (2,000)  cubic  feet;  that  the  vault 
be  sub-divided  by  a  wall  of  approved  fireproof  material, 
any  openings  therein  to  be  protected  by  fireproof  doors ; 
and  that  there  shall  be  at  least  twenty  (20)  sprinkler  heads 
installed  in  this  vault;  and  that  the  order  as  to  items  2, 
3,  4.  5,  6,  9,  and  11  be  and  it  hereby  is  affirmed  and  the 
appeal  as  to  those  items  be  and  it  hereby  is  denied. 


916-22-  A. 

APPELLANT — John  Smith,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 79  and  81  Grand  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Ruben  Smith. 


ACTION  OF  BOARD — Laid  over  to  October  17,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


9 23 -22- A. 

APPELLANT— Bronx  Derrick  &  Tool  Co. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED1 — 360  Southern  boulevard,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Fay  Hund. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . q 

Absent  .  0 

THE  RESOLUTION: 


(923-22-A) 

Whereas,  Bronx  Derrick  &  Tool  Company,  for  New 
York  Central  Railroad  Company,  owner,  filed,  July  11, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  360  Southern 
boulevard,  The  Bronx ;  and 

Whereas,  the  oyler  of  the  fire  commissioner  reads: 
“With  reference  to  your  application,  dated  ( undated ) 
for  a  permit  to  maintain  a  non-storage  garage  at  the 
above  location,  I  regret  to  inform  you  that  I  am  with¬ 
out  power  to  grant  such  a  permit  because  the  build¬ 
ing  is  of  frame  construction. 

“Section  5,  paragraph  4,  chapter  5,-  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  *  *  *  now  existing  build¬ 
ing  *  *  *  uniess  *  *  *  such  building  conforms  to  the 
provisions  of  the  building  code  with  respect  to  buildings 
hereafter  altered  for  the  proposed  new  occupancy  or 
use.’ 

Section  90,  chapter  5,  of  the  Code  of  Ordinances, 
provides  that  *  *  no  frame  *  *  *  structure  shall 
be  hereafter  built  *  *  *  within  *  *  *  the  fire  limits.’ 
“You  are,  therefore,  ordered  to 
“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.”; 

and 

Whereas,  the  building  is  frame,  one  story  in  height,  30 
ft.  by  36  ft.  in  area,  located  in  an  unrestricted  district ; 
occupied  as  a  garage;  and 

Whereas,  appellant  contends  that  the  building  was  erected 
in  1911  and  extended  in  1912  and  1918  and  has  been  occu¬ 
pied  as  a  garage  since  1912  and  that  they  propose  to  line 
the  interior  with  No.  26  gauge  sheet  metal. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  conditio)i  that  there  shall  be  no  gaso¬ 
line  maintained  or  stored  on  the  premises  other  than  in 
the  tanks  of  the  cars ;  that  there  be  no  open  flame  in  the 
garage,  that  the  garage  be  fire  retarded  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals;  and  that 
the  capacity  be  limited  to  two  (2)  commercial  trucks  and 
two  (2)  pleasure  cars,  the  property  of  the  owner  of  the 
premises  and  used  in  the  conduct  of  his  business. 


APPELLANT — Edhas  Realty  Co.,  owner. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner 
PREMISES'  AFFECTED — 1450  Flushing  avenue,  Mas- 
peth,  Queens. 
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APPEARANCES— 

For  Appellant:  Jerome  Roth. 

AC  TION  01*  BOARD — Laid  over  to  October  31,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


945-22-A. 

APPELLANT — Charles  Schaefer,  Jr.,  for  A.  F.  Beckmann 
&  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2331  12th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Wm.  Brunner  and  Charles 
Schaefer. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — ’Appeal  granted  'on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  . . .  7 


N  egative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(945-22-A) 

Whereas,  Charles  Schaefer,  Jr.,  for  A.  F.  Beckmann 
&  Co.,  Inc.,  owner,  filed,  July  13,  1922,  an  appeal,  with 
the  board  of  appeals,  from  an  order  ot  the  fire  commis¬ 
sioner,  affecting  premises  2331  Twelfth  avenue,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

2.  Separate  the  boiler  room  from  the  remainder 
of  the  building  by  an  unpierced  fireproof  wall,  con¬ 
sisting  of  solid  masonry  of  at  least  8  in.  in  thickness 
or  its  equivalent— as  per  section  159-1,  chapter  10, 
Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  two  and  three 
stories  in  height,  100  ft.  by  140  ft.  in  area,  occupied  as  a 
grocery  warehouse  and  storage,  1st  story,  6  persons;  2nd 
story,  10  persons ;  3rd  story,  3  persons ;  the  boiler  being 
located  in  the  rear  of  the  1st  story  in  a  fireproof  en¬ 
closed  room -  with  fireproof,  self-closing  doors  at  the  open¬ 
ings;  a  portion  of  the  building  in  the  1st  story  being  used 
for  wagon  space  and  loading  platform  for  auto  trucks ; 
the  loading  platform  being  separated  from  the  remainder 
of  the  building  by  an  8  in.  brick  wall  with  openings  pro¬ 
vided  with  self-closing,  fireproof  doors  with  fusible  links; 
the  ceiling  of  the  2nd  story  over  wagon  space  is  of  fire¬ 
proof  arch  construction;  and 

Whereaas,  appellant  contends  that  the  boiler  room  in 
question  is  100  ft.  or  more  from  the  wagon  space  or 
loading  platform. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  boiler  room  be  located  at  the 
extreme  southeasterly  corner  of  the  structure  enclosed  in 
walls  of  approved  fireproof  .material  as  indicated  on  the 
plans  filed  with  this  appeal,  any  opening  in  the  enclosure 
to  be  protected  by  self-closing,  fireproof  door. 


962-22-A. 

APPELLANT — The  Great  Atlantic  &  Pacific  Tea  Co., 
lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— Foot  of  51st  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  E.  N.  Moore. 

ACTION  OF  BOARD — 'Laid  over  to  October  31,  1922,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


963-22-A. 

APPELLANT — The  Tidewater  Paper  Mills  Co.,  owners 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 


PREMISES  AFFECTED — 29th  and  30th  streets,  2nd  ave¬ 
nue  and  waterfront,  Brooklyn 
APPEARANCES— 

For  Appellant:  George  Norris,  Arthur  F.  Allen 
and  R.  O.  Sternberger. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  >on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Fire  Chief  Kenlon  . .  5 

Negative:  Mr.  Holland  .  i 

Absent:  Mr.  Kerby  . l 

THE  RESOLUTION: 


(963-22-A) 

Whereas,  The  Tidewater  Paper  Mills  Company,  lessee, 
filed,  July  20,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  29th  and  30th  streets,  2nd  avenue  and  waterfront, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

2.  Provide  an  aisle  space  25  feet  wide,  running 
from  north  to  south  through  center  of  pile  of  com¬ 
bustible  fibre.  Sec.  9,  ch.  10,  Code  of  Ordinances.”; 

and 

•  Whereas,  the  premises  consist  of  a  plot  of  ground  near 
the  bulkhead  line,  occupied  for  the  storage  of  baled  wood 
pulp,  a  shredding  plant  and  a  conveyor ;  and 

Whereas,  appellant  contends  that  there  are  no  build¬ 
ings  in  the  immediate  vicinity  and  that  the  provision  of 
the  aisles  required  would  deprive  him  of  valuable  storage 
space  and  proposes  to  provide  eight  water  casks. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  for  the  term  of  the  lease  of  the  appel¬ 
lant,  on  condition  that  watchman  service  is  maintained 
night  and  day. 


969-22-A. 

APPELLANT — Otto  F.  Semsch,  for  Ernest  Flagg,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 109  East  40th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Otto  F.  Semsch. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 


ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  . 

Negative:  Chairman  Walsh  and  Fire  Chief 

Kenlon  . 

Absent  . 


5 

2 

0 


THE  RESOLUTION : 

(969-22-A) 

Whereas,  Otto  F.  Semsch,  for  Ernest  Flagg,  owner, 
filed,  July  21,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
109  East  40th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“L  Discontinue  the  use  of  living  apartment  for 
dwelling  on  the  3rd,  4th  and  5th  stories,  for  the  rea¬ 
son  that  section  No.  154,  Chapter  10,  Code  of  Ordi¬ 
nances  prohibits  the  use  of  more  than  two  stories  above 
the  garage  for  dwelling  purposes.” ; 

and 

Whereas,  the  building  is  fireproof,  5  stories  in  height, 
29  ft.  by  98  ft.  9  in.  in  area  in  the  1st  story  and  29 
ft.  by  80  ft.  9  in.  in  area  above;  occupied,  private  resi¬ 
dence  and  garage,  the  garage,  the  garage  being  located  at 
rear  of  1st  story  with  fireproof  passageway  leading  to 
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street,  the  garage  extending  across  the  rear  of  lot  of  No. 
Ill  and  being  only  one  story  in  height  at  rear  of  No.  109 
and  two  stories  at  rear  of  No.  Ill;  and 

Whereas,  appellant  contends  that  the  garage  was  erected 
in  1905  under  plans  approved  by  the  fire  department  and 
the  bureau  of  buildings. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted. 


983-22-A. 

APPELLANT— Louis  Allmendinger,  for  Jacob  Rodler, 
owner.  .  . 

SUBJECT— Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 322  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

APPEARANCES—  ,  „ 

For  Appellant:  L.  Allmendinger,  Jacob  Rodler 
and  George  A.  Franz. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITION S — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(9 83 -22- A) 

Whereas.  Louis  Allmendinger,  architect,  for  Jacob  Rod¬ 
ler,  owner,  filed,  July  24,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  322  St.  Nicholas  avenue,  Ridgewood, 
Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
“6.  Storage  garage  not  permitted  within  20  ft.  of 
the  nearest  wall  of  a  building  occupied  as  a  theatre, 
contrary  to  suib.  division  E.  of  Sec.  151,  Chapter  10, 
Code  of  Ordinances,” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  48  ft.  by  287  ft.  in  area,  located  in  an  unrestricted 
district,  occupied  as  a  garage  for  more  than  five  motor 
vehicles,  the  garage  being  located  13  ft.  from  the  rear  wall 
of  a  theatre  building,  the  side  walls  and  rear  wall  of  the 
garage  are  unpierced  for  a  distance  of  30  ft.  from  the 
rear  wall  of  the  theatre ;  and 
Whereas,  appellant  proposes  to  install  a  550^gallon  gaso¬ 
line  tank  at  front  of  building  buried  under  ground,  and 
states  that  the  building  is  equipped  with  an  approved  sep¬ 
arator,  and  standpipe  system  as  approved  by  the  board  of 
standards  and  appeals. 

Resolved,  that  the  decision  of  the  fire  commissioner  oe  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  rear  wall  and  the  side  walls 
for  a  distance  of  thirty-three  (33)  ft.  from  the  easterly 
property  line  be  unpierced  throughout  their  entire  height 
and  length;  that  no  skylight  be  nearer  than  fifty  (50)  ft.  to 
the  easterly  property  line ;  and  that  the  storage  of  gasoline 
on  these  premises  be  limited  to  five  hundred  and  fifty  (550) 
gallons,  in  a  tank  located  at  the  extreme  front  of  the  build¬ 
ing  at  St.  Nicholas  avenue. 


986-22-A. 

APPELLANT— W.  T.  Rott  for  Oval  Match  Company, 
Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 291-297  Vernon  avenue, 

Queens. 


APPEARANCES—  ,  . 

For  Appellant:  W.  T.  Rott  and  Harry  G.  Ander¬ 
son. 

For  Administration  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  hire 
Chief  Kenlon  .  7 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION  : 

(986-22-A) 

Whereas,  W.  T.  Rott,  for  Atlantic  Macaroni  Company, 
owner,  filed,  July  26,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  291-97  Vernon  avenue,  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application  dated  March  28, 
1922,  for  a  permit  to  manufacture  matches  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  for  the  reason  that  subdiv. 

2  of  section  100,  chap.  10,  Code  of  Ordinances  provides 
‘that  no  permit  fof  the  manufacture  of  matches  shall 
be  issued  unless  the  manufacturing  is  to  be  carried 
on  in  a  building  used  exclusively  for  that  purpose,  the 
walls  of  which  are  constructed  of  brick  or  other  fire 
resisting  material  and  artificially  lighted  by  any  means 
other  than  electricity., 

“You  are  therefore  ordered  to  forthwith  remove  all 
sulphur  rosin,  chlorate  of  potash,  bicromate  potassium, 
antimony,  zinc  oxide,  gum  arable.  phosphorus  and  all 
other  materials  used  for  the  manufacture  of  matches, 
from  the  premises  and  discontinue  the  ^  business  of 
manufacturing  matches  on  these  premises.”; 

and  .  ...... 

Whereas,  the  building  is  fireproof,  6  stories  in  height, 
92  ft.  10  in.  by  400  ft.  in  area,  divided  into  two  sections, 
on  the  6th  story,  one  section  occupied  as  a  match  manu¬ 
factory,  25  persons  employed ;  the  other  section  occupied 
for  the  manufacture  of  macaroni;  and 

Whereas,  appellant  proposes  to  provide  two  fireproof 
vaults  in  the  portion  of  the  building  occupied  by  the  match 
company,  and  to  separate  the  two  sections  by  a  fireproof 
wall;  the  means  of  egress  consisting  of  two  fireproof  en¬ 
closed  stairways  in  each  section. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  this  business  be  restricted  to 
the  space  indicated  on  the  plans  on  file  with  this  appeal, 
92  ft.  10  in.  by  151  ft.  10  in.,  located 'on  the  sixth  story, 
separated  from  the  other  portion  of  this  floor  by  a  wall 
of  approved  masonry,  any  opening  therein  to  be  protected 
by  self-closing,  fireproof  doors,  one  on  each  side;  that 
two  (2)  vaults  of  fireproof  construction  be  erected  and 
maintained  for  th)e  separate  storage  of  phosphorus  and 
chlorate  of  potash,  and  that  no  hazardous  combination  of 
chemicals  be  stored  in  the  same  vault;  and  that  the  appeal 
be  granted  so  long  as  conditions  remain  unchanged. 


994-22-A. 

APPELLANT— Karl  F.  J.  Seifert,  for  Dr.  Charles  W. 
Fitch,  owner. 

SUBJECT— Appeal  from  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 2251-2253  Loring  place,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Karl  F.  J.  Seifert. 

ACTION  OF  BOARI>— Laid  over  to  October  31,  1922,  at 
10  a.  m.,  on  request  of  appellant. 
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100 1-22- A. 

APPELLANT — Samuel  Kavadlo,  for  Mollie  Kavadlo, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 66  East  104th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  T.  Fergusen  and  Samuel 
Kavadlo. 

For  Administration :  Inspector  Ort  of  the  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  . ,  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
iBoulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . . .  0 

THE  RESOLUTION: 

(1001-22-A) 


Whereas,  Samuel  Kavadlo,  for  Mollie  Kavadlo,  owner, 
filed,  July  31,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  66  East  104th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“Item  1.  Discontinue  the  use  of  living  apartments 
on  the  third  story  for  dwelling  purposes  as  per  Sec¬ 
tion  154.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  18  ft.  9  in.  by  100  ft.  in  area,  occupied,  basement, 
garage  for  five  motor  vehicles ;  1st  story,  merchant  tailor, 
cigar  factory;  2nd  story,  dwelling  of  owner;  3rd  story, 
dwelling  of  tenant;  the  building  being  located  in  a  business 
district ;  and 

Whereas,  appellant  contends  that  the  building  was  altered 
under  plans  filed  in  February,  1920,  for  its  present  oc¬ 
cupancy,  plans  approved  by  the  superintendent  of  build¬ 
ings  and  the  fire  commissioner,  and  a  certificate  of  occu¬ 
pancy  issued  by  the  superintendent  of  buildings  August  18, 
1920,  and  that  the  fire  commissioner  now  refuses  to  issue 
a  certificate  of  occupancy  on  the  ground  that  the  two  stories 
above  garage  occupied  for  living  purposes  must  be  the 
two  stories  directly  above  the  garage. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 

1094-22-A. 

APPELLANT — Magnuson  &  Kleinert,  for  Samuel  Green- 
vald  &  Son,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 1365-1375  Bushwick  avenue, 

Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE^- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerbv  -  6 

Negative  . ._ .  0 

Absent:  Fire  Chief  Kenlon  .  1 


BUILDING  ZONE  CASES. 

621-22-BZ. 

APPLICANT — 'Patrick  Duffy,  owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  storage  of  four 
pleasure  motor  vehicles. 

PREMISES  AFFECTED— 201  Adelphi  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Patrick  Duffy. 

For  Opposition:  None. 

ACTION  OP  BOARD — Application  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  . 


Negative  .  o 

Absent  .  0 


THE  RESOLUTION: 

(621-22-BZ) 

Whereas,  Patrick  Duffy,  owner,  filed,  April  28,  1922,  an 
application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for 
storage  of  four  pleasure  motor  vehicles ;  premises  201 
Adelphi  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Oct.  10, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  to  show  that  Willoughby  avenue,  Adelphi 
street  and  Clermont  avenue  are  residence  districts;  and 
Whereas,  the  order  of  the  fire  commissioner,  rendered 
April  8,  1922,  reads : 

“Maintenance  of  your  garage  is'  a  violation  of  sec¬ 
tion  3,  article  2  of  the  Building  Zone  Resolution  of 
the  City  of  New  York  adopted  July  .25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  32  ft.  and  a  depth  of 
15  ft.,  occupied  as  a  garage  for  4  pleasure  automobiles, 
space  in  which  is  rented  to  persons  not  residing  on  prem¬ 
ises;  and 

Whereas,  applicant  has  filed  the  duly  acknowledged  con¬ 
sents  of  the  owners  of  82  per  cent  of  the  property  frontage 
deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  occupancy  of 
the  garage  be  limited  to  four  automobiles,  space  for  three 
of  which  may  be  rented  to  persons  not  residing  on  the  prem¬ 
ises  and  that  any  automobiles  maintained  on  the  premises 
shall  be  restricted  to  the  pleasure  car  type. 

853-22-BZ. 

APPLICANT — Bly  &  Hamann,  for  Diedrich  Wilkens 
and  John  D.  Haar,  owners. 

SUBJECT — Application  t0‘  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 810  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Loring  M.  Black. 

For  Opposition :  Wm.  FI.  McKeever,  Morris  S. 
King,  Jacob  Axelrod,  Charles  Goetz,  Gaetano 
Falcone,  Sondto  Alfano,  Jennie  Molin  Sadie 
Cohen,  Mary  Smith,  Sadie  Mindel  and  Mrs. 
Lauricella. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty  and  Holland  .  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Kearney,  Kerby  and  Fire  Chief  Kenlon  . .  5 

Absent  .  0 

THE  RESOLUTION : 

(853-22-BZ) 

Whereas,  Bly  &  Hamann,  for  John  D.  Haar,  owner, 
filed,  June  22,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection 
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and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  810  Coney  Island  avenue, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Oct.  10, 
1932,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  and 
Cortelyou  road  are  business  districts  and  East  9th  street 
is  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  7,  1922,  in  acting  on  App.  No.  9686-22, 
reads : 

“Denied — Proposition  contrary  to  Zone  Res.  Article 
II,  Sec.  4 — Public  garage  in  a  business  district.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  120  ft. 
4  in.  and  a  depth  of  133  ft.  11  in.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  the  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 

728-22-BZ. 

APPLICANT — R.  Thomas  Short,  for  Thomas  A.  Clarke, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 15-27  Bedford  place,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harold  L.  Young  and  Frank 
Downing. 

For  Opposition:  David  J.  Stuart,  John  Geery, 
George  Rosenberg,  Jennie  Londner  and  Emmie 
Banks. 

ACTION  OF  BOARD — 'Laid  over  to  October  20  1922,  at 
2  p.  m.,  pending  inspection. 


919-22JBZ. 

APPLICANT — Wesley  E.  Bryde,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  three-car  garage. 
PREMISES  AFFECTED — 306,5  Perry  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Wesley  L.  Bryde. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1922, 
at  10  a.  m.,  to  permit  applicant  to  secure  consents. 


927-22-BZ. 

APPLICANT — Frederick  Johnson,  for  M;.  E.  F.  Corpora¬ 
tion,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
of  a  business  building. 

PREMISES  AFFECTED — North  side  Westchester  ave¬ 
nue,  97.11  ft.  east  of  Stebbins  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Louis  J.  Finkelstein  and  Ida 
Matzger. 

ACTION  OF  BOARD — Laid  over  to  October  20,  1922,  at 
2  p.  m.,  on  request  of  objectors’  representatives. 

965-22-BZ. 

APPLICANT — 'New  York  Telephone  Co.,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  alteration  of  a  telephone  exchange  building 
with  the  omission  of  a  rear  yard  and  court  as 
required  by  the  Zoning  Resolution. 


PREMISES  AFFECTED — 126-130  Orchard  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Charles  Russell,  N.  H.  Egleston 
and,  J.  Colket. 

For  Opposition:  Joseph  Kaufman,  Max  Muller, 
Samuel  D.  Bloomberg,  Peisach  Neustadter. 
ACTION  OF  BOARD — Application  granted. 

THE  VOTE — •  ' 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION  : 


(965-22--BZ) 

Whereas/ N.  Y.  Telephone  Company,  owner,  filed  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  “B”  area  district  an  extension  to  an  existing  telephone 
exchange  building  without  providing  a  yard  of  full  size 
as  required  by  the  zone  resolution ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Oct.  10, 
1932,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  ouild- 
ing  zone  resolution  show  that  Orchard  street,  Delancey 
street  and  Rivington  street  are  in  “B”  area  district  and 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  11,  1922,  reads : 

“2.  A  lawful  rear  yard  and  court  should  be  main¬ 
tained.  Extension  as  proposed  is  unlawful  (Article  IV, 
Zoning  Resolution).”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  five 
stories  in  height  with  a  frontage  of  66  ft.  8  in.  and  a  depth 
of  84  ft.  5  in.;  it  is  proposed  to  fill  in  the  centre  court 
at  the  rear  an  area  20  ft.  in.  by  19  ft.  10  in.,  the  wall 
of  the  proposed  extension  to  be  flush  with  rear  wall  of 
building;  and 

Whereas,  the  board  deemed  that  there  were  practical  dif¬ 
ficulties  in  complying  with  the  set  back  requirements  in 
that  it  would  involve  the  complete  rearrangement  of  the 
entire  switchboard  system  of  the  building. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  “B”  area  district  regu¬ 
lations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted. 


999-22-BZ. 

APPLICANT — Frank  J.  Schefcik,  for  Samuel  H.  Wolf- 
man,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence 
district  and  partly  in  an  unrestricted  district  the 
erection  of  a  two-story  and  cellar  public  garage. 
PREMISES  AFFECTED — 943-949  Atlantic  avenue 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  J.  Schefcik  and  Charles  B. 
Meyers. 

For  Opposition :  George  W-  Palmer. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(999-22-BZ) 

Whereas,  Frank  J.  Schefcik,  architect,  for  Samuel  H. 
Wolfman,  owner,  filed,  July  20,  1922,  an  application,  under 
the  building  zone  resolution,  to  permit  in  an  unrestricted 
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district  and  extending  18  ft.  into  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  more  than  five 
motor  vehicles;  premises  943-49  Atlantic  avenue,  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  10, 
1932,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

W  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Atlantic  avenue  is  an  unre¬ 
stricted  district  and  Grand  avenue  and  Lefferts  avenue  are 
residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  19,  1922,  reads: 

“The  following  abjections  have  been  filed  by  the 
examiners : 

“Part  of  proposed  garage  projects  into  residential 
section.  Contrary  to  Art.  II,  Paragraph  2  of  Zone 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  2  stories  in  height,  with  a  frontage  of  73 
ft.  and  a  depth  of  118  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles,  a  portion  18  ft.  in  depth 
extending  into  the  residence  district ;  and 

Whereas,  this  property  was  in  one  ownership  on  lulv  25, 
1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  rear  walls 
shall  be  unpierced  throughout  their  entire  height  and  length ; 
that  there  shall  be  no  exit  nor  entrance  on  Grand  avenue 
within  the  residence  district;  that  both  elevations  shall  be 
faced  with  front  brick  and  stone  or  architectural  terra¬ 
cotta  trimmings ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six  months 
and  the  building  completed  within  twelve  months  from 
the  date  of  this  action ;  and  that  the  building  shall  be  fire¬ 
proof  throughout. 


930-21-BZ. 

APPLICANT — Frederick  J.  Dassau,  26  Court  street, 
Brooklyn. 

SUBJECT — Application  for  alteration  and  conversion  in 
a  business  district  of  a  milk  distributing  station 
and  stable. 

PREMISES  AFFECTED— West  side  182nd  place,  47  ft. 

8  in.  south  of  Fulton  istreet,  Jamaica,  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  M.  Lonerga  and  C.  H. 
Moehler. 

For  Opposition:  Herman  Weckler. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 


Kearney  and  Kerby  . . .  5 

Negative :  Chairman  Walsh  .  1 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(930-3LBZ) 


Whereas,  Frederick  D.  Dassau,  for  The  Empire  State 
Dairy  Company,  owner,  filed,  August  30,  1982,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  extension  and  alteration  of  an  ex¬ 
isting  milk  distributing  station  and  stable ;  premises  west 
side  182nd  place,  47  ft.  8  in.  south  of  Fulton  street,  Ja¬ 
maica,  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  October 
10.  1922.  after  due  notice  by  publication  in  the  Bulletin 
off  the  board  of  standards  and  appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  182nd  place  and  Fulton  street 
are  business  districts  and  93rd  avenue  is  an  unrestricted 
district ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
rendered  August  26,  1931,  reads: 

“1.  Extension  of  a  stable  and  milk  distributing  sta¬ 
tion  prohibited  in  a  business  district.,  Section  4  of 
the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  three  stories  in  height,  with  a  frontage  of 
30  ft.  and  a  depth  of  163  ft.  4  in.,  to  be  occupied  as  a 
stable,  hay  storage  and  milk  distributing  station  in  con¬ 
nection  with  existing  plant ;  and 

Whereas,  these  premises  were  in  one  ownership  on 
July  25,.  1916,  and  proposed  building  is  an  extension  of 
an  existing  use. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  gable 
wall,  abutting  the  adjoining  property  be  unpierced  through¬ 
out  its  entire  height  and  length. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
(9)  months  and  the  building  completed  within  one  year 
from  the.  date  of  this  action;  and  that  the  requirements  of 
the  building  zone  resolution  as  to  area  districts,  be  complied 
with. 


1552-21-BZ. 

APPLICANT — David  W.  Freeman,  for  Beatrice  R.  Free¬ 
man. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED' — 718-720  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  F.  Hammel  and  David 
N.  Freeman. 

For  Opposition :  None. 

ACTION  OF  BOARD1 — ‘Laid  over  to  October  31,  1922, 
at.  10  a.  m.,  and  administrative  appeal  to  be  sub¬ 
stituted. 


220-19-BZ. 


APPLICANT — P.  J.  McDermott,  for  Catherine  J.  Mc¬ 
Dermott,  owner. 

SUBJECT — Application  for  extension  of  time  within  which 
to  complete  the  erection  of  a  stable  for  more  than 
five,  horses  and  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 1772  Carroll  street,  Brooklyn 

APPEARANCES— 

For  Applicant:  Patrick  J.  McDermott. 

For  Opposition :  None. 

ACTION  OF  BOARD — 'Application  granted  to  extend 
time  for  three  months. 

THE  VOTE— 


Affirmative :  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 


6 

0 

1 


THE  RESOLUTION: 

(220-19-iBZ) 

Whereas,  C.  J.  McDermott,  owner,  filed,  April  14,  1919, 
with  the  board  of  appeals,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  of  a  stable  for  more  than  five  horses  and  a 
garage  for  more  than  five  automobiles;  premises  1772 
Carroll  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  24 
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1919,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  premises  in  question  are 
located  in  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  denying  the  application,  was  rendered  April  1.1,  1919, 
in  acting  on  N.  B.  3143-191;  and 

Whereas,  the  proposed  building  is  to*  be  of  non-fireproof 
construction,  one  story  in  height,  50  ft.  by  140  ft.  in  area ; 
and 

Whereas,  the  board  of  appeals  fixed  the  area  in  which 
to  obtain  consents  of  the  property  frontage  deemed  to  be 
affected  by  the  proposed  structure  as  the  south  side  of 
Carroll  street,  between  Rochester  and  Buffalo  avenues, 
the  easterly  side  of  Rochester  avenue,  between  Carroll  and 
Crown  streets,  and  the  northerly  side  of  Crown  street 
for  a  distance  of  220  (ft.  from  Rochester  avenue;  and  the 
applicant  has  submitted  duly  verified  consents  of  owners 
of  66  per  cent  of  the  frontage  deemed  to  be  affected, 
and  also  a  consent  , signed  by  James  W.  Redmond  as 
“attorney  at  law  for  owners”  of  a  frontage  of  100  feet 
on  Carroll  street,  which  the  chairman  ruled  was  not  ad- 
missable,  said  disputed  consent  covering  ten  per  cent  of 
the  frontage  deemed  affected ;  and 

Whereas,  it  appears  that  the  applicant  maintained  a 
stable  on  the  opposite  side  of  the  street,  this  property,  be¬ 
ing  condemned  for  park  site,  it  is  now  desired  to  move 
the  stable  across  the  street  and  occupy  the  premises  for 
stable  and  garage  purposes ;  and 
Whereas,  this  application  was  granted  by  vote  of  the 
board  June  24,  1949,  on  certain  conditions  as  to  the  time 
in  which  to  obtain  necessary  permits  and  to  complete  the 
work  and  the  applicant  has  requested  an  extension  of  time, 
having  started  work  by  the  erection  of  foundation  walls 
as  stated  in  communication  of  the  superintendent  of  build¬ 
ings  ;  and 

Whereas,  a  further  extension  of  time  for  six  months 
was  granted  April  12,  1921,  and  Oct.  11,  1921. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  application  be 
and  it  hereby  is  granted. 

Resolved,  further,  that  the  work  shall  be  completed  with¬ 
in  three  months  of  the  date  of  this  action  on  condition 
that  the  work  comply  in  all  'respects  with  the  provisions  of 
the  building  code. 


AREAS  FIXED. 

( 1076-22-BZ) 

The  chairman  presented  and  read  a  communicatiofi  from 
Charles  D.  Cords,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  of  a  garage,  premises  204-210  Saratoga  ave¬ 
nue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Fulton  street  from  Saratoga  avenue 
to  Howard  avenue,  both  sides  of  Hull  street  from 


Fulton  street  to  a  point  200  ft.  east  of 'proposed 
garage,  both  sides  of  Saratoga  avenue  from  Fulton 
.street  to  McDougal  street;  also  the  properties  directly 
at  north  and  within  50  ft.  of  the  northerly  lot  line 
of  the  premises  in  question. 

(1045-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Hannah  M.  Christensen,  requesting  the  board  to  fix  the 
area  deemed  affected  and  within  which  to  obtain  consents 
for  the  maintenance  of  a  garage,  premises  308  14th  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  14th  street  from  5th  avenue  to  a  point 
100  ft.  east  of  6th  avenue,  also  the  properties  directly 
at  rear  for  a  distance  of  50  ft.  on  either  side  of  the 
side  lot  lines  of  the  premises  in  question. 

(1107-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Charles  B.  Meyers,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  of  a  garage,  premises  659-665  West  158th 
street,  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  158th  street  from  New  York  Central 
Railroad  tracks  to  Riverside  drive ;  also  the  property 
directly  at  north  and  east  of  the  premises  in  .  ques¬ 
tion,  being  properties  opening  on  Riverside  drive. 

(1102-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Jacob  Lubroth,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  of  a  garage,  premises  4715-27  New  Utrecht  ave¬ 
nue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  New  Utrecht  avenue  from  49th  street 
to  a  point  200  ft.  north  of  proposed  garage,  both  sides 
of  48th  street  from  12th  avenue  to  a  point  200  ft. 
west  of  proposed  garage ;  also  the  properties  directly 
at  rear  and  within  a  distance  of  50  ft.  east  of  the 
easterly  lot  line  of  the  premises  in  question,  being 
properties  facing  47th  street. 

(U03-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Jacob  Lubroth,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  of  a  garage,  premises  5702-12  20th  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  20th  avenue  from  a  point  200  ft. 
south  of  garage  to  a  point  400  ft.  north  of  garage, 
both  sides  of  57th  street  from  19th  avenue  to  a.  point 
200  ft.  east  of  garage;  also  the  properties  directly 
at  rear  and  within  a  distance  of  50  ft.  west  of  the 
westerly  lot  line  of  the  premises  in  question,  being 
properties  facing  on  58th  street. 


Adjourned  1.40  p.  m. 

Wm.  J.  O’Gorman,  Secretary. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 
dressed.  Four  cents  postage  required.  WILLIAM  J  O’GORMAN,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  10,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
lolland,  Kearney,  Kerby,  Deputy  Fire  Commissioner  Han- 
on,  Superintendents  Brady,  Reville,  Moore,  McDermott 
nd  Chief  Inspector  Flannigan. 

The  minutes  of  the  regular  meeting  of  the  board  of 
tandards  and  appeals,  held  on  Tuesday  afternoon,  Octo- 
er  3,  1922,  were  approved  as  printed  in  the  Bulletin, 
Jo.  41,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

008-22-S. 

’ETITIONER — Charles  P.  Cannella,  for  Norman  Johnson 
and  Mary  Q.  Cortland,  owners. 

[SUBJECT — Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  decision  of  the  super¬ 
intendent  of  buildings. 

DEMISES  AFFECTED — 99  and  101  Bedford  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner :  Charles  P.  Cannella. 

ACTION  OF  BOARD— Laid  over  to  Oct.  17,  1922,  at  2 
p.  m.,  to  submit  proof  from  the  tenement  house 
dept,  and  building  dept,  that  plans  were  filed. 


074-22-S. 

PETITIONER — .Bureau  of  Natl.  Literature,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  .the  superintendent  of  buildings. 
PREMISES  AFFECTED- — 40  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  J.  McDonald,  F.  L,  Tor- 
ten. 

ACTION  OF  BOARD— Laid  over  to  Oct.  17,  1922,  at 
2  p.  m.,  for  report  from  the  superintendent  of 
buildings. 


.075-212-S. 

PETITIONER' — Louis  Caputo,  for  John  E.  De  Cerese, 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  san¬ 
itary  certificate  of  the  department  of  health. 
PREMISES  AFFECTED — 7  Hamilton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  J.  S.  McCauley 
of  the  department  of  health. 

ACTION  OF  BOARD — -Laid  over  to  Oct.  17,  1922,  at 
2  p.  m.,  for  final  disposition. 


193-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Otto  Volkening, 
owner. 

SUBJECT — Application  for  reopening  of  petition — varia¬ 
tion  of  the  labor  law,  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 341-343  East  102nd  street, 
•  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — 'Petition  reopened  and  set  for  hear¬ 
ing  Oct.  17,  1922,  at  2  p.  m. 
rHE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Moore,  McDermott  and 


Chief  Inspector  Flannigan  .  12 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


961-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Otto  Volken¬ 
ing,  owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 341-343  East  102nd  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — 'Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Reville,  Moore,  McDermott  and 


Chief  Inspector  Flannigan  .  10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Brady  .  3 


99  7-22 -S. 

PETITIONER— John  H.  Knubei,  for  Ralph  N.  Voorhis, 
owner. 

SUBJECT — Petition  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  decision  o;f  the  super¬ 
intendent  of  buildings. 

PERMISES  AFFECTED — 164  West  22nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  H.  Knubei,  Ralph  N.  Voorhis. 
ACTION  OF  BOARD' — 'Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 


Brady,  Reville,  Moore,  McDermott  and 

Chief  Inspector  Flannigan  .  10 

Negative  .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 


(907-22-S) 

Whereas,  John  H.  Knubei,  for  Ralph  N.  Voorhis,  owner, 
filed,  July  28,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  164  West  22nd  street,  Man¬ 
hattan  ;  and 

Whereas,  this  petition  was  amended  Oct.  4,  1922;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  Oct.  4,  1922,  reads  : 

“With  reference  to  your  recent  letter  in  connection 
with  premises  164  West  22nd  street,  beg  to  state  that 
an  inspection  has  been  made  of  the  premises  and  it 
was  found  that  no  safe  means  of  esrress  by  means  of 
a  fireproof  passage  has  been  provided  from  the  foot 
of  the  fire  escape  to  the  street  as  required  by  Section 
273,  sub-division  9  of  the  Labor  Law.  Certificate  of 
occupancy  for  the  use  of  this  building  as  a  factory 
cannot  'be  issued  until  the  same  means  of  exit  from 
the  foot  of  the  fire  escape  is  provided  in  accordance 
with  the  Labor  Law  as  quoted  above.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
18  ft.  6  in.  by  47  ft.  in  area,  occupied,  basement  store,  5 
persons;  1st  story,  factory,  15  persons;  2nd  story,  factory, 
15  persons;  3rd  story,  factory,  10  persons;  4th  story,  fac¬ 
tory,  10  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to-  the  roof, 
enclosed  in  wood  stud  lath  and  plaster  partitions  with 
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wood  doors  at  the  openings ;  a  fire  escape  at  the  rear 
of  the  building  with  fireproof  windows  along  the  course 
of  the  fire  escape  and  stationary  stairs  to  yard,  with  egress 
from  yard  through  gate  in  fence  to  adjoining  yards;  and 

Whereas,  petitioner  proposes  to  change  the  occupancy 
of  the  3rd  story  from  offices  and  packing  room  as  called 
for  in  the  original  certificate  of  occupancy  to  factory 
use. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  egress  to  the  adjoining  premises,  both 
to  the  east  and  west,  be  maintained,  and  that  the  consent 
of  adjoining  owners  to  use  same  be  filed. 


1050-2)2-,  S. 

PETITIONER — John  H.  Knubel,  for  Frederick  Fricker, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law 
as  cited  in  decision  of  the  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED— 451  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  John  H.  Knubel. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore,  Mc¬ 
Dermott  and  Chief  Inspector  Flannigan. .  11 


Negative  .  0 

Absent:  Fire  Chief  Ivenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

( 1050-22.-  S) 


Whereas,  John  H.  Knubel,  for  Frederick  Fricker,  owner, 
filed,  August  17,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  451  West  39th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“2.  This  is  classified  as  a  factory  building,  exits 
must  comply  with  Labor  Law  throughout.  Provide 
two  means  of  egress  from  each  floor.”; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  located  in  an  unrestricted  district,  25  ft.  by  9'8  ft.  9  in. 
in  area  in  the  1st  story  and  25  ft.  by  88  ft.  9  in.  and  50  ft. 
above ;  occupied,  1st  story,  factory  and  storage,  10  persons ; 
2nd  story,  factory ;  3rd  story,  dwelling ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  fire  retarding  partitions,  with 
fire  doors  at  openings,  a  fire  escape  balcony  on  the  front 
of  the  building  in  the  2nd  story,  with  drop  ladder  in  guides 
to  street,  a  gooseneck  ladder  at  rear  leading  from  main 
roof  to  roof  of  extension  in  3rd  story;  the  roofs  of  the 
adjoining  buildings  being  level  with  the  roof  of  the  build¬ 
ing  in  question;  and 

Whereas,  it  appears  that  the  building  was  formerly  a 
tenement,  but  has  been  taken  from  the  tenement  house 
class  to  be  converted  into  a  factory  and  dwelling  by  build¬ 
ing  an  extension  on  the  rear,  extending  stairs  to  roof, 
etc. ;  and 

Whereas,  petitioner  contends  that  the  factory  portion 
of  building  is  confined  to  1st  and  2nd  stories  where  there 
are  two  means  of  egress  and  that  occupant  of  top  story 
can  reach  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 


on  condition  that  a  balcony  fire  escape  be  erected  on  the 
3rd  story,  embracing  at  least  two  windows  with  a  60  de¬ 
gree  connecting  stairs  to  the  2nd  story  balcony,  and  that 
the  occupancy  of  the  2nd  story  be  limited  to  10  persons 
with  no  factory  use  above  the  2nd  story. 


935-122-S. 

PETITIONER— John  Constable  Moore,  for  Estate  of 
Caroline  T.  Wheaton,  et  al.,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 43  Mercer  street,  Manhattan. 
For  Petitioner;  John  Constable  Moore. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore,  McDer¬ 


mott  and  Chief  Inspector  Flannigan  .  11 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


THE  RESOLUTION: 

(935-22-S) 

Whereas,  John  Constable  Moore,  for  Estate  of  Caroline 
T.  Wheaton,  et  ah,  owner,  filed,  July  12,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  43  Mercer 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  36681- 
LD,  reads : 

“1.  Provide  an  additional  means  of  exit  from  the 
first  story.  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
25  ft.  by  100  ft.  in  area  in  the  1st  story  and  25  ft.  by  89 
ft.  above;  occupied,  1st  story,  mfig.  pasteboard  folders, 
10  persons ;  upper  floors  vacant ;  the  means  of  egress  from 
the  1st  story  consisting  of  door  to  street  at  front  and  a 
window  in  the  north  wall  at  rear  opening  to  adjoining 
yard  from  which  yard  there  is' egress  to  the  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  <  it  hereby  is  granted 
condition  that  the  window  opening  at  rear  north  side  be 
cut  down  to  floor  level  and  provided  with  casement  sash; 
that  an  iron  balcony  be  provided  at  this  opening  with 
stairs  to  adjoining  yard;  that  a  stair  be  provided  from  yard 
to  balcony  of  the  fire  escape  of  the  premises  to  the  north, 
egress  from  which  shall  be  by  means  of  a  passageway 
to  the  street,  and  that  any  lock  on  door  to  room  leading 
to  the  window  opening  shall  be  removed  and  an  exit  sign 
provided  over  this  door. 


1059-22-nS. 

PETITIONER. — Stanley  B.  Rigby,  for  Grace  Litchfield, 
owner. 

SUBJECT— Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 28-30  West  20th  street  and 
31-3  West  19th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Stanley  B.  Rigby. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD. — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
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Brady,  Reville,  Moore,  McDermott  and 

Chief  Inspector  Flannigan  .  10 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1059-22-S) 

Whereas,  Stanley  B.  Rigby,  for  Grace  Litchfield,  owner, 
filed,  August  21,  19212,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  28-30  West  20th  street  and  31-3 
West  19th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairways  at  the  northeast 
and  southwest  corners  of  building  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  northeast 
corner  of  building  to  the  roof,  as  per  section  271  of 
the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  46  ft.  6  in.  by  184  ft.  in  area ;  occupied  for  the  sale 
and  storage  of  furniture,  total  occupancy  23  persons;  the 
means  of  egress  consisting  of  two  interior  stairways,  one 
at  the  19th  street  front  and  one  at  the  20th  street  front, 
enclosed  in  stud  partitions  filled  with  terra  cotta  blocks 
and  covered  with  metal  lath  and  cement  plaster  on  the 
loft  side  and  lath  and  plaster  on  the  stair  side,  with  fire 
doors  at  the  openings ;  a  fire  escape  in  the  center  court 
marked  “not  an  exit”;  a  stairway  at  the  easterly  side  on 
the  19th  street  front  marked  “not  an  exit’  and  similarly  en¬ 
closed  ;  and 

Whereas,  petitioner  contends  that  the  only  work  in  the 
manufacturing  line  is  done  on  the  top  story,  where  7  men 
are  employed  in  refinishing  furniture,  and  further  contends 
that  the  stairways  were  enclosed  in  fire  resisting  partitions 
in  1911  under  orders  from  the  bureau  of  buildings,  and 
that  the  19th  street  stairway  extends  to  the  roof  and 
that  there  is  a  double  rung  ladder  leading  to  the  roof 
in  the  loft. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the-  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stairway  at  the  easterly  side  on  the 
19th  street  front  be  made  available  as  an  exit,  and  the 
sign  “This  Is  Not  An  Exit”  be  removed  and  replaced 
with  proper  “Exit”  sign,  that  the  stairway  be  kept  free, 
clear  and  unobstructed  and  that  a  double  rung  ladder  be 
provided  from  the  hall  landing  on  top  floor  to  the  scuttle 
in  the  roof. 


1060-22-.S.  „  .  . 

PETITIONER— Samuel  Rosenblum,  for  Kasimir  and 
Meltzer  Realty  Corporation,  owner. 

SUBJECT— Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 502-6  East  74th  street,  Man¬ 


hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore,  McDer¬ 
mott  and  Chief  Inspector  Flannigan  .  11 

Negative  . . .  0 

Absent :  Fire  Commissioner  Kenlon  and  Dep¬ 
uty  Fire  Commissioner  Hannon  .  2 


THE  RESOLUTION: 

(1060-22-S) 

Whereas,  Samuel  Rosenblum,  for  Kasimir  &  Meltzer 


Realty  Corporation,  owner,  filed,  August  22,  1922,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  502-6 
East  74th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Enclose  the  interior  stairways  at  the  west  wall 
and  the  east  side  of  division  wall  *  *  *.”; 

and 

Whereas,  the  premises  consist  of  two  non-fireproo.f  build¬ 
ings,  each  5  stories  in  height.  No.  502  being  50  ft.  by  96 
ft.  in  area  in  the  1st  story  and  50  ft.  by  80  ft.  in  area 
above;  No.  506  being  25  ft.  by  89  ft.  in  area;  occupied, 
tenant  factories,  35  persons  above  the  1st  story  in  No. 
502,  and  44  above  1st  story  in  No.  506;  the  means  of  egress 
consisting  of  an  interior  stairway  in  each  section  in  502-4, 
extending  from  the  1st  story  to  the  5th  story,  with  scuttle 
and  iron  ladder  to  roof,  enclosed  in  wood  partitions  with 
wood  doors  at  the  openings ;  a  fire  escape  on  the  rear  of 
the  building  with  gooseneck  ladder  to  roof  and  drop  lad¬ 
der  to  yard  in  the  rear ;  a  60  degree  fire  escape  on  the 
front  of  No.  506  with  drop  ladder  to  street,  a  horizontal 
opening  in  the  division  wall  between  two.  buildings  in 
each  story,  protected  by  fireproof,  self-closing  doors  both 
sides ;  the  building  being  equipped  with  a  sprinkler  system ; 
and 

Whereas,  petitioner  contends  that  similar  orders  were 
rescinded  by  the  fire  department. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stairs  of  building  Nos.  502-4  be  en¬ 
closed  on  the  loft  side  with  fire  retarding  partitions  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals  and  that  a  fixed  iron  ladder  to  scuttle  in  roof  be 
maintained  in  the  top  story  hall,  and  that  the  occupancy 
be  restricted  to  60  persons  above  the  2nd  story  for  both 
i  buildings ;  and 

Resolved,  further,  that  this  petition  be  granted  so.  long 
as  occupancy  and  use  remain  substantially  unchanged. 


905-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Hardee  Realty 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 33-35  East  17th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville.  Moore,  McDermott  and 


Chief  Inspector  Flannigan  .  12 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(905-22-S) 

Whereas,  Samuel  Rosenblum,  for  Hardee  Realty  Com¬ 
pany,  owner,  filed,  July  6,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  33-35  East  17th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairways  at  the  northeast 
and  southeast  corners  of  building,  serving  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  pas- 
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sageways  connecting  therewith  on  all  sides  with  par¬ 
titions  of  fire  resisting  material  *  *  *. 

“2.  Extend  the  interior  stairways  at  the  northeast 
corner  of  building  to  the  roof  *  * 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  and 
pent  house  in  height,  with  a  frontage  of  72  ft.  on  17th 
street  and  121  ft.  on  18th  street  and  a  depth  of  184  ft. ; 
occupied,  1st  story,  salesrooms,  tapestries,  silks  and  linen; 
2nd  story,  salesroom  and  stockroom,  50  persons ;  3rd  story, 
salesroom  and  stockroom,  50  persons ;  4th  story,  stock- 
room  and  office,  23  persons ;  5th  story,  vacant ;  6th  story, 
mfg.  neckties,  100  persons ;  pent  house,  research  work, 
6  persons;  equipped  with  a  sprinkler  system,  with  a  20,000 
gallon  gravity  tank  on  the  noof  and  two  7,500  gallon 
pressure  tanks  and  equipped  with  a  fire  alarm  signal  sys¬ 
tem  ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  on  the  17th  street  front  extending  from  the  1st  story 
to  the  pent  house  roof ;  the  stairway  enclosed  in  fireproof 
partitions  with  hard  wood  doors  and  plate  glass  panels 
at  the  openings ;  two  stairways  on  the  18th  street  front 
extending  from  the  1st  story  to  the  6th  story  with  iron 
ladders  to  scuttle  in  the  roof  over  stair  hall;  these  stair¬ 
ways  enclosed  in  fireproof  partitions  with  fire  doors  at 
the  openings ;  the  buildings  adj  oining  are  five  stories  higher 
on  the  west  and  ten  stories  higher  on  the  east  on  the 
17th  street  front  and  five  stories  higher  on  the  west  and 
one  story  higher  on  the  east  of  the  18th  street  front;  and 

Whereas,  petitioner  requests  that  the  existing  stairway 
enclosures  be  accepted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  window  openings  in  all  stairhalls  be 
equipped  with  metal  frames  and  sash  glazed  with  wire  glass, 
and  that  wire  glass  be  substituted  for  plate  glass  in  door 
panels,  and  granted  so  long  as  the  conditions  as  to  use  and 
occupancy  remain  substantially  unchanged,  and  on  further 
condition  that  the  manufacturing  occupancy  on  the  5th  story 
be  limited  to  25  persons. 


10G6-22-S. 

PETITIONER — Geo.  M.  Wood,  for  R.  E.  Dietz  Company, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

P REMISES  AFFECTED — 60  Laight  street,  Manhattan. 
APPEARANCES — 

For  Petitioner :  George  M.  Wood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Superintendents  Brady, 
Reville,  Moore,  McDermott  and  Chief  In¬ 
spector  Flannigan  .  io 

Negative:  Chairman  Walsh  and  Deputy  Fire 

Commissioner  Hannon  .  2 

Absent:  Fire  Chief  Kenlon  . 5 .  i 

THE  RESOLUTION: 

(1066-22-S) 

Whereas,  George  M.  Wood,  for  R.  E.  Dietz  Company, 
owner,  filed,  August  ,22,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  60  Laight  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  self-closing  fireproof  doors  for  the  open¬ 
ings  leading  frorn  workrooms  to  both  the  interior  stair¬ 
ways  on  all  stories,  said  doors  to  be  so  arranged  so 
as  to  open  outwardly  without  obstructing  the  stair¬ 
ways,  as  per  sec.  271  of  the  Labor  Law.” ; 
and 


Whereas,  the  building  is  fireproof,  9  stories  in  height, 
125  ft.  by  100  ft.  in  area,  occupied,  1st  story,  storage  and 
shipping,  6  persons ;  2nd.  story,  shipping  and  packing,  36 
persons;  3rd  story,  assembling,  8  persons;  4th  story,  gen¬ 
eral  storeroom  metal  goods,  2  persons ;  5th  story,  assem¬ 
bling  and  office,  30  persons ;  6th  story,  soldering  and  metal 
stamping,  52  persons;  7th  story,  stamping,  31  persons; 
8th  story,  soldering,  26  persons;  9th  story,  soldering,  15 
persons ;  total  occupancy  206  persons ;  the  means  of  egress 
consisting  of  two  interior  enclosed  fireproof  stairways,  one 
leading  to  Laight  street  and  one  to  Greenwich  street,  with 
sliding  fireproof  doors  held  open  by  fusible  links  at  open¬ 
ings  ;  and 

Whereas,  petitioner  contends  that  to  make  the  doors  open 
out  would  obstruct  the  stairway  and  that  a  fire  drill  is 
maintained  which  empties  the  building  in  2J4  minutes. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  drill  is  maintained  in  accordance 
with  the  rules  of  the  fire  department,  and  granted  so  long 
as  the  present  factory  remains  in  the  one  ownership  and 
operation  and  so  long  as  conditions  as  to  occupancy  and 
use  remain  unchanged. 


1087-22-6. 

PETITIONER — Samuel  Rosenblum,  for  Smith  &  'Gregory, 
lessees. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 121-123  West  52nd  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Moore,  McDermott  and 


Chief  Inspector  Flannigan  .  12 

Negative  .  0 

Absent :  Eire  Chief  Kenlon  .  1 

THE  RESOLUTION: 


(1 087-22- S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
Etta  M.  McCarren,  owner,  filed,  September  1,  1922,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a  de¬ 
cision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  121-123  West  52nd  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“This  amendment  is  disapproved  with  the  following 
objections : 

“6.  The  stairway  should  extend  to  the  roof,  Labor 
Law,  section  271,  Paragraph  DC”; 

and 

Whereas,  the  premises  consists  of  two  buildings,  each 
of  non-fireproof  construction,  3  stories  in  height,  25  ft.  by 
90  ft.  and  54  ft.  in  area  above;  occupied  (No.  121),  1st 
story,  auto  repair  shop;  2nd  story,  dye  shop,  6  persons; 
3rd  story,  medical  offices  and  laboratory,  6  persons;  (No. 
123)  1st  story,  auto  repair  shop;  2nd  story,  radiator 
repairing,  6  persons ;  3rd  story,  nickel  plating,  6  persons; 
the  means  of  egress  consisting  of  an  interior  stairway, 
extending  from  the  1st  story  to  the  3rd  story  in  No.  121 
and  from  the  1st  story  to  roof  in  No.  123,  enclosed  in 
No.  121  in  wire  lath  and  cement  plaster  partitions'  on  the 
1st  story,  wood  lath  and  plaster  on  the  2nd  story  and 
wood  board  partitions  above,  and  in  No.  123  in  wood  lath 
and  plaster  partitions,  metal  covered  on  loft  side;  a  fire 
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escape  balcony  on  rear  >of  3rd  story  of  No.  123  to  roof 
of  extension  in  3rd  story  of  No.  121,  an  opening  in  the 
division  wall  in  the  2nd  and  3rd  stories  protected  by  fire 
doors  both  sides. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stairs  in  No.  123  be  continued  to  the 
roof  and  that  a  gooseneck  ladder  be  provided  from  the  rear 
fire  escape  to  the  roof,  and  granted  so  long  as  the  present 
conditions  remain  unchanged. 


1178-22-S. 

PETITIONER — Robert  W.  Boyd,  for  Atlantic  Ware¬ 
houses,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED- — 2306-2342  Decatur  street, 
Queens. 

APPEARANCES— 

For  Petitioner :  Robert  W.  Boyd. 

ACTION  OF  BOARD — Petition  granted. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Moore,  McDermott  and 


Chief  Inspector  Flannigan  .  12 

Negative  . r . . .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

( 1 178-22- S) 


Whereas,  Robert  W.  Boyd,  for  Atlantic  Warehouses, 
Inc.,  owner,  filed,  October  4,  1 9,2 S,  a  petition,  with  the 


board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  south  side 
of  Decatur  street,  67  ft.  east  of  Forest  avenue,  2306-2342 
Decatur  street,  Ridgewood,  Borough  of  Queens ;  and 
Whereas,  the  decision  of  tjie  superintendent  of  build¬ 
ings  reads : 

“6.  Part  of  floor  area  is  over  100  ft.  from  an  exit 
forbidden  by  Labor  Law  unless  building  is  sprinkled 
as  per  L.  L.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  5  stories  in  height,  281  ft.  by  101  ft.  in  area, 
occupied,  basement,  ‘  storage,  10  persons ;  1st  story,  ship- 
uing,  20  persons ;  2nd  story,  50  persons ;  3rd  story,  offices, 
205  persons ;  4th  story,  storage,  10  persons ;  5th  story, 
coffee  roasting,  10  persons;  to  be  provided  with  two  in¬ 
terior  stairways,  and  the  exit  facilities  will  conform  in 
all  particulars  to  the  labor  law,  except  a  portion  of  each 
floor  area  about  4.6  per  cent,  or  1,305  square  ft.,  is  more 
than  100  ft.  from  an  exit;  and 
Whereas,  petitioner  contends  that  the  floor  area  formed 
by  the  exterior  wall  and  the  100  ft.  radii  is  very  small  in 
proportion  to  the  total  floor  area,  and  that  to  comply  lit¬ 
erally  with  the  labor  law  would  cause  undue  hardship,  and 
requests  the  board  to  remit  the  requirement  as  to  space  so 
formed  and  shown  on  plans. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  all  necessary  permits  be  obtained  from 
the  superintendent  of  buildings  and  the  fire  commissioner. 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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^CORRECTION. 

The  minutes  of  the  board  of  appeals,  held  on  Tuesday 
morning,  September  26th,  1922,  as  they  appeared  in  Bul¬ 
letin  No.  40,  Vol.  VII,  are  hereby  corrected  as  follows : 

THE  RESOLUTION: 

(848-22-A) 

Whereas,  F.  P.  Keniston,  for  Fernando  Wood,  owner, 
filed.  Tune  21,  1922,  an  appeal  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
15-17  West  44th  street,  Manhattan  ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  *  *  ;  _ 

and  V— *1$ 

- -  .  .  '1 

*The  text  of  last  3  lines  of  resolution  changed. 


Whereas,  jthe  building  is  fireproof,  12  stories  in  height, 
50  ft.  x  100  ft.  in  area,  occupied,  stores  and  offices,  jewel¬ 
ers  and  custom  tailor,  a  total  of  251  persons  in  the  entire 
building,  20  of  whom  are  engaged  in  factory  work;  and 

Whereas,  appellant  contends  that  at  the  time  of  the  is¬ 
suance  of  the  order  the  structure  contained  a  large  factory 
occupancy,  which  is  no  longer  the  case,  and  that  in  the 
future  the  use  and  occupancy  of  the  building  will  be  con¬ 
fined  to  offices,  the  building  being  provided  with  an  interior 
fire  alarm  system  and  an  enclosed  fireproof  stairway,  an  ex¬ 
terior  screened  stairway  and  a  4  in.  standpipe. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  ip 
granted  on  condition  that  a  regulation  standpipe  system 
installed  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals  be  maintained;  that  the  general  factory 
use  be  discontinued,  and  that  the  present  factory  occupancy 
be  limited  to  twenty-five  (25)  persons. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copv  of  Form  13 A. 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row.  Manhattan,  at 
'three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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THIRD  QUARTERLY  REPORT 


Hon.  John  F.  Hylan,  October  16,  1922. 

Mayor,  New  York  City. 

Sir: — I  have  the  honor  to  submit  the  third  quarterly  report  of  the  'Board  of  Appeals  and  the  Board  of 
Standards  and  Appeals  for  the  quarter  aiding  September  ao,  1922,  summarized  as  follows: 


CASES  FILED  AND  PENDING,  1922. 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variations  of  Labor  Laws' . 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Actions  . 

Total  1922  Cases  . 


First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

199 

159 

109 

467 

83 

100 

92 

275 

177 

136 

65 

378 

20 

13 

10 

.  43 

4 

0 

0 

4 

30 

39 

16 

85 

67 

66 

44 

177 

580 

513 

336 

1429 

Cases  pending  December  31  1921  . . .  389 

Additional  1921  Pier  Cases  awaiting  Court  Decision  . . <  6 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen  .  5 


Total  Cases  end  of  Third  Quarter 


1829 


SUMMARY. 


Cases  pending  December  31,  1921  .  389 

Additional  1921  Pier  and  Theatre  Cases  . . .  11 


Cases  filed  up  to  and  including  September  30,  1922  . . .  .1167 


Restored  to  calendar  .  85 

Miscellaneous  Actions. 

Requests  to  reopen  .  115 

Requests  to  amend  . .  •  < .  18 

Requests  for  modification .  12 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  20 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  2 

Total  . 1829 

Disposed  of  . 1360 


Withdrawn  .  109 

Dismissed  .  116 

Denied  .  178 

Granted  .  91 

Granted  on  condition  .  660 

Appliances  approved  .  21 

Appliances  disapproved  .  8 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  104 

Requests  to  reopen  denied  .  10 

Requests  to  amend  granted  .  18 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted .  11 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  o 

Requests  to  rescind  denied  . • .  o 

Requests  for  extension  of  time  granted  .  20 

Requests  for  extension  of  time  denied  .  0 

Rules  approved  . 3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  . o 

Interpretations  . .  2 

Requests  withdrawn  .  l 

Total  . 1360 


469 


Cases  pending  September  30,  1922 
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MEETINGS  OF 

THE  BOARD. 

First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

Board  of  Appeals  . 

12 

13 

9 

34 

Board  of  Standards  and  Appeals  . 

17 

20 

7 

44 

Total  meetings  . 

29 

33 

16 

78 

Total  number  of  Inspections  . 

8 

12 

4 

24 

CASES  DISPOSED  OF  BY  THE  BOARD  OF  APPEALS. 

First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

Appeals  from  Administrative  Orders  . 

161 

175 

100 

436 

Appeals  under  Building  Zone  Resolutions  . 

94 

100 

52 

246 

Miscellaneous  Actions  . 

48 

36 

30 

114 

Total  disposed  of  . 

303 

311 

182 

796 

Appeals  pending  September  30,  1922  . 

378 

CASES  DISPOSED  OF  BY  BOARD 

l 

OF  STANDARDS 

AND  APPEALS. 

First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

Petitions  for  Variation  of  Labor  Law  . 

169 

187 

112 

468 

Petitions  for  approval  of  Appliances  and  Materials  . 

19 

5 

5 

29 

Petitions  for  the  Adoption  of  Rules . 

2 

2 

0 

4 

Miscellaneous  Actions  . 

19 

30 

14 

63 

Total  disposed  of  . 

209 

224 

131 

564 

Petitions  pending  September  30,  1922  . 

' 

91 

DISPOSITION 

OF  1921  CASES. 

Pending  Disposed  of  Disposed  of  Disposed  of  Pending 
Dec.  31, ’21  1st  Quarter  2d  Quarter  3rd  Quarter  Sept.  30/22 


Pier  Cases  awaiting  Court  Decision  . 

42 

0 

0 

0 

42 

Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen 

5 

0 

0 

0 

5 

Appeals  from  Administrative  Orders  . 1 . 

125 

110 

13 

0 

0 

Applications  under  Building  Zone  Resolution  . 

90 

68 

18 

0 

4 

Petitions  for  Variation  of  Labor  Law  . 

101 

97 

4 

0 

0 

Petitions  for  Approval  of  Appliances  . 

25 

19 

1 

1 

4 

Petition  for  Adoption  of  Rules  . 

1 

1 

0 

0 

0 

Total  . 

389 

297 

36 

1 

55 

/ 


CASES  PENDING  BEGINNING  THIRD  QUARTER. 


Appeals  from  Administrative  Orders  .  164 

Appeals  under  Building  Zone  Resolution  .  149 

Petitions  for  variation  of  Labor  Law  .  62 

Petitions  for  approval  of  appliances  . 25 

Petitions  for  adoption  of  Rules  .  0 

1922  Theatre  cases  awaiting  resolution  of  B.  of  A .  3 

Additional  1921,  Pier  and  Theatre  cases  . . .  11 

Balance  pending  from  1921  .  55 


Total  . i . . .  469 


MONEYS  RECEIVED. 


Subscriptions  to  Bulletin  . 

Cash  sales  of  Bulletin  . 

First 

Quarter 

.  $170.00 

Second 
Quarter 
$279  20 
45.65 

Third 

Quarter 

$90.00 

33.4§ 

Grand 

T  otal 
$539.20 
136.26 

Total  (paid  to  Chamberlain)  . 

.  $227.16 

$324.85 

$123.45 

$675.46 

WILLIAM  J.  O’GORMAN,  Secretary. 

Respectfully  submitted, 

WILLIAM  E. 

WALSH,  Chairman. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  October  12,  1922  ....  1216 

Restored  to  calendar  .  90 

Miscellaneous  Actions. 


Requests  to  reopen . .  127 

Requests  to  amend  .  19 

Requests  for  modification  .  14 

Requests  to  rescind  .  0 

Requests  for  extension  of  time .  23 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  . . .’ .  0 

Requests  for  interpretation  .  3 

Total  . 1902 

Disposed  of  . 1440 

Cases  pending  October  12,  1922  .  462 


DISPOSITION  OF  CASES. 


Withdrawn  .  115 

Dismissed  . 118 

Denied  .  185 

Granted  .  95 

Granted  on  condition  . 701 

Appliances  approved  .  22 

Appliances  disapproved  .  8 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  115 

Requests  to  reopen  denied  .  11 

Requests  to  amend  granted  . 19 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  13 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  23 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved . ( .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  3 

Requests  withdrawn  .  1 


Total  . 1440 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or'  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or, 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  is  to  begin  with  the  issue  for . . .  . 1922. 
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Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 
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P.  J.  Reville .  Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore .  Supt.  of  Buildings,  Queens 
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William  J.  O’Gorman,  Secretary 
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Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  October 
17,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  October  17,  1922. 

Correction  of  Minutes. 

Third  Quarterly  Report. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

iBoarCi  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any 
and  wiH  be  called  in  Room  919,  on  Tuesday,  October  24 
1922,  at  2  o  clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  October  31,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  ady  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  davs,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

A  +  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

"Petitioners  are  advised  that  their  plans  must  indicate  the 
or>;,1ts  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  bv  conforming  to.  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 


Cases 

Filed  Week  Ending 

October  19,  1922. 

Cal.  No. 

Department 

Order  No. 

1  9‘}Q_99_<s 

. LD-30944 

1  9QQ,  99  TK7 

. LC-74636 

i  997  90  c; 

.F.D . 

. LD-37948-37949 

1  93,A-99_  A 

. F-38074 

1231  22  BZ 

. B.B.Q . 

. N.  B.  10219-1922 

1  99J.-99  A 

. F- 17 659 

1  993-99-C; 

. LD-37829 

1 999  99- A 

. F-39438 

1991  99- A 

. LF-39141 

1230-22-S . . . 

. Appliance 

1229-22-S . . . 

. LD-393il9-39320 

1228-22- A.  .  . 

.  F-38432 

1227-22-BZ . B.B.M . N.  B.  490-1922 


1226-22-BZ . B.B.Q . . N.  B.  13189-1922 


19i9->?  9'2  9 

F.D  .  .  . 

. LD-39559 

1224  22  A 

. .  F.D  . . . 

. LC-74364 

1223-22- A . 

. F-38061 

1222-22-BZ . 

. LC -74628 

1221-22-BZ . 

. .  Alt.  2477-1922 

1  99 0-9  9-  A 

F  D  . . . 

. LC-13981 

1219-22-S . 

. LD-4716 

1218-22-BZ _ 

_ N.  B.  16673-1922 

1217-22-BZ . 

. B.B.Bx. 

. N.  B.  2636-1922 

Restored  to 

Calendar. 

217-21-S . 

. B.B.M.  . 

. Fuel  Oil  Rules 

45-22-A  . 

. FJD.  ... 

. N.  B.  636-1921 

63 5-22- A 

. . .  .F.D.  . . . 

. Alt.  404-1922 

785-22- A . 

. N.  B.  472-1922 

CODE. 


PD . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings.  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T  H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  24,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

427-22-BZ. 

APPLICANT— John  J.  McSherry,  for  Andrew  F.  Ryder, 
owner. 

PREMISES — 2710  Marion  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  five  cars. 

793-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Charles  Flury, 
owner. 

PREMISES — 1900  Wallace  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  three-car  public  garage 
and  the  erection  of  an  additional  one-car  garage. 

1013-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Isidore  Cuba,  owner. 

PREMISES — 740-744  Coster  street,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  of  a  business  build¬ 
ing. 

1096-22-BZ. 

APPLICANT— William  F.  Doyle,  for  Akibo  Margolin, 
owner. 

PREMISES — 760  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 

1047-22-BZ. 

APPLICANT — Charles  Kreymborg,  for  Mt.  Eden  Realty 
Corp.,  owner. 

PREMISES- — 18  West  Fordham  road,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  business  build¬ 
ing. 

959-22-BZ. 

APPLICANT — -Dietrich  Wortmann,  for  Chelsea  Fireproof 
Warehouse,  Inc.,  owner. 

PREMISES — 108-20  West  107th  street,  Manhattan. 

TO  PERMIT  in  a  1^  times  district  the  erection  of  a 
building  in  excess  of  the  height  regulations. 

1227-22-BZ. 

APPLICANT — Charles  Morris,  for  Metropolitan  Fireproof 
Warehouse  Corp.,  owner. 

PREMISES— 168  West  83rd  street,  471-475  Amsterdam 
avenue,  Manhattan. 

TO  PERMIT  the  erection  of  a  business  building  extending 
partly  into  a  residence  district  also  .to  permit  a  por¬ 
tion  of  the  83rd  street  wall  to  exceed  the  height 
limit  set  by  the  Zone  Resolution. 
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BOARD  OF  APPEALS. 

Tuesday,  October  24,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

866-22-A — 147  West  54th  street,  Manhattan. 

782-22-A — 227-237  St.  Nicholas  avenue,  Brooklyn. 

1119-22- A — 227-237  St.  Nicholas  avenue,  Brooklyn. 
1041-22-A — 147  West  54th  street,  Manhattan. 

1091-22-A — 147  West  54th  street,  Manhattan. 

974- 22-A — 304  East  61st  street,  Manhattan. 

990-22-A — 321  East  54th  street,  Manhattan. 

1000-22-A — 420-426  East  105th  street,  Manhattan. 

1024-22-A — 45  Greene  street,  42-44  Wooster  street,  Man¬ 
hattan. 

920-22-A — 13  East  39th  street,  16-18  East  40th  street,  Man¬ 
hattan. 

975- 22-A — 11-13  Emerson  Place,  Brooklyn. 

1010-22-A — 457  West  Broadway,  Manhattan. 

1021-22-A — 3058  Perry  avenue,  The  Bronx. 

1035-22-A — 46  West  98th  street,  Manhattan. 

1054-22-A — 161  East  73rd  street,  Manhattan. 

1063-22-A — 305  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  appeals 
of  a  public  hearing:  under  the  provisions  of  the  building 
zone  resolution  Tuesday  morning,  October  24,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters  : 

cal.  no.  1101-21-BZ — Application,  October  1,  1921.  under 
the  building  zone  resolution,  of  Neier 
&  Van  Derveer.  applicants,  on  behalf 
of  Eleanora  and  Felizia  Lizza,  owners, 
for  a  rehearing  of  an  application  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  3 
commercial  cars ;  premises  1618  Mel¬ 
ville  street,  The  Bronx. 

cal.  no.  996-22-BZ— Application,  July  28,  1922,  under  the 
building  zone  resolution,  of  Otto  C. 
Infanger,  architect,  on  behalf  of  Peter 
C.  A.  Flickenschild,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  4  motor  vehicles ; 
premises  92-98  Autumn  avenue,  Brook¬ 
lyn. 

cal.  no.  1005-22-BZ — Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Sylvia  R.  Fromm,  owner,  to  permit  in 
a  business  district  the  extension  in  area 
to  an  existing  garage ;  premises,  1003- 
1005  Morris  avenue,  The  Bronx. 
cal.  no.  1007-22-BZ — Application.  July  31.  1922,  under  the 
building  zone  resolution,  of  John  De¬ 
Hart,  architect,  on  behalf  of  Rachael 
Kantrowitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  exist¬ 
ing  building  from  residence  to  business 
use ;  premises,  871  East  175th  street, 
The  Bronx. 

cal.  no.  1092-22-BZ — Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Harold 
J.  Crookes,  applicant,  on  behalf  of 
Herman  R.  Maier,  owner,  and  Fort 
George  Automobile  Club,  lessee,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  3-story  garage  for  more  than  5 
motor  vehicles ;  premises  4432-4438 
Broadway,  Manhattan. 


cal.  no.  1030-22-lBiZ — Application,  August  10,  1922,  under 
the  building  zone  resolution,  of  Ben¬ 
jamin  Antin,  applicant,  on  behalf  of 
Rose  Goldman,  owner,  to  permit  in  a 
residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  store 
building;  premises  1831  Grand  Boule¬ 
vard,  southwest  corner  176th  street, 
The  Bronx. 

cal.  no.  1071-22-BZ — Application,  August  24,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
,  Billingsley  Holding  Corporation,  own¬ 
er,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5 
motor  vehicles ;  premises  east  side  Jer¬ 
ome  avenue,  113.06  ft.  north  of  East 
170th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  October  24,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

934-22-A — 248  East  153rd  street,  The  Bronx. 

966-22-A — S.  S.  Nelson  avenue,  between  Manley  and  Mount 
streets,  Long  Island  City,  Queens. 

976-22-A — 104  South  4th  street,  Brooklyn. 

1029-22-A — 64-66  5th  avenue,  Manhattan. 

1011-22-A — 124  West  19th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  October  24,  1922,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  977-22-BZ — Application,  July  22,  1922,  under  the 
building  zone  resolution,  of  C.  W. 
Burke,  applicant,  on  behalf  of  New 
York  Consolidated  R.  R.  Co.,  owner, 
to  permit  in  a  business  district  the 
maintenance  of  a  business  of  bailing  pa¬ 
pers  ;  premises  west  side  5th  avenue,  50 
ft.  north  of  37th  street,  Brooklyn. 
cal.  no.  203-22-BZ — Application,  February  11,  1922,  under 
the  building  zone  resolution,  of  Russell 
Fraser,  applicant,  and  Rose  Bowden, 
executrix,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  one  commercial  car ;  prem¬ 
ises  115  Lexington  avenue,  Maspeth, 
Queens. 

cal.  no.  829-22-BZ— Application,  June  15,  1922,  under  the 
building  zone  resolution,  of  I.  Margon 
&  C.  Glaser*  architects,  on  behalf  of 
S.  &  L.  Building  Corp.,  owners,  to  per¬ 
mit  partly  in  a  business  district  and 
partly  in  a  residence  district,  the  erec¬ 
tion  of  a  building,  a  portion  of  which 
is  to  be  used  for  business  purposes ; 
premises  northwest  corner  Grand  Con¬ 
course  and  Kingsbridge  road,  The 
Bronx. 

cal.  no.  883-22-BZ — Application,  June  30,  1922,  under  the 
building  zone  resolution,  of  Boris  W. 
Dorfman,  architect,  on  behalf  of  Jonas 
and  Tesser,  owners,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  alteration  and 
conversion  of  an  existing  garage  to 
business  use ;  premises  5502  Fort  Ham¬ 
ilton  parkway,  Brooklyn. 
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cal.  no.  978-22-BZ— Application,  July  22,  1922,  under  the 
building  zone  resolution,  of  C.  W. 
Burke,  applicant,  on  behalf  of  Nassau 
Electric  R.  R.  Co.,  owner,  and  South 
Brooklyn  Railway  Co.,  lessee,  to  per¬ 
mit  in  a  business  district  the  main¬ 
tenance  of  a  business  of  bailing  papers ; 
premises  731  5th  avenue,  Brooklyn. 

cal.  no.  995-22-BZ — Application,  July  28,  1922,  under  the 
building  zone  resolution,  of  Abe  M. 
Elkus,  applicant  and  owner,  to  permit 
in  a  business  district  the  maintenance  of 
a  garage  for  13  mbtor  vehicles ;  prem¬ 
ises  130-132  Washington  avenue, 
Brooklyn. 

cal.  no.  1 027-22-BZ — Application,  August  9,  1922,  under 
the  building  zone  resolution,  of  Harry 
R.  Harvie,  architects  on  behalf  of 
Fred’k  L.  Rath  and  John  H.  Siemann, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  extension  and  erection  of  a 
wagon  storage  building  and  garage  for' 
two  cars;  premises  467-473  Prospect 
avenue.  Brooklyn. 

cal.  no.  1048-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  M.  Adelsohn,  architect,  on  behalf 
of  Saidie  E.  Miller,  owner,  to  permit  in 
a  business  district  the  erection  of  a 
basement  and  one-story  garage  for 
more  than  5  motor  vehicles ;  premises 
585-599  East  New  York  avenue,  Brook¬ 
lyn. 

cal.  no.  1037-22-BZ — Application,  August  12,  1922,  under 
the  building  zone  resolution,  of  Frank 
Hausle,  architect,  on  behalf  of  John 
L.  Miller,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  premises  northeast  corner  of 
West  218th  street  and  10th  avenue, 
Manhattan. 

cal.  no.  1085-22-BZ — Application,  August  31,  1922,  under 
the  building  zone  resolution,  of  Dept, 
of  Plant  and  Structures,  applicant,  on 
behalf  of  the  City  of  New  York,  own¬ 
er,  Dept,  of  Street  Cleaning,  lessee,  to 
permit  in  a  business  district  the  erec¬ 
tion  of  a  housing  station  for  the  Dept, 
of  Street  Cleaning;  premises  27-31 
Horatio  street,  Manhattan. 

cal.  no.  1108-22-BZ— Application,  September  12,  1922  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect  on  behalf  of 
Adolph  Lewisohn  &  Sons,  Inc.,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  of  a  two-story  garage  for 
more  than  five  cars;  premises  4360- 
4376  Broadway,  Manhattan. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday.  October  31,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

950-22-BZ. 

APPLICANT — Gerniaro  Devito,  owner. 

PREMISES — 1503  St.  Lawrence  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  and 
extension  of  an  existing  building  for  business  pur¬ 
poses. 


1061-22-BZ. 

APPLICANT— Otto  L.  Spannhake,  for  Anton  Bohaty, 
owner. 

PREMISES— 434  East  77th  street,  433  East  76th  street, 
Manhattan. 

TO  PERMIT  in  a  B  area  district  the  omission  of  side 
courts  in  proposed  3rd  story  as  required  by  the 
Building  Zone  Resolution. 

1018-22-BZ. 

APPLICANT— H.  L.  Brandt,  for  F.  Schuldes,  owner. 

PREMISES — 563  West  169th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  oc¬ 
cupancy  of  ground  floor  of  premises  from  residence 
to  business  use. 


BOARD  OF  APPEALS. 

Tuesday,  October  31,  1922,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

1098-22-A — 206  Water  street,  Manhattan. 

994-22- A — 2251-2253  Loring  place,  Bronx. 

962-22-A — Foot  of  51st  street,  Bush  Terminal  Building, 
No.  58,  Brooklyn. 

936-22-A — 296  Broadway,  Manhattan. 

10(i9-22-A — 2306-2342  Decatur  street,  Queens. 

1084-22-A — 2274  Bassford  avenue,  The  Bronx. 

1106-22- A — 21-29  Hopkins  street,  Brooklyn. 

Ill 4-22- A — 4201-4223  1st  avenue,  Brooklyn. 

1216-22-A — 1260-1268  Westchester  avenue,  The  Bronx. 
1002-22- A — 104  East  104th  street,  Manhattan. 

1097-22-A — 521  West  130th  street,  Manhattan. 

1117-22-A — 358  5th  avenue,  Manhattan. 

1123-22- A — 39-41  West  23rd  street,  20  West  24th  street, 
Manhattan. 

45-22-A— N.  E.  Cor.  Kingsbridge  road  and  Jerome  ave¬ 
nue,  The  Bronx. 

785-22-A — S.  E.  Cor.  East  180th  street  and  iBoston  road, 
The  Bronx. 

'  Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  31,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S.  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  motor  vehicle  repair  shop ;  prem¬ 
ises  91-93  Hope  avenue,  Richmond. 
cal.  no.  919-22-BZ- — Application,  July  10,  1922,  under  the 
building  zone  resolution,  of  Wesley  E. 
Bryde,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  three  car  garage ;  premises  3065 
Perry  avenue,  The  Bronx. 

cal.  no.  1552-21-BZ — Application,  April  25,  1922,  under  the 
building  zone  resolution,  of  Edward  F. 
Hammel,  engineer,  on  behalf  of  Bea¬ 
trice  R.  Freeman,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  repair  shop; 
premises  718-720  Coney  Island  avenue, 
Brooklyn. 
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cal.  no.  1558-22-BZ — Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Harry 
S.  Sullivan,  applicant,  on  behalf  of 
Samuel  Epstein,  owner,  for  a  rehearing 
of  an  application  previously  dismissed 
for  lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  5  motor  vehicles; 
premises  818-822  Gates  avenue,  Brook¬ 
lyn. 

cal.  no.  453-22-BZ — Application,  March  28,  1922,  under 
the  building  zone  resolution,  of  Mark 
B.  Bennitt,  applicant,  on  behalf  of  Til- 
lie  Opitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage;  premises  7806  Beaufort  ave¬ 
nue,  Woodhaven,  Queens. 

cal.  no.  1042-22-BZ — Application,  August  15,  1922,  under 
the  building  zone  resolution,  of  Albert 
Ullrich,  architect,  on  behalf  of  Bor¬ 
den’s  Farm  Products  Co.,  Inc.,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
extension  in  area  of  a  wagon  shed  and 
stable ;  premises  2378-2390  Gravesend 
avenue,  Brooklyn. 

cal.  no.  1057-22-BZ — Application,  August  .19,  1922,  under 
the  building  zone  resolution,  of  Stock- 
ton  Chambers,  Inc.,  applicant  and  own¬ 
er,  to  permit  in  a  residence  district  the 
maintenance  of  a  Tea  Room;  premises 
306  West  109th  street,  Manhattan, 

cal.  no.  1093-22-BZ— Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Cross 
and  Cross,  architects,  on  behalf  of  379 
Madison  avenue,  Inc.,  owner,  to  permit 
in  a  2  times  district  the  erection  of  a 
building  in  excess  of  the  height  regu¬ 
lations ;  premises  379  Madison  avenue, 
northeast  corner  of  East  46th  street, 
Manhattan. 

cal.  no.  1137-22-BZ — Application,  September  22,  1922,  under 
the  building  zone  resolution,  of  Martin 
James  Fielder,  architect,  on  behalf  of 
Tillie  S.  Feldman,  owner,  and  Eugene 
S.  Preston,  lessee,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  an  oil  stor¬ 
age  plant;  premises  S.  S.  Buel  avenue, 
1030  ft.  East  of  Richmond  road,  Don- 
gan  Hills,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  31,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1 020-22- S — 033  East  15th  street,  Manhattan. 

1OS0-22-S — 1998  Nostrand  avenue,  Brooklyn. 

1 101-22-S — 342  6th  avenue,  Manhattan. 

1113-22-S — 1104  Liberty  avenue,  Brooklyn. 

10 72 -22 -S — 249  West  18th  street,  Manhattan. 

1100-22-S — 319-321  East  44th  street,  Manhattan. 
1110-22-S— 1-11  West  39th  street,  Manhattan. 

2H7-21- S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel;  approval  of  A.  C.  Ostrander 
Trouble  Bell ;  approval  of  A.  C-  Single 
Stroke  Ostrander  Gong. 

1115-22-S— Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 


1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1193-22-S — Richmond  Gravity  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1064-22-S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

1008-22-S. — 99-101  Bedford  avenue.  Brooklyn. 

1075-22-S — N.  S.  Hamilton  street,  86  ft.  11  in.  East  of 
Catherine  street,  Manhattan. 

1203-22-S-—  Simplex  Fuel  Oil  Burner,  approval  of — 


BOARD  OF  APPEALS. 

Wednesday,  November  8,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1127-22-A — 44  Trinity  place,  Manhattan.  , 

1129- 22-A — 217-227  Livonia  avenue,  365-375  Chester  street, 

Brooklyn. 

1130- 22- A — 1129  Remsen  avenue,  Far  Rockaw.ay,  Queens. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 
Wednesday,  November  8,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 
849-22-A — 354  Bowery,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  November  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

903- 22- A  -538-64  Johnson  avenue,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

1019-22-A— 563  West  169th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  14,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  972-22-BZ— -Application,  July  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  preriiises  3058  Heath  ave¬ 
nue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  14,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  21,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

3 15-22- S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

830-22-S— Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
4a i  -32-b — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  —  Crocker  Gas  Valve,  approval  of.  , 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-S.— Dean  Fuel  Oil  Pump,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  November  24,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21 -A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A— 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 

67-22-A— (Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 


480- 1 9-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

8 1 9-19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A— -Pier  1  (Old),  North  River,  Manhattan. 

882- 19- A— Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19- A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

•  River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

27Q-20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 
Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20- A— Pier  19,  East  River,  foot  of  Clark-  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A— -Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets.  Brook¬ 

lyn. 

1543- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21 -A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  17,  1922. 

Present — Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  special  meeting  of  the  Board  of  Ap¬ 
peals  held  Friday  afternoon,  October  6,  1922,  and  the  min¬ 
utes  of  the  regular  meeting  of  the  Board  of  Appeals  held 
Tuesday  morning,  October  10,  1922,  were  approved  as 
printed  in  the  Bulletin,  No.  42,  Vol.  VII. 


849-22-A. 

APPELLANT — Samuel  Rosenblum,  for  Neil  R.  Mitchill, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 354  Bowery,  Manhattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  special  meeting,  No¬ 
vember  8,  1922,  at  2  p.  m.  Fire  department  to 
submit  report. 


900-22-A. 

APPELLANT — Walter  Ford  Tilford,  for  Tilford  Cinema 
Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 332-344  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  W.  E.  Winne  and  T.  W.  Swidzler. 
For  Administration :  Inspector  Lieberman  of  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . .  .* .  0 

THE  RESOLUTION: 

(900-22-A) 

Whereas,  Walter  Ford  Tilford,  president  Tilford 
Cinema  Coropration,  lessee,  filed,  July  6,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  332-344  West  44th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Provide  a  separate  and  distinct  system  of 

AUTOMATIC  SPRINKLERS  throughout  building, 

having  TWO  SOURCES  OF  WATER  SUPPLY, 

*  *  *  ”  • 

•  > 

and 

Whereas,  the  building  is  non-fireproof,  2  and  3  stories 
in  height,  173  ft.  x  100.5  ft.  in  area,  occupied  as  a  motion 
picture  studio ;  and 

Whereas,  appellant  contends  that  not  more  than  5,000  ft. 
of  film  is  stored  on  the  premises  at  any  one  time  and  that 
they  are  willing  to  provide  additional  safeguards. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  is  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 

916-22-A. 

APPELLANT — John  Smith,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 79-81  Grand  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Ruben  B.  Smith. 

For  Administration:  Inspector  Lieberman  of  fire 
department. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(916-22-A) 

Whereas,  John  Smith,  owner,  filed,  July  8,  1922,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  79  and  81  Grand  avenue, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“7.  Protect  the  ceiling  of  the  1st  story  and  the 
stairway  extending  from  1st  to  2nd  story  by  fire  re¬ 
tarding  material,  etc. 

“8.  Discontinue  the  use  of  stove  forge  torch  or  boil¬ 
er  on  the  1st  story,  etc.” ; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  in 
height,  50  ft.  by  100  ft.  in  area,  located  in  an  unrestricted 
district,  occupied  as  a  blacksmith  shop  in  the  1st  story  and 
as  dwelling  for  two  families  above ;  and 

Whereas,  appellant  contends  that  he  conducts  a  business 
as  a  blacksmith  for  the  repair  of  horse  drawn  vehicles  and 
not  a  motor  vehicle  repair  shop  and  occasionally  builds  bod¬ 
ies  for  commercial  autos. 

Resolved,  that  the  order  of  the  fire  commissioner  as  to 
Item  No.  7  be  and  it  hereby  is  affirmed,  and  the  appeal, 
as  to  Item  7,  be  and  it  hereby  is  denied;  and  that  the  order 
of  the  fire  commissioner  as  to  Item  No.  8  be  and  it  hereby 
is  modified  and  the  appeal  as  to  this  Item,  granted  on  con¬ 
dition,  that  there  be  no  gasoline  stored  or  used  on  the 
premises. 


922-22-A. 

APPELLANT — The  Andrew  Ragone  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 321  Pearl  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Wm.  A.  Wight  and  Andrew  Ra¬ 
gone. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . 0 

THE  RESOLUTION: 

(922-22-A) 

Whereas,  The  Andrew  Ragone  Co.,  Inc.,  for  Samuel 
Brody,  owner,  filed,  July  11,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting,  premises  321  Pearl  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Install  a  separate  and  distinct  system  of  AUTO¬ 
MATIC  SPRINKLERS  throughout  building  having  at 
least  one  source  of  water  supply.  *  *  ; 

and  .  , 

Whereas,  the  building  is  non-fireproof,  5  stones  59  It. 
in  height,  23  ft.  11  in.  by  93  ft.  8%  in.  in  area  in  the  1st 
story  and  23  ft.  11  in.  by  90  ft.  in  area  above ;  occupied, 
baling  of  rags  and  paper,  3  persons  per  story ;  equipped  with 
a  sprinkler  system  in  the  cellar  and  sub-cellar ;  and 

Whereas,  appellant  contends  that  there  are  not  more 
than  three  tons  of  unbaled  rags  or  paper  kept  on  the  3rd, 
4th,  and  5th  stories. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


934-22-A. 

APPELLANT — Angelo  Sirico,  for  Anthony  V.  Coggiano, 
lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 248  East  153rd  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Silas  Alacchi  and  Angelo  Sirico. 
For  Administration :  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  special  meeting,  Oc¬ 
tober  24,  1922,  at  2  p.  m.  Appellant  to  submit 
further  proof. 


943-22-A. 

APPELLANT — Morris  Browdy,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 605  Oak  terrace,  The  Bronx. 
APPEARANCES— 

For  Appellant:  James  Shea. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


966-22-A. 

APPELLANT — S.  Blickman,  for  Manley  &  Mount  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — S.  S.  Nelson  avenue,  between 
Manley  &  Mount  streets,  Queens. 

APPEARANCES— 

For  Appellant :  David  L.  Malvin. 

ACTION  OF  BOARD — Laid  over  to  special  meeting,  Oc¬ 
tober  24,  1922,  at  2  p.  m.,  on  request  of  appellant’s 
representative.. 


968-22-A. 

APPELLANT — Marc  Eidlitz  &  Son,  for  Mrs.  Marjorie 
Post  Hutton,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 107  East  82nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Julius  Eckman. 

For  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(968-22- A) 

Whereas,  Marc  Eidlitz  &  Son,  for  Mrs.  Marjorie  P. 
Hutton,  owner,  filed,  July  20,  1922,  an  appeal,  with  the 
hoard  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  107  East  82nd  street,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads : 

“2.  Floor  drains  to  oil  separator  in  boiler  room  to 
be  encased  in  4  in.  P.  C.  concrete  and  properly  sup¬ 
ported.”;  i  '  ..! 

and  .  , 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  25  ft.  by  102  ft.  in  area,  occupied  in  the  1st  story 
as  a  private  garage;  2nd  and  3rd  stories,  chauffeur’s  resi¬ 
dence;  and 


W  hereas,  appellant  contends  that  the  garage  is  used  for 
only  five  cars  and  that  the  place  is  kept  in  first  class  con¬ 
dition  and  that  the  protection  requested  would  overload 
the  present  piping  and  hangers,  and  cause  cracks  and  leak¬ 
age  ;  he  further  contends  that  the  heater  is  very  small, 
low  pressure  and  kept  in  excellent  condition. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  exposed  drain  pipes  leading 
to  and  connected  with  oil  separator  be  protected  with  cell 
asbestos  of  not  less  than  one  inch  thickness. 


9 76 -22- A. 

APPELLANT — F.  Ad  Richter  &  Company,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 104  South  4Ih  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Archibald  S.  Gellis. 

ACTION  OF  BOARD — Laid  over  to  special  meeting,  Oc¬ 
tober  24,  1922,  at  2  p.  m.,  on  request  of  appellant’s 
representative. 


1003-22-A. 

APPELLANT — Henry  Traffinger,  owner. 

SUBfECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 313  East  148th  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Henry  Traffinger. 

For  Administration :  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1003-22-A) 

Whereas,  Henry  Traffinger,  owner,  filed,  July  31,  1922, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  313  East  148th  street, 
The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  13033- 
LC,  reads : 

“Section  5,  Paragraph  4,  chapter  5,  of  the  Code  of 
Ordinances,  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  .  .  .  now  existing  building 
.  .  .  unless  .  .  .  such  building  conforms  to  the  pro¬ 
visions  of  the  building  code  with  respect  to  buildings 
hereafter  altered  for  the  proposed  new  occupancy  of 
use.’ 

“Section  90,  Chapter  5,  of  the  Code  of  Ordinances, 
provides  that  ‘.  .  .no  frame  .  .  .  structure  shall  be 
hereafter  built  .  .  .  within  ...  the  fire  limits.’ 

“You  are.  therefore,  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground, 
in  an  unrestricted  district  inside  the  fire  limits,  on  which 
is  located  a  one-story  frame  wagon  sh^d,  15  ft.  by  16^2  ft. 
in  area ;  and 

Whereas,  it  is  proposed  to  change  this  wagon  shed  into 
a  garage  for  two  cars  the  property  of  the  owner;  and 

Whereas,  appellant  contends  that  the  building  was  oc¬ 
cupied  as  a  wagon  shed  for  fifteen  years. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
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granted  on  condition  that  the  walls  and  ceiling  of  this  build¬ 
ing  be  fire  retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals ;  that  the  use  of  this  struc¬ 
ture  be  limited  to  the  storage  of  two  automobiles,  and  that 
no  gasoline  other  than  in  the  tanks  of  the  cars  shall  be 
kept  on  the  premises. 

1009-21-A. 

APPELLANT — Thomas  A.  Lynch,  for  Katherine  T. 
Lynch,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1129  Southern  Boulevard,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Thomas  A.  Lynch. 

For  Administration  :  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS- — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION: 


(1009-22-A) 

Whereas,  Thomas  A.  Lynch,  for  Katherine  T.  Lynch, 
owner,  filed,  August  2,  1922.  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  1129  Southern  boulevard,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  12916- 
LC,  reads : 

“Section  5,  paragraph  4,  Chapter  5,  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  .  .  .  now  existing  building 
.-  .  .  unless  .  .  .  such  building  conforms  to  the  pro¬ 
visions  of  the  building  code  with  respect  to  buildings 
hereafter  altered  for  the  proposed  new  occupancy  of 
use.’ 

“Section  90,  Chapter  5,  of  the  Code  of.  Ordinances, 
provides  that  ‘ .  .  .  -no  frame  .  .  structure  shall  be 
hereafter  built  .  .  .  within  .  .  .  the  firexlimits.’ 

“You  are,  therefore,  ordered  to 

“l.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  building  is  frame,  1  story  in  height.  13 
ft.  by  18  ft.  in  area,  occupied  as  _  a  garage,  located  in  a 
business  district  inside  the  fire  limits ;  and 

Whereas,  appellant  contends  that  the  building  was  oc¬ 
cupied  as  a  garage  for  storage  of  two  automobiles  in  1915 
and  has  filed  affidavits  to  that  effect. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  fire  retarding  ma¬ 
terial  on  the  interior  of  the  garage  be  maintained  in  good 
condition. 


1022-22-A. 

APPELLANT— Interboro  Building  Service  Co.,  for  Wm. 
H.  Seaich,  owner. 

SUB  TECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 142-152  E.  31st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  F.  R.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  . .  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Fire  Chief 


Chief  Kenlon  .  6 

Absent:  Mr.  Kerby  .  i 

THE  RESOLUTION: 


(1022-22-A) 

Whereas,  Interboro  Building  Service  Company,  for  Wil¬ 
liam  H.  Seaich,  owner,  filed,  August  7,  1922,  an  appeal, 
with,  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  142-136  East  31st  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  36875- 
F,  reads : 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gal¬ 
lons  capacity  for  the  standpipe  system,  said  tank  to  be 
so  elevated  that  the  bottom  will  be  not  less  than  20 
feet  above  the  hose  outlet  of  the  top  story.  Sec.  20, 
Ch.  12, .Code  of  Ordinances.”; 
and 

Whereas,  the  building  is  fireproof,  6  stories  in  height, 
142  ft.  4  in.  by  95  ft.  1  in.  in  area,  occupied  as  a  non-fibre 
storage  warehouse,  storage  of  tobacco  and  novelties,  6 
persons  employed  in  the  entire  building;  the  building  hav¬ 
ing  been  used  as  a  commercial  garage :  there  being  two 
4  in.  standpipes  immediately  adjacent  to  the  elevator  shafts, 
supplied  with  water  from  5  3,500-gallon  tank  9  ft.  above 
the  upper  floor  outlets ;  a  Siamese  connection  at  the  street 
level ;  at  the  time  of  change  of  occupancy  from  a  garage  to 
warehouse,  the  water  supply  standpipes  were  abandoned, 
as  the  heating  system  in  the  building  was  discontinued ; 
and 

Whereas,  it  appears  that  under  Cal.  No.  1305-21-A  the 
board  denied  a  similar  appeal  and  .appellant  contends  that 
he  has  since  repaired  the  defective  standpipe  and  now 
wishes  to  be  relieved  from  providing  a  tank  on  roof. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


1029-22-A. 

APPELLANT — C.  H.  Caldwell,  for  Macmillan  Company. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 64-66  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Anthony  Mollica. 

ACTION  OF  BOARD — Laid  over  to  special  meeting,  Oc¬ 
tober  24,  1922,  at  2  p.  m.,  on  request  of  appellant’s 
representative. 

1058-22- A. 

APPELLANT — Gronenberg  &  Leuchtag,  for  Manfil  Real¬ 
ty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 329-337  Broadway,  Brooklyn. 

APPEARANCES— 

For  Appellant :  James  J.  Walker. 

For  Administration:  Inspector  Ort  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  November  24,  1922, 
pending  action  of  board  of  aldermen  on  a  pro¬ 
posed  revision  of  the  ordinance  with  regard  to 
moving  picture  theatres. 


1019-22-A. 

APPELLANT— H.  L.  Brandt,  for  F.  Schuldes,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 563  West  169th  street.  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  H.  L.  Brandt. 

ACTION  OF  BOARD^-Laid  over  to  November  14,  1922, 
at  10  a.  m.,  to  be  taken  up  with  No.  1018-20-BZ 
affecting  same  premises. 
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1011-22-A. 

APPELLANT — Ungerer  &  Company,  for  Warner-Hudnut 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 124  West  19th  street,  Man¬ 
hattan. 

/ 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  special  meeting,  Oc¬ 
tober  24,  1922,  at  2  p.  m. ;  no  appearance  for  ap¬ 
pellant. 

14-22-A. 

APPELLANT — Moredall  Realty  Corporation,  owner. 
SUBTECT — Interpretation  of  Resolution  of  March  28, 
1922. 

PREMISES  AFFECTED- — 1639-1649  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Louis  M.  Scheurer. 

ACTION  OF  BOARD — Reopened;  resolution  of  March  28, 
1922,  interpreted  that  it  was  the  intention  of  the 
board  in  granting  the  appeal  to  permit  the  sprinkler 
protection  of  the  vault  to  be  supplied  from  the  main 
supplv  line  of  the  existing  sprinkler  system. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby.. 4.  6 


Negative  .  0 

Abo  ot:  Fire  Chief  Kenlon  .  1 


45-22-A. 

APPELLANT — I.  Margon  and  C.'  Glaser,  for  S.  &  L. 
Bldg.  Corp.,  owner. 

SUBJECT — Application  for  reopening  appeal  from 

decision  of  fire  commissioner. 

PREMISES  AFFECTED1 — Northeast  corner  of  Kings- 
bridge  road  and  Jerome  avenue,  The  Bronx. 

APPEARANCES— 

For  Appellant :  Joseph  Sultan. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  October  24,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby...  6 

Negative  . .  0 

Absent :  Fire  Chief  Kenlon  .  1 


785-22-A. 

APPELLANT — I.  Margon  and  Charles  Glaser,  for  S.  &  L. 
Bldg.  Corp.,  owner. 

SUBJECT — Application  for  reopening  appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED— Southeast  corner  of  East  180th 
street  and  Boston  road,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Joseph  Sultan. 

ACTION  OF  BOARD— Appeal  reopened  and  set  for  hear¬ 
ing  October  24,  1922,  at  2  p.  m. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton  Holland,  Kearney  and  Kerby -  6 


Negative  .  ° 

Absent:  Fire  Chief  Kenlon  .  1 


329-22-A. 

APPELLANT — Alter  Hotel  and  Restaurant. 

SUBJECT— Order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 144  East  86th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 


ACTION  OF  BOARD — Appeal  dismissed;  appellant  pro¬ 
posing  to  comply  with  order. 

THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION : 

(329-22-A) 


Whereas,  the  Alter  Hotel  and  Restaurant,  filed  an  ap¬ 
peal,  with  the  board  of  appeals  from  an  order  of  the  fire 
commissioner,  affecting  premises  144  East  86th  street, 
Manhattan ;  and 

Whereas,  appellant  proposes  to  comply  with  the  order. 
Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notice  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  adminstra- 
tive  official  in  the  performance  of  his  duty: 

(331-22-A) 

Filed  Mar.  6— Premises  994  Findlay  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Appel¬ 
lant,  Joseph  Sachs.  Dismissed  for  lack  of 
prosecution. 

(400-22-A) 

Filed  Mar.  17- — Premises  749-751  East  137th  street,  The 
Bronx.  Order  of  the  fire  commissioner. 
Appellant,  Columbia  Wax  Products  Co. 
Dismissed  for  lack  of  prosecution. 
(417-22-A) 

Filed  Mar.  21 — Premises  2-16  Ocean  Parkway,  Brooklyn. 

Decision  of  the  superintendent  of  build¬ 
ings.  Appellant,  Acton  Auto  Supply  Co. 
Dismissed  for  lack  of  prosecution. 
(475-22-A) 

Filed  Mar.  31 — Premises  N.  S.  Metropolitan  avenue,  50  ft. 

from  124th  street,  Kew  Gardens,  L.  I., 
Queens.  Order  of  the  fire  commissioner. 
Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 


Whereas,  the  foregoing  appellants  have  filed  with  the 
board  of  appeals  various  appeals  from  orders  affecting  the 
premises  stated;  and 

Whereas,  appellants  have  failed  to  complete  their  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be,  and  they  hereby 
are,  dismissed  for  lack  of  prosecution. 


1 122-22-BZ. 

APPLICANT- — Louis  A.  Sheinart,  for  Minnie  Low,  owner. 
SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED— 2169-2175  Amsterdam  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  May  R-  Slessinger,  Morris  Lef- 
kowitz,  R.  M.  Acosta  and  Murgando  Pappe. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . . .  1 

Negative  . * .  ® 

Absent  .  0 


i 
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THE  RESOLUTION: 

(1112-22-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Minnie  Low,  owner, 
filed,  September  13,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  more  than  five 
motor  vehicles;  premises  2169-2175  Amsterdam  avenue, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October 
17,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  and  167th 
street  are  business  districts  and  Jumel  place  is  an  unre¬ 
stricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  7,  1922,  in  acting  on  N.  B.  App. 
No.  474-22  reads: 

“1.  No  building  intended  for  use  as  a  garage  may 
be  erected  in  a  business  district.  (Art.  II,  Sec.  4,  Zon¬ 
ing  Resolution).”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  2  stories  in  height  with  a  frontage  of  86  ft. 
1%  in.  and  a  depth  of  100  ft.  and  119  ft.  4^4  in.  to  be  oc¬ 
cupied  as  a  garage  for  more  than  5  motor  vehicles;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles  which  garage  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  front 
elevations  on  Amsterdam  avenue  and  167th  street  be  faced 
with  tapestry  brick  and  stone  or  architectural  terra  cotta 
trimmings ;  that  all  windows  on  Amsterdam  avenue  and 
167th  street  be  glazed  with  translucent  glass ;  that  the  rear 
wall  and  gable  wall  be  unpierced  throughout  their  entire 
height  and  length ;  that  not  more  than  one  vehicular  en¬ 
trance  be  permitted  on  Amsterdam  avenue. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  be  qbtained  within  six  months 
and  the  structure  erected  within  eighteen  months  from  the 
date  of  this  action. 


845-22-BZ. 

APPLICANT— P.  Tillion  &  Sons,  for  Nellie  Hovell, 
/  owner. 

SUIBJEOA-Application  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted  district  the 
extension  to  an  existing  garage  for  more  than  5 
motor  vehicles. 

PREMISES  AFFECTED — 802-804  Jamaica  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Phillip  G.  Tillion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . .  ® 

•Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(845-22-BZ) 

Whereas,  P.  Tillion  &  Sons,  architect  for  Nellie  Hovell, 
owner,  filed,  June  20,  1922,  an  application  under  the  budd¬ 
ing  zone  resolution,  to  permit  the  extension  of  an  existing 
garage  located  partly  in  an  unrestricted  and  partly  in  a 
business  district;  premises  802-804  Jamaica  avenue,  Brook¬ 
lyn  ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  as  its  regular  meeting,  October 
17,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jamaica  avenue  and  Euclid 
avenue  are  business  districts  and  that  Crescent  street  is  an 
unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  1,  1922,  in  acting  on  App.  No.  6242- 
22,  reads : 

“1.  Proposed  addition  to  public  garage  in  business 
district  contrary  to  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction  1  story  in  height  with  a  frontage  of  53  ft.  8  in. 
and  a  depth  of  100  ft.  2  in.  and  117  ft.  10  in.,  occupied  as 
a  garage  for  more  than  five  motor  vehicles,  it  is  proposed 
to  erect  an  extension  of  non-fireproof  construction  50  ft. 
8  in.  by  79  ft.  2  in.  in  area,  one  story  in  height,  the  entire 
premises  as  altered  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application  and  under  the  provisions  of  Section  7, 
Subdiv.  A,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  ceiling  be 
fire  retarded  irr  accordance  with  the  rules  of  the  board  of 
standards  and  appeals ;  that  the  rear  and  gable  walls  of 
the  garage  be  unpierced  throughout  their  entire  height  and 
length. 

Resolved,  further,  that  all  permits'  necessary  for  the 
prosecution  of  the  work  be  obtained  within  six  months  and 
the  building  erected  within  one  year  from  the  date  of  this 
action. 


871-22-BZ. 

APPLICANT — George  Bushman,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  4-car  garage. 

PREMISES  AFFECTED1 — 960  East  15th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  J.  Manson. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby  .  5 

Negative  . .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kehlon..  2 
THE  RESOLUTION : 

(871-22-BZ) 

Whereas,  George  Bushman,  owner,  filed,  June  28,  1922, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district,  the  maintenance  of  a  public  garage 
for  the  storage  of  four  motor  vehicles ;  premises  960  East 
15th  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October  17, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  15th  street  and  Avenue 
I  are  residence  districts  and  Avenue  J  is  a  business  dis¬ 
trict;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
June  16,  1922,  reads: 

“You  are  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.”; 

and 


MINUTES 


Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  height  with  a  frontage  of  35  ft.  and  a  depth  of 
20  feet,  occupied  as  a  garage  for  the  storage  of 
four  motor  vehicles,  space  in  which  is  rented  for  three 
cars  to  persons  not  residing  on  the  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  89  per  centum  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  four  automobiles  of  the  pleasure- 
car  type,  space  for  three  of  which  may  be  rented  to  persons 
not  residing  on  the  premises ;  and  that  the  interior  of  the 
garage  be  fire  retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals. 


928-22-BZ. 

APPLICANT— Frederick  Gerber,  for  Anton  Hoffmann, 
owner. 

SUBJECT — Application  to  permit  within  the  same  block 
between  two>  intersecting  streets,  in  which  there 
are  entrances  to  schools,  the  erection  of  a  garage 
for  more  than  five  cars. 

PREMISES  AFFECTED — 311)4-315  East  91st  street, 
Manhattan. 

APPEARANCES— 

For  Applicant :  Frederick  Gerber. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE—. 

Affirmative  . . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

(Boulton,  Holland  and  Kearney  .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(928-22-BZ) 

Whereas,  Frederick  Gerber,  for  Anton  Hoffmann,  own¬ 
er,  filed,  July  11,  1922,  an  application,  under  the  building 
zone  resolution,  to  permit  within  the  same  block  between 
two  intersecting  streets  in  which  there  are  entrances  to 
schools,  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  premises  311)4 
to  315  East  91st  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  17, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  91st  street,  1st  avenue 
and  2nd  avenue  are  unrestricted  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  25,  1922,  in  acting  on  N.  B.  App. 
No.  88-1922,  reads : 

“2.  No  garage  for  more  than  5  cars  may  be  erected 
on  any  portion  of  a  street  between  two  intersecting 
streets  in  which  portion  there  exists  an  exit  or  en¬ 
trance  of  a  public  school,  Building  Zone  Resolution, 
section  20.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireprooi 
construction  2  and  3  stories  in  height  with  a  frontage  of 
50  ft.  and  a  depth  of  100  ft.  8)4  in.  and  21  ft.,  to  be  occu¬ 
pied  as  a  garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  the  proposed  garage  is  to  be  located  on  a 
street  between  intersecting  streets  on  which  there  are  en¬ 
trances  and  exits  from  two  schools  within  the  provision 
of  Section  20  of  the  building  zone  resolution  and  applicant 
failed  to  show  any  justification  for  his  application. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


985-22-BZ. 

APPLICANT — Julia  M.  E.  Rothery,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  4-car  garage. 

PREMISES  ATFECTED — 916  East  14th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harold  J.  Manson. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 


Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 

(985-22-BZ) 


Whereas,  Julia  M.  E.  Rothery,  owner,  filed,  July  26, 
1922,  an  application  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  maintenance  of  a  garage 
for  the  storage  of  four  motor  vehicles,  space  in  which  is 
rented  to  persons  not  residing  on  the  premises ;  premises 
916  East  14th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  17, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  14th  street,  and  Ave¬ 
nue  I,  are  residence  districts  and  Avenue  J  is  a  business 
district;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
July  14,  1922,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3,  of  Art.  2  of  the  IBildg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.,  adopted  July  25,  1916,  inasmuch  as  Motor  Vehi¬ 
cles  stored  are  for  sale,  for  rent  or  for  hire  or  are 
subject  to  charges  for  storages.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  height  with  a  frontage  of  39  ft. ’4  in.  and  a  depth 
of  19  ft.  3  in.,  occupied  as  a  garage  for  the  storage  of 
four  motor  vehicles,  space  for  three  of  which  is  rented 
to  persons  not  residing  on  the  premises ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  97.71  per  centum  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  ceiling  be 
fire  retarded  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals;  that  the  capacity  of  the  garage 
be  limited  to  four  automobiles  of  the  pleasure-car  type, 
space  for  three  of  which  may  be  rented  to  persons  not  re¬ 
siding  on  the  premises. 


1048-22-BZ. 

APPLICANT— Edward  M.  Adelsohn,  for  Saidie  E.  Miller, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED — 585-599  East  New  York  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  M.  Adelsohn  and  Saidie 
E.  Miller. 

For  Opposition:  William  J.  Haight,  Clarence  B. 
Smith,  Anthony  Giordano,  Charles  S.  Phillips 
and  E.  M.  Moore. 

ACTION  OF  BOARD — Laid  ov.er  to  special  meeting,  Oc¬ 
tober  24,  1922,  at  2  p.  m.,  pending  inspection  by 
committee  of  board. 
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1023-22-BZ. 

APPLICANT — Schwartz  &  Gross,  architects,  on  behalf  of 
12  East  86th  Street  Corporation  owner. 
SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  a  build¬ 
ing  to  be  used  in  part  for  business  purposes  and 
also  to  permit  in  a  1)4  times  height  district  the 
erection  of  a  building  to  exceed  the  height  limi¬ 
tations  of  the  zoning  resolution. 

PREMISES  AFFECTED — 1150-1168  Madison  avenue,  22- 
42  East  86th  street  and  21-41  East  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  J.  Walker  and  Simon  I. 
Schwartz. 

For  Opposition:  James  R.  Abney,  Percy  S.  Dud¬ 
ley,  Wm.  Woodward,  Henry  L.  Shodd,  Arthur 
L.  Carus,  C.  L.  Dean,  E.  Chrystie,  Wm.  A. 
O’Neill  and  S.  Chas.  Welch. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1023-22-BZ) 

Whereas,  Simon  I.  Schwartz,  for  Twelve  East  Eighty- 
Sixth  St.  Corp.,  owner,  filed,  August  7,  1922,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  1)4  times 
height  district  the  erection  of  a  street  wall  of  the  building 
to  exceed  the  height  limit  set  by  the  Zone  Resolution;  also 
to  permit  partly  in  a  business  district  and  partly  in  a  resi¬ 
dence  district,  the  building  to  be  used  in  part  for  busi¬ 
ness  purposes;  premises  1150-1168  Madison  avenue — 22  to 
42  East  86th  street— 21  to  41  E.  85th  street,  Manhattan; 
and  m 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  17, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Madison  avenue  is  a  busi¬ 
ness  use,  1)4  times  height  district  and  86th  street  is  a  resi¬ 
dence  use,  %  times  height  district  and  85th  street  is  a 
residence  use,  1)4  times  height  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  30,  1922,  in  acting  on  N.  B.  Application 
No.  334-1922,  reads: 

“6.  Building  exceeds  height  limit,  section  8  of  Zone 
Resolution. 

“7.  Dining  rooms  used  for  business  purposes  may 
not  extend  into  residence  district.” ; 

and 

Whereas,  the  proposed  buil.ding  is  to  be  of  fireproof 
construction  15  stories  in  height  with  a  frontage  of  220  ft. 
and  a  depth  of  204  ft.  4  in.,  to  be  occupied  as  an  apartment 
hotel  and  restaurant,  the  street  wall  on  Madison  avenue 
exceeding  by  30  ft.  the  height  limitation  of  the  building 
zone  resolution,  and  the  restaurant  to  extend  from  portion 
of  the  premises  in  the  business  district  into  the  portion  of 
the  premises  in  the  residence  district ;  and 
Whereas,  the  applicant  is  requesting  a  variation  of  the 
resolution  for  a  space  of  23,000  cu.  ft.  on  Madison  avenue 
and  gives  up  a  space  of  532,000  cu.  ft.  on  the  residence 
street  and  contends  that  a  strict  compliance  with  the  re¬ 
quirement’  of  the  building  zone  resolution  would  entail  prac¬ 
tical  difficulties  and  unnecessary  hardships  in  that  it  would 
require  an  entire  char.fee  and  distortion  in  the  architectural 
design  of  the  building,  and  that  he  has  a  right  to  main¬ 
tain  a  restaurant  as  an  accessory  to  a  hotel. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  and  height  district 


regulations  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition,  that 
there  shall  be  no  exit  nor  entrance  nor  sign  display  of  any 
restaurant  or  business  within  the  residence  district  on  either 
85th  or  86th  street ;  that  the  elevations  on  85th  street  and 
/  86th  street,  within  the  residence  district,  shall  be  restricted 
from  any  commercial  or  show  window  construction  or  dis¬ 
play. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  erected  within  eighteen  months 
from  the  date  of  this  action. 


1025-22-BZ. 

APPLICANT — Wm.  F.  Doyle,  for  M.  Margolin,  owner. 
SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  (5)  cars. 
PREMISES  AFFECTED — N.  E.  cor.  Hancock  street  and 
Cypress  avenue,  Queens. 

APPEARANCES— 

For  Applicant:  Wm.  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  iBOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  . '. .  1 

THE  RESOLUTION: 

(1025-22-BZ) 


Whereas,  William  F.  Doyle,  for  M.  Margolin,  owner, 
filed,  August  8,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  northeast  corner  of  Hancock 
street  and  Cypress  avenue,  Ridgewood,  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
17,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas;  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hancock  street,  Cypress  ave¬ 
nue  and  Weirfield  street  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  26,  1922,  in  acting  on  N.  B.  Application 
No.  10324-22,  reads  : 

“A  public  garage  for  more  than  five  motor  vehicles 
in  a  business  district  is  prohibited  by  the  Zoning  Reso¬ 
lution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  1  story  in  height  with  a  frontage  of  150  ft. 
and  a  depth  of  85  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
section  streets  on  July  25,  1916,  a  stable  for  more  than  five 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  rear  wall 
and  gable  walls  be  unpierced  throughout  their  entire  height 
and  length;  and  that  the  interior  of  the  garage  be  fire  re¬ 
tarded  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  and  the  structure  erected  within  eighteen  months 
from  the  date  of  this  action. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing; 
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but  where,  despite  notice  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  admin¬ 
istrative  official  in  the  performance  of  his  duty  : 

(1643-21-BZ) 

Filed  Dec.  15,  1921 — Premises  2064  East  14th  street,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
plicant,  Michael  J.  O’Brien.  Dismissed 
for  lack  of  prosecution. 

(23-22-BZ) 

Filed  Jan.  6,  1922 — Premises  E.  S.  Spuyten  Duyvel  road, 
100.45  ft.  S.  of  231st  street,  The  Bronx. 
Order  of  the  fire  commissioner.  Appli¬ 
cant,  John  T.  McCarthy.  Dismissed  for 
lack  of  prosecution. 


(218-22-BZ) 

Filed  Feb.  15,  1922 — Premises  1864  Vyse  avenue,  The 
Bronx.  Order  of  the  fire  commissioner. 
Applicant,  Commercial  Iron  Works.  Dis¬ 
missed  for  lack  of  prosecution. 

(311-22-BZ) 

Filed  Mar.  1,  1922 — Premises  1534  St.  Lawrence  avenue, 
The  Bronx.  Order  of  the  fire  commis¬ 
sioner.  Applicant,  Morris  Leive.  Dis¬ 
missed  for  lack  of  prosecution. 

(314-22-BZ) 

Filed,  Mar.  1,  1922 — Premises  31  West  52nd  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Applicant,  31  West  52nd  Street  Corp.  Dis¬ 
missed  for  lack  of  prosecution. 

(326-22-BZ) 

Filed  Mar.  3,  1922— Premises  1428  70th  street,  Brooklyn. 

Order  of  the  fire  commissioner.  Applicant, 
Josephine  Cavallaro.  Dismissed  for  lack 
of  prosecution. 

(327-22-BZ) 

Filed  Mar.  3,  1922— Premises  1224  Hoe  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Appli¬ 
cant,  John  J.  Dunnigan.  Dismissed  for 
lack  of  prosecution. 

(363-22-BZ) 

Filed  Mar.  10,  1922— Premises  N.  E.  cor.  Liberty  avenue 
&  So.  Curtis  avenue  (124th  street),  Wood- 
haven,  Queens.  Decision  of  the  fire  com¬ 
missioner.  Applicant,  John  C.  F.  Bur- 
meister.  Dismissed  for  lack  of  prosecution. 


(483-22-BZ) 

Filed,  Mar.  31,  1922— Premises  7619  4th  avenue,  Brooklyn. 

Decision  of  the  fire  commissioner.  Appli¬ 
cant,  John  C.  Wendell  Company.  Dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  T°  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  . . .  ® 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION :  .  , 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  various  applications  affecting  the  prem- 


;es  stated;  and  ,  ^  . 

Whereas,  applicants  have  failed  to  complete  their  papers, 

hough  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  applications  be,  and  they 
ereby  are,  dismissed  for  lack  of  prosecution. 


AREAS  FIXED. 

(1432-il-BZ) 

The  chairman  presented  and  read  a  communication  from 
Peter  Molder,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage,  premises  2521  .Maclay  avenue,  The 
Bronx. 

The  following  area  was  approved  by  the  board : 

iBoth  side  of  Montgomery  place,  from  Maclay  ave¬ 
nue  to  a  point  100  feet  south  of  East  Tremont  avenue, 
both  sides  of  Maclay  avenue  from  Overing  street  to  a 
point  100  feet  east  of  St.  Peter’s  avenue,  also  the  west 
side  of  Overing  street  from  Maclay  avenue  to  a  point 
100  feet  south  of  East  Tremont  avenue. 

(1049-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Charles  Hiawatsch,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  premises  58  East  190th 
street,  The  Bronx. 

The  following  area  was  approved  by  the  board  : 

Both  sides  of  190th  street,  from  Creston  avenue  to  a 
point  100  feet  west  of  Morris  avenue;  also  the  prop¬ 
erties  directly  at  rear  and  for  a  distance  of  50  feet 
on  either  side  of  the  side  lot  lines  of  the  premises  in 
question. 

(1200-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frank  E.  White,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  an  undertaking  establishment,  prem¬ 
ises  170  Sixth  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Sixth  avenue,  from  Berkeley  place  to 
a  point  100  feet  north  of  Lincoln  place,  and  both  sides 
of  Lincoln  place  from  a  point  400  feet  west  of  the 
easterly  side  of  Sixth  avenue  to  a  point  100  feet  east 
of  said  side  of  Sixth  avenue. 

(1132-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Parker  A.  Collins,  requesting  to  fix  the  area  deemed  af¬ 
fected  and  within  which  to  obtain  consents  for  the  erection 
of  a  garage,  premises  1902-1910  Avenue  M,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  East  19th  street  from  Avenue  N,  to  a 
point  200  feet  north  of  proposed  garage,  both  sides  of 
Avenue  M,  from  Ocean  avenue  to  a  point  200  feet 
west  of  proposed  garage;  also  all  properties  directly 
at  rear  and  for  a  distance  of  50  feet  from  either  lot 
line  of  the  premises  in  question. 

(1116-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Murray  Klein,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  ex¬ 
tension  of  an  existing  garage,  premises  803-807  DeKalb 
avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board  : 

Both  side  of  DeKalb  avenue,  from  Tompkins  ave¬ 
nue  to  Throop  avenue;  also  all  properties  directly  at 
rear  and  for  a  distance  of  50  feet  on  either  side  of  the 
side  lot  lines  of  the  premises  in  question,  being  prop¬ 
erties  facing  on  Pulaski  street. 


Adjourned,  1 :40  p.  m.' 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 


dressed.  Four  cents  postage  required. 


WILLIAM  J  O’GORMAN,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  17,  192’2. 

Present — Chairman  Walsh.  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby,  Superintendents  Brady,  Reville, 
Kleinert,  Moore  and  McDermott. 

The  miiutes  of  the  regular  meeting  of  the  Board  of 
Standards  and  Appeals  held  on  Tuesday  afternoon,  October 
10,  1922,  were  approved  as  printed  in  the  Bulletin,  No.  42, 
Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

1647-21-S. 

PETITIONER — Rudolph  C.  P.  Boehler,  for  Abraham 
Shapiro,  et  al,  owners. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 77  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Charles  Sheres. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  grafted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore,  and 


McDermott  .  10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Kleinert  .  3 

THE  RESOLUTION: 

(1647-21-S) 


Whereas,  Rudolf  C.  P.  Boehler,  for  Abraham  Shapiro, 
et  al.  owners,  filed,  December  16.  1921,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  77  Fifth  avenue,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law. 

“1.  Arrange  the  fire  escape  on  front  of  building  and 
the  openings  leading  thereto  and  the  windows  opening 
on  the  course  thereof  so  that  same  are  in  compliance 
with  the  provisions  of  section  273  and  274  of  the  labor 
law  and  the  rules  of  the  Board  of  Standards  and  Ap¬ 
peals  or  carry  out  a  proper  alternative  method  of  com¬ 
plying  with  the  requirements  of  section  271  of  the 
Labor  Law. 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Doors  to  balconies  2  ft.  by  6  ft.  not  provided.  Win¬ 
dows  on  course  not  fireproof  no  self-closing  doors.  No 
balcony  stairway  to  street. 

“2.  Enclose  the  interior  stairway  at  the  south  side 
of  building  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  cellar  to  3  ft. 
above  roof,  constructed  as  per  section  271  of  the  Labor 
Law  and  section  272  of  the  Labor  Law  or  carry  out  a 
proper  alternative  method  of  complying  with  the  re¬ 
quirements  of  section  271  of  the  Labor  Law.”;  ^ 

and  .  1 

Whereas,  the  building  is  non-fireproof,  6  stones  ann 
basement  in  height.  30  ft.  6  in.  by  100  ft.  in  area  in  the  1st 
story  and  30  ft.  6  in.  by  50  ft.  in  area  above;  occupied,  1st 
story,  stores.  6  persons ;  2nd  story,  office  and  show  room,  4 
persons;  3rd  story,  show  room  and  manufacturing,  17  per¬ 


sons  ;  4th  story,  manufacturing,  12  persons ;  5th  story,  man¬ 
ufacturing,  6  persons;  the  means  of  egress  consisting  of  an 
interior  wooden  stairway  extending  from  the  1st  story  to 
the  roof,  enclosed  in  brick  walls  ^nd  partitions,  covered 
with  fire  retarding  material  with  fire  doors  at  the  openings  ; 
a  60-degree  fire  escape  on  the  front  of  the  building  with 
drop  ladder  to  street;  and 

Whereas,  petitioner  proposes  to  fireproof  the  windows  on 
the  course  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  1  on  condition  that  the  windows  on  the  top  story 
opening  to  the  fire  escape  shall  be  made  casement  windows 
and  that  the  windows  on  the  3rd  and  4th  stories  on  the 
course  of  the  fire  escape  shall  be  made  fireproof  casement 
windows;  that  a  counter  balanced  ladder  in  guides  with 
sufficient  reach  to  the  sides  of  ladder  to  extend  above  the  1st 
story  balcony  when  terminating  on  street  shall  be  provided 
and  granted  as  to  Item  No.  2  on  condition  that  the  doors  at 
all  stair  hall  openings  be  made  fireproof  and  self-closing,  and 
that  a  double  rung  ladder  in  guides  be  provided  from  the 
top  story  hall  to  a  scuttle  in  the  roof. 


1074-22-S. 

PETITIONER — Bureau  of  National  Literature,  owner. 
SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  decision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 40  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  J.  McDonald. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beattv, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moorh,  and 


McDermott  . 10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Kleinert  .  3 


THE  RESOLUTION : 

(1074-22-S) 

Whereas,  Bureau  of  National  Literature,  owner,  filed, 
August  26,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  40  West  39th  street,  Manhattan; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“No  fireproof  passage  from  foot  of  fire  escape  on 
rear  through  building.” ; 

and  :  _  i 

Whereas,  the  building  is  of  non-fireproof  construction, 
five  stories  in  height.  25  ft.  by  93  ft.  in  area,  occupied.  1st 
story,  store  and  stock  room,  6  persons ;  2nd  story,  office, 
12  persons ;  3rd  story,  office,  23  persons ;  4th  story,  light 
manufacturing,  12  persons;  5th  story,  light  manufacturing, 
15  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway,  extending  from  the  1st  story  to  the  roof  enclosed 
in  fireproof  partitions,  with  fire  doors  at  the  openings,  a 
fire  escape  at  the  rear  of  the  building  with  egress  from 
foot  of  fire  escape  through  rear  court  of  building  adjoin¬ 
ing  :  and 

Whereas,  petitioner  requests  that  egress  through  ad¬ 
joining  premises  be  accepted  in  lieu  of  the  fireproof  pas¬ 
sageway  and  states  th,\t  consents  of  the  adjoining  owners 
have  been  obtained. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  so  long  as  the  egress  from  the  termination  of  the 
fire  escape  is  maintained,  consent  of  adjoining  property 
owners  to  be  filed  with  the  superintendent  of  buildings,  and 
that  the  factory  occupancy  be  limited  to  25  per ’cent  of  the 
floor  area. 


993-21-S. 

PETITIONER — Otto  Volkening,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 331-343  East  102nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — ‘Resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore,  and 


McDermott  . 10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 

Kleinert  .  3 

THE  RESOLUTION: 

(993-21-S) 


Whereas,  Otto  Volkening,  owner,  filed,  September  13, 
1921,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  fropi  the  requirements  of  the  labor  law,  as 
cited  in  orders  of  the  fire  commissioner,  affecting  prem¬ 
ises  331-343  East  102nd  street,  Manhattan;  and 
Whereas,  order  No.  26005-LD,  dated  August  25,  1921, 
reads : 

“1.  Enclose  the  interior  stairways  at  the  East  and 
West  sides  of  building  serving  as  a  required  means  of 
exit  and  the  landings,  platforms  and  passageways  con¬ 
necting  therewith  on  all  sides  with  partitions  of  fire 
resisting  material  extending  continuously  from  the  top 
story  to  3  ft.  above  the  roof,  constructed  as  per  section 
271  of  the  labor  law  or  carry  out  a  proper  alterhative 
method  of  complying  with  the  requirements  of  section 
271  of  the  labor  law.” ; 

and  Order  No.  26006-LD,  dated  August  25,  1921,  reads: 

“1.  Arrange  bars  on  windows  on  North,  South  and 
East  sides  of  2nd  and  3rd  stories  .so  as  to  be  readily 
movable  or  removable  from  both  sides  in  such  a  man¬ 
ner  as  to  afford  the  free  and  unobstructed  use  of  such 
windows  for  purposes  of  egress,  as  per  section  2i2 
of  the  labor  law.” ; 

and  '  . 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height,  125  ft.  by  93  ft.  in  area  in  the  1st  story 
and  125  ft.  by  50  ft.  in  area  above ;  occupied,  1st  story, 
as  wholesale  produce;  2nd  story,  manufacture  of  men’s 
underwear,  60  persons;  3rd  story,  manufacture  of  mens 
shirts,  100  persons;  the  means  of  egress  consisting  of  two 
interior  wooden  stairways  in  the  main  portion  of  the 
building  extending  from  the  1st  story  to  the  3rd  story 
enclosed  in  wood  stud  lath  and  plaster  partitions,  with 
wood  doors  metal  covered  on  loft  side  at  the  openings ,  a 
fire  escape  on  the  front  of  the  building  extending  from 
the  3rd  story  to  the  2nd  story,  with  drop  ladder  to  the 
street,  two  fire  escapes  on  the  rear  of  the  building,  extend¬ 
ing  from  the  3rd  story  to  the  roof  of  the  one  story  exten¬ 
sion,  one  of  these  fire  escapes  having  -  a  counter-balanced 
stair  to  the  yard  with  exit  through  an  open  driveway 
to  the  street, 'there  being  16  barred  windows,  on  the  2nd 
story  and  13  on  the  3rd  story,  the  building  being  equipped 
with  a  fire  alarm  signal  system  ;  and 


Whereas,  petitioner  states  that  the  windows  designated 
are  provided  with  bars  for  protection  against  burglary,  the 
remainder  of  the  windows  on  the  2nd  and  3rd  stories  are 
unbarred  and  that  the  exits  provide  ample  means  of  escape 
and  states  that  on  June  10,  1920,  the  fire  department  issued 
orders,  Nos.  7418-LD  and  7419-LD,  against  these  premises, 
which  orders  are  identical  with  the  present  orders  and 
that  on  July  6  1920,  the  board  of  review  of  the  fire 
department  modified  these  orders,  and  the  orders  as  modi¬ 
fied  were  complied  with,  and  asks  that  the  action  of  the 
board  of  review  be  accepted  in  lieu  of  complying  with 
the  present  order ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  July  6,  1920,  should  be  ratified;  and 
Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  November  1,  1921,  and  petitioners  representa¬ 
tive  requested  a  modification  of  the  conditions  to  permit 
an  occupancy  of  90  persons  on  the  2nd  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
permitting  an  occupancy  of  90  persons  on  the  2nd  story 
on  condition  that  a  counter-balanced  drop  ladder  be  pro¬ 
vided  on  the  front  fire  escape ;  that  the  windows  on  the 
2nd  story  be  made  fireproof,  and  that  the  easterly  window 
be  made  a  casement  window,  with  iron  steps  leading  to  the 
sill,  and  that  exit  signs  and  red  lights  be  provided  at  all 
means  of  egress. 

247-22- S. 

PETITIONER— 100  5th  Avenue,  Inc.,  owner. 
SUBJECT— Application  for  reopening  variation  of  the  la¬ 
bor  law  as  cited  in  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 102-104  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  George  W.  Olvany. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  granted  on 
condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore,  and 

McDermott  .  10 

Negative  . . •_ .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Kleinert  .  3 

THE  VOTE  TO  AMEND— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore,  and 

McDermott  .  10 

Negative  . 0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent 
Kleinert  .  3 

THE  RESOLUTION: 

(247-22-S) 

Whereas,  100  Fifth  Avenue,  Inc.,  owner,  filed,  Feb¬ 

ruary  20,  1922,  a  petition  with  the  board  of  standards  and 
appeals,  for  a  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  the  orders  of  the  fire  commissioner,  affect¬ 
ing  premises  102-104  Fifth  avenue,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  30984- 
LD  and  No.  30985-LD,  read : 

“No.  30984-LD.  1.  Provide  egress  to  the  street 

from  the  stairway  at  the  south  side  of  the  building 

by  means'  of  a  passageway  enclosed  in  fire  resisting 
material,  as  per  Section  271  of  the  Labor  Law.” 
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“No.  30985-LD.  1.  Arrange  all  doors  in  the  par¬ 

titions  which  separate  the  workrooms  from  the  corri- 
doors  leading  to  the  required  means  of  exit  on  the  12th 
to  the  19th  stories,  inclusive,  so  as  to  open  outwardly 
as  per  Section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  19  stories  in 
height,  72  ft.  5  in.  by  120  ft.  in  area,  occupied,  show  rooms 
and  offices,  with  a  total  of  290  persons  in  the  entire  build¬ 
ing;  the  building  being  equipped  with  a  sprinkler  system; 
the  means  of  egress  consisting  of  two  interior  fireproof 
enclosed  stairways,  a  fire  escape  on  the  rear  of  the  build¬ 
ing;  and 

Whereas,  petitioner  contends  that  the  doors  from  vari¬ 
ous  offices  that  open  outwardly  would  tend  to  block  the 
corridor  and  that  there  are  very  few  persons  engaged  in 
manufacturing  on  the  premises ;  and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting  April  25,  1922,  and  petitioner’s  representative  re¬ 
quested  a  reopening  of  the  case  which  request  was  granted 
by  vote  of  the  board. 

Whereas,  petitioner  states  that  manufacturing  occu¬ 
pancies  will  be  eliminated  on  the  expiration  of  present 
leases. 

Resolved,  that  the  boaid  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  in  so  far  as  it  relates  to  Order 
No.  30985-LD,  be  and  it  hereby  is  granted  on.  condition 
that  rjot  more  than  5  persons  shall  be  engaged  in  manu¬ 
facturing  in  any  one  room,  and  that  Order  No.  30984-LD 
be  affirmed  and  the  petition  as  to  this  order  be  denied. 


633-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Geo.  M.  Welsh, 
owner. 

SUBJECT — Amendment  to  resolution. 

PREMISES  AFFECTEE^305  East  60th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD^-Petition  reopened  and  resolution 

amended. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  . .  11 

Negative  . .  •  . . 0 

Absent :  Fire  Chief  Kenlon,  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  VOTE  TO  AMEND— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  . ■ . .  •  . . ° 

Absent:  Fire  Chief  Kenlon,  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(633-22-S) 

Whereas,  Samuel  Rosenblum,  for  George  M  Walsh 
owner,  filed.  May  1st,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 

commissioner,  affecting  premises  305  East  60th  stret,  Man¬ 
hattan  ;  and  .  .  , 

Whereas,  the  order  of  the  fire  commissioner  reads  . 

“1  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  as  per  sections  79-B-l  and 
79-C-l  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  *  *  *. 

“No  passageway  termination  of  fire  escape  to  street.  ; 

and  .  _  r  . 

Whereas,  the  building  is  non-fireproof,  4  stories  in 

height,  25  ft.  by  62  ft.  in  area;  occupied,  1st  story,  ma¬ 
chine  shop,  3  {persons ;  2nd 'story,  coat  mfg.,  4  persons; 


3rd  story,  upholsterers,  5  persons;  4th  story,  mfg.  dresses, 
14  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  4th  story  with 
scuttle  and  ladder  to  roof,  enclosed  in  metal  covered  wood 
partitions  with  wood  doors  at  openings ;  with  metal  cov¬ 
ered  sash  doors  glazed  with  plain  glass  at  the  openings ; 
a  fire  escape  on  the  rear  of  the  building  with  stair  and 
landing  to  roof  and  fixed  stair  to  yard  and  egress  from 
yard  through  first  story  hall  and  through  first  story  hall 
of  adjoining  building;  and 

Whereas,  petitioner  proposes  to  provide  a  balcony  at 
window  of  top  story  hall  to  connect  with  existing  bal¬ 
cony  of  fire  escape;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  July  11,  1922,  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions. 

Resolved ,  that  the  board  of.  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted , 
as  to  item  No.  1,  on  condition  that  the  fire  escape  balcony 
be  extended  to  include  the  window  of  the  top  story  hall, 
that  a  double  rung  ladder  be  provided  in  the  top  story 
hall  to  a  counterbalanced  scuttle  in  the  roof,  and  granted 
as  to  item  No.  2,  on  condition  that  the  occupancy  shall  be 
limited  to  25  persons  above  the  2nd  story,  and  granted  only 
so  long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


1008-22-S. 

PETITIONER — Charles  P.  Cannella,  for  Norman  Johnson 
and  Mary  Q.  Cortland,  owners. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  decision  of  department  of  health. 

PREMISES  AFFECTED — 99  and  101  Bedford  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Joseph  Testagrosa. 

ACTION  OF  BOARD1 — Laid  over  to  Oct.  31,  1922,  at 
2  p.  m. 


1075-22-S. 

PETITIONER — Louis  Caputo,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  decision  of  department  of  health. 
PREMISES  AFFECTED — 7  Hamilton  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Raid  over  to  Oct.  31,  1922,  at 
2  p.  m. 


217-22-S. 

PETITIONER — Charles  Brady,  superintendent  of  buildings, 
Manhattan. 

SUBJECT — Request  for  reopening  for  interpretation. 
APPEARANCES— 

For  Petitioner:  Superintendent  Brady,  Chief  Inspec¬ 
tor  Bastress. 

For  Administration:  Inspector  Gilroy,  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Reopened  and  set  for  Oct.  31,  1922, 


at  2  p.  m. 

rOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  8 

Negative  .  o 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Han- 
mon  and  Superintendent  Reville  .  5 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
1036-22-S. 

PETITIONER — Maxon  Furnace  and  Engineering  Co. 
SUBTECT — Maxon  New  Style  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  Joseph  F.  Quinn. 

ACTION  OF  BOARD — Petition  withdrawn. 
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THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  11 

Negative  .  0 


Absent :  Inre  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  . 


685-22-S. 

PETITIONER — Maxon  Furnace  &  Eng.  Co. 

SUBJECT — Maxon  Automatic  Cut-Off  Valve. 

APPEARANCES— 

For  Petitioner:  Joseph  F.  Quinn. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  . 11 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


839-22-S. 

PETITIONER — ‘Cornell  Vacuum  Burner  Co.,  Inc. 
SUBJECT — Approval  of  Cornell  Vacuum  Burner. 

A  PPEARANCES— None. 

ACTION  OF  BOARD — Petition  disapproved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  . 2 

THE  VOTE  TO  APPROVE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(839-22-S) 

Whereas,  the  Cornell  Vacuum  Burner  Company,  Inc., 
filed,  July  5,  1922,  a  petitoin  with  the  board  of  standards 
and  appeals,  for  approval  of  their  device  known  as  the 
Cornell  Vacuum  Burner ;  and 
Whereas,  a  committee  of  the  board  inspected  the  device 
in  operation  at  the  Van  Nest  Yards  of  the  New  York, 
New  Haven  and  Hartford  Railroad  and  reported  as  fol¬ 
lows  : 

REPORT  OF  COMMITTEE: 

A  Committee  of  the  Board  consisting  of  Chairman 
Walsh,  Air.  Holland  and  Fire  Chief  Martin  visited  the 
Van  Nest  yards  of  the  New  York,  New  Haven  and 
Hartford  Railroad  on  July  24th,  1922,  and  on  July 
20th,  1922,  other  members  of  the  Committee  consisting 
of  Mr.  Boulton,  Superintendents  Kleinert  and  McDer¬ 
mott  and  representatives  of  Superintendents  Reville  and 
iMoore,  visited  the  premises  relative  to  the  installation 
of  the  Cornell  Vacuum  Burner. 


This  burner  consists  of  a  perforated  bronze  cone 
fitting  inside  of  a  bronze  cylinder,  which  has  connec¬ 
tions  for  air  and  oil,  the  oil  passing  through  the  cone 
and  mixing  with  the  air  in  the  bronze  cylinder.  The 
steel  cylinder  serves  as  a  flare. 

The  burner  has  a  mixing  mechanism  and  burning 
mechanism  is  satisfactory,  but  the  installation  was  not 
in  accord  with  the  requirements  of  Rule  16,  Sub-divi¬ 
sions  3,  5,  6  and  7. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 


918-22-S. 

PETITIONER — The  Fuel  Oil  Burner  Corporation. 
SUBJECT— Approval  of  Williams  Oil-O-Matic  Fuel  Oil 
Burner. 

APPEARANCES— 

For  Petitioner:  William  F.  Conran. 

ACTION  OF  BOARD— Laid  over  to  Oct.  31,  1922,  at 


2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Messrs.  Holland,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  7 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  .  4 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


1 1 22-22- S. 

PETITIONER — Home  Oil  Burner  Heating  Corporation. 
SUBJECT — Approval  of  Home  Oil  Burner. 
APPEARANCES — 

For  Petitioner:  T.  J.  Blake,  Dr.  Trood,  George 
M.  Beard. 

ACTION  OF  BOARD— Petition  disapproved. 

THE  VOTE— 

Affirmative:  Messrs.  Holland  and  Boulton  -  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Kleinert, 


Moore  and  McDermott  .  '7 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  Reville  .  4 

THE  RESOLUTION : 

(1122-22-S) 


Whereas,  The  Home  Oil  Burner  Heating  Corporation 
filed,  Sept.  18,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  approval  of  their  device  known  as 
the  Home  Oil  Burner ;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
25'1  Fifth  avenue  and  inspected  the  device  in  operation 
and  deemed  that  the  device  as  installed  did  not  meet  with 
the  requirements  of  the  Fuel  Oil  Rules. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 


95'7-22-S. 

PETITIONER — Briggs  Engineering,  Inc. 

SUBJECT — Approval  of  Burnwell  Mechanical  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 


1372-21-S. 

PETITIONER — Ford  Regulator  Corporation. 

SUBJECT — Approval  of  Ford  Fire  Line  Reducing  Valve. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Gilroy  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 


MINUTES 


357-22-S. 

PETITIONER— J.  M.  Quinn. 

SUBJECT — Approval  of  Quinn  Fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 


315-22-S. 

PETITIONER — Conran  Standpipe  Company. 

SUBJECT — Approval  of  Conran  Pressure  Reducer. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 

337-22-S. 

PETITIONER — Elkhart  Brass  Mfg.  Co. 

SUBJECT — Approval  of  Elkhart  Brass  Company  Siamese 
Connection. 

APPEARANCES— None. 

ACTION  OF  BOARD — -Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  test  and  report  <of  fire  department. 


13-21-S. 

PETITIONER — Bethlehem  Shipbuilding  Corp  ,  Ltd. 
SUBJECT— Dahl  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  subject  to  installation  for  inspection. 


341-22-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 

Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  subject  ito  installation  for  inspection. 


53-21-S. 

PETITIONER— T.  V.  Foster. 

SUBJECT — Approval  of  angle  hose  valve.  * 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 


392-21- S.  i 

PETITIONER — The  Surface  Combustion  Company. 
SUBJECT — Surface  Combustion  low  pressure  type  com¬ 
bination  gas  and  oil  burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  subject  to  installation  for  inspection. 


546-22-S. 

PETITIONER— Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3625  Burner. 

APPEARANCES— 

For  Petitioner :  S.  Charles  Sheer. 

ACTION  OF  BOARD— Laid  over  to  Nov.  14,  1922,  at 
2  p.  m.  on  request  of  petitioner’s  representative. 


547-22-S. 

PETITIONER— Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT— Cuts  Nos.  4055  and  4060  Automatic  Oil  Cut- 
Off  Valves. 

APPEARANCES— 

For  Petitioner:  S.  Charles  Sheer. 

ACTION  OF  BOARD— Laid  over  to  Nov.  14,  1922,  at 
2  p.  m.,  on  request  of  petitioner’s  representative. 


830-22-S. 

PETITIONER — Northern  Fire  Apparatus  Co. 
SUBJECT— Approval  of  Northern  Rotary  Pump. 
APPEARANCES— None. 

ACTION  OF  BOARD — Uaid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  report  from  engineer  of  board. 


840-22-S. 

P  ET I T I  ONER — Dean  Brothers. 

SUBJECT — 'Approval  of  Dean  Bros.  Duplex  Steam  Pump. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  ‘pending  report  from  engineer  of  board. 


447-22-S 

PETITIONER— The  H.  J.  M.  Howard  Mfg.  Co. 
SUBJECT — Approval  of  water  pressure  reducing  valves. 
APPEARANCES— 

For  Petitioner :  H.  J.  M.  Howard. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 


610-22-S. 

PETITIONER — C.  D.  Croker  Specialty  Co. 

SUBJECT — Approval  of  Croker  Automatic  and  Hand  Re¬ 
lease  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  subject  to  installation  for  inspection. 


799-22-S. 

PETITIONER— M.  E.  Reiburn. 

SUBJECT — 'Gas  Cut  Off  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m. 


H026-22-S. 

PETITIONER — The  Anthony  Company. 

SUBJECT — Approval  of  Anthony  Nebulyte  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — -Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  subject  to  installation  for  inspection. 


1064-22-S. 

PETITIONER — The  Thomas  Smith  Co.,  owner. 
SUBJECT — Approval  of  Thomas  Smith  Fire  Alarm  Bells. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Oct.  31,  19;22,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 


938-22-S. 

PETITIONER — The  Fuel  Oil  Burner  Corporation. 
SUBJECT — Approval  of  Johnson  Improved  Rotary  Fuel 
Oil  Burner. 

A  PPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  subject  to  installation  for  inspection. 


1104-22-S. 

PETITIONER — Dean  Brothers. 

SUBJECT — Approval  of  Dean  Fuel  Oil  Pump. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  subject  to  report  of  Engineer. 


1105-22-S. 

PETITIONER— Charles  D.  Haven. 

SUBJECT — Combustion  Fuel  Oil  Pump. 

ACTION  OF  BOARD — Laid  over  to  Oct.  31,  1922,  at 
2  p.  m. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 
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MINUTES 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals, 
held  on  Tuesday  morning,  October  10,  1922,  as  they  ap¬ 
peared  in  Bulletin  No.  42,  Vol.  VII,  are  hereby  corrected 
as  follows : 

(965-22-BZ) 

Whereas,  N.  Y.  Telephone  Company,  owner,  filed  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  “B”  area  district  an  extension  to  an  existing  telephone 
exchange  building  without  providing  a  yard  of  full  size 
as  required  by  the  zone  resolution;  premises  126-130  Or¬ 
chard  street,  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Oct.  10, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Orchard  street,  Delancey 


*lVords  “premises  126-130  Orchard  street,  Manhattan 


street  and  Rivington  street  are  in  “B”  area  district  and 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  11,  1922,  reads: 

“2.  A  lawful  rear  yard  and  court  should  be  main¬ 
tained.  Extension  as  proposed  is  unlawful  (Article  IV, 
Zoning  Resolution).”; 

and 

Whereas,  the  building  is  of  fireproof  construction,  five 
stories  in  height  with  a  frontage  of  66  ft.  8  in.,  and  a  depth 
of  84  ft.  5  in. ;  it  is  proposed  to  fill  in  the  centre  court 
at  the  rear  an  area  20  ft.  in.  by  19  ft.  10  in.,  the  wall 
of  the  proposed  extension  to  be  flush  with  rear  wall  of 
building;  and 

Whereas,  the  board  deemed  that  there  were  practical  dif¬ 
ficulties  in  complying  with  the  set  back  requirements  in 
that  it  would  involve  the  complete  rearrangement  of  the 
entire  switchboard  system  of  the  building. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  “B”  area  district  regu¬ 
lations  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  undef  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials.. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1J4-3 

cement. 

Mix,  4  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2-4 

cement. 

Mix,  5  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2^ -5 

Mix,  6  pounds 

of 

hydrated 

lime 

per 

bag 

of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon.  May  23,  1922, 
as  they  appeared  in  Bulletin  No.  22,  Vol.  VII.,  are  hereby 
corrected  as  follows : 

THE  RESOLUTION: 

(398-22-S) 

Whereas,  Alexander  C.  Postley,  Executor  for  Estate 
of  Maria  E.  Servoss.  filed,  March  15,  1922,  a  petition,  with 
the  board  of  standards  and  appeals  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  28  Beekman 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  at  the 
west  side  of  building  to  the  street,  said  passageway 
to  have  a  width  of  not  less  than  the  width  of  the 
stairway,  as  per  section  271  of  the  Labor  Law. 

“2.  Provide  an  additional  means  of  exit  from  the 
cellar,  sub-cellar  and  1st  story,  said  exit  to  be  located 
at  the  rear  of  the  building  in  accordance  with  the  pro¬ 
visions  of  section  271  of  the  Labor  Law. 

“3.  Extend  the  interior  stairway  at  west  side  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 

*Lines  starting  “ and  granted  as  to  item  3”  added. 


height,  21  ft.  by  85  ft.  in  area  in  the  1st  story  and  21  ft. 
by  76  ft.  in  area  above,  cellar  and  sub-cellar  being  equipped 
with  a  manual  operated  and  automatic  thermostatic  fire 
alarm  signal  system ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  5th 
story  with  scuttle  and  60  degree  stair  to  roof,  enclosed 
in  wood  and  glass  partitions  with  wood  and  glass  doors 
at  the  openings;  a  60  degree  fire  escape  on  the  front  of 
the  building  with  counterbalanced  stair  to-  street,  an  80 
degree  double  rung  fire  escape  on  the  rear  of  building, 
with  gooseneck  ladder  to  the  roof  and  vertical  ladder  to 
extension  roof  at  the  east,  with  fireproof  windows  along 
the  course  iof  the  front  fire  escape  ;  there  is  also  a  stairway 
at  the  rear  of  building  leading  from  cellar  to  the  1st 
story ;  and 

Whereas,  appellant  contends  that  the  board  of  review 
of  the  fire  department  modified  the  order. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be,  and  it  hereby  is  granted  as 
to  Item  No.  1,  on  condition  that  tell  tale  chains  be  pro¬ 
vided  in  accordance  with  recommendation  of  the  board 
of  standards  and  appeals,  and  granted  as  to  Item  No.  2 
on  condition  that  a  landing  platform  with  railing  36  in. 
high  be  -provided  in  the  rear  area  at  cellar  and  1st  story 
with  a  fixed  double  rung  ladder  from  the  subcellar  level 
tO'  the  yard  level  of  the  adjoining  premises  to  the  rear, 
and  granted  as  to  item  No.  3  on  condition  that  a  fixed 
iron  ladder  to  a  scuttle  in  the  roof  over  stair  hall  be  pro¬ 
vided. 


/ 


NOTICE 


The  Rules  adopted  by  the  Board  of  Standards  and  Appeals,  June  27,  1922,  governing  fire  extinguishing  appli¬ 
ances:  “Standpipe” — “Fire  Line”  will  be  published  in  pamphlet  form  and  ready  for  distribution  on  or  about  October 
15.  1922. 

Copies  of  these  rules  may  be  obtained,  without  charge,  on  application  at  the  office  of  the  Board,  or  will  be  mailed 
to  those  desiring  same,  if  the  request  is  accompanied  by  a  nine  and  one-half  inch  self-addressed  envelope  and  stamped 
with  four  cents  postage. 

Wm.  J.  O’Gorman,  Secretary. 


GENERAL  RESOLUTION 


CLASSIFICATION  OF  BUILDING  USED  FOR  DOCTORS’  OFFICES. 


The  board  of  appeals,  in  rendering  its  decision  on  an 
appeal,  December  5,  1916  (Cal.  262-16-A)  promulgated  the 
following  general  resolution : 

“In  the  opinion  of  the  board  of  appeals,  a  building  ar¬ 


ranged  for  and  devoted  to  doctors’  offices,  patients’  rooms 
and  laboratories  used  in  connection  with  such  doctors’ 
offices  is  deemed  to  be  a  sanitarium,  provided  that  such  a 
building  is  not  used  for  other  purposes,  except  a  single 
living  apartment  for  a  caretaker.” 


FORMS  For  notices  to  property  owners 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copv  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
ti: roe  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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THIRD  QUARTERLY 

REPORT 

Hon.  John  F.  Hylan, 

October  16 

,  1922. 

Mayor,  New  York  City. 

Sir : — I  have  the  honor  to  submit  the  third  quarterly  report  of  the 

'Board  of  Appeals  and  the 

Board  of 

Standards  and  Appeals  for  the  quarter  ending  September  30, 

1922,  summarized  as  follows : 

CASES  FILED  AND 

PENDING,  1922. 

First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

Appeals  from  Administrative  Orders  . 

199 

159 

109 

467 

Applications  under  Building  Zone  Resolution  . 

83 

100 

92 

275 

Petitions  for  Variations  of  Labor  Laws  . 

177 

136 

65 

378 

Petitions  for  Approval  of  Appliances  and  Materials  . 

20 

13 

10 

.43 

Petitions  for  Adoption  of  Rules  . 

4 

0 

0 

4 

Reopened  and  restored  to  Calendar  . 

30 

39 

16 

85 

Miscellaneous  Actions  . 

67 

66 

44 

177 

Total  1922  Cases  . 

580 

513 

336 

1429 

Cases  pending  December  31,  1921  . 

Additional  1921  Pier  Cases  awaiting  Court  Decision  .  6 

Additional  1921  Theatre  Cases  awaiting  Resolution  of  Board  of  Aldermen  .  5 


Total  Cases  end  of  Third  Quarter . : .  1829 


SUMMARY. 


Cases  pending  December  31,  1921  .  389 

Additional  1921  Pier  and  Theatre  Cases  .  11 

Cases  filed  up  to  and  including  September  30,  1922  .  . .  .1167 

Restored  to  calendar  .  85 

Miscellaneous  Actions. 

Requests  to  reopen  .  115 

Requests  to  amend  .  18 

Requests  for  modification  .  12 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  20 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  0 

Requests  for  interpretation  .  2 

Total  . 1829 

Disposed  of  . 1360 

Cases  pending  September  30,  1922  .  469 


Withdrawn  .  109 

Dismissed  .  n6 

Denied  .  173 

Granted  .  91 

Granted  on  condition  .  660 

Appliances  approved  .  21 

Appliances  disapproved  .  8 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  104 

Requests  to  reopen  denied  .  10 

Requests  to  amend  granted  .  18 

Requests  to  amend  denied  . 0 

Requests  for  modification  granted .  n 

Requests  for  modification  denied  .  1 


Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted 


Requests  for  extension  of  time  denied  .  0 

Rules  approved  .  3 

Rules  disapproved  .  j 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  2 

Requests  withdrawn  .  1 


To^  . 1360 


469 
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MEETINGS  OF  THE  BOARD. 


1  First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

Board  of  Appeals  . 

12 

13 

9 

34 

Board  of  Standards  and  Appeals  . 

17 

20 

7 

44 

Total  meetings  . 

29 

33 

16 

78 

Total  number  of  Inspections  . . 

8 

12 

4 

24 

CASES  DISPOSED  OF  BY  THE  BOARD  OF  APPEALS. 

First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

Appeals  from  Administrative  Orders  . 

161 

175 

100 

436 

Appeals  under  Building  Zone  Resolutions  . 

94 

100 

52 

.246 

Miscellaneous  Actions  . 

48 

36 

30 

114 

Total  disposed  of  . 

303 

311 

182 

796 

Appeals  pending  September  30,  1922  . 

378 

CASES  DISPOSED  OF  BY  BOARD 

OF  STANDARDS 

AND  APPEALS. 

* 

First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

Petitions  for  Variation  of  Labor  Law  . 

169 

187 

112 

468 

Petitions  for  approval  of  Appliances  and  Materials  . 

19 

5 

5 

29 

Petitions  for  the  Adoption  of  Rules  . 

2 

2 

0 

4 

Miscellaneous  Actions  . 

19 

30 

14 

63 

Total  disposed  of  . 

209 

224 

131 

564 

Petitions  pending  September  30.  1922  . 

91 

DISPOSITION  OF  1921  CASES. 


Pending  Disposed  of  Disposed 

of  Disposed 

of 

Pending 

Pier  Cases  awaiting  Court  Decision  . 

Dec.  31,  ’21  1st  Quarter  2d  Quarter  3rd  Quarter  Sept.  30,’  22 

.  42 

0 

0 

0 

42 

Theatre  Cases  awaiting  Resolution  of  Board  of 

Aldermen  5 

0 

0 

0 

5 

Appeals  from  Administrative  Orders  . 

. .  . .  125 

112 

13 

0 

0 

Applications  under  Building  Zone  Resolution  . . . 

.  90 

68 

18 

0 

4 

Petitions  for  Variation  of  Labor  Law  . 

.  101 

97 

4 

0 

0 

Petitions  for  Approval  of  Appliances  . 

.  25 

19 

1 

1 

4 

Petition  for  Adoption  of  Rules  . 

.  1 

1 

0 

0 

0 

Total  . 

297 

36 

1 

55 

CASES  PENDING  BEGINNING  THIRD  QUARTER. 


Appeals  from  Administrative  Orders  . .  164 

Appeals  under  Building  Zone  Resolution  .  149 

Petitions  for  variation  of  Labor  Law  .  62 

Petitions  for  approval  of  appliances  .  25 

Petitions  for  adoption  of  Rules  .  0 

1922  Theatre  cases  awaiting  resolution  of  B.  of  A . .  3 

Additional  1921,  Pier  and  Theatre  cases  . , .  11 

Balance  pending  from  1921  .  55 


Total  .  469 


MONEYS  RECEIVED. 


First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

Subscriptions  to  Bulletin  . 

.  $170.00 

$279.20 

$90.00 

$539.20 

Cash  sales  of  Bulletin  . 

.  57.16 

45.65 

33.45 

136.26 

Total  (paid  to  Chamberlain)  . 

.  $227.16 

$324.85 

$123.45 

$675.46 

Respectfully  submitted, 

WILLIAM  J.  O’GORMAN,  Secretary.  WILLIAM  E.  WALSH,  Chairman. 


PROGRESS  REPORT  ! 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  October  19,  1922  ....1239 

Restored  to  calendar  .  94 

Miscellaneous  Actions. 

Requests  to  reopen  .  134 

Requests  to  amend  . 22 

Requests  for  modification  .  14 

Requests  to  re'scind  .  0 

Requests  for  extension  of  time .  23 

Rules  proposed  .  4 

Requests  to  install  . 6 

Administrative  requests  .  1 

Requests  for  interpretation  .  4 

Total  . 1941 

Disposed  of  . I486 

Cases  pending  October  19,  1922  . 455 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted  .... 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . . 


117 

132 

189 

95 

713 

22 

10 


122 


11 

22 


0 

13 

1 

0 

0 

23 

0 

3 


0 

1 

0 

4 


Total 


1486 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  pica  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . . 

Street  . 

P.  O . 


1922. 


1 


My  subscription  is  to  begin  with  the  issue  for 
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12  noon. 

411  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
;iven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
October  20,  1922. 

Minutes  of  Meeting,  Board  of  Appeals,  October 
24,  1922. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
October  24,  1922. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 
iBoard  of  Standards  and  Appeals,  as  listed  in  the  Cab 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building. 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  October  31, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Wednesday,  November  8,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  ofi  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  IBoard. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file'  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plan^  must  indicate  the 
noints  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  tO'  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Cases  Filed  Week  Ending  October  26,  1922. 


Cal,  N. 

Department 

Order  No. 

1271-22-S . 

. LD-37873 

1270-22- A . 

. F-39006 

1269-22-S. . 

. F.D.  ... 

. LD-86589 

1268-22-BZ. . . . 

« 

. B.B.M.  , 

. N.  B.  154-1922 

1267-22- A . 

. F-39509 

1266-22-S . 

. B.B.M.. 

.33854  W.  21st  st,  Manhattan 

1265-22-S . 

. LD-28094 

1264-22-S . 

. LD-33596 

12 63 -2 2- A . 

. LC-75003 

1242-22- A . F.D . LC- 13855 

1241-22-BZ . B.B.B . N.  B.  17460-1922 

1240-22-BZ . F.D . N.  B.  1127-1922 


Restored  to  Calendar. 


49 1-22- A . F.D . '. . F-29651 


. 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  (Buildings..  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


1262-22-A . B.B.M . Viol.  No.  2535-1922 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  31,  1922,  at  2  p.  m. 


1261-22-BZ . 

. B.B.B . 

. Alt.  17152-22 

1260-22-S . 

. LD-38529 

1259-22-BZ . 

.  ...-.B.B.Bx . 

. Alt.  82-1922 

1258-22-BZ . 

. B.B.Q.  ..... 

. N.  B.  13706-1922 

1257-22-BZ . 

. B.B.M . 

. N.  B.  476-1922 

1256-22-S . 

. LD-38809 

1255-22-S . 

. F.D . 

. LD-39'853,  LD-39854 

1254-22-BZ . 

. B.B.M . 

. N.  B.  515-1922 

"1253 -22- A . 

. F.D.  . 

. LC-13522 

1252-224BZ . 

. B.B.B . 

. N.  B.  17667-1922 

1251-22-S . 

. LD-22918 

1250-22-BZ . 

. F.D . 

. LC-74756 

1249-22-S . 

. F.D . 

. Appliance 

1248-22-A  . 

. F.D . 

. C-13322,  LC-13773 

1247-22-BZ . 

. F.D . 

. LC-74667 

1246-22-BZ . 

. B.B.Bx.  ... 

. N.  B.  2420-1922 

1245-22-BZ . 

. B.B.B . 

. Alt.  15773-1922 

1 244-22- S . 

. F.D . 

. LD-8672 

1243-22-BZ . 

. B.B.B . 

. N.  B.  16471-1922 

Building  Zone  Cases. 

950-22-BZ. 

APPLICANT — Gerniaro  Devito,  owner. 

PREMISES— 1503  St.  Lawrence  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  and 
extension  of  an  existing  building  for  business  pur¬ 
poses. 


1061-22-BZ. 

APPLICANT — Otto  L.  Spannhake,  for  Anton  Bohaty, 
owner. 

PREMISES — 434  East  77th  street,  433  East  76th  street, 
Manhattan.  ^ 

TO  PERMIT  in  a  B  area  district  the  omission  of  side 
courts  in  proposed  3rd  story  as  required  by  the 
Building  Zone  Resolution. 


959-22-BZ. 

APPLICANT — Dietrich  Wortmann,  for  Chelsea  Fireproof 
Warehouse,  Inc.,  owner. 

PREMISES— 108-20  West  107th  street,  Manhattan. 

TO  PERMIT  in  a  154  times  district  the  erection  of  a 
building  in  excess  of  the  height  regulations. 

1018-22-BZ. 

APPLICANT — H.  L.  Brandt,  for  F.  Schuldes,  owner. 

PREMISES — 563  West  169th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  oc¬ 
cupancy  of  ground  floor  of  premises  from  residence 
to  business  use. 


877-22-BZ 

APPLICANT — Charles  B.  Meyers,  for  Lands  Estate,  Inc., 
owner. 

PREMISES — Northwest  corner  Longfellow  avenue  and 
East  172nd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  storage  of  more  than  5 
motor  vehicles. 

1107-22-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Irving  Feldman, 
owner. 

PREMISES — 659-665  West  158th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  2-story  garage  for  more  than  5  motor 
vehicles. 
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CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  October  31,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1098-22-A — 206  Water  street,  Manhattan. 

994-22-A— 2251-2253  Loring  place,  Bronx. 

962-22-A — Foot  of  51st  street.  Bush  Terminal  Building, 
No.  58,  Brooklyn. 

936-22-A — 296  Broadway,  Manhattan. 

1029-22-A — 64-66  5th  avenue,  Manhattan. 

1069-22-A — 2306-2342  Decatur  street,  Queens. 

1084-22-A— 2274  Bassford  avenue,  The  Bronx. 

1106-22-A — 21-29  Hopkins  street,  Brooklyn. 

1114-22-A — 4201-4223  1st  avenue,  Brooklyn. 

1216-22-A — 1260-1268  Westchester  avenue,  The  Bronx. 
1002-22-A — 104  East  104th  street,  Manhattan. 

1097-22-A — 521  West  130th  street,  Alanhattan. 

1117-22- A — 358  5th  avenue,  Manhattan. 

1123-22-A — 39-41  West  23rd  street,  20  West  24th  street, 
Manhattan. 

45-22- A — N.  E.  Cor.  Kingsbridge  road  and  Jerome  ave¬ 
nue,  The  Bronx. 

785-22-A — S.  E.  Cor.  East  180th  street  and  Boston  road, 
The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  H F.REB  /  GIVEN  hv  the  hon^d  of  appeals 
of  a  public  hearing-  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning.  October  31,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S,  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  motor  vehicle  repair  shop;  prem¬ 
ises  91-93  Hope  avenue,  Richmond. 
cal.  no.  919^22-BZ — Application,  July  10,  1922,  under  the 
building  zone  resolution,  of  Wesley  E. 
Bryde.  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  three  car  garage ;  premises  3065 
Perry  avenue,  The  Bronx. 

cal.  no.  1552-21-BZ — Application,  April  25,  1922,  under  the 
building  zone  resolution,  of  Edward  F. 
Hammel.  engineer,  on  behalf  of  Bea¬ 
trice  R.  Freeman,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis- 

•  missed  for  lack  of  prosecution,  to  per¬ 

mit  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  repair  shop: 
premises  718-720  Coney  Island  avenue, 
.  Brooklyn. 

cal.  no.  1558-21 -BZ — Application,  August  22,  1921,  under 
the  building  zone  resolution,  of  Harry 
S.  Sullivan,  applicant,  on  behalf  of 
Samuel  Epstein,  owner,  for  a  rehearing 
of  an  application  previously  dismissed 
for  lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  5  motor  vehicles ; 
premises  818-822  Gates  avenue,  Brook¬ 
lyn. 

cal.  no.  453-22-BZ — Application,  March  28,  1922,  under 
the  building  zone  resolution,  of  Mark 
B.  B.ennitt,  applicant,  on  behalf  of  Til- 
lie  Opitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage :  premises  7806  Beaufort  ave¬ 
nue,  Woodhaven,  Queens. 


cal.  no,  1172-21-BZ — Application,  April  18,  1922,  under  the 
'  building  zone  resolution,  of  Monte 

,  London,  attorney,  on  behalf  of  Patrick 

C.  Meyers,  owner,  for  a  rehearing  of 
,  an  application  previously  dismissed  for 

lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185  th 
street,  Manhattan. 

cal.  no.  1042-22-BZ — Application,  August  15,  1922,  under 
the  building  zone  resolution,  of  Albert 
Ullrich,  architect,  on  behalf  of  Bor¬ 
den’s  Farm  Products  Co.,  Inc.,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
extension  in  area  of  a  wagon  shed  and 
stable ;  premises  2378-2390  Gravesend 
avenue,  Brooklyn. 

cal.  no.  ^1057-22-BZ — Application,  August  19,  1922,  under 
the  building  zone  resolution,  of  Stock- 
ton  Chambers,  Inc.,  applicant  and  own¬ 
er,  to  permit  in  a  residence  district  the 
maintenance  of  a  Tea  Room;  premises 
306  West  109th  street,  Manhattan. 
cal.  no.  1093-22-BZ — Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Cross 
and  Cross,  architects,  on  behalf  of  379 
Madison  avenue,  Inc.,  owner,  to  permit 
in  a  2  times  district  the  erection  of  a 
building  in  excess  of  the  height  regu¬ 
lations  ;  premises  379  Madison  avenue, 
northeast  corner  of  East  46th  street, 
Manhattan. 

cal.  NO.  1137-22-BZ— Application,  September  22,  1922,  under 
the  building  zone  resolution,  of  Martin 
James  Fielder,  architect,  on  behalf  of 
Tillie  S.  Feldman,  owner,  and  Eugene 
S.  Preston,  lessee,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  an  oil  stor¬ 
age  plant;  premises  S.  S.  Buel  avenue, 
1030  ft.  East  of  Richmond  road,  Don- 
gan  Hills,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  31,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1020-22-S — 433  East  15th  street,  Manhattan. 

1O80-22-S — 1998  Nostrand  avenue,  Brooklyn. 

1 101-22- S — 342  6th  avenue,  Manhattan. 

1008-22-S — 99-101  Bedford  avenue.  Brooklyn. 

1075-22-S — N.  S.  Hamilton  street.  86  ft.  11  in.  East  of 
Catherine  street,  Manhattan. 

1113-22-S — 1104  Liberty  avenue,  Brooklyn. 

1072-22-S — 249  West  18th  street,  Manhattan. 

1100-22-S— 319-321  East  44th  street,  Manhattan. 
1110-22-S— 1-11  West  39th  street,  Manhattan. 

247-21- S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell ;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

1 115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
i1 73-22- S — Anti-Svphon  Valve,  approval  of. 

11 84-22- S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1193-22-S — Richmond  Gravity  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
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1064-22-S— Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
918-22-S — The  Williams  Oi.l-O-Matic  Fuel  Oil  Burner, 
approval  of. 

'  '"-S-  Sir-p’ex  Fuel  Oil  Burner,  approval  of — 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  8,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

771-22-BZ. 

APPLICANT — Samuel  RQsenblum,  for  Charles  Levy, 
lessee. 

PREMISES — 400  West  126th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

929-22-BZ. 

APPLICANT — Samuel  Rosenblum,  for  May  P.  Korn, 
owner. 

PREMISES — 223  West  79th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  oc¬ 
cupancy  from  residence  to  business  purposes. 

987-22-BZ. 

APPLICANT — George  Starin  Cowles,  for  Edward  S. 
Cowles,  owner. 

PREMISES — 591  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  oc¬ 
cupancy  of  the  basement  of  a  sanitarium  to  busi¬ 
ness  purposes. 

1 076-22-BZ. 

APPLICANT— Charles  D.  Cords,  for  P.  Chauncey  Ander¬ 
son,  attorney  in  fact  for  Eugene  A.  Lachaise,  own¬ 
er. 

PREMISES — 204-210  Saratoga  avenue,  northwest  corner 
Hull  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  5  motor  vehi¬ 
cles. 

1086-22-BZ. 

APPLICANT— William  A.  West,  owner. 

PREMISES — 121  West  54th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  the  storage  of  15  motor  vehicles. 

1095-22-BZ. 

APPLICANT — -Alfred  G.  Kraft,  for  United  States  Trust 
Company  of  New  York,  owner. 

PREMISES — 145  West  54th  street.  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars,  also  to  permit  such 
garaere  to  be  located  in  a  portion  of  a  street,  in 
which  portion  there  'exists  a  school. 

1 125-22-BZ. 

APPLICANT — -Jamaica  Water  Supply  Co,  owner. 

PREMISES — E.  S.  IBirsch  street,  210  ft.  south  of  Swanee 
avenue,  Richmond  Hill,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  electric  pumping  station. 

1175-22-BZ. 

APPLICANT — Magnuson  &  Kleinert,  for  Samuel  Green- 
vald  &  Sons,  owners. 

PREMISES — 1365-1375  Bushwick  avenue,  northeast  cor¬ 
ner  Decatur  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

i°n5-2?-BZ. 

APPLIC  ANT — William  F.  Doyle,  for  Barney  Impt.  Co., 
Inc.,  owner. 


PREMISES — Northwest  corner  Amsterdam  avenue  and 
West  186th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 


BOARD  OF  APPEALS. 

Wednesday,  November  8,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1127-22-A — 44  Trinity  place,  Manhattan. 

1129- 22-A — 217-227  Livonia  avenue,  365-375  Chester  street, 

Brooklyn. 

1130- 22-A — 1129  Remsen  avenue,  Far  Rockaway,  Queens. 
1083-22-A — 1093-1095  Gravesend  avenue,  50  Elmwood  ave¬ 
nue,  Brooklyn. 

1144-22-A — 2066-2068  1st  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution.  Wednesday  morning,  November  8,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  793-22-BZ — Application,  June  6,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Charles  Flury,  owner,  to  permit  in  a 
residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  3-car  pub¬ 
lic  garage  and  the  erection  of  an  addi¬ 
tional  1-car  garage ;  premises  1900 
Wallace  avenue,  The  Bronx. 

cal.  no.  1013-22-BZ — Amplication,  August  2,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Isidore  Cuba,  owner,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  busi¬ 
ness  building;  740-744  Coster  street, 
The  Bronx. 

cal.  no.  1047-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Charles 
Kreymborg,  architect,  on  behalf  of  Mt. 
Eden  Realty  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  of  a 
business  building;  premises  18  West 
Fordham  road,  The  Bronx. 

cal.  no.  1096-22-BZ — Application,  September  7.  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Akibo  Margolin,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
garage  for  more  than  5  motor  vehicles  ; 
premises  760  Southern  boulevard,  The 
Bronx. 

cal.  no.  1227-22-BZ — Application,  October  14,  1922.  under 
the  building  zone  resolution,  of  Charles 
Morris,  applicant,  on  hehalf  of  Metro¬ 
politan  Fireproof  Warehouse  Corp., 
owner,  to  permit  the  erection  of  a  busi¬ 
ness  building  extending  partly  into  a 
residence  district,  also  to  permit  a  por¬ 
tion  of  the  83rd  street  wall  to  exceed 
the  height  limit  set  bv  the  Zone  Rero- 
lution  ;  premises  168  West  83rd  street. 
471-475  Amsterdam  avenue,  Manhat¬ 
tan. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Wednesday,  November  8,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

849-22-A — 354  Bowery,  Manhattan. 

1082-22-A — Canarsie  Lane,  East  45th  street,  Avenue  D, 
East  47th  street  and  Clarendon  road, 
Brooklyn. 

976-22-A — 104  South  4th  street,  Brooklyn. 

1000-22-A — 420-426  East  105th  street,  Manhattan. 

1063-22-A — 305  Broadway,  Manhattan. 

1035-22-A — 46  West  98th  street,  Manhattan. 

49D22-A — 129-135  12th  avenue,  Brooklyn. 

420-22- A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22- A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

24 4 - 22- A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — '556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  hounded  by  Kent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing '  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  afternoon,  November  8,  1922, 
at  2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  1473-21-BZ — Application,  November  28,  1924,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 
building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles ;  space  to  be  rented  to  persons 
not  residing  on  the  premises ;  1218 
Bushwick  avenue,  Brooklyn. 

cal.  no.  821-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Charles 
M.  Spindler,  applicant,  on  behalf  of 
Edward  W.  Pica,  owner,  to  permit  in 
an  unrestricted  district  the  mainten¬ 
ance  of  a  garage  for  more  than  five 
motor  vehicles  on  the  same  street  with 
‘  a  public  school;  premises  190  Varick 
street,  57  King  street,  Manhattan. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
_  Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 
cal.  no.  1005-22-BZ — Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  James  P. 


Whiskeman,  architect,  on  behalf  of 
Sylvia  R.  Fromm,  owner,  to  permit  in 
a  business  district  the  extension  in  area 
to  an  existing  garage ;  premises,  1003- 
1005  Morris  avenue,  The  Bronx. 
cal.  no.  1092-22-BZ — Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Harold 
J.  Crookes,  applicant,  on  behalf  of 
Herman  R.  Maier,  owner,  and  Fort 
George  Automobile  Club,  lessee,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  3-story  garage  for  more  than  5 
motor  vehicles ;  premises  4432-4438 
Broadway,  Manhattan. 

cal.  no.  203-22-BZ — Application,  February  11,  1922,  under 
the  building  zone  resolution,  of  Russell 
Fraser,  applicant,  and  Rose  Bowden, 
executrix,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  one  commercial  car ;  prem¬ 
ises  115  Lexington  avenue,  Maspeth, 
Queens. 

cal.  no.  1221 -21-BZ— Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages ; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

Tuesday,  November  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

903- 22- A  — 538-64  Johnson  avenue,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

1019-22-A — 563  West  169th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  14,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  972-22-BZ — Application,  July  25,  1922,  under  the 

building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

cal.  no.  1071-22-BZ — Application,  August  24,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Billingsley  Holding  Corporation,  own¬ 
er,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5 
motor  vehicles ;  premises  east  side  Jer¬ 
ome  avenue,  113.06  ft.  north  of  East 
170th  street,  The  Bronx. 

cal.  no.  728-2 2 -BZ — Application,  June  30,  1922,  under  the 
building  zone  resolution  of  R.  Thomas 
Short,  applicant,  on  behalf  of  Clark- 
Johnson  Co.,  owner,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  f  or  more  than  five  motor  vehicles  ; 
premises  15-27  Bedford  place,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


1145 


CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  14,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

895-22-S — 36  West  56th  street,  Manhattan. 

988-22-S — 258  Wythe  avenue,  Brooklyn. 

1131-22-S — 41  West  24th  street,  Manhattan. 

1136-22-S — 1139  Tiffany  street,  The  Bronx. 

582-22-S — 120-122  West  60th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

546- 22-S _ Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S  — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

1230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of — 


BOARD  OF  APPEALS. 

Tuesday,  November  21,  1922,  at  10  a.  m. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  21,  1922,  M 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  1037-22-BZ — Application,  August  12,  1922,  under 
the  building  zone  resolution,  of  Frank 
Hausle,  architect,  on  behalf  of  John 
L.  Miller,  owner,  to  permit  partly  iri 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles;  premises  northeast  corner  of 
West  218th  street  and  10th  avenue, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  21,  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

95 7 -22- S _ Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S _ Ford  Fire  Line  Reducing  Valve,  approval  of. 

357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S _ Elkhard  Brass  Company,  Siamese  Connection, 

approval  of. 

13-21-S — Dahl  Oil  Burner 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S _ The  Surface-Combustion  Company  Low  Pres¬ 

sure  Gas  and  Oil  Burner,  approval  of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S _ Dean  Bros.  Duplex  Steam  Pump,  approval  of. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

6io-22-S  —  Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
938-22-S— The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-S. — Dean  Fuel  Oil  Pump,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  November  24,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1 187-2 1-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21 -A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A— 779  DeKalb  avenue,  Brooklyn. 

1671-2 1-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

171 1-21 -A — 513-523  West  24th  street,  Manhattan. 

67-22-A — (Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A— 329-337  Broadway.  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River.,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19- A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.)  _ 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 
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890-19-A — Pier  70,  East  River,  Manhattan. 

265-20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 
Brooklyn. 

26G-20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 
Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 


383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan.  ' 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541-21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 


1542-21-A — Pier  3,  between 

lyn. 


Main  and  Dock  streets, 


Brook- 


1543- 21-A— Pier  2,  between  Main  and 

lyn. 

1544- 21-A — Pier  2,  between  Main  and 

lyn. 

1545- 21-A — Pier  2,  between  Main  and 

lyn. 


Dock  streets, 
Dock  streets, 
Dock  streets, 


Brook- 

Brook- 

Brook- 


MINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  OCTOBER  20,  1922. 
Present — Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
838-22-A. 

APPELLANT — Elizabeth  Blumenauer,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 373-379  East  151st  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Joseph  Whelan. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Hol¬ 


land,  Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  and  Fire  Chief 

Kenlon  .  2 

Absent  . 0 

THE  RESOLUTION : 

(838-22-A) 


Whereas,  Elizabeth  Blumenauer,  owner,  filed,  June  19, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  373-379  East 
151st  street,  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  for 
more  than  5  motor  vehicles  on  these  premises.”; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  in 
height,  75  ft.  by  28  ft.  in  area,  occupied  as  garage,  located 
in  a  business  district  on  the  same  street  with  a  school; 

and 


Whereas,  appellant  contends  that  the  building  was  used 
as  a  stable  prior  to  March,  1916,  and  has  been  used  as  a 
garage  for  more  than  10  cars  since  that  date ;  and 
Whereas,  appellant  has  filed  certificate  of  occupancy  is¬ 
sued  by  the  superintendent  of  buildings  May  12,  1922,  and 
has  filed  affidavits  as  to  the  use  of  the  building  as  a  garage 
since  February,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition,  that  the  ceiling  of  the  garage  be 
fire  retarded  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals ;  that  the  use  and  occupancy  be 
limited  and  restricted  to  the  same  use  and  occupancy  exist¬ 
ing  at  present,  namely,  garage  for  ten  (10)  cars. 


899-22-A. 

APPELLANT — John  M.  Chapman,  for  Metropolitan  Velo¬ 
drome  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— South  side  225th  street  150  ft. 

west  of  Exterior  street,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Geprge  H.  Young. 

For  Administration :  Inspector  Gilroy  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty  and  Boulton  . .  2 

Negative :  Chairman  Walsh,  Messrs.  Holland, 
Kearney,  Kerby,  and  Fire  Chief  Kenlon..  5 

Absent  . .  0 

THE  RESOLUTION: 

(899-22-A) 

Whereas,  John  M.  Chapman,  for  Metropolitan  Velo¬ 
drome  Company,  Inc.,  owner,  filed,  July  6,  1922,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  south  side  of  225th  street,  150 
ft.  west  of  Exterior  Street,  The  Bronx;  and 
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Whereas,  the  decision  of  the  fire  commissioner  reads : 

“1.  Regulation  standpipe  equipment  with  4  in.  risers 
and  regulation  supply  and  Siamese  steamer  connections 
must  be  provided.” ; 

and 

Whereas,  the  building  is  frame,  1  story  in  height,  330 
ft.  by  560  ft.  in  area,  occupied  as  a  Velodrome ;  and 
Whereas,  appellant  contends  that  the  building  is  located 
outside  the  fire  limits  and  is  classified  as  a  special  structure 
being  used  for  open  air  athletic  contests;  and 

Whereas,  appellant  further  contends  that  the  building  is 
equipped  with  24  liquid  gas  fire  extinguishers;  24  axes,  24 
hooks ;  60  fire  buckets  and  twenty-two  500-gal.  water  bar¬ 
rels;  and  that  there  are  no  dwellings  within  two  blocks  of 
the  structure  and  that  the  lower  level  of  the  building  is  15 
ft.  below  the  street  level. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1082-22-A. 

APPELLANT — McVeigh  &  McCrodden,  lessees. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— Canarsie  Lane,  East  45th 
street,  Avenue  D,  East  47th  street  &  Clarendon 
road,  Brooklyn. 

APPEARANCES— 

For  Appellant:  William  H.  Goode. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  November  8,  1922, 
at  2  p.  m.,  to  permit  appellant  to  obtain  additional 
documentary  evidence. 


527-22-A. 

APPELLANT — {Samuel  Rosenblum,  for  Maurice  H. 
Steinfeils,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 53  Mercer  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Lieberman  of 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kearney,  Kerby 

and  Fire  Chief  Kenilon  .  1 

Negative  .  0 

Absent  . •  •  •  •  0 

THE  RESOLUTION: 

(527-22-A) 

Whereas,  Samuel  Rosenblum,  for  Maurice  H.  Steinfels, 
owner,  filed,  April  11,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  55  Mercer  street,  Manhattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“2.  Discontinue  the  storage  of  more  than  5  tons  of 
combustible  fibres,  Sec.  24,  Par.  6,  Chapter  10.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories,  in 
lieight,  25  ft.  by  123  ft.  10  in.  irregular  in  area,  occupied, 
1st  story,  storage  of  clippings  and  remnants,  1  person ;  2nd 
story,  storage  of  clippings  and  remnants,  3  persons;  3rd 
story,  printer  and  mfr.  bankers  envelopes,  12  persons;  4th 
story,  leather  mfr.,  1  to  5  persons;  5th  story,  silversmiths, 
15  persons ;  the  means  of  egress  consisting  of  an  interior 
enclosed  stairway  and  a  fire  escape  on  the  front  of  the 
building  with  fireproof  windows  along  the  course  of  the 
fire  escape  and  a  counter-balanced  stair  to  the  street,  the 
building  being  equipped  with  sprinkler  pipes;  and 


Whereas,-  appellant  proposes  to  connect  sprinkler  pipes 
to  a  separate  tank  and  contends  that  the  factory  occupancy 
is  limited. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  of,  combustible  fibre 
be  limited  to  not  more  than  20  tons,  confined  to  the  base¬ 
ment  and  1st  story  ;  that  the  entire  building  be  sprinklered 
in  accordance  with  the  rules  of  the  board  of  standards  and 
appeals ;  that  the  side  walls  and  ceiling  of  the  basement  be 
fire  retarded,  any  openings  to  be  protected  with  fireproof, 
self-closing  doors. 


395-22 -A. 

APPELLANT — Edhas  Realty  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED- — 1450  Flushing  avenue,  Mas- 
peth,  Queens. 

APPEARANCES— 

For  Appellant:  Benjamin  H.  Roth. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION1  OlF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 
Kenlon  .  6 


Negative:  Mr.  Holland  .  I 

Absent  .  0 

THE' RESOLUTION: 


(395-22-A) 

Whereas,  Edhas  Realty  Company,  owner,  filed,  March 
16,  1922,  an  appeal,  with  the  board  of  appeals,  from  an  or¬ 
der  of  the  fire  commissioner,  affecting  premises  1450  Flush¬ 
ing  avenue,  Maspeth,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads :  j 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2 y2  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs)  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2p2  inch  standard  hose  attached  thereto. 

“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times.  Standpipe  to  be  con¬ 
nected  with  one  two-way  3  inch  Siamese  connection  with 
clapper  valves  and  caps  and  signs,  placed  on  street 
front  of  building  at  least  18  inches  and  not  more  than 
two  feet  above  sidewalk  in  a  horizontal  position  ac¬ 
cessible  to  the  Fire  Department.”  ; 

and 

Whereas,  the  building  is  of  non-fireproof  (mill)  con¬ 
struction,  3  stories  at  front  and  2  stories  at  rear  in  height, 
80  ft.  by  200  ft.  in  area,  occupied  for  the  manufacture  of 
belts  and  suspenders,  35  persons  on  the  1st  story  and  100 
persons  on  the  2nd  story ;  the  means  of  egress  consisting 
of  two  fireproof  enclosed  stairways,  one  at  each  end  of  the 
building,  extending  from  the  1st  story  to  the  roof;  the 
building  being  protected  by  an  automatic  sprinkler  sys¬ 
tem  ;  and 

Whereas,  the  appellant  contends  that  the  building  is  lo¬ 
cated  on  a  corner  and  that  the  pressure  in  the  street  main 
is  80  lbs.  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  sprinkler  system,  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals  and 
approved  by  the  fire  department,  be  installed  ;»nd  main¬ 
tained. 
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783-22-A. 

APPELLANT— The  A  gress  Construction  Co.,  owner. 

SLBTECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 420  East  21st  street  and 
2015  Cortelyou  road,  Brooklyn. 
APPEARANCES— 

For  Appellant:  E.  A.  Pierce. 

For  Administration:  Inspector  Ort  oif  fire  de¬ 
partment,  Peter  C.  Spence,  chief  of  bureau  of 
fire  prevention  and  Commissioner  Mann  of  the 
tenement  house  department. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  ICerby  and 


Fire  Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION: 


(783-22-A) 

Whereas,  the  Agress  Construction  Co.,  owner,  filed, 
June  5,  1922,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  420  East 
21st  street  and  2015  Cortelyou  road,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  reads : 

“Remove  all  fuel  oil  from  storage  tank  and  discon¬ 
tinue  the  further  storage  of  fuel  oil  on  premises  *  *  *” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
4  stories  in  height,  93  ft.  by  85  ft.  in  area,  occupied  as  an 
apartment  house,  6  families  in  the  1st  story  and  8  families 
on  each  of  the  upper  stories ;  there  exists  a  fuel  oil  burn¬ 
ing  system  in  the  cellar ;  and 
Whereas,  appellant  contends  that  Grade  A  fuel  oil  is 
being  used  and  that  it  is  not  preheated,  that  the  tank  is 
buried  outside  the  building  in  solid  concrete  6  ft.  below 
the  ground,  and  that  the  tank  contains  2,500  gallons,  that 
the  feed  is  pump  suction  only  and  that  the  burner  is  an 
S.  G.  Johnson  Co.’s  rotary  burner;  and 
Whereas,  the  appellant  had  niot  obtained  an  approval  from 
the  fire  commissioner  on  the  proposed  fuel  oil  burning  equip¬ 
ment  for  fuel  oil  burning  installation  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
and  the  appellant  referred  'back  to  the  fire  commissioner 
to  submit  plans  for  consideration  and  approval  for  a  fuel 
loil  burning  installation  and  equipment  on  these  premises  in 
accordance  with  the  fuel  oil  rules  of  board  of  standards 
and  appeals. 


420-22-A. 

APPELLANT — Kings  County  Lighting  Co.,  ownn. 
SUBTECT — Anpeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 'West  side  of  1st  avenue 
from  54t'h  to  55th  streets,  Manhattan. 

A  PPE  A  R  A  NC  ES — N  on  e . 

ACTION  OF  BOARD1 — Laid  over  to  November  8,  1922. 

at  2  p.  m.,  pending  inspection  by  committee  of 
board. 


242-22-A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis,- 
sioner. 

PREMISES  AFFECTED — 556  Ken*:  avenue,  Brooklyn. 
APPEARANCES— 

For  Anoellant-  Robert  W.  Bush. 

ACTION  OF  BOARD — -Laid  over  to  November  8,  1922. 

at  2  p.  m.,  pending  inspection  by  committee  of 
board. 


2- A. 

APPELT  4FT — R.  W.  Rush,  for  the  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJFCT — 'Appeal  from  order  of  the  fire  commissioner. 


PREMISES  AFFECTED — 2nd  avenue,  bounded  by  Go- 
wanus  CanaJl,  11th  and  12th  streets,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

For  Administration:  None. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1922. 
at  2  p.  m.,  pending  inspection  by  committee  of 
board. 


244-22-iA. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — ^Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 'South  side  of  Maspeth  ave¬ 
nue,  92  ft.  east  of  Vandervoort  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

„  For  Administration:  None. 

ACTION  OF  LB OARD — 'Laid  over  to  November  8,  1922. 

at  2  p.  m.,  pending  inspection  by  committee  of 
board. 


245-22-A. 

APPELLANT — F.  W.  Bush,  :_or  The  Brooklyn  Union 
Gas  Co.,  owner. 

STIBTEOT — 'Anneal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — Nevins  street,  bounded  by 
Douglas,  3rd  avenue  and  Degraw  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Robert  W.  Bush. 

For  Administration:  None. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1922, 
at  2  p.  m.,  pending  inspection  by  committee  of 
board. 


342-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 556  Kent  avenue  (Nassau  Gas 
Works),  Brooklyn. 

APPEARANCES— 

For  Appellant :  Robert  W.  Bush 
For  Administration :  None. 

ACTION  OF  BOARD — Laid  over  to  November  8.  1922,  at 
2  p.  m.,  pending  inspection  by  committee  of  board. 

34.3-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union  Gas 
Co.,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 433  Hoyt  street,  Brooklyn 
(Citizens  Gas  Works). 

APPEARANCES— 

For  Appellant :  Robert  W.  Bush. 

For  Administration :  None. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1922, 
at  2  p.  m.,  pending  inspection  by  committee  of 
board. 


459-22-A. 

APPELLANT — R.  W.  IBush,  for  The  Brooklyn  Union  Gas 
Co.,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Kent  avenue,  from  No.  11th  to 
No.  12th  streets,  East  River,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

For  Administration :  None. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1922,  at 
2  p.  m.,  pending  inspection  by  committee  of  board. 
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635-22-A. 

APPELLANT — Benj.  Ascher. 

SUBJECT — Request  for  modification  of  resolution  of  June 
6,  1922. 

PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  Benj.  Ascher. 

For  Administration :  None. 

ACTION  OF  BOARD— Appeal  reopened;  resolution  of 
June  6,  1922,  modified. 

CONDITIONS' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(635-22-A) 

Whereas,  Benjamin  Ascher,  for  Julian  C.  Juillard, 
owner,  filed,  May  2nd,  1922,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  1600  Broadway,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

“1.  Additional  vaults  in  this  building  will  not  be 
permitted  by  the  Fire  Commissioner.” ; 

and 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
113  ft.  8*4  in.  by  104  ft.  5*4  in.  in  area,  occupied,  lofts; 
and 

Whereas,  an  application  was  filed  in  the  bureau  of  fire 
prevention  to  permit  the  installation  of  a  film  vault  on  the 
9th  story,  the  tenant  on  the  8th  story  proposing  to  re-locate 
on  the  9th  story ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  June  6,  1922,  and  appellant  requested  a  modification 
of  the  conditions,  the  fire  commissioner  having  objected  to 
the  installation  of  vaults  under  date  of  August  29,  1922, 
as  follows: 

“1.  Arrangement  and  locating  of  vents  through  stair 
tower  not  satisfactory.” . 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  capacity  of  the  vault  be 
limited  to  1500  reels  of  1000  ft.  of  film  each;  that  the 
vault  be  equipped  in  accordance  with  the  fire  department 
regulations  and  the  rules  of  the  board  of  standards  and  ap¬ 
peals,  and  constructed  in  conformity  with  the  requirements 
of  the  building  code,  except  that  the  vent  may  terminate 
on  the  rear  wall  of  the  building. 


1253-21-A. 

APPELLANT— James  F.  Delaney. 

SUBJECT — Request  for  interpretation  of  the  board’s  de¬ 
cision. 

PREMISES  AFFECTED— West  side  of  Spuyten  Duyvil 
Parkway,  10  5  ft.  south  of  Broadway,  The  Bronx. 
APPEARANCES— 

For  Appellant :  James  F.  Delaney. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  laid  over  to  October  24, 
1922. 


BUILDING  ZONE  CASES. 

1473-21-BZ. 

APPLICANT— Wm.  H.  Mohrmann,  applicant  and  owner. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  five-car  garage. 

PREMISES  AFFECTED — 354  87th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arthur  M.  Sommers. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1922,  at 
2  p.  m.,  to  check  up  consents  filed  October  20,  1922. 


1172-21-BZ. 

APPLICANT — M'Ontet  London,  attorney,  on  behalf  of 
Patrick  C.  Meyers,  owner. 

SUBJECT — Application  for  a,  rehearing  of  an  application 
previously  dismissed  for  lack  of  prosecution;  to 
permit  in  a  residence  district  the  maintenance  of 
a  one-story  public  garage. 

PREMISES  AFFECTED — 4342  Broadway,  northeast  cor¬ 
ner  of  185th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Monte  London. 

For  Opposition  :  Frank  Locker. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1922,  to 
check  up  consents  filed  October  20,  1922. 


1465-21-BZ. 

APPLICANT — Andrew  P.  Meehan,  applicant,  on  behalf 
of  Elizabeth  J.  Colgan,  owner. 

SUBJECT— Application  for  rehearing  of  an  application 
previously  dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  maintenance  of 
five  individual  garages.  , 

PREMISES  AFFECTED — 1218  Bushwick  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Andrew  P.  Meehan,  Elizabeth  J. 
Colgan. 

For  Opposition :  Capt.  Daniel  Rogers  of  the  fire 
department,  Mrs.  George  M.  Baumann,  Mrs. 

L.  Hohner,  Mrs.  J.  Donaghy,  Mrs.  M.  Simp¬ 
son,  Miss  N.  Buckley,  Mrs.  W.  Burns,  Miss 

M.  O’Keefe,  Mr.  R.  Hubbs. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1922,  at 
2  p.  m.,  for  final  hearing. 


821-22-BZ. 

APPLICANT' — Charles  M.  Spindler,  applicant,  on  behalf 
of  Edward  W.  Pica,  owner. 

SUBJECT — Application  to  permit  in  an  unrestricted  dis¬ 
trict  the  maintenance  of  a  garage  for  more  than 
five  motor  vehicles  on  the  same  street  with  a  pub¬ 
lic  school. 

PREMISES  AFFECTED — 190  Varick  street,  57  King 
street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1922, 
at  2  p.  m.,  to  submit  proof  as  to  how  building 
was  erected. 


563-22-BZ. 

APPLICANT — -John  J.  Dunnigan,  architect,  on  behalf 
of  Isaac  Kersten,  owner. 

SUBJECT — (Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  cars. 

PREMISES  AFFECTED — 2710-2730  Jerome  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — -Application  laid  over  to  No¬ 
vember  8,  1922,  at  2  p.  m.,  on  request  of  objec¬ 
tors. 


555-22-BZ 

APPLICANT — Edward  B.  Hittlemann,  owner. 
SUBJECT— (Application  to  permit  in  a  business  district 
the  conversion  of  a  public  stable  into  a  two- 
story  garage  for  more  than  five  mo‘or  vehicles. 
PREMISES  AFFECTED  —  359-363  Pulaski  street, 
Brooklyn. 
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APPEARANCES— 

For  Applicant:  William  F.  Doyle,  Edward  B. 
Hittlemann. 

For  Opposition:  Leo  Cohen,  Miss  C.  Reilly, 


Miss  L.  Bauer,  John  Harrison. 

ACTION  OF  BOARD — 'Application  denied. 

THE  VOTE— 

Affirmative:  Mr.  Holland .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent  .  0 

THE  RESOLUTION: 

(555-22-BZ) 


Whereas,  William  F.  Doyle,  ifor  Ed.  B.  Hittlemann, 
owner,  filed,  April  13,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  reconstruction  of  an  existing  stable  building  and 
change  the  use  to  a  garage  for  storage  of  more  than 
five  motor  vehicles,  premises  359-363  Pulaski  street, 
Brooklyn;  and 

Whereas,  a  public  ‘hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  special  meeting  Oc¬ 
tober  20,  1922,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the 
building  zone  resolution  show  that  Pulaski  street,  Lewis 
avenue  and  Stuyvesant  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  17,  1922,  in  acting  on  App.  No. 
852-1922  reads: 

“Proposition  as  to  reconstruction  and  alteration 
as  to  present  public  garage  and  storage  building 
and  which  building  was  partially  converted  from 
stabile  under  permit  10520-21  and  was  permitted  at 
that  time  as  in  compliance  with  art.  2,  sec.  6,  no 
structural  changes  being  made — is  now  considered 
to  be  in  violation  oif  same — therefore  above  is  de¬ 
nied.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  74  ft 
2  in.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage 
for  more  than  5  motor  vehicles  ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 


1221-21-BZ. 

APPLICANT — Paul  G.  Mack,  applicant  and  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  five  individual  garages. 

PREMISES  AFFECTED — 111-113  Grove  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  George  D.  Frion. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  laid  over  to  Novem¬ 
ber  8,  1922,  at  2  p.  m.,  to  permit  application  to  be 
amended. 


701-22-BZ. 

APPLICANT — August  Kroepke,  applicant  and  owner. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  four-car  garage. 
PREMISES  AFFECTED — 2261  Powell  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  McKee  and  Mr.  Meyers. 
For  Opposition :  None. 

ACTION  OF  BOARD^— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  . t .  o 

Absent:  Fire  Chief  Kenlon  . 1 

THE  RESOLUTION: 

(701-22-BZ) 


Whereas,  August  Kroepke,  owner,  filed,  May.  16,  1922, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for  the 
storage  of  four  motor  vehicles ;  premises  2261  Powell,  ave¬ 
nue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  October  20, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Powell  avenue  and  Have- 
meyer  avenue  are  residence  districts  and  Cattlehill  avenue 
is  a  business  district ;  and 

Whereas,  the  order  of  the  fire  commissioner  rendered 
December  1,  1921,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  in  which 
is  kept  motor  vehicles  that  are  subject  to  charges  for 
storage  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  2  stories 
in  height  with  a  frontage  of  28  ft.  4  in.  and  a  depth  of 
18  ft.  5  in.,  occupied  as  a  garage  for  four  automobiles 
of  the  pleasure  car  type,  four  spaces  rented  to  persons  not 
residing  on  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  81.6  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution;  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity  of 
the  garage  be  limited  to  four  automobiles  of  the  pleasure- 
car  type,  space  for  three  of  which  may  be  rented  to  per¬ 
sons  not  residing  on  the  premises ;  and  on  the  further 
condition  that  the  interior  of  the  garage  (walls  and  ceiling) 
be  fire  retarded  in  accordance  with  the  rules  of  board  of 
standards  and  appeals. 


78'6-22-BZ. 

APPLICANT — John  Schwalbenberg,  applicant,  on  behalf 
of  A.  Shereshevsky,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  extension  in  area  of  an  existing  stable. 
PREMISES  AFFECTED — 1331  Franklyn  avenue,  The 
Bronx. 

APPEARANCES— 

For  Application:  John  F.  Hughes— withdrawn  from 
case. 

For  Opposition :  Adam  Weiner,  Philip  E.  Shapiro. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 
Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(786-22-BZ) 


Whereas,  John  Schwalbenberg,  for  A.  Shereshevsky, 
owner,  filed,  June  5,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  exten¬ 
sion  in  area  of  an  existing  stable,  premises  1331  Franklyn 
avenue,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this,  application 
by  the  board  of  appeals,  at  its  special  meeting  October  20, 
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1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Franklyn  avenue  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  15,  1922,  in  acting  on  Alt.  No.  187-1922, 
reads : 

“1.  Proposed  extension  of  stable  in  residence  dis¬ 
trict  is  contrary  to  the  provisions  of  the  Building 
Zone  Resolution ;  and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height  with  a  frontage  of  20  ft.  6  in.  and  a 
depth  of  30  ft.  6  in.,  it  is  proposed  to  remove  the  2nd  story 
and  increase  the  size  of  building,  the  structure  as  extended 
to  be  44  ft.  6  in.  by  43  ft.  in  area,  to  be  occupied  as  a  stable 
for  more  than  5  horses ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


728-22-BZ. 

APPLICANT — R.  Thomas  Short,  for  Clark-Johnson  Com¬ 
pany,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— -15-27  Bedford  place,  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  David  Stewart,  John  Henry 
Hurley,  T.  J.  Carrier,  Mrs.  E.  Pritchard,  Mrs. 
W.  Gerlach,  Mrs.  M.  Pryer,  Miss  E.  Dunn, 
Mrs.  J.  A.  Londner,  Wm.  Gerlach,  C.  A.  Gerry, 
George  Rosenberg. 

ACTION  OF  BOARD — Report  of  committee  laid  over  for 
full  vote.  Laid  over  to  October  24,  1922. 

THE  VOTE  ON  ADOPTION  OF  COMMITTEE’S  RE¬ 
PORT: 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney 


and  Kerby  .  4 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent :  Fire  Chief  Kenlon  . .  1 


927-22-BZ. 

APPLICANT — Frederick  Johnson,  for  M.  E.  F.  Corpora¬ 
tion,  Fred’k  Johnson,  president. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
and  maintenance  of  a  business  building. 
PREMISES  AFFECTED — North  side  Westchester  ave¬ 
nue,  97  ft.  11  in.  east  of  Stebbins  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  Harold  Strauss,  Henry  Bartas, 
Harry  Seflow,  Max  Maisel,  Wm.  Buchheister, 
L.  Pick,  Miss  Ida  Matzke,  Mrs.  Gussie 
Deutsch,  Arnold  Furst. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby. ...  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(927-22-BZ) 


Whereas,  Frederick  Johnson,  for  M.  E.  F.  Corporation, 
owner,  filed,  July  11,  1922,  an  application  under  the  build¬ 


ing  zone  resolution,  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building,  premises  north  side  West¬ 
chester  avenue  97  ft.  11  in.  east  of  Stebbins  avenue,  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  October  20, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  mapg  accompanying  the  build¬ 
ing  zone  resolution  show  that  Westchester  avenue  is  a  busi¬ 
ness  district  and  Rogers  place  and  Stebbins  avenue  are  resi¬ 
dence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  7,  1922,  in  acting  on  App.  N.  B.  No.  1967- 
22,  reads : 

“1.  Erection  of  a  business  building  in  a  residence 
district  in  whole  or  in  part  is  prohibited  by  the  re¬ 
strictions  of  the  Building  Zone  Resolution.  Art.  II-2.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  2  stories  in  height  with  a  frontage  of 
97  ft.  11  in.  and  a  depth  of  340  ft.,  to  be  occupied  as  a 
bath  house  and  stores,  a  portion  of  the  building  approxi¬ 
mately  80  ft.  by  80  ft.,  irregular  in  area,  extending  into 
the  residence  district ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  of  the  building  zone  resolution  the  board  is  empowered 
to  act. 

Resolved,  that  the  board  of  appeals,  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  facade  of  the 
building  on  Rogers  place  shall  be  laid  up  jn  face  brick, 
with  stone  or  architectural  terra  cotta  trimmings ;  that  any 
windows  on  Rogers  place  shall  be  glazed  with  transluscent 
glass ;  that  there  shall  be  no  exit  nor  entrance  nor  coal 
chutes  within  the  residence  district  on  the  Rogers  place 
front. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  six  months  and  the 
building  erected  within  eighteen  months  from  the  date  of 
this  action. 


860-22-BZ. 

APPLICANT— Turner  Construction  Co.,  for  Atlantic 
Warehouses,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  one  time  district 
the  erection  of  a  warehouse  building  to  a  height 
exceeding  the  height  limitations  of  the  zoning  law. 
PREMISES  AFFECTED — 2306-12342'  Decatur  street, 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  l 


704-19-BZ. 

APPLICANT — Sanford  Byron  Moses. 

SUBJECT — Application  for  extension  of  permit. 
PREMISES  AFFECTED— 717  Benedict  avenue,  Queens. 
APPEARANCES— 

For  Applicant:  Sanford  Byron  Moses. 

For  Opposition :  None. 

ACTION  OF  BOARD^-Application  reopened;  extension 
of  time  granted. 
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THE  VOTE— 

Affirmative : '  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  and  Kearney  .  5 

Negative  .  0 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon...  2 
THE  RESOLUTION: 

(704-19-BZ.) 


Whereas,  Sanford  Byron  Moses,  owner,  filed,  Septem¬ 
ber  26,  1919,  with  the  board  of  appeals,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  garage,  space  in  which 
is  rented  to  persons  not  residing  on  premises ;  premises 
717  Benedict  avenue,  Woodhaven,  Queens ;  and 
Whereas,  this  application  was  denied  by  the  board 
of  appeals  at  its  meeting  October  21,  1920,  and  appli¬ 
cant  requested  a  reconsideration  of  the  case,  which  re¬ 
quest  was  granted  by  vote  of  the  board ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  October  21, 
1919,  and  March  30,  1920,  after  due  notice  by  publication  in 
the  Bulletin  of  the  (Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Benedict  avenue  and  Ridge¬ 
wood  avenue  are  both  located  in  residence  districts ;  and 
that  Fulton  street  is  located  in  a  business  district ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  54003- 
LC,  dated  September  9,  1919,  reads : 

“With  reference  to  your  application  for  a  permit 
to  maintain  a  garage  at  the  above  location,  I  regret  to 
inform  you  that  I  am  without  power  to  grant  such  a 
permit  for  the  following  reasons: 

“Maintenance* of  your  garage  is  a  violation  of  sec¬ 
tion  3  of  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 


of  New  York,  adopted  July  25,  1916,  inasmuch  as 
motor  vehicles  stored  are  for  sale,  for  rent,  or  for 
hire  or  are  subject  to  charges  for  storage.  *  *  * 

i  “You  are,  therefore,  ordered  to  remove  all  auto¬ 

mobiles  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupants  of  dwelling  on  lot  where 
garage  is  situated.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  44  ft.  4  in.  and  a 

depth  of  18  ft.,  located  on  the  rear  of  a  lot  upon  the 

front  of  which  is  located  a  two-story  frame  dwelling; 
erected  July  5,  1917,  and  extended  March  7,  1919,  as  a 
private  garage  for  four  motor  vehicles ;  and 

Whereas,  the  appellant  had  filed  duly  acknowledged 
consents  of  96  per  cent  of  owners  of  property  frontage 
on  the  street  between  the  intersecting  streets,  and  no  one 
appeared  in  opposition  to  the  granting  of  this  application; 
and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  March  30,  1920,  for  a  period  of  2  years  and  ap¬ 
plicant  requested  an  extension  of  the  time. 

Resolved ,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  applica¬ 
tion  to  permit  the  maintenance  of  a  garage  for  four  pleas¬ 
ure  motor  vehicles,  space  in  which  is  rented  to  persons 
not  residing  on  premises,  be  and  it  hereby  is  granted  for  a 
temporary  period  not  to  exceed  two  years  from  the  date 
of  this  action. 


Adjourned,  6:00  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  24,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  iBoulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  Tuesday  morning,  October  17,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin  No.  43,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
866-22-A. 

APPELLANT — Mulcahy  &  Ettrich,  lessees. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 147  West  54th  street,  Manhat¬ 
tan. 

'APPEARANCES— 

For  Appellant:  Edward  J.  West  and  Henry  G. 
Evidan. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland, .  Kearney  and  Kerby....  6 


Negative  . . .  0 

Absent:  Fire  Chief  Kenlon  . .  1 

THE  RESOLUTION: 

(866-22-A) 


Whereas,  Mulcahy  &  Ettrich,  tenant,  for  Agency  Realty 
&  Mortgage  Company,  owner,  filed,  June  27,  1922,  an  appeal, 
with  the  board  of  appeals  from  an  order  of  the  fire  com- 
missipner,  affecting  premises  147  West  54th  street  Manhat¬ 
tan  ;  and 


Whereas,  the  order  of  the  fire  commissioner  reads: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  TWENTY  days  from  date  of  the 
service  of  this  order,  to : 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” ; 

and 

Whereas,  the  building  is  fireproof,  5  stories  in  height, 
25  ft.  by  100  ft.  5  in.  in  area,  occupied  in  the  1st  story  as 
garage  for  more  than  five  cars ;  2nd  story,  painting  and 
upholstering;  3rd  story,  painting  and  upholstering;  4th  story, 
painting,  trimming  and  upholstering ;  5th  story,  painting, 
trimming  and  upholstering;  and 

Whereas,  the  appellant,  who  occupies  the  5th  story,  con¬ 
tends  that  prior  to  July,  1916,  the  old  building  on  the 
premises  was  occupied  as  a  public  garage  and  motor  ve¬ 
hicle  repair  shop  and  that  in  1921  the  old  two-story  building 
was  removed  and  a  new  five-story  fireproof  building  was 
erected ;  and 

Whereas,  the  board  deemed  that  the  appellant  should 
have  applied  for  a  variation  of  the  requirements  of  the 
building  zone  resolution. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


782-22-A. 

APPELLANT — Euvrard,  Sambach  &  Euvrard,  for  Bethany 
Deaconess  Hospital  Society,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 227-237  St.  Nicholas  avenue, 
Brooklyn. 
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APPEARANCES— 

For  Appellant:  Jules  L.  Euvrard. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 


partment.  * 

THE  VOTE—. 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(782-22-A) 


Whereas,  Euvrard,  Sambach  &  Euvrard,  for  Bethany 
Deaconess  Hospital  Society,  owner,  filed,  June  5,  1922,  an 
appeal  with  the  board  of  appeals  from  an  order  .of  the  fire 
commissioner,  affecting  premises  227-237  St.  Nicholas  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“Remove  all  fuel  oil  from  storage  tanks  and  discon¬ 
tinue  the  further  storage  of  fuel  oil  on  premises  237 
St.  Nicholas  Avenue,  Brooklyn.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  building  of  the  Bethany  Deaconess 
Hospital;  and 

Whereas,  two  oil  storage  tanks,  each  26  ft.  by  24  ft., 
have  been  'installed  in  the  open  yard ;  and 

Whereas,  appellant  has  filed  plans  in  the  bureau  of  fire 
prevention  and  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  Cal.  No.  1119-22-A,  has  been  acted  on  by  the 
board. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  thereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


1119-22-A. 

•APPELLANT — Otto  J.  Sambach,  for  Bethany  Deaconess 
Hospital,  owner. 

SU/BJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 237  St.  Nicholas  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Jules  L.  Euvrard. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  -  6 

Negative  . . .  0 

Absent:  Fire  Chief  Kenlon  . . .  1 

THE  RESOLUTION : 

(1119-22-A) 

Whereas,  Otto  J.  Sambach,  for  Bethany  Deaconess 
Hospital,  owner,  filed,  Sept.  14,  1922,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  237  St.  Nicholas  avenue,  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads: 
“5.  Inspection  shows  that  tanks  and  piping  have 
been  installed  without  inspection  or  test. 

“7.  Tanks  must  be  encased  in  at  least  12  in.  P.  C. 
concrete. 

“SC.  Tanks  must  be  tested  in  the  presence  of  a 
City  official. 

“10.  Gravity  feed  not  permitted,  an  approved  anti¬ 
syphon  system  must  be  provided.  Details  of  syphon 
heater  must  be  filed. 

“llB.  Remote  control  for  pumps  must  be  clearly 
shown. 

“llF.  Overflow  pipes  from  pumps  and  burners  shall 
be  at  least  one  size  larger  than  supply  pipes  and  be 
carried  back  to 

“llG.  Trench  must  be  provided  for  piping  inside 
of  building. 


“UK.  Pumps  must  be  of  type  approved  by  Board 
of  Appeals. 

“llL.  An  overload  or  by-pass  valve  shall  be  installed 
at  pump,  details  must  be  clearly  shown. 

“12.  Control  valve  as  per  Rule  14  should  be  pro¬ 
vided  and  same  must  be  indicated  on  plan  as  such. 

“Provision  shall  be  made  to  insure  the  cessation  of 
oil  supply  from  tank  to  burner  when  pump  is  not  at 
work. 

“13.  Burners  must  be  of  a  type  approved  by  Board 
of  Standards  and  Appeals. 

“13A.  All  provisions  of  Rule  16  must  be  complied 
with  and  clearly  shown  on  plans.” ; 

and 

Whereas,  the  premises  consist  of  several  buildings,  fire¬ 
proof  and  non-fireproof,  5  stories  and  2)4  stories  in  height, 
110  ft.  by  100  ft.  in  area,  occupied  as  a  hospital ;  a  two- 
story  brick  laundry  and  a  three-story  brick  dormitory ;  it 
is  proposed  to  install  a  fuel  oil  burning  system  consisting 
of  two  tanks  located  in  an  open  yard,  buried  beneath  the 
ground,  the  necessary  pipes  valves,  etc. ;  and 

Whereas,  appellant  proposes  in  lieu  of  complying  with 
the  objections  stated,  to  do  the  following: 

“5.  Inspection  was  applied  for  and  denied. 

“7.  Rule  5  applied  to  tanks  in  buildings.  These 
tanks  are  30  ft.  distant  from  any  building.  Rule  10 
permits  tanks  to  be  covered  with  2  in.  cement  mortar, 
where  same  are  buried,  underground. 

“8.  See  Rule  8,  these  tanks  were  tested  to  100% 
pressure  by  manufacturer. 

“10.  Gravity  feed  not  intended,  your  approval  of 
anti-syphon  system  requested. 

“llB.  Supply  of  oil  can  be  controlled  by  valves  at 
tanks  with  stems  extending  about  ground  in  case  of 
emergency. 

“llF.  Return  pipe  is  2  in.,  supply  to  burners  is  1  in. 

“llG.  Owing  to  elevation  of  tanks  it  was  not  prac¬ 
ticable  to  install  piping  under  cellar  floor.  All  outside 
piping  is  enclosed  in  a  concrete  trench  and  covered 
with  asbestos  covering. 

“llK.  Pumps  ar6  of  approved  type. 

“llL.  Instead  of  an  overload  valve  a  standpipe  18 
in.  high  has  been  provided. 

“12.  A  syphon  breaker  has  been  installed  on  the 
supply  pipe  to  burners. 

“13.  Manufacturer  is  awaiting  decision  of  Board.” 

Resolved,  that  the  decision  of  the  first  commissioner,  in 
so  far  as  it  relates  to  items  llF  and  llG,  be  and  it  hereby 
is  modified  and  the  appeal  be  and  it  hereby  is  granted, 
as  to  item  llF,  on  condition  that  an  approved  interlocking 
device  and  control  be  installed ;  and  as  to  item  llG,  on 
condition  that  the  oil  supply  lines  be  maintained  close  to 
the  walls ;  and  that  the  decision  as  to  all  other  items  of 
the  order  be  and  it  hereby  is  affirmed,  and  the  appeal  as  to 
these  items  be  and  it  hereby  is  denied. 


1041-22- A. 

APPELLANT — Samuel  Rosen,  for  La  Rose  Auto  Body 
Co.,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 147  West  54th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Edward  J.  West  and  Henry  G. 
Evidan. 

.  For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Appeal  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  . .  o 

Absent :  Fire  Chief  Kenlon  .  i 
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THE  RESOLUTION: 

(1041-22-A) 

Whereas,  La  Rose  Auto  Body  Company,  tenant  for 
Agency  Realty  &  Mortgage  Company,  owner,  filed,  Au¬ 
gust  9,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises 
147  West  54th  street,  Manhattan ;  and 
W  hereas,  the  order  of  the  fire  commissioner  reads : 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  TWENTY  days  from  date  of  the 
service  of  this  order,  to: 

“L  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  the  4th  story  of  premises  147  West 
54th  Street.”; 
and 

Whereas,  the  building  is  fireproof,  5  stories  in  height, 
25  ft.  by  100  ft.  5  in.  in  area,  occupied  in  the  1st  story 
as  garage  for  more  than  five  (5)  cars;  2nd  story,  paint¬ 
ing  and  upholstering  ;  3rd  story,  painting  and  upholster¬ 
ing;  4th  story,  painting,  trimming  and  upholstering;  5th 
story,  painting,  trimming  and  upholstering;  and 

Whereas,  the  appellant,  who  occupies  the  4th  story, 
contends  that  prior  to  July,  1916,  the  old  'building  on 
the  premises  was  occupied  as  a  public  garage  and  motor 
vehicle  repair  shop  and  that  in  1921  the  old  two-story 
building  was  removed  and  a  new  five-story  fireproof 
building  was  erected  and  that  the  present  use  does  not 
constitute  a  motor  vehicle  repair  shop ;  and 
Whereas,  the  board  deemed  that  the  appellant  should 
have  applied  for  a  variation  of  the  requirements  of  the 
building  zone  resolution. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


1091-22-A. 

APPELLANT — Columbia  Auto  Coach  Works,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 147  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Edward  J.  West  and  Henry  G. 
Evidan. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative . . .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION : 

(1091-22-A) 

Whereas,  Columbia  Auto  Coach  Works,  tenant,  for 
Agency  Realty  &  Mortgage  Company,  owner,  filed,  Sep¬ 
tember  5,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  147 
West  54th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  TWENTY  days  from  date  of  the 
service  of  this  order,  to: 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  the  2nd  story  of  premises  147  West 
54th  Street.” ; 

and 

Whereas,  the  building  is  fireproof,  5  stories  in  height, 
25  ft.  by  100  ft.  5  in.  in  area,  occupied  in  the  1st  story 
as  a  garage  for  more  than  five  (5)  cars;  2nd  story,  paint¬ 
ing  and  upholstering;  3rd  story,  painting  and  upholstering; 
4th  story,  painting,  trimming  and  upholstering;  5th  story, 
painting,  trimming  and  upholstering;  and 
Whereas,  the  appellant,  who  occupied  2nd  story,  con¬ 
tends  that  prior  to  July,  1916,  the  old  building  on  the'  prem¬ 
ises  was  occupied  as  a  public  garage  and  motor  vehicle 
repair  shop  and  that  in  1921  the  old  two-story  building 
was  removed  and  a  new  five-story  fireproof  building  was 


erected  and  that  the  present  use  of  premises  does  not 
constitute  a  motor  vehicle  repair  shop ;  and 

Whereas,  the  board  deemed  that  the  appellant  should 
iave  applied  for  a  variation  of  the  requirements  of  the 
building  zone  resolution. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


974-22-A. 


APPELLANT— Samuel  Rosenblum,  for  Day  &  Meyer 
Murray  &  Young,  owners.  ’ 

of  the  fire  commissioner. 

PREMISES  AFFECTED — 304  East  61st  street,  Manhat¬ 
tan. 


AP  PEARANCES — None. 

ACTION  OF  BOARD — Chairman 
Appeal  withdrawn. 


read  correspondence. 


THE  VOTE— 

Affirmative .  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland,  Kearney  and  Kerby  ’  6 

Negative  .  ■ "  Q 

Absent:  Fire  Chief  Kenlon  . .  i 


SURTFrT^J  Denver  Pharm.  Mfg.  Co.,  owner. 

PUEMTcre  °rc^er  '0l^  t^le  ^re  commissioner. 

REMISES  AFFECTED — 321  East  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  S.  Garber. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

T IfT^  vo T] ®OARD* — Appeal  denied. 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs."  Beatty 
Boulton,  Holland,  Kearney  and  Kerby  . . . .’  6 
Absent :  Fire  Chief  Kenlon  ....  "  i 

THE  RESOLUTION :  . 

(990-22-A) 

Whereas,  Denver  Pharm.  Mfg.  Company,  for  Christian 
Reichert  owner,  filed,  July  27,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  321  East  54th  street,  Manhattan;  and 
™  01'der  of  the  fire  commissioner  reads : 

Referring  to  your  application  dated  March  27,  1922 
or  a  permit  to  maintain  a  wholesale  drug  store  at 
this  location,  I  regret  to  inform  you  that  your  appli¬ 
cation  has  been  disapproved  for  the  reason,  building 
in  which  you  are  located  is  a 'tenement  house  and 
whereas  Section  272-B  of  Article  24  of  Chapter  10 
provides  that  no  permit  shall  be  issued  for  a  whole¬ 
sale  drug  store  or  drug  and  chemical  supply  house 
in  any  building  which  is  occupied  as  a  tenement  house 
^  You  are  therefore  hereby  ordered  to: 

1.  Discontinue  the  maintenance  of  a  wholesale  drug 
store  or  drug  and  chemical  supply  house  in  this  build- 
mg.” ; 
and 

Whereas  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  by  60  ft.  in  area,  occupied,  1st  story,  Denver 
Fnarm.  Mfg.  Co.;  upper  stories,  two  tenants  each;  and 
Whereas,  appellant  contends  that  they  do  not  maintain 
a  wholesale  drug  house  or  chemical  supply  house  but 
that  they  manufacture  certain  pharmaceutical  preparations 
which  are  standard  and  proprietary  medicines  and  that 
they  need  fifty  to  one  hundred  gals,  of  grain  alcohol,  twenty- 
five  to  fifty  lbs.  collodion,  twenty-five  to  fifty  lbs.  chloro- 
torm,  three  to  five  gals,  of  turpentine  and  one  lb.  of 
chlorate  of  potash,  and  further  contends  that  more  than 
this  amount  of  combustibles  is  maintained  in  any  ordinary 
retail  drug  store  and  that  they  have  been  established  at 
the  present  location  for  the  past  four  years. 

Resolved  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  herebv 
is  denied.  J 
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1000-22-A. 

APPELLANT — Gallagher-Shand,  Inc.,  owner.  .  , 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 420-426  East  105th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  George  J.  Shand. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment.  -XT 

ACTION  OF  BOARD— Laid  over  to  special  meeting  No¬ 
vember  8,  1922,  at  2  p.  m.,  pending  action  by  the 
fire  department. 


1024-22-A. 

APPELLANT— Walter  Hesse.  .  . 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 45  Greene  street  and  42-44 
Wooster  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Walter  Hesse. 

For  Administration :  Inspector  Maher  of  the  tire 
department.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kearney  .  5 

Negative  . . :•••••;•;  ’ ; .  o 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  ....  2 


THE  RESOLUTION: 

(1024-22-A) 

Whereas,  Walter  Hesse,  for  Bernard  E.  Fleischaker 
and  Hugo  Baum,  owners,  filed,  August  8,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  45  Greene  street,  42-44 
Wooster  street,  Manhattan ;  and  _ 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“2.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open- 
ing  in  any  other  building  and  not  in  the  sarnie  plane 
with  said  openings  and  which  are  not  more  than 
50  ft  above  a  neighboring  roof  at  north  and  south 
sides  of  building.  *  *  *  ” ; 

Whereas,  the  premises  consists  of  two  buildings,  each 
non-fireproof,  6  stories  in  height,  No.  45  Greene  street 
being  25  ft.  by  100  ft.  in  area  and  No.  42  Wooster  street 
being  50  ft.  by  100  ft.  in  area,  there  being  bridges  in  each 
story  above  the  first  story,  connecting  the  buildings,  these 
bridges  being  enclosed  with  wood  sash  glazed  with  plain 
glass,  the  bridges  being  protected  by  a  line  of  sprinklers 
on  each  side ;  and 

Whereas,  appellant  contends  that  the  construction  of  the 
bridges  was  under  plans  approved  by  the  bureau  of  build¬ 
ings  in  1919  and  that  the  protection  is  ample. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  bridges  be  protected  with 
a  sprinkler  installation  and  so  maintained. 


920-22-A.  .  , 

APPELLANT— Fred  S.  Willert,  for  M.  Friedsam,  owner. 
SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 16-18  East  40th  street,  13  East 
39th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Frank  C.  Schuffler. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kearney  .  5 

Negative  . . . . .  0 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION: 

(920-22-A) 

Whereas,  Fred  S.  Willert,  for  M.  Friedsam,  owner, 
filed,  July  10,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  16-18  East  40th  street,  13  East  39th  street,  Manhattan; 

and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 

18,  1922,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Au¬ 
tomatic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped 
as  provided  in  the  rules  for  fire  extinguishing  appli¬ 
ances  adopted  by  the  Board  of  Standards  and  Appeals 
May  24,  1917,  as  amended  May  2,  1918,  and  January  21, 
1919,  effective  February  17,  1919.”; 

and  .  .  . 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
with  a  frontage  of  51  ft.  5  in.  on  40th  street  and  24  ft. 
1  in.  on  39th  street  and  a  depth  of  100  ft.;  occupied  as 
offices  and  show  rooms,  229  persons  in  the  entire  building ; 
the  means  of  egress  consisting  of  an  interior  enclosed 
fireproof  stairway  at  the  40th  street  end;  an  interior  en¬ 
closed  fireproof  stairway  at  the  39th  street  end  and  a  fire 
tower  in  the  court;  and 

Whereas,  appellant  contends  that  there  is  no  manufac¬ 
turing  in  any  portion  of  the  building  and  that  there  is  no 
highly  inflammable  material  used. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  manufacturing  be  conducted  in 
the  building. 


975-22-A.  . 

APPELLANT— Doyle  Service  Inc.,  for  Shapiro  Candy 
Mfg.  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 11-13  Emerson  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Wm.  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  QF  BOARD--Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(975-22-A) 

Whereas,  Doyle  Service,  Inc.,  for  Shapiro  Candy  Mfg. 
Co.,  Inc.,  owner,  filed,  July  21,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  11-13  Emerson  place,  Brooklyn;  and 
Whereas,  the  order  of  the  nre  commissioner,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  39  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  the  north  side  of  bund¬ 
ing  or  other  approved  protection,  Sec.  3/5,  Art.  18, 
Ch.  5,  Code  of  Ordinances.  Order  No.  5490-F.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  50  ft.  by  140  ft.  in  area,  occupied,  1st  story,  office  and 
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shipping,  3  persons ;  2nd  story,  mfg.  of  candy,  IS1  persons ; 
3rd  story,  mfg.  candy,  12  persons;  4th  story,  mfg.  shoes, 
45  persons ;  the  building  being  equipped  with  a  sprinkler 
system,  with  a  sprinkler  head  opposite  each  window ;  and 
Whereas,  the  appellant  contends  that  the  buildings  which 
constitute  the  exposure  on  the  north  are  one  story  in 
height,  two  of  these  buildings  have  ceilings  covered  with 
fire  retarding  material  and  the  3rd  building  is  a  shed;  and 
Whereas,  the  board  deemed  that  in  view  of  the  exist¬ 
ing  sprinkler  system  protecting  all  openings  in  the  north 
wall  the  appeal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  that  the  appeal  be  and  it  hereby 
is  grajited,  so  long  as  present  use  and  occupancy  remain 
substantially  unchanged. 


1010-22-A. 

APPELLANT — Fabyan  &  Co.,  Inc.,  for  Railroad  Stores, 
Inc.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 457  West  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Charles  Firestone. 

For  Administration :  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kearney  .  5 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon.  .  2 

THE  RESOLUTION: 

(1010-22  A) 

Whereas,  Fabyan  &  Co.,  Inc.,  for  Railroad  Stores,  Inc., 
owner,  filed,  August  2,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  457  West  Broadway,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“Referring  to  your  application  for  permit  to  main¬ 
tain  a  wholesale  drug  store  and  chemical  supply  house 
at  457  West  Broadway,  you  are  hereby  informed  that 
your  application  has  been  disapproved  because  the 
building  is  occupied  in  part  as  factory. 

“The  approval  of  your  application  would  be  con¬ 
trary  to  section  272-c,  chapter  10,  Code  of  Ordinances. 
“You  are  therefore  hereby  ordered  to 
“1.  Discontinue  the  maintenance  of  a  wholesale 
drug  store  or  chemical  supply  house  on  these  prem¬ 
ises.”  ; 
and 

Whereas,  the  building  is  non-fireproof,  6  stories  (78  ft.) 
in  height,  38  ft.  by  100  ft.  in  area,  occupied  1st  story  and 
basement,  wholesale  drug  store,  other  stories  vacant ;  the 
means  of  egress  consisting  of  an  interior  stairway  enclosed 
in  12  in.  brick  partitions  with  fire  doors  at  the  openings; 
a  fire  escape  on  the  rear  of  the  building,  a  bridge  across 
rear  court  connecting  building  No.  457  with  No.  459;  hori¬ 
zontal  openings-  in  the  division  wall  between  457  and  459 
one  unprotected  and  the  other  protected  by  doors  at  vesti¬ 
bule  to  stair  landing;  and 

Whereas,  appellant  contends  that  he  carries  only  a  very 
small  amount  of  explosives  or  inflammable  materials. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1021-22-A. 

APPELLANT — Michael  J.  Lynch,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 3058  Perry  avenue,  The  Bronx. 


APPEARANCES— 

For  Appellant:  Michael  J.  Lynch,  Frank  A. 
S^liulka  in  opposition. 

For  Administration:  Iirepector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby....  G 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1021-22-A) 

Whereas,  Michael  J.  Lynch,  owner,  filed,  August  7, 


1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  3058  Perry 
avenue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  residence 
on  same  or  adjoining  lot.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  on 
the  front  of  which  is  located  a  dwelling  and  on  the  rear 
a  one-story  frame  building,  25  ft.  by  19  ft.  in  area,  occupied 
as  a  garage  for  three  cars;  the  premises  being  located  out¬ 
side  the  fire  limits,  in  a  residence  district  under  the  build¬ 
ing  zone  resolution ;  and 

Whereas,  appellant  contends  that  space  in  the  garage  has 
been  rented  to  persons  not  residing  on  the  premises  since 
1907  and  has  filed  affidavits  to  that  effect. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  interior  walls  and  ceiling  of 
the  garage  be  fire  retarded  in  accordance  with  the  rules  of 
the  board  of  standards  and  appeals ;  that  the  storage  ca¬ 
pacity  be  limited  to  three  (3)  automobiles  of  the  pleas¬ 
ure-car  type,  space  for  two  (2)  of  which  may  be  rented  to 
persons  not  residing  on  the  premises. 

/  ' 


1035-22-A. 

APPELLANT — Morley  Realty  Company,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 46  West  98th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Chas.  E.  Travis. 

ACTION  OF  BOARD1 — Laid  over  to  special  meeting,  No¬ 
vember  8,  1922,  at  2  p.  m.,  on  request  of  appellant’s 
representative. 


1054-22-A. 

APPELLANT — James  Gamble  Rogers,  for  Edward  S. 
Harkness,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED^ — 161  East  73rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Julius  Eckman-. 

For  Administration:  Inspector  Liebermann  of 


fire  department. 

THE  VOTE— 

Affirmative:  Mr.  Beatty  .  1 

Negative :  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kearney  and  Kerby .  5 

Absent :  Fire  Chief  Kenlon  .  1 
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THE  RESOLUTION: 

(1054-22- A) 

Whereas,  James  Gamble  Rogers,  for  Edward  S.  Hark- 
ness,  owner,  filed,  August  18,  1922,  an  a'ppeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  161  East  73rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Protect  the  ceiling  construction  with  fire  retard¬ 
ing  material  as  prescribed  by  the  rules  and  regulations 
of  the  Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  in 
height,  25  ft.  by  90  ft.  in  area,  occupied  in  the  1st  story 
as  a  garage ;  the  2nd  story  as  chauffeur’s  apartment ;  and 

Whereas,  appellant  contends  that  the  garage  is  a  private 
garage  for  five  cars  and  permits  have  been  issued  since 
1914,  and  that  in  1917  the  stairway  to  the  chauffeur’s  apart¬ 
ment  was  fire  retarded  and  the  doors  made  fireproof,  self¬ 
closing,  the  garage  ceiling  is  about  14  ft.  high  and  covered 
with  hard  wood  wainscoting. 

Resolved ,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


1063-22-A. 

APPELLANT— Simon  I.  Schwartz,  of  Schwartz  &  Gross, 
for  Broadway-John  Street  Corp.,  owner. 

SUBJECT' — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 305  Broadway,  Manhattan. 

APPEARANCES— 

For  Appellant:  David  M.  Jones. 

ACTION  OF  BOARD — Appeal  laid  over  to  November  8, 
1922,  at  2  p.  m.,  on  request  of  appellant’s  repre¬ 
sentative. 


/ 


624-21-A. 


APPELLANT — Partos  Realty  Corporation. 

SUBJECT — Interpretation  of  the  resolution. 
PREMISES' AFFECTED— 20-42  Hewes  street,  689  Kent 
avenue,  Brooklyn, 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  reopened ;  previous  resolution  interpreted. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . . 

Negative  . ' . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(624-21-A) 

Whereas,  Louis  A.  Sheinart,  for  Partos  Realty  Co., 
owner,  filed,  May  27,  1921,  an  appeal,  with  the  board  of 
appeals,  from  orders  of  the  fire  commissioner,  affecting 
premises  20-42  Hewes  street  and  689  Kent  avenue,  Brook¬ 
lyn  ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  19654- 
F,  No.  19655-F  and  No.  19656-F,  dated  March  22,  1921, 


read : 

No.  19654-F. — “Provide  a  tank  on  roof  of  at  least  3500 
gallons  capacity  for  the  standpipe  system, 
said  tank  to  be  so  elevated  that  the  bottom 
will  not  be  less  than  20  ft.  above  the  hose 
outlet  of  the  top  story.” 

No.  19655-F.— “1.  Provide  a  two-way  1-inch  Siamese  con¬ 
nection  for  sprinkler  supply  with  double 
clapper  valves  and  caps  and  signs  to  be  placed 
on  Hewes  street  front  of  building;  also  a 
two-way  3-inch  Siamese  connection  for 
sprinkler  and  standpipe  lines  on  Kent  avenue 
side  of  building,  not  less  than  18  inches  nor 


more  than  2  feet  above  the  sidewalk,  and  in  a 
horizontal  position  accessible  to  the  fire 
department. 

“2.  Repair  defective  sprinkler  tank. 

“3.  Properly  repair  standpipe  line  and  place  • 
and  maintain  same  in  good  working  order. 

“4.  Provide  sprinkler  heads  where  missing 
and  place  and  maintain  in  proper  order  the 
entire  sprinkler  system  throughout  building. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.” 

No.  19656-F. — “1.  Provide  iron  or  kalameined  shutters  at 
all  openings  in  the  exterior  wall  above  1st 
story  which  are  distant  in  a  direct  line  not 
less  than  30  ft.  from  any  openings  in  any 
other  buildings  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more 
than  50  ft.  above  a  neighboring  roof  at  south 
side  of  building,  or  other  approved  protec¬ 
tion,  as  per  section  375,  Art.  18,  Ch.  5  of 
the  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

5  and  6  stories  in  height,  251  ft.  7  in.  by  25  ft.  8  in.  and 
47  ft.  in  area,  irregular,  with  a  one-story  extension  with 
47  ft.  frontage  on  Kent  avenue;  occupied  in  the  1st  story, 
storage  of  groceries  and  office,  5  persons;  2nd,  3rd,  4th 
and  5th  stories,  storage  of  groceries,  2  persons  in  all ;  the 
means  of  egress  consisting  of  an  iron  stairway  at  the 
centre  of  the  east  side  of  the  building  enclosed  on  three 
sides  with  brick  walls,  and  on  the  4th  side  with  wood 
partitions  and  with  fireproof  doors  at  the  openings  and 
a  wooden  stairway  at  the  south  side  of  the  building  en¬ 
closed  on  three  sides  with  brick  walls,  and  on  the  fourth 
side  with  wood  partitions  with  fireproof  doors  in  brick 
walls  and  with  wood  doors  in  the  wooden  partitions;  and 
a  standard  fire  escape  on  the  south  side  of  the  building 
with  fireproof  doors  on  each  floor;  and 

Whereas,  appellant  states  that  the  building  was  occupied 
as  a  factory  about  five  years  ago,  which  factory  has  been 
discontinued  and  that  the  building  in  regard  to  area  and 
height  does  not  come  under  Tire  Code  requirements  for 
providing  standpipes  and  that  at  the  time  of  the  occupancy 
as  a  factory  there  was  also  a  sprinkler  system  in  opera¬ 
tion  controlling  an  entire  group  of  buildings,  and  since  the 
change  to  the  present  occupancy  the  sprinkler  system  has 
been  discontinued,  and  appellant  proposes  in  lieu  of  com¬ 
plying  with  the  order  requiring  the  providing  of  fireproof 
shutters  on  the  windows  facing  an  interior  lot,  to  brick  up 
all  the  openings  in  the  walls  facing  this  building  which  are 
10  or  20  feet  away  from  the  windows  of  the  building  upon 
which  the  appeal  is  filed,  and  also  to  provide  a  fire  re¬ 
tarding  ceiling  under  the  roof  of  these  buildings ;  the  ceil¬ 
ing  to  be  y2- inch  plaster  boards  and  No.  26  gauge  metal, 
and  contends  that  the  windows  facing  over  the  one-story 
building  should  not  be  required  to  have  fireproof  shutters, 
as  the  one-story  building  is  part  of  the  main  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  he  and  it  hereby  is 
granted  on  condition  that  items  No.  2  and  No.  4  of  order 
No.  19655  be  complied  with,  and  on  condition  that  all 
openings  in  the  small  building  to  the  south  within  30  ft.  of 
any  opening  in  the  south  wall  of  main  building  be  bricked 
up. 


491-22-A. 

APPELLANT — The  Wendall  &  Evans  Company. 
SUBJECT — Request  for  reopening. 

PREMISES  AFFECTED — 129-135  12th  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  F.  E.  Downing. 
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ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  November  8,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


BUILDING  ZONE  CASES. 

1101-21-BZ.  ' 

APPLICANT — Neier  &  VanDerveer,  applicants,  on  be¬ 
half  of  Eleanora  and  Felizia  Lizza,  owners. 
SUBJECT — Application  for  rehearing  of  an  application 
previously  dismissed  for  lack  of  prosecution. 
PREMISES  AFFECTED — 1618  Melville  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  J.  E.  VanDerveer. 

For  Opposition:  None. 

ACTION  OF  (BOARD — Application  granted  on  condition. 
CONDITIONS' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative:  Mr.  Kearney  .  1 

Absent  . . . .  i .  0 

THE  RESOLUTION: 


(1101-21-BZ) 

Whereas,  Neier  &  VanDerveer,  for  Eleanora  &  Felizia 
Lizza,  owner,  filed,  October  1,  1921,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for  the  storage  of  three 
commercial  motor  vehicles ;  premises  1618  Melville  street, 
The  Bronx ;  and 

Whereas,  a  public  hearing  wgs  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompaning  the  build¬ 
ing  zone  resolution  show  that  Melville  street  and  Taylor 
street  are  residence  districts  and  Van  Nest  avenue  is  a 
business  district;  and 

Wherea  :,  the  order  of  the  fire  commissioner,  rendered 
September  12,  1921,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  as  an  accessory  to  dwelling  on  same 
lot.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height  with  a  frontage  of  24  ft.  and  a  depth  of 
18  ft.,  occupied  as  a  garage  for  three  commercial  automo¬ 
biles,  space  being  rented  to  persons  not  residing  on  prem¬ 
ises  ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83.6  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  zwriation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition,  that  the  garage  be 
limited  to  three  (3)  automobiles,  one  of  which  may  be  a 
commercial  car  of  not  exceeding  two  tons,  and  the  other 
automobiles  be  of  the  pleasure-car  type,  and  that  this  per¬ 
mit  shall  be  granted  for  a  period  not  exceeding  two  years. 


996-22-BZ. 

APPLICANT — Otto  C-  Infanger,  architect,  on  behalf  of 
Peter  C.  A.  Flickenschild,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  4  motor  vehicle'-. 
PREMISES  AFFECTED — 92-98  Autumn  avenue,  Brook¬ 
lyn. 


APPEARANCES— 

For  Applicant:  Otto  C.  Infanger. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION: 


(996-22-BZ) 

Whereas,  Otto  C.  Infanger,  architect,  for  Peter  C.  A. 
Flickenschild,  owner,  filed,  July  28,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of  four  motor 
vehicles ;  space  in  which  is  rented  to  persons  not  residing 
on  the  premises,  premises  92-98  Autumn  avenue,  Brooklyn ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
24,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Autumn  avenue,  Etna  ave¬ 
nue  and  Hemlock  street  are  residence  districts  ;  and 

Whereas,  the  order  of  the  fire  commissioner  rendered 
July  12,  19.22,  reads  : 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3,  Article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York  adopted  July  25,  1916,  inasmuch  as 
motor  vehicles  stored  are  for  sale,  for  rent  or  for 
hire  or  are  subject  to  charges  for  storage.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height  with  a  frontage  of  34  ft.  and  a  depth  of 
20  ft.,  occupied  for  the  storage  of  one  commercial  and 
three  pleasure  automobiles,  space  for  3  cars  rented  to  per¬ 
sons  not  residing  on  the  premises ;  and 
and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  85  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted,  for  a  temporary  period  of  not 
exceeding  two  years,  on  condition  that  the  side  walls  and 
ceiling  be  fire  retarded ;  that  the  capacity  of  the  garage  be 
limited  to  four  (4)  automobiles,  permitting  the  storage  and 
maintenance  of  one  commercial  car  of  not  exceeding  one 
ton,  the  property  of  the  owner  residing  on  the  premises, 
and  three  (3)  pleasure  cars,  space  for  which  may  be  rented 
to  persons  not  residing  on  the  premises. 


1005-22-BZ. 

APPLICANT— James  P.  Whiskeman,  architect,  on  behalf 
of  Sylvia  R.  Fromm,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
extension  in  area  to  an  existing  garage. 
PREMISES  AFFECTED — '1003-5  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  P.  Whiskeman  and  Nathan 
Fromm. 

For  Opposition :  E.  Buechner,  Meyer  Ruben  and 
Harry  -Walker. 

ACTION  OF  BOARD — Laid  over  to  special  meeting  No¬ 
vember  8,  1922,  at  2  p.  m. 


1007-22-BZ. 

APPLICANT — 'John  DeHart,  architect,  for  Rachael  Kan- 
trowitz,  owner. 
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SUBJECT — Application  to  permit  in  a  residence  district  the 
conversion  /of  occupancy  from  residence  to  business 
use. 

PREMISES  AFFECTED— 871  East  175th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Charles  V.  Halley,  John  DeHart 
and  Louis  Kantrowitz. 

For  Opposition:  Mrs.  Arthur  Cree,  Miss  A. 
Schenck,  Sadie  V.  Curtayne,  May  Dwyer,  Clara 
E.  Brown.  P.  J.  Dwyer,  Edwin  J.  Brown,  Ber¬ 
nard  J.  McDermott  and  Daniel  J.  Curtayne. 
ACTION  OF  BOARD' — Application  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative :  Chairman  Walsh,  Messrs.  Holland 


and  Kearney  and  Fire  Chief  Kenlon  .  4 

Absent  .  0 

THE  RESOLUTION : 

(1007-22-BZ) 


Whereas,  John  DeHart,  architect,  for  Rachael  Kantro¬ 
witz,  owner,  filed,  July  31,  1922,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  conversion  of  occupancy  of  the  ground  floor  from  resi¬ 
dence  to  business  use;  premises  871  East  175th  street,  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Oct.  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  175th  street,  Waterloo  place 
and  Mohegan  avenue  are  residence  districts ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
rendered  July  11,  1922,  reads : 

“You  will  please  take  notice  that  there  exists  a  viola- 
lation  of  the  Zoning  Resolution  at  the  premises  herein¬ 
after  described,  in  that  of  using  ground  floor  for  busi¬ 
ness  purposes,  said  premises  being  in  a  residential  dis¬ 
trict  and  prohibited  by  law.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  3  stories 
in  height,  with  a  frontage  of  19  ft.  and  a  depth  of  38  ft., 
occupied  as  a  dwelling,  the  first  story  having  been  altered  ; 
it  is  proposed  to  occupy  the  first  story  as  a  tailor  shop ; 

and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  superintendent,  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


728-22-BZ 

APPLICANT — R.  Thomas  Short,  for  Clark -Johnson  Com¬ 
pany,  owner. 

SUBJECT— Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a. garage  for  the  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 15-27  Bedford  place,  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition — David  J.  Stewart,  John  Geery  and 
J.  H.  Hurley. 

ACTION  OF  BOARD — Report  of  committee  adopted. 

Laid  over  to  November  14,  1922,  at  10  a.  m.,  for 
final  action.  . 

THE  VOTE  ON  ADOPTION  OF  REPORT— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 

Kearney  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent  .  0 


1120-22-BZ. 

APPLICANT — Alexander  R.  Wilson,  for  Sarah  Hanlon, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
use  of  premises  for  business  purposes. 

PREMISES  AFFECTED — 234  West  74th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 


1030-22-BZ. 

APPLICANT — Benjamin  Antin,  for  Rose  Goldman, 
/owner. 

SUBJECT' — To  permit  in  a  residence  district  the  conver¬ 
sion  of  an  existing  private  garage  into  a  store 
building. 

PREMISES  AFFECTED— 1831  Grand  Boulevard,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Antin. 

For  Opposition:  Robert  S.  Westcott. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTEr— 


Affirmative:  Mr.  Holland  .  1 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby .  5 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1030-22-BZ) 


Whereas,  Benjamin  Antin,  for  Rose  Goldman,  owner, 
filed,  August  10,  1922,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  an  existing  private  garage  into  a  business  build¬ 
ing;  premises  1831  Grand  Boulevard,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  Oct.  24,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  board 
of  standards  and  appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  Boulevard,  176th 
street  and  Morris  avenue  are  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  18,  1922,  in  acting  on  Alt.  App.  No.  399-1922, 
reads : 

“1.  Proposed  alteration  is  contrary  to  the  Building 
Zone  Resolution.” ; 

and 

Whereas,  it  is  proposed  to  reconstruct  present  building 
and  occupy  same  for  stores,  the  building  being  frame,  one 
story,  25  ft.  by  42  ft.  in  area ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  ion  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  an<I  the  application  be  and 
it  hereby  is  denied. 


1092-22-BZ. 

APPLICANT — /Harold  J.  Crookes,  for  Herman  R.  Maier, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  three-story  public  garage. 

PREMISES  AFFECTED— 4432-4438  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Harold  J.  Crookes. 

For  Opposition:  A.  W.  Otis  and  H.  H.  Hershay. 

ACTION  OF  BOARD1 — Laid  over  to  special  meeting  No¬ 
vember  8,  1922,  at  2  p.  m.,  on  request  of  appellant. 
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1071-22-BZ. 

APPLICANT — William  F.  Doyle,  applicant,  on  behalf  of 
Billingsley  Holding  Corporation,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  motor  ve- 
hides. 

PREMISES  AFFECTED — East  side  of  Jerome  avenue, 
113.06  ft.  north  of  East  170th  street,  The  Bronx. 


APPEARANCES— 

For  Applicant :  Wm.  F.  Doyle. 

For  Opposition :  Herman  A.  Bond,  F.  Ganze,  H.  L. 
Roberts  and  Commr.  Wm.  J.  Flynn. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1922, 
at  10  a.  m.,  on  request  of  applicant. 

Adjourned,  1:40  p.  m. 

Wm.  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  24,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  'Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
934-22- A. 

APPELLANT — Angelo  Sirico,  for  John  F.  MaGowan, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 248  East  153rd  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Silas  Alacchi. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon . . .  1 

\ 

THE  RESOLUTION: 


(934-22- A) 

Whereas,  Angelo  Sirico,  for  John  F.  MdGowan,  owner, 
filed,  July  12,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
248  East  153rd  street,  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

,fWIth  reference  to  your  application,  dated  January 
19,  1922,  for  a  permit  to  keep  and  store  paper  and  rags 
at  above  location,  I  regret  to  inform  yiou  that  I  am 
without  power  to  grant  such  a  permit. 

“Section  24,  sd.  3-c,  of  chapter  12  of  the  Code  of 
Ordinances  provides  that  no  permit  shall  be  issued  for 
the  storage  of  combustible  fibres  in  excess  of  .one  ton 
in  any  building  or  premises  of  wooden  construction,  ex¬ 
cept  sparsely  populated  districts  where  it  shall  be  in  the 
discretion  of  the  Commissioner. 

“You  are,  therefore,  ordered  to 

“1.  Reduce  the  stock  of  paper  and  rags  to  one  ton.”; 

and 

Whereas,  the  building  is  frame,  1  story  in  height,  25  ft. 
by  40  ft.  in  area,  occupied  for  the  storage  of  rags  and  pa¬ 
per;  the  building  being  located  inside  the  fire  limits  in  a 
business  district  under  the  building  zone  resolution  ;  and 
Whereas,  appellant  contends  that  he  has  had  permits  for 
the  past  nine  years  which  allowed  him  to  store  ten  tons 
of  material.  1 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  of  rags  on  the  prem¬ 
ises  be  limited  to  five  tons. 


966-22- A. 

APPELLANT — S.  Blicknan,  for  Manley  &  Mount  Street 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — South  side  of  Nelson  avenue, 
between  Manley  and  Mount  streets,  Queens. 
APPEARANCES— 

For  Appellant:  A.  I.  Lova,  S.  Blicknan,  C.  J. 
Elkind. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution! 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  q 

Absent :  Fire  Chief  Kenlon  .  i 


THE  RESOLUTION: 

(966-22- A) 

Whereas,  S.  Blicknan,  for  Manley  &  Mount  Street  Realty 
Corp.,  owner,  filed,  July  20,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  south  side  of  Nelson  avenue  between  Manley 
and  Mount  streets,  Queens;  and 

Whereas,  the  order  cf  the  fire  commissioner  reads: 

“1.  Discontinue  the  storage  and  use  of  more  than 
five  gallons  of  gasoline,  benzine  or  volatile  inflammable 
liquid  above  the  1st  story.  Sec.  112,  e.,  chap.  10,  Code 
of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  reinforced  concrete ; 
200  ft.  by  134  ft.  in  area,  6  stories  (90  ft.)  in  height; 
occupied,  business  building,  approximately  50  persons  per 
story ;  and 

Whereas,  appellant  contends  that  the  benzine  is  used  in 
the  appellant’s  aluminum  cooking  utensil  department  on  the 
6th  story  of  the  building ;  that  it  is  necessary  to  move  the 
washing  tanks  to  different  parts  of  the  floor;  that  the 
tanks  are  provided  with  metal  covers  and  that  it  is  abso¬ 
lutely  necessary  in  order  to  carry  on  the  business,  to  have 
three  tanks,  each  containing  five  gallons  of  benzine  and  to 
carry  at  least  two  drums  of  benzine  in  addition,  the  busi¬ 
ness  requiring  the  use  of  twioi  drums  per  day. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  use  and  conduct  of  the  busi¬ 
ness  shall  be  confined  to  the  6th  story ;  that  the  storage  of 
benzine  on  these  premises  be  limited  to  110  gallons,  main¬ 
tained  in  a  fireproof  vault,  ventilated  to  the  outer  air 
through  the  roof  of  building  and  with  self-closing,  fireproof 
door  at  opening;  that  not  more  than  5  gallons  "of  benzine 
shall  be  permitted  in  the  portable  containers  for  manu¬ 
facturing  bath,  and  that  not  more  than  3  portable  con¬ 
tainers  shall  be  permitted  on  the  floor  at  any  one  time; 
and  further,  that  not  less  than  eight  (8)  2)4  gallon  ap¬ 
proved  fire  extinguishers  be  maintained  on  the  6th  floor. 
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101 1-22- A. 

APPELLANT — Ungerer  &  Company,  for  Warner-Hudnut 
Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 124  West  19th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  T.  E.  Whittaker. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  -  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  . .  1 


THE  RESOLUTION : 

(1011-22-A) 

Whereas,  Ungerer  &  Company,  for  Warner-Hudnut 
Company,  owner,  filed,  August  2,  1922,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  124  West  19th  street,  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  on  2nd,  3rd,  4th  and  5th  stories 
which  are  distant  in  a  direct  line  not  less  than  30  ft. 
from  any  opening  in  any  other  building  and  not  in  the 
same  plane  with  said  openings  and  which  are  not  more 
than  50  ft.  above  a  neighboring  roof  at  east  and  west 
sides  of  building  or  other  approved  protection — as  per 
section  375,  article  18,  Chapter  5,  of  the  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in  height, 
30  ft.  by  100  ft.  in  area,  occupied,  1st  story,  shipping  room, 
5  persons ;  2nd  story,  office,  12  persons ;  3rd  story,  labora¬ 
tory,  6  persons ;  4th  story,  laboratory ;  5th  and  6th  stories, 
storage ;  there  are  two  windows  in  the  side  wall  in  the  2nd, 
3rd,  4th  and  5th  stories,  which  are  within  50  ft.  of  the 
roofs  of  the  adjoining  one-story  buildings;  there  are  win¬ 
dows  in  the  rear  wall  which  are  within  50  ft.  of  the  roof 
of  the  one-story  extension  of  the  building  ion  West  18th 
street;  and 

Whereas,  appellant  contends  that  the  commodities  stored 
are  principally  essential  oils  which  are  non-inflammable. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  openings  in  the  easterly  gable 
wall  shall  be  protected  in  accordance  with  the  requirements 
of  section  375,  article  18,  chapter  5  of  the  code  of  ordi¬ 
nances. 


1029-22- A. 

APPELLANT — C.  H.  Caldwell,  for  Macmillan  Company, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 64-66  Fifth  avenue,  Manhattan. 
APPEAR  AN  CE  S— None. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1922,  at 
2  p.  m.,  for  final  hearing. 


976-22-A. 

APPELLANT — F.  Ad.  Richter  &  Company,  for  The 
Gretsch  Corporation,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 104  South  4th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Louis  Langer. 

For  Administration :  Inspector  Miaher  of  the  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  Nov.  8,  1922,  at  2 
p.  m,.  for  final  hearing. 


1258-21-Ai 

APPELLANT— James  W.  O’Connor,  architect,  for  Man¬ 
hattan  College  Corporation,  owner. 

SUBJECT — Interpretation  of  resolution. 

PREMISES  AFFECTED1 — West  side  of  Spuyten  Duyvil 
parkway,  10.5  ft.  south  of  Broadway,  The  Bronx. 
APPEARANCES— 

For  Appellant :  James  S.  Delaney. 

ACTION  OF  BOARD — Interpretation  made  as  specified 
below. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 


(1253-21- A) 

Whereas,  James  W.  O’Connor,  architect,  for  Manhat¬ 
tan  College  Corporation,  owner,  filed,  February  9,  1922,  an 
appeal  with  the  board  of  appeals  from  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  west  side  of 
Spuyten  Duyvil  parkway,  10.5  ft.  south  of  Broadway,  The 
Bronx ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  in  acting  on  N.  B.  Application  No.  1575, 
reads : 

“1.  Proposed  wood  beam  roof  construction  unlaw¬ 
ful  in  buildings  required  to  be  erected  of  fireproof 
construction. 

“2.  Show  number  of  occupants  on  each  floor  of 
building.” ; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of  build¬ 
ings  to  permit  the  erection  on  a  plot  of  ground  outside 
the  fire  limits  and  back  from  surrounding  property  and 
building  lines  of  a  U-shaped  building,  to  be  occupied  for 
high  school,  administration,  and  college  buildings,  and 
constructed  of  fireproof  material,  except  the  roof,  the  roof 
to  be  constructed  of  wood  rafters,  covered  with  slate  on 
slopes  and  copper  covered  on  flat  decks ;  80  per  cent  of 
the  space  in  the  roof  is  unoccupied,  the  remainder  is  used 
for  servant’s  rooms ;  and 

Whereas,  the  appellant  contends  that  the  attic  floor  slab 
of  reinforced  concrete  constitutes  the  real  roof  of  the 
building  and  the  attic  of  the  main  portion  of  the  building 
has  been  separated  into  three  areas  by  12  in.  brick  walls 
with  automatic  fire  doors  both  sides  and  that  the  attics 
of  the  easterly  and  westerly  wings  are  separated  from 
the  main  portion  by  terra  cotta  block  partitions  with  fire 
doors  at  openings ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its  meet¬ 
ing  March  7,  1922,  on  certain  conditions  and  appellant  re¬ 
quested  an  interpretation  of  these  conditions  as  to  the  neces¬ 
sity  of  extending  the  division  walls  and  partitions  above 
the  roof. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  two  wings 
be  subdivided  by  fireproof  partitions,  as  indicated  on  the 
plans  filed  with  this  appeal;  any  openings  therein  to  be 
protected  with  self-closing  fireproof  doors ;  that  the  main 
portion  of  the  building  (administrative  building)  be  sub¬ 
divided  into  three  equal  areas,  by  12-inch  brick  walls,  ex¬ 
tending  to  the  underside  of  the  roof  covering,  any  openings 
therein  to  be  protected  by  self-closing  fireproof  doors ;  that 
the  rafters  throughout  the  westerly  wing,  occupied  as  dor¬ 
mitory,  be  fire-retarded  with  cement  mortar  on  expanded 
metal  lath ;  and  that  no  storage  be  permitted  in  the  attic 
of  the  entire  building;  and  that  the  roof  covering  of  the 
entire  building  be  of  slate. 


BUILDING  ZONE  CASES. 

977-22-BZ. 

APPLICANT— C.  W.  Burke,  applicant,  on  behalf  of  New 
York  Consolidated  R.  R.  Co.,  owner. 
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MINUTES 


SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  business  of  baling  papers. 
PREMISES  AFFECTED— West  side  of  5th  avenue,  50  ft. 

north  of  37th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  C.  W.  Burke,  J.  A.  Boland. 

For  Opposition:  Frank  Graznski,  Mrs.  J.  G.  Leger 
and  Gottlieb  Brunner. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — -As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION : 

(977-22-BZ) 

Whereas,  C.  W.  Burke,  for  New  York  Consolidated 
R.  R.  Co.,  owner,  filed,  July  22,  1922,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a  business  for  storage 
and  baling  of  paper;  premises  west  side  of  5th  avenue, 
50  ft.  north  of  37th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  5th  avenue,  36th  and  37th 
streets  are  business  districts ;  and 

Whereas,  the  derision  of  the  fire  commissioner,  rendered 
June  13,  1922,  reads  : 

“Maintenance  of  your  business  is  a  violation  of 
Section  4  of  Art.  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York  adopted  July  25,  1916,  inasmuch  as  the 
use  of  a  building  located  in  a  business  district  for  the 
storing  and  baling  of  paper  is  a  violation  of  the  above 
mentioned  section.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  1  story 
in  height,  with  a  frontage  of  22  ft.  and  a  depth  of  11 
ft.,  to  be  occupied  for  the  storage  and  baling  of  paper ; 
and 

Whereas,  the  board  deemed  that  the  storage  and  baling 
of  paper  collected  from  the  trains  was  an  accessory  use 
tp  the  business  of  applicant. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  paper  stored 
on  the  premises  shall  not  exceed  two  (2)  tons  and  that 
the  interior  of  the  structure  shall  be  fire  retarded  (walls 
and  ceilings)  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals,  and  that  any  loose  and  unbaled 
paper  shall  be  stored  in  an  approved  metal  lined  box. 


978-22-BZ. 

APPLICANT — C.  W.  Burke,  for  Nassau  Electric  R.  R. 
Co.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  business  of  baling  paper. 
PREMISES  AFFECTED' — 731  5th  avenue,  Brooklyn. 
APPEA RANGES— 

For  Applicant :  C.  W.  Burke  and  J.  A.  Boland. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION : 

(978-22-BZ) 

Whereas,  C.  W.  Burke,  for  Nassau  Electric  R.  R.  Co., 
owner,  filed,  July  21,  1922,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
maintenance  of  a  business  for  the  storage  and  baling  of 
paper;  premises  731  5th  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  5th  avenue,  23rd  and  24th 
streets  are  business  districts ;  and 
Whereas,  the  order  of  the  fire  commissioner,  rendered 
June  14,  1922,  reads: 

“Maintenance  lof  your  business  (baling  of  paper)  is 
a  violation  of  Section  4  of  Art.  2  of  the  Building  Zone 
Resolution  of  the  Board  of  Estimate  and  Apportion¬ 
ment  of  the  City  of  N.  Y.  adopted  July  25,  1916,  in¬ 
asmuch  as  the  baling  of  paper  is  prohibited  in  a  build¬ 
ing  located  in  a  business  district. 

“You  are  therefore  ordered  to  remove  all  paper 
from  the  premises  and  discontinue  the  baling  of  paper 
on  the  above  premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  65  ft.  and  a  depth 
of  250  ft.,  occupied  as  a  car  barn,  a  portion  at  front 
centre  being  used  for  storage  and  baling  of  papers,  col¬ 
lected  in  cars  and  trains ;  and 

Whereas,  the  board  deemed  that  this  was  an  accessory 
use  to  the  conduct  of  applicant’s  business. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  quantity 
of  material  stored  on  the  premises  shall  be  limited  to  two 
)(2)  tons  and  that  any- loose  and  unbaled  paper  shall  be 
stored  in  an  approved  metal  lined  box. 


829-22-BZ 

APPLICANT — I.  Margon  &  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Corp.,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
a  portion  of  building  to  be  used  for  business  pur- 

P0S6S. 

PREMISES  AFFECTED-Northwest  corner  of  Grand 


Concourse  and  Kingsbridge  road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  Sultan. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE —  _ 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . 0 


THE  RESOLUTION: 

(829-22-BZ) 

Whereas,  I.  Margon  &  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Goirp.,  owner,  filed,  June  15,  1922,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  a  part  of  a  new  building  to  be  used  for  business  pur¬ 
poses  ;  premises  northwest  corner  of  Grand  Concourse  and 
Kingsbridge  road,  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  Concourse  and  Morris 
avenue  are  residence  districts  and  Kingsbridge  road  is  a 
business  district;  and 
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MINUTES 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  1,  1922,  in  acting  on  N.  B.  App.  No.  72-1922, 
reads : 

“1.  Proposed  occupancy  of  portion  of  building  in 
residence  district  (within  100  ft.  of  Grand  Boulevard 
and  Concourse)  for  business  purposes  is  contrary  to 
provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  9  stories  in  height  with  a  frontage  of  148 
ft.  and  a  depth  of  125  ft;  it  is  proposed  to  occupy  a 
portion  of  first  story  located  in  the  residence  district  for 
business  purposes  (stores) ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  the  board  deemed  that  the  residence  section  should 
not  be  invaded. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 


883-22-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Jonas  &  Tesser, 
owners. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  altera¬ 
tion  and  conversion  of  an  existing  garage  to 
business  purposes. 

PREMISES  AFFECTED — 5502  Fort  Hamilton  parkway, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Boris  W.  Dorfman. 

For  Opposition:  R.  S.  Moorhead,  attorney  repre¬ 
senting  Miss  Alma  Beij,  Mr.  F.  Johnson,  Mr. 


E.  P.  Backer,  Mr.  S.  A.  Bernhardt. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty  and  Kerby  .  2 

Negative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney  and  Fire  Chief  Kenlon  5 
Absent  .  0 


THE  RESOLUTION : 

(883-22-BZ) 

Whereas,  Boris  W.  Dorfman,  for  Jonas  &  Tesser, 
owners,  filed,  June  30,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  alteration  and 
conversion  of  an  existing  garage  to  business  purposes ; 
premises  5502  Fort  Hamilton  parkway,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  54th  street  and  55th  street 
are  residence  districts  and  Ft.  Hamilton  parkway  is  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  13,  1922,  in  acting  on  amendment  to 
permit  No.  6886D.921,  reads : 

“Garage  to  be  converted  into  two  stores.  New  store 
fronts  to  be  put  in  and  a  toilet  and  two  sinks  to  be 
installed.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height,  with  a  frontage  of 
26  ft.  2  in.  and  a  depth  of  20  ft.  6  in.,  to  be  occupied  as 
stores ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  applicant  failed  to  prove  any  hardship  under  sec¬ 
tion  20. 


Resolved,  that  the  decision  of  the  superintendent  of 

buildings  be  and  it  hereby  is  affirmed  and  the  application 

be  and  it  hereby  is  denied. 

995-22-BZ. 

APPLICANT — Abe  M.  Elkus,  applicant  and  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  13  motor  ve- 
hides. 

PREMISES  AFFECTED — 130-132  Washington  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Dreyer. 

For  Opposition:  John  P.  Flynn,  representing  Mr. 

W.  Marion,  Mr.  Patrick  F.  Heaney,  Mr.  A. 


Ventrice,  Mr.  H.  Folkes. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION : 


(995-22-BZ) 

Whereas,  Abe  M.  Elkus,  owner,  filed,  July  28,  1922, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  district  the  maintenance  of  a  garage  for 
the  storage  of  thirteen  (13)  motor  vehicles;  premises  ISO- 
133  Washington  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Washington  and  Waverly 
avenues  are  business  districts  and  Park  avenue  is  an  un¬ 
restricted  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
July  8,  19122,  in  acting  on  Order  No.  73269-LC,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  section 
4,  of  art.  2,  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.  adopted  July  25,  1916,  inasmuch  as  Garage  is 
used  for  the  storage  loif  more  than  5  motor  vehicles.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  25  ft.  and 
a  depth  of  100  ft.,  erected  as  a  garage  for  5  motor  ve¬ 
hicles  ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  the  board  had  denied  a  similar  appeal  on  the  same 
premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


203-22-BZ. 

APPLICANT — Russell  Fraser,  for  Russell  Fraser  Wire 
Co.,  lessee. 

SUBJECT — -Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  a  commercial  car. 

PREMISES  AFFECTED — 115  Lexington  avenue,  Queens. 

APPEARANCES— 

For  Applicant:  Herman  Weiss. 

ACTION  OF  BOARD — Laid  over  to  Nov.  8,  1922,  at  2 
p.  m.,  on  request  of  applicant’s  attorney. 

1048-22-BZ. 

APPLICANT — Edward  M.  Adelsohn,  architect,  on  behalf 
of  Sadie  E.  Miller,  owner. 
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MINUTES 


SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  basement  and  one-story  garage  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 585-599  East  New  York  ave¬ 
nue,  Brooklyn. 

PP  ARANCES— 

For  Applicant:  Edward  M.  Adelsohn,  Sadie  E. 
Miller,  George  H.  Rice. 

For  Opposition :  William  J.  Pape,  John  Cassino, 
Anthony  Giordano,  E.  M.  Moore,  Rose  Bene¬ 
detto,  Gabriele  D’Amate. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon. ...  fi 

Negative :  Chairman  Walsh  .  1 

Absent  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kerby  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Kearney  2 
Absent  .  0 


THE  RESOLUTION: 

( 1048-22-BZ) 

Whereas,  Edward  M.  Adelslohn,  for  Saidie  E.  Miller, 
owner,  filed,  August  16,  1922,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  585  to  599 
East  New  York  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  New  York  and  Kings¬ 
ton  avenues  are  business  districts  and  Lefferts  street  is  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  1,  1922',  in  acting  on  App.  No.  13156- 
1922,  reads : 

“Proposition  contrary  tjo  Art.  II,  Sec.  4  of  Zone 
Resolution.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
1  story  in  height,  with  a  frontage  of  130  ft.  and  a  depth 
of  190  ft.,  to  be  occupied  as  a  garage  for  more  than  5 
motor  vehicles ;  and 

Whereas,  there  existed  on  these  premises  on  July  25, 
1916,  a  stable  for  more  than  5  horses ;  and 

Whereas,  a  committee  of  the  board  visited  the  prem¬ 
ises  and  recommended  the  granting  of  the  application. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zlone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
rear  walls  shall  be  unpierced  throughout  their  entire 
length  and  height,  that  the  building  shall  be  constructed 
of  fireproof  material  and  that  the  front  elevation  on  East 
New  York  avenue  and  Kingston  avenue  shall  be  faced 
with  tapestry  brick  and  stone  or  architectural  terra 
cotta  trimmings  and  that  any  windows  ion  these 
street  fronts  shall  have  sills  not  less  than  6  ft.  above 
the  sidewalk  level  and  that  all  necessary  permits  shall  be 
obtained  within  six  (6)  months  from  the  date  of  this  ac¬ 
tion  and  the  building  completed  within  one  (1)  year. 


1027-22-BZ. 

APPLICANT — Harry  R.  Harvie,  for  Frederick  L.  Rath 
and  John  H.  Siemann,  owners. 

SUBJECT — To  permit  in  a  residence  district  the  exten¬ 
sion  and  erection  of  a  wagon  storage  building  and 
garage. 


PREMISES  AFFECTED — 467-473  Prospect  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  R.  Harvie. 

For  Opposition:  M.  J.  Smith,  P.  J.  McAlevey, 
John  Hennelly,  Mrs.  Eliz.  Hunter,  Peter  J. 

Smith. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 

Kearney,  Kerby  .  5 

Negative:  Chairman  Walsh  .  1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1027-22-BZ) 

Whereas,  Harry  R.  Harvie,  for  John  Siemann  and 
Fredk.  L.  Rath,  owners,  filed,  August  9,  1922,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  extension  of  an  existing  stable  and 
wagon  shed,  and  converting  the  occupancy  to  a  stable, 
wagon  shed  and  garage;  premises  467-473  Prospect  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that-  Prospect  avenue  is  a  resi¬ 
dence  district  and  8th  avenue  and  Prospect  Park  West 
are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  17,  1922,  in  acting  on  App.  Nlo.  11739- 
1922,  reads  : 

“The  following  objections  have  been  filed  by  the 
examiners : 

“Contrary  to  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  extension  is  to  be  of  non-fire¬ 
proof  construction,  1  story  in  height,  with  a  frontage  of 
43  ft.  and  a  depth  of  60  ft.,  the  entire  structure  to  be  oc¬ 
cupied  as  -stable  and  wagon  storage  and  garage  for  two 
commercial  automobiles ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
A  of  the  building  zlone  resolution,  the  board  is  empow¬ 
ered  to  act. 

Resolved-,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  be  limited  to  one  story  in  height  and  that  the 
garage  capacity  shall  be  limited  to  two  (2)  cars,  the  prop¬ 
erty  of  the  owner,  and  used  in  the  conduct  of  his  busi¬ 
ness  and  that  all  necessary  permits  shall  be  obtained  with¬ 
in  6  months  from  the  date  of  this  action  and  the  building 
erected  within  one  year  of  the  date  of  the  action. 


1037-22-BZ. 

APPLICANT — Frank  Hausle,  for  John  L.  Miller,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted  district  the 
erection  of  a  garage  for  more  than  five  cars. 

PREMISES  AFFECTED — Northeast  corner  West  218th 
street  and  10th  avenue,  Manhattan. 

APPEARANCES — 

For  Applicant:  Frank  Hausle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  Niov.  21,  1922,  at 
10  a.  m. 


1085-22-BZ. 

APPLICANT — Dept,  of  Plant  and  Structures,  for  City 
of  New  York,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a-  housing  station  for  dept,  of 
street  cleaning. 
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MINUTES 


PREMISES  AFFECTED— 27-29-31  Horatio  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  J.  W.  Ziegler. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby -  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION : 

(1085-22-BZ) 

Whereas,  Dept,  of  Plant  and  Structures,  for  City  of 
New  York,  owner,  filed,  August  31,  19:22,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  premises  27-29- 
31  Horatio  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  October 
24,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Horatio  street  is  a  busi¬ 
ness  district  and  Hudson  and  Gansevoort  streets  are  un¬ 
restricted  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  7,  1922,  in  acting  on  N.  B.  App.  No.  315- 
1922,  reads : 

“1.  Note:  Premises  is  located  in  a  business  dis¬ 
trict  and  must  not  be  used  as  a  garage  for  more  than 
five  motor  vehicles,  Section  4  of  the  Building  Zone  . 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height,  with  a  frontage  of  85  ft. 

6  in.  and  a  depth  of  112  ft.  6  in.,  to  be  loccupied  as  a 
garage  (housing  station)  for  more  than  5  motor  vehicles ; 
and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
5  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  side  and  rear 
walls  shall  be  unpierced  throughout  their  entire  height  and 
length  and  that  the  garage  portion  shall  be  restricted  to 
one  story  in  height  and  that  the  front  wall  elevation  shall 
be  finished  in  tapestry  brick  with  stone  or  architectural 
terra  cotta  trimming,  that  the  necessary  permits  shall  be  ob¬ 
tained  within  six  (6)  months  of  the  date  of  this  action 
and  the  building  erected  within  eighteen  (18)  months. 


1108-22-BZ. 

APPLICANT — Charles  B.  Meyers,  architect,  for  Adolph 
Lewisohn  &  Sons,  Inc.,  owner. 

SU1BJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection  of 
a  twIOHstory  garage  for  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 4360-4376  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Charles  B.  Meyers,  Thomas  W. 
Churchill. 

For  Opposition:  Mrs.  James  Dowd,  for  St.  Eliz. 
Church,  R.  C.,  Mr.  Gerald  Griffen,  Mr.  Dudley 
Hardy. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kearney  and  Kerby  .  5 

Negative :  Mr.  Beatty  .  1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1108-22-BZ) 

Whereas,  Charles  B.  Meyers,  architect,  for  Adolph  Lewi¬ 
sohn  &  Sons,  Inc.,  owner,  filed,  Sept.  12,  1922,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  partly 
in  a  business  district  and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  5  motor  vehicles ;  premises  4360-76  Broadway, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  October  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  is  a  business  dis¬ 
trict  and  185th  and  187th  streets  are  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Sept.  7,  1922,  in  acting  on  N.  B.  App.  No.  460- 
1922,  reads : 

“1.  Proposed  garage  is  unlawful  in  either  a  business 
or  a  residence  district,  Article  2,  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  2  stories  in  height,  with  a  frontage  of  229  ft.  2-kx 
in.  and  a  depth  of  176  ft.  5  in.,  to  be  occupied  as  a  garage 
for  more  than  5  motor  vehicles  with  stores  on  the  Broad¬ 
way  front ;  and' 

Whereas,  there  existed  in  this  street  between  th&  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than  5 
motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  hereby  is  granted  on  condition  that  the  building  be 
constructed  fireproof;  that  the  south  gable  wall  and  rear 
wall  shall  be  unpierced  throughout  their  entire  length  and 
height ;  that  the  Broadway  front  lof  the  building  be  used 
and  maintained  as  stores  on  the  1st  story,  as  shown  on 
plans  filed  with  this  application,  separated  from  the  garage 
by  fireproof  walls,  any  openings  in  these  walls  to  be  pro¬ 
tected  with  self-closing  fireproof  doors;  that  the  building 
on  187th  street  shall  not  be  built  within  50  ft.  of  the 
building  line  and  that  the  facades  shall  be  constructed 
of  architectural  terra  cotta  or  stucco  in  strict  accordance 
with  the  design  submitted  in  this  case;  return  to  be  made 
to  this  board  by  the  architect-appellant  that  the  structure, 
both  as  to  design  and  construction,  has  been  completed  in 
strict  accordance  with  this  resolution. 

Resolved,  further,  that  any  necessary  permits  shall  be 
obtained  within  6  months  from  the  date  of  this  action  and 
the  building  completed  within  18  months  from  the  date 
of  this  action. 


427-22-BZ. 

APPLICANT— John  J.  McSherry,  for  Andrew  F.  Ryder, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
maintenance  of  a  garage. 

PREMISES  AFFECTED — 2710  Marion  avenue,  The 
Bronx. 

APPEARANCES— None, 

ACTION  OF  BOARD' — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  _  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


1566-21-BZ. 

APPLICANT — Esterbrook  &  Snodgrass,  for  Kate  M. 
Doscher,  owner. 

SUBJECT — Request  for  extension  of  time. 


MINUTES 


PREMISES  AFFECTED — 270  Reid  avenue,  Brooklyn. 
APPEARANCES— 


For  Applicant:  Art.  E.  Esterbroiok. 
ACTION  OF  BOARD— Application  granted. 
THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1566-01-BZ) 

Whereas,  Esterbrook  &  Snodgrass,  for  Kate  M.  Doscher, 
owner,  filed,  Dec.  1,  1921,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  conversion  of  an  existing  livery  stable  for 
more  than  5  horses  into  a  garage  for  more  than  5  motor 
vehicles;  premises  270  Reid  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting  January  24, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Reid  avenue  is"  a  business 
district  and  Halsey  street  and  Macon  street  are  residence 
districts;  and 

Whereas,  the  decision  tof  the  superintendent  of  build¬ 
ings,  rendered  Nov.  17,  1921,  in  acting  on  IN.  B.  Appli¬ 
cation  No.  17052-21,  reads  : 

“Denied — Proposition  contrary  to  Zone  Resolution, 
Art.  II,  paragraph  6.” ; 


and 

Whhieas,  the  building  is  of  non -fireproof  construction, 
3  stories  in  height,  with  a  frontage  of  50  ft.  and  a  depth 
of  94  ft.,  now  occupied  as  a  stable  for  61  horses ;  it  is  pro¬ 
posed  to  alter  the  building  and  occupy  same  as  a  garage 
for  more  than  5  motor  vehicles,  the  alteration  not  to  ex¬ 
ceed  44  per  cent  of  the  value  of  the  building,  exclusive 
of  the  foundations ;  and 

Whereas,  applicant  has  submitted  proof  in  the  form  of  a 
written  statement  from  the  department  of  health  as  to  the 
existence  of  this  stable  on  July  25,  1916;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  Jan.  24,  1922,  on  certain  conditions  and  applicant 
requested  a  modification  of  the  time  limit  condition. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  sixty  days 
of  the  date  of  this  action  and  that  the  building  shall  be 
completed  within  18  months  from  Jan.  24,  1922. 


1682-21-BZ. 

APPLICANT — Chas.  B.  Meyers,  for  Dora  Steinweg, 
owner. 

SUBJECT — Request  by  Superintendent  Brady  for  inter¬ 
pretation  of  the  resolution  substituting  fireproof 
for  non-fireproof  construction. 

PREMISES  AFFECTED — 41-43  West  63rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD* — -Resolution  modified  as  specified  in 
resolution. 


THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  . .  o 

Absent :  Fire  Chief  Kenlon  .  i 

THE  VOTE  TO  MODIFY  THE  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  q 

Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

(1682-21-BZ) 

Whereas,  Charles  B.  Meyers,  architect,  for  Dora  Stein- 
weg  owner,  filed,  December  23,  1921,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  an  existing  building 
mto  a  garage  for  more  than  five  motor  vehicles ;  prem¬ 
ises  41-43  West  63rd  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  14, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
jng  zone  resolution  show  that  63rd  and  64th  streets  are 
business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  28,  1921,  in  acting  on  Aft.  No. 
2783-21,  reads : 

“Reports  show  building  occupied  as  a  public  garage 
and  also  records  show  that  building  was  so  used  in 
1915.  State  whether  garage  use  has  been  continuous 
'luring  interim.  See  section  20  of  Zone  Resolution. 
('Garage  use  is  unlawful,  See  Sec.  6  of  Zone  Reslolu- 
tion.)”  ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction 
2  and  3  stories  in  height,  with  a  frontage  of  50  ft.  and  a 
depth  of  100  ft.  5  in. ;  occupied  as  an  automobile  show 
•  room  and  storage  building ;  it  is  prloposed  to  convert  the 
building  into  a  garage  for  more  than  five  motor  vehicles, 
the  floor,  ceiling,  columns  and  stair  enclosures  to  be  fire- 
retarded;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  March  H  1922,  ion  certain  conditions. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  any  windows 
in  the  rear  wall  shall  have  fixed  sash,  glazed  with  translu¬ 
cent  glass ;  that  the  building  shall  be  constructed  fireproof, 
not  exceeding  3  stories  in  height,  and  on  the  further  condi¬ 
tion  that  the  requirements  of  the  building  zone  resolution 
as  to  yards  and  area  restrictions  be  complied  with. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  wlork  shall  be  obtained  by  Nov.  15,  1922, 
and  that  all  necessary  repairs  shall  be  completed  within  one 
year  from  the  date  of  this  action. 


Adjourned  6.10  p.  m. 

WIlliam  J.  O  Gorman,  Secretary. 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
June  27,  1922,  governing  fire  extinguishing  appliances:  “Standpipe”— ‘Fire  Line,”  the  publishing 
of  the  Rules  in  pamphlet  form  will  be  deferred  until  further  notice. 

WILLIAM  J.  O’GORMAN,  Secretary. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . 

Additional  Pier  and  Theatre  cases  from  1921... 
Cases  filed  up  to  and  including  October  26,  1922 
Restored  to  calendar . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind  . 
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DISPOSITION  OF  CASES. 
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Granted  ion  condition  . .  . . 

Appliances  approved  . 

Appliances  disapproved  . 
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Requests  for  modification  granted  . 
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Requests  for  extension  of  time  granted 
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Rules  approved  . 
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WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample,  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers.  .  ... 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
anv  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
)F  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

1 

1  Q99 

.  sill,  motion  is  to  begin  with  the  issue  for . 


1168 


BULLETIN 

OF  THE 


UHivERsnr  of  f.umis  ubbam 


BOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  Room  914,  Municipal  Building,  New  York  City. 


Vol.  VII 


$2.50  a  year 
Subscription 


NOVEMBER  7,  1922  Bygman°  7  «„ts  cen‘s  No.  45 


DIRECTORY 

BOARD  OF  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

V 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 


BOARD  OF  STANDARDS  AND  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  . Fire  Commissioner 

Charles  Brady  . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville .  Supt.  of  Buildings, -The  Bronx 

Albert  E.  Kleinert  . Supt.  of  Buildings ,  Brooklyn 

John  W.  Moore  .  Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  4  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  October 
31,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and 
Appeals,  October  31,  1922. 

Corrections. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  iof  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

•Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Wednesday,  November 
8,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  November  14,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  (Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  November  2,  1922. 


Cal.  No 
1305-22-A 


Department 


Order  No. 


1304-22-A 
1303-22-A 
1302 
1301-22-A 
1300-22-S 
1299-22-S 
129'8-22-S 
1297-22-S 
1296-22-S 
1295-22-S 
1294-2)2-S 
1293-22-S 
1292-22-S 
1291 
1290 
1289-22-S 
1288-22-S 


462-22 


A 

. LC-14143 

A 

. F-38588 

\ 

. F-15772 

•S . 

. F.D . 

93  Bleecker  st.,  Manhattan 

A 

. LF-38440-38441 

. LD-38443 

s 

. LF-39652 

Q 

. Alt.  1526-1922 

.Q 

. LD-14630 

C 

. .  LD-14629 

s 

_ LD-14624-14626 

. LD-14621-14623 

c 

. LD-14617 

. LD-14614-14616 

-BZ . 

. B.B.M.  .. 

. N.  B.  2692-1922 

-R7 

.  ...N.  B.  1831-1921 

c 

. LD-33660 

c 

. LD-32284 

Restored  to 

Calendar. 

-BZ.... 

. B.B.Bx. 

. N.  B.  870-1922 

. .  .  .  LD-34561 

CALL  OF  CLERK’S  CALENDAR, 

Wednesday,  November  8,  1922,  at  2  p.  m. 

Building  Zone  Cases. 


771-22-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Charles  Levy, 
lessee. 

PREMISES— 400  West  126th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 


929-22-BZ.  „  „  „  T_ 

APPLICANT— Samuel  Rosenblum,  for  May  P.  Korn, 
owner. 

PREMISES— 223  West  79th  street,  Manhattan. _ 

TO  PERMIT  in  a  residence  district  the  conversion  of  oc¬ 
cupancy  from  residence  to  business  purposes. 


987-22-BZ. 

APPLICANT— George  Starin  Cowles,  for  Edward  S. 
Cowles,  owner. 

PREMISES— 591  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  conversion  of  oc¬ 
cupancy  of  the  basement  of  a  sanitarium  to  busi¬ 
ness  purposes. 


1076-22-BZ.  _  .  . 

APPLICANT— Charles  D.  Cords,  for  P.  Chauncey  Ander¬ 
son,  attorney  in  fact  for  Eugene  A.  Lachaise,  own¬ 
er. 

PREMISES— 204-210  Saratoga  avenue,  northwest  corner 
Hull  street,  Brooklyn. 

TO1  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  5  motor  vehi¬ 
cles. 


1086-22-BZ. 

APPLICANT— William  A.  West,  owner. 

PREMISES— 121  West  54th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  the  storage  of  15  motor  vehicles. 


1095-22-BZ.  ‘  _ 

APPLICANT— Alfred  G.  Kraft,  for  United  States  Trust 
Company  of  New  York,  owner. 

PREMISES— 145  West  54th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars,  also  to  permit  such 
garage  to  be  located  in  a  portion  of  a  street,  in 
which  portion  there  exists  a  school. 


1125-22-BZ.  ,  _ 

APPLICANT— Jamaica  Water  Supply  Co,  owner 
PREMISES— E.  S.  IBirsch  street,  210  ft.  south  of  Swanee 
avenue,  Richmond  Hill,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  electric  pumping  station. 


CODE. 

P  D  . Fire  Department 

pj  . Health  Department 

ggg  . Bureau  of  Buildings,  Brooklyn 

g$  g  M . Bureau  of  Buildings,  Manhattan 

g  g  Q . Bureau  of  Buildings,  Queens 

ggg . Bureau  of  Buildings,  Richmond 

gggx . Bureau  of  Buildings,  Bronx 

T  . Tenement  House  Department 


1175-22-BZ.  „  ,  „ 

APPLICANT— Magnuson  &  Kleinert,  for  Samuel  ureen- 
vald  &  Sons,  owners. 

PREMISES— 1365-1375  Bushwick  avenue,  northeast  cor¬ 
ner  Decatur  street,  Brooklyn.  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 


1205-22-BZ.  ,  ,  T  A  n 

APPLICANT— William  F.  Doyle,  for  Barney  Impt.  Co., 

Inc.,  owner. 

PREMISES— Northwest  corner  Amsterdam  avenue  and 
West  186th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 
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462-22-BZ. 

APPLICANT — New  York  Telephone  Company,  for  New 
York  Telephone  Realty  Corporation,  owner. 
PREMISES — 2365  Tiebout  avenue.  The  Bronx. 

TO  PERMIT  partly  in  a  business  district,  and  partly  in 
a  residence  district  the  erection  of  a  Central  Ex¬ 
change  building. 


BOARD  OF  APPEALS. 

Wednesday,  November  8,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1127-22- A — 44  Trinity  place,  Manhattan. 

1129- 22-A — 217-227  Livonia  avenue,  365-375  Chester  street, 

Brooklyn. 

1130- 22-A — 1129  Remsen  avenue,  Far  Rockaw.ay,  Queens. 
1083-22-A — 1093-1095  Gravesend  avenue,  50  Elmwood  ave¬ 
nue,  Brooklyn. 

1144-22-A — 2066-2068  1st  avenue,  Manhattan. 

1098-22-A — 206  Water  street,  Manhattan. 

936-22-A — 296  Broadway,  Manhattan. 

1106-22-A — 21-29  Hopkins  street,  Brooklyn. 

45-22-A — N.  E.  Cor.  Kingsbridge  road  and  Jerome  ave¬ 
nue,  The  Bronx. 

785-22-A — S.  E.  Cor.  East  180th  street  and  Boston  road, 
The  Bnonx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning,  November  8,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  793-22-BZ — Application,  June  6,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Charles  Flury,  owner,  to  permit  in  a 
residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  3-car  pub¬ 
lic  garage  and  the  erection  of  an  addi¬ 
tional  1-car  garage;  premises  1900 
Wallace  avenue,  The  Bronx. 

cal.  no.  1013-22-BZ — Application,  August  2,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Isidore  Cuba,  owner,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  of  a  busi¬ 
ness  building;  740-744  Coster  street, 
The  Bronx. 

cal.  no.  1047-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Charles 
Kreymborg,  architect,  on  behalf  of  Mt. 
Eden  Realty  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  of  a 
business  building;  premises  18  West 
Fordham  road,  The  Bronx. 

cal.  no.  1096-22-BZ — Application,  September  7,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Akibo  Margolin,  owner,  to  permit  in  a 
business  district  the  erection  of  a 
garage  for  more  than  5  motor  vehicles  ; 
premises  760  Southern  boulevard,  The 
Bronx. 

cal.  no.  1227-22-BZ — Application,  October  14,  1922,  under 
the  building  zone  resolution,  of  Charles 
Morris,  applicant,  on  behalf  of  Metro¬ 
politan  Fireproof  Warehouse  Corp., 


owner,  to  permit  the  erection  of  a  busi¬ 
ness  building  extending  partly  into  a 
residence  district,  also  to  permit  a  por¬ 
tion  of  the  83rd  street  wall  to  exceed 
the  height  limit  set  by  the  Zone  Reso¬ 
lution;  premises  168  West  83rd  street, 
471-475  Amsterdam  avenue,  Manhat¬ 
tan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Wednesday,  November  8,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

849-22-A — 354  Bowery,  Manhattan. 

1082-22-A — Canarsie  Lane,  East  45th  street,  Avenue  D, 
East  47th  street  and  Clarendon  road, 
Brooklyn. 

976-22-A — 104  South  4th  street,  Brooklyn. 

1000-22-A — 420-426  East  105th  street,  Manhattan. 

1063-22-A — 305  Broadway,  Manhattan. 

1035-22-A — 46  West  98th  street,  Manhattan. 

491-22-A — 129-135  12th  avenue,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A  Block  bounded  by  Second  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

244- 22- A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22- A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — 'Block  bounded  by  Kent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  afternoon,  November  8,  1922, 
at  2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters  : 

cal.  no.  1473-21-BZ — Application,  November  28,  192)1,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 
cal.  no.  1465-21-BZ — Application,  July  5,  1922,  under  the 
building  zone  resolution,  of  Andrew 
P.  Meehan,  applicant,  on  behalf  of 
Elizabeth  J.  Colgan,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  motor 
vehicles ;  space  to  be  rented  to  persons 
not  residing  on  the  premises ;  1218 
Bushwick  avenue,  Brooklyn. 

cal.  no.  821-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Charles 
M.  Spindler,  applicant,  on  behalf  of 
Edward  W.  Pica,  owner,  to  permit  in 
an  unrestricted  district  the  mainten¬ 
ance  of  a  garage  for  more  than  five 
motor  vehicles  on  the  same  street  with 
a  public  school;  premises  190  Varick 
JT  street,  57  King  street,  Manhattan. 
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cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  1005-22-BZ— Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  James  P . 
Whiskeman,  architect,  on  behalf  of 
Sylvia  R.  Fromm,  owner,  to  permit  in 
a  business  district  the  extension  in  area 
to  an  existing  garage ;  premises,  1003- 
1005  Morris  avenue,  The  Bronx. 

CAL.  NO.  1092-22-BZ— Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Harold 
J.  Crookes,  applicant,  on  behalf  of 
Herman  R.  Maier,  owner,  and  Fort 
George  Automobile  Club,  lessee,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  3-story  garage  for  more  than  5 
motor  vehicles ;  premises  4432-4438 
Broadway,  Manhattan. 

cal.  no.  203-2&-BZ — Application,  February  11,  1922,  under 
the  building  zone  resolution,  of  Russell 
Fraser,  applicant,  and  Rose.  Bowden, 
executrix,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  one  commercial  car ;  prem¬ 
ises  115  Lexington  avenue,  Maspeth, 
Queens. 

cal.  no.  1221-21-BZ — Application,  October  24,.  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn-  ^  . 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  14,  1922,  at  2  p.  m. 


Building  Zone  Cases. 

967-22-BZ.  4i  _  _  , 

APPLICANT— Edward  C.  Johnson,  for  Abram  L.  John¬ 
son,  owner. 

PREMISES— 7090  Amboy  Road,  Tottenville,  Richmond. 
TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars. 


620-22-BZ.  ,  _ 

APPLICANT— Wilhelm  E.  Stern,  for  Bertha  A.  Stern, 
owner. 

PREMISES— 1099  Bushwick  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  storage  of  4  motor  vehicles,  3  spaces 
rented  out. 

1070-22-BZ. 

APPLICANT— John  H.  Knubel,  for  Clemons  Realty  Co., 
owner. 

PREMISES— 352-354  7th  avenue,  204-206  West  30th 
street,  Manhattan. 

TO  PERMIT  partly  in  a  2  times  district  and  partly  in  a 
\y2  times  district  the  erection  of  part  of  a  build¬ 
ing  in  excess  of  the  height  limit  set  by  the  Zone 
Resolution. 


499-22-BZ. 

APPLICANT — Meyer  Lichtenste:n,  owner. 

PREMISES— Rear  2395  Valentine  avenue,  The  Bronx. 
TO  PERMIT  in  ’a  business  district  the  maintenance  of 
garage  for  more  than  5  motor  vehicles. 


698-22-BZ. 

APPLICANT— Emma  J.  Wright,  owner. 

PREMISES — 57  Evelyn  place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  motor  vehicles, 
spaces  rented  out. 

1062-22-BZ. 

APPLICANT— A  C  MacNulty,  foi  Guiseppe  DcMari, 
owner. 

PREMISES — 41  West  52nd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  of  2nd  story  from  residence  to  business  pur¬ 
poses. 

11 38-22-BZ. 

APPLICANT — George  G.  Miller,  for  Maxwell  Shmerler, 
owner. 

PREMISES — 178-186  Parkside  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and 
maintenance  of  a  business  building. 

1200-22-BZ. 

APPLICANT— Frank  E.  White,  for  Margaret  M.  White, 
owner. 

PREMISES — 170  6th  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
an  undertaking  establishment. 

1031-22-BZ. 

APPLICANT— John  DeHart,  for  Martha  M.  Sachse,  own¬ 
er. 

PREMISES — 1401-1417  Newkirk  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  more  than  5  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  November  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

903- 22- A- -538-64  Johnson  avenue,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 
943-22-A — 605  Oak  Terrace,  The  Bronx. 

1019-22-A — 563  West  169th  street,  Manhattan. 

994-22-A— 2251-2253  Loring  place,  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  14,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  972-22-BZ — Application,  July  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

cal.  no.  1071-22-BZ— Application,  August  24,  1922,  undei 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  oi 
Billingsley  Holding  Corporation,  own¬ 
er,  to  permit  in  a  business  district  th< 
erection  of  a  garage  for  more  than  i 
motor  vehicles;  premises  east  side  Jer¬ 
ome  avenue,  113.06  ft.  north  of  Eas' 
170th  street,  The  Bronx. 
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cal.  no.  728-22-BZ — Application,  June  30,  1922,  under  the 
building  zone  resolution  of  R.  Thomas 
Short,  applicant,  on  behalf  of  Clark- 
Johnson  Co.,  owner,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  15-27  Bedford  place,  Brook¬ 
lyn. 

cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S.  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garage 
and  motor  vehicle  repair  shop ;  prem¬ 
ises  91-93  Hope  avenue,  Richmond. 

cal.  no.  1552-2 1-BZ — Application,  April  25,  1922,  under  the 
builoing  zone' resolution,  of  Edward  F. 
Hammel,  engineer,  on  behalf  of  Bea¬ 
trice  R.  Freeman,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  repair  shop ; 
premises  718-720  Coney  Island  avenue, 
Brooklyn. 

cal.  no.  453-22-BZ — Application,  March  28,  1922,  under 
the  building  zone  resolution,  of  Mark 

B.  Bennitt,  applicant,  on  behalf  of  Til- 
lie  Opitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage ;  premises  7806  Beaufort  ave¬ 
nue,  Woodhaven,  Queens. 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 

C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  .corner  185th 
street,  Manhattan. 

cal.  no.  1093-22-BZ — Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Cross 
and  Cross,  architects,  on  behalf  of  379 
Madison  avenue,  Inc.,  owner,  to  permit 
in  a  2  times  district  the  erection  of  a 
building  in  excess  of  the  height  regu¬ 
lations  ;  premises  379  Madison  avenue, 
northeast  corner  of  East  46th  street, 
Manhattan. 

cal.  no.  877-22-BZ— Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Lands 
Estate,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  storage  of 
more  than  5  motor  vehicles ;  premises 
northwest  corner  of  Longfellow  ave¬ 
nue  and  East  172nd  street,  The  Bronx. 

cal  no.  950-22-BZ — Application,  July  15,  1922,  under  the 
building  zone  resolution,  of  Gerniaro 
Devito,  applicant  and  owner,  to  permit 
in  a  residence  district  the  conversion 
and  extension  of  existing  building  for 
business  purposes;  premises  1503  St. 
Lawrence  avenue,  The  Bronx. 

cal.  no.  959-22-BZ — Application,  July  19,  1922,  under  the 
building  zone  resolution,  of  Dietrich 
Wortmann,  architect,  on  behalf  of 
Chelsea  Fireproof  Warehouses,  Inc., 
owner,  to  permit  in  a  1^  times  height 
district  the  erection  of  a  building  in 


excess  of  the  height  regulations;  prem¬ 
ises  108-120  West  107th  street,  Man¬ 
hattan. 

cal.  no.  1018-22-BZ — Application,  August  4,  1922,  under 
the  building  zone  resolution,  of  H.  L. 
Brandt,  applicant,  on  behalf  of  F. 
Schuldes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  of  ground  floor  of  premises  from 
residence  to  business  use ;  premises  563 
West.  169th  street,  Manhattan. 

cal.  no.  1061-22-BZ — Application,  August  19,  1922,  under 
the  building  zone  resolution,  of  Otto  L. 
Spannhake,  architect,  on  behalf  of  An¬ 
ton  Bohaty,  owner,  to  permit  in  a  “B” 
area  district  the  omission  of  side  courts 
in  proposed  3rd  story  as  required  by 
the  building  zone  resolution ;  premises 
434  East  77th  street  and  433  East  76th 
street,  Manhattan. 

cal.  no.  110'7-22-BZ — Application,  September  12,  1922,  un¬ 
der  the  building  zone  resolution,  of 
Charles  B.  Meyers,  architect,  on  behalf 
of  Irving  Feldman,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  2-story  garage  for 
more  than  5  motor  vehicles;  premises 
659-665  West  158th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  14,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

895-22-S — 36  West  56th  street,  Manhattan. 

988-22-S — 258  Wythe  avenue,  Brooklyn. 

677-22-S— 741  Fifth  avenue,  Manhattan. 

1131-22-S — 41  West  24th  street,  Manhattan. 

1136-22-S — 1139  Tiffany  street,  The  Bronx. 

582-22-S — 120-122  West  60th  street,  Manhattan. 
1080-22-S— 1998  Nostrand  avenue,  Brooklyn. 

1072-22-S — 249  West  18th  street,  Manhattan. 

720-22-S — N.  S.  Bank  street,  500  ft.,  west  of  Jersey  street, 
Richmond. 

833-22-S — 141-143  Atlantic  avenue,  Brooklyn. 

1121-22-S — 103  Lexington  avenue,  Manhattan. 

1135-22-S — 34-36  Cooper  square,  Manhattan. 

1161- 22-S — 140  Grand  street,  Brooklyn. 

1162- 22-S — 114  Lexington  avenue,  Manhattan. 

217-21-S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

1230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of — 

1249-22-S — Coen  Oil  Burner,  approval  of — 

1274-22-S — Rodriguez  Oil  (Burner,  approval  of— 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel;  approval  of  A.  C.  Ostrander 
Trouble  Bell ;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S— The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 
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BOARD  OF  APPEALS. 

Tuesday,  November  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

962-22- A — Foot  of  51st  street,  Bush  Terminal  Building, 
No.  58,  Brooklyn. 

394-22-A — 101-105  East  125th  street,  Manhattan. 

403 -22- A — 514  or  516  78th  street,  Brooklyn. 

512-22-A — 822  Flatbush  avenue,  Brooklyn. 

1 133-22-A — 347  East  103rd  street,  Manhattan. 

1145-22- A — 30  West  44th  street,  Manhattan. 

1150- 22-A — 1600  Broadway,  Manhattan. 

1151- 22- A — 1131-1137  Broadway.  Manhattan. 

1152- 22-A — 1680-1684  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  21,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1037-22- BZ— Application,  August  12,  1922,  under 
the  building  zone  resolution,  of  Frank 
Hausle,  architect,  on  behalf  of  John 
L.  Miller,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  premises  northeast  corner  of 
West  218th  street  and  10th  avenue, 
Manhattan. 

CAL.  NO.  1057-22-BZ — Application,  August  19,  1922,  under 
the  building  zone  resolution,  of  Stock- 
ton  Chambers,  Inc.,  applicant  and  own¬ 
er,  to  permit  in  a  residence  district  the 
maintenance  of  a  Tea  Room;  premises 
306  West  109th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  21,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

110O-22-S — 319-321  East  44th  street,  Manhattan. 

1020-22-S — 133  East  15th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

957-22-S— Burnwell  Mechanical  Burner,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

3 3 7-22 -S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

830-22-S— Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22- S — Simplex  Fuel  Oil  Burner,  approval  of — 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  28,  1922,  at  2  p.  m 

Appliances  Submitted  for  Approval. 

1064-22-S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 

1193-22-S — Richmond  Gravity  Fuel  Oil  Burner,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 

1 173-22- S — Anti-Syphon  Valve,  approval  of. 

1134-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S- — Combustion  Fuel  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  22,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21 -A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— -946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A— 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A— Pier  27,  North  River,  Manhattan. 
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883-19-A — Pier  29,  North  River,  Manhattan. 

8S4-19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19- A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

951- 19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

S90-19-A — Pier  70,  East  River,  Manhattan. 

205-20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 
Brooklyn. 

2GG-20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 
Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A— Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A—  Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

27 1- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 


273-20-A — Pier  19,  East  River,  foot  of  Clark  street, 
Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21- A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21- A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  31,  1922. 

Present — Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  special  meeting  of  the  board  of  ap¬ 
peals,  held  on  Friday  afternoon,  October  20,  1922,  and  the 
minutes  of  the  regular  meeting  of  the  board  of  appeals, 
held  Tuesday  morning,  October  24,  1922,  and  the  minutes 
of  the  special  meeting  of  the  board  of  appeals,  held  Tues¬ 
day  afternoon,  October  24,  1922,  were  approved  as  printed 
in  the  Bulletin,  No.  44,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1098-22-A. 

APPELLANT— Edward  M.  Roche,  lessee. 

SUB  TECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 206  Water  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  E.  M.  Roche. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD— Laid  over  to  November  8,  1922,  at 
10  a.  m.,  on  request  of  appellant. 


994-22-A. 

APPELLANT— Karl  F.  J.  Seifert,  for  Dr.  Charles  W. 
Fitch,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 


PREMISES  AFFECTED— 2251-2253  Loring  place,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Laid  over  to  November  14,  1922,  at  10  a.  m.,  on 
request  of  appellant  and  to  procure  information 
from  superintendent  of  buildings  as  to  whether  or 
not  premises  are  occupied. 


962-22- A. 

APPELLANT— The  Great  Atlantic  and  Pacific  Tea  Com¬ 
pany,  for  Bush  Terminal  Company,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— Bush  Terminal  Building  No. 
58,  foot  of  51st  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  H.  T.  Hale. 

ACTION  OF  BOARD- — Laid  over  to  November  21,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


936-22-A. 

APPELLANT— Frank  L.  Shapman,  for  Ernest  E.  Lonl- 
lard,  owner. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 296  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  Edward  P.  Doyle. 

For  Administration :  None. 
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ACTION  OF  BOARD — Laid  over  to  November  8,  1922,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


1029-22-A. 

APPELLANT — C.  H.  Caldwell,  for  Macmillan  Company, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 64-66  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Charles  H.  Caldwell. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerhy  . .  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  l 


THE  RESOLUTION: 

(1029-22-A) 

Whereas,  C.  H.  Caldwell,  for  Macmillan  Company,  own¬ 
er,  filed,  August  10,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  64-66  Fifth  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gal¬ 
lons  capacity  for  the  standpipe  system,  said  ‘tank  to  be 
so  elevated  that  the  bottom  will  be  not  less,  than  20 
feet  above  the  hose  outlet,  of  the  top  story,  sec.  20, 
ch.  12,  Code  of  Ordinances.”  ; 

and 

•  Whereas,  the  building  is  fireproof,  8  stories  in  height, 
50  ft.  by  110  ft.  and  125  ft.  irregular  in  area,  occupied  as  a 
warehouse,  200  persons  employed  in  the  entire  building; 
the  building  being  equipped  with  a  standpipe  system  sup¬ 
plied  from  a  2,000-gallon  tank,  500  gallons  of  which  are 
restricted  to  warehouse  use  leaving  1,500  gallons  for  stand¬ 
pipe  service. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  stipulations  set  forth  in  modi¬ 
fication  granted  by  the  bureau  of  fire  prevention  on 
June  15,  1915,  specifying  that  1,600  gallons  be  reserved  for 
standpipe  purposes  be  complied  with ;  that  the  standpipe 
system  be  submitted  to  the  regulation  test,  and  that  a  fixed 
iron  ladder  to  the  top  Of  tank  be  provided. 

Resolved,  further,  that  the  appeal  be  granted  so  long  as 
present  conditions  as  to  use  and  occupancy  in  the  building 
remain  substantially  unchanged. 


1069-22-A. 

APPELLANT— Robert  W.  Boyd,  for  Atlantic  Ware¬ 
houses,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  super:nt.endent 
of  buildings. 

PREMISES  AFFECTED1 — 2306-2342  Decatur  street, 

Queens. 

APPEARANCES— 

For  Appellant :  Robert  W.  Boyd. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

( 1069-22-A) 


Whereas,  Robert  W.  Boyd,  for  Atlantic  Warehouses, 
Inc.,  owner,  filed,  August  23,  1922,  an  appeal,  with  the  board 


of  appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  2306-2342  Decatur  street,  Queens ; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“3.  Wood  shipping  platform  with  wooden  hood 
over  is  forbidden  as  part  of  a  fireproof  building,  (sec. 
72,  Bldg.  Code.)”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction  (reinforced  concrete),  4  stories  in  height, 
280  ft.  llfi  in.  by  101  ft.  in  area,  occupied,  base¬ 
ment,  storage  and  boiler  room,  10  persons ;  1st  story, 
storage  and  shipping,  20  persons ;  2nd  story,  storage,  50 
persons ;  3rd  story,  storage  and  office,  205  persons ;  4th 
story,  storage,  10  persons ;  and 

Whereas,  it  is  proposed  to  erect  a  shipping  platform 
and  canopy  of  wood  at  2nd  story  level;  and 

Whereas,  appellant  contends  that  the  platform  in  ques¬ 
tion  facing  the  south  s.de  of  the  building  is  to  be  con¬ 
structed  on  railroad  property ;  that  the  Long  Island  Rail¬ 
road  Company  will  not  permit  a  permanent  structure  on 
their  property  and  the  present  location  of  the  tracks  and 
the  proposed  siding  require  that  a  platform  be  built  and 
that  the  use  of  the  building  will  be  seriously  curtailed  if 
this  platform  is  not  permitted. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  hose  outlet 
with  100  feet  of  hose  be  provided  for  the  platform  at  the 
front  wall  inside  the  building  at  the  2nd  doorway  from 
each  end. 


1084-22-A. 

APPELLANT — Mary  A.  Conway,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2274  Bassford  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  J.  A.  Brunner. 

For  Administration  :  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 


Negative  .  o 

Absent :  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 

(1084-22-A) 


Whereas,  Mary  A.  Conway,  owner,  filed,  August  31, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  2274  Bassford 
avenue,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  building  is  frame,  one  and  one-half  (1)4) 
stories  in  height,  17.5  ft.  by  27.75  ft.  in  area,  occupied  as 
a  garage  for  one  automobile,  located  in  a  residence  dis¬ 
trict,  inside  the  fire  limits;  and 

Whereas,  appellant  contends  that  the  building  was  used  as 
a  stable  until  the  year  1916  and  has  been  used  as  a  private 
garage  since  1916  and  has  filed  affidavits  to  that  effect. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
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granted  on  condition  that  the  storage  be  limited  to  one 
automobile  of  the  pleasure  car  type  and  that  there  shall  be 
no  gasoline  stored  or  kept  on  the  premises. 


110G-22-A. 

APPELLANT — Walter  B.  Wills,  for  Morris  Trop,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 21-29  Hopkins  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant.:  Joseph  McSweeney. 

For  Administration:  Inspector  Maher  of  fire  de- 
.  partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  November  8, 
1922,  at  10  a.  m.,  for  final  hearing. 


11 14-22- A. 

APPELLANT — National  Meter  Company,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 4201-4223  1st  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Herman  A.  Brant  and  Adolph 
Essig. 

For  Administration:  Inspector  Ort  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  . .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

( 1114-22-A) 


Whereas,  National  Meter  Company,  owner,  filed,  Sep¬ 
tember  13,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  4201- 
4223  First  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Install  a  standpipe  system  with  riser  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2 y2  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient,  feet 
of  2l/2  inch  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  52  ft.  by  303  ft.  in  area,  occupied  1st  story,  office 
and  machine  shop,  60  persons;  2nd  story,  mqter  testing- 
plant  and  stock  room,  55  persons ;  3rd  story,  machine  shop, 
165  persons ;  4th  story,  drafting  room  and  machine  shop, 
55  persons;  the  building  being  equipped  with  a  10-inch 
standpipe  in  the  tower  supplied  from  a  10,470  gal.  tank; 
this  standpipe  being  used  for  the  meter  testing  plant  and 
also  used  to  supply  the  fire  hose  outlets  on  each  story  and 
roof ;  these  outlets  are  provided  with  100  ft.  of  2y2-m.  hose; 
there  's  a  Siamese  connection  at  the  street  front  near  the 
easterly  end  of  the  south  side  of  the  building;  just  out¬ 
side  the  interior  fireproof  stairway  there  is  a  2-in.  riser 
having  2l/2 -in.  hose  outlets  on  each  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  conditions  as  to  use,  occupancy  and  fire 
protection  remain  substantially  unchanged. 


1216-22 -A. 

APPELLANT — Charles  Kreymborg,  for  Perlbinder  Real¬ 
ty  Corp.,  owner. 


SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFbECTED — 1260-1268  Westchester  avenue, 
The  Bronx. 

APPEARANCES— 

For  Appellant.:  Charles  Kreymborg  and  Joseph 
Perlbinder. 

Eor  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty  and  Kerby  ,. . . .  2 

Negative:  Chairman  Walsh,  Messrs.  Boul¬ 


ton,  Holland  and  Kearney  .  4 

Absent:  Fire  Chief  Kenlon  . .  l 


THE  RESOLUTION: 

(1216-22-A) 

Whereas,  Charles  Kreymborg,  for  Perlbinder  Realty 
Corp.,'  owner,  filed,  October  11,  1922,  an  appeal  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  1260-1268  Westchester  avenue,  The 
Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“Item  2.  Repeated. 

“Item  4.  A  4-in.  regulation  standpipe  equipment  must 
be  installed  as  per  rules  on  standpipe  equipment  as 
adopted  by  the  Board  of  Standards  and  Appeals.  Sec¬ 
tion  581  of  the  Building  Code.” ; 

and 

Whereas,  the  building  is  non-fireproof,  1  story  in  height, 
100  ft.  by  253  ft.  in  area,  located  in  an  unrestricted  dis¬ 
trict  inside  the  fire  limits ;  occupied  as  a  garage  for  more 
than  five  motor  vehicles;  the  building  being  divided  into 
two  sections,  by  a  brick  wall;  the  front  section  contains 
12,935  sq.  ft.  and  the  rear  section  contains  14,920  sq.  ft., 
the  building  being  provided  with  a  4-in.  standpipe  system 
with  a  4-in.  direct,  street  connection;  the  pressure  in  the 
street  being  25  lbs. ;  and 

Whereas,  appellant  contends  that  owing  to  a  misin¬ 
terpretation  of  the  law  provision  for  carrying  a  roof  tank 
was  omitted  and  that  the  present  wall  construction  is  not 
sufficient  to  carry  this  additional  load. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1002-22- A. 

APPELLANT — Oriental  Dye  Works,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 104  East  104th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Joseph  Marx. 

For  Administration :  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  . .  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1002-22-A) 

Whereas,  Oriental  Dye  Works,  for  J.  Bachrach,  owmer, 
filed,  July  31,  1922,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
1C4  East  104t.h  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  use  of  portable  gasoline  tank 
in  non-storage  garage.” ;  / 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
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height,  20  ft.  by  70  ft.  in  area  in  the  1st  story  and  20  ft.  by 
38  ft.  6  in.  in  area  above ;  occupied,  1st  story,  garage ; 
2nd  story,  pressing  room,  5  persons;  3rd  story,  pressing 
room,  5  persons ;  and 

Whereas-,  appellant  states  that  the  garage  is  lined  with 
metal  and  that  he  maintains  a  50-gallon  tank  of  foamite 
in  the  garage  and  that  the  gasoline  stored  is  for  his  own 
use. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied.' 


1097-22-A. 

APPELLANT — Edward  J.  Callahan,  lessee. 

SUBJECT — Appeal  from  decision  of  the  fire  commiss'oner. 
PREMISES  AFFECTED— 521  West  130th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Edward  J.  Callahan. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 


Negative  . .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1097-22-A) 

Whereas,  Edward  J.  Callahan,  for  Mrs.  Neale,  owner, 
filed,  September  7,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  521  West  130th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  motor  vehicle  repair  shop.” ; 

and 

Whereas,  the  building  is  frame,  covered  with  corrugated 
iron,  one  story  in  height,  40  ft.  by  20  ft.  in  area,  occupied 
as  a  motor  vehicle  repair  shop,  located  in  an  unrestricted 
district,  inside  the  fire  limits ;  and 

Whereas,  appellant  contends  that  the  building  has  been 
occupied  as  a  motor  vehicle  repair  shop  since  1913  and  has 
filed  affidavits  to  that  effect.  - 
Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  exterior  of  the  building  be 
protected  with  corrugated,  galvanized  iron,  and  that  the 
partition  subdividing  the  building  shall  be  covered  with 
fire-retarding  material  on  the  motor  vehicle  repair  shop 
side. 


1117-22-A. 

APPELLANT — Jodur  Corporation,  owner. 

SUBJECT — Appeal  from  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 358  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Saul  Wuilchins. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon .  l 


THE  RESOLUTION: 

( 1117-22-A) 

Whereas,  Jodur  Corporation,  owner,  filed,  September 
14,  1922,  an  appeal,  with  the  board  of  appeals,  from  an 
order  and  decision  of  the  fire  commissioner,  affecting 
premises  358  Fifth  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“Order  No.  36774-F: 

“1.  Install  a  standpipe  system  with  risers  C  inches 
in  diameter  tested  tq  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof.  .  . 
and  the  decision  rendered  in  acting  on  App.  No.  537-21, 
reads : 

“Disapproved  June  3rd,  1921,  with  the  following 
objections  : 

"Item  10  repeated.  Hose  outlets  and  risers  must 
be  located  in  stair  enclosure. 

“Item  13  repeated:  Two  way  3x3x6-in.  Siamese  steam¬ 
er  connections  with  Y^-'vn.  open  drip  to  sink  horizontal¬ 
ly  placed  18-24  in.  above  sidewalk  located  in  an  ac¬ 
cessible  position  with  independent  clapper  valves  in 
each  inlet  with  sign  TO  STANDPIPE  provided  on 
each  street  front. 

“Item  15.  Each  store  to  have  an  approved  2 54- 
gallon  fire  extinguisher. 

“Item  16.  Outlet  with  sufficient  length  of  hose  must 
be  provided  front  portion  of  sub-basement.”; 

and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
61  ft.  by  100  ft.  in  area,  occupied  as  store  and  office  with 
an  average  of  20  persons  per  story,  not  more  than  45  per¬ 
sons  on  any  one  story ;  there  being  a  6-inch  standpipe  lo¬ 
cated  near  the  fire  tower  at  the  junction  of  the  public 
hall  and  elevator  corridor ;  and 

Whereas,  appellant  contends  that,  this  standpipe  com¬ 
plies  in  all  respects  with  the  requirements  of  the  law  ex¬ 
cept  as  to  the  location  and  that  it  is  easily  reached  from  the 
fire  tower. 

Resolved,  that  order  No.  36774-F  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified,  and  the  appeal  as 
to  that  order  be  and  it  hereby  is  granted  on  condition  that 
the  standpipe  shall  comply  with  the  rules  of  the  board  of 
standards  and  appeals,  except  as  to  the  location  of  risers 
which  may  remain  as  at  present,  but  that,  the  hose  outlet 
be  extended  through  the  wall  into  the  tower,  with  at.  least 
100  ft.  of  hose  at  each  outlet,  and  that  the  decision  of  the 
fire  commissioner,  rendered  in  acting  on  Alt.  No.  537-21,  in 
so  far  as  it  relates  to  Items  10  and  16,  be  and  it  hereby  is 
modified  and  the  appeal  as  to  these  items  granted  as  to  Item 
No.  10  on  condition  that  on  the  hall  side  of  the  tower  par¬ 
tition  there  shall  be  a  sign,  in  red  letters,  at  least  4  inches 
high  and  in.  wide,  reading — “Fire  Hose  in  Tower”  on 
each  floor  above  the  first;  and,  as  to  Item  16,  on  condition, 
that  125  feet  of  hose  be  provided  from  the  standpipe  in 
the  front  portion  of  sub-basement,  and  that  a  2^-gallon 
chemical  extinguisher  be  provided  in  the  bank  vault  of  the 
sub-basement,  and  that,  the  appeal  as  to  items  be  granted  so 
long  as  conditions  remain  substantially  unchanged  and  that 
the  decision  of  the  fire  commissioner  in  so  far  as  it  relates 
to  Items  No.  13  and  15  be  affirmed  and  the  appeal  as  to 
these  items  be  denied. 


1123-22-A. 

APPELLANT — William  J.  T.  Getty,  for  Knapp  Realty 
Co.,  owner. 

SUBJECT— Appeal  from  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED' — 39-41  West  23  rd  street,  20 
West  24th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  William  J.  T.  Getty. 
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ACl  IOlN  OK  BOARD — Appeal  denied 
IHt  VOTE— 

Affirmative  .  0 

.Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  iverby  . .  u 
Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1123-22-A) 

Whereas,  William  J.  T.  Getty,  for  Knapp  Realty  Co., 
owner,  hied,  September  18,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  39-41  West  23rd  street  and  20  West 
24th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads: 

8.  I  he  proposed  method  of  ventilating  the  toilet 
compartments  cannot  be  accepted  as  complying  wilh 
the  requirements  of  the  Building  Code,  Section  133  ”  • 
and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  41  2-3  ft.  by  19714  ft.  in  area,  occupied  as  offices 
and  display  rooms,  30  persons  per  story;  there  being  toilet 
rooms  located  at  the  westerly  side  center,  which  are  ven¬ 
tilated  to  an  open  shaft  14  ft.  by  31  ft.  in  area,  by  a  win¬ 
dow  3  ft.  7  in.  by  5  ft.  9  in.,  this  shaft  being  an  adjoining 
property;  and 

Whereas,  appellant  contends  that,  the  present  means  of 
ventilation  are  ample  and  that  ventilation  by  means  of  ducts 
would  be  expensive. 

Resolved,  that  the  decision  of  the  superintendent,  of 
buildings  be  and  it  hereby  is  affirmed  and  the  appeal  be 
and  it  hereby  is  denied. 


45-22-A. 

APPELLANT — I.  Margon  and  C.  Glaser,  for  S.  &  L. 
Bldg.  Corp.,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Northeast  corner  of  Kings- 
bridge  noad  and  Jerome  avenue,  The  Bronx 
APPEARANCES— 

For  Appellant:  None. 

For  Administrtion :  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  November  8,  1922,  at  10  a  m. 


785-22-A. 

APPELLANT — I.  Margon  and  Charles  Glaser,  for  S.  & 
L.  Bldg.  Corp.,  owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED^ — Southeast  corner  of  East 
180th  street  and  Boston  road,  The  (Bronx. 
APPEARANCES— 

For  Appellant:  None. 

For  Admimstr  Jon:  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  laid  over  to  November  8,  1922,  at  10  a.  m. 


741-22-A. 

APPELLANT — Richard  Shutkind. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED; — 290  Dyckman  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 


■  THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Iverby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  .  y 

Absent:  Mr.  Holland  .’  ’  i 

544-21-BZ. 

SnRTPrT^  1  William  S.  Lee,  for  Annie  E.  Lee,  owner. 
BUBJB.L1  Application  to  permit  in  a  business  district  a 
garage  and  repair  shop  for  more  than  five  motor 
vehicles. 

appearances-CTED_91'93  Hol,e  avenue>  Richmond' 

For  Applicant:  Wm.  S.  Lee. 

For  Opposition :  Hilda  A.  Miller. 

ACTION  OF  BOARD— Application  laid  over  to  Novem¬ 
ber  14,  1922,  at  10  a.  m.,  on  request  of  applicant. 

919-22-BZ. 

APPLICANT — Wesley  E.  Bryde,  owner. 

SUBJECT  Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of 
three  motor  vehicles. 

APPEARANCES— ”TED  ^  avenUe’'  Tl,e  Bro"x' 

For  Applicant:  Wesley  L.  Bryde-. 

For  Opposition:  None. 

rSmTim  BOARD— Application  granted  An  condition 

sIJCClfied  in  resolution. 

1  HP  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  6 

Negative  .  Q 

Absent:  Fire  Ch:ef  Kenlon  ...  j 

THE  RESOLUTION: 

(919-22-BZ) 

Whereas,  Wesley  E.  (Bryde,  owner,  filed,  July  10  1922 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for 
the  storage  of  three  motor  vehicles;  space  being  rented  to 
persons  not  residing  on  the  premises ;  premises  3065  Perry 
avenue,  The  Bronx;  and  * 

Whereas  a  public  hearing  was  held  on  this  application 
£  ,  °f  appeals>  its  regular  meeting,  October 

f,1’  tP2-.  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Perry  and  Bainbridge  ave¬ 
nues  are  residence  districts  and  East  204th  street  ;s  a 
business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Tune 
13,  1922,  reads:  J 

.  ^  Discontinue  the  maintenance  of  a  garage  which 

is  not  maintained  strictly  as  an  accessory  to  dwelling 
on  same  lot  on  these  premises.”  ; 
and 

Whereas,  the  existing  building  is  of  all  metal  construc¬ 
tion,  1  story  in  height  with  a  frqntage  of  30  ft.  0  in.  and 
a  depth  of  18  ft.  0  in.,  occupied  as  a  garage  for  three 
automobiles  of  the  pleasure  car  type,  space  being  rented 
to  persons  not  residing  on  premises ;  and 
Whereas,  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  for  a  period  of  two  years  from 
the  date  of  this  action,  on  condition  that  the  storage  shall 
be  limited  to  three  automobiles  of  the  pleasure-car  type, 
space  for  which  may  be  rented  to  persons  not  residing  on' 
the  premises. 
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1552-21-BZ. 

APPLICANT— 


David  W.  Freeman,  for  Beatrice  R.  Free¬ 


man,  owner.  _  .  .  . 

SUBJECT— Application  to  permit  in  a  business  district 
the  maintenance  of  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 718-720  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  November  14,  1922,  at  10  a.  m. 


155'8-21-BZ. 

APPLICANT— Harry  S.  Sullivan,  applicant,  on  behalf 
of  Samuel  Epstein,  owner.  . 

SUBJECT _ Applicat:on  for  a  rehearing  of  an  application 

previously  dismissed  for  lack  of  prosecution  to 
permit  in  a  business  district  the  erection  of  a 
garage  for  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 818-822  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Harry  S.  Sullivan  and  Miss.  Glea- 

For  Opposition:  Charles  E.  Russell,  L.  Etzko- 
•  witz,  A.  Etowzer,  A.  Strock,  Julius  Huck- 
man,  K.  Kapln,  Louis  Kalerowitz,  Bernard 
B.  Kay,  E.  J.  Muntz,  Dora  Mohr,  Morris 
Zaluski  ’and  Antonio  Guireri. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE-  , 

Affirmative:  Messrs.  Beatty  and  Kerby  .  ~ 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland  and  Kearney  and  Fire  Chief  Ken- 

Ion  . . . .  J* 

Absent  . . . . 

THE  RESOLUTION: 

(1558-21-BZ) 

Whereas,  Peter  Millman,  for  Samuel  Epstein,  owner, 
filed  August  22,  1921,  an  application  under  the  building 
zone’  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles,  premises  818-822  Gates  avenue, 

^Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
31,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of’ the  Board  of  Standards  and  Appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gates  and  Reed  avenues  are 
business  districts  and  Monroe  street  is  a  residence  district, 

^Whereas,  the  decsion  of  the  superintendent  of  buildings, 
rendered  August  3,  1921,  in  acting  on  App.  No.  10891-1921, 

rcsds *  •  . 

“Contrary  to  Art.  II,  Sec.  4,  of  Zone  Resolution.  , 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height  with  a  frontage  of  75 
•ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and  _ 

Whereas,  there  was  opposition  to  the  granting  of.  this 
application  on  the  part  of  neighboring  property  owners 
Resolved,  that,  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  application 
be  and  it  hereby  is  denied. 


453-22-BZ.  .  ,  ,  ,,  , 

APPLICANT — Mark  B.  Bennett,  applicant,  on  behalf  ot 

Tillie  Opitz,  owner. 

SUBTECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 


PREMISES  AFFECTED— 7800  Beaufort  avenue,  Wood- 
haven,  Queens. 

APPEARANCES— 

For  Applicant :  Arthur  J.  Grady. 

For  Opposition :  A.  Sidney  Galtzka. 

ACTION  OF  BOARD— Application  laid  over  to  Novem¬ 
ber  14,  1922,  at  10  a.  m.,  to  check  consents. 


1172-21-BZ. 

APPLICANT — Monte  London,  attorney,  on  behalf  of  Pat¬ 
rick  C.  Meyers,  owner. 

SUBJECT— Rehearing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one-story  public 
garage. 

PREMISES  AFFECTED— 4342  Broadway,  northeast  cor¬ 
ner  of  185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Monte  London  and  Patrick  C. 
Meyers. 

For  Opposition :  Stewart  Brown  and  Frank 

Locker. 

ACTION  OF  BOARD— Application  laid  over  to  Novem¬ 
ber  14,  1922,  at  10  a.  m.,  to  permit  applicant  to 
amend  application. 

1042-22-BZ. 

APPLICANT— Albert  Ullrich,  for  Borden’s  Farm  Prod¬ 
ucts  Co.,  Inc.,  owner.  . 

SUBTECT — Application  to  permit  in  a  residence  district 
the  alteration  of  a  1-story  wagon  storage  and  sta¬ 
ble  building. 

PREMISES  AFFECTED— 2378-2390  Gravesend  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  T.  J.  Mahoney  and  John  Linn. 

For  Opposition:  None. 

ACTION  OF  BOARD— Applicat'ohi  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  and 

Fire  Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION  : 

(1042-22-BZ.) 

Whereas,  Albert  Ullrich,  for  Borden’s  Farm  Products 
Inc.,  owner,  filed,  August  15,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  extension  in 
area  of  an  existing  wagon  shed  and  stable ;  premises  2378- 
2390  Gravesend  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  tlrs  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
31,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gravesend  avenue  and  Neck 
road  are  business  distr'ets  and  Village  Road  South  is  a 
residence  district  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  26,  1922,  in  acting  on  Application  No. 
12545-1922,  reads : 

“Amendment  has  to  be  denied  as  contrary  to  Build¬ 
ing  Zone  Resolut  on.” ; 

and 

Whereas,  the  proposed  extension  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height  with  a  frontage  of 
38  ft.  0  in.  and  a  depth  of  96  ft.  254  in  ,  to  be  occupied  as 
wagon  storage  and  stable ;  and 

Whereas,  this  property  was  in  one  ownership  on  July 
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25,  1916,  and  under  the  provisions  of  section  7,  subdiv.  A, 
ol  the  budding  zone  resolution  the  board  is  empowered  tu 

act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  all  permits  neces¬ 
sary  for  the  prosecution  of  the  work  shall  be  obtained  and 
the  structure  completed  withon  one  year  from  the  date  of 
this  action. 


1057-22-BZ. 

APPLICANT — Stockton  Chambers,  Inc.,  owner. 
SUBJECT — To  permit  in  a  residence  district  the  main¬ 
tenance  of  a  tea  room. 

PREMISES  AFFECTED — 306  West  109th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  J.  J.  McGinty  and  Joseph  Lazarre 
of  Health  Dept. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  laid  over  to  November 
21,  1922,  at  10  a.  m,  on  request  of  applicant’s  rep¬ 
resentative. 


1093-22-BZ. 

APPLICANT — Charles  Forstbauer,  for  Cross  &  Cross, 
owners. 

SUBJECT  Application  to  permit  in  a  2  times  district 
the  erection  of  a  building  in  excess  of  the  height 
regulations. 

PREMISES  AFFECTED — 379  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  W.  Taylor  Phillips  and  Charles 
Forstbauer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  laid  over  to  Novem¬ 
ber  14,  1922,  at  10  a.  m.,  to  permit  applicant  to  cor¬ 
rect  application. 


1137-22-BZ. 

APPLICANT — Martin  James  Fielder,  for  Tillie  S.  Feld¬ 
man,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  an  oil  selling  station. 
PREMISES  AFFECTED — South  side  Buel  avenue,  1030 
ft.  east  of  Richmond  road,  Richmond. 
APPEARANCES— 

For  Applicant:  Martin  J.  Fielder  and  R.  J.  Feld¬ 
man. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTR- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Kerby  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(1137-22-BZ) 

Whereas,  Martin  James  Fielder,  for  Tillie  S.  Feldman, 
owner,  filed,  Sept.  22,  1922,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  an  oil  storage  plant; 
premises  south  side  of  Buel  avenue,  1030  ft.  east  of  Rich¬ 
mond  road,  Richmond ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October 
31,  1922',  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 


ing  zone  resolution  show  that  Buel  avenue  and  Richmond 
road  are  business  districts;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  Sept.  20,  1922,  :in  acting  on  Alt.  App.  Nio.  1151- 
1922,  reads : 

1.  Oil  storage  plant  not  permitted  in  a  business 
district  under  section  4A  of  the  Building  Zone  Reso¬ 
lution.”  ; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground  in 
a  business  district  on  which  it  is  proposed  to  erect  a  one- 
story  frame  oil-house,  with  a  frontage  of  26  ft.  and  a 
depth  of  11  ft.,  and  a  1  story  frame  stable  for  5  horses  25 
ft.  by  30  ft.,  and  to  install  underground  a  15000  gallon  tank 
for  petroleum  storage;  and 

Whereas,  appellant  contends  that  the  premises  were  oc¬ 
cupied  for  similar  uses  previous  to  the  passage  of  the 
building  zone  resolution. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  application  be  and  it 
hereby  is  granted,  for  ■  a  period  of  two  years  from  the 
date  of  this  action,  on  condition  that  applicant  obtain  all 
necessary  permits  and  that  the  storage  tank  shall  be  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals. 


462-22-BZ. 

APPLICANT — New  York  Telephone  Company. 
SUBJECT— Request  to  reopen  application  and  reconsider 
resolution  of  May  31,  1922,  to  permit  increase  in 
height  of  building. 

PREMISES  AFFECTED — 2365  Tiebout  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Application  reopened  and  set  for  calendar  call 
November  8,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  . ' .  o 

Absent:  Mr.  Holland  . .  i 


AREAS  EIXED. 

(1240-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Paul  R.  Henkel,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  premises  313-319  East  160th 
street,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Courtlandt  avenue  from  159th  street 
to  16>lst  street,  also  both  sides  of  160th  street  from 
a  point  100  ft.  west  of  Courtlandt  avenue  to  a  point 
400  ft.  east  of  proposed  garage. 


(1148-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Lewis  S.  Morris,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  premises  west  side  Walton 
avenue,  80  ft.  south  of  149th  street,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Walton  avenue  from  146th  street  to 
a  point  100  ft.  north  of  149th  street,  also  both  sides 
of  Gerard  avenue  from  the  proposed  garage  to  a  point 
100  ft.  north  of  149th  street. 


Adjourned  1:40  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  31,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Brady,  ReVilte, 
Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon, _  Octo¬ 
ber  17,  1922,  were  approved  as  printed  in  the  Bulletin,  No. 
43,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

1020-22-S 

PETITIONER— Jourdan  Herbst  Brothers,  lessee. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner  and  an  order  of 
the  superintendent  of  buildings. 

PREMISES  AFFECTED— 133  East  15th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Francis  L.  Driscoll. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  Nov.  21,  1922,  at  2 
p.  m.,  to  amend  papers. 


1080-22-S.  ; 

PETITIONER— Philip  Bardes,  for  Joseph  Bettmger, 
owner. 

SUBJECT- — Variation  iof  the  labor  law  as  cited  in  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED— 1998  Nostrand  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  Ben  Miller. 

ACTION  OF  BOARD— Laid  over  to  Nov.  14,  1922,  at  2 
p.  m. 


1101-22-S. 

PETITIONER— Jacob  Fisher,  for  Becher  &  Meyers  Co., 
lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 342  6th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Jacob  Fisher. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott .  11 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  and  Deputy  hire 
Commissioner  Hannon  .  2 

i 

THE  RESOLUTION: 

(1101-22-S) 

Whereas,  Jacob  Fisher,  for  Becher  &  Meyers  Go.,  lessee, 
filed,  Sept.  8,  1922,  a  petition,  with  the  board  of  standards 
and  ’appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  342  Sixth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 


No.  37780-LD : 

“1.  No  stairway  from  lowest  balcony  to  ground. 
No  passageway  from  termination  of  fire  escape  to 
street.” ; 


Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  22  ft.  3  in.  by  95  ft.  in  area  in  the  1st  story  and  22 
ft.  3  in.  by  68  ft.  8  in.  in  area  above ;  occupied,  1st 
story,  cloaks  and  suits  and  millinery,  6  persons;  2nd, 

3rd,  4th  and  5th  stories,  manufacturing  of  dresses,  15 
persons  in  the  2nd  story,  17  persons  in  the  3rd  story,  18 

persons  in  the  4th  story  and  14  persons  in  the  5th  story, 

the  means  of  egress  consisting  of  an  interior  stairway 

extending  from  the  1st  story  to  the  roof,  enclosed  in 
fireproof  partitions,  with  fire  doors  at  the  openings;  a 
fire  escape  on  the  rear  of  the  building  with  stair  and  land¬ 
ing  to  roof  and  landing  on  the  roof  of  the  one-story  ex¬ 
tension  of  the  building  to  the  north,  which  roof  also  serves 
as  a  landing  for  the  fire  escape  of  the  building  adjoin¬ 
ing  on  West  21st  street;  and 

Whereas,  petitioner  requests  that  the  means  of  egress 
be  accepted  as  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does  j 
•hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  rear  balcony  be  provided  at  the 
2nd  story  level  with  a  fireproof  casement  _  door  leading 
thereto  and  with  steps  from  balcony  to  adjoining  exten¬ 
sion  roof  of  No.  344,  egress  from  which  roof  may  be 
through  three  (3)  rear  windows  of  No.  344; 

Resolved,  further,  that  the  petition  be  granted  only  so 
long  as  the  present  conditions  and  occupancy  remain  un¬ 
changed  and  so  long  as  buildings  No.  342  and  No.  344 
shall  remain  in  one  ownership. 


1008-2‘2-S. 

PETITIONER— Charles  P.  Cannella,  for  Norman  John¬ 
son  and  Mary  Q.  Cortland,  owners. 

SUBJECT— Petition  for  variation  from  the  labor  law  as 
cited  iin  decision  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 99  and  101  Bedford  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner :  Charles  P.  Cannella. 

ACTION  OF  BOARD1 — Petition  granted. 


THE  VOTE—  „  ,  , 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 
Fire  Chief  Kenlon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott  . 
Negative,:  Chairman  Walsh,  Messrs.  Holland 

and  Kearney  . .  . . 

Absent:  Deputy  Fire  Commissioner  Hannon  .. 


3 

1 


THE  RESOLUTION: 

(1008-22-S) 

Whereas,  Charles  P.  Cannella,  for  Norman  Johnson 
and  Mary  Q.  Cortland,  owners,  filed,  August  1,  1922,  a  pe¬ 
tition  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited 
in  a  decision  of  the  department  of  health,  affecting  prem¬ 
ises  99  and  101  Bedford  avenue,  Brooklyn;  and 

Whereas,  the  decision  of  the  department  of  health 

rccids  *  • 

“The  purpose  of  this  communication  is  to  advise 

you  that  the  bakery  operated  at  premises  Nos.  99  and 
101  Bedford  Ave.,  Borough  of  Brooklyn,  does  not 
conform  with  Section  116,  Article  8,  Chapter  463, 
Laws  of  1913,  in  the.  following  respect,  that  said 
bakery  has  no  exemption.”; 

and 
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Whereas,  the  premises  consist  of  two  buildings,  each 
frame,  4  stories  in  height,  50  ft.  by  61  ft.  in  area,  occupied, 
cellar,  bake  shop;  1st  story,  store  and  family;  2nd,  3rd 
and  4th  stories,  tenements,  the  cellar  being  9  ft.  from 
the  floor  to  ceiling,  the  ceiling  being  1  ft.  8  in.  above 
the  curb;  the  means  of  ventilation  consisting  of  two  win¬ 
dows,  each  3  ft.  1  in.  by  5  ft.  9  in.  to  court  at  side,  one 
window  3  ft.  6  in.  by  3  ft.  to  area  at  rear  and  two  sash 
doors  3  ft.  by  7  ft.  to  court ;  and 
Whereas,  the  petitioner  contends  that  the  bakery  ovens 
were  erected  on  October  4,  1913,  and  have  been  used  and 
occupied  as  a  bakery  since  that  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  tlie  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted. 


1075-22-S. 

PETITIONER — Louis  Caputo,  for  John  E.  DeCerese, 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  sani¬ 
tary  certificate  of  the  department  lof  health. 
PREMISES  AFFECTED — 7  Hamilton  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD1 — 'Petition  dismissed. 

THE  VOTE  TO  DISMISS: 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Klein- 


ert,  Moore  and  McDermott  .  11 

Negative:  Superintendent  Reville  .  1 


Absent:  Deputy  Fire  Commissioner  Hannon  ..  1 

THE  RESOLUTION: 

(1075-22-S) 

Whereas,  Louis  Caputo,  owner,  filed,  August  26,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  a  decision  of  the  department  of  health,  affecting  prem¬ 
ises  7  Hamilton  street,  Manhattan ;  and 
Whereas,  the  decision  of  the  department  of  health 
reads : 

“At  a  meeting  of  the  Board  of  Health  of  the  De¬ 
partment  of  Health  of  The  City  tof  New  York,  held 
July  7,  1922,  your  application  for  a  sanitary  certifi¬ 
cate  for  a  cellar  bakery  at  7  Hamilton  Street  in  the 
Borough  of  Manhattan  was  denied. 

“By  order  of  the  Board  of  Health. 

“CHARLES  L.  KOHLER, 
“Secretary.” 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  m 
height,  14  ft.  2  in.  by  46  ft.  in  area,  occupied  in  the  cel¬ 
lar  as  a  bakery  and  as  store  and  dwelling  above;  the 
height  of  the  bakery  from  floor  to  ceiling  being  8  ft.  5 
in. ;  the  ceiling  being  34  inches  above  the  curb ;  the  means 
of  ventilation  consisting  of  two  windows  at  rear  of  ovens ; 
two  doors  leading  to  street  at  front;  and 

Whereas,  petitioner  contends  that  the  bakery  has  been 
operated  continuously  for  the  past  eighteen  years  and  that 
the  present  lessee  has  occupied  bakery  for  one  and  one- 
half  years  and  that  the  failure  to  procure  a  certificate 
of  exemption  was  due  to  former  occupant;  and 

Whereas,  petitioner  failed  to  appear  before  the  board, 
though  duly  notified  so  to  do.  .  . 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


PETITIONER— Charles  P.  Cannella,  for  Vincenzo  Cata¬ 
lano,  owner.  .  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  health  commissioner. 

PREMISES  AFFECTED1 — 1104  Liberty  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Charles  P.  Cannella. 


ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  3 

Negative:  Chairman  Walsh,  Messrs.  Holland, 
Kearney,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  g. 

Absent :  Deputy  Fire  Commissioner  Hannon  . .  1 

THE  RESOLUTION: 

(1113-22-S) 

Whereas,  Charles  P.  Cannella,  architect,  for  Vincenzo 
Catalano,  owner,  filed,  Sept.  13,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  board  of  health,  affecting  premises  1104  Liberty  avenue, 
Brooklyn;  and 

Whereas,  the  decision  of  the  board  of  health  reads: 

“The  purpose  of  this  communication  is  to  advise  you 
that  the  bakery  located  in  the  cellar  of  premises,  1104 
Liberty  Avenue,  Boro,  of  Brooklyn,  which  is  owned 
by  Vincent  Catalano,  and  operated  by  John  Gambert, 
does  not  conform  with  section  116,  article  8,  ctiapter 
463,  Laws  of  1913,  in  the  following  respect: 

“That  said  bakery  has  no  exemption.”; 

and 

Whereas,  the  building  is  frame,  2  stories  in  height, 
20  ft.  by  32  ft.  irregular  in  area,  occupied  in  the  cellar 
as  a  bakery;  1st  story,  store  and  dwelling,  1  family;  2nd 
story,  dwelling,  1  family;  the  height  of  the  cellar  from 
floor  to  ceiling  being  S  ft.,  the  ceiling  being  on  a  level 
with  the  curb;  the  means  of  ventilation  consisting  of  three 
windows,  each  4  ft.  by  4  ft.,  opening  to  areaways  at  the 
side ;  a  sash  door  leading  to  rear  yard  and  sash  door  lead¬ 
ing  to  street ;  and 

Whereas,  petitioner  contends  that  the  premises  have 
been  occupied  as  a  bakery  since  1893. 

Resolved,  that  the  decision  of  the  board  of  health  be 
and  it  hereby  is  affirmed  and  the  petition  be  and  it  hereby 
is  denied. 


1072-22-S. 

PETITIONER — Louis  A.  Hornum,  for  Anthony  G.  Im- 
hof,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 249  West  18th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Louis  A.  Hortium. 

ACTION  OF  BOARD' — Laid  over  to  Nov.  14,  1922,  at 
2  p.  m„  to  amend  papers. 


1100-22-S. 

PETITIONER — Patrick  J.  Murray,  for  Henlea  Realty 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 319-321  East  44th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  M.  Silverman. 

ACTION  OF  BOARD— Laid  over  to  Nov.  21,  1922,  at 
2  p.  mt.,  at  request  of  petitioner. 


1110-22'-, S. 

PETITIONER— Starrett  &  Van  Vleck,  for  The  West  39th 
St.  Corporation,  owner. 

SUBJECT — Variation  iof  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 1-11  West  39th  street,  Man¬ 
hattan. 
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APPEARANCES — 

For  Petitioner :  Frank  Gaertner. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott  ....  12 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon  . .  1 

THE  RESOLUTION: 

(1110^22-S) 

Whereas,  Starrett  &  Van  Vleck,  fior  the  West  39th 
Street  Corporation,  owner,  filed.  Sept.  14,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a  deci¬ 
sion  of  the  superintendent  of  buildings,  affecting  premises 
1-11  West  39th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“THIS  AMENDMENT  IS  DISAPPROVED 
WITH  THE  FOLLOWING  OBJECTION: 

“4.  No  light  of  any  plate  glass  window  may  exceed 
720  square  inches.” ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
116  ft.  8  in.  by  98  ft.  9  in.  in  area  in  the  1st  story  and 
116  ft.  8  in.  by  89  ft.  9  in.  in  area  above;  occupied,  1st 
story,  stores ;  2nd  to  12th  stories,  show  rooms  and  sales¬ 
rooms  with  25  per  cent  manufacturing,  75  persons  per 
story,  not  more .  than  25  persons  engaged  at  labor  in  the 
entire  building;  the  means  of  egress  consisting  of  two 
stairways,  both  extending  from  the  1st  story  to  the  roof, 
enclosed  in  fireproof  partitions,  the  building  being  equipped 
wih  100  per  cent  sprinkler  system ;  and 

Whereas,  petitioner  requests  that  the  windows  in  the 
1st  and  2nd  stories  street  front,  which  are  show  windows, 
be  excepted  from  the  requirements  of  section  264  of  the 
labor  law  and  states  that  all  other  windows  will  comply 
with  the  law. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  frames  and  sash  of  the  windows  in  the 
1st  and  2nd  stories  be  fireproof  (kalamein),  glazed  with 
plate  glass  not  less  than  Ft  in-  iti  thickness. 


ACTION  OF  BOARD— Petition  reopened  and  set  for 


hearing  November  14,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  9 

Negative  . •••  0 

Absent :  Messrs.  Beatty,  Kerby,  Fire  Chief 
Kenlon  and  Superintendent  Kleinert  .  4 


217-21-S. 

TITLE— Fuel  Oil  Rules. 

SUBJECT — Interpretation  as  to  -  requirement  of  enclosing 
space  for  tanks  below  grade. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Gilroy  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  November  14,  1922, 
at  2  p.  m. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
112-22-S. 

PETITIONER— Wm.  Ostrander. 

SUBJECT— A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  Appliance. 

APPEARANCES— 

For  Petitioner:  C.  E.  Clement. 

For  Administration:  Inspector  Mulligan  of  the 
fire  prevention  bureau. 

ACTION  OF  BOARD— Laid  over  to  Nov.  14,  1922,  at 
2  p.  m.,  pending  report  from  Fire  Chief  Kenlon. 


1115-22-S. 

PETITIONER—  Schutte  &  Koerting  Co. 

SUBJECT— Approval  of  Mechanical  System  Fuel  Oil 
Burning  Systems. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Nov.  14,  1922, _  at 
2  p.  m.,  pending  report  of  committee  of  inspection. 


1173-22-S. 

PETITIONER— Petroleum  Heat  and  Power  Company. 
SUBJECT— Approval  of  anti-syphon  valve. 
APPEARANCES— 

For  Petitioner :  G.  P.  Knight. 

ACTION  OF  BOARD— Laid  over  to  Nov.  14,  1922,  at 
2  p.  m.,  pending  report  of  committee  of  inspection. 


64 3 -22- S. 

PETITIONER — Ward  Baking  Company,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 774-808  Pacific  street,  Brook¬ 
lyn. 

A  P  PE  ARAN  CES— None . 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Moore  and  McDermott  ...  10 

Negative  . .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Superintendent  Kleinert  . .  3 


677-22-S. 

PETITIONER— Edward  P.  Doyle,  for  R.  Worstell. 
SUBJECT— Reopening  of  petition  for  variation  of  the 
labor  law  as  cited  in  order  of  fire  commissioner. 
PREMISES  AFFECTED— 741  Fifth  avenue,  Manhattan. 


APPEARANCES— 

For  Petitioner : 


Edward  P.  Doyle. 


1 1 84-22- S. 

PETITIONER— R.  Gordon  Mackay. 

SUBJECT— Bavard  Domestic  Fuel  Oil  Burner. 
APPEARANCES—  r  ,  . 

For  Petitioner:  R.  Gordon  Mackay  and  1.  M. 
Flannigan. 

ACTION  OF  BOARD- — Laid  over  to  November  28,  192^, 
at  2  p.  m.,  pending  installation  for  report  of  com¬ 
mittee  of  inspection. 


L198-22-S. 

3ETITI0NER— John  C.  Qumn. 

SUBJECT — Approval  of  installation  of  Richmond  ruel  Uil 


APPEARANCES— 

For  Petitioner:  John  C.  Quinn. 

ACTION  OF  BOARD- — Laid  over  to  Nov.  28,  1922,  at 
2  p,  m.,  pending  a  30-day  service  test  and  referred 
to  the  superintendent  of  buildings  (Richmond)  for 
observation  during  that  period  and  for  report  to 
the  board  at  the  expiration  of  such  time,  and  also 
subject  to  daily  report  by  the  chief  of  the  22nd 
battalion  to  Fire  Chief  Kenlon. 
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1105-22-S. 

PETITIONER — Charles  D.  Haven. 

SUBJECT — Combustion  Fuel  Oil  Pump. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  Nov.  28,  1922,  at 
2  p.  m.,  pending  installation  for  report  of  com¬ 
mittee  of  inspection. 


1064-22-S. 

PETITIONER — The  Thomas  Smith  Co.,  owner. 
SUBJECT — Approval  of  Thomas  Smith  Fire  Alarm  Bells. 
APPEARANCES— 

For  Petitioner:  J.  G.  Coughlin. ' 

For  Administration :  Inspector  Mulligan  of  fire  pre¬ 
vention  bureau. 

ACTION  OF  BOARD — Laid  over  to  Nov.  28,  1922,  at 
'2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


918-22-S. 

PEI  ITIQNERl — The  Fuel  Oil  Burner  Corporation. 
SUBJECT— Approval  of  Williams  Oil-O-Matic  Fuel  Oil 
Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Laid  over  ,  to  Nov.  14,  1922,  at 
2  p.  m.,  on  request  of  petitioner. 


1203-22t-S. 

PETITIONER — Simplex  Oil  Heating  Corporation. 
SUBJECT — Installation  of  fuel  oil  appliance. 
APPEARANCES— 

For  Petitioner :  George  Getzoff. 

ACTION  OF  BOARD — Laid  over  to  Niov.  21,  1922,  at  2 
p.  m. 


Adjourned  4.35  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
June  27,  1922,  governing  fire  extinguishing  appliances:  “Standpipe”— “Fire  Line,”  the  publishing 
of  the  Rules  in  pamphlet  form  will  be  deferred  until  further  notice. 

WILLIAM  J.  O’GORMAN,  Secretary. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials, 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


l-lG-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2JG5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  Tuesday  afternoon,  September  12,  1922, 
as  they  appeared  in  Bulletin  No.  38,  Vol.  VII,  are  hereby 
corrected  as  follows : 

(648-22-S) 

Whereas,  Morgan  M.  O’Brien,  for  Louis  N.  Hartog, 
owner,  filed,  May  4,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  362-72  Second  avenue,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

34568-LD — “1.  Arrange  the  doors  leading  to  the  stair¬ 
way  on  all  stories  upon  which  five  or  more  persons  are 
employed  so  as  to  open  outwardly  without  obstructing 
the  stairway  as  per  Section  271  of  the  Labor  Law. 

“2.  Provide  permanent  and  substantial  hand  rails  ap¬ 
proximately  36  in.  in  height  on  one  side  of  interior 
stairw-ay  east  side  of  building  at  1st  and  2nd  stories, 
projecting  not  more  than  3 in.  into  the  width  of  the 
stairway,  as  per  Rule  173  of  the  Industrial  Code. 

“3.  Provide  cont:nuous  safe  and  unobstructed  pas¬ 
sageways  at  least  3  feet  wide  throughout  their  length 
leading  directly  to  both  required  means  of  exit  by  cut¬ 
ting  a  door  at  least  3  feet  wide  through  the  dividing 
partition  on  the  1st  story;  said  doors  shall  not  be 
locked,  bolted  or  fastened  during  working  hours,  as  per 
Section  272  of  the  Labor  Law. 

“4.  Ar-range  the  present  fireproof  doors  leading  to 
the  exterior  enclosed  fireproof  stairway  so  that  they 
will  be  of  the  approved  self-closing  type  as  per  Section 
271  of  the  Labor  Law. 

“5.  Provide  steps  from  floor  to  sill  of  door  leading  to 

*Itcms  No.  2  and  4  of  Order  No.  34570  in  fourth  line  of 
resolution  changed  to  No.  1  and  No.  2,  and  items  No.  1 
and  3  in  seventh  line  changed  to  3  and  4. 


street  from  basement  level  at  the  south  side  of  build¬ 
ing  as  per  Section  272  of  the  Labor  Law.” 

34570-LD — “1.  Enclose  the  interior  stairway  at  the 
north  side  of  building  serving  as  a  required  means  of 
exit  *  *  *. 

”2.  Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law. 

“3.  Extend  the  exterior  enclosed  fireproof  stairway  to 
the  roof  as  per  Section  266  of  the  Labor  Law'. 

“4.  Enclose  the  interior  stairway  at  the  east  side  of 
building  serving  as  a  required  means  of  exit  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and  5 
stories  in  height,  112  ft.  11  in.  x  100  ft.  in  area,  occupied, 
1st  story,  bookbindery  and  woodworking,  40  persons ;  2nd 
and  3rd  stories,  woodworking,  20  persons;  4th  and  5th  stor¬ 
ies,  unoccupied;  the  means  of  egress  consisting  of  two  in¬ 
terior  stairways,  one  at  the  east  and  one  at  the  north  end 
of  building,  extending  from  the  1st  story  to  the  top  story, 
the  north  stairway  enclosed  in  wood  partitions  with  w'ood 
doors  at  the  openings ;  the  east  stairway  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  opening,  a  fire  escape 
at  the  center  of  building  on  the  2nd  avenue  front  and  one 
on  the  21st.  street  front ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  i variation  from  the  requirements  of  the  labor 
law'  and  the  petition  be  and  hereby  is  granted  in  so  far  as 
it  relates  to  items  No.  1  and  No.  2  of  Order  No.  34570-LD, 
on  condition  that  the  occupancy  shall  be  linrted  to  25  per¬ 
sons  above  the  2nd  story  and  that  the  petition  in  so  far  as 
it  relates  to  Order  No.  34568  and  to  item  Nos.  3  and  4  of 
Order  No.  34570,  be  and  it  hereby  is  denied,  and  the  orders 
of  the  fire  commissioner  as  to  these  items  be  and  they 
hereby  are  affirmed. 
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•CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  October  17,  1922, 
as  they  appeared  in  Bulletin  No.  43,  Vol.  VII,  are  hereby 
corrected  as  follows : 

THE  RESOLUTION : 

(633-22-S) 

Whereas,  Samuel  Rosenblum,  for  George  M.  Walsh, 
owner,  filed,  May  1st,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  var'ation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  305  East  60th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  as  per  sections  79-B-l  and 
79-C-l  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  *  *  *. 

“No  passageway  termination  of  fire  escape  to  street.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 

* Fourth .  fifth,  sixth  and  seventh  lines  of  original  resolu¬ 
tion  omitted  and  last  two  lines  of  corrected  resolution  have 
been  added. 


height,  25  ft  by  62  ft.  in  area ;  occupied,  1st  story,  ma¬ 
chine  shop,  3  persons;  2nd  story,  coat  mfg.,  4  persons; 
3rd  story,  upholsterers,  5  persons;  4th  story,  mfg.  dresses, 
14  persons;  the  means  of  egress  consisting  of  an  interior 
stairw'ay  extending  from  the  1st  story  to  the  4th  story  with 
scuttle  and  ladder  to  roof,  enclosed  in  metal  covered  wood 
partitions  with  metal  covered  sash  doors  glazed  with  plain 
glass  at  the  openings;  a  fire  escape  on  the  rear  of  the  build¬ 
ing  with  stair  and  landing  to  roof  and  fixed  sta:r  to  yard 
and  egress  from  yard  through  first  story  hall  and  through 
first  story  hall  of  adjoining  building;  and 

Whereas,  petitioner  proposes  to  provide  a  balcony  at 
window  of  top  story  ball  to  connect  with  existing  bal¬ 
cony  of  fire  escape;  and 

Whereas,  this  petition  was  granted  by  the  board  at.  its 
meeting  July  11,  1922,  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  standards,  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  labor 
law  and  that  petition  be  and  it  hereby  is  granted  as  to  item 
No.  2,  on  condition  that  the  occupancy  shall  be  limited  to 
25  persons  above  the  2nd  story,  and  granted  only  so  long  as 
conditions  as  to  use  and  occupancy  remain  unchanged 
and  that  the  order  of  fire  commissioner  as  to  item  No.  1 
be  affirmed  and  the  petition  as  to  this  item  be  denied. 
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•CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  July  25,  1922,  as 
they  appeared  in  Bulletin  No.  31,  Vol.  VII,  are  hereby 
corrected  as  follows : 

THE  RESOLUTION : 

( 3  88-22-  S) 

Whereas,  Joseph  Rosenzweig,  for  Pctersfield  Realty 
Corp.,  owner,  filed,  March  15,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  order  of  the  fire 
commissioner;  premises  82  East  10th  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  at  the 
front  of  building  with  balconies  4  ft.  in  width  connected 
by  stairways  not  less  than  22  ins.  wide,  placed  at  an  in¬ 
cline  of  not  more  than  45  degrees,  extending  from 
ground  to  roof,  constructed  as  per  Section  79'B-4  of  the 
Labor  Law  and  the  rules  of  the  Board  of  Standards 
and  Appeals  or  carry  out  a  proper  alternative  method 
of  complying  with  section  79B-1  of  the  Labor  Law. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 

*Word  ‘‘further”  in  fourth  from  last  line  omitted  and 
phrase  “granted  as  to  item  No.  2”  substituted. 


building  to  the  roof  as  per  Sections  79B-1  and  79C-1 
of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  20  ft.  x  35  ft.  in  area;  occupied,  factory,  one  person 
on  each  of  the  1st  and  2nd  stories  and  4  on  the  3rd  story; 
the  means  of  egress  consisting  of  an  interior  stairway,  ex¬ 
tending  from  the  1st  to  the  3rd  story,  enclosed  in  lath  and 
plaster  partitiofis  with  wood  doors  at  the  openings ;  and 

Whereas,  petitioner  proposes  to  provide  a  60'  degree  fire 
escape  on  the  front  of  the  building  with  drop  ladder  in 
guides  to  a  safe  landing  beneath  and  to  provide  a  double 
rung  ladder  to  scuttle  in  the  roof  over  top  story  hall. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  1  on  condition  that  a  balcony  fire  escape  with  a 
GO  degree  stairs  be  provided  on  the  front  of  the  building 
with  a  gooseneck  ladder  to  the  roof  and  counterbalanced 
drop  ladder  in  guides  from  lowest  balcony  to  the  street, 
and  that  all  windows  on  the  2nd  story  and  the  exit  to  the 
fire  escape  on  the  top  story  be  made  fireproof,  and  granted 
as  to  item  No.  2  on  condition  that  a  fixed  double  rung 
ladder  be  provided  from  the  top  story  hall  to  a  scuttle 
in  the  roof,  and  granted  so  long  as  the  occupancy  is  lim¬ 
ited  to  five  persons  above  the  1st  story. 
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^CORRECTION. 

The  minutes  oi  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  October  17,  1922, 
as  they  appeared  in  Bulletin  No.  43,  Vol.  VII,  are  hereby 
corrected  as  follows : 

357-22-S. 

PETITIONER— J.  M.  Quinn. 

SUBTEiCT — Approval  of  Quinn  Fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over,  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  demonstration  for  inspection  and 
test  by  a  committee  of  the  board. 


957-22-S. 

PETITIONER — Briggs  Engineering,  Inc. 

SUBJECT — Approval  of  Burnwell  Mechanical  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  pending  demonstration  for  inspection  and 
test  by  a  committee  of  the  board. 

* Action  of  board  in  each  case  corrected  by  substituting 
for  the  words  “test  and  report  of  fire  department”  the 
zvords  “demonstration  for  inspection  and  test  by  a  com¬ 
mittee  of  the  board.” 


217-21-S. 

TITLE— Fuel  Oil  Rules. 

SUBJECT — Request  for  reopening  for  interpretation. 
APPEARANCES— 

Superintendent  Brady,  Chief  Inspector  Bastress, 
bureau  of  build:ngs. 

Inspector  Gilroy,  fire  department. 

ACTION  OF  BOARD — Reopened  and  set  for  Oct.  31,  1922, 


at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  8 

Negative  .  .  . . .  0 

Absent :  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Han¬ 
non  and  Superintendent  Reville  .  5 


*“No.  22”  changed  to  “21”  in  calendar  number;  word 
“Petitioner,”  etc.,  changed  to  “Title”  and  zvords  “for  pe¬ 
titioner”  and  “for  administration”  omitted. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copv  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  . '..  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  November  2,  1922  ....1305 

Restored  to  calendar .  97 

Miscellaneous  Actions. 

Requests  to  reopen  .  142 

Requests  to  amend  .  22 

Requests  for  modification .  15 

Requests  to  rescind  .  0 

Requests  for  extension  of  time .  25 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  1 

Requests  for  interpretation  .  6 

Total  . 2023 

Disposed  of  . 1561 

Cases  pending  November  2,  1922  .  462 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . ' . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted  .... 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests,  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . 


123 

137 

206 

97 

745 

22 

10 


130 

11 

22 

0 

14 

1 

0 

0 


25 

0 

3 


0 

1 

0 

6 

1 


Total 


1561 


WARNIING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
Calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  bv  reason  of  failure 
bf  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 


My  subscription  is  to  begin  with  the  issue  for 


1922. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given— 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  Novem¬ 
ber  8,  1922. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
November  8,  1922. 

Progress  Report. 


Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday.  Novembei 
14,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  November  21,  1922,  at  2  o’clock 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or>  in 
progress,  nor  accepted  that  are  not  filed*  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  (Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli- 
c’fe  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  anneal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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Cal.  No. 


DOCKET. 

Cases  Filed  Week  Ending  November  9,  1922. 

Order  No. 


Department 


1334-22- A . B.B.M . Alt.  1235-1922 


1337- 

22-BZ. 

1336- 

22-BZ. 

1335- 

•22-BZ. 

1334- 

22-A.  . 

1333- 

-22-BZ. 

1332- 

•22-BZ. 

1331- 

-22- A . . 

1330- 

-22-A. . 

1329- 

22-A.  . 

1328- 

22-S .  . 

1327- 

.99  \ 

1326- 

-22-S.  . 

1325- 

-22-S. . 

1324- 

■22-S. . 

1323- 

22-S. . . 

1322- 

-22-BZ. 

1321- 

-22-S.  . 

1320 

-22-S.  . 

1319- 

-22-S.  . 

1318- 

-22-S.  . 

1317 

22-  \ 

1316 

-22-S . . 

1315 

-22-S. . 

1314- 

-22-S. . 

1313- 

-22-S. . 

1312- 

-22-S 

1311 

-2 2- A . . 

1310 

-22-BZ. 

1309 

-22-  \ 

1308-22-BZ . B.B.M . Alt.  2490-1922 

1307-22-BZ . B.B.B . N.  B.  18423-1922 

1306-22-BZ . : . B.B.B . N.  B.  18237-1922 


.F.D . C-13933 

.  B.B.R . . Alt.  596-1922 


6 36-22- A . 


144-22- A. 


Restored  to  Calendar. 

....F.D . N.  B.  1564-1921 

.  .  .F.D . 1580  Washington  ave.,  Bronx 


.F.D . C-13997 

.F.D . F-27477 

.F.D . LC-14246 

.F.D . LC-14330 

.F.D . LD-13963 

.F.D.  LC-14236 

F.D . LD-39181 

.B.B.M . ...Alt.  3064-1921 

.F.D . LD-39865 

.F.D . Appliance 

.F.D . C-14187 

.F.D . LD-35702-35704,  LF-36755 

.F.D . LD-39941 

.F.D . LF-35791 

.F.D . 1 . LD-39723 

» 

.  .F.D . F-39667 

.F.D . LD-38291 

.B.B.M . Alt.  2493-1922 

.F.D . LD-39760 

.F.D . F-38306 

.F.D . LD-16491 

..F.D . ' . LC-73921 

.F.D . C-13835 

.  .F.D . F-24371 


Omitted  in  Bulletin  No.  44. 


1287-22-S . 

. LD-35909 

1286-22-A . 

....B.B.B . 

. N.  B.  14872-1922 

1285-22-BZ . 

....B.B.M . 

. N.  B.  169129-1922 

1284-22-S . 

. LD-39756 

1283-22-BZ . 

. LC-74817 

1 282-22- S . 

....F.D . 

. LC-13464 

1281  22-S 

.  . .  .F.D . 

. LD-38242 

1280-22-A . 

. F-27834 

1279-22-S . 

. LD-39501 

1278-22-BZ . 

. . .  .B.B.Bx . 

. N.  B.  2717-1922 

1277-22-S  . 

....B.B.Q . 

. N.  B.  9562-1922 

1276-22-S . 

. LD-39720 

1275-22- A . 

. LC-14320 

1274-22-S . 

1273-22-S . 

. LD-39099 

1 272-22- S . 

. LD-31451 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . . . Bureau  of  Buildings,  Brooklyn 

B.B.M.  . . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.h . . Tenement  House  Department 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  14,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

9G7-22-BZ. 

APPLICANT — Edward  C.  Johnson,  for  Abram  E.  John¬ 
son.  owner. 

PREMISES — 7090  Amboy  Road,  Tottenville,  Richmond. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars. 

620-22-BZ. 

APPLICANT— Wilhelm  E.  Stern,  for  Bertha  A.  Stern, 

owner. 

PREMISES — 1099  Bushwick  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  d’strict  the  maintenance  of  a 
garage  for  storage  of  4  motor  vehicles,  3  spaces 
rented  out. 

1070-22-BZ. 

APPLICANT — John  H.  Knubel,  for  Clemons  Realty  Co., 
owner. 

PREMISES— 352-354  7th  avenue,  204-206  West  30th 
street,  Manhattan. 

TO  PERMIT  partly  in  a  2  times  district  and  partly  in  a 
1  y2  times  district  the  erection  of  part  of  a  build¬ 
ing  in  excess  of  the  height  limit  set  by  the  Zone 
Resolution. 

499-22-BZ. 

APPLICANT — Meyer  Lichtenste'n,  owner. 

PREMISES — Rear  2395  Valentine  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  maintenance  of 
garage  for  more  than  5  motor  vehicles. 

698-22-BZ. 

APPLICANT — Emma  J.  Wright,  owner. 

PREMISES — 57  Evelyn  place,  The  Bronx 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  motor  vehicles, 
spaces  rented  out. 

V 

1062-22-BZ. 

APPLICANT — A  C  MacNulty,  foi  Guiseppe  DeMari, 

owner. 

PREMISES — 41  West  52nd  street,  Manhattan. 

TO  PERMIT  in  a  residence  distr'et  the  change  of  occu¬ 
pancy  of  2nd  story  from  residence  to  business  pur¬ 
poses. 

1138-22-BZ. 

APPLICANT — George  G.  Miller,  for  Maxwell  Shmerler, 
owner. 

PREMISES' — 178-186  Parkside  avenue,  Brooklyn. 

TO  '  PERMIT  in  a  residence  district  the  erection  and 
maintenance  of  a  business  building. 

1200-22-BZ. 

APPLICANT — Frank  E.  White,  for  Margaret  M.  White, 
owner. 

PREMISES — 170  6th  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  d  strict  the  maintenance  of 
an  undertaking  establishment. 

1031-22-BZ. 

APPLICANT — John  DeHart,  for  Martha  M  Sachse,  own¬ 
er. 

PREMISES — 1401-1417  Newkirk  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  more  than  5  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  November  14,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Ordprs. 

903- 22- A--- 538-64  Johnson  avenue,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad, ,  Queens.  • 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

1019-22-A — 563  West  169th  street,  Manhattan. 

994-22-A— 2251-2253  Loring  place,  Bronx. 

1098-22-A — 206  Water  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  14,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  .matters : 

cal.  972-22-BZ — Application,  July  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guarditio,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars  ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

cal.'  no.  1071-22-BZ — Application,  August  24,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  . behalf  of 
Billingsley  Holding  Corporation,  own¬ 
er,  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5 
motor  vehicles ;  premises  east  side  Jer¬ 
ome  avenue,  113.06  ft.  north  of  East 
170th  street,  The  Bronx. 

cal.  no.  728-22-BZ— Application,  June  30,  1922,  under  the 
building  zone  resolution  of  R.  Thomas 
Short,  applicant,  on  behalf  of  Clark - 
Johnson  Co.,  owner,  to  permit  in  a 
business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles ; 
premises  15-27  Bedford  place,  Brook¬ 
lyn. 

cal.  no.  544-21-BZ — Application,  July  12,  1921,  under  the 
building  zone  resolution,  of  William 
S.  Lee,  applicant,  on  behalf  of  Annie 
E.  Lee,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  busi¬ 
ness  district  the  erection  of  a  garasre 
and  motor  vehicle  repair  shop ;  prem¬ 
ises  91-93  Hope  avenue,  Richmond. 

cal.  no.  1552-21-BZ — Application,  April  25,  1922,  under  the 
building  zone  resolution,  of  Edward  F. 
Hammel.  engineer,  on  behalf  of  Bea¬ 
trice  R.  Freeman,  owner,  for  a  rehear¬ 
ing  of  an  application  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  business  district  the  mainten¬ 
ance  of  a  garage  and  repair  shop; 
premises  718-720  Coney  Island  avenue, 
Brooklyn. 

cal.  no.  453-22-BZ — Application,  March  28,  1922,  under 
the  building  zone  resolution,  of  Mark 
B.  Bennitt,  applicant,  on  behalf  of  Til- 
lie  Opitz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage ;  premises  7806  Beaufort  ave¬ 
nue,  Woodhaven,  Queens. 


1191 


CALENDAR 


cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

CAL.  NO.  1093-22-BZ — Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Cross 
and  Cross,  architects,  on  behalf  of  379 
Madison  avenue,  Inc.,  owner,  to  permit 
in  a  2  times  district  the  erection  of  a 
building  in  excess  of  the  height  regu¬ 
lations ;  premises  379  Madison  avenue, 
northeast  corner  of  East  46th  street, 
Manhattan. 

cal.  no.  877-22-BZ — Application,  June  29,  1922,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Lands 
Estate,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  storage  of 
more  than  5  motor  vehicles ;  premises 
northwest  corner  of  Longfellow  ave¬ 
nue  and  East  172nd  street,  The  Bronx. 

• 

cal.  no.  950-22-BZ— Application,  July  15,  1922,  under  the 
building  zone  resolution,  of  Gerniaro 
Devito,  applicant  and  owner,  to  permit 
in  a  residence  district  the  conversion 
and  extension  of  existing  building  for 
business  purposes;  premises  1503  St. 
Lawrence  avenue,  The  Bronx. 

cal.  no.  959-22-BZ— Application,  July  19,  1922,  under  the 
building  zone  resolution,  of  Dietr'ch 
Wortmann,  architect,  on  behalf  of 
Chelsea  Fireproof  Warehouses,  Inc., 
owner,  to  permit  in  a  ll/i  times  height 
district  the  erection  of  a  building  in 
excess  of  the  height  regulations;  prem¬ 
ises  108-120  West  107th  street,  Man¬ 
hattan. 

I 

cal.  no.  1018-22-BZ — Application,  August  4.  1922.  under 
the  build'ng  zone  resolution,  of  H.  L. 
Brandt,  applicant,  on  behalf  of  F. 
Schuldes,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  of  ground  floor  of  premises  from 
residence  to  business  use ;  premises  563 
West  169th  street,  Manhattan. 

V 

CAL.  no.  106 1-22-BZ— Application,  August  19,  1922,  under 
the  building  zone  resolution,  of  Otto  L. 
Spannhake,  architect,  on  behalf  of  An¬ 
ton  Bohaty,  owner,  to  permit  in  a  “B” 
area  district  the  onvssion  of  side  courts 
in  proposed  3rd  story  as  required  by 
the  building  zone  resolution;'  premises 
434  East  77th  street  and  433  East  76th 
street,  Manhattan. 

cal.  no.  110'7-22-BZ — Application,  September  12,  1922,  un¬ 
der  the  building  zone  resolution,  of 
Charles  B.  Meyers,  architect,  on  behalf 
of  Irving  Feldman,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  2-story  garage  for 
more  than  5  motor  vehicles ;  premises 
659-665  West  158th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  14,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

895-22-S — 36  West  56th  street,  Manhattan. 

988-22-S — 258  Wythe  avenue,  Brooklyn. 

677-22-S — 741  Fifth  avenue,  Manhattan. 

1131-22-S — 41  West  24th  street,  Manhattan. 

1136-22- S— 1139  Tiffany  street,  The  Bronx. 

582-22-S — 120-122  West  60th  street,  Manhattan.  ' 
1080-22-S — 1998  Nostrand  avenue,  Brooklyn. 

1072-22-S — 249  West  18th'  street,  Manhattan. 

720-22-S — N.  S.  Bank  street,  500  ft.  west  of  Jersey  street, 
Richmond. 

833-22-S — 141-143  Atlantic  avenue,  Brooklyn. 

1121-22-S — 103  Lexington  avenue,  Manhattan. 

1 135-22-S — 34-36  Cooper  square,  Manhattan. 

1161- 22-S — 140  Grand  street,  Brooklyn. 

1162- 22-S — 114  Lexington  avenue,  Manhattan. 

217-21-S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner. 

approval  of. 

547- 22-S- Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

1230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of — 

1249-22-S — Coen  Oil  Burner,  approval  of — 

1274-22-S — Rodriguez  Oil  Burner,  approval  of— 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S — The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  21,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

393-22-BZ. 

APPLICANT— Lee  Brothers,  Inc.,  for  John  Nimpheus, 
owner. 

PREMISES — 525  Bergen  avenue.  The  Bronx 

TO  PERMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district  the  maintenance  of  a  garage 
for  the  storage  of  more  than  5  motor  vehicles. 

1116-22-BZ. 

APPLICANT — Murray  Klein,  for  Herman  Weinberg, 
„  owner. 

PREMISES — 803  DeKalb  avenue,  Brooklyn. 

TO  PERMIT  'in  a  business  district  the  extension  in  area  to 
an  existing  public  garage  for  storage  of  more 
than  5  motor  vehicles. 

1148-22-BZ 

APPLICANT — Lewis  Spencer  Morris,  owner. 

PREMISES — W.  S.  Walton  avenue,  E.  S.  Gerard  avenue, 
SO  ft.  south  of  East  149th  street,  The  Bronx. 

TO  PERMIT  in  an  unrestricted  district  and  extending  in¬ 
to  a  business  diitrict  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  5  motor 
vehicles 
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1240-22-BZ. 

APPLICANT — Paul  Revere  Henkel,  for  Niewcnhous  . 
Company,  Inc.,  owner. 

PREMISES — 313-319  East  KiOth  street,  The  Bronx. 

TO  PERMIT  in  an  unrestr  cted  district  and  extending 
into  a  business  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  November  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

962-22-A — Foot  of  51st  street,  Bush  Terminal  Building, 
No.  58,  Brooklyn. 

394-22-A — 1 01-105  East  125tn  street,  Manhattan. 

403-22-A — 514  or  516  78th  street,  Brooklyn. 

5 12-22- A — 822  Flatbush  avenue,  Brooklyn. 

1133-22-A — 347  East  103rd  street,  Manhattan. 

1145-22- A — 30  West  44th  street,  Manhattan. 

1150- 22-A — 1600  Broadway,  Manhattan. 

1151- 22-A — 1131-1137  Broadway,  Manhattan. 

1182-22-A — 1680-1684  Broadway,  Manhattan. 

1130-22-A — 1129  Remsen  avenue,  Far  Rockaway,  Queens 
1182-22-A — 1680-1684  Broadway,  Manhattan. 

144-22-A — 1580  Washington  ave.,  The  Bronx. 

636-22-A — 150  Beach  116th  st.,  Rockaway  Park,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  21,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1037-22-BZ — Application,  August  12,  1922,  under 
the  building  zone  resolution,  of  Frank 
Hausle,  architect,  on  behalf  of  John 
L.  Miller,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  premises  northeast  corner  of 
West  218th  street  and  10th  avenue, 
Manhattan. 

cal.  no.  1057-22-BZ — Application,  August  19,  1922,  under 
the  building  zone  resolution,  of  Stock- 
ton  Chambers,  Inc.,  applicant  and  own¬ 
er,  to  permit  in  a  residence  district  the 
maintenance  of  a  Tea  Room;  premises 
306  West  109th  street,  Manhattan. 
cal.  no.  793-22-BZ — Application,  June  6,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Charles  Flury,  owner,  to  permit  in  a 
residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  3-car  pub¬ 
lic  garage  and  the  erection  of  an  addi¬ 
tional  1-car  garage;  premises  1900 
Wallace  avenue,  The  Bronx. 

cal.  no.  1205-22-BZ— Application,  October  9,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Barney  Importing  Co.,  Inc.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  5  motor  vehi¬ 
cles;  premises  northwest  corner  of 
Amsterdam  avenue  and  West  186th 
street,  Manhattan. 


cal.  no.  462-22-BZ — Application,  October  3i,  1922,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant,  on  be¬ 
half  of  New  York  Telephone  Realty 
Corporation,  owner,  for  a  rehearing  to 
modify  the  previous  resolution  granted 
with  re :  to  the  height  limitation ; 
premises  2365  Tiebout  avenue,  The 
Bronx. 

cal.  no.  771-22-BZ — Application,  June  1,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  St. 
Joseph’s  Church,  owner,  and  Charles 
Levy,  lessee,  to  permit  in  a  business 
district  the  maintenance  of  a  motor 
vehicle  repair  shop ;  premises  400  West 
126th  street,  Manhattan. 

cal.  no.  1070-22-BZ — Application,  August  28,  1922,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of  P. 
Chauncey  Anderson,  attorney  in  fact 
for  Eugene  A.  Lachaise,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  5  motor  vehicles ;  premises  204-210 
Saratoga  avenue,  northwest  corner  of 
Hull  street,  Brooklyn. 

cal.  no.  1125-22-BZ — Application,  September  19,  1922,  under 
the  building  zone  resolution,  of  Ja¬ 
maica  Water  Supply  Company,  appli¬ 
cant  and  owner,  to  permit  in  a  residence 
.  district  the  erection  and  maintenance  of 

an  electric  pumping  station ;  premises 
east  side  Birch  street,  210  ft.  south  of 
Swanee  avenue,  Richmond  Hill, 
Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  21,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1100-22-S — 319-321  East  44th  street,  Manhattan. 

1020-22-S — 133  East  1.5th  street,  Manhattan. 

856-22-S — 73  West  46th  street,  Manhattan. 

1099-22-S — 100  Prince  street,  Manhattan. 

1160-22-S — 18  East  31st  street,  Manhattan. 

1164-22-S — 333  Crescent  street,  Brooklyn. 

1168-22-S — 63  East  11th  street,  Manhattan. 

1172-22-S — 5  West  14th  street,  Manhatttan. 

1183-22-S — 295-3C3  Vernon  avenue,  L.  I.  City,  Queens. 
1188-22-S — 205  West  38th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

9t57-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S— Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
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447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap 
proval  of. 

G10-22-S- -Crocker  Gas  Valve,  approval  of. 

7 99-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 
938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-Sr— Dean  Fuel  Oil  Pump,  approval  of. 
1203-22-S— Simplex  Fuel  Oil  Burner,  approval  of — 


BOARD  OF  APPEALS. 

Friday,  November  24,  1922,  at  2  p.  m. 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

1000-22-A— 420-426  East  105th  street,  Manhattan. 

1063-22-A — 305  Broadway,  Manhattan. 

49 1-22- A — 129-135  12th  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  af ternoon,  November  24,  1922, 
at  2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1473-21-BZ^-Application,  November  28,  192)1,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage ; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  S21-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Charles 
M.  Spindler,  applicant,  on  behalf  of 
Edward  W.  Pica,  owner,  to  permit  in 
an  unrestricted  district  the  mainten¬ 
ance  of  a  garage  for  more  than  five 
motor  vehicles  on  the  same  street  with 
a  public  school;  premises  190  Varick 
street,  57  King  street,  Manhattan. 

cal.  no.  563-22-BZ— Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  1005-22-BZ— Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Sylvia  R.  Fromm,  owner,  to  permit  in 
a  business  district  the  extension  in  area 
to  an  existing  garage ;  premises,  1003- 
1005'  Morris  avenue,  The  Bronx. 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  November  28,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
446-22-A — 149-151  East  119th  street,  Manhattan. 


932-22-A — 33-35  East  17th  street,  Manhattan. 

939-22-A — 600  Kent  avenue,  Brooklyn. 

1194-22-A — 124  Lake  avenue,  Elm  Park,  Richmond. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  28,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1175-22-BZ — Application,  October  4,  1922,  under 
the  building  zone  resolution,  of  Mag- 
nuson  and  Kleinert,  architects,  on  be¬ 
half  of  Samuel  Greenvald  and  Sons, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
5  motor  vehicles;  premises  1365-1375 
Bushwick  avenue,  northeast  corner  of 
Decatur  street,  Brooklyn. 

cal.  no.  108'6-22-BZ — Application,  August  31,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  A.  West,  applicant  and  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
15  motor  vehicles ;  -  premises  121  West 
54th  street,  Manhattan. 

cal.  no.  1095-22-BZ — Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Alfred 
G.  Kraft,  applicant,  on  behalf  of  Uni¬ 
ted  States  Trust  Company  of  New 
York,  owner,  and  Henry  G.  Av'dan, 
lessee,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  5  motor  vehicles,  also  to  permit 
such  garage  to  be  located  in  a  portion 
of  a  street,  in  which  portion  there  ex¬ 
ists  a  school;  premises  145  West  54th 
street,  Manhattan. 

cal.  no.  929-22-BZ — Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  May 
P.  Korn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  from  residence  to  business  pur¬ 
poses  ;  premises  223  West  79th  street, 
Manhattan. 

cal.  no.  987-224BZ — Application,  July  26,  1922,  under  the 
building  zone  resolution,  of  George 
Starin  Cowles,  applicant,  on  behalf  of 
Edward  S.  Cowles,  owner,  to  permit  in 
a  residence  district  the  conversion  of 
occupancy  of  the  basement  of  a  sani¬ 
tarium  to  business  purposes;  premises 
591  Park  avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  28,  1922,  at  2  p.  m 

Appliances  Submitted  for  Approval. 

1064-22-S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
1193-22-S — Richmond  Gravity  Fuel  Oil  Burner,  approval  of, 
1 115-22-S— Schutte-Koerting  Oil  Burner,  approval  of. 
H73-22-S- — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
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BOARD  OF  APPEALS. 

Tuesday,  December  5,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1035-22-A — 46  West  98th  street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

244- 22- A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22- A — 'Block  bounded  by  Kevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22- A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  22,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of -Aldermen 

on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  14‘3rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C..,  Queens. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 

case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A— Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 


879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20- A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A— -Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420-20-A — Pier  5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 

1 421-20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21 -A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets^  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  MORNING,  NOVEMBER  8,  1926. 

Present- — Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  October  31,  1922,  were 
approved  as  printed  in  the  Bulletin,  No.  45,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1127-22-A. 

APPELLANT — Alex  C.  Lassen,  for  44  Tr’nity  Place  Cor¬ 
poration,  lessee. 

SUBJECT — Appeal, from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 44  Trinity  place,  Manhattan. 


APPEARANCES— 

For  Appellant :  Alex  C.  Lassen. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs  Beatty, 

Boulton,  Kearney  and  Holland  .  5 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1127-22-A) 


Whereas,  Alex  C.  Lassen,  for  44  Trinity  Place  Corp., 
lessee,  filed,  September  20,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  superintendent  of  bu  Fl¬ 
ings,  affecting  premises  44  Trinity  place,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  building; 
reads : 

“Parapet  wall  is  required  to  extend  three  feet  above 
the  roof  beams,  section  259.”  ; 

and 

Whereas,  the  building  is  non-fireproof.  4  stories  'n 
height,  16  ft.  8  in.  by  97  ft.  'R/2  in.  in  area  in  the  1st  story 
and  15  ft.  8  in.  by  94  ft.  /2  in.  in  area  above;  occupied, 
basement,  restaurant,  1st,  2nd  and  3rd  stories,  offices  ;  and 
Whereas,  it  is  proposed  to  add  two  additional  stories  to 
be  occupied  as  offices,  and  a  pent  house  to  be  occupied  as 
janitor’s  apartment  ;  and 

Whereas,  it  is  proposed  to  use  the  existing  12  in.  para¬ 
pet  on  the  north  party  wall  and  appellant  contends  that  the 
building  to  the  north  has  a  metal  roof  and  is  3  ft.  lower 
than  proposed  new  roof  line,  affording  a  4  to  5  ft.  parapet 
separation  between  the  roofs;  and 

Whereas,  it  appears  that  there  has  been  an  action  in  the 
Supreme  C6urt  in  which  action  the  rights  of  the  appel¬ 
lant  in  this  case  to  extend  the  party  wall  in  height  was 
sustained;  and  it  appears  that  the  owner  of  adjoining  prem¬ 
ises  proposes  to  appeal  the  decision,  and  appellant  contends 
that  the  building  of  the  addition  to  the  wall  in  case  the 
decision  is  reversed  would  entail  .hardshp. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and 
it  hereby  is  denied. 


1129-22-A. 

APPELLANT — Louis  Allen  Abramson,  for  Marcus 
Bischoff,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 217-227  Livonia  avenue  and 
365-375  Chester  street,  Brooklyn. 
APPEARANCES — 

For  Appellant :  Maurice  Sobel-  and  Samuel  Katz. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland.  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


THE  RESOLUTION: 

(1129-22-A) 

Whereas,  Louis  Allen  Abramson,  for  Marcus  Bischoff, 
owner,  hied,  September  20,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  217-227  Livon  a  avenue,  365-375  Chester  street, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  read:;: 

“2.  Provide  suction  tank — 5,000  gallons  capacity 
“3.  Provide  fire  pump  250  gals,  per  minute. 

“4.  Provide  25  H.  P.  electric  motor  and  all  neces¬ 
sary  appliances  pertaining  to  same. 

“5.  Provide  gravity  tank — 3,500  gallons  capacity  in 
compliance  with  Art.  25,  Chap.  5,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  2  stories  in 
height,  91  ft.  by  100  ft.  in  area*  occupied,  1st  story,  thea.tre 
and  stores,  803  seats;  2nd  story,  office,  billiard  room,  100 
persons ;  and 

Whereas,  appellant  contends  that  the  theatre  portion  of 
the  building  is  of  fireproof  construction,  one  stor>  in 
height  and  that  it  is  entirely  separated  from  the  business 
portion  by  a  brick  wall ;  that  all  the  seats  are  on  the 
ground  floor ;  that  there  is  no  balcony  or  gallery,  no  cellar 
under  the  auditorium,  and  no  scenery  or  dres.-ing  rooms. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1 130-22-A. 

APPELLANT — The  Geo.  Adams  Lumber  Co.,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 1129  Remsen  avenue,  Far 
Rockaway,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence 
Laid  over  to  November  21,  1922,  at  10  a.  m. 


1083-22-A. 

APPELLANT — Ruby  Trucking  Company,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissionei 
PREMISES  AFFECTED — 1093-1105  Gravesend  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Frederick  Ruby. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
IBoulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  .  7 


Negative  . . . .' .  o 

Absent  .  0 


THE  RESOLUTION: 

(1083-22- A) 

Whereas,  Ruby  Trucking  Company,  Inc.,  for  Middle  Le¬ 
high  Company,  owner,  filed,  August  30,  1922,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  50  Elmwood  avenue  and  1093- 
1105  Gravesend  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application,  dated  March 
25,  .1922,  for  a  permit  to  store  Hay  at  the  above  loca¬ 
tion,  I  regret  to  inform  you  that  I  am  without  power 
to  grant  such  a  permit  for  the  reason  that  sub-div.  3c 
of  sec.  24,  ch.  12,  Code  of  Ordinances  provides  that 
no  permit  for  the  storage  of  combustible  Fibre  (hay) 
shall  be  issued  in  any  building  or  premises  which  is 
of  wooden  construction  except  in  sparsely  populated 
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districts  where  it  shall  be  at  the  discretion  of  the  Fire 
Commissioner. 

“Yicm  are  therefore  ordered  to  reduce  the  stock  of 
Combustible  Fibre  (Hay)  stored  on  the  premises  to  one 
ton.” ; 

and 

Whereas,  the  building  is  frame,  one  story  in  height,  1  IT 
ft.  by  22  ft.  and  39  ft.  irregular  in  area,  occupied  for  the 
storage  of  hay  and  oats  and  building  material  in  bags  and 
barrels,  7  persons  employed ;  the  building  being  located  in 
a  business  district,  in  the  suburban  limits ;  and 

Whereas,  the  appellant  contends  that  fhere  is  a  night  and 
day  watchman  service  and  that  the  storage  of  hay  is  lim¬ 
ited  to  one  car  load  (12  tons)  and  further  contends  that 
the  neighborhod  is  sparsely  populated. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  twelve  (12)  tons 
of  hay  be  stored  on  the  premises  at  any  one  time. 


11 44-22-  A. 

APPELLANT— Lorenz  F.  J.  Weiher,  for  Antonio  Sorge, 
owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 2066-2068  1st  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Lorenz  F.  J.  Weiher  and  Antonio 
Sorge. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland  and  Kearney  and 

Fire  Chief  Kenlon  .  7 

Absent  .  ® 


THE  RESOLUTION: 

( 1144-22-A) 

Whereas,  Lorenz  F.  J.  Weiher,  architect,  for  Antonio 
Sorge,  owner,  filed,  Sept.  22,  1922,  an  appeal,  with  the  boa  id 
of  appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  2066-68  First  avenue,  Manhattan ; 

^Whereas,  the  decision  of  the  superintendent  of  buildings 

‘'Marquise  must  be  confined  to  75%  of  the  length  of 
the  front  wall  of  the  premises — section  170.”; 


and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  40  ft.  11  in.  by  80  ft.  in  area,  occupied,  1st  story, 
stores ;  upper  stories,  dwellings ;  it  is  proposed  to  erect 
on  the  First  avenue  front  extending  back  10  ft.  on  the  107th 
street  front  of  the  building  a  marquise,  14  ft.  above  the 
sidewalk,  constructed  of  steel  1  beams  covered  with  gal¬ 
vanized  corrugated  sheet  metal,  supported  from  the  wall 
above  the  3rd  story  by  turnbuckle  rods ;  and 

Whereas,  appellant  contends  .that  the  building  on  the 
south  covering  a  frontage  of  120  ft.  11  in.  on  First  ave- 
nue  has  a  similar  marquise  on  the  First  avenue  front  which 
extends  around  on  106th  street  and  that  the  section  of  the 
city  in  which  the  building  is  located  is  used  for  market 

purposes.  .  .  ,  ... 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 


APPELLANT — Edward  M.  Roche,  for  Randel  Realty 
Company,  owner.  .  . 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 206  Water  street,  Manhattan. 


APPEARANCES— 

For  Appellant :  Henry  E.  Stohlerier. 

Fdr  Administration :  Inspector  Liebcrmann  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  Nov.  14,  1922,  at  10 
a.  m.,  for  final  action  (on  request  of  appellant’s 
representative). 


936-22-A. 

APPELLANT — Frank  L.  Chapman,  for  Ernest  E.  Loril- 
lard,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 296  Broadway,  Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Kearney,  Holland  and  Fire 

Chief  Kenlon  .  7 

N  egative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(936-22-A) 

Whereas,  Frank  L.  Chapman,  for  Ernest  E.  Lorillard, 
owner,  filed,  July  12,  1922,  an  appeal,  with  the  board  of 
appeals,  from  orders  of  the  fire  commissioner,  affecting 

premises  296  Broadway,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
Order  No.  3 6266- F  : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  south  and  east  side  of  building, 
or  other  approved  protection,  as  per  sec.  375,  article  19, 
chapter  5,  Code  of  Ordinances.” 

Order  No.  36207-F: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  not  be  less  than  20  ft. 
above  the  hose  outlet  of  the  top  story.  Sec.  20,  Ch. 
12,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
24  ft.  by  129  ft.  in  area/occupied,  1st  story,  lunch  room; 
2nd  story,  office,  10  persons ;  3rd  story,  asbestos  and  rub¬ 
ber  stock  room,  6  persons ;  4th  story,  paper  stock  room, 
5  persons;  5th  and  6th  stories,  hardware  stock  room,  6 
persons ;  7th  story,  office,  5  persons ;  there  are  five  windows 
in  the  south  court  wall  and  four  windows  in  the  rear  wall 
which  are  within  30  ft.  of  the  openings  in  adjoining  build¬ 
ings  ;  the  building  is  equipped  with  a  standpipe  and  a  2,000 
gal.  tank,  this  tank  also  being  used  for  plumbing  fixtures 
on  the  three  top  floors  ;  and 

Whereas,  appellant  contends  that  the  building  on  the 
south  is  a  fireproof  office  building  and  that  the  windows 
are  equipped  with  fire  shutters,  and  that  the  windows  of 
building  to  east  are  provided  with  fire  shutters. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
36206-F,  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  as  to  Order  No.  36206-F,  on  con¬ 
dition  that  the  windows  opening  to  the  court  from  the  stair 
hall  and  the  pair  of  windows  adjoining  these  windows  to 
the  east  be  equipped  with  fireproof  frame  and  sash  glazed 
\vjth  wire  glass ;  and  that  the  order  of  the  fire  commis¬ 
sioner,  No.  36207-F,  Item  1,  be  affirmed  and  the  appeal 
as  to  this  order  be  denied. 
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1100-22-A. 

Al’mLLANT — Walter  B.  Wills,  for  Morris  Trop,  owner. 
ouBJECT — Appeal  from  order  of  fire  commissioner, 
r  DEMISES  AFFECTED1 — 21-29  Hopkins  street,  Brooklyn. 
APPEARANCES— 

1’  or  Appellant :  J  oseph  McSweeney. 

i'or  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE—  ■  t 

Affirmative  .  0 

.Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland  and  Kearney  and 

Fire  Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(1106-22-A) 


Whereas,  Walter  B.  Wills,  for  Morris  Trop,  owner, 
filed,  i>ept.  11,  1922,  an  appeal,  with  the  board  ot  appeals, 
Irom  an  order  of  tne  tire  commissioner,  affecting  premises 
21-29  Hopkins  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  Zl/2  inch  regulation  Fire 
Department  outlets  on  each  story  (including  base¬ 
ments,  cellars  and  roofs)  placed  within  main  stairway 
enclosure.  Each  outlet  to  be  provided  with  sufficient 
feet  of  2 y2  inch  standard  hose  attached  thereto. 

“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times. 

“Standpipe  to  be  connected  with  one  two-way,  3  inch 
siamese  connection  with  clapper  valves  and  caps  and 
signs,  placed  on  street  front  of  building  at  least  18 
inches  and  not  more  than  two  feet  above  sidewalk  in 
a  horizontal  position  accessible  to  the  Fire  Depart¬ 
ment.”  ; 

and 

Whereas,  the  building  is  fireproof,  4  stories  and  base¬ 
ment  in  height,  115  ft.  by  90  ft.  in  area,  occupied  as  a  fac¬ 
tory,  100  persons  employed ;  there  being  two  interior  stair¬ 
ways,  one  at  the  northwest  corner  and  one  at  the  southwest 
corner ;  and 

Whereas,  appellant  contends  that  the  building  is  only 
350  ft.  in  area  in  excess  of  the  requirements. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


45-22- A. 

APPELLANT — I.  Margon  and  C.  Glaser,  for  S.  &  L.  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Northeast  corner  of  Kings- 
bridge  road  and  Jerome  avenue,  The  Bronx. 
APPEARANCES—  \ 

For  Appellant:  Joseph  Sultan. 

For  Administration :  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative:  Mr.  Kearney  .  1 

Absent  .  0 

THE  RESOLUTION: 


(45-22-A) 

Whereas,  I.  Margon  and  C.  Glaser,  for  S.  &  L.  Build¬ 
ing  Corporation,  owner,  filed,  January  11,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire 


commissioner,  affecting  premises  northeast  corner  of  Kings- 
bridge  road  and  Jerome  avenue,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Disapproved  January  11,  1922,  with  the  following 
objections  : 

"I.  A  4-in.  regulation  standpipe-fireline  equipment 
with  3,509-gal.  gravity  tank  located  20  ft.  above  the 
highest  outlet  with  2j4-in.  outlets  and  sufficient  length 
of  hose  to'  reach  all  parts  of  floor  area  must  be  pro¬ 
vided. 

“The  standpipe-fireline  equipment  shall  have  an 
auxiliary  supply  consisting  of  a  25  H.  P.  250  gal.  per 
minute  electric  fire  pump  operating  automatically  on 
pressure,  and  suctioning  from  a  steel  tank  at  least 
5,000  gals,  capacity.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  one 
story  in  height,  160  ft.  by  121.76  ft.  in  area,  occupied  as  a 
theatre  with  a  seating  capacity  of  1,200  persons;  with  stores 
along  both  street  fronts ;  the  total  area  of  the  theatre 
building  being  8,440  sq.  ft.  and  stores  9,800  sq.  ft.;  and 

Whereas,  appellant  contends  that  if  the  buildings  were 
considered  as  separate  buildings,  a  standpipe  would  not  be 
required  ;  and 

Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  April  25,  1922,  and  appellant  requested  a  reopen¬ 
ing  of  the  case  and  a  modification  of  the  order  to  permit 
the  omission  of  the  pressure  tank  and  the  electric  pump. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  appellant  install  a  4-in.  stand¬ 
pipe-fireline  with  3,500  gallon  gravity  tank  in  accordance 
with  the  rules  and  regulations. 


785-22- A. 

APPELLANT — I.  Margon  &  Co.,  for  S.  &  L.  Building 
Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Southwest  corner  of  180th 
street  and  Boston  road,  The  Bronx. 

APPEARANCES— 

For  Appellant:  Joseph  Sultan. 

For  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  Ob  BOARD — Appeal  granted  on  condition. 
CONDI  TIONS — As  specified  in  resolution. 

THE  VOTE—  _  ■ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  . 6 

Negative:  Mr.  Kearney  . i 

Absent  .  o 

THE  RESOLUTION: 


(785-22-A) 

Whereas,  I.  Margon  &  C.  -Glaser,  for  S.  &  L.  Building 
Corp.,  owner,  filed,  June  5,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  southeast  corner  180th  street  and  Boston  road, 
The  Bronx ;  and 

W hereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  May  111,  1922,  in  acting  on  N.  B.  Application  472-22, 
reads : 

“1.  4  in.  standpipe  (fire  line)  equipment  with  3,500 
gal.  gravity  tank  located  26  ft.  above  floor  with  2  ^  in. 
hose  outlets  and  necessary  lengths  of  hose  to  reach  all 
parts  of  floor  area  with  65  gal.  per  minute  pump  for 
filling  must  be  provided. 

“2.  The  standpipe  (fire  line)  equipment  shall  have 
an  auxiliary  supply  consisting  of  a  25  H.  P.  250  gal.  per 
minute  electric  fire  pump,  operated  automatically  on 
pressure  and  suctioning  from  a  steel  tank  of  at  least 
5,000  gal.  capacity  (required  by-pass  pressure  relief 
gauge,  etc.,  must  be  shown  in  connection  with  lavout).”; 
and 
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W  here  as,  the  building  is  fireproof,  one  story  in  height, 
61  ft*  37/s  in.  by  192  ft.  in  area,  occupied  as  a  moving  pic¬ 
ture  theatre,  seating  1,500  people;  and 
Whereas,  appellant  contends  that  there  will  be  no  bal¬ 
cony,  only  a  mezzanine  over  the  west  portion  of  the  build¬ 
ing.  28  ft.  wide,  for  the  projection  booth,  office  and  ladies’ 
and  gentlemen’s  retiring  room  and  that  there  will  be  no 
stage,  scenery  or  dressing  rooms ;  and 
Whereas,  this  appeal  was  denied  by  the  board  at  its  meet¬ 
ing  July  25,  1022,  and  appellant  requested  a  reopening  of 
the  case  and  a  modification  of  the  order  to  permit  the 
omission  of  the  pressure  tank  and  electric  pump. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  that  as  to  Item  1  the  ap¬ 
peal  be  and  it  hereby  is  denied;  and  as  to  Item  2,  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  4  in. 
standpipe  equipment  with  3,500  gallon  gravity  tank  be  in¬ 
stalled  in  compliance  otherwise  with  the  rules  and  regula¬ 
tions. 


524-22-A. 

APPELLANT — Twin  City  Shellac  Company,  for  David  D. 
Wells  &  Bros.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 151  Goerck  street,  -Manhattan 
APPEARANCES— None. 

ACTION  OF  BOARD' — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  _  6 

N  egative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


754-22-A. 

APPELLANT — Samuel  Roscnblum,  for  54  Wall  Street 
Corp.,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
APPEARANCES— None. 

ACTION  Ob  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  . .  0 

Absent:  Fire  Chief  Kenlon  .  1 


CONDITIONS— On  condition  that  occupancy  above  the 
THE  v§rT°Eld  ^°°r  ^continued. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland,  Kearney  and  Kerby  ’  6 

Negative .  '  q 

Absent :  Fire  Chief  Kenlon  .  i 


DO  1-22- A. 

S L  R  htt  N2  ^iM '  X'  9  Wcin!>erger. 

ouiijp.L.i  Application  for  reopening  for  the  purpose  of 
modifying  the  resolution. 

PREMISES  AFFECTED — 1513-1517  Second  avenue,  Man- 
hattan. 

APPEARANCES— 

1  or  Appellant :  M\  N.  C.  W  einberger 

ACTION  OF  BOARD— Appeal  reopened  and  request  for 
modification  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 

Kerby  and  Holland  .  5 

Negative:  Chairman  Walsh  .  j 

Absent:  Fire  Chief  Kenlon . ” 

THE  VOTE  TO  MODIFY  PREVIOUS  RESOLUTION— 

Affirmative:  Messrs.  Beatty  and  Kerby  .  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 

Holland  and  Kearney  . .  ’  4 

Absent :  Fire  Chief  .  Kenlon  1 


xAuii.ioiiN'u  /.uiNli  LASES. 


J.  Dunnigan,  for  Charles  Flury, 


793-22-BZ. 

APPLICANT— John 

owner. 

SUBJECT  Application  to  permit  in  a  residence  district 
the  conversion  of  existing  private  garage  into  a  3 
car  public  garage  and  the  erection  of  an  additional 
1  car  garage. 

PREMISES  AFFECTED — 1900  Wallace  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1922, 
at  10  a.  m.,  to  check  consents  fifed  November  6 
1922. 


144-22-A. 

APPELLANT— S.  K.  S.  Corp.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 1580  Washington  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for 
hearing  November  21,  1922,  at  10  a.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


636-22-A 

APPELLANT — James  J.  Walker. 

SUBJECT — Request  for  reopening. 

PREMISES  AFFECTED— 150  Beach  116th  street,  Rock- 
away  Park,  Queens. 

APPEARANCES— 

For  Appellant:  George  F.  Walker  and  L.  Gold¬ 
berg. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  November  21,  1922,  at  10  a.  m. 


1013-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Isidore  Cuba, 
owner. 

SUBJECT  To  permit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  erection  of  a  busi¬ 
ness  building. 

YPP  E  A  RAN  CES^  — 740-744  Coster  street,  Bronx. 

Tor  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Joseph  F.  McDonald. 

granted  on  condiiton. 

CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kearney  and  Kerby  .  5 

Negative:  Chairman  Walsh  .  1 

Absent :  Fire  Chief  Kenlon . 1 

THE  RESOLUTION:  . 

(1013-22-BZ) 

Whereas,  John  J.  Dunnigan,  architect,  for  Isidore  Cuba 
owner,  filed,  Aug.  2,  1922,  an  application,  under  the  build-’ 
mg  zone  resolution,  to  permit  the  extension  from  a  busi¬ 
ness  district  into  a  residence  district  of  a  proposed  busi¬ 
ness  building;  premises  740-44  Coster  street,  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  8, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coster  street  ^  a  residence 
district  and  Hunts  Point  avenue  is  a  business  district  - 
IWhereas,  the  decision  of  the  superintendent  of  build 
ings,  rendered  Aug.  1,  1922,  in  acting  on  N.  B.  Application 

No.  2152-22,  reads:  .  • 

“1  Erection  of  proposed  business  building  in  busi¬ 
ness  district  and  extending  into  residence  district  js 
contrary  to  provisions  of  Building  Zone  Resolution.  , 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  82.4  It. 
and  a  depth  of  109.6(5  ft.,  to  be  occupied  as  stores,  a  por¬ 
tion  approximately  91  sq.  ft.  in  area,  extending  into  the 

residence  district;  and  .  ...  .  . 

Whereas,  under  the  provisions  of  section  «,  subdivision 
b,  of  the  building  zone  resolution,  the  board  is  empowered 

t0 Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  all  necessary  per¬ 
mits  be  obtained  within  six  mouths  and  the  building  erected 
within  one  year;  and  that  the  southerly  gable  wall  shall 
be  unpierced  throughout  its  entire  height  and  length. 


7 

0 


APPLICANT — Charles  Kreymborg,  for  Mt.  Eden  Realty 

Corp.,  owner.  , 

SUBJECT— Application  to  permit  the  extension  from  a 
business  district  into  a  residence  district  of  a  pro¬ 
posed  business  building. 

PREMISES  AFFECTED— 18  West  Fordham  road,  Bronx. 
APPEARANCES— 

For  Applicant:  Charles  Kreymborg,  W.  R.  Os¬ 
born  and  B.  FI.  Weisker. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition.* 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  -n  ..  • 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  hire 

Chief  Kenlon  . 

Negative  . 

Absent  . . . 

THE  RESOLUTION  : 

(1047-22-BZ) 

Whereas,  Charles  Kreymborg,  architect,  for  Mt.  Eden 
Realty  Corp.,  owner,  filed,  Aug.  16,  1922,  an  application, 
under  the  building  zone  resolution,  to  permit  the  extension 
from  a  business  district  into  a  residence  district  ot  a  pro¬ 
posed  business  building;  premises  18  West  Fordham  road, 

Bronx  ;  and  „ 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  board  of  appeals,  at  its  regular  meeting  Nov.  8 
1922,  after  due  notice  by  publication  in  the  Bulletin  o 
the  board  of  standards  and  appeals,  and  ... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  Fordham  road  and 
Jerome  avenue  are  business  districts  and  Davidson  avenue 

is  a  residence  district;  and  , 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  11,  1922,  in  acting  on  Alt.  App.  No.  479-22, 

reads *  . 

“1.  Proposed  extension  of  business  building  into 

residence  district  is  contrary  to  provisions  of  Building 

Zone  Resolution.” ; 

^Whereas,  the  building  is  of  frame  construction,  one  story 
in  height,  26  ft.  14 Y\  in.  by  69  ft.  6^4  in.  in  area;  it  is 
proposed  to  erect  an  extension  of  non-fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  39  ft.  v4  m- 
and  a  depth  of  162  ft.  7lA  in.,  to  be  occupied  as  stores; 

and 


Whtreas,  under  the  provisions  of  section  7,  subdivision 
c  of  the  building  zone  resolution,  the  board  is  empowered 

t0  Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  south 
wall  and  easterly  rear  wall,  within  the  residence  district, 
be  unpierced  throughout  their  entire  height  and  length ;  and 
on  further  condition  that  all  permits  necessary  to  prose¬ 
cute  the  work  be  obtained  within  six  months  and  the 
building  completed  within  one  year  of  the  date  of  this 
action. 


663-22-BZ. 

APPLICANT— Michael  Tritto,  owner.  _  .  . 

SUBJECT — Application  to  permit  in  a  business  district  the 
maintenance  of  a  motor  vehicle  repair  shop. 
PREMISES  AFFECTED1 — 602  East  Fordham  road,  The 


Bronx. 

APPEARANCES— None. 

ACTION  Ob'  BOARD— Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  -  6 

„  Negative  .  d 

Absent:  Fire  Chief  Kenlon  .  1 


55!o-22-4>/..  .  , 

APPLICANT — William  F.  Doyle,  for  Ed.  B.  Hittleman, 

owner. 

SUBJECT— Application  for  reopening. 

PREMISES  AFFECTED— 359-363  Pulaski  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

ACTION  OF  BOARD— Request  to  reopen  case  laid  over 
pending  report  of  committee  of  inspection. 


882-21-BZ 

APPLICANT— William  B.  Schorer. 

SUBJECT— Reopening  for  purpose  of  having  a  new  area 
set  by  the  board. 

PREMISES  AFFECTED— 107-117  Henwood  place,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Wm.  B.  Schorer. 

For  Opposition:  None. 

ACTION  OF  BOARD— Request  to  amend  area  fixed  de¬ 
nied. 

THE  VOTE— 

Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kearney  .  5 

Absent :  Fire  Chief  Kenlon  .  1 


APPLICANT— William  F.  Doyle,  for  Akibo  Margolin, 
■owner.  .  .. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED— 760  Southern  boulevard,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Joseph  M.  Levine  and  Samuel 
Jacobson.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 
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THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative:  Mr.  Kearney  .  1 

Absent  .  0 


THE  RESOLUTION : 

(1096-22-BZ) 

Whereas,  William  F.  Doyle,  for  Akibo  Margolin,  owner, 
filed,  Sept.  T,  19:22,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  of 
a  garage  for  more  than  five  motor  vehicles ;  premises  760 
Southern  boulevard,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meting  Nov.  8,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  board 
of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  -accompanying  the  build¬ 
ing  zone  resolution  show  that  Southern  boulevard  is  a  busi¬ 
ness  district ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
Aug.  30,  1922,  in  acting  on  N.  B.  Application  1052-22,  reads  : 

“Garage  for  more  than  5!  cars  may  not  be  permitted 
at  this  location,  which  is  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  125  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
5  motor  vehicles,  which  garage  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
be  limited  to  one  story  in  height ;  that  the  rear  and  side 
walls  shall  be  unpierced  throughout  their  entire  height  and 
length ;  that  the  interior  (ceiling)  shall  be  fire  retarded  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals  ;  that  the  entire  front  on  Southern  boulevard,  other 
than  the  two  required  exits,  shall  be  restricted  to  and  main¬ 
tained  as  public  showrooms  or  stores,  separated  from  the 
garage  by  fireproof  partitions,  any  openings  therein  to  be 
protected  with  self-closing  fireproof  doors ;  and  that  any 
exposed  masonry  of  the  front  elevation  shall  be  faced 
with  front  brick  and  stone  or  architectural  terra  cotta 
trimmings  ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  in  six  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


1227-22-BZ. 

APPLICANT— ‘Charles  Morris,  applicant,  on  behalf  of 
Metropolitan  Fireproof  Warehouse  Corp.,  owner. 
SUBJECT — Application  to  permit  the  erection  of  a  busi¬ 
ness  building  extending  partly  into  a  residence  dis¬ 
trict,  also  to  permit  a  portion  of  the  83rd  street 
wall  to  exceed  the  height  limit  set  by  the  zone 
resolution. 

PREMISES  AFFECTED — 168  West  83rd  street,  471-475 
Amsterdam  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  George  S.  Kingsley,  Elkan  Turk 
and  Herman  Goldmar. 

For  Opposition :  Thomas  Keaney. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  . . . .  0 


THE  RESOLUTION : 

(1227-22-BZ) 

Whereas,  Charles  Morris,  for  Metropolitan  Fireproof 
Warehouse  Corp.,  owner,  filed,  Oct.  14,  1922,  an  application, 
under  the  building  zone  resolution,  to  permit  the  extension 
from  a  business  district  into  a  residence  district  of  a  pro¬ 
posed  business  building  ;  also  to  permit  in  a  one  and  one- 
half  times  height  district,  a  portion  of  the  street  wall  to 
exceed  the  height  limit  set  by  the  zone  resolution;  prem¬ 
ises  168  West  83rd  street,  471-73-75  Amsterdam  avenue, 
Manhattan ;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  8, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  ioif  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  and  83rd 
street  arc  business  districts  and  West  82nd  street  is  a  resi¬ 
dence  district ;  and  the  height  district  maps  show  that  the 
premises  is  located  in  a  \y2  times  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Sept.  25,  1922,  in  acting  on  N.  B.  Applica¬ 
tion  No.  490-22,  reads  : 

“1.  Southeasterly  corner  of  building  may  mot  pro¬ 
ject  into  a  residence  district,  Zone  Resolutions  Sec.  4. 

“4.  Easterly  portion  of  83rd  Street  front  is  of  ex¬ 
cessive  height.  Zoning  resolutions  Sec.  8.” ; 

and 

W hereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  11  stories  in  height,  with  a  frontage  of  75 
ft.  and  a  depth  of  105  ft.,  there  being  an  L  25  ft.  by 
25  ft.,  the  building  to  be  occupied  as  a  storage  warehouse 
and  stores,  a  portion  of  the  front  wall  for  a  distance  of 
5  ft.  on  83rd  street  exceeds  the  height  limit  by  35  ft. ;  and 

Whereas,  there  would  be  undue  hardship  in  preventing 
the  erection  of  this  portion  of  the  wall  to  the  same  height 
as  the  remainder  of  the  wall  in  that  the  architectural 
treatment  of  the  building  would  be  affected  and,  under 
the  provisions  of  section  7,  subdivision  b,  the  board  is  em¬ 
powered  to  grant  the  extension  of  the  use  into  the  residence 
district. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  entire 
front  on  both  streets  be  faced  with  front  brick  and  archi¬ 
tectural  terra  cotta  or  stone  trimmings ;  and  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  building  erected  with¬ 
in  eighteen  months  from  the  date  of  this  action. 


135-20-BZ. 

y 

APPLICANT — Madison  K.  Finley,  owner. 

SUBJECT — Application  for  reopening  for  extension  of 
permit. 

PREMISE'S  AFFECTED — 8454  123rd  street,  Queens. 

APPEARANCES— 

For  Applicant:  Madison  K.  Finley. 

.For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  extending 
permit  for  two  years  from  date  of  expiration  of 
original  permit. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  . .  1 
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THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(135-20-BZ) 

Whereas,  Madison  K.  Finley,  owner,  filed,  February  25, 
1920,  with  the  board  of  appeals,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  three  cars,  space  in  which 
is  rented  to  persons  not  residing  on  premises ;  premises 
8454  123rd  street,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  March  23, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals ;  and 
W'hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  123rd  street  and  122nd  street 
are  both  located  in  residence  districts  and  that  Metropolitan 
avenue  is  located  in  a  business  district;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  55892- 
LC,  dated  December  12,  1919,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3  of  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as  mo¬ 
tor  vehicles  stored  are  for  sale,  for  rent,  or  for  hire 
or  are  subject  to  charges  for  storage.  *  *  * 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupants  of  dwelling  on  lot  where 
garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  and  loft  in  height,  with  a  frontage  of  21  ft.  and 
a  depth  of  16.6  ft.,  erected  in  1907  as  a  garage;  and 
Whereas,  there  would  be  undue  hardship  in  preventing 
owner  from  renting  out  space  in  the  garage,  he  having 
bought  premises  on  the  assurance  that  he  could  do  so, 
the  premises  being  located  in  an  undeveloped  section;  and 
Whereas,  this  application  was  granted  ‘by  the  board 
at  its  meeting  March  23,  1920,  for  a  temporary  period  of 
two  years  and  applicant  requests  an  extension  of  the  per¬ 
mit. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  to  permit  the  maintenance  for  a 
period  of  two  years  from  March  23,  1922,  of 'a  garage  for 
3  motor  vehicles  (pleasure  cars),  space  in  which  is  rented 
to  persons  not  residing  on  premises. 


377-20-BZ. 

APPLICANT — Carlos  Garcia. 

SUBJECT — Application  for  reopening  for  the  purpose  of 
obtaining  a  temporary  permit. 

PREMISES  AFFECTED — 580-598  Fulton  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Elman  Brown. 

For  Opposition:  None. 

ACTION  OF  BOARD — Case  reopened  and  application 
granted  extending  permit  for  one  year  from  date 
of  expiration  of  last  authorized  permit. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  1 


THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 


(377-20-BZ) 

Whereas,  Charles  E.  Henderson,  for  the  Transit  Con¬ 
struction  Commissioner  for  the  City  of  New  York,  owner, 
filed  June  4,  1920,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  maintenance 
of  an  open-air  parking  station  for  more  than  five  motor 
vehicles;  premises  5S'0-598  Fulton  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  7, 
1920,  after  due  notice  by  publication  in  the,  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fulton  street  is  a  business 
district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  13,  1920,  in  acting  on  application  for  a  permit,  reads : 

“Maintenance  of  your  garage  (parking  station)  is  a 
violation  of  section  4,  of  article  2,  of  the  building  zone 
resolution  of  the  Board  of  Estimate  and  Apportion¬ 
ment  of  the  City  of  New  York,  adopted  July  25,  1916, 
inasmuch  as  garage  (parking  station)  is  used  for  the 
storage  of  more  than  five  motor  vehicles. 

“You  are,  therefore,  ordered  to  reduce  the  number 
of  automobiles,  the  fuel  tanks  of  which  are  not  empty, 
Stored  at  the  above  location,  to  five,  for  the  reason 
that  the  storage  of  a  greater  number  is  prohibited  in 
a  garage  (parking  space)  located  in  a  business  zone.” ; 

and 

Whereas,  the  premises  consists  of  an  irregular  shaped 
plot  of  ground  facing  on  Fulton  street  and  Ashland  place, 
which  the  applicant  has  leased  from  the  City  of  New  York 
with  the  understanding  that  he  could  use  it  for  a  parking 
station  for  more  than  five  motor  vehicles  and  has  spent  a 
large  amount  of  money  improving  site  for  such  purpose; 
and 

Whereas,  there  would  be  unnecessary  hardship  in  pre¬ 
venting  applicant  from  maintaining  the  station;  and 

Whereas,  this  application  was  granted  by  the  board  of 
appeals  at  its  meeting,  July  7,  1920,  for  a  temporary  period 
and  applicant  requested  a  further  extension  of  time  for  the 
maintenance  of  this  parking  station  which  request  was 
granted  by  the  board  at  its  meeting  January  24,  1922,  and 
applicant  now  requests  a  further  extension. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  for  a  temporary  period  of  one  year 
from  the  expiration  of  this  permit  January  24,  1923. 


AREA  FIXED. 

(1245-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Edward  T.  Jenkins,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
extension  of  existing  business  building,  premises  370-390 
Gates  avenue,  183-193  Monroe  street  and  390-398  Nostrand 
avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Gates  avenue  and  both  sides  of  Monroe 
street  from  a  point  100  ft.  west  of  Nostrand  avenue 
to  a  point  100  ft.  east  of  Bedford  avenue. 


Adjourned,  1:40  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


SPECIAL  MEETING. 

WEDNESDAY  AFTERNOON,  NOVEMBER  8,  1922. 

Present — Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
976-22- A. 

APPELLANT— F.  Ad.  Richter  &  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 104  South  4th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Archibald  S.  Gellis,  C.  E.  West. 
For  Administration :  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS- — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney  and  Fire  Chief  Kenlon.  .  5 


Negative  :  Mr.  Holland  . . .  1 

Absent:  Mr.  Kerby  . *. .  1 

THE  RESOLUTION: 


(976-22- A) 

Whereas,  F.  Ad.  Richter  &  Company,  for  The  Gretsch 
Corporation,  owner,  filed,  July  21,  1922,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  104  South  4th  street,  Brooklyn ; 
and  "  fsfj 

Whereas,  the  order  of  the  fire  commissioner  reads  : 

“No  permit  shall  be  issued  for  a  drug  and  chemical 
supply  house  in  any  building  which  is  occupied  as  a 
workshop  or  factory,  except  such  workshop  or  fac¬ 
tory  is  incident  to  the  business  of  the  applicant ;  or 
except  in  buildings  constructed  of  fire-resisting  mate¬ 
rials  throughout,  and  when  the  portion  of  such  build¬ 
ing  occupied  by  the  applicant  is  separated  from  the 
rest  of  the  building  by  fireproof  walls  and  floors ;  or 
which  is  not  equipped  with  a  fire  extinguishing  system 
approved  by  the  Fire  Commissioner;  or  which  is  wooden 
construction. 

“You  are,  therefore,  ordered  to  discontinue  the  busi¬ 
ness  as  a  manufacture  of  proprietory  medicine  on  above 
premises.”  ; 

and 

Whereas,  the  building  is  fireproof,  51.6  ft.  by  144  ft.  in 
area ;  7  stories  in  height,  occupied  as  a  loft  building  for 
manufacturing  medicines;  and 

Whereas,  appellant  contends  that  it  is  necessary  to  use 
alcohol  in  his  business  and  that  he  keeps  five  barrels  of  de¬ 
natured  alcohol  on  the  premises  and  one  barrel  of  grain 
alcohol  and  that  the  denatured  alcohol  is  kept  not  more 
than  one  month  and  the  grain  alcohol  not  more  than  two 
months  at  a  time  and  in  fireproof  containers. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  use  of  alcohol 
on  the  premises  be  limited  to  one  barrel  of  grain  alcohol 
and  not  more  than  two  barrels  of  denatured  alcohol  on 
condition  that  no  open  flame  shall  be  maintained  on  these 
premises.  _ y 


1000-22-A. 

APPELLANT — Gallagher-Shand,  Inc.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 420-26  East  105th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD— Laid  over  to  Nov.  24,  1922,  at  2 

p.  m. 


849-22-A. 

APPELLANT — Samuel  Rosenblum,  for  Neil  R.  Mitchill, 
owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 354  Bowery,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE* — 

Affirmative :  Chairman  Wialsh,  Messrs.  Beatty, 
Boulton, 'Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . 0 

Absent  . 0 

THE  RESOLUTION: 

(849-22-A) 

Whereas,  Samuel  Rosenblum,  for  N'eil  R.  Mitchill, 

owner,  filed,  June  21,  1922,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  354  Bowery,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads:' 

“1.  Install  an  automatic  dry  pipe  sprinkler  system 
in  the  sub-cellar,  having  at  least  one  source  of  water 
supply  arranged  and  equipped  as  provided  in  the  rules 
for  fire  extinguishing  appliances  adopted  by  the  Board 
of  Standards  and  Appeals,  May  24,  1917,  as  amended 
May  2nd,  1918,  and  January  21,  1919,  effective  Febru¬ 
ary  17,  1919.”;' 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  19  ft.  4  in.  by  70  ft.  irregular  in  area  in  the  1st 
story  and  19  ft.  4  in.  by  57  ft.  4  in.  in  area  above;  oc¬ 
cupied,  cellar  and  sub-cellar,  storage;  1st  story,  crockery 
store;  2nd  story,  barbers’  school,  20  persons;  3rd  story, 
manufacture  of  masks,  9  persons;  4th  and  5th  stories,  va¬ 
cant  ;  and 

Whereas,  it  is  proposed  to  install  a  dry  sprinkler  equip¬ 
ment  with  a  Siamese  connection  at  street  front  and  also 
an  automatic  fire  alarm  system ;  and 

Whereas,  appellant  contends  that  owing  to  the  small  area 
of  the  building,  the  proposed  installation  would  afford  the 
same  protection  as  a  one  source  of  supply  and  that  the  cellar 
and  sub-cellar  are  used  for  storage  by  occupant  of  store. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  dry  sprinkler  equipment  be  in¬ 
stalled  in  sub-cellar  with  a  Siamese  connection  on  the  street 
front  and  that  an  automatic  fire  alarm  system  also  be  in¬ 
stalled,  and  granted  soi  long  as  the  present  conditions  re¬ 
main  substantially  unchanged. 


494-22- A. 

APPELLANT — Wendell  &  Evans  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 129-135  12th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  ’ 

ACTION  OF  BOARD— Laid  over  to  Nov.  24,  1922,  at  2 
p  m.,  appellant  to  submit  proper  plans  showing 
the  correct  conditions. 


1 082-22-A. 

APPELLANT — McVeigh  and  McCrodden,  lessees. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Canarsie  lane,  East  45th  street, 
Avenue  D,  East  47th  street  ^nd  Clarendon  road, 

Brooklyn. 
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APPEARANCES— 

For  Appellant :  William  H.  Goode. 

For  Opposition:  Louis  H.  Pink,  attorney;  Mrs.  H. 
A.  Butler,  Harvey  Butler,  O.  S.  Ventres,  Wm. 
H.  Reid,  Margaret  Huston,  Emma  Wollying, 
Mrs.  D.  E.  Wade,  Mrs.  J.  Gannon,  Mrs.  J. 
Holt. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby .  5 

Negative:  Mr.  Holland  and  Fire  Chief  Kenlon  2 
Absent  .  0 


THE  RESOLUTION: 

(1082-22-  A) 

Whereas,  McVeigh  &  McCrodden,  lessees,  filed,  August 
30,  1922,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  Canarsie 
lane,  East  45th  street,  Avenue  D,  East  47th  street  and 
Clarendon  road,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“You  and  each  of  you  are  ordered  to  discontinue  the 
use  of  the  above  premises  100  ft.  north  and  100  ft. 
south  of  Clarendon  Road  for  any  purpose  or  use  other 
than  a  use  prescribed  by  Section  3,  Art.  2  x>f  the  Build¬ 
ing  Zone  Resolution.  Unless  within  twenty  days  the 
present  use  shall  cease  legal  steps  will  be  taken  by  this 
Department  for  the  recovery  of  the  penalties  prescribed 
by  law  and  to  prevent  a  continuance  of  such  use.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  lo¬ 
cated  partly  in  a  residence  and  partly  in  a  business  district, 
which  is  being  used  as  a  sand  pit,  two  steam  shovels  re¬ 
moving  approximately  200  cart  loads  per  clay ;  and 

Whereas,  appellant  contends  that  they  are  engaged  tem¬ 
porarily  in  excavating  natural  sand  for  building  purposes 
from  a  tract  known  as  Sigloch  Farm,  an  undeveloped  sec¬ 
tion,  and  that  they  propose  to  fill  in  again  with  clean 
earth  fill ;  and  has  filed  affidavits  to  the  effect  that  the 
operation  of  excavating  sand  was  conducted  thereon  pre¬ 
viously  to  July  25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  municipal  ordinances  be 
complied  with. 


420-22-A. 

APPELLANT — -Kings  County  Lighting  Co.,  owner. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED' — West  side  of  .First  avenue, 
from  54th  to  55th  streets,  Brooklyn. 

APPEARANCES — Nione. 

ACTION  OF  BOARD — Laid  over  to  December  5,  1922, 
at  10  a.  m.,  for  inspection  by  committee  of  the 
board. 


242-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — ‘556  Kent  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  5,  1922, 
at  10  a.  m.,  for  inspection  by  committee  of  board. 


244-22- A. 

APPELLANT— R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — South  side  of  Maspeth  ave¬ 
nue,  92  ft.  east  of  Vandervoort  avenue,  Brooklyn. 
A  PPEAR  ANCES—  None. 

ACTION  OF  BOARD — -Laid  over  to  December  5,  1922, 
at  10  a.  m.,  for  inspection  by  committee  of  board. 


245-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Nevins  street,  bounded  by 
Douglas  street,  3rd  avenue  and  Degraw'  street, 
Brooklyn. 

A  PP  E  A  R  A  N'C  E  S— None: 

ACTION  OF  BOARD — Laid  over  to  December  5,  1922, 
at  10  a.  m.,  for  inspection  by  committee  of  board. 


342-22-A. 

APPELLANT— R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 556  Kent  avenue  (Nassau  Gas 
Works),  Brooklyn. 

A  PPEAR  A  NC  E  S— None. 

ACTION  OF  BOARD — Laid  over  to  December  5,  1922, 
at  10  a.  m.,  for  inspection  by  committee  of  board. 


343-22-A. 

APPELLANT — R.  W.  Bush,  for. The  Brooklyn  Union 
Gas -Co.,  owner. 

SUBJECT — -Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 433  Hoyt  street  (Citizens  Gas 
Works),  Brooklyn. 

A  PPE  A  RANGES— None. 

ACTION  OF  BOARD — -Laid  over  to  December  5,  1922, 
at  10  a.  m.,  for  inspection  by  committee  of  board. 


459-22-A. 

APPELLANT— R..  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Kent  avenue  from  No-.  11th 
to  No.  12th  streets,  East  River,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  5,  1922, 
at  10  a.  m.,  for  inspection  by  committee  of  board. 


1 063-22-A. 

APPELLANT — Schwartz  &  Gross,  for  Broadway-John 
Street  Corp.,  owner. 

SUBJECT — Appeal  from  urder  of  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 305  Broadway,  Manhattan. 

APPEARANCES— 

For  Appellant:  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  Nov.  24,  1922,  at  2 
p.  m.,  for  final  hearing. 


243-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 2nd  avenue,  bounded  by  Go- 
wanus  Canal,  11th  and  12th  streets,  Brooklyn. 

A  PPE  AR  ANCES— None. 

ACTION  OF  BOARD — 'Laid  over  to  December  5,  1922, 
at  10  a.  m.,  for  inspection  by  committee  of  board. 


1035-22- A. 

APPELLANT — Morley  Realty  Company. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED' — 46  West  98th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Laid  over  to  December  5,  1922, 
at  10  a.  m.,  on  request  of  appellant. 
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BUILDING  ZONE  CASES. 

1092-22-BZ. 

APPLICANT — (Harold  J.  Crookes,  applicant,  bn  behalf 
of  Herman  R.  Maier,  owner,  and  Fort  George  Au¬ 
tomobile  Club,  lessee. 

SUBJECT — Application  to  permit  in  a  busines  district 
the  erection  of  a  three  story  garage  for  more  than 
5  motor  vehicles. 

PREMISES  AFFECTED — 4432-4438  Brioadway,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  letter.  With¬ 
drawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  .... 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 


1465-21-BZ. 

APPLICANT — Andrew  P.  Meehan,  applicant,  on  behalf 
of  Elizabeth  J.  Colgan,  owner. 

SUBJECT — Application  for  rehearing  of  an  application 
previously  dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  maintenance  of 
a  garage  for  two  motor  vehicles,  space  to  be 
rented  to  persons  not  residing  on  the  premises. 

PREMISES  AFFECTED — 1218  Bushwick  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Eva  Colgan,  Mrs.  George  W. 

Bohmer. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Wals-h,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . ' .  6 

Absent:  Mr.  Holland  . .  1 


THjE  RESOLUTION: 

(1465-21-BZ) 

Whereas,  Andrew  P.  Meehan,  for  Elizabeth  J.  Colgan, 
owner,  filed,  November  28,  1921,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  storage  of  two  motor 
vehicles ;  two  spaces  rented  to  persons  not  residing  on 
the  premises,  1218  Bushwick  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  November 
8,  19'22,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bushwick  avenue,  Hancock 
street  and  Jeffersion  avenue  are  residence  districts ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
November  9,  1921,  Order  No.  68362-LC,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3,  Article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  lof  the  City 
of  New  York  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  or 
are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles  stored  by  others  than  the  occupants  of  dwell¬ 
ing  on  lot  where  garage  is  situated.”  ; 
and 

Whereas,  the  building  is  of  metal  construction,  1  storv 
in  height,  with  a  frontage  of  18  ft.  and  a  depth  of  16  ft., 
occupied  as  a  garage  for  2  motor  vehicles,  space  in 
which  is  rented  to  persons  not  residing  on  premises ;  and 
Whereas,  applicant  has  failed  to  substantiate  her  ap¬ 
plication  under  the  provisions  of  section  7,  subdivision  G 


of  the  building  zone  resolution,  and  there  was  opposition 
to  the  granting  of  the  application  on  the  part  of  neigh¬ 
boring  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and 
it  hereby  is  denied. 


821-22-BZ. 

APPLICANT — Charles  M.  Spindler,  applicant,  on  behalf 
of  Edward  W.  Pica,  owner. 

SUBJECT — Application  to  permit  in  an  unrestricted  dis¬ 
trict  the  maintenance  of  a  garage  for  more  than 
five  motor  vehicles  on  the  same  street  with  a  pub¬ 
lic  school. 

PREMISES  AFFECTED — 190  Varick  street,  57  King 
street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD1 — Laid  over  to  Nov.  21,  1922,  at 
2  p.  m.,  to  submit  certificate  'of  occupancy. 


563-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
Isaac  Kersten,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  cars. 

PREMISES  AFFECTED — <2710-2730  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition  : '  James  A.  Donnelly. 

ACTION  OF  BOARD — Laid  over  to  Niov.  24,  192 <2,  at 
2  p.  m.,  to  notify  the  surrounding  property  own¬ 
ers  of  change  of  area. 


1473-21-BZ. 

APPLICANT — Wm.  H.  Mohrmann,  applicant  and  owner. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  five  car  garage. 
PREMISES  AFFECTEDi — 354  87th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arthur  M.  Sommefs. 

ACTION  OF  BOARD — Laid. over  to  N<ov.  24,  1922,  at 
2  p.  m.,  to  check  consents. 


1005-22-BZ. 

APPLICANT — James  P.  Whiskeman,  for  Sylvia  R. 
Fromm,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  extension  in  area  to  an  existing  garage. 
PREMISES  AFFECTED — 1003-1005  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  P.  Whiskeman,  Nathan 
Fromm. 

ACTION  OF  BOARD' — Laid  over  to  Nov.  24,  1922,  at 
2  p.  m. 


203-22-BZ. 

APPLICANT — Russell  Fraser,  applicant,  and  Rose  Bow¬ 
den,  executrix,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  one  commercial 
car. 

PREMISES  AFFECTED — 111-115  Lexington  avenue, 
Maspcth,  Queens. 

APPEARANCE  S — 

For  Applicant :  Herman  L.  Wise. 

ACTION  OF  BOARD' — Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . . . .  0 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  .  .  2 

THE  RESOLUTION: 

(203-22-BZ) 

Whereas,  Russell  Fraser,  for  Rose  Bowden,  owner,  filed, 
January  It,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  one  commercial  motor  ve¬ 
hicle;  premises  111  to  115  Lexington  avenue,  Maspeth, 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  November  8, 
1922,  after  due  notice  by  publication  in  the  Bulletin  o;f  the 
board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Lexington,  Jefferson  and  Nagy 
avenues  are  residence  districts  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered  De¬ 
cember  9,  1921,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  section 
3  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the  Board 
of  Estimate  and  Apportionment  of  the  City  of  N.  Y. 
adopted  July  25,  1916,  inasmuch  as  motor  vehicles  stored 
arc  used  for  commercial  purposes. 

“You  are  therefore  ordered  to  remove  all  motor  ve¬ 
hicles  used  exclusively  for  business  purposes  and  dis¬ 
continue  the  use  of  premises  for  storing  other  than 
pleasure  or  touring  cars  the  property  of  the  applicant  re¬ 
siding  on  the  premises.”; 

and 

Whereas,  the  building  is  of  frame  construction,  1  story 
in  height,  with  a  frontage  of  14  ft.  and  a  depth  of  18  ft., 
occupied  as  a  garage  for  tfie  storage  of  one  commercial 
motor  vehicle ;  and 

Whereas,  applicant  claims  that  there  would  be  undue 
hardship  in  depriving  him  of  the  use  of  this  commercial 
vehicle  in  that  the  premises  was  used  for  business  pur¬ 
poses  prior  to  Julv  25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  for  a  temporary  period  not  to 
exceed  2  years  from  the  date  of  this  action  on  condition 
that  the  interior  shall  be  fire  retarded  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals  and  that 
the  occupancy  shall  be  limited  to  one  commercial  car, 
the  property  of  the  owner  or  lessee. 


1221-21-BZ. 

APPLICANT— Paul  G.  Mack,  owner. 

SUBJECT — Application  to>  permit  in  a  residence  district 
the  maintenance  of  5  individual  garages. 

PREMISES  AFFECTED— 111-113  Grove  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  November  24,  1922, 
at  2  p.  m.,  applicant  to  be  notified. 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notice  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  adminis- 
tratice  official  in  the  performance  of  his  duty: 

(495-22-A) 

Filed  April  4th — Premises  2378  Hoffman  street.  The 
Bronx.  Decision  of  the  fire  commissioner. 
Appellant,  Frank  J.  Ross.  Dismissed  for 
lack  of  prosecution. 


(516-22-A) 

Filed  April  10th — Premises  21-23  Ann  street,  Manhattan. 

Order  of  the  fire  commissioner.  Appel¬ 
lants,  I.  O.  Woodruff  &  Co.,  Inc.  Dis¬ 
missed  for  lack  of  prosecution. 

(534-22-A) 

Filed  April  12th — Premises  1522-1528  Southern  boulevard. 
The  Bronx.  Order  of  the  fire  commis¬ 
sioner.  Appellant,  H.  P.  C.  Corporation. 
Dismissed  for  lack  of*  prosecution. 

(541 -22- A) 

Filed  April  12th — Premises  692  Greenwich  street,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Ap¬ 
pellants,  Emergency  T.  and  W.  Corpora¬ 
tion.  Dismissed  for  lack  of  prosecution. 


(  542-22-A  ) 

Filed  April  12th — Premises  327-335  East  64th  street,  Man¬ 
hattan.  Decision  of  the  fire  commissioner. 
Appellant,  Frederick  Poliak.  Dismissed 
for  lack  of  prosecution. 


(564-22-A) 

.Filed  April  14th — Premises  112-116  Bleecker  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  David  J.  Earle.  Dismissed  for 
lack  of  prosecution. 


(652-22-A) 

Filed  May  5th — Premises  143-9  West  19th  street,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  American  Pearl  Button  Works. 
Dismissed  for  lack  of  prosecution. 

(670-22- A) 

Filed  May  9th — Premises  607-615  West  57th  street,  Man¬ 
hattan.  Decision  of  the  fire  commissioner. 
Appellant,  Herrman  Motor  Truck  Co., 
Inc.  Dismissed  for  lack  of  prosecution. 

(687-22-A) 

Filed  May  13th — Premises  723  7th  avenue,  Manhattan.  De¬ 
cision  of  the  fire  commissioner.  Appellant. 
Silent  Watchman  Corporation.  Dismissed 
for  lack  of  prosecution. 

(747-22- A) 

Filed  May  26th — Premises  24-30  Carroll  place,  New  Brigh¬ 
ton,  S.  I.,  Richmond.  Order  of  the  fire 
commissioner.  Appellant,  James  Wilkin¬ 
son.  Dismissed  for  lack  of  prosecution. 
VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby .  5 

Negative  . 0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 


THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed  with  the 
board  of  appeals  various  appeals  from  orders  affecting 
the  premises  stated ;  and 

Whereas,  the  appellants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notice  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  admin¬ 
istrative  official  in  the  performance  of  his  duty: 

(488-22-BZ) 

Filed  April  3rd — Premises  northwest  corner  of  Kings 
Highway  and  Flatbush  avenue,  Brooklyn. 
Decision  of  the  superintendent  of  buildings. 
Applicant,  James  F.  Quigley.  Dismissed 
for  lack  of  prosecution. 
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(497-22-BZ) 

Filed  April  4th— Premises  849  West  178th  street,  Manhat¬ 
tan.  Order  of  the  Tenement  House  Com¬ 
missioner.  Applicant,  Rockville  Holding 
Co.,  Inc.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(726-22-BZ) 

Filed  May  22nd — Premises  southeast  corner  of  Furman 
avenue  and  Juniper  Swamp  road,  Middle 
Village,  Queens.  Order  of  the  fire  com¬ 
missioner.  Applicant,  Louis  Gottesman. 
Dismissed  for  lack  of  prosecution. 

(737-22-BZ) 

Filed  May  24th — Premises  135  Union  street,  Brooklyn. 

Decision  of  the  superintendent  of  build¬ 
ings.  Applicant,  John  Gibbons.  Dismissed 
for  lack  of  prosecution. 

(758-22-BZ) 

Filed  May  29th — Premises  37  West  9th  street,  Manhattan. 

Order  of  the  fire  commissioner.  Applicant, 


Olive  Wilhelmson.  Dismissed  for  lack  of 
prosecution. 

VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kearney  and  Kerby .  5 

Negative  .  q 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  various  applications  affecting  the  prem¬ 
ises  stated ;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  ao. 

Resolved,  that  the  foregoing  applications  be  and  they 
hereby  are  dismissed  for  lack  of  prosecution. 


Adjourned  5.05  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals 
June  27,  1922,  governing  fire  extinguishing  appliances:  “Standpipe”— “Fire  Line,”  the  publishing 
of  the  Rules  in  pamphlet  form  will  be  deferred  until  further  notice. 

WILLIAM  J.  O’GORMAN,  Secretary. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S 

Resolved,  That  for  the  purpose  of  establishing  uniform  Labor  Department  relating  to  exits  issued  prior  to  October 
practice  with  regards  to  the  reporting  of  structural  altera-  1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
tions  made  under  the  requirements  of  the  labor  law,  the  subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
following  rule  be  and  it  is  hereby  adopted:  the  superintendent  of  buildings  to  the  fire  commissioner 

When  plans  have  been  filed  with  the  proper  superintend-  stating  whether  the  work  done  complies  with  the  order 
ent  of  buildings  and  structural  alterations  have  been  made  of  the  State  Labor  Department,  with  the  order  of  the  fire 
to  comply  with  the  requirements  of  the  labor  law  relating  commissioner,  or  with  the  provisions  of  the  State  Labor 
to  exits  and  fire  protection,  or  with  an  order  of  the  State  Law,  as  the  case  may  be. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1/4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2 Z2-$  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port- 
l;.nd  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


1207 


PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921 


389 


Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  November  9,  1922  ....1337 
Restored  to  calendar  . .  99 


Miscellanew^'  Act  iCnj£st;~  y  ... 

Requests  to  reopen  . f.  . :c>~l.-4$ 

'>•»  . 

Requests  to  amend 


. 

V  i  ,\jRr 

'  VAN- 

*■»  4- 1 1  1C 


Requests  for  modification . .. . ....  16 

. ..... 


Requests  to  rescind 


0 


Requests  for  extension  of  time 


Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  .  . . 

Requests  for  interpretation 

Total  . 

Disposed  of  . 


4 

6 

1 

6 

2067 

1607 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  . 


127 

152 

211 

98 

736 

22 

10 


136 

11 

22 

1 

14 

2 

0 

0 

27 

0 

3 

1 

6 

0 

1 

0 

6 

1 


Total 
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Cases  pending  November  9,  1922 
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WARNIING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hgnds  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First.  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second.  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained,  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
Calendars  in  T he  Record  and  Guide  and  in  various  news¬ 
papers. 

.Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
apneal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  bv  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Room  914,  Municipal  Building, 

New  York  City. 
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DIRECTORY  . 

BOARD  OF  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

William  E.  Walsh,  Chairman 
John  J.  Beatty  James  P.  Holland  , 

Alfred  J.  Boulton  James  Kearney 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  . Fire  Commissioner 

Charles  Brady  . Supt.  of  Buildings ,  Manhattan 

P.  J.  Reville .  Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert  . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore  .  Supt.  of  Buildings,  Queens 

William  J.  McDermott  . . .  Supt.  of  Buildings.  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  4  p.  m. ;  Saturdays,  9  a.  m.  to 
12  noon. 

All  comm, unications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  Novem¬ 
ber  14,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  November  14,  1922. 

Progress  Report. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  Novembet 
21,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  November  28,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in^ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
bv  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli- 
’cite  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property.  tV  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  November  lfi,  1922. 


Cal.  No.  Department  Order  No. 

1383-22-S .  . F.D.  .' . LD-28856 

J382-22-BZ . B.B.B.  . . N.  B.  17322-17323-1922 

1381-22-A . B.B.M . Alt.  2683-1922 


1 380-22 -A 


F.D 


F-38416 


A 


1379-22-S . 

. LD-32134 

1378-22-BZ . 

. B.B.Bx.  .• 

. N.  B.  2587-1922 

1377-22-BZ . 

. LC-75064 

1376-22-BZ . 

. C-73973 

1375-22- A . 

. F- 38 3 06 

1374-22-A  . 

. LC-13535 

1373-22-S . 

. B.B.M.  .. 

..Certificate  of  Occupancy 

1372-22- A . 

. F.D . 

. LC-14366 

1371-22-S . 

. f.d.  ...;. 

. LD-23834 

1370-22-BZ . 

. B.B.M.  .. 

. N.  B.  593-1922 

1369-22-BZ . 

. F.D . 

. LC-75247 

1368-22-A . 

. F.D . 

. LC-334 

1367-22- A . 

......B.B.M.  .. 

. ‘ . N.  B.  424-1922 

1366-22- A . 

. F.D . 

. LC-14322 

1365-22-S . 

. F.D . 

. LD-26910 

1364-22 -A . F.D 


LC-14251 


1363-22-S . F.D.  . 

1362-22-BZ . F.D.  . 

1361-22-A. . .  I . F.D.  . 

1360-22-BZ . F.D. 

1359-22-BZ . B.B.Q. 

1358-22- A . F.D. 

1357-22-BZ . B.B.M 

1356-22-S . F.D.  . 

1355-22-BZ . F.D.  . 


. LD-38461 

. LC-75394 

N.  B.  911-1922 

. LC-74895 

.Alt.  3185-1922 

. C-74965 

.N.  B.  68-1920 

. LC-75278 

. LC-14362 


1354-22-S .' . F.D . LD-73171 


1353-22-BZ .  .  . 

• 

...B.B.M.  . 

. Alt.  2406-1922 

1 3 52-22 -S _ 

...H.D.  ... 

1351-22-S . 

..F.D . 

. LD-40140 

1350-22-S _ 

.  ..B.B.M.  . 

. LD-39959 

1349-22-BZ. . . 

...F.D.  ... 

. LC-75322 

134’8-22-BZ. .  . . 

,  ..F.D.  ... 

. C- 12576-13103-1 3 195 

1347-22- A _ 

...F.D.  ... 

1346-22- A _ 

...F.D.  ... 

. F-40082 

1345-22-A _ 

...F.D.  ... 

. LC-72919 

1344-22-S . 

..F.D . 

. LD-27762 

1343-22-BZ. .  .  . 

.  .F.D . 

. LC-14347 

1342-22-A _ 

.  .  .F.D . 

1341-22-S . 

.  .F.D . 

. LD-39776 

1340-22-S . 

..B.B.M.  . 

. Alt.  1803-1922 

1339-22-BZ. .  .  . 

..B.B.B.  .. 

. N.  B.  16693-1922 

1338-22- A _ 

...F.D.  ... 

. LC-66180 

Restored  to  Calendar. 

1165-21-BZ . B.B.Q . Alt.  3155-20 


1432-21-BZ . F.D . C-9334 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . ...Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . . Bureau  of  Buildings..  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  21,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

393-22-BZ. 

APPLICANT — Lee  Brothers,  Inc.,  for  John  Nimpheus, 
owner 

PREMISES — 525  Bergen  avenue,  The  Bronx 

TO  PERMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district  the  maintenance  of  a  garage 
for  the  storage  of  more  than  5  motor  vehicles. 
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1116-22-BZ. 

APPLICANT — Murray  Klein,  for  Herman  Weinberg, 

owner. 

PREMISES — 803  DeKalb  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  extension  in  area  to 
an  existing  public  garage  for  storage  of  more 
than  5  motor  vehicles. 

1148-22-BZ 

APPLICANT — Lewis  Spencer  Morris.  owner. 

PREMISES — W.  S.  Walton  avenue,  E.  S.  Gerard  avenue, 
SO  ft.  south  of  East  149th  street,  The  Bronx 

TO  PERMIT  in  an  unrestricted  district  and  extending  in¬ 
to  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  5  motor 
vehicles 

1240-22-BZ. 

APPLICANT — Paul  Revere  Henkel,  for  Niewenhous 
Company,  Inc.,  owner. 

PREMISES— 313-319  East  100th  street,  The  Bronx. 

TO  PERMIT  in  an  unrestrxted  district  and  extending 
into  a  business  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

967-22-BZ. 

APPLICANT — Edward  C.  Johnson,  for  Abram  E  John¬ 
son.  owner. 

PREMISES — 7090  Amboy  Road,  Tottenville,  Richmond. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  more  than  5  cars. 


BOARD  OF  APPEALS. 

Tuesday,  November  21,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

962-22- A — Foot  of  51st  street,  Bush  Terminal  Building, 
No.  58,  Brooklyn. 

394-22-A — 101-105  East  125th  street,  Manhattan. 

40S-22-A — 514  or  516  78th  street,  Brooklyn. 

512-22-A — 822  Flatbush  avenue,  Brooklyn. 

1133-22- A — 347  East  103rd  street,  Manhattan. 

1145-22-A — 30  Wert  44th  street,  Manhattan. 

1150- 22-A — 1600  Broadway,  Manhattan. 

1151- 22-A — 1131-1137  Broadway,  Manhattan. 

1130-22-A — 1129  Remsen  avenue,  Far  Rockaway,  Queens 
1182-22-A — 1680-1684  Broadway,  Manhattan. 

144-22-A — 1580  Washington  ave.,  Th  e  'Bronx. 

636-22-A— 150  Beach  116th  st.,  Rockaway  Park,  Queens. 

Under  Building  Zone  Resolution . 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building- 
zone  resolution,  Tuesday  morning,  November  21,  1922,  at 
10  o’clock  in  Room  919,  'Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  1037-22-BZ — Application,  August  12,  1922,  under 
the  building  rone  resolution,  of  Frank 
Hausle,  architect,  on  behalf  of  John 
L.  Miller,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  an  un¬ 
restricted  district  the  erection  of  a 
garage  for  more  than  five  motor  ve¬ 
hicles  ;  premises  northeast  corner  of 
West  218th  street  and  10th  avenue, 
Manhattan. 

cal.  no.  1057-22-BZ — Application,  August  19,  1922,  under 
the  building  zone  resolution,  of  Stock- 
ton  Chambers,  Inc.,  applicant  and  own¬ 
er.  to  permit  in  a  residence  district  the 
maintenance  of  a  Tea  Room;  premises 
306  West  109th  street,  Manhattan. 


cal.  no.  793-22-BZ — Application,  June  6,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Charles  Flury,  owner,  to  permit  in  a 
residence  district  the  conversion  of  ex¬ 
isting  private  garage  into  a  3-car  pub¬ 
lic  garage  and  the  erection  of  an  addi¬ 
tional  1-car  garage;  premises  1900 
Wallace  avenue,  The  Bronx. 

cal.  no.  1205-22-BZ— Application,  October  9,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Barney  Importing  Co..  Inc.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  5  motor  vehi¬ 
cles  ;  premises  northwest  corner  of 
Amsterdam  avenue  and  West  186th 
street,  Manhattan. 

cal.  no,  46.2-22-BZ — Application,  October  31,  1922,  under  the 
building  zone  resolution;  of  New  York 
Telephone  Company,  applicant,  on  be¬ 
half  of  New  York  Telephone  Realty 
Corporation,  owner,  for  a  rehearing  to 
modify  the  previous  resolution  granted 
with  re:  to  the  height  limitation; 

premises  2365  Tiebout  avenue,  The 
Bronx. 

cal.  no.  771-22-BZ — Application,  June  1,  1922,  under  the 
building  zone  resoluFon,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  St. 
Joseph’s  Church,  owner,  and  Charles 
Levy,  lessee,  to  permit  in  a  business 
district  the  maintenance  of  a  motor 
vehicle  repair  shop;  premises  400  West 
126th  street,  Manhattan. 

cal.  no.  1076-22-BZ — Applicat:on,  August  28,  1922,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of  P. 
Chauncev  Anderson,  attorney  in  fact 
for  Eugene  A.  Lachaise,  owner,  to  per¬ 
mit  in  a  bus-'ness  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  5  motor  vehicles ;  premises  204-210 
Saratoga  avenue,  northwest  corner  of 
Hull  street,  Brooklyn. 

cal.  no.  1125-22-BZ — Application,  September  19,  1922,  under 
the  building  zone  resolution,  of  Ja¬ 
maica  Water  Supply  Company,  appli¬ 
cant  and  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
an  electric  pumping  station ;  premises 
east  side  Birch  street,  210  ft.  south  of 
Swanee  avenue,  Richmond  Hill, 
Queens. 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  21,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

11 00-22- S — 319-321  East  44th  street,  Manhattan. 

1020-22-S — '133  East  16th  street,  Manhattan. 

856-22-S — 73  West  46th  street.  Manhattan. 

1099-22-S — 100  Prince  street,  Manhattan. 

677-22-S — 741  Fifth  avenue,  Manhattan. 

1160-22-S — 18  East  31st  street,  Manhattan. 

1 164-22-S — 333  Crescent  street,  Brooklyn. 

1168-22-S — 63  East  11th  street,  Manhattan. 

1172-22-S — 5  West  14th  street,  Manhattan 

1183-22-S  295-303  Vernon  avenue.  L.  I.  City,  Queens 

1188-22-S — 205  West  38th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1230-22-S  Thermostats  for  automatic  fire  alarm  systems, 
approval  of — 
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1249-22-S — Coen  Oil  Burner,  approval  of — 

1274-22-S— Rodriguez  Oil  Burner,  approval  of— 

112-22-S — Approval  of  Ostrander  A.  C.  Fire  Alarm  Con¬ 
trol  Panel ;  approval  of  A.  C.  Ostrander 
Trouble  Bell;  approval  of  A.  C.  Single 
Stroke  Ostrander  Gong. 

918-22-S— The  Williams  Oil-O-Matic  Fuel  Oil  Burner, 
approval  of. 

1193-22-S — Richmond  Gravity  Fuel  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 

357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

31 5 -22- S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21  -S — Angle  FTose  Valve. 

392-22-S _ The  Surface-Combustion  Company  Low  Pres¬ 

sure  Gas  and  Oil  Burner,  approval  of. 

830-22- S — Northern  Rotary  Pump,  approval  of. 

840-22-S— Dean  Bros.  Duplex  Steam  Pump,  approval  of. 

447-2°-S— Ffnward  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

Rlp.go.s  —Crocker  Ga=  Valve,  annroval  of. 

700..20-S— Kennell  Gas  Cut-off  Valve,  approval  of 

— Anthonv  Nebulvte  Oil  Burner,  approval  of. 

938-22-S _ The  Tohnson  Improved  Rotary  Fuel  Oil 

Burner,  anproval  of. 

Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S — Simplex  Fuel  Oil  Burner,  approval  of 


BOARD  OF  APPEALS. 

Friday,  November  24,  1922,  at  2  p.  m. 

m 

SPECIAL  MEETING. 

Appeals  from  Administrative  Orders. 

1000-22- A— 420-426  East  105th  street,  Manhattan. 

1 063^22- A — 305  Broadway,  Manhattan. 

491-22-A — 129-135  12th  avenue,  Brooklyn. 

914-22-A — Plot  bounded  by  Thomson  avenue.  Court  street 
and  Long  Island  Railroad,  Queens. 

943-22-A — 605  Oak  Terrace,  The  Bronx. 

994-22-A — 2251-2253  Loring  place,  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  afternoon,  November  24,  1922, 
at  2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1473-21-BZ — Application,  November  28,  1921,  under 
the  building  zone  resolution,  of  Wm. 
H.  Mohrmann,  applicant  and  owner, 
to  permit  in  a  residence  district  the 
maintenance  of  a  five  car  garage; 
premises  354  87th  street,  Brooklyn. 

cal.  no.  821-22-BZ — Application,  June  13,  1922,  under  the 
building  zone  resolution,  of  Charles 
M.  Spindler,  applicant,  on  behalf  of 
Edward  W.  Pica,  owner,  to  permit  in 
an  unrestricted  district  the  mainten¬ 
ance  of  a  garage  for  more  than  five 
motor  vehicles  on  the  same  street  with 
a  public  school;  premises  190  Varick 
street,  57  King  street,  Manhattan. 


cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  .for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  1005-22-BZ— Application,  July  31,  1922,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Sylvia  R.  Fromm,  owner,  to  permit  in 
a  business  district  the  extension  in  area 
to  an  existing  garage;  premises,  1003- 
1005  Morris  avenue,  The  Bronx. 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  1172-21-BZ— Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  28,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1192-22-BZ. 

APPLICANT— Chaude  H.  Valentine,  for  Joseph  Pitman, 
owner. 

PREMISES — 13-17  Front  street,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  and  within  200 
ft.  of  a  hospital  the  conversion  of  occupancy  from 
a  warehouse  to  a  garage  for  the  storage  of  more 
than  5  motor  vehicles. 

1165-21-BZ. 

APPLICANT— M.  B.  Smith,  for  August  Krapf,  owner. 

PREMISES— 659-665  5th  avenue,  College  Point,  Queens. 

TO  PERMIT  in  a  business  district  the  extension  in  area 
to  a  public  garage. 

1432-21-BZ. 

APPLICANT— Peter  Molder,  for  Ina  'Molder,  owner. 

PREMISES— 2521  Maclay  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  storage  of  two  motor  vehicles. 

1259-22-BZ. 

APPLICANT — John  Stahl,  owner. 

PREMISES — 4762  Richardson  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  -business  district  the  erection  of  a  four-story  and 
basement  warehouse. 
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CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  November  28,  1922,-  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

622-22- A — 63  Rose  street,  Manhattan. 

1140-22-A — Corner  Dinsmore  street  and  Roanoke  street, 
•  Far  Rockaway,  Queens. 

’1141-22- A— North  side  Wilbur  avenue,  between  Radde  and 
Academy  streets,  Long  Island  City,  Queens. 

1142- 22- A — South  side  Hillside  avenue,  between  Union  and 

Hardenbrook  avenues,  Jamaica,  Queens. 

1143- 22-A — West  side  114th  street  and  91st  avenue,  Rich¬ 

mond  Hill,  Queens. 

446-22-A— 149-151  East  119th  street,  Manhattan. 
932-22-A— 33-35  East  17th  street,  Manhattan. 

939-22-A — 600  Kent  avenue,  Brooklyn. 

1194-22-A — 124  Lake  avenue,  Elm  Park,  Richmond. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  budding 
zone  resolution,  Tuesday  morning,  November  28,  1922  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  tol- 
lowing  matters : 


cal.  no.  1175-22-BZ — Application,  October  4,  1922,  under 
the  building  zone  resolution,  of  Mag- 
nuson  and  Kleinert,  architects,  on  be¬ 
half  of  Samuel  Greenvald  and  Sons, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
5  motor  vehicles;  premises  1365-1375 
Bushwick  avenue,  northeast  corner  of 
Decatur  street,  Brooklyn. 


cal.  NO.  1086-22-BZ— Application,  August  31,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  A.  West,  applicant  and  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
15  motor  vehicles;  premises  121  West 
54th  street,  Manhattan. 

cal  no.  1095-22-BZ — Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Allred 
G.  Kraft,  applicant,  on  behalf  of  Uni¬ 
ted  States  Trust  Company  of  New 
York,  owner,  and  Henry  G.  Ay:dan, 
lessee,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  5  motor  vehicles,  also  to  permit 
such  garage  to  be  located  in  a  portion 
of  a  street,  in  which  portion  there  ex¬ 
ists  a  school;  premises  145  West  54th 
street,  Manhattan. 

cal.  no.  929-22-BZ — Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  May 
P.  Korn,  oyvner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  from  residence  to  business  pur¬ 
poses  ;  premises  223  West  79th  street, 
Manhattan. 

CAL  no.  987-22-tBZ — Application,  July  26,  1922,  under  the 
building  zone  resolution,  of  George 
Starin  Cowles,  applicant,  on  behalf  of 
Edward  S.  Cowles,  owner,  to  permit  in 
a  residence  district  the  conversion  of 
occupancy  of  the  basement  of  a  sani¬ 
tarium  to  business  purposes;  premises 
591  Park  avenue,  Manhattan. 


cal.  no.  1138-22-.BZ — Application,  September  22,  1922, 

under  the  building  zone  resolution,  of 
George  G.  Miller,  architect,  on  behalf 
of  Maxwell  Shmerler,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  build¬ 
ing  ;  premises  178-186  Parkside  ave¬ 
nue,  Brooklyn. 

cal.  no.  1200-22-BZ — Application,  October  7,  1922,  under 
the  building  zone  resolution,  of  frank 
E.  White,  applicant  and  lessee,  and 
Margaret  M.  White,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  an  undertaking  establishment ; 
premises  170  6th  avenue,  Brooklyn. 

cal.  no.  620-22-BZ — Application,  April  28,  1922,  under  the 
building  zone  resolution,  of  Wilheim 
E.  Stern,  applicant,  on  behalf  of 
Bertha  A.  Stern,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
a  garage  for  storage  of  4  motor  ve¬ 
hicles,  3  spaces  rented  out ;  premises 
1099  Bushwick  avenue,  Brooklyn. 

cal.  no.  1031-22-BZ — Application,  August  10,  1922,  under 
the  building  zone  resolution,  of  John 
DeHart,  architect,  on  behalf  of  Martha 
M.  Sachse,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  5 
motor  vehicles ;  premises  1401-1417 
Newkirk  avenue,  Brooklyn. 

cal  no.  1070-22-BZ — Application,  August  23,  1922  under 
the  building  zone  resolution,  of  John 
H.  Knubel,  applicant,  on  behalf  of 
Clemons  Realty  Company,  owner,  to 
permit  partly  in  a  2  times  district  and 
partly  in  a  1^2  times  district  the  erec¬ 
tion  of  part  of  a  building  in  excess  of 
the  height  set  by  the  zone  resolution; 
premises  352-354  7th  avenue,  204-206 
West  30th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  N ovember  28,  1922,  at  2  p.  m 

Petitions  for  Variations. 

608-22- S— 58-60  Park  avenue,  Brooklyn. 

1153-22- S— 30  West  37th  street,  Manhattan. 

1159-22-S — 601-607  West  50th  street,  Manhattan. 

1163-22-S — 2t5'2-254  West  26th  street,  Manhattan. 

1201-22-S — 61  Washington  street,  Manhattan. 

1208-22- S— 159  West  21st  street,  Manhattan. 

833-22-S _ 141-143  Atlantic  avenue,  Brooklyn. 

1135-22-S — 34-36  Cooper  square,  Manhattan. 

1162-22- S _ 114  Lexington  avenue,  Manhattan. 

217-21-S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

1064-22-S— Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
H15-22-S— Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22- S— Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S _ 'Baker  Automatic  House  Heating  Burner,  ap¬ 

proval  of. 
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CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  December  5,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1157- 22-A— 627-629  West  50th  street,  Manhattan. 

1158- 22-A — 601-607  West  50th  street,  Manhattan. 

1165- 22- A — 8806  102nd  street,  Richmond  Hill,  Queens. 

1166- 22-A — 461-469  5th  avenue,  1  East  40th  street,  Manhat¬ 

tan. 

1197-22-A — South  side  Nelson  avenue,  Mount  street,  School 
street  and  north  side  of  Anable  avenue,  L. 
I.  City,  Queens. 

1199-22-A — 407-411  Greenwich  street,  Manhattan. 

1204-22-A — Southwest  corner  of  Van  Dam  street  and  Nelson 
(avenue,  L.  I.  City,  Queens. 

1035-22-A — 46  West  98th  street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Secdnd  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

244- 22- A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  5,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  972-22-BZ — Application,  July  25,  1922,  under  the 

building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

cal.  1062-22-BZ — Application,  August  19,  1922,  under  the 
building  zone  resolution,  of  A.  C.  Mac- 
Nulty,  applicant,  on  behalf  of  Guiseppe 
DeMari,  owner,  to  permit  in  a  residence 
district  the  change  of  occupancy  of  2nd 
story  from  residence  to  business  pur¬ 
poses  ;  premises  41  West  52nd  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  12,'  1922,  at  2  p.  m. 

Appliances  Submitted  for  Approval. 

546- 22-S — Wayne  Low  Pressure  Air  Open  Flame  Burner. 

approval  of. 

547- 22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  22,  1922,  at  10  a.  m. 

I. aid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21 -A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21  -A  946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21- A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.;  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21 -A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21 -A — 513-523  West  24th  street,  Manhattan. 

67-22- A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan’. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-201  1  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 1 9-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River.  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A  Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A  Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981 -19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13.  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 


CALENDAR 


890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A— Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20- A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 


383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A— Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21-A- — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  14,  1922 
Present — Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kearney  and  Kerby.  , 

The  minutes  of  the  regular  meeting  of  the  board  ot  ap¬ 
peals,  held  on  Wednesday  morning,  November  8,  1922,  and 
the  minutes  of  the  special  meeting  of  the  board  of  appeals, 
held  on  Wednesday  afternoon,  November  8,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  46,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 


903-22-A. 

APPELLANT— Englander  Spring  Bed  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 538-564  Johnson  avenue,  Brook¬ 


lyn. 

APPEARANCES' — 

For  Appellant:  Meier  Steinbrink. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD* — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


'-p  y  q  _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Negative  . . .  ® 

Absent :  Fire  Chief  Kenlon  .  1 

(903-22-A) 

Whereas,  Englander  Spring  Bed  Co.,  owner,  filed,  July  6, 
1922  an  appeal,  with  the  board  of  appeals,  from  an  older 
of  the  fire  commissioner,  affecting  premises  538-64  Johnson 

avenue,  Brooklyn ;  and  .  .  , 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1  Install  a  standpipe  system  with  risers  4  in.  in  di¬ 
ameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  ■  ; 

Whereas,  the  premises  consist  of  three  buildings,  one 
being  fireproof,  4  stories  in  height,  105  ft.  1*4  *n-  by  200 


ft.  3  in.  in  area,  one  being  non-fireproof,  one  story  in 
height,  approximately  110  ft.  by  89  ft.  5J4  **}■  *n  area  and 
one  being  non-fireproof,  two  stories  in  height,  approxi¬ 
mately  1H0  ft.  by  182  ft.  5*4  in-  i*1  area,  the  entire  premises 
being  occupied  for  the  manufacturing  of  beds  and  bed¬ 
ding,  the  fireproof  building  has  a  total  occupancy  of  140 
persons  and  the  non-fireproof  buildings  a  total  occupancy 
of  95  persons,  the  buildings  being  interconnected  by  hori¬ 
zontal  exits  protected  by  fire  doors  on  both  sides,  the 
entire  premises  being  equipped  with  a  sprinkler  system; 
and 

Whereas,  appellant  contends  that  the  fireproot  portion 
of  the  building  when  erected  in  1919  complied  with  all  the 
requirements  of  the  fire  department  and  that  it  would  be 
a  great  hardship  to  install  a  standpipe  at  this  time. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  four-story  building  be  sub¬ 
divided  in  cross  section  by  a  fireproof  partition,  any  open¬ 
ings  therein  to  be  protected  with  self-closing  fireproof 
doors;  and  that  this  appeal  be  granted  only  so  long  as 
the  present  occupancy  and  use  be  confined  to  the  business 
now  conducted  ion  these  premises. 


914-22-A. 

APPELLANT— D.  Everett  Waid,  for  the  Metropolitan 
Life  Insurance  Company,  owner. 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED— Plot  bounded  by  Thompson 
avenue,  Court  street  and  Long  Island  Railroad, 
Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  D.  Everett  Waid. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  November  24,  1922, 
at  2  p.  m.,  to  submit  plans  to  the  fife  department. 
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943-22-A. 

APPELLANT — Morris  Browdy,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFEECTED — 605  Oak  terrace,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  November  24,  1922, 
at  2  p.  m.  (for  final  hearing),  on  written  request 
of  appellant’s  representative. 


1019-22-A. 

APPLICANT — H.  L.  Brandt,  for  F.  Schuldes,  owner. 
SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 563  West  169th  street,  Man¬ 


hattan. 

APPEARANCES— 

For  Appellant :  H.  L.  Brandt. 

ACTION  OF  BOARD- — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1019-22-A) 


Whereas,  H.  L.  Brandt,  for  F.  Schuldes,  owner,  filed, 
August  4,  1922,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  superintendent  of  buildings,  affecting 
premises  568  West  169th  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“3.  Proposed  use  of  first  story  is  prohibited  in  frame 
building,  section  480  Building  Code.” ; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground 
in  a  residence  district  on  which  is  located  two  buildings, 
the  front  building  being  3  stories  in  height,  of  brick  and 
frame  construction,  2.5  ft.  by  45  ft.  in  area,  occupied  as 
a  tenement  house ;  the  rear  building  being  one  story  in 
height,  occupied  as  cabinet  maker’s  shop ;  it  is  proposed 
to  use  the  first  story  of  the  front  building  as  a  store;  and 

WriEREAS,  the  appellant  contends  that  the  first  story  of 
the  front  building  is  of  brick  and  that  the  alteration  con¬ 
sists  of  installing  a  show  window  and  the  removal  of  par¬ 
tition  ;  and 

Whereas,  under  Cal.  No.  1018-22-BZ,  the  board  denied 
an  application  to  permit  the  conversion  of  the  building  to 
a  business  use. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  it 
hereby  is  denied. 


994-22- A. 

APPELLANT— Karl  F.  J.  Seifert,  for  Dr.  Charles  W. 
Fitch,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED— 2251-2253  Loring  place,  The 
Bronx. 

APPEARANCES. — 

For  Appellant :  Karl  F.  J.  Seifert. 

ACTION  OF  BOARD — Laid  over  to  November  24,  1922, 
at  2  p.  m.,  pending  report  from  superintendent 
of  buildings,  as  to  present  occupancy  of  premises, 
on  appellant’s  request  for  3  months’  lay  over. 


1098-22-A. 

APPELLANT — Edward  M.  Roche,  for  Randel  Realty 
Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED'— — 206  Water  street,  Manhat¬ 
tan. 


■  APPEARANCES— 

h or  Appellant:  Henry  E.  Stahldreier  and  W.  C. 
Stahldreier. 

For  Administration  :  Inspector  Liebermann  of  fire 


department. 

AC  l  ION  Oh  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  q 


THE  RESOLUTION: 

(1098-22-A) 

Whereas,  Edward  M.  Roche,  for  Randel  'Realty  Com¬ 
pany,  owner,  filed,  Sept.  8,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  206  Wfater  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

"1.  Provide  automatic  wood  trap  doors  with  fusible 
link  attachments  on  all'stories  (except  1st  story)  ele¬ 
vator  shaft  as  per  section  20,  chapter  12,  Code  of  Ordi¬ 
nances.”  ; 

and 

\\  hereas,  the  building  is  non-fireproof,  5  stories  in 
height,  50  ft.  by  100  ft.  in  area,  occupied  as  a  warehouse 
for  the  storage  of  cotton  waste;  and 

Whereas,  appellant  contends  that  a  permit  for  the  stor¬ 
age  of  cotton  waste  was  applied  for  in  1920  and  that  after 
certain  changes  to  the  elevator  shaft  were  made,  the  per¬ 
mit  was  issued  on  Sept.  24,  1920,  and  that  no  change  in 
the  construction  or  character  of  the  building  has  been 
made  since  that  time. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1286-22-A. 

APPELLANT — Gustave  E.  Steinback,  for  Church  of  St. 
Edmund,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 1902-1930  Avenue  T,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ...  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


BUILDING  ZONE  CASES. 

972-22-BZ. 

APPLICANT — Joseph  A.  Nicolini,  applicant,  on  behalf  of 
Charles  Sclafani  and  Joseph  Guardino,  owners. 
SUBJECT  Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  two  commercial 
cars. 

PREMISES  AFFECTED — 3058  Health  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Francis  Guarini  and  Christian 
Vogt. 

ACTION  OF  BOARD — Application  laid  over  to  December 
5,  1922,  at  10  a.  m.,  on  request  of  applicant’s  rep¬ 
resentative. 


I 
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1071-22-BZ. 

APPLICANT— William  F.  Doyle,  applicant,  on  behalf  of 
Billingsley  Holding  Corporation,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED — East  side  of  Jerome  avenue, 
113.06  ft.  north  of  East  170th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle  and  Logan 
Billingsley.  * 

For  Opposition:  Commissioner  William  J.  Flynn, 
E.  D.  Coulter,  representing'  Lieut.  Vincent 
Astor,  Charles  L.  Acker,  Herman  A.  Brand, 
for  A.  Simonsen,  Furman  V.  Gaines,  presi¬ 
dent  of  Gaines-Roberts  Co.,  R.  H.  Adams  and 


Chas.  W.  Hoffman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Fire  Chief 

Kenlon  .  6 

Absent  .  0 


THE  RESOLUTION: 

(1071-22-BZ) 

Whereas,  William  F.  Doyle,  for  Billingsley  Holding 
Corp.,  owner,  filed,  August  24,  1922,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  east 
side  Jerome  avenue,  113.06  ft.  north  of  170th  street,  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
14,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  and  170th 
street  are  in  business  districts  and  171st  street  is  a  resi¬ 
dence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  23,  1922,  in  acting  on  N.  B.  Appli¬ 
cation  No.  1894-1922,  reads: 

“Disapproved  with  the  following  objections : 

“1.  Erection  of  proposed  garage  for  storage  of 
more  than  five  motor  vehicles  in  business  district  is 
contrary  to  provisions  of  the  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  175  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for  more 
than  5  motor  vehicles;  and 

Whereas,  the  applicant  has  failed  to  substant'ate  his 
application  under  the  provis'ons  of  section  7,  subdiv.  G  and 
section  20  of  the  building  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  appl'cation 
be  and  it  hereby  is  denied. 


728-22-BZ. 

APPLICANT — R.  Thomas  Short,  applicant,  on  behalf  of 
Clark-Johnson  Co.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 15-27  Bedford  place,  Brook¬ 
lyn. 


APPEARANCES — 

For  Applicant:  Harold  Young  and  Harry  Kan- 
nensohn. 

For  Opposition:  John  Geery,  D.  J.  Stewart, 

George  Rosenburg,  A.  Rickard  and  William 

Gerlach. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  IBeatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 
Chief  Kenlon  . 7 

Absent  . o 

THE  RESOLUTION: 

(728-22-BZ) 

Whereas,  R.  Thomas  Short,  for  Clark-Johnson  Com¬ 
pany,  owner,  filed,  June  30,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles,  premises  15-27  Bedford  place,  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
14,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bedford  place  is  a  busi¬ 
ness  district,  Atlantic  avenue  is  an  unrestricted  district 
and  Brevoort  place  is  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  18,  1922,  reads: 

“Denied — Proposition  contrary  to  Zone  Resolution. 

Art.  II,  Sec.  4.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  113  ft. 
and  a  depth  of  176  ft.,  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  a  committee  of  the  board  inspected  the  premises  and 
recommended  the  denial  of  the  application. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  application 
be  and  it  hereby  is  denied. 


544-21-BZ. 

APPLICANT — William  S.  Lee,  applicant,  on  behalf  of 
Annie  E.  Lee,  owner. 

SUBJECT — To  permit  in  a  business  district  the  erection  of 
a  garage  and  motor  vehicle  repair  shop. 
PREMISES  AFFECTED1 — 91-93  Hope  avenue,  Richmond. 


APPEARA,NfCES< — 

For  Applicant:  William  B.  Morgan. 

For  Opposition:  Mrs.  H.  Miller. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  o 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  . 6 

Absent:  Mr.  Holland  .  i 


THE  RESOLUTION: 

(544-21-BZ) 

Whereas,  William  S.  Lee,  for  Annie  E.  Lee,  owner, 
filed,  March  8,  1921,  an  application  under  the  building 
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zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  and  automob  le  repair 
shop  for  more  than  five  motor  vehicles,  premises  91-3  Hope 
avenue,  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
14,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  budd¬ 
ing  zone  resolution  show  that  the  premises  are  located  in  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  25,  1921,  in  acting  on  amendment  to 
N.  B.  Application,  No.  619-1920,  reads  : 

“  ‘I  desire  to  omit  brick  division  wall  and  to  change 
occupancy  from  part  five  car  garage  and  part  dead 
storage  of  automobiles,  to  entire  building  as  garage 
and  automobile  repair  shop  for  more  than  five  motor 
vehicles. 

“  ‘Respectfully, 

“‘William  S.  Lee’” 

“Disapproval  recommended  as  contrary  to  Zone 
Law  being  in  'Business  District. 

“January  25,  1921. 

“A.  B.  Comins,  Examiner.” 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  60  ft. 
and  a  depth  of  86  ft.,  to  be  occupied  as  a  garage  and  motor 
vehicle  repair  shop  for  more  than  5  motor  vehicles ;  and 

Whereas,  applicant  has  failed  to  substantiate  his  appli¬ 
cation  under  the  provisions  of  section  7,  subdiv.  G  of  the 
building  zone  resolution. 

Resolved,  that  the  dec:sion  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  application 
be  and  it  hereby  is  denied. 


1552-21-BZ. 

APPLICANT — Edward  F.  Hammel,  engineer,  on  behalf 
of  Beatrice  R.  Freeman,  owner. 

SUBJECT — For  rehearing  of  an  application  previously 
dismissed  for  lack  of  prosecution  to  permit  :'n  a 
business  district  the  maintenance  of  a  garage  and 
repair  shop., 

PREMISES  AFFECTED — 718-720  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES — 

For  Applicant:  David  W.  Freeman. 

ACTION  OF  BOARD — Application  withdrawn;  matter 
to  be  presented  as  administrative  appeal. 

THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ...  6 

Negative  .  p 

Absent :  Fire  Chief  Kenlon  .  i 


453-22-BZ. 

APPLICANT— Mark  B.  Bennitt,  applicant,  on  behalf  of 
Tillie  Opitz,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage. 

PREMISES  AFFECTED — 7806  Beaufort  avenue,  Wood- 
haven,  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  J.  Grady. 

ACTION  OF  BOARD — Application  withdrawn 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boultori,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  a 


1172-21-BZ. 

APPLICANT — ’Monte  London,  attorney,  on  behalf  of  Pat¬ 
rick  C.  Meyers,  owner. 

SUBJECT — For  rehearing  of  an  application  previously 
dismissed  for  lack  of  prosecution  to  permit  in  a 
residence  district  the  maintenance  of  a  one-story 
public  garage. 

PREMISES  AFFECTED — 4342  Broadway,  northeast  cor¬ 
ner  185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Monte  London  and  Theodore 
Kline. 

For  Opposition:  Frank  Locker. 

ACTION  OF  BOARD — Application  laid  over  to  Novem¬ 
ber  24,  1922,  at  2  p.  m.,  to  submit  correct  and 
proper  plans  and  describe  property  embraced  by 
this  application. 


1093-22-BZ. 

APPLICANT — Cross  and  Cross,  architects,  on  behalf  of 
379  Madison  Avenue,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  two  times  district 
the  erection  of  a  building  in  excess  of  the  height 
regulations. 

PREMISES  AFhECTED — 379  Madison  avenue,  north¬ 
east  corner  of  East  46th  street,  Manhattan 
APPEARANCES— 

For  Applicant:  N.  Taylor  Phillips. 

For  Opposition:  None. 

AC  1  ION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  . 0 

THE  RESOLUTION: 

(1093-22-BZ) 

Whereas,  Cross  &  Cross,  for  379  Madison  Avt.,  lnt , 
owner,  filed,  September  5,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  two-t'mes  height 
district,  the  erection  of  the  street  wall  of  a  building  to  a 
height  exceeding  the  height  limit  set  by  the  Building  Zone 
Resolution,  premises  379  Mad'son  avenue,  Manhattan;  and 
W  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
14,  1 922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Madison  avenue,  46th  street 
and  Park  avenue  are  in  a  two-times  height  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  2,  1922,  in  acting  on  N  B  App 
No.  369-1922,  reads: 

“1.  Southeast  portion  of  the  building,  which  is 
more  than  150  ft.  away  from  the  corner  and  over  120 
ft.  high  is  of  excessive  height  (article  III,  Zoning 
Resolution).” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
const!  uction,  13  stories  in  height  with  a  frontage  of  100 
ft.  4^  in.  and  a  depth  of  215'  ft.  7  3/16  in.,  it  is  proposed 
to  erect  the  street  wall  on  46th  street  to  a  height  of  40  ft 
in  excess  of  the  height  limit  set  by  the  building  zone 
resolution  for  a  distance  of  65  ft.  8  in.;  and 
Whereas,  the  provisions  of  the  building  zone  resolution 
as  to  dormers  would  permit  the  erection  of  a  portion  of 
this  wall  to  a  greater  height  than  that  proposed  but  would 
distort  the  architectural  treatment  of  the  entire  facade- 
and 
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Whereas,  there  would  be  undue  hardsh'p  in  compelling 
applicant  to  conform  to  the  strict  letter  of  the  law. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  on  these  premises  shall  not  exceed  a  height  of 
160  ft.  and  restricted  from  use  of  any  dormer  or  tower 
increase. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  six  months  and  the 
building  erected  within  e’ghteen  months  from  the  date  of 
this  action. 


877-22-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Lands  Estate,  Inc., 
owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — Northwest  corner  of  Longfel¬ 
low  avenue  and  East  172nd  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Charles  B.  Meyers. 

For  Opposition:  Ruben  J.  Wittstein,  N.  F.  Snoder, 
Joseph  Perlbinder,  Louis  Schneidler,  Hyman 
,  Kaufman,  Joe  Cohen. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE* — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

('877-22 -BZ) 

Whereas,  Charles  B.  Meyers,  architect,  for  Lands  Estate, 
Inc.,  owner,  filed,  June  29,  1922,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles  ;  premises  northwest  cor¬ 
ner  of  Longfellow  avenue  and  East  172nd  street,  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  op  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
14,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Longfellow  avenue,  East 
172nd  street  and  Bryant  avenue  are  residence  districts ; 
and 

W.hereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  gendered  June  29,  1922,  in  acting  on  N.  B.  No.  173- 
1922,  reads : 

“Objection  No.  1  repeated. 

“Erection  of  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles  in  a  residence  district 
is  contrary. to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners, 
and  the  applicant  has  failed  to  substantiate  his  application 
under  the  provisions  of  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 

950-22-BZ. 

APPLICANT— Gerniaro  Devito,  owner. 


SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  and  extension  of  existing  building 
for  business  purposes. 

PREMISES  AFFECTED — 1503  St.  Lawrence  avenue,  The 
Bronx. 

A  P  PEA  RANI  C  E  S — 

For  Applicant :  Kingsley  Lloyd  and  Gerniaro  De¬ 
vito. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Kerby  and  Holland  .  2 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton  and  Kearney  .  4 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(950-22-BZ) 


Whereas,  Gerniaro  Devito,  owner,  filed,  July  15,  1922, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  conversion  and  extension  of 
an  existing  residence  building  for  business  purposes ;  prem¬ 
ises  1503  St.  Lawrence  avenue,  Bronx;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  14, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Lawrence  avenue,  Man¬ 
sion  street  and  Commonwealth  avenue  are  residence  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  7,  1922,  in  acting  on  Alt.  App.  No.  332- 
1922,  reads  : 

“1.  Proposed  conversion  and  extension  of  building 
in  residence  district  to  be  used  for  business  purposes 
is  contrary  to  the  provisions  of  the  Building  Zone  Reso¬ 
lution.”  ; 

and 

Whereas,  the  building  is  of  frame  construction,  2  stories 
:n  height,  with  a  frontage  of  17  ft.  and  a  depth  of  40  ft., 
occupied  as  a  dwelling;  it  is  proposed  to  extend  the  build¬ 
ing  at  the  front,  the  extension  to  be  of  brick,  one  story 
in  height,  17  ft.  by  15  ft.  10  in.,  to  be  occupied  as  a  store ; 
and 

Whereas,  applicant  has  failed  to  substantiate  his  ap¬ 
plication  under  the  provisions  of  section  20  of  the  build¬ 
ing  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 


959-22-BZ. 

APPLICANT — Dietrich  Wortmann,  architect,  on  behalf 
of  Chelsea  Fireproof  Warehouse,  Inc.,  owner. 
SUBJECT — Application  to  permit  in  a  1)4  times  height 
district  the  erection  of  the  street  wall  of  a  build¬ 
ing  in  excess  of  the  height  regulations. 
PREMISES  AFFECTED' — 108-120  West  107th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Dietrich  Wortmann. 

For  Opposition :  Irving  S.  Ottenburg,  for  Salseig 
Realty  Corp.,  and  Edward  J.  Prest,  for  the 
Home  for  the  Aged  of  the  Little  Sisters  of 
the  Poor. 

ACTION  OF  BOARD — Application  .denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative :  Chairman  Walsh,  Messrs.  Holland 


and  Kearney  .  3 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 

(959-22-BZ) 


Whereas,  Dietrich  Wortmann,  for  Chelsea  Fireproof 
Warehouses,  Inc.,  owner,  filed,  July  19,  1922,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  1)4 
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times  height  district  the  erection  of  the  street  wall  of  a 
building  to  a  height  exceeding  the  limit  set  by  the  building 
zone  resolution;  premises  108-30  West  107th  street,  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  14, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  and  height  district  maps  accompanying 
the  building  zone  resolution  show  that  107th  street  is  an 
unrestricted  use  1)4  times  height  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  29,  1922,  in  acting  on  Alt.  App.  No. 
1468-1922,  reads : 

“Building  is  of  excessive  height.  Building  Zone 
Resolution,  Article  III.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  2 
stories  in  height,  with  a  frontage  of  150  ft.  and  100  ft. 
and  a  depth  of  100  ft.  11  in.  and  82  ft.  11  in.,  it  is  pro¬ 
posed  to  erect  an  additional  7  stories,  the  street  wall  to 
be  erected  16  ft.  10  in.  above  the  height  limit  set  by  the 
building  zone  resolution ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  a  similar  application  had  been  denied  by  the  board 
under  Cal.  No.  39-18-BZ. 

Resolved,  that  the  deoision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 


1018-22-BZ. 

APPLICANT — H.  L.  Brandt,  for  F.  Schuldes,  owner. 
SUBJECT— Application  to  permit  in  a  residence  district 
the  conversion  of  ground  floor  of  premises  from 
residence  to  business  use. 

PREMISES  AFFECTED — 563  West  169th  street,  Man¬ 
hattan. 

APPEARANCES— 

(For  Applicant :  H.  L.  Brandt. 

For  Opposition:  Phillip  V.  Brown. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby  -  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION  : 

(1018-22-BZ) 

Whereas,  H.  L.  Brandt,  architect,  for  F.  Schuldes,  owner, 
filed,  August  4,  1922,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  con¬ 
version  of  occupancy  of  the  ground  floor  of  premises  from 
residence  to  business  use ;  premises  563  West  169th  street, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
14,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  169th  street  is  a  residence 
district  and  St.  Nicholas  avenue  is  a  business  district ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  8,  1922,  in  acting  on  Alt.  App.  iNo.  1688-22, 
reads : 

“1.  Store  in  a  residence  district  is  prohibited  by 
Building  Zone  Resolution.  Article  II,  Section  3.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  3 )4 
stories  in  height,  with  a  frontage  of  25  ft.  and  a  depth 


of  45  ft.,  occupied  as  a  dwelling,  it  is  proposed  to  change 
the  occupancy  of  the  first  story  for  a  business  use  (store)  ; 
and 

Whereas,  applicant  has  failed  to  substantiate  his  ap¬ 
plication  under  the  provisions  of  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 


1061-22-BZ. 

APPLICANT — Otto  L.  Spannhake,  for  Anton  Bohaty, 
owner. 

SUBJECT — Application  to  permit  in  a  B  area  district  the 
omission  of  side  courts  in  proposed  3rd  story  as 
required  by  the  building  zone  resolution. 
PREMISES  AFFECTED' — 433  East  76th  street,  434  East 
77th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Otto  L.  Spannhake  and  Anton 
Bohaty. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


(1061-22-BZ) 

Whereas,  Otto  L.  Spannhake,  for  Anton  Bohaty,  owner, 
filed,  Aug.  19,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  “B”  area  district  the  omission 
of  side  courts  at  proposed  3rd  story,  which  are  required 
by  the  building  zone  resolution ;  premises  434  East  77th 
street  and  433  East  76th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  14, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  area  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  76th  street,  77th  street  and 
Avenue  A  are  in  a  “B”  area  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Aug.  11,  1922,  in  acting  on  Alt.  App.  No.  355- 
1922,  reads : 

“This  amendment  is  disapproved  with  the  following 
objections  repeated: 

“4.  Side  court  should  be  provided.  Section  16-d 
Building  Zone  Resolution.  Reconsideration  denied.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  2  stories  in  height,  with  a  frontage  of  25  ft. 
and  a  depth  of  204  ft.  4  in. ;  it  is  proposed  to  increase  the 
height  of  the  building  to  3  stories,  omitting  the  side  courts 
as  required  by  the  building  zone  resolution,  the  3rd  story 
to  be  occupied  as  a  garage  in  the  76th  street  end  and 
storage  in  the  77th  street  end ;  and 
Whereas,  there  would  be  practical  difficulties  and  un¬ 
necessary  hardships  in  requiring  applicant  to  provide  the 
side  courts. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  area  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  premises  other¬ 
wise  be  restricted  to  a  conforming  use  permitted  by  the 
use  district  regulations  of  the  building  zone  resolution. 


1107-22-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Irving  Feldman, 
owner. 

SUBJECT— Application  to  permit  in  a  business  district  the 
erection  of  a  two-story  garage  for  more  than  5 
motor  vehicles. 

PREMISES  AFFECTED — 659-665  West  158th  street, 
Manhattan. 
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APPEARANCES — 

For  Applicant :  Charles  B.  Meyers. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  . ._.  1 

THE  RESOLUTION: 


(1107-22-BZ) 

Whereas,  Charles  B.  Meyers,  architect,  for  Irving  Feld¬ 
man,  owner,  filed,  September  13,  1922,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  fivo»  motor  vehicles ;  premises  659-665 
West  158th  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
14,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  158th  street  is  a  business 
and  residence  district  and  Riverside  drive  is  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  8,  1922,  in  acting  on  N.  B.  App.  No. 
468-1922,  reads : 

“Garage  for  more  than  five  cars  is  unlawful  in  a 
business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  two  stories  in  height,  with  a  frontage  of 
lid  ft.  3%  in.  and  a  depth  of  105  ft.,  to  be  occupied  as  a 
garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more 
than  5  motor  vehicles,  which  garage  still  exists. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  be  constructed  fireproof,  limited  to  two  stories  in 
height.  That  there  be  no  skylights  in  the  roof ;  that 
the  front  elevation  be  faced  with  front  brick  and  archi¬ 
tectural  terra  cotta  or  stone  trimmings ;  and  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  six  months  and  the  building  erected  with¬ 
in  one  year  from  the  date  of  this  action. 


1055-22-BZ.  .  > 

APPLICANT — Comack  Realty  Co.,  owner. 

SUBJECT — To  permit  in  a  business  district  the  erection 
of  a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 225  to  229  Buffalo  avenue, 
Brooklyn. 

A  PPEARANCES— None. 

ACTION  OF  BOARD— Request  to  reduce  area  fixed  laid 
over  to  November  24,  1922,  at  2  p.  m.,  on  request 
O'f  applicant’s  representative. 


1109-22-BZ. 

APPLICANT — Samuel  Sass,  for  C.  I.  M.  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  erec¬ 
tion  of  a  market  building. 

PREMISES  AFFECTED* — 53-61  Lee  avenue,  177-187 
Ross  street,  Brooklyn. 

APPEARANCES— None. 


ACTION  OF  BOARD — 'Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


1052-22-BZ. 

APPLICANT — Samuel  Sass,  for  the  C.  I.  M.  Realty  Co., 
Inc.,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  and 
,  partly  in  a  residence  district  the  erection  of  a 

store. 

PREMISES  AFFECTED-1 87  Ross  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beattjq 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  . .  1 


U65-21-BZ. 

APPLICANT — M.  B.  Smith,  for  August  Krapf,  owner. 
SUBJECT — Application  for  reopening. 

PREMISES  AFFECTED — 659-665  5th  avenue,  College 
Point,  Queens. 

APPEARANCES— 

For  Applicant:  M.  B.  Smith. 

For  Opposition:  None. 

ACTION  OF  BOARD' — -Application  reopened  and  set  for 
calendar  call  November  28,  1922. 

THE  VOTE  TO  REOPEiN-*- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


1432-21-BZ.  , 

APPLICANT — Peter  Molder. 

SUBJECT — Application  for  reopening. 

PREMISES  AFFECTED— 2521  Maclay  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Peter  Molder  and  Cornelius  B. 
Parker 

ACTION  OF  BOARD1 — Application  reopened  and  set  for 
calendar  call  November  28,  1922. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


{56-20-BZ. 

APPLICANT— Edward  T.  Lake. 

SUBJECT — Application  for  extension  of  permit  for  two 
years. 

PREMISES  AFFECTED: — 424  78th  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD' — Application  reopened  and  permit 
extended  two  years. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
■Affirmative :  Chairman  Wialsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  . .  0 

Absent :  Fire  Chief  Kenlon  .  1 


MINUTES 


THE  RESOLUTION: 

(456-20-BZ) 

Whereas,  Edward  F.  Hammel,  consulting  engineer,  for 
E.  T.  Lake,  owner,  filed,  July  8,  1920,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for  five  motor  vehicles, 
space  in  which  is  rented  to  persons  not  residing  on  prem¬ 
ises,  424  78th  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting,  August 
31,  1920,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals ;  and 

W hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  78th  street  is  in  a  residence 
district ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  46,  1920,  roads: 

“With  reference  to  your  application,  dated  June  16, 
1919,  for  a  permit  to  maintain  a  garage  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  for  the  following  rea¬ 
sons  : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.,  adopted  July  25,  1916,  inasmuch  as  garage  is 
not  an  accessory  to  residence  on  lot,  and  motor  ve¬ 
hicles  stored  are  for  sale,  for  rent,  or  for  hire  or  are 
Subject  to  charges  for  storage. 


“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupants  of  dwelling  on  lot 
where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  50  ft.  by  18  ft.  in  area,  occupied  as  a  garage  for 
five  motor  vehicles,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowdedged 
consents  of  the  owners  of  eighty  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected  and  no  one 
appeared  in  opposition  to  the  granting  of  this  application ; 
and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  August  31,  1920,  for  a  temporary  period  of 
two  years  and  owner  requested  a  further  extension  of 
the  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  for  the  maintenance  of  the  garage 
(space  in  which  is  rented  out)  for  a  temporary  period  of 
two  years  from  August  31,  1922. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  NOVEMBER  14,  1922. 

Present — Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Superin¬ 
tendents  Brady,  Reville,  Moore,  McDermott  and  Chief 
Inspector  Flannigan. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  Octo¬ 
ber  31,  1922,  were  approved  as  printed  in  the  Bulletin, 
No.  45,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

895-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Helene  Cerlian, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 36  West  56th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Moore  and  McDer¬ 


mott  and  Chief  Inspector  Flannigan  .  11 

Negative  . . .  0 

Absent :  Deputy  Fire  Commissioner  Hannon  . .  1 

Not  Voting:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(895-22-S) 

Whereas,  Samuel  Rosenblum,  for  Helene  Cerlain,  owner, 
filed,  July  5,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law  as  cited  in  orders  of  the  fire  commissioner,  af¬ 
fecting  premises  36  West  56th  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  36561 -LD : 

“1.  Provide  and  maintain  a  continuous  safe  and 
unobstructed  passageway  of  at  least  the  same  width 
as  the  stairway,  leading  directly  to  the  street  from 
the  termination  of  the  interior  stairway  on  the  north¬ 
erly  end  of  east  side  of  building,  as  per  section  271 
of  the  Labor  Law. 

“3.  Arrange  the  entrance  doors  at  street  so  as  to 
open  outwardly,  as  per  section  271  of  the  Labor  Law.” 
Order  No.  36559-LD  : 

“1.  Extend  the  interior  stairways  at  the  northerly 
and  southerly  ends  of  east  side  of  building  to  the 
roof,  as  per  section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  1H>  in.  by  92  ft.  3  in.  irregular  in  area,  oc¬ 
cupied,  1st  story,  reception  room,  1  person;  2nd  story, 
fitting  room,  no  persons ;  3rd  story,  dressmaking,  9  per¬ 
sons  ;  4th  and  5th  stories,  dwelling  of  owner ;  the  means 
of  egress  consisting  of  an  interior  stairway  at  the  front 
of  the  building  and  an  interior  stairway  at  the  rear  of 
the  building  extending  from  the  1st  story  to  the  5th  story, 
with  a  central  stairway  in  the  5th  story  extending  to 
the  roof,  the  centre  stairs  enclosed  in  wood  partitions 
with  wood  doors  at  the  openings,  the  rear  stairs  enclosed 
in  lath  and  plaster  partitions  and  the  front  stairs  unen¬ 
closed  except  in  the  3rd,  where  partitions  are  of  glass, 
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and  in  the  4th  and  5th  stories,  where  partitions  are  of 
lath  and  plaster;  and 

Whereas,  appellant  contends  that  there  was  an  action 
by  the  hoard  of  review  of  the  fire  department  modifying 
these  orders ;  and  • 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  May  17,  1920,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  item  No.  1  of  Order  No.  36561-LD  on  condition  that 
the  egress  to  adjoining  yards  be  maintained  and  that  any 
openings  in  the  now  existing  brick  passageway  be  pro¬ 
tected  with  self-closing  fireproof  doors,  and  granted  as  to 
item  No.  3  on  condition  that  the  inside  vestibule  door 
be  arranged  to  swing  out  and  that ,  the  outside  entrance 
doors  shall  be  locked  back  during  working  hours  and 
that  the  door  from  the  basement  either  be  removed  or 
locked  back,  and  granted  as  to  item  No.  1  of  Order  No. 
36559-LD  on  condition  that  the  stipulations  set  forth  in 
the  action  of  the  board  of  review  of  the  fire  department  of 
May  17,  1920,  be  complied  with. 


988-22-, S. 

PETITIONER — Samuel  Rosenblum,  for  Henry  Wilhelm, 
owner. 

SU(BJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 258  Wvthe  avenue,  Brooklyn. 

APPEARANCES— 

F or  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — -As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re- 
ville,  Moore,  McDermott  and  Chief  Inspec¬ 
tor  Flannigan  .  12 

Negative  .  () 

Absent:  Deputy  Fire  Commissioner  Hannon  ..  1 

THE  RESOLUTION: 

(  988-22- S) 

Whereas,  Samuel  Rosenblum,  for  Henry  Wlilhelm,  owner, 
filed,  July  26,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  258  Wythe  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  southwest  cor¬ 
ner  of  the  building  *  *  *. 

“NOTE :  Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

“Windows  on  course  not  fireproof,  not  self-closing. 
“No.  20  in.  60  degree  connecting  stairways  between 
balconies. 

,  “No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  east  termination  of  fire  escape 
to  street. 

“Rails  not  3  ft.  high. 

“2.  Provide  an  interior  stairway  at  the  northeast 
corner  of  building  to  serve  as  a  required  means  of 
exit,  extending  from  the  1st  story  to  the  roof  with  a 
safe  passageway  to  the  street,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  sec.  79-B-l  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  45  ft.  6  in.  in  area,  occupied,  1st  story, 
stockroom,  2  persons;  upper  stories,  mfg.  shoes,  15  per¬ 
sons  per  story;  the  means  of  egress  consisting  of  an 


exterior  stairway  in  the  court,  extending  from  the  1st 
story  to  the  4th  story  with  iron  ladder  to  roof  and  with 
fireproof  casement  doors  opening  to  this  stairway  in  each 
story ;  a  fire  escape  on  the  rear  of  the  building  and  one 
on  the  side  rear,  connecting  in  the  2nd  story,  with  goose¬ 
neck  ladder  to  roof  from  the  rear  fire  escape,  with  case¬ 
ment  door  leading  to  the  rear  fire  escape ;  and 

Whereas,  petitioner  proposes  to  provide*  a  new  fire  escape 
on  the  southerly  side  of  the  building  where  the  present 
sub-standard  fire  escape  is  located  and  to  carry  the  fire 
escape  over  to'  the  existing  window  at  the  east  in  the 
1st  story  and  then  to  provide  a  passageway  leading  to  the 
wall  facing  the  open  courtyard,  with  a  door  in  the  wall 
leading  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  1  on  condition  that  a  fire  escape  with  60  degree 
stairs,  be  provided  on  the  southeast  corner  of  building  with 
egress  from  the  termination  of  the  fire  escape  through  the 
adjoining  premises  to  the  south,  and  granted  as  to  item  No. 
2  on  condition  that  the  present  iron  stairway  be  maintained 
in  good  condition  and  any  openings  to  the  court,  both 
windows  and  doors,  be  made  fireproof,  self-closing,  and 
granted  so  long  as  the  use  and  occupancy  remain  substan¬ 
tially  unchanged. 


677-22-S. 

PETITIONER — R.  Worsted,  for  Lydia  L.  Blagden,  et  al. 

SUBJECT — Petition  for  variation  of  labor  law  as  cited 
in  order  of  fire  commissioner. 

PREMISES  AFFECTED1 — 741  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1922, 
at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Holland,  Kerby,  Superintendent  Brady  and 

Chief  Inspector  Flannigan  .  6 

Negative:  Messrs.  Boulton,  Kearney,  Fire  Chief 
Kenlon,  Superintendents  Reville  and  Moore.  5 
Absent :  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  McDermott  .  2 


I131-22-S. 

PETITIONER — Kramer  Contracting  Go.,  for  Bayard  S. 
Litchfield,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED! — 41  West  24th  street,  Manhat¬ 
tan.  — 

APPEARANCES — 

For  Petitioner:  Joseph  Kramer. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  _ 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re¬ 
ville,  Moore  and  Chief  Inspector  Flannigan  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  McDermott  .  2 

THE  RESOLUTION: 

(1131-22-S) 

Whereas,  Kramer  Contracting  Co.,  for  Bayard  S.  Litch¬ 
field,  owner,  filed,  September  20,  1902,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
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the  superintendent  of  buildings,  affecting  premises  41  West 
24th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads  : 

“Referring  to  your  letter  of  September  7th,  reinspec- 
tion  was  made  of  the  above  premises  and  it  was  found 
that  all  the  defects  in  the  fire  escape  have  been  cor¬ 
rected,  except  that  the  casement  window  on  the  sev¬ 
enth  floor  is  not  2  ft.  by  6  ft.  in  size  as  required  by 
the  Labor  Law.” ; 

and  . 

Whereas,  the  building  is  fireproof,  8  stories  (90  ft.) 
in  height,  20  ft.  by  20  ft.  10  in.  in  area,  occupied  for 
manufacturing  and  salesrooms,  4  persons  per  story,  the  build¬ 
ing  being  equipped  with  a  fire  alarm  signal  system;  the 
means  of  egress  consisting  of  an  interior  fireproof  enclosed 
stairway  extending  from  the  1st  story  to  the  roof,  a  fire 
escape  in  the  front  of  the  building,  and  one  on  the  rear 
of  the  building,  with  fireproof  windows  on  course,  the 
opening  to  the  fire  escape  on  the  7th  story  being  provided 
with  a  casement  4  ft.  9  in.  in  height  by  22  in.  in  width; 
and 

Whereas,  appellant  contends  that  the  work  was  done 
in  accordance  with  approved  plans ;  and  that  to  alter  win¬ 
dow  in  question  would  necessitate  cutting  through  a  3  ft. 
wide  arch. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  as  to  the  casement  window  on  the  7th  floor  only 
and  that  the  petition  be  and  it  hereby  is  granted  on  condition 
that  the  fire  escape  shall  be  approved  in  all  other  respects 
by  the  superintendent  of  buildings. 


1136-22-S.  .  Tr.  , 

PETITIONER— John  C.  Korth,  for  Christine  Korth, 

owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  :n  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1139  Tiffany  street,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  John  C.  Korth,  Charles  Schaefer. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re- 
ville,  Moore  and  Chief  Inspector  Flannigan  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  McDermott  .  2 

THE  RESOLUTION: 

(1136-22-S) 

Whereas,  John  C.  Korth,  for  Christine  Korth,  owner, 
filed,  September  22,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  1139  Tiffany  street,”  The  Bronx; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Arrange  the  fire  escape  at  the  front  of  build¬ 
ing.  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  fireproof,  not  self-clos¬ 
ing. 

“No  stairway  from  lowest  balcony  to  ground.  No 
handrails  on  balcony  openings  3rd  story.”; 

and 

Whereas,  the  building  is  frame,  3  stories  in  height,  25 
ft.  by  50  ft.  in  area,  occuied  1st  story,  silversmith,  3  per- 
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sons ;  3rd  story,  sporting  goods,  3  persons ;  the  building 
being  isolated  and  located  at  the  rear  of  the  lot;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  3rd  story,  enclosed  in  wood 
partitions  from  the  1st  story  to  the  3rd  story  with  wood 
doors  at  the  openings;  a  fire  escape  on  the  front  of  the 
building  with  sliding  drop  ladder  to  yard,  with  egress 
from  yard  through  driveway  to  street;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
are  adequate  and  proposes  to  alter  the  windows  in  the  1st 
and  2nd  stories  to  a  fireproof  casement  sash,  glazed  with 
wire  glass  and  requests  that  the  fireproofing  of  the  win¬ 
dows  in  the  3rd  story'  be  omitted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is  granted 
in  so  far  as  it  relates  to  the  providing  of  a  counter  bal¬ 
anced  stairs  on  condition  that  a  counter  balanced  drop  lad¬ 
der  in  guides  be  provided  and  on  further  condition  that  a 
double  rung  iron  ladder  be  provided  to  the  scuttle  in  the 
roof  in  top  story  hall  and  granted  so  long  as  conditions  as 
to  use  and  occupancy  remain  substantially  unchanged,  and 
that  the  order  of  the  fire  commissioner  in  all  other  re¬ 
spects  be  affirmed  and  the  petition  otherwise  denied. 


582-22-S. 

PETITIONER — The  Paulist  Press,  for  Missionary  Society 
of  St.  Paul  the  Apostle,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  .fire  commissioner. 

PREMISES  AFFECTED — 120-122  West  60th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Joseph  C.  Menendez. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re- 
ville,  Moore  and  Chief  Inspector  Flannigan  11 


Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  McDermott  .  2 

THE  RESOLUTION: 

(582-22-S) 


Whereas,  The  Paulist  Press,  for  Missionary  Society  of 
St.  Paul  the  Apostle  in  the  State  of  New  York,  owner, 
filed,  April  19,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  120-122  West  60th  street,  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“5.  Provide  additional  means  of  exit  on  each  floor 
of  building,  remote  from  existing  exit.  However,  if 
fire  escape  at  present  on  building  is  made  to  conform 
with  the  requirements  of  the  Labor  Law  and  the  rules 
of  the  Department  of  Labor,  the  same  may  be  accept¬ 
ed  as  such  means  of  exit. 

“6.  Extend  stairway  to  roof.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  50  ft.  by  30  ft.  in  area,  occupied,  cellar,  printing, 
7  persons ;  1st  story,  office  and  bindery,'  7  persons ;  2nd 
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story,  typesetting,  6  persons;  3rd  story,  offices,  4  persons; 
the  means  of  egress  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  story  to  the  3rd  story,  enclosed  in 
fireproof  partitions  with  fire  doors  at  the  openings  ;  a  fire 
escape  on  the  rear  of  the  building ;  the  fire  escape  and 
stairs  immediately  adjoining  each  other;  and 

Whereas,  petitioner  contends  that  the  owner  proposes 
in  the  near  future  to  change  the  building  into  a  school 
building,  when  extensive  alterations  will  be  made  and  that 
to  make  alterations  at  the  present  time  would  be  impracti¬ 
cable  and  that  the  means  of  egress  are  adequate  for  the 
small  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No  5  on  condition  that  a  60-degree  fire  escape 
be  provided  on  the  westerly  end  of  the  front  of  the 
building  with  a  counter  balanced  drop  ladder  in  gudes 
from  the  lowest  balcony  to  the  street  and  granted  as  to 
Item  No.  6. 


1080-22-S. 

PETITIONER— Philip  Bardes,  for  Joseph  Bettinger,  own¬ 
er. 

SUBJECT— Petition  for  variation  of  the  labor  law,  as 
cited  in  decision  of  the  board  of  health. 
PREMISES  AFFECTED— 1999  Nostrand  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Ben  Miller. 

ACTION  OF  BOARD— Petition  granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 

Reville,  Moore  and  McDermott  .  8 

Negative:  Chairman  Walsh,  Mr.  Holland,  Su¬ 
perintendent  Brady  and  Chief  Inspector 

Flannigan  .  4 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION: 

(1080-22-S) 

Whereas,  Philip  Bardes,  architect,  -for  Joseph  Bettinger, 
owner,  filed,  August  9,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  board  of 
health,  affecting  premises  1998  Nostrand  avenue,  Brook¬ 
lyn;  and 

Whereas,  the  decision  of  the  board  of  health  reads  : 

“At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  the  City  of  New  York,  held  July 
24,  1922,  your  application  for  a  sanitary  certificate  for 
a  cellar  bakery  at  1998  Nostrand  avenue,  in  the  Borough 
of  Brooklyn  was  denied.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  2  stones  in 
height,  20  ft.  by  50  ft.  in  area,  occupied  cellar,  bakery; 
upper  stories,  dwelling;  the  height  of  the  cellar  from  floor 
to  ceiling  being  9  ft.  6  in. ;  the  ceiling  being  slightly  above 
the  level  of  the  curb ;  the  means  of  ventilation  consisting 
of  a  window  2  ft.  by  3  ft.  over  the  oven;  a  window  2  ft. 
by  3  ft.  opening  to  area  to  street ;  a  doorway  leading  to 
yard  and  a  doorway  leading  to  street ;  and 

Whereas,  petitioner  contends  that  the  bakery  has  been 
in  the  building  for  twelve  (12)  years  and  that  plans  for 
the  erection  of  the  bakery  were  filed  in  the  Bureau  of 
Buildings  and  permit  issued  for  its  erection;  and  has  filed 
affidavits  as  to  this  use  and  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
herebv  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted. 


1072-22-S. 

PETITIONER— Louis  A.  Hornum,  for  Anthony  G.  Im- 
hoff,  owner. 

SUBJECT — Petition  for  variation  of  the  labor  law  as  cited 
in  an  order  of  the  Fire  Commissioner. 

PREMISES  AFFECTED— 249  West  18th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Louis  A.  Hornum. 

For  Administration:  Inspector  Maher  of  Fire  De¬ 
partment. 

ACTION  OF  BOARD' — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative.:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re¬ 
ville,  Moore,  McDermott  and  Chief  In¬ 
spector  Flannigan  . . .  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE’  RESOLUTION  : 

(1072-22-S) 

Whereas,  Louis  A.  Hornum,  for  Anthony  G.  Imhof, 
owner,  filed,  Aug.  24,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  .requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  249  West  18th  street,  Manhattan; 

and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  rear  of  building  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  *  v  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  26  ft.  by  78  ft.  in  area  in  the  1st  story  and  26  ft.  by 
39  ft.  in  area  above ;  occupied,  1st  story,  cabinet  maker,  6 
persons ;  2nd  story,  front,  office,  2  persons ;  reaL  storage 
and  varnishing,  1  person;  3rd  story,  storage  of  window 
frames,  sash  and  doors;  the  means  of  egress  consisting  of 
an  interior-  stairway  extending  from  the  1st  story  to  the 
3rd  story,  enclosed  in  lath  and  plaster  partitions  except  in 
the  3rd  story,  with  wood  doors  at  openings;  a  fire  escape 
on  the  rear  of  building,  in  the  3rd  story,  with  vertical 
ladder  to  extension  roof,  with  gooseneck  ladder  to  main 
roof,  with  egress  from  roof  of  extension  to  roof  of  exten¬ 
sion  adjoining  to  the  east;  and 
Whereas,  petitioner  claims  there  is  no  manufacturing 
above  the  1st  story  and  proposes  to  cut  door  in  rear  wall 
2nd  story,  leading  to  extension  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and.  that  the  petition  be  and  it  hereby  is  granted  as 
to  item  No.  1  on  condition  that  a  double  rung  iron  ladder 
be  provided  from  the  yard  to  the  roof  of  the  existing  ex¬ 
tension,  and  as  to  item  2,  on  condition  that  a  double  rung 
iron  ladder  be  provided  from  the  top  story  to  a  scuttle  in 
the  roof,  and  granted  only  so  long  as  the  conditions  as 
to  existing  occupancy  and  use  remain  substantially  un¬ 
changed. 


720-22-S. 

PETITIONER— J.  B.  King  &  Company,  owner. 
SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— N.  S.  Bank  street,  500  ft.  west 
of  Jersey  street,  Richmond. 

APPEARANCES— 

For  Petitioner:  Alfred  F.  King,  E.  A.  Wbehrle. 
ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Moore,  McDer¬ 


mott  and  Chief  Inspector  Flannigan .  11 

Negative  .  0 

Absent:  hire  Chief  Kenlon  and  Deputy  Fife 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(720-22-S) 


Whereas,  J.  B.  King  &  Company,  owner,  filed,  May 
20,  1922,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  N.  S.  Bank  street,  500  ft.  west  of  Jersey 
street,  Richmond ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

No.  35238-LD : 

“1.  Provide  the  interior  stairway  at  the  east  side  of 
building  4-A  to  serve  as  a  required  means  of  exit.” 
No.  35239-LD  : 

“1.  Extend  the  interior  stairway  at  the  east  side  of 
building  4-B  to  the  roof  as  per  section  271  of  the 
Labor  Law.” ; 
and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  153  ft.  by  150  ft.  in  area,  divided  into  3  sections  by 
fore  and  aft  fire  walls;  occupied  1st  story  machine  shop 
and  packing,  11  persons ;  2nd  story,  storage ;  3rd  story, 
store  room,  1  person ;  4th  story,  bag  storage,  no  persons ; 
5th  story,  bag  cleaning  and  repairing,  19  persons ;  the 
means  of  'egress  consisting  of  horizontal  exits  6  ft.  6  in. 
wide  connecting  each  section  in  each  story,  protected  with 
automatic  metal  covered  doors  and  an  interior  stairway  in 
section  “B”  extending  from  the  1st  story  to  the  5th  story, 
enclosed  in  fire  resisting  partitions,  with  fire  doors  at  the 
openings ;  an  interior  stairway  in  section  “C”  extending 
from  the  1st  story  to  the  roof,  similarly  enclosed  ;  a  fire 
escape  on  the  rear  and  one  on  the  front  of  the  building  in 
section  “A”  and  a  fire  escape  on  the  front  in  section  “C.” 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
order  No.  35238  on  condition  that  two  (2)'  approved  hori¬ 
zontal  exits  be  provided  in  the  dividing  wall  of  Sections 
“A”  and  “B”  and  that  the  order  of  the  fire  commissioner, 
No.  35239-LD,  be  affirmed,  and  the  petition  as  to  this  order 
be  denied. 


833-22-S. 

PETITIONER — Wadie  Najjar  and  Rose  Najjar,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 141-143  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES — 

For  Petitioner:  Wadie  Najjar. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1922, 
at  2  p.  m. 


1 121-22- S 

PETITIONER — Isaac  B.  Miller,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 103  Lexington  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Isaac  B.  Miller,  Monte  London. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  dismissed. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 


Brady,  Reville,  Moore,  McDermott  and 

Chief  Inspector  Flannigan .  io 

Negative  .  q 

Absent:  Mr.  Holland,  hire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon .  3 

THE  RESOLUTION: 

(1121 -22- S) 


Whereas,  Isaac  B.  Miller,  owner,  filed.  Sept.  18,  1922, 
a  petition,  with  the  board  of  standards  and  appeals,  for  va¬ 
riation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  103 
Lexington  avenue,  Manhattan  ;  and 

\\  hereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  of  build¬ 
ing  *  *  * 

Note  Among  the  defects  noted  on  this  .fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
not  self-closing.  No  00  degree  connecting  stairways 
between  balconies.  No  stairway  from  lowest  balcony 
to  ground.  No  passageway  from  termination  of  fire 
escape  to  street.  Balconies  are  not  3  ft.  0  in.  wide. 
Balcony  rails  are  not  3  ft.  0  in.  high.  No  handrails 
on  balcony  openings.” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  25  ft.  by  85  ft.  in  area,  occupied  1st  story,  manufac¬ 
turing  novelties,  5  persons ;  2nd  story  front,  office,  1  per¬ 
son  ;  rear,  manufacturing  dresses,  10  persons ;  3rd  story, 
embroidery,  14  persons;  4th  story,  furnished  rooms,  6  per¬ 
son;  5th  story,  furnished  rooms,  8  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  5th  storv,  with  scuttle  and  iron  ladder 
to  roof,  enclosed  in  metal  lath  and  cement  plaster  parti¬ 
tions  from  the  1st  story  to  the  3rd  story  and  with  wood 
lath  and  plaster  partitions  above,  with  kalamcined  doors  at 
the  openings ;  a  fire  escape  on  the  rear  of  building  with 
non-fireproof  windows  along  the  course  of  the  fire  Escape 
with  egress  from  the  termination  of  the  fire  escape  through 
adioining  yard  to  street;  and 

Whereas,  petitioner  requests  that  the  means  of  egress 
from  yard  be  accepted  in  lieu  of  fireproof  passageway  and 
proposes  to  comply  with  the  other  requirements  of  the 
order ;  and 

Whereas,  it  appears  that  the  building  is  maintained  and 
occupied  without  legal  authority. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 


1 135-22-S. 

PEI  ITIONER — L.  Barth  &  Son,  Inc.,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 34-36  Cooper  square,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  R.  P.  Mervin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1922, 
at  2  p.  m.,  for  report  from  Inspector  Maher  of  the 
fire  department. 


1161-22-S. 

PETITIONER— Patrick  J.  Browne,  for  The  McCaddin- 
McQuirk  Foundation,  owner. 

SUB JE(  r — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 140  Grand  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Patrick  J.  Browne. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Moore,  McDermott  and 

Chief  Inspector  Flannigan .  10 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon .  3 


THE  RESOLUTION: 

(1161-22-S) 

Whereas,  Patrick  J.  Browne,  agent  for  The  McCaddin- 
McQuirk  Foundation,  owner,  filed,  September  29,  1922,  a 
petition,  with  the  board  of  standards  and  appeals,  for  va¬ 
riation  from  the  requirements  of  the  labor  law,  as  cited 
in  order  of  the  fire  commissioner,  affecting  premises  140 
Grand  street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  south  side  of  the  building  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
ibuilding  to  the  roof  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  25  ft.  by  75  ft.  in  area  in  the  1st  story  and  25  ft.  by 
50  ft.  in  area  above,  'Occupied,  1st  story,  upholstery,  5  per¬ 
sons  ;  2nd  and  3rd  stories,  storage ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  a  scuttle  in  the  roof,  enclosed  in  lath  and  plaster 
partitions  with  wood  doors  at  the  openings ;  a  fire  escape 
on  the  rear  of  the  building  with  stair  and  landing  to  the 
roof  and  stationary  stairs  to  yard  with  fireproof  windows 
along  the  course  of  the  fire  escape;  and  egress  from  yard 
through  1st  story  hall  to  street  and  through  gate  in  fence 
to  adjoining  yard;  and 

Whereas,  petitioner  contends  that  item  No.  1  has  been 
complied  with  except  as  to  the  providing  of  a  fireproof 
passageway  to  the  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  1  on  condition  that  egress  is  maintained  from  the 
yard  to  adjoining  premises  by  gate  in  fence  unfastened  at 
all  times,  and  granted  as  to  item  No.  2  on  condition  that  a 
double  rung  fixed  iron  ladder  be  provided  to  scuttle  at 
least  2  ft.  by  3  ft.  in  roof,  and  granted  so  long  as  the  con¬ 
ditions  as  to  use  and  occupancy  remain  substantially  un¬ 
changed. 


1162-22-S. 

PETITIONER — Samuel  Garner,  for  Barkson  &  Levine, 
owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 114  Lexington  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Carner. 

ACTION  OF  BOARD— Laid  over  to  November  28,  1922, 
at  2  p.  m. 


217-21-S. 

TITLE — Fuel  Oil  Rules. 

SUBJECT — Interpretation  as  to  requirement  of  enclosing 
space  for  tanks  below  grade. 

APPEARANCES — Inspector  Gilroy  of  the  fire  depart¬ 
ment. 

ACTION  OF  BOARD' — Laid  over  to  November  28,vl!>22, 
at  2  p.  m.,  at  request  of  fire  department’s  repre¬ 
sentative  to  submit  recommendation. 


546-22-S 

PETITIONER— Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3625  Burner. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922,  at 
2  p.  m.,  at  request  of  petitioner. 


547-22-S 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cuts  Nos.  4055  and  4060,  Automatic  Oil  Cut- 
Off  Valves. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  at  request  of  petitioner. 


1 23  0-22- S. 

PETITIONER — Samson  Electric  Co. 

SUBJECT — Approval  of  Thermostats  for  automatic  fire 
•  alarm  systems. 

ACTION  OF  BOARD' — Laid  over  to  November  21,  1922, 
at  2  p.  m. 


112-22-5. 

PETITIONER— Wm.  Ostrander. 

SUBJECT — A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  appliance. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1922, 
at  2  p.  m. 


918-22-S. 

PETITIONER — The  Fuel  Oil  Burner  Corporation. 
SUBJECT — Approval  of  Williams  Oil-O-Matic  Fuel  Oil 
Burner. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1922, 
at  2  p.  m. 


1249-22-S. 

PETITIONER — Coen  Company. 

SUBJECT — Approval  of  Coen  Oil  Burner. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1922, 
at  2  p.  m. 


1274-22-S. 

PETITIONER — Rodriguez  Oil  Burner  Co. 

SUBJECT — Approval  of  Rodriguez  Oil  Burner. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1922, 
at  2  p.  m. 


Adjourned,  5:30  p.  m. 

William  J.  O’Gorman, 

Secretary.  ' 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
June  27,  1922,  governing  fire  extinguishing  appliances:  “Standpipe” — “Fire  Line,”  the  publishing 
of  the  Rules  in  pamphlet  form  will  be  deferred  until  further  notice. 

.  WILLIAM  J.  O’GORMAN,  Secretary. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  November  16,  1922  . 1383 

Restored  to  calendar  . . 101 

Miscellaneous  Actions. 

Requests  to  reopen  .  151 

Requests  to  amend  .  23 

Requests  for  modification .  16 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  28 

Rules  proposed  . .  4 

Requests  to  install  .  6 

Administrative  requests  .  1 

Requests  for  interpretation  . •.  .  6 

Total  . . 2119 

Disposed  of  . 1639 

Cases  pending  November  16,  1922  .  480 


DISPOSITION  OF  CASES. 

Withdrawn  . 132 

Dismissed  . 153 

Denied  .  220 

Granted  . 99 

Granted  on  condition  . : . '. .  768 

Appliances  approved  .  22 

Appliances  disapproved  .  10 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  139 

Requests  to  reopen  denied  .  11 

Requests  to  amend  granted  .  22 

Requests  to  amend  denied .  1 

Requests  for  modification  granted  .  14 

Requests  for  modification  denied  .  2 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  28 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  1 

Administrative  requests  denied  .  0 

Interpretations  .  6 

Requests  withdrawn  .  1 


Total  . 1639 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  die  board  and  of  the  further  publication  of  the 
jalendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 
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P.  O . 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  Novem¬ 
ber  21,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  November  21,  1922. 

Progress  Report. 

Correction 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  Novembet 
28,  1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  5,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  (Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
noints  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

W it .liam  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  November  23,  1922. 


Cal.  No. 

1422-22-iBZ. . . . 

Department 

. B.B.B . 

Order  No. 
. Alt.  18994 

1421-22-A . 

. F.D.  . 

1420-22-BZ. . . . 

. B.B.B . 

. N.  B.  15261-1922 

1419-22-A . 

. F.D . 

1418-22-S . 

. F.D . 

. L.  D. -23923 

1417-22- A . 

. F.D . 

1416-22- A . 

. F.D . 

. F-39602-39603 

1415-22-BZ . 

. B.B.M . 

. N.  B.  587-1922 

1414-22-S . 

. F.D . 

1413-22-S . 

. F.D . 

1412-22-A . 

. F.D . 

1411-22-BZ . 

. B.B.B . 

. N.  B.  19502-1922 

1410-22-S . 

. B.B.M . 

. Viol.  2977-1922 

1409-22-BZ . 

. B.B.M . 

14 08 -22- A . 

. F.D . 

1407-22-BZ . 

. B.B.Bx . 

. Alt.  608-1922 

1406-22-A . 

. F.D . 

1405-22-S . 

. F.D . 

1404-22-BZ . 

. F.  D . 

1403-22- A . 

. F.D . 

1402-22-S . 

. F.D . 

1401-22-S . 

. B.B.M . 

1 400-22- S . 

. F.D . 

1399-22-BZ . 

. B.B.M . 

. 21  W.  8th  st.,  Man. 

1398-22- A . 

1397-22-S .  . . F.D . L.  D. -40202 


1396-2 2- S . F.D . L.  D. -37970 

1395'22-S . F.D . Appliance 

1394-22-A . F.D . L.  F.-28759 


1393-22-A . 

. F.D . 

1392-22-A . 

. F.D . 

1391-22-S . 

. F.D . 

1390-22-S . 

1389-22-S . 

. F.D . 

1 388-22-A . 

. F.D . 

1387-22-A . 

. F.D . 

13'86-22-A . 

1385-22-BZ . 

. F.D . 

1384-22-BZ . 

. B.B.Bx . 

. 

..N.  B.  2977-1922 

Restored  to  Calendar. 


34-22-S . F.D . L.  D.-1503 

305-22-S . F.D . L.  D.-31993 

1351-21-S . F.D . L.  D. -23544 


CODE. 


F.D . 

H.D . 

B.B.B . 

B.B.M . 

b.b.q . 

B.B.R . 

B.B.Bx . 

T.H . 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  28,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1192-22-BZ. 

APPLICANT — Chaude  H.  Valentine,  for  Joseph  Pitman, 
owner. 

PREMISES — 13-17  Front  street,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  and  within  200 
ft.  of  a  hospital  the  conversion  of  occupancy  from 
a  warehouse  to  a  garage  for  the  storage  of  more 
than  6  motor  vehicles. 

1 165-21-BZ. 

APPLICANT— M.  B.  Smith,  for  August  Krapf,  owner. 

PREMISES — 659-665  5th  avenue,  College  Point,  Queens. 

TO  PERMIT  in  a  business  district  the  extension  in  area 
to  a  public  garage. 

1432-21-BZ. 

APPLICANT — Peter  Molder,  for  Ina  Molder,  owner. 

PREMISES — 2521  Maclay  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  storage  of  two  motor  vehicles. 
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the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
5  motor  vehicles ;  premises  1365-1375 
Bushwick  avenue,  northeast  corner  of 
Decatur  street,  Brooklyn. 


1259-22-BZ. 

APPLICANT — -John  Stahl,  owner. 

PREMISES — 1762  Richardson  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  of  a  four-story  and 
basement  warehouse. 


BOARD  OF  APPEALS. 

Tuesday,  November  28,  1922,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

622-22-A — 53  Rose  street,  Manhattan. 

1140- 22 -A — Corner  Dinsmore  street  and  Roanoke  street, 

Far  Rockaway,  Queens. 

1141- 32- A — North  side  Wilbur  avenue,  between  Radde  and 

Academy  streets,  Long  Island  City,  Queens. 

1142- 22-A — -South  side  Hillside  avenue,  between  Union  and 

Hardenbrook  avenues,  Jamaica,  Queens. 

1143- 22-A— West,  side  114th  street  and  91st  avenue,  Rich¬ 

mond  Hill,  Queens. 

40S-22-A — 514  or  516  78th  street,  Brooklyn. 

1150-22-A— 1600  Broadway,  Manhattan. 

446-22-A — 149-151  East  119th  street,  Manhattan. 

932-22-A— 33-35  East  17th  street,  Manhattan. 

939-22-A — 600  Kent  avenue,  Brooklyn. 

1194-22-A — 124  Lake  avenue,  Elm  Park,  Richmond. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution.  Tuesday  morning,  November  28,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1057-22-BZ — Application,  August  19,  1922,  under 
the  building  zone  resolution,  of  Stock- 
ton  Chambers,  Inc.,  applicant  and  own¬ 
er.  to  permit  in  a  residence  district  the 
maintenance  of  a  Tea  Room;  premises 
306  West  109th  street,  Manhattan. 

cal.  no.  1205-22-BZ — Application,  October  9,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Barney  Importing  Co.,  Inc.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  5  motor  vehi¬ 
cles;  premises  northwest  corner  of 
Amsterdam  avenue  and  West  186th 
street,  Manhattan. 

cal.  no.  1076-22-BZ — Applicat:on,  August  28,  1922,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of  P. 
Chauncey  Anderson,  attorney  in  fact 
for  Eugene  A.  Lachaise,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  more 
than  5  motor  vehicles ;  premises  204-210 
Saratoga  avenue,  northwest  corner  of 
Hull  street,  Brooklyn. 

cal.  no.  1175-22-BZ — Application,  October  4,  1922,  under 
the  building  zone  resolution,  of  Mag- 
nuson  and  Kleinert,  architects,  on  be¬ 
half  of  Samuel  Greenvald  and  Sons, 
owners,  to  permit  in  a  business  district 


cal.  no.  1086-22-BZ — Application,  August  31,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  A.  West,  applicant  and  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
15  motor  vehicles ;  premises  121  West 
54th  street,  Manhattan. 

cal.  no.  1095-22-BZ — Applicat'on,  September  5,  1922,  under 
the  building  zone  resolution,  of  Alfred 
G.  Kraft,  applicant,  on  behalf  of  Uni¬ 
ted  States  Trust  Companv  of  New 
York,  owner,  and  Henrv  G.  Av'dan, 
lessee,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  5  motor  vehicles,  also  to  permit 
such  garage  to  be  located  in  a  portion 
of  a  street,  in  which  portion  there  ex¬ 
ists  a  school ;  premises  145  West  54th 
street,  Manhattan. 

CAL.  no.  929-22-BZ — Annlication.  Tulv  11.  19°2.  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum.  architect,  on  behalf  of  Mav 
P.  Korn,  owner,  to  pernr't  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  from  residence  to  business  pur- 
noses  :  nremises  223  West  79th  street, 
Manhattan. 

cal.  NO.  9R7-22-BZ — Annlication,  Tulv  26.  1922,  undor  the 
building  zone  resolution,  of  George 
Starin  Cowles,  annlicant,  on  behalf  of 
Edward  S.  Cowles,  owner,  to  permit  in 
a  residence  district  the  conversion  of 
occupancy  of  the  basement  of  a  sani¬ 
tarium  to  business  nurnoses :  premises 
591  Park  avenue.  Manhattan. 

cal.  no.  1138-22-BZ — Annlication.  September  22.  1922. 

under  the  building  zone  resolution,  of 
George  G.  Miller,  architect,  on  behalf 
of  Maxwell  Shmerler,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  business  build¬ 
ing;  nremisps  178-186  Parkside  ave¬ 
nue,  Brooklyn. 

cal.  no.  1200-22-BZ — Application,  October  7.  1922,  under 
the  building  zone  resolution,  of  Frank 
E.  White,  applicant  and  lessee,  and 
Margaret  M.  White,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  an  undertaking  establishment; 
premises  170  6th  avenue,  Brooklyn. 

cal.  no.  620-22-BZ — Annlication,  April  28,  1922,  under  the 
building  zone  resolution,  of  Wilheim 
•  E.  Stern,  applicant,  on  behalf  of 
Bertha  A.  Stern,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
a  garage  for  storage  of  4  motor  ve¬ 
hicles,  3  spaces  rented  out ;  nremises 
1099  Bushwick  avenue,  Brooklyn. 

r AL.  no.  1031-22-BZ — Application,  August  10.  1922,  under 
the  building  zone  resolution,  of  John 
DeHart,  architect,  on  behalf  of  Martha 
M.  Sachse,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  erection  and  main- 
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tenance  of  a  garage  for  more  than  5 
motor  vehicles ;  premises  1401-1417 
Newkirk  avenue,  Brooklyn. 

cal.  no.  1070-22-BZ — Application,  August  23,  1922,  under 
the  building  zone  resolution,  of  John 
H.  Knubel,  applicant,  on  behalf  of 
Clemons  Realty  Company,  owner,  to 
permit  partly  in  a  2  times  district  and 
partly  in  a  D/i  times  district  the  erec¬ 
tion  of  part  of  a  building  in  excess  of 
the  height  set  by  the  zone  resolution; 
premises  352-354  7th  avenue,  204-206 
West  30th  street,  Manhattan. 

William  E.  'Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  28,  1922,  at  2  p.  m 

Petitions  for  Variations. 

608.-22- S — 58-60  Park  avenue,  Brooklyn. 

1153-22- S — 30  West  37th  street,  Manhattan. 

11 59-22- S — 601-607  West  50th  street,  Manhattan. 

1163- 22-S — 252-254  West  26th  street,  Manhattan. 

1201 -22-S — 61  Washington  street,  Manhattan. 

1 208-22- S — 159  West  21st  street,  Manhattan. 

833-22-S — 141-143  Atlantic  avenue,  Brooklyn. 

1135-22-S— -34-36  Cooper  square,  Manhattan. 

1162-22-S — 114  Lexington  avenue,  Manhattan. 

1 164- 22-S — 333  Crescent  street,  Brooklyn. 

1168-22-S — 63  East  11th  street,  Manhattan. 

34-22-S — 39-41  West  38th  street,  Manhattan. 

305-22-S — 224-226  Pearl  street,  Manhattan. 

1 353-21  -S— 138-142  Prince  street,  Manhattan. 

217-21-S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

1064-22-S— Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
Ill 5-22-S- — Schutte-Koerting  Oil  Burner,  approval  of. 

1 173-2 2- S — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  5,  1922,  at  2  p.  tn. 

Building  Zone  Cases. 

1212-22-BZ. 

APPLICANT — James  P.  Whiskeman,  for  Willis  F.  Hard¬ 
ing,  owner. 

PREMISES — Southeast  corner  of  Webster  avenue  and 
Depot  square,  So.,  The  Bronx. 

TO  PERMIT  in  a  'business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

1268-22-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  the  Estate  of  John 
Cullen,  owner. 

PREMISES— 331-335  East  107th  street,  324-348  East  108th 
street,  2099-2103  1st  avenue,  Manhattan. 


TO  PERMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  more  than  5  motor  vehicles. 

121 8-22-BZ. 

APPLICANT — Sol  Levi,  for  Anna  Ludowieg,  owner. 

PREMISES — 36-40  Stone  avenue,  Brooklyn. 

TO  PERMIT  in  a  busines  sdistrict  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  5,  1922,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

1157- 22-A — 627-629  West  50th  street,  Manhattan. 

1158- 22-A — 601-607  West  50th  street,  Manhattan. 

1165- 22-A — 8806  102nd  street,  Richmond  Hill,  Queens. 

1166- 22-A — 461-469  5th  avenue,  1  East  40th  street,  Manhat¬ 

tan. 

962-22-A — Foot  of  51st  street,  Bush  Terminal  Building, 
No.  58,  Brooklyn. 

1197-22-A — South  side  Nelson  avenue,  Mount  street,  School 
street  and  north  side  of  Anable  avenue,  L. 
I.  City,  Queens. 

1199-22-A — 407-411  Greenwich  street,  Manhattan. 

1204-22-A — Southwest  corner  of  Van  Dam  street  and  Nelson 
avenue,  L.  I.  City,  Queens. 

1035-22-A — 46  West  98th  street,  Manhattan. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A— 556  Kent  avenue,  Brooklyn. 

243- 22- A — Block  bounded  by  Second  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

244- 22- A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22- A — 'Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — 'Block  bounded  by  JCent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  5,’  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  972-22-BZ — Application,  July  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

cal.  1062-22-BZ — Application,  August  19,  1922,  under  the 
building  zone  resolution,  of  A.  C.  Mac- 
Nulty,  applicant,  on  behalf  of  Guiseppe 
DeMari,  owner,  to  permit  in  a  residence 
district  the  change  of  occupancy  ef  2nd 
story  from  residence  to  business  pur¬ 
poses  ;  premises  41  West  52nd  street, 
Manhattan. 
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cal.  no.  1240-22-BZ — Application,  October  20,  1922,  under 
the  building  zone  resolution,  of  Paul 
Revere  Henkel,  architect,  on  behalf  of 
Niewenhous  Company,  Inc.,  owner,  to 
permit  in  an  unrestricted  district  and 
extending  into  a  business  district,  the 
erection  and  maintenance  of  a  garage 
foe  the  storage  of  more  than  5  motor 
vehicles ;  premises  313-319  East  160th 
street,  The  Bronx. 

cal.  no.  393-22-BZ— (Application,  March  16,  1922,  under  the 
building  zone  resolution,  of  Lee  Broth- 
*  ers,  Inc.,  applicants,  on  behalf  of  John 

Nimpheus,  owner,  and  North  Side 
Storage  Warehouse,  lessee,  to  permit 
partly  in  an  unrestricted  district  and 
partly  in  a  business  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  5  motor  vehicles ;  premises 
525  Bergen  avenue,  The  Bronx. 

cal.  no.  967-22-BZ — Application,  July  20,  1922,  under  the 
building  zone  resolution,  of  Edward 
C.  Johnson,  applicant  and  lessee,  and 
Abram  E.  Johnson,  owner,  to  permit 
in  a  business  district  the  maintenance 
of  a  garage  for  more  than  5  motor  ve¬ 
hicles  ;  premises  7090  Amboy  road, 
Tottenville,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  5,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1174-22-A — 47  Fulton  street,  Manhattan. 

1214-22-A— 43-49  Exchange  place,  Manhattan. 

1223-22- A— '60-68  Tillary  street,  284-300  Pearl  street,  Brook¬ 
lyn. 

1232-22-A — 250  West  14th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  December  12,  1922,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

1213-22- A — 117  Van  Doren  street,  Corona,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building- 
zone  resolution,  Tuesday  morning,  December  12,  1922,  at 
10  o’clock  in  Room  919,  'Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  1116-22-BZ — (Application,  September  13,  1922,  under 
the  building  zone  resolution,  of  Mur¬ 
ray  Klein,  architect,  on  behalf  of  Her¬ 
man  Weinberg,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  an  existing  public  garage  for  storage 
of  more  than  5  motor  vehicles ;  prem¬ 
ises  803  DeKalb  avenue,  Brooklyn. 

cal.  no.  1148-22-BZ — Application,  September  26,  1922,  under 
the  building  zone  resolution  of  Lewis 
Spencer  Morris,  applicant  and  owner, 
to  permit  in  an'  unrestricted  district 
and  extending  into  a  business  district 


the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
5  motor  vehicles ;  premises  west  side 
Walton  avenue,  east  side  Gerard  ave¬ 
nue,  80  ft.  south  of  East  149th  street, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  12,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

11'80-22-S — >5'81  Broadway,  152  Mercer  street,  Manhattan. 
1189-22-S — 124-126  West  29th  street,  Manhattan. 
1215-22-S— 21  West  20th  street,  Manhattan. 

1219-22-S — 348  6th  avenue,  Manhattan. 

1233-22-S — 9-11  Baxter  street,  Manhattan. 

1266-22-S — 33>8j4  West  21st  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

’  546-22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 
approval  of. 

547-22-S— Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

1230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of — 

1249-22-S — Coen  Oil  Burner,  approval  of — 

1274-22-S — Rodriguez  Oil  Burner,  approval  of — 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22- S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
830-22-S— Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S— Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 
1203-22-S— Simplex  Fuel  Oil  Burner,  approval  of— 

1390- 22-S— Oliver  Burner,  approval  of. 

1391- 22- S— Dempsey  High  &  Low  Pressure  Fuel  Oil 

Burner,  approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  22,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 
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Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — -2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A— 513-523  West  24th  street,  Manhattan. 

67-22- A- — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx f 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  _pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan, 

886- 19-A — Pier  42,  North  River,  Manhattan, 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 


950-19-A — Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  sth  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  .foot  of  Dover  street, 
Manhattan. 

1302-21-A— Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Alain  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
June  27,  1922,  governing  fire  extinguishing  appliances:  “Standpipe” — “Fire  Line,”  the  publishing 
of  the  Rules  in  pamphlet  form  will  be  deferred  until  further  notice. 

WILLIAM  J.  O’GORMAN,  Secretary. 
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MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  21,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  Minutes  of  the  Regular  Meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  November  14,  1922, 
were  approved  as  printed  in  the  Bulletin,  No.  47,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
962-22-A. 

APPELLANT— The  Great  Atlantic  and  Pacific  Tea  Com¬ 
pany,  for  Bush  Terminal  Company,  owner. 
SUBJECT — ^Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Bush  Terminal  Building  No. 

58,  foot  of  51st  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  laid  over  to  December  5, 
1922,  at  10  a.  m.,  on  written  request  of  appellant’s 
representative. 


394-22-A. 

APPELLANT — Lee  Brothers,  Inc.,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 101-105  East  125th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Sol.  A.  Hyman,  E.  Milligan  and 
J.  P.  Wallin. 

For  Administration :  Inspector  Maher  of  the  fire 


.  department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


THE  RESOLUTION : 

(394-22-A) 

Whereas,  Lee  Brothers,  Inc.,  owners,  filed,  March  16, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  101  to  105 
East  125th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads  : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  *  *. 

“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times.” ; 
and  . 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
100  ft.  by  90  ft.  in  area,  occupied,  1st  story,  stores  and 
offices,  upper  stories,  offices  and  storage;  the  building  be¬ 
ing  equipped  with  two  lines  of  3  in.  standpipe,  with 
Siamese  connection  on  125th  street  and  on  Park  avenue ;  and 

Whereas,  appellant  contends  that  the  building  was  erected 
in  1900  and  that  the  standpipe  system  as  installed  com¬ 
plied  with  the  law,  and  that  the  change  required  would 
cause  great  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


408-22-A. 

APPELLANT— W.  J.  Sullivan. 

SUBJECT — Request  for  cancellation  of  certificate  of  oc¬ 
cupancy. 

PREMISES  AFFECTED— (514  or  516  78th  street,  Brook¬ 
lyn. 


APPEARANCES — 

For  Appellant:  John  Kane. 

For  Administration:  None. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


5 12-22- A. 

APPELLANT — (Jacob  Carstens,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 822  Flatbush  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Henry  E.  Stohldreier  and  H.  Hup- 
fauf. 

For  Administration:  Inspector  Maher  of  the  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  o 


THE  RESOLUTION: 

(512-22-A) 

Whereas,  Jacob  Carstens,  owner,  filed,  April  7,  1922, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  822  Flatbush  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
22420-F : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  more  than  50  ft. 
above  a  neighboring  rooif  at  north  and  west  sides  of 
building,  etc.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  20  ft.  by  99  ft.  in  area  in  the  1st  story  and  20  ft. 
by  79.3  ft.  in  area  above ;  occupied,  1st  story,  candy  store, 
4  persons ;  2nd  story,  multigraphing,  4  persons  ;  3rd  story, 
jeweler,  6  persons;  and 

Whereas,  the  building  is  approximately  47  ft.  in  height, 
and  therefore  comes  within  the  provisions  of  section  375 
of  the  building  code. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby 
is  denied. 


1133-22-A 

APPELLANT— A.  Shiff,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED- — 347  East  103nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  A.  and  S.  Shiff. 

For  Administration:  Inspector  Liebermann  of  the 
fire  department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative:  Mr.  Holland  .  l 

Absent  . o 


THE  RESOLUTION: 

(1133-22-A) 

Whereas,  A.  Shiff,  for  Shiff  &  Markowitz,  owners, 
filed,  September  21,  1922,  an  appeal,  with  the  board  of 
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appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  347  East  103rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  'Reduce  stock  of  burlap  bags  to  one  ton  as 
per  Resolution  of  Board  of  Hazardous  Trades,  June 
7,  1915.”; 

and 

Whereas,  the  building  is  non-fireproof,  1  story  and  cel¬ 
lar  in  height,  25  ft.  by  95  ft.  11  in.  in  area  in  the  cellar 
and  25  ft.  by  47  ft.  in  area  in  the  1st  story,  occupied  for 
the  storage  and  repair  of  burlap  bags ;  and 

Whereas,  appellant  contends  that  the  building  was  erected 
two  years  ago,  designed  especially  for  his  business  and  that 
the  first  tier  of  beams  is  constructed  of  steel  and  concrete, 
that  the  interior  is  lined  with  metal  and  that  the  school 
in  question  is  on  the  104th  street  side  of  the  block. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  burlap  bags,  other  than  those 
under  repair,  shall  be  maintained  in  bales,  and  that  not 
more  than  ten  tons  shall  be  stored  on  the  premises,  at  any 
one  time. 


1145-22-A. 

APPELLANT — Frederick  S.  Keeler,  for  Delta  Kappa 
Epsilon  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 30  West  44th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Frederick  S.  Keeler. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1145 -32- A) 

Whereas,  Frederick  S.  Keeler,  for  Delta  Kappa  Epsilon 
Holding  Corp.,  owners,  filed,  Sept.  25,  1922,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  30  West  44th  street,  Man-  v 
hattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

l‘l.  Walls  of  roof  structure  unlawful,  must  be  at 
least  12  inches  thick,  sec.  426. 

“7.  Any  increase  in  height  beyond  150  ft.  is  unlaw¬ 
ful  unless  the  interior  trim  throughout  the  building  is 
incombustible.” ; 

and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
50  ft.  by  98  ft.  in  area,  occupied,  fraternity  house;  and 

Whereas,  it  is  proposed  to  extend  the  present  pent  house 
for  one  more  squash  court ;  the  proposed  pent  house  to 
be  constructed  with  walls  of  T.  C.  tiles  set  back  11  ft.  6 
in.  from  the  building  line  and  to  be  lower  than  the  existing 
roof  structure ;  the  inside  wood  lining  which  is  required 
for  the  game  will  be  solidly  backed  with  cement  and  the 
occupancy  will  be  only  two  players  and  a  referee;  and 

Whereas,  appellant  contends'  that  the  proposed  con¬ 
struction  is  the  same  as  that  used  for  the  original  pent 
house  and  is  desired  in  order  to  reduce  weight  on  existing 
steel  work. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  as  to  Item  1,  on  condition  that  an  angle 
iron  frame  structure  enclosed  in  walls  of  terra  cotta  blocks 
be  provided;  and  as  to  Objection  7,  on  condition  that  the 
occupancy  of  proposed  structure  shall  be  limited  to  three 
persons. 


11 50-22- A. 

APPELLANT — Elwood  Restaurant  Co.,  Inp.,  for  S.  &  A. 

J.  Cooper  Realty  Corp.,  owner. 

SUBJECT — -Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  Joseph  M.  Edelson. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Appeal  laid  over  to  November  28, 
1922,  at  10  a.  m.,  pending  report  from  fire  depart¬ 
ment  as  to  dates  of  issuance  of  permits. 


1 151-22-A. 

APPELLANT — D.  Everett  Waid,  for  Metropolitan  Life 
Ins.  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1131-1137  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  D.  Everett  Waid. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARDi — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  o 

Absent  .  0 


THE  RESOLUTION: 

(1151-22-A) 

Whereas,  D.  Everett  Waid,  for  Metropolitan  Life  Ins. 
Co.,  owner,  filed,  Sept.  26,  1922,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  1131-7  Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

”2.  Prdvide  2 l/2  in.  approved  fire  line  type  valves, 
equipped  with  3 in.  unlined  linen  hose  (Underwriter’s 
approved  or  its  equivalent)  at  each  standpipe  outlet. 

”3.  Place  standpipe  valves  and  hose  within  stair 
enclosure.”  ; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
94  ft.  4  in.  by  1091  ft.  1  in.  in  area,  occupied  as  store  and 
offices,  50  persons  per  story,  equipped  with  two  standpipes, 
with  50  and  75  ft.  length  of  ll/2  in.  hose;  and  with  a  ther¬ 
mostatic  alarm ;  and 

Whereas,  appellant  proposes  to  provide  a  5,000  gallon 
standard  gravity  tank  as  an  independent  supply,  and  re¬ 
quests  that  the  present  standpipe  equipment  be  accepted ; 
and 

Whereas,  it  appears  that  a  modification  of  the  require¬ 
ments  was  granted  by  the  chief  of  the  bureau  of  fire  pre¬ 
vention  under  date  of  Feb.  10,  1921. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Item  2,  on  condition  that  the  existing  stand- 
pipe  lines  be  maintained  in  accordance  with  the  standpipe 
rules  adopted  by  the  board  of  standards  and  appeals ;  and 
as  to  Item  3,  granted  so  long  as  existing  standpipe  lines 
are  maintained. 


1130-22-A. 

APPELLANT — The  Geo.  Adams  Lumber  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1129  Remsen  avenue,  Far 
Rockaway,  Queens. 

APPEARANCES— 

For  Appellant:  George  Adams,  Jr. 

For  Administration :  Inspector  Liebermann  of  the 
fire  department. 
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ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  . .' .  0 

Absent  .  0 

Not  Voting:  iMr.  'Holland  .  1 


THE  RESOLUTION : 

(1130-22-A) 

Whereas,  the  Geo.  Adams  Lumber  Co.,  Inc.,  owner,  filed, 
Sept.  20,  1922,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  1129 
Remsen  avenue,  Far  Rockaway,  Queens ;  and 

Whereas,  the  order  o'f  the  fire  commissioner  reads : 

“With  reference  to  your  application,  dated  March 
31st,  1922,  for  a  permit  to  store  shavings  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  for  the  reasons : 

“Sub-Div.  3c  of  Section  24,  Chapter  12,  Code  of  Ordi¬ 
nances  provided  that  no  permit  shall  be  issued  for  the 
storage  of  combustible  fibre  (shavings)  in  any  building 
or  premises  of  wooden  construction  except  in  sparsely 
populated  districts  where  it  shall  be  at  the  discretion 
of  the  Fire  Commissioner. 

“You  are  therefore  ordered  toi  reduce  the  stock  of 
combustible  fibre  (shavings)  stored  on  the  premises 
to  one  ton.” ; 

and 

Whereas,  the  building  is  a  frame  structure,  2  stories 
in  height,  57  ft.  by  16  ft.  in  area,  occupied  for  the  storage 
of  shavings,  one  person  employed;  located  on  a  plot  of 
ground  on  which  is  the  plant  of  the  lumber  company ;  and 

Whereas,  appellant  contends  that  the  property  is  in  a 
sparsely  settled  district  and  that  the  building  is  used  as 
storage  for  shavings  from  the  main  building,  which  shav¬ 
ings  are  baled  under  pressure  and  shipped  in  carload  lots 
and  that  they  have  no  other  way  of  disposing  of  these 
shavings. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  at  no  time  shall  there  be  more 
than  twelve  (12)  tons  of  baled  shavings  stored  on  the 
premises. 


1182-22-A. 

APPELLANT — William  F.  Doyle,  for  Herman  M.  Karp, 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 1680-1684  Broadway,  Manhat 
tan. 

APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

For  Administration :  Chief  Inspector  Lewis  of  the 
bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1182-22-A) 

Whereas,  William  F.  Doyle,  for  Herman  M.  Karp, 
owner,  filed,  October  5,  192:2,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  1680-1684  Broadway,  Manhattan; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 


“With  reference  to  your  recent  application  for  a 
certificate  of  occupancy  for  the  premises  1680  Broad- 
may  to  permit  tlie  use  of  the  Duilding  as  a  public 
dance  hail  accommodating  fifteen  hundred  (1500)  per¬ 
sons,  1  Deg  to  state  that  such  a  certificate  cannot  be 
issued  for  the  reason  that  the  building  does  not  com¬ 
ply  with  the  requirements  of  Article  25  of  the  Building 
Code.  All  buildings  used  as  places  of  public  entertain¬ 
ment  for  more  than  three  hundred  (300 )  persons  must 
comply  with  this  article.” ; 
and 

Whereas,  the  building  is  non-fireproof,  the  roof  being 
constructed  of  wood  trusses  covered  with  sheet  iron,  one 
story  and  balcony  in  height,  75-  ft.  by  185  ft.  and  195  ft. 
(irregular)  in  area,  at  present  unoccupied;  it  is  proposed  to 
occupy  the  building  as  a  dance  hall  for  1500  persons, 
the  building  running  through  to  7th  avenue,  being  provided 
with  exits  m  excess  ol  legal  requirements ;  and 

Whereas,  appellant  contends  that  in  1914  the  building 
was  approved  as  a  motion  picture  theatre  to  accommodate 
600  persons  and  in  1916  as  an  ice  skating  rink. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  any  ammonia  plant 
now  on  premises  be  removed  therefrom. 


144-22- A. 

APPELLANT — John  Shepard,  for  S.  K.  S.  Corp.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED- — 1580  Washington  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  o 

Absent  . .  o 


THE  RESOLUTION: 

(144-22-A) 

Whereas,  S.  K.  S.  Corp.,  owner,  filed,  February  3,  1922, 
'an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  1580  Washington 
avenue,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“It  will  be  necessary  for  you  to  install  a  standpipe 
system  in  your  theatre,  for  the  reason  the  area  of  your 
entire  building  exceeds  10,000  sq.  ft.”; 
and 

W|hereas,  the  building  is  fireproof,  1  story  in  height, 
100  ft.  by  109  ft.  6%  hi.  in  area,  occupied  as  a  motion 
picture  theatre,  seating  1334  persons;  and 

Whereas,  appellant  contends  that  the  area  o-f  the  build¬ 
ing  is  only  slightly  in  excess  of  the  permitted  area;  and 

Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  Sept.  12,  1922,  and  appellant  requested  a  reopening 
of  the  case,  which  request  was  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  and  only  so  long  as  the  use  of  the 
building  is  confined  to  occupancy  and  operation  as  a  motion 
picture  theatre. 


636-22-A. 

APPELLANT — James  J.  Walker,  for  Brady  &  Frederick- 
son,  Inc.,  for  L.  &  W.  Amusement  Co.,  owner. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 150  Beach  116th  street,  Rock¬ 
away  Park,  Queens. 
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APPEARANCES— 

For  Appellant:  George  Walker  and  L.  Goldberg. 
For  Administration :  Inspector  Ort  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative:  Mr.  Kearney  .  l 

Absent  . • .  0 

THE  RESOLUTION : 

(636-22-A) 


Whereas,  Brady  &  Frederickson,  Inc.,  for  L.  &  W. 
Amusement  Company,  owner,  filed,  May  2,  1922,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  150  Beach  116th  street, 
Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“3.  Provide  a  steel  suction  tank  of  at  least  5000 
gallons  capacity  with  an  approved  electric  pump  hav¬ 
ing  a  capacity  of  at  least  250  gallons  per  minute,  con¬ 
nected  to  a  25  H.  P.  electric  motor,  layout  of  same 
to  be  clearly  shown  on  both  plan  and  section.” ; 

and 

Whereas,  the  building  is  fireproof,  1  story  in  height, 
80  ft.  by  200  ft.  in  area,  occupied  as  a  motion  picture  the¬ 
atre  and  stores,  orchestra,  698  persons ;  sub-orchestra,  242 
persons ;  roof  garden,  1074  persons ;  and 

Whereas,  appellant  proposes  to  install  a  complete  sys¬ 
tem  of  standpipes,  hose  racks,  valves,  Siamese,  etc.,  includ¬ 
ing  a  5000  gal.  gravity  tank  and  65  gal.  per  minute  filling 
pump,  and  requests  to  be  relieved  of  providing  a  250 
gal.  pump  and  suction  tank;  and 

Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  July  5,  1922,  and  appellant  requested  a  reopening 
of  the  case,  which  request  was  granted  by  vote  of  the 
board. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  there  shall  be  no  other  busi¬ 
ness  or  use  above  the  auditorium  floor  and  that  the  roof 
garden  be  discontinued  and  its  equipment  removed;  and 
that  the  appeal  be  granted  only  so  long  as  the  roof  garden 
is  omitted  from  the  use  of  the  building,  and  the  building 
is  equipped  with  standpipes  in  accordance  with  the  rec¬ 
ommendations  of  the  board  of  standards  and  appeals  to 
the  board  of  aldermen,  now  pending,  for  motion  picture 
theatres. 


994-22-A. 

APPELLANT— Karl  F.  J.  Seifert,  for  Dr.  Charles  W. 
/Fitch,  owner. 

SUBJECT — Application  for  withdrawal — appeal  from  de¬ 
cision  of  superintendent  of  buildings. 
PREMISES  AFFECTED — 2251-2253  Earing  place,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE—; 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Boulton  and  Fire  Chief  Kenlon..  2 


BUILDING  ZONE  CASES. 

1057-22-BZ. 

APPELLANT — /Stockton  Chambers,  Inc.,  applicant  and 
oner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  tea  room. 

PREMISES  AFFECTED — 306  West  109th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Applicant:  J.  J.  MoGinty. 

For  Opposition:  Elsie  Field,  Mr.  Wagner,  E. 
Wolfe,  Mr.  Wickers  and  E.  Hubanks. 
ACTION  OF  BOARD — Laid  over  to  November  28,  1922, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tive  (for  final  disposition). 


1037-22-BZ. 

APPLICANT— Frank  Hausle,  architect,  on  behalf  of  John 
L.  Miller,  owner. 

SUBJECT — Application  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district  the  erec¬ 
tion  of  a  garage  for  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — Northeast  corner  of  West 
218th  street  and  10th  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  William  R.  White. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS- — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 


THE  RESOLUTION : 

(1037-22-BZ) 

Whereas,  Frank  Hausle,  for  John  L.  Miller,  owner, 
filed,  Aug.  12,  1922,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension  from  an  unre¬ 
stricted  district  into  a  business  district  of  a  proposed 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  northeast  comer  of  218th  street  and  10th  avenue, 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  10th  avenue  and  Broadway 
are  in  business  districts  and  218th  street  is  in  an  unre¬ 
stricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  13,  1922,  in  acting  on  N.  B.  App.  No. 
365-1922,  reads : 

“1.  The  proposed  garage  must  not  encroach  upon 
the  business  district;  section  4a-15  Building  Zone  Reso¬ 
lution.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height,  with  a  frontage  of  100 

ft.  and  a  depth  of  125  ft.,  to  be  occupied  as  a  garage  for 

more  than  5  motor  vehicles;  it  is  proposed  to  erect  at  the 
same  time  a  section  of  the  building  50  ft.  by  125  ft.  on 
the  corner  of  10th  avenue  and  218th  street,  to  be  occupied 
as  stores ;  and 

W(hereas,  these  premises  were  in  one  ownership  at  the 
time  of  the  passage  of  the  building  zone  resolution. 

Resolved,  that  the  board  oif  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 

be  and  it  hereby  is  granted  on  condition  that  the  entire 

structure,  including  the  stores,  be  erected  at  one  time ; 
that  the  Broadway  and  50-faot  front  therefrom  on  218th 
street  be  maintained  and  operated  only  as  stores,  separated 
from  the  garage  by  an  unpierced  fireproof  wall ;  that  the 
facades  other  than  show  windows  on  Broadway  and  218th 
street  be  finished  with  front  brick  and  terra  cotta  or  stone 
Jrimmings ;  that  the  northerly  gable  wall  be  unpierced 
throughout  its  entire  height  and  length. 
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Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


1205-22-BZ. 

APPLICANT — William  F.  Doyle,  for  Barney  Impt.  Co., 
Inc.,  owner. 

SUBJECT— (Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more-  than  5  motor 
vehicles. 

PREMISES  AFFECTED — Northwest  corner  Amsterdam 
avenue  and  West  186th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Harold  L.  Silverman,  Robert  C. 
Spence,  Allen  D.  Emery,  Samuel  Mannick, 
Maxwell  J.  Hamburger,  Samuel  W.  Goldstein, 
Charles  H.  J.  Dilg,  Augustine  Lastin,  Cor- 
rine  Gardina,  Mary  E.  Duggan,  Ada  B.  Eve- 
leigh  and  T.  D.  McBride. 

ACTION  OF  BOARD — Application  laid  over  to  Novem¬ 
ber  28,  1922,  at  10  a.  m.,  for  final  action,  pending- 
report  of  committee  of  inspection. 


1076-22-BZ. 

APPLICANT — Charles  D.  Cords. 

SUBJECT — 'Application  to  permit  in  a  residence  district 
the  erection  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED — 204-210  Saratoga  avenue,  29- 
37  Hull  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  D.  Cords. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  laid  over  to  .  Novem¬ 
ber  28,  1922,  at  10  a.  m.,  for  full  vote  of  board. 
THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney 


and  Kerby  .  4 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent:  Fire  Chief  Kenlon  .  1 


499-22-BZ. 

APPLICANT — Meyer  Lichtenstein. 

SUBJECT — 'Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more  than  five 
cars. 

PREMISES  AFFECTED1 — Rear  2395  Valentine  avenue, 
The  Bronx. 

APPEARANCES— Nione. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


.Holand,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent:  Fire  Chief  Kenlon  and  Mr.  Boulton  2 


653-22-BZ. 

APPLICANT — John  DeHart,  for  Adolph  Lewinsohn  & 
Sons,  Inc.,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  two-stony  public  garage. 
PREMISES  AFFECTED— 4356-4364  Broadway,  Manhat¬ 
tan. 

APPEARANCES— Nione. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Holland,  Kearney  and  Kerby  .  5 

Negative  .  0 


Absent :  Fire  Chief  Kenlon  and  Mr.  Boulton  2 


793-22-BZ. 

APPLICANT — John  J.  Dunnigan,  applicant,  on  behalf  of 
Charles  Flury,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  of  existing  private  garage  into  a 
three-car  public  garage  and  the  erection  of  an 
additional  one-car  garage. 

PREMISES  AFFECTED1 — 1900  Wiallace  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD1 — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  o 


THE  RESOLUTION: 

(793-22-BZ) 

Whereas,  John  J.  Dunnigan,  for  Charles  Flury,  owner, 
filed,  June  6,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  extension 
and  conversion  of  an  existing  private  garage  into  a  garage 
for  the  storage  of  four  motor  vehicles,  all  spaces  rented 
to  persons  not  residing  on  premises ;  premises  1900  Wallace 
avenue,  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Rhinelander  avenue,  Wal- 
lacee  avenue  and  Barnes  avenue  are  in  residence  districts ; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  1,  1922,  in  acting  on  Slip  Application 
No.  476-22,  reads: 

“Proposed  conversion  and  extension  of  private  garage 
to  public  garage  in  residence  district  is  contrary  to 
provisions  of  Building  Zone  Resolution.”; 

'and 

Whereas,  the  building  is  of  non- fireproof  construction, 
1  story  in  height,  with  a  frontage  of  21  ft.  6  in.  and  a 
depth  of  25  ft. ;  it  is  proposed  to  extend  the  building  at 
the  west,  the  extension  to  be  of  non-fireproof  construction, 
9  ft.  6  in.  by  20  ft.,  1  story  in  height ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  100  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  ioif  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
side  and  rear  walls  be  unpierced  throughout  their  entire 
height  and  length ;  that  the  capacity — combined  storage  and 
renting  of  cars  ’on  these  premises — shall  not  exceed  four 
automobiles  of  the  pleasure  car  type,  space  for  which  may 
be  rented  to  persons  not  residing  on  the  premises ;  and 
that  no  gasoline  shall  be  stored  or  kept  on  the  premises ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  and  the  building  completed  within  one  year  from 
the  date  of  this  action. 


1125-22-BZ. 

APPLICANT — Jamaica  Water  Supply  Co.,  owner. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  pumping  station. 

PREMISES  AFFECTED — East  side  Birch  street,  210  ft. 
south  of  Swanee  avenue,  Richmond  Hill,  Queens. 
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APPEARANCES— 

For  Applicant:  Warren  Leslie. 

Fior  Opposition:  Mrs.  C.  Wahle. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  . .  1 

THE  RESOLUTION: 


(1125-22-BZ) 

Whereas,  Jamaica  Water  Supply  Company,  owner,  filed, 
Sept.  19,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  an  electric  pumping  station;  premises 
Birch  street,  east  side,  210  ft.  south  of  Swanee  avenue, 
Richmond  Hill,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Birch  street,  Sutter  avenue 
and  Hawtree  avenue  are  residence  districts ;  and  » 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Aug.  18,  1922,  in  acting  on  N.  B.  Applica¬ 
tion  No.  10878-22,  reads: 

“1.  The  erection  of  a  pumping  station  within  a  resi¬ 
dence  district  would  be  contrary  to  art.  2,  sub.  2  &  3, 
of  the  Zoning  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  1  story  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  14  ft.,  to  be  occupied  as  a  pumping  station 
by  the  Jamaica  Water  Supply  Co. ;  and 
Whereas,  under  the  provisions  of  section  7,  subdiv.  d 
of  the  building  zone  resolution,  the  board  is  empowered 
to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district'  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  neces¬ 
sary  permits  be  obtained  within  six  months  and  the  (build¬ 
ing  completed  within  one  year  from  the  date  of  this  ac¬ 
tion  ;  that  the  proposed  structure  shall  be  limited  to  a  one 
story  building,  not  more  than  20  by  14  ft.  in  area;  and 
that  the  Exterior  of  the  building  shall  be  finished  in  face 
brick  and  stone  trimmings. 


462-22-BZ. 

APPLICANT— New  York  Telephone  Company,  applicant, 
on  behalf  of  New  York  Telephone  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — -Application  for  rehearing  to  modify  the  pre¬ 
vious  resolution  granted  with  reference  to  the 
height  limitation. 

PREMISES  AFFECTED — 2365  Tiebout  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  N.  H.  Egleston. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  oondition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(462-22H5Z) 

Whereas,  N.  Y.  Telephone  Company,  owner,  filed,  March 
29,  1922,  an  application,  under  the  building  zone  resolution, 


to  permit  in  a  business  district  extending  about  14  ft.  into 
a  residence  district  the  extension  in  height  an  additional 
2  stories  of  a  3-story  telephone  exchange  building;  per¬ 
mission  to  erect  which  was  granted  by  the  board  of  ap¬ 
peals  May  31,  1922;  premises  north  side  184th  street  iron? 
Tiebout  avenue  to  Valentine  avenue;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  184th  street  is  in  a  busi¬ 
ness  1J4  times  height  "B”  Area  district  and  Tiebout  ave¬ 
nue  and  Valentine  avenue  are  in  residence  1J4  times  height 
“B”  area  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  11,  1922,  in  acting  on  N.  B.  Applica¬ 
tion  No.  870-1922,  reads: 

“1.  Erection  of  proposed  telephone  exchange  extend¬ 
ing  into  residence  district  is  contrary  to  provisions 
of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  5  stories  in  height,  with  a  frontage  of  238 
ft.  and  a  depth  of  116  ft.,  to  be  occupied  as  a  telephone 
exchange  building ;  and 

WIhereas,  under  the  provisions  of  section  7,  subdiv.  “c” 
and  “d”  of  the  building  zone  resolution,  the  board  is  em¬ 
powered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  exceed  five  stories  in  height,  and  that 
the  set-back  and  other  requirements  as  to  area  and  height 
districts  regulations  of  the  building  zone  resolution  be 
complied  with. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  and  the  building  erected  within  eighteen  months 
from  the  date  of  this  action. 


771-22-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Charles  Levy,  les¬ 
see. 

SUBJECT — Application  to  permit  in  a  busines  district 
the  maintenance  of  motor  vehicle  repair  shop. 
PREMISES  AFFECTED — 400  West  126th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  _  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(771-22-BZ) 

Whereas,  Samuel  Rosenblum,  for  St.  Joseph’s  R.  C. 
Church,  Charles  Levy,  lessee,  filed,  June  1,  1922,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  maintenance  of  a  motor  vehicle  repair 
shop;  premises  400  West  126th  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  126th  street  is  an  un¬ 
restricted  district  and  Morningside  avenue  and  West  125th 
street  are  business  districts ;  and 
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(Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  March  24,  1922,  in  acting  on  Application  No.  11779-C, 

reads : 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height,  with  a  frontage  of  25  ft.  and  a  depth 
of  50  ft.,  occupied,  1st  story,  garage  and  motor  vehicle 
repair  shop  and  dwelling;  2nd  story,  dwelling;  and 

Whereas,  the  applicant  oontends  that  the  building  was 
formerly  occupied  in  part  as  a  bottling  establishment. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  re¬ 
pair  shop  side  io>f  the  partition,  in  the  first  story,  be  cov¬ 
ered  with  metal ;  that  the  ceiling  of  repair  shop  and  par¬ 
tition  enclosing  the  stairs,  in  the  first  story,  be  fire  retarded ; 
any  opening  to  the  repair  shop,  other  than  the  front,  main 
entrance,  to  be  provided  with  self-closing,  fireproof  doors, 
and  that  no  gasoline  be  stored  or  kept  on  the  premises. 


AREAS  FIXED. 

(1221-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  Brandt,  requesting  the  board  to  fix  an  area  of  noti¬ 


fication  deemed  affected  by  extension  and  conversion  of 
a  stable  to  garage,  premises  2495  and  2497  Amsterdam  ave¬ 
nue,  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  184th  street  from  Laurel  Hill  ter¬ 
race  to  a  point  100  ft.  west  of  Amsterdam  avenue; 
both  sides  of  Amsterdam  avenue  from  the  south  side 
of  183rd  street  to  south  side  of  185th  street;  both 
sides  of  Laurel  Hill  terrace  from  a  point  200  ft.  south 
of  proposed  garage  to  south  side  of  185th  street. 

(1218-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Anna  Ludoweig,  requesting  the  board  to  fix  an  area  of 
notification  deemed  affected  by  the  erection  of  a  garage, 
premises  36-40  Stone  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Stone  avenue  from  Hull  street  to 
Sumpter  street;  both  sides  of  MacDougal  street  from 
Rockaway  avenue  to  a  point  200  ft.  east  of  Stone 
avenue,  also  the  south  side  of  Sumpter  street  from  Stone 
avenue  to  a  point  150  ft.  west  of  Stone  avenue. 


Adjourned  1:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  NOVEMBER  21,  1922. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Deputy  hire 
Commissioner  Hannon,  Superintendents  Brady,  Reville, 
Kleinert,  Moore  and  McDermott. 

The  Minutes  of  the  Regular  Meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  No¬ 
vember  14,  1922,  were  approved  as  printed  in  the  Bulletin, 
No.  47,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

1168-22-S. 

PETITIONER — Charles  K.  Beekman,  for  Dortio  Estate, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 63  East  11th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Edward  P.  Doyle. 

ACTION  OF  BOARD— Laid  over  to  November  28,  1922, 
at  2  p.  m. 


1100-22-S. 

PETITIONER— Patrick  J.  Murray,  for  Henlea  Realty 
SUBJECT — Variation  of  the  labor  law  as  cited  in  de- 
Co.,  owner. 

PREMISES  AFECTED— 319-321  East  44th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  M.  Silverman. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  11 

Negative  . .  •  ° 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 


736-22-S. 

PETITIONER— William  H.  Vogel. 

SUBJECT — Request  for  reopening. 

PREMISES  AFFECTED1 — 433-437  Kent  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  William  H.  Vogel. 

For  Administration:  Inspector  Hammond  of  bu* 


reau  of  buildings. 

ACTION  OF  BOARD — Motion  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Messrs.  Beattiy,  Boulton,  Kerby 

and  Kearney  . .' .  4 

Negative:  Chairman  Walsh,  Mr.  Holland,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott  ....  8 

Absent :  Deputy  Fire  Commissioner  Hannon  . .  1 


1020-22-S. 

PETITIONER — Jourdan  Herbst  Brothers. 

SUBJECT — Petition  for  variation  from  the  labor  law 
as  cited  in  the  order  of  the  fire  commissioner  and 
superintendent  of  buildings. 

PREMISES  AFFECTED — 133  East  15th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  George  Jourdan  Herbst. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Cha:rman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re¬ 


ville,  Kleinert  and  McDermott  .  11 

'  Negative  .  0 


Absent:  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Moore  . 


MINUTES 


THE  RESOLUTION: 

(1020-2-S) 

Whereas,  Jourdan  Herbst  Brothers,  filed,  August  7, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  the  orders  of  the  fire  commissioner  and  super* 
intendent  of  buildings,  affecting  premises  133  East  15th 
street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  and  the 
superintendent  of  buildings  read : 

5057-LD : 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof.  *  *  *. 

“Arrange  the  fire  escape  on  rear  of  building.  *  *  *. 

“Among  defects  noted : 

“2.  No  passageway  from  termination  of  fire  escap 
to  street.” 

Violation  Order  No.  2902: 

“In  that  of  failing  to  extend  present  stairway  to 
roof  and  building  new  bulkhead  over  same,  also  omit¬ 
ting  to  erect  inside  steps  from  the  floors  up  to  door 
openings  on  rear  fire  escape  at  each  floor  all  being 
contrary  to  plans  and  specifications  approved  by  the 
Superintendent  of  Buildings.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  28  ft.  by  65  ft.  in  area,  occupied  for  the  manufac¬ 
ture  of  art  works,  1st  story,  7  persons;  2nd  story,  4  per¬ 
sons  ;  3rd  story,  3  persons ;  4th  story,  2  persons ;  5th  story, 
none;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way,  extending  from  the  1st  story  to  the  5th  story,  unen¬ 
closed,  with  scuttle  and  iron  ladder  to  the  roof,  a  fire 
escape  on  the  rear  of  the  building;  and 

Whereas,  petitioner  contends  that  the  original  order  of 
the  fire  department  was  modified  on  August  23,  1920. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby,  is  granted 
on  condition  that  a  gate  be  maintained  in  fence  to  ad¬ 
joining  property  to  the  west  and  that  the  top  stony  be 
maintained  for  storage  purposes  only  and  that  the  number - 
of_  occupants  in  the  building  be  not  increased,  and  that 
this  variation  be  granted  only  to  May  1,  1923,  and  granted 
on  the  further  condition  that  the  door  to  closet  leading  t 
the  scuttle  in  the  roof  be  removed. 


8 5 6-2 2- S. ' 

PETITIONER— William  J.  Russell,  for  Thomas  H. 

Kelly,  owner.  * 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 73  West  46th  s'treet,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  J.  Russell. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re¬ 
vise,  Kleinert,  Moore  and  McDermott  . .  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION : 


(856-22-S) 

Whereas,  William  J.  Russell,  for  T.  H.  Kelly,  owner, 
filed,  June  23,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  orders  of  the  fire  commissioner 
affecting  premises  73  West  46th  street,  Manhattan  ;  and 


Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  30731-LD : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  building  with  balconies  4  ft.  in  width,  con¬ 
necting  by  stairways  not  less  than  22  in.  wide  placed 
at  an  incline  of  not  more  than  45  degrees  *  * 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  *  * 

“No.  30732-LD  : 

“1.  Arrange  the  entrance  doors  at  street  so  as  to 
open  outwardly  as  per  section  271  of  the  Labor  Law. 

“2.  Arrange  the  doors  leading  to  the  stairway  on 
all  stories  upon  which  five  or  more  persons  are  em¬ 
ployed,  so  as  to  open  outwardly  *  * 

“30733-LD : 

“1.  Provide  exit  signs  and  lights  as  per  sec.  272  o? 
the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
basement  in  height,  19  ft.  6  in.  by  42  ft.  in  area  in  the  1st 
story  and  19  ft.  6  in.  by  38  ft.  in  area  above;  occupied, 
basement,  laundry,  2  persons ;  1st  story,  furrier,  5  per¬ 
sons  ;  2nd  story,  dressmaker,  4  persons ;  3rd  story,  archi¬ 
tect,  1  person,  and  furrier,  1  person;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  4th  story,  enclosed  in  wood  stud  lath  and 
plaster  partitions  with  wood  doors  at  the  openings ;  roof 
to  west  same  level,  rof  to  east  12  ft.  higher;  and 

Whereas,  petitioner  proposes  to  erect  a  party  wall  fire 
escape  on  the  rear  of  the  building  connecting  with  building 
75  West  46th  street,  balconies  to  be  connected  with  a  60 
degree  stair,  and  requests  that  the  existing  scuttle  and 
ladder  to  roof  be  accepted  and  that  Order  No.  30732  be 
waived  as  there  are  not  more  than  5  persons  on  any 
story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  as  to  Order  No.  30731- 
LD  be  and  it  hereby  is  granted  as  to  item  No.  1  on  con¬ 
dition  that  a  party  wall  fire  escape  be  provided  on  the 
rear  of  the  building  connecting  with  building  No.  75  W. 
46th  street  with  a  60  degree  iron  stairs  from  top  balcony 
to  roof  and  from  lowest  balcony  to  the  yard,  that  the 
windows  on  the  course  of  the  fire  escape  be  made  fire- 
roof,  self-closing,  with  iron  steps  leading  to  the  sills  of 
the  windows,  and  granted  as  to  item  No.  2  on  condition 
that  a  fixed  iron  ladder  be  provided  in  the  top  story  hall 
to  the  scuttle  in  the  roof ;  and  that  the  order  of  the  fire 
commissioner,  No.  30732,  items  1  and  2,  and  Order  No. 
30733,  be  affirmed  and  the  petition  as  to  these  Orders  be 
denied ; 

Resolved,  further,  that  this  variation  be  granted  only 
so  long  as  conditions  as  toi  use  and  occupancy  remain  sub-'  j 
stantially  unchanged. 


1099-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Emerald  Realty 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 100  Prince  street,  Manhattan* 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD— Petition  denied. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  . . .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re- 

ville,  Moore  and  McDermott  .  ; 

Absent  :i  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Kleinert  .  2 
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THE  RESOLUTION : 

(1099-22-S) 

Whereas,  Samuel  Rosenblum,  for  Emerald  Realty  Com¬ 
pany,  owner,  filed,  September  7,  1922,  a  petition,  with  tlie 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  100  Prince  street, 
Manhattan ;  and 

W hereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  a  pasageway  at  least  3  ft.  wide  from 
termination  of  interior  stairway  leading  to  the  street, 
as  per  Section  272  of  the  Labor  Law.’  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  28  ft.  8  in.  by  93  ft.  in  area  in  the  1st  story  and 
28  ft.  8  in.  by  85  ft.  in  area,  above ;  occupied,  1st  to 
4th  stories,  mfg.  trunks,  8  persons ;  4th  story,  offices  and 
stock  room,  8  persons ;  5th  story,  mfg.  ribbons,  12  per¬ 
sons,  the  building  being  equipped  with  an  interior  and 
an  automatic  fire  alarm  system ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st  story 
to  the  5th  story  with  scuttle  and  iron  ladder  to  roof,  . 
party  wall  fire  escape  on  the  front  of  the  building  with 
counterbalanced  stair  to  street,  a  sub-standard  fire  escape 
on  the  rear  of  the  building  with  stationary  ladder  to  yard 
of  adjoining  building,  a  bridge  in  the  5th  story  connecting 
with  adjoining  'building;  and 

Whereas,  die  petitioner  contends  that  there  will  be  main¬ 
tained  less  than  25  persons  above  the  2nd  story  and  that 
the  egress  at  the  foot  of  the  stairway  is  not  obstructed 
in  any  way. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  petition  be  and  it  hereby' 
is  denied. 

677-22-S. 

PETITIONER— Edward  P.  Doyle,  for  R.  Wortell. 
SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 741  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kerby,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  . 

Negative :  Chairman  Walsh,  Mr.  Kearney  and 

Fire  Chief  Kenlon  . 

Absent:  Deputy  Fir£  Commissioner  Hannon  .. 

THE  RESOLUTION: 

(677-212-S) 

Whereas,  R.  Worstell,  for  Lydia  L.  Blagden,  et  al., 
owners,  filed,  May  10,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  741  Fifth  avenue,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  south  side  of 
building  *  *  *, 

“'NOTE :  Among  the  defects  noted  on  this  fire  escape 
are  the  following :  Doors  to  balconies  at  least  2  ft. 
by  6  ft.  not  provided.  Windows  on  course  not  fire¬ 
proof,  not  self-closing. 

“No  45  degree  connection  stairways  between  bal¬ 
conies. 

“No  steps  to  sills  of  openings  to  balconies. 

“Not  screened  to  a  height  of  4  ft.  6  in. 

“Balconies  are  not  over  3  ft.  wide. 


“2.  Enclose  the  interior  stairway  at  the  north  side 
of  building  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides.” ; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  20  ft.  by  100  ft.  in  area,  occupied,  1st  story,  store, 
5  persons;  2nd  story,  dressmaking,  18  persons;  3rd  stor. 
to  8th  story,  apartments  and  studio ;  the  means  of  egres.. 
consisting  of  an  interior  stairway  extending  from  the 
story  to  the  roof,  enclosed  in  wood  stud,  lath  and  plaster 
partitions  with  wood  and  glass  doors  at  the  open  n 
60  degree  fire  escape  in  the  rear  court,  with  goosenec 
ladder  to  roof  and  a  45  degree  counterbalanced 
adjoining  yard  with  egress  through  adjoining  premis 
and 

Whereas,  petitioner  proposes  to  provide  fireproof  win¬ 
dows  on  course  of  fire  escape  in  the  1st  and  2nd  stories 
and  to  provide  a  fireproof  door  to  front  stairway  in  2nd 
story  and  a  fixed  iron  stairway  to  adjoining  yard;  and 

Whereas,  this  petition  was  granted  in  part  and  denied 
in  part  by  this  board  at  its  meeting  July  11,  19i22,  and’ 
petitioner  requested  a  reopening  of  the  case,  which  re¬ 
quest  was  granted  by  vote  of  the  board  Oct.  31,  1922. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  hereby  is  granted 
on  condition  as  to  item  1  that  fireproof  self-closing  win¬ 
dows  be  provided  on  the  course  of  the  fire  escape  on  the 
1st  and  2nd  stories  and  that  a  self-closing  fireproof  door 
to  the  stairway  in  the  2nd  story  shall  be  provided  and  that 
a  fixed  iron  stairway  shall  be  installed  from  the  yard  of 
this  premises  to  the  adjoining  premises  with  direct  egress 
to  the  street  ;  and  granted  as  to  item  2  on  condition  that 
a  second  means  of  egress  be  provided  on  the  3rd,  4th,  5th, 
6th  and  7th  stories  by  extending  present  fire  escape,  em¬ 
bracing  the  rear  and  middle  apartment  (connecting  to  the 
adjoining  roof  at  the  south,  and  that  casement  windows 
shall  be  provided  at  opening  from  the  bath  room  of  the 
front  apartment  on  the  7th  story  leading  to  roof  of  ad¬ 
joining  premises  to  the  south  and  on  the  8th  story,  that 
egress  from  the  front  apartment  be  provided  by  means 
of  an  iron  stairs  leading  from  window  of  studio  to  the 
roof  of  the  adjoining  property  to  the  south,  and  that 
transoms  to  all  windows  in  stair  hall  shall  be  made  sta¬ 
tionary  and  glazed  with  wire  glass,  and  that  doors  to 
stair  hall  be  made  fireproof,  self-closing. 


1 160-22-S.- 

9  PETITIONER.-— (Samuel  Rosenblum,  for  Ismo  Realty 
Corp.,  owner. 

^  SBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — >18  East  31st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  and  MoDermott  9 

Negative:  Fire  Chief  Kenlon,  Superintendents 

Kleinert  and  Moore  . . . . . 3 

Not  Voting:  Deputy  Fire  Commissioner  Han¬ 
non  .  1 

Absent  .  0 

THE  RESOLUTION: 

(1160-22-S) 

Whereas,  Samuel  Rosenblum,  for  Ismo  Realty  Corp., 
owner,  filed,  Sept.  28,  1922,  a  petition,  with  the  board  of 
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standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  lof  the  su¬ 
perintendent  of  buildings,  affecting  premises  18  East  31st 
street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“3.  Fare  escape  should  comply  with  section  273,  La¬ 
bor  Law  and  same  shown  on  plans.  Show  full  struc¬ 
tural  details  of  fire  escape  and  show  more  fully  egress 
from  third  floor  to  the  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  21  ft.  by  75  ft.  in  area  in  the  1st  story  and  21  ft. 
by  54  ft.  in  area  above ;  occupied,  1st  story,  stores ;  2nd 
story,  furriers,  5  persons ;  3rd  story,  mfg.  underwear,  15 
persons ;  4th  story,  errtbroiderer,  12  persons ;  5th  story, 
light  manufacturing,  20  persons ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  fire  resisting  partitions' with 
fireproof  doors  at  the  openings  ;  it  is  proposed  to  erect  on 
the  rear  of  the  building  a  fire  escape  with  balconies  on 
the  4th  and  5th  stories  with  a  gooseneck  ladder  to  the  roof 
and  landing  on  the  extension  roof  in  the  3rd  story  and 
thence  connecting  with  the  fire  escape  balconies  in  the  court 
on  the  west  side  of  building  adjoining;  and 

Whereas,  petitioner  states  that  the  building  will  be  oc¬ 
cupied  for  light  manufacturing  with  not  more  than  25  per 
cent  of  the  floor  area  so  occupied,  and  requests  that  the 
means  of  egress  from  termination  of  fire  escape  be  con¬ 
sidered  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  escape  be  provided  on  the  rear 
of  the  building  on  the  4th  and  5th  stories  with  land¬ 
ing  on  roof  of  extension  in  the  2rd  story  connecting  to 
fire  escape  on  the  premises  to  the  west  in  2nd  and  3rd 
stories,  termination  from  which  shall  be  by  means  of  a 
fire  escape  in  the  court  of  the  premises  to  the  west  on  the 
2nd  story,  with  egress  through  adjoining  premises,  and 
granted  so  long  as  consent  for  use  of  fire  escape  to  the 
west  is  maintained  and  occupancy  and  use  of  these  prem¬ 
ises  remain  unchanged. 


1164-22-S. 

PETITIONER— 'Charles  P.  Cannella,  for  Pietro  Rizzo, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  health  commissioner. 

PREMISES  AFFECTED — 333  Crescent  street,  Brooklyn 
APPEARANCES— None. 

ACTION  OF  BOARD1 — Laid  over  to  Nov.  28,  1922,  at 
2  p.  m.,  at  request  of  petitioner. 


1172-22 -S. 

PETITIONER — William  F.  Doyle,  for  Frederick  Van 
Buren,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 5  West  14th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  F  .Doyle. 

For  Administration :  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsffi,  Messrs.  Beatty, 
Boulton,^  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon  and  Superintendents  Brady,  Re- 
vi He,  Kleinert,  Moore  and  McDermott  13 

Negative  .  ’  *  Q 

Absent  . .  .  n 


THE  RESOLUTION: 

(1172-22-S) 

Whereas,  William  F.  Doyle,  for  Frederick  Van  Buren, 
owner,  filed,  Oct.  3,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  5  West  14th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read : 
“No.  39018-LD: 

“Provide  an  outside  iron  balcony  fire  escape  on  front 
of  building  with  balconies  4  ft.  in  width  connected 
by  stairways  not  less  than  22  in.  wide,  placed  at  an 
incline  of  not  more  than  45  degrees,  extending  from 
the  ground  to  the  highest  story.  *  * 

“No.  40145-LD  : 

“1.  Enclose  the  interior  stairway  at  the  west  side 
of  building  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  pasasgeways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resist¬ 
ing  material  *  *  ; 

and 

W  hereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  100  ft.  in  area  in  the  1st  story  and  25 
ft.  by  52  ft.  in  area  above;  occupied,  1st  story,  furniture; 
2nd  story,  vacant;  3rd  story,  suits,  3  persons;  4th  story, 
skirts,  5  persons ;  5th  story,  embroidery,  13  persons ;  the 
means  of  egress  consisting  of  an  interior  stairways  extend¬ 
ing  from  the  1st  story  to  the  4th  story,  enclosed  in  wood 
partitions,  with  wood  doors  at  the  openings;  a  fire  escape 
on  the  rear  of  the  building  with  egress  from  termination 
of  fire  escape  through  building  at  the  rear;  and 

Whereas,  petitioner  proposes  to  erect  a  ,45  degree  fire 
escape  on  the  rear  of  building  with  termination  in  ad¬ 
joining  lot  leading  to  15th  street,  and  contends  that  a  fire 
escape  on  the  front  would  not  be  remote  from  existing 
stairways. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Order  No.  39018  on  condition  that  a  standard  fire 
escape  be  erected  on  the  rear  in  accordance  with  the  plans 
filed  in  this  petition,  terminating  in  adjoining  open  lot,  so 
long  as  this  property  at  the  terminus  of  said  fire  escape" 
remains  in  the  one  ownership,  and  denied  as  to  item  T  of 
Order  No.  40145. 


1188-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Lion  Cafeteria, 
‘owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 205  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
rONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville,  Moore 

and  McDermott  .  n 

Negative:  Superintendents  Brady  and  Kieinert  !2 
Absent  .  q 

THE  RESOLUTION: 


(1188-22-S) 

Whereas,  Samuel  Rosenblum,  for  Lion  Cafeteria  Inc 
owner,  filed,  Oct.  6,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  ©if  buildings,  affecting  premises  205  West  38th 
street,  Manhattan  ;  and 
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Wihereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“Your  amendment  to  the  above  numbered  applica¬ 
tion  dated  Sept.  7,  1922,  is  returned  herewith  without 
approval.  The  proposed  arrangement  at  the  front  of 
the  exit  passage  cannot  be  regarded  as  meeting  the 
requirements  of  section  273  of  the  Labor  Law,  which 
provides  that  exit  from  a  rear  fire  escape  must  be 
through  a  fireproof  passage.” ; 

and 

Whereas,  the  building  is  non--fireproof,  5  stories  in 
height,  22  ft.  4  in.  by  90  ft.  in  area  in  the  1st  story  and 
22  ft.  by  60  ft.  in  area  above;  occupied,  1st  story,  'res¬ 
taurant  ;  2nd  story,  offices  ;  3rd  story,  light  manufacturing, 
15  persons;  4th  and  5th  stories,  light  manufacturing,  30 
persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  the  1st  and  2nd  stories  with  fireproof  partitions  and  in 
fire-resisting  partitions  above;  a  fire  escape  on  the  rear 
of  building  with  fireproof  passageway  leading  through 
2nd  story  to  stairs  and  thence  to  street ;  and 
Whereas,  it  appears  that  an  application  was  filed  Nov. 
23,  1920,  to  erect  an  extension  on  front  and  rear  of  build¬ 
ing  and  increase  the  height  of  building  from  five  to  six 
stories ;  the  occupancy  to)  be  stores  and  offices  ;  this  appli¬ 
cation  was  approved  Dec.  28,  1920;  on  July  19,  1921,  a  new 
specification  sheet  was  filed,  stating  that  the  occupancy 
would  be  25  per  cent  manufacturing  and  height  of  the 
building  would  not  be  increased ;  this  was  approved  Aug. 
22,  1921 ;  on  Sept.  '7,  1921,  an  amendment  was  filed  to 
provide  wood  and  glass  in  partitions,  enclosing  the  pas¬ 
sage  from  the  rear  fire  escape;  this  amendment  was  dis¬ 
approved  ;  and 

Whereas,  petitioner  contends  that  in  all  other  respects 
than  as  proposed  the  exits  conform  to  the  labor  laW. 

Resolved,  that  the  board  of  standards  and  appeal*  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fireproof  passageway  be  provided  on 
the  2nd  story  from  the  termination  of  the  rear  fire  escape 
connecting  with  the  interior  stairs  at  the  front  of  the  build¬ 
ing. 

1183-22-S. 

PETITIONER — Atlantic  Macaroni  Co.,  Inc.,  owner. 
SUBJECT — 'Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED' — 295-303  Vernon  avenue,  Long 
Island  City,  Queens. 

APPEARANCES— 

For  Petitioner:  Joseph  Edelson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD - Petition  granted  on  condition. 


CONDITIONS - As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 
Kerby,  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  11 

Negative:  Chairman  Walsh  and  Mr.  Holland..  2 
Absent  .  0 


THE  RESOLUTION: 

(1183-22-S) 

Whereas,  Atlantic  Macaroni  Co.,  Inc.,  owner,  filed, 
October  5,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  fire  commissioner, 
affecting  premises  295-303  Vernon  avenue,  Borough  of 
Queens  ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

“Our  inspection  shows  that  the  conditions  have  been 
materially  changed  and  the  occupancy  of  the  build¬ 


ing  is  not  the  same  as  when  permit  was  granted;  there¬ 
fore  the  request  to  allow  smoking  is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  reinforced  concrete, 
6  stories  and  basement  in  height,  92  ft.  10  in.  by  400  ft. 
in  area;  occupied,  basement,  storage;  1st  story,  shipping 
room,  stock  room  and  office ;  2nd  story,  bakery ;  3rd  story, 
bakery ;  4th  story,  wood  trimming  and  mfr.  of  floor  lamps  ; 
5th  story,  upholsterer;  6th  story,  mfr.  of  furniture,  and 
mfr.  of  match  making  machinery;  the  means  of  egress 
consisting  of  four  interior  fireproof  stairways,  three  of 
which  extend  frorh  the  basement  to  the  roof  and  one  from 
the  1st  story  to  the  roof ;  the  building  is  equipped  with 
a  sprinkler  system,  fire  alarm  system  and  standpipe  sys¬ 
tem,  an  office  in  which  smoking  has  been  permitted  by 
the  board,  under  Cal.  No.  650-21-'S,  is  located  on  the 
ground  floor  in  the  front  part  of  the  building,  separated 
from  the  rest  of  the  building  by  terra-cotta  partitions 
and  with  a  direct  exit  to  the  street. 

Resolved,  that  the  board  of  standards  and  ‘appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  there  shall  be  no  openings  other  than 
those  existing  between  the  office  and  the  factory  and  that 
the  door  shall  be  self-closing  and  that  three  one-quart 
chemical  fire  extinguishers  be  provided ;  and  on  further 
condition  that  this  privilege  be  limited  to  the  office  between 
the  hours  of  8  A.  M.  and  6  P.  M.,  and  that  -the  present 
occupancy  on  the  1st,  2nd  and  3rd  stories  be  maintained. 


1353-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Sundel  Hyman, 
owner. 

SUBJECT1 — Application  for  reopemng  for  the  purpose  of 
modifying  the  resolution. 

PREMISES  AFFECTED — 138-142  Prince  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosen. 

ACTION  OF  BOARD — Petition  reopened,  and  set  for 
hearing  November  28,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kerbv,  Superintendents 

Brady,  Reville  and  McDermott  .  8 

Negative  .  0 

Absent :  Mr.  Kearnev,  Fire  Chief  Kenlon, 

Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Kleinert  and  Moore  .  5 


34-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Burton  S.  Cas¬ 
tles,  owner. 

SUBJECT — Application  for  reopening  for  the  purpose  of 
amending  the  resolution. 

PREMISES  AFFECTED— 39-41  West  38th  street.  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened,  and  set  for 


hearing  November  28,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerbv,  Superintendents 

Brady,  Reville  and  McDermott  .  8 

Negative  . 0 

Absent :  Mr.  Kearnev,  Fire  Chief  Kenlon, 

Deputy  F’re  Commissioner  Hannon,  Super¬ 
intendents  Kleinert  and  Moore  .  5 
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305-22-S. 

PETITIONER — Richard  Bennett,  Jr.,  for  Bellum  Supply 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  reopening — pet'tion  for  varia¬ 
tion  from  the  labor  law,  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED1 — 224-6  Pearl  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Max  A.  Goodman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened,  and  set  for 
hearing  November  28,  1922,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  'Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 


Brady,  Reville  and  McDermott  .  8 

Negative  .  0 

Absent:  '  Mr.  Kearney,  Fire  Chief  Kenlon, 
Deputy  F’re  Commissioner  Hannon,  Super¬ 
intendents  Kleinert  and  Moore  . 5 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
918-22-S. 

PETITIONER — The  Fuel  Oil  Burner  Corporation. 
SUBJECT— Approval  of  Williams  Oil-O-Matic  Fuel  Oil 
Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE— 

Affirmative :  Messrs.  Boulton.  Holland,  Kerby, 


Superintendents  Brady,  Reville,  Kleinert, 

Moore  and  McDermott  .  8 

Negative:  Chairman  Walsh,  Beatty,  Kearney, 

Fire  Chief  Kenlon  .  4 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION: 

(918-22-S) 


Whereas,  The  Fuel  Oil  Burner  Corporation;,  filed,  July 
10,  1922,  a  petition  w:th  the  board  of  standards  and  ap¬ 
peals  for  approval  of  their  device  known  as  the  Williams 
Oil-O-Matic  Fuel  Oil  (Burner;  and 
Whereas,  a  committee  of  the  board  inspected  this  de¬ 
vice  in  operation  at  52  West  46th  street,  Manhattan. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  Williams  Oil-O-Matic  Fuel  0:1  Burner 
for  use  in  Grade  B  fuel  oil  installations,  when  installed  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals. 


1193-22-S. 

PETITIONER— John  C.  Quinn. 

SUBJECT — Approval  of  installation  of  Richmond  Fuel  Oil 
Burner. 

APPEARANCES— 

•  For  Petitioner:  John  C.  Quinn. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kerby,  Superintendents  Brady,  Reville, 


Kleinert,  Moore  and  McDermott  .  9 

Negative:  Chairman  Walsh  .  ] 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1193-22-S) 


Whereas,  John  C.  Quinn,  filed,  October  5,  192.2,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals  for  approval' 
of  his  device  known  as  Richmond  Grav'ty  Fuel  Oil  Burn¬ 
er;  and 


Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  24  Greenleaf  avenue,  Port  Richmond,  Staten 
Island. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  Richmond  Gravity  Fuel  Oil  Burner 
for  use  in  Grade  B  fuel  oil  installations,  when  installed  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals. 

112-22-S. 

PETITIONER — Wm.  Ostrander. 

SUBJECT — A.  C.  Panel  and  A.  C.  Single  Stroke  Fire 
Alarm  Signal  Appliance. 

APPEARANCES—  ' 

For  Petitioner :  C.  D.  Clement 
For  Administration:  Inspector  Mulligan  for  the 
fire  department. 

ACTION  OF  BOARD — Petition  disapproved. 

THE  VOTE  TO  APPROVE  REPORT  OF  FIRE  PRE¬ 
VENTION  BUREAU— 

Affirmative  . . . ’ .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boqlton,  Holland,  Kearney,  Kerby,  Fire 

Chief  Kenlon  .  7.. 

Not  Voting:  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott .  5 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
•Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  . .  12 

Negative  .  0 


Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  VOTE  TO  APPROVE  REPORT  OF  CHIEF 
KENLON— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and  Mc¬ 
Dermott  .  jo 

Negative  .  0 

Not  Voting:  Fire  Chief  Kenlon  and  Superin¬ 
tendent  Moore  .  2 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  VOTE  TO  APPROVE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  12 

Absent:  Deputy  Fire  Commissioner  Hannon..  1 

THE  RESOLUTION: 

(112-22-S) 

Whereas,  W.  R.  Ostrander  Company,  filed,  January  9, 
1922,  a  petition  with  the  board  of  standards  and  appeals, 
for  approval  of  their  device  known  as  Ostrander  A.  C. 
Fire  Alarm  Control  Panel;  approval  of  A.  C.  Single  Stroke 
Ostrander  Gong;  approval  of  A.  C.  Ostrander  Trouble 
Bell ;  and 

Whereas,  this  petition  was  dismissed  for  lack  of  prose¬ 
cution  by  the  board  at  its  meeting  on  April  8,  1922,  and 
petitioner  requested  the  reopening  of  the  case,  which  re¬ 
quest  was  granted  by  the  board;  and 

Whereas,  this  matter  was  referred  to  the  chief  of  the 
fire  department  for  test  and  report  and  the  chief  of  the 
fire  department  has  reported  unfavorably. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 
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1230-22-S. 

PETITIONER — Samson  Electric  Co. 

SUBJECT — Thermostats  for  automatic  fire  alarm  systems. 
APPEARANCES— 

For  Petitioner :  P.  W.  Mack. 

For  Administration:  Inspector  Mulligan. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  for  submission  by  petitioner  of  report 
of  Chicago  laboratories  or  any  other  recognized 
technical  research  bureau. 


1249-22-S. 

PETITIONER — Coen  Company. 

SUBJECT — Approval  of  Coen  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  Frederick  Hall. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  installation  ‘and  report  of  com¬ 
mittee  of  inspection. 


1274-22-S. 

PETITIONER — Rodriguez  Oil  Burner  Company. 
Rodriguez  Oil  Burner  Company. 

SUBJECT — Approval  of  Rodriguez  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — -Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  installation  and  report  of  com¬ 
mittee  of  inspection. 


357-22 -S 

PETITIONER— J.  IM.  Quinn. 

SUBJECT — Approval  of  Quinn  Fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  demonstration  for  inspection 
and  test  by  a  committee  of  the  board. 


315-22-S. 

PETITIONER — Conran  Stand  Pipe  Company. 

SUBJECT- — Approval  of  Conran  Pressure  Reducer. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


337-22-S 

PETITIONIER- - Elkhart  Brass  Mfg.  Co. 

SUBJECT— Approval  of  Elkhart  Brass  Company  Siamese 
Connection. 

A  PPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


13-21-S. 

PETITIONER — Bethlehem  Shipbuilding  Corp.,  Ltd. 
SUBJECT — Approval  of  Dahl  Oil  Burner. 

A  PPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  subject  to  installation  for  inspection. 


341-21-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— Nfone. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  subject  to  installation  for  inspection. 


53-21-S. 

PETITIONER— T.  V.  Foster. 

SUBTECT— Approval  of  angle  hose  valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


392-22-S. 

PETITIONER — The  Surface  Combustion  Company. 
SUBJECT — Surface  combustion  low  pressure  type  com¬ 
bination  gas  and  oil  burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  subject  to  installation  for  inspection. 

8 3 0-22- S. 

PETITIONER — Northern  Fire  Apparatus  Co. 

SUBJECT — Approval  of  Northern  Rotary  Pump. 

A  PPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  report  from  Engineer  of  the 

board. 


840-22-S. 

PETITIONER — Dean  Brothers. 

SUBJECT — Approval  of  Dean  Brothers  Duplex  Steam 
Pump. 

A  PPEA  RANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  report  from  engineer  of  the 
board. 


447-22-S. 

PETITIONER — The  H.  J.  M.  Howard  Mfg.  Co. 
SUBJECT  Approval  of  water  pressure  reducing  valves 
A  PPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


610-22-S. 

PETITIONER — C.  D.  Crocker  Specialty  Co. 

SUBJECT— Approval  of  Crocker  Automatic  and  Hand 
Release  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  subject  to  installation  for  inspection. 


799-22-S. 

PETITIONER— M.  E,  Reibum. 

SUBJECT — -Gas  Cut  Off  Valve. 

APPEARANCES— Nfone. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  subject  to  installation  for  demonstra¬ 
tion  and  inspection. 


1026-22-S. 

PETITIONER — -The  Anthony  Company. 

SUBJECT — Approval  of  Anthony  Nebulyte  Oil  Burner 
APPEARANCES— None. 

ACTION '  OF  BOARD — Uaid  over  to  December  12,  1922, 
at  2  p.  m.,  subject  to  installation  for  inspection. 


938-22-S. 

PETITIONER — The  Fuel  Oil  Burner  Corporation. 
SUBJECT— Approval  of  Johnson  Improved  Rotary  Fuel 
Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  subject  to  installation  for  inspection. 


1 1 04-22- S. 

PETITIONER — Dean  Brothers. 

SUBJECT — Approval  of  Dean.  Fuel  Oil  Pump 
APPEARANCES— Nbne. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  subject  to  report  of  the  engineer ’of  the 
board. 


1 20&-22-S. 

PETITIONER — Simplex  Oil  Heating  Corporation. 
SUBJECT — Installation  of  fuel  oil  appliance. 
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SUMMARY. 

Cases  pending  December  '31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  November  23,  1922  ....1422 

Restored  to  calendar  .  104 

Miscellaneous  Actions. 

Requests  to  reopen  .  155 


Requests  to  amend  .  23 
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Rules  proposed  .  4 
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Cases  pending  November  23,  1922  .  493 
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Granted  . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  disapproved  . 
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Requests  to  reopen  granted  . 

Requests  to  reopen  denied . 
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Requests  for  extension  of  time  granted 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . . . 

Requests  withdrawn  . 


136 
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99 

787 

24 

11 


142 

12 


14 

2 

0 

0 


3 

1 

6 

0 

1 

0 

6 

1 


Total 


1672 


APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


957-22-S. 

PETITIONER — -Briggs  Engineering,  Inc. 

SUBJECT — Approval  of  Burnwell  Mechanical  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  pending  demonstration  for  inspection 
and  test  -by  committee  of  the  board. 


1372-21-S. 

PETITIONER — -Ford  Regulator  Corporation. 
SUBJECT— Approval  of  Ford  Fire  Line  Reducing  Valve. 
APPEARANCES — None. 

ACTION  OF  BOARD — -Laid*' over  to  December  12,  1922, 
at  2  p.  m.,  pending  test  and  report  of  fire  depart¬ 
ment. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  on  Tuesday  afternoon,  Sept.  8,  1920,  as 
they  appeared  in  Bulletin  No.  37,  Vol.  V,  are  hereby 
corrected  as  follows: 

(365-22-BZ) 

WIhereas,  Benjamin  Dreisler,  architect,  for  Vlack  Bros., 
owner,  filed,  June  1,  1920,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  of  a  garage  and  service  station  for  more  than 
five  motor  vehicles ;  premises  209-227  Empire  boulevard, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  20, 
1920,  and  September  8,  1920,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin  of  the  board  of  standards  and  appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  boulevard  is  a 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  26,  1920,  in  acting  on  N.  B.  4758-20, 
reads : 


* Correction — Nos.  215-2*33  changed  to  209-227  to  agree 
with  amended  location. 


“1.  Proposition  contrary  to  art  II,  No.  4,  business 
zone.  Recom.  denial.  Denied.” ; 

and 

Whereas,  the  proposed  building  is-  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage  of 
160  ft.  and  a  depth  of  100  ft.;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  frontage 
deemed  by  the  board  to  be  affected ;  and 

Whereas,  the  applicant  has  filed  an  amendment  to  the 
plans  to  permit  the  proposed  garage  to  be  moved  westerly 
40  feet  from  the  site  where  originally  to  be  located,  the 
frontage  of  160  feet  to  be  unchanged. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  rear  and 
side  walls  shall  be  unpierced  throughout  their  entire  length 
and  height,  that  any  skylights  in  the  roof  shall  be  glazed 
with  plain  glass  and  screened  above  and  below. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  one  year  of  the  date  of  this 
action. 
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Minutes  of  Special  Meeting,  Board  of  Appeals,  No¬ 
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peals,  November  28,  1922. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  -the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  December  5, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  12,  1-922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion^  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shah  forward  a  signed  notice  of  appeal  addressed 
to  th,e  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli- 
cTe  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Anneals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  November  30,  1922. 


Cal.  No. 

Department 

Order  No. 

1442-22  A . 

. F.D.  ... 

.  LC-14014 

1441-22-S . 

. F.D.  ... 

. LD-39660 

1440-22-A . 

. F.D.  ... 

. C-14568 

1439-22-BZ. .  .  . 

. B.B.B.  . 

. N.  B.  19122-1922 

1438-22-S . 

. B.B.M.  . 

. Alt.  2620-1922 

1437-22  A . 

. F.D.  ... 

. LC-14878 

1436-22-S . 

. F.D.  ... 

. LD-39758 

1435-22-A . 

. F.D.  ... 

. C-14340 

1434-22-BZ. .  .  . 

. B.B.M.  . 

. N.  B.  507-1922 

1433-22-BZ _ 

. B.B.Q.  . 

. Alt.  2312-1921 

1432-22-BZ . 

. F.D.  ... 

. C-14345 

1431-22-BZ . 

. B.B.B.  . 

. N.  B.  17617-1922 

1430-22-S . 

. H.D.  ... 

1429-22-BZ . 

. B.B.M.  . 

. N.  B.  614-192& 

1428 -22- A . 

. F.D . 

. N.  B.  1079-1922 

1427 -22- A . 

. F.D.  ... 

. LC-75362 

1426-22-A . 

. F.D.  ... 

. LC-14595 

1425-22-A . 

. F.D.  ... 

.  F-15872 

1424-22- A . 

. F.D.  ... 

. LD-40437 

1423-22- A . 

. F.D.  ... 

. LC-12769 

Restored  to 

Calendar. 

691-22-BZ . 

. B.B.M.  . 

. N.  B.  238-1922 

CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . (Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  5,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1212-22-BZ. 

APPLICANT — James  P.  Whiskeman,  for  Willi*  F.  Hard¬ 
ing,  owner. 

PREMISES — Southeast  corner  of  Webster  avenue  and 
Depot  square,  So.,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

1268-22-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  the  Estate  of  John 
Cullen,  owner. 

PREMISES— 331-335  East  107th  street,  324-348  East  108th 
street,  2099-2103  1st  avenue,  Manhattan.  1 

TO  PERMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  more  than  5  motor  vehicles. 

1218-22-BZ. 

APPLICANT — Sol  Levi,  for  Anna  Ludowieg,  owner. 

PREMISES — 36-40  Stone  avenue,  Brooklyn. 

TO  PERMIT  in  a  busines  sdistrict  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

1175-22-BZ. 

APPLICANT — Magnuson  &  Kleinert,  for  Samuel  Green- 
vald  &  Sons,  owners. 

PREMISES — 1365-1375  IBushwick  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erect'on  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  5,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1157- 22- A — '627-629  West  50th  street,  Manhattan. 

1158- 22-A — 601-607  West  50th  street,  Manhattan. 

11 65- 22- A — 8806  102nd  street,  Richmond  Hill,  Queens. 

11 66- 22-A — 461-469  5th  avenue,  1  East  40th  street,  Manhat¬ 

tan. 

962-22-A — Foot  of  51st  street.  Bush  Terminal  Building, 
No.  58.  Brooklyn. 

1197-22-A — South  side  Nelson  avenue,  Mount  street,  School 
street  and  north  side  of  Anable  avenue,  L. 
I.  City,  Queens.  , 

1199-22- A — 407-411  Greenwich  street,  Manhattan. 

1204-22-A — Southwest  corner  of  Van  Dam  street  and  Nelson 
avenue,  L.  I.  City,  Queens. 

1035-22-A — 46  West  98th  street,  Manhattan. 

420-22-A— West  side  First  avenue,  between  54th  and  55th 
,  streets,  Brooklyn. 

242- 22- A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

244- 22- A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22- A— Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342-22-A — 556  Kent  avenue,  Brooklyn. 
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343 -22- A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22-A — ‘Block  bounded  by  Kent  avenue,  North  11th, 
North  12th  streets  and  East  River,  Brook¬ 
lyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  5,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  1172-21-BZ — Application,  April  18,  1922,  under  the 
building  zone  resolution,  of  Monte 
London,  attorney,  on  behalf  of  Patrick 
C.  Meyers,  owner,  for  a  rehearing  of 
an  application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  one 
story  public  garage ;  premises  4342 
Broadway,  northeast  corner  185th 
street,  Manhattan. 

cal.  972-22-BZ — Application,  July.  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

cal.  1062-22-BZ — Application,  August  19,  1922,  under  the 
building  zone  resolution,  of  A.  C.  Mac- 
Nulty,  applicant,  on  behalf  of  Guiseppe 
DeMari,  owner,  to  permit  in  a  residence 
district  the  change  of  occupancy  of  2nd 
story  from  residence  to  business  pur¬ 
poses  ;  premises  41  West  52nd  street, 
Manhattan. 

cal.  no.  1240-22-BZ — Application,  October  20,  1922,  under 
the  building  zone  resolution,  of  Paul 
Revere  Henkel,  architect,  on  behalf  of 
Niewenhous  Company,  Inc.,  owner,  to 
permit  in  an  unrestricted  district  and 
extending  into  a  business  district,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  5  motor 
vehicles ;  premises  313-319  East  160th 
street,  The  Bronx. 

cal.  no.  393-22-BZ — Application,  March  16,  1922,  under  the 
building  zone  resolution,  of  Lee  Broth¬ 
ers,  Inc.,  applicants,  on  behalf  of  John 
Nimpheus,  owner,  and  North  Side 
Storage  Warehouse,  lessee,  to  permit 
partly  in  an  unrestricted  district  and 
partly  in  a  business  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  5  motor  vehicles ;  premises 
525  Bergen  avenue,  The  Bronx. 
cal.  no.  967-22-BZ — Application,  July  20,  1922,  under  the 
building  zone  resolution,  of  Edward 
C.  Johnson,  applicant  and  lessee,  and 
Abram  E.  Johnson,  owner,  to  permit 
in  a  business  district  the  maintenance 
of  a  garage  for  more  than  5  motor  ve¬ 
hicles  ;  premises  7090  Amboy  road, 
Tottenville,  Richmond. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  5,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1174-22-A — 47  Fulton  street,  Manhattan. 

1214-22-A — 43-49  Exchange  place,  Manhattan. 

1223 -22- A — 60-68  Tillary  street,  284-300  Pearl  street,  Brook¬ 
lyn. 

1232-22-A — 250  West  14th  street,  Manhattan. 

1342-22-A — 61  West  55th  street,  Manhattan. 

1140- 22-A— Corner  Dinsmore  street  and  Roanoke  street, 

Far  Rockaway,  Queens. 

1141- 22- A — North  side  Wilbur  avenue,  between  Radde  and 

Academy  streets,  Long  Island  City,  Queens. 

1142- 22-A — South  side  Hillside  avenue,  between  Union  and 

Hardenbrook  avenues,  Jamaica,  Queens. 

1143- 22- A — West  side  114th  street  and  91st  avenue,  Rich¬ 

mond  Hill,  Queens. 

1150-22-A — 1600  Broadway,  Afanhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon ,  December  5,  1922,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1086-22-BZ — Application,  August  31.  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  A.  West,  applicant  and  owner,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
15  motor  vehicles ;  premises  121  West 
54th  street,  Manhattan. 

cal.  no.  1095-22-BZ— Application,  September  5,  1922,  under 
the  building  zone  resolution,  of  Alfred 
G.  Kraft,  applicant,  on  behalf  of  Uni¬ 
ted  States  Trust  Company  of  New 
York,  owner,  and  Henry  G.  Avidan, 
lessee,  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more 
than  5  motor  vehicles,  also  to  permit 
such  garage  to  be  located  in  a  portion 
of  a  street,  in  which  portion  there  ex¬ 
ists  a  school ;  premises  145  West  54th 
street,  Manhattan. 

cal.  no.  987-224BZ— Anplication,  July  26,  1922,  under  the 
building  zone  resolution,  of  George 
Starin  Cowles,  applicant,  on  behalf  of 
Edward  S.  Cowles,  owner,  to  permit  in 
a  residence  district  the  conversion  of 
occupancy  of  the  basement  of  a  sani¬ 
tarium  to  business  purposes ;  premises 
591  Park  avenue.  Manhattan. 

Wtlt.tam  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday.  December  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

691-22-BZ. 

APPLICANT — George  A.  Dugan,  for  Weber  Bunke-Lange 
Coal  Company,  owner. 

PREAfISES — 270  West  96th  street,  Afanhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  of  a  two-story  busi¬ 
ness  building. 
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744-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Tremont -Webster 
Building  Company,  owner. 

PREMISSES — 2426-2430  Grand  Concourse,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  conversion  of  oc¬ 
cupancy  of  a  business  building  to  a  garage  for  the 
storage  of  more  than  5  motor  vehicles. 

1014-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Sadie  Corn,  owner. 

PREMISES — 2451-2457  University  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

1132-22-BZ. 

APPLICANT — Parker  A.  Collins,  owner. 

PREMISES — 1902-1910  Avenue  M,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  5  motor  vehicles. 

1169- 22-BZ. 

APPLICANT — Albert  E.  Parfitt,  for  The  Union  Church 
of  Bay  Ridge,  owner. 

PREMISES — 7917-7925  Ridge  boulevard,  Brooklyn. 

TO  PERMIT  in  an  E  area  district  within  a  residence  dis¬ 
trict.  the  extension  in  area  to  an  existing  church 
building,  exceeding  the  limiting  percentage  of  lot 
occupied,  as  set  by  the  Budding  Zone  Resolution. 

1221-22-BZ. 

APPLICANT — John  Brandt,  for  Estate  of  Amalie  Meyer 
and  George  J.  Naegle,  owners. 

PREMISES — 2495-2497  Amsterdam  avenue,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  extension  and  conversion  of 
a  stable  to  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

1235-22-BZ. 

APPLICANT — A.  Edward  Richardson,  for  William  Stei- 
gert,  owner. 

PREMISES — 156  Washington  street,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

v 

1254-22-ffi'Z. 

APPLICANT — Henry  C.  Pelton,  for  John  D.  Rockefeller, 
Sr.,  owner. 

PREMISES — 127-129  West  55th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  5  motor  vehicles. 

1170- 22-BZ. 

APPLICANT — William  F.  Doyle,  for  Simeon  &  Samuel 
Shapiro,  owners. 

PREMISES — 259-265  Pacific  street,  Brooklyn 

TO  PERMIT  in  a  business  district,  a  structural  altera¬ 
tion  of  an  existing  garage  for  the  storage  of  more 
than  5  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1213-22-A — 117  Van  Doren  street,  Corona,  Queens. 

491-22-A — 429-135  12th  avenue,  Brooklyn. 

408-22-A— 514  or  516  78th  street,  Brooklyn. 

446-22-A — 149-151  East  119th  street,  Manhattan. 
1253-22-A — 141-145  West  36th  street,  Manhattan. 

1270-12 2- A — W.  S.  Bailey  avenue,  101.59  ft.  north  of  West 
192nd  street,  The  Bronx. 

1 301-22-A — 47-53  West  13th  street,  Manhattan. 

1305-22-A — N.  S.  of  West  Tremont  avenue,  500  ft.  west  of 
University  avenue,  The  Bronx. 

1329-22- A — 1230-1237  5th  avenue,  Manhattan. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  12,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1116-22-BZ — Application,  September  13;  1922,  under 
the  building  zone  resolution,  of  Mur¬ 
ray  Klein,  architect,  on  behalf  of  Her¬ 
man  Weinberg,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  an  existing  public  garage  for  storage 
of  more  than  5  motor  vehicles ;  prem¬ 
ises  803  DeKalb  avenue,  Brooklyn. 

cal.  no.  1 148-22-BZ — Application,  September  26,  1922,  under 
the  building  zone  resolution  of  Lewis 
Spencer  Morris,  applicant  and  owner, 
to  permit  in  an  unrestricted  district 
and  extending  into  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
5  motor  vehicles ;  premises  west  side 
Walton  avenue,  east  side  Gerard  ave¬ 
nue,  80  ft.  south  of  East  149th  street, 
The  Bronx. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone,  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  929-22-BZ — Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  May 
P.  Korn,  owner,  to  pernr't  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  from  residence  to  business  pur¬ 
poses  ;  premises  223  West  79th  street, 
Manhattan. 

cal.  no.  1192-22-BZ — Application,  October  6,  1922,  under 
the  budding  zone  resolution,  of  Claudo 
H.  Valentine,  architect,  on  behalf  of 
Joseph  Pitman,  owner,  to  permit  in  an 
unrestricted  district  and  within  200  ft. 
of  a  hospital  the  conversion  of  occu¬ 
pancy  from  a  warehouse  to  a  garage 
for  the  storage  of  more  than  5  motor 
vehicles;  premises  13-17  Front  street, 
Manhattan. 

cal.  no.  1259-22-BZ — Application,  October  25,  1922,  under 
the  building  zone  resolution,  of  John 
Stahl,  applicant  and  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection  of 
a  four-story  and  basement  warehouse ; 
premises  4762  Richardson  avenue,  4761 
White  Plains  road,  The  Bronx. 
cal.  no.  1165-21-IBZ — Application,  November  14,  1922,  under 
the  building  zone  resolution,  of  M.  B. 
Smith,  applicant,  on  behalf  of  August 
Krapf,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  extension  in  area 
to  a  public  garage ;  premises  659-665 
5th  avenue,  College  Point,  Queens. 
cal.  no.  1432-21-BZ — Application,  November  14,  1922,  under 
the  building  zone  resolution,  of  Peter 
Molder,  applicant,  on  behalf  of  Ina 
Molder,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  res- 
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idence  district  the  maintenance  of  a 
garage  for  storage  of  two  motor  vehi¬ 
cles;  premises  2521  Maclay  avenue, 
northwest  corner  of  Montgomery 
place,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  12,  1922,  at  2  p.'m. 

Petitions  for  Variations. 

11S0-22-S — 581  Broadway,  152  Mercer  street,  Manhattan. 
1189-22- S — 124-126  West  29th  street,  Manhattan. 
1215-22-S — 21  West  20th  street,  Manhattan. 

1219-22-S — 348  6th  avenue,  Manhattan. 

1233 -22- S — 9-11  Baxter  street,  Manhattan. 

1266-22-S — 338J4  West  21st  street,  Manhattan. 

1153-22-S — 30  West  37th  street,  Manhattan. 

1201-22-S — 61  Washington  street,  Manhattan. 

833-22-S — 141-143  Atlantic  avenue,  Brooklyn. 

1164-22-S — 333  Crescent  street,  Brooklyn. 

1352- 22-S — 769  East  158th  street,  The  Bronx. 

1353- 21-S — 138-142  Prince  street,  Manhattan. 

217-21-S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

546- 22-S-— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

1230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of — 

1249-22-S— Coen  Oil  Burner,  approval  of — 

1274-22-S — Rodriguez  Oil  iBurner,  approval  of — 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S — Simplex  Fuel  Oil  Burner,  approval  of — 

1390- 22- S — Oliver  Burner,  approval  of. 

139 1- 22- S — Dempsey  High  &  Low  Pressure  Fuel  Oil 

Burner,  approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

BOARD  OF  APPEALS. 

Tuesday,  December  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

752-22- A — 2162  Harlem  River  Terrace,  The  Bronx. 


1262- 22-A — 2042  1st  avenue,  Manhattan. 

1263- 22-A — 112-118  Empire  boulevard,  Brooklyn. 
1280-22-A — 318-324  Scholes  street,  Brooklyn. 
1304-22- A — 237  Mercer  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  December  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
622-22-A — 53  Rose  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1239-22-S — 138-146  West  14th  street,  Manhattan. 

1255-22-S — 88  East  10th  street,  Manhattan. 

1264-22-S — 198  Greenwich  street,  Manhattan. 

1269-22-S — 108  West  18th  street,  Manhattan. 

1277-22-S — S.  S.  Nelson  avenue  and  School  street,  N.  S. 

Mount  street  and  Anable  avenue,  Queens. 

1299- 22-S — 10  West  18th  street,  Manhattan. 

1300- 22-S — 47-53  West  13th  street,  Manhattan. 

1315-22- S — 281  Bowery,  Manhattan. 

Appliances  Submitted  for  Approval. 

1064-22-S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
H73-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S' — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — iBaker  Automatic  House  .Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of — 

1414- 22-S — Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of — 

BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  West  24th  street,  Manhattan. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22- A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22- A — 329-337  Broadway,  Brooklyn. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appei.ls  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 1 9- A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan. 

884- 19- A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28, ‘North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 


268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20- A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallahout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383 -20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  £*h  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

/ 907-21- A— East  side  South  street,  .foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21- A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1 544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21 -A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  cojw  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
Tune  27  1922,  governing  fire  extinguishing  appliances :  Standpipe  Fire  Line,  the  publishing 

of  the  Rules  in  pamphlet  form  will  be  deferred  until  further  notice. 

WILLIAM  J.  O’GORMAN,  Secretary. 
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BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  NOVEMBER  24,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1000-22-A. 

APPELLANT — Gallagher-Shand  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED- — 420-12(1  East  105th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant :  George  J .  Shand. 

For  Administration:  inspector  Ort  of  fire  depart¬ 


ment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby....  (3 
Absent:  Fire  Chief  Kenlon  . _. . .  1 


THE  RESOLUTION: 

(1000-22-A) 

Whereas,  Gallagher-Shand,  Inc.,  owner,  filed,  July  29, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  420-426  East 
105th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“4.  Install  a  2)4  in.  standpipe  as  shown  on  approved 
plan  No.  1298-20.”; 
and 

Whereas,  the  building  is  non-fireproof,  1  story  in  height, 
100  ft.  by  100  ft.  11  in.  in  area,  occupied  as  a  public 
garage  located  in  an  unrestricted  district  inside  the  fire 

limits;  and 

Whereas,  appellant  contends  that  the  actual  floor  space 
is  only  9,500  sq.  ft.  in  area. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 

denied. 


1063-22-A. 

APPELLANT — Schwartz  &  Gross,  for  Broadway-John 
Street,  Corp.,  owner. 

SUBJECT— Appeal  from  order  of  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 305  Broadway,  Manhattan. 

A  P  P  E  A  RAN  C  E  S — N  one. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby  ....  6 

N egative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


49 1-22- A 

APPELLANT — Wendell  &  Evans  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 129-135  12th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF* BOARD — Appeal  laid  over  to*  December  12, 

1922,  at  10  a.  m. 


914-22-A 

APPELLANT — D.  Everett  Waid  for  the  Metropolitan 
Life  Insurance  Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 


PREMISES  AFFECTED — Plot  bounded  by  Thompson 
avenue,  Court  street  and  the  Long  Island  Railroad, 
Borough  of  yueens. 

APPEARANCES— 

For  Appellant:  D.  Everett  Waid. 
iHor  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  January  23, 
1923,  at  10  a.  m.,  on  request  of  appellant. 


943-22-A. 

APPELLANT — Morris  Browdy,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 605  Oak  terrace,  The  Bronx. 
APPEARANCES— 

For  Appellant:  James  Shea. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

.  ACTION  OF  BOARD — Appeal  withdrawn  on  statement 
of  appellant’s  attorney  that  prohib.ted  use  has  been 
discontinued. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  j .  0 


197-22-A. 

APPELLANT — Unionport  Brass  Foundry  Co.,  Inc.,  les¬ 
see. 

SUBJECT— Application  for  reopening  ifor  purpose  of 
modifying  resolution  (appeal  from  decision  of 
fire  commissioner). 

PREMISES  AFFECTED1— 2534  East  177th  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Benj.  F.  Vineburg. 

For  Administration :  Inspector  Ort,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  previous  res¬ 
olution  modified. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  _  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(197-22-A) 


Whereas,  the  Unionport  Brass  Foundry  Co.,  Inc.,  filed 
February  10,  1922,  an  appeal  with  the  board  of  appeals 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  2534  East  177th  street,  The  Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  in  acting  oh  Alt.  App.  No.  63-22,  reads: 

“1.  All  provisions  of  Rule  16  must  be  complied  with. 
Burners  must  be  of  a  type  approved  by  the  board  of 
standards  and  appeals. 

“2.  All  provisions  of  Rule  13  must  be  complied  with. 
Pumps  must  be  of  a  type  approved  by  the  Board  of 
Standards  and  Appeals. 

“3.  Tank  is  not  properly  designed  to  withstand  all 
stresses  due  to  transportation  and  use.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upon 
which  there  is  located  the  plant  of  the  Maco  Products  Cor¬ 
poration,  the  fuel  oil  installation  consisting  of  a  belt  driven 
rotary  pump  and  a  belt  driven  blower  operating  by  electric 
motor,  this  installation  is  used  for  heating  smelting  furnaces 
and  apparatus,  there  being  a  550  gal.  tank  buried  in  a  con¬ 
crete  pit;  and 

Whereas,  the  appellant  contends  that  the  tank  is  manu¬ 
factured  by  Maxwell,  who  holds  certificate  of  approval  No. 
272  for  gasoline  storage  tanks ;  and 


1255 


MINUTES 


Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  March  14,  1922,  and  appellant  requested  a  modi¬ 
fication  of  the  conditions  imposed  to  permit  the  storage  of 
a  larger  quantity  of  oil. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  and  limited  to  the  operation  and  use  of  the  above 
metal  smelting  furnaces,  on  condition  that  the  oil  storage 
shall  not  exceed  1750  gallons  and  that  any  oil  used  and 
stored  on  the  premises  shall  be  of  a  flashpoint  not  lower 
than  175  deg.  Fahrenheit. 


384-22-A. 

APPELLANT — Corona  Chemical  Co.,  Inc.,  for  St.  Peters 
Church,  owner. 

SUBJECT — Application  for  reopening  for  purpose  of  mod¬ 
ifying  resolution — appeal  from  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 17  Warren  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Philip  J.  Sinnott. 

For  Administration:  Inspector  Liebermann  of  fire 
department. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
modified. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby _  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(384-22-A) 


Whereas,  Corona  Chemical  Co.,  Inc.,  for  St.  Peters 
Church,  owner,  filed,  March  15,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  17  Warren  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“Referring  to  your  application  dated  December  23, 
1921,  for  a  permit  to  store  acids,  ethers,  alcohols, 
etc.,  to  be  used  in  the  manufacture  of  pharmaceutical 
preparations,  I  regret  to  inform  you  that  your  applica¬ 
tion  for  such  permit  is  denied  for  the  reason,  a  factory 
or  workshop  is  located  in  another  portion  of  the  build¬ 
ing. 

“Section  272-C  of  article  24  of  Chapter  10,  Code  of 
Ordinances  reads :  ‘No  permit  shall  be  issued  for  a 
wholesale  drug  store  or  drug  and  chemical  supply 
house  in  any  building  which  is  occupied  as  a  workshop 
or  factory,  except  such  workshop  or  factory  is  incident 
to  the  business  of  the  applicant;  or  except  in  buildings 
'  constructed  of  fire  resisting  materials  throughout,  and 
when  the  portion  of  such  building  occupied  by  the 
applicant  is  separated  from  the  rest  of  the  building 
by  fireproof  walls  and  floors.’ 

“You  are  therefore  hereby  ordered  to: 

“1.  Discontinue  the  maintenance  of  a  wholesale 
drug  or  drug  and  chemical  house  on  these  premises.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
5  stories  in  height,  25  ft.  by  75  ft.,  6  ins.,  in  area  in  the  1st 
story  and  25  ft.  by  69  ft.  in  area  above;  occupied,  base¬ 
ment,  1st,  2nd  and  3rd  stories  used  only  for  repairing 
safes  and  vaults,  two  work  benches,  three  vises,  a  foot 
power  lath  and  a  hand  drill,  the  two  upper  stories  being 
occupied  by  the  chemical  company ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  May  31,  1922,  and  appellant  requested  a  modifica¬ 
tion  of  the  conditions  imposed. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  hereby  is 
granted  on  condition  that  any  alcohol  or  inflammable  chem¬ 
ical  compounds  stored  or  used  be  maintained  on  the  top 
floor  and  that  no  open  flame  or  heating  appliance  be  per¬ 
mitted  on  that  floor ;  that  the  quantity  of  alcohol  be  limited 
to  not  more  than  five  barrels  at  any  one  time,  that  sulphur 
be  limited  to  one  barrel,  and  ether  to  five  pounds ;  and 


that  an  exterior  60  deg.  fire  escape  be  installed  on  the  build¬ 
ing  with  counterbalanced  drop  ladder  in  guides  from  lowest 
balcony  to  the  street,  and  that  the  appeal  be  granted 
so  long  as  existing  conditions  as  to  use  and  occupancy  re¬ 
main  substantially  unchanged. 


826-21-A. 

APPELLANT — Nicholas  Schellberg. 

SUBJECT — Application  for  reopening — for  a  permanent 
permit  to  maintain  a  garage  on  the  premises  (appeal 
from  order  of  fire  commissioner). 

PREMISES  AFFECTED- — 93  Essex  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Nicholas  Schellberg. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  on 
condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — • 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  . 0 

Absent :  Mr.  Kearney  .  1 

THE  RESOLUTION: 


(826-21-A) 

Whereas,  Nicholas  Schellberg,  owner,  filed,  June  28, 
1921,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  93  Essex 
street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  65483- 
LC,  dated  June  3,  1921,  reads: 

“With  reference  to  your  application,  for  a  permit  to 
maintain  a  garage  at  the  above  location,  I  regret  to  in¬ 
form  you  that  I  am  without  power  to  grant  such  a 
permit. 

"Section  480,  Chapter  5,  Code  of  Ordinances,  pro¬ 
vides  that  no  permit  shall  be  issued  for  garage  pur¬ 
poses  in  a  building  of  frame  construction  within  the  fire 
limits. 

"Your  attention  is  called  to  the  fact  that  resolution 
adopted  by  the  Board  of  Appeals  on  Oct.  28,  1920,  al¬ 
lowed  the  use  of  this  building  as  a  garage  for  a  period 
of  six  months  only,  said  period  expiring  APRIL  28, 
1920.”  ; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground  40  ft. 
X  100  ft.  in  area,  located  in  a  residence  district  inside  the 
fire  limits,  upon  the  front  of  which  there  is  a  two  story 
frame  dwelling,  on  the  rear  a  one  and  one  half  story 
frame  garage,  this  garage  being  25  ft.  by  18  ft.  in  area  at 
the  street  level  and  23  ft.  by  16  ft.  above,  occupied  for  the 
storage  of  two  pleasure  cars  belonging  to  owners  not  re¬ 
siding  on  the  premises;  and 

Whereas,  the  appellant  states  that  the  building  was  orig¬ 
inally  a  private  stable  in  existence  about  twenty  years  ago, 
used  in  1910  for  the  storage  of  pleasure  cars  of  residents 
of  the  premises  and  later  rented  to  non-residents,  and  has 
filed  affidavits  as  to  renting  space  to  persons  not  resid¬ 
ing  on  the  premises  on  July  25,  1916;  and 

Whereas,  under  Cal.  No.  746-19-A,  the  board  of  appeals 
on  October  28,  1919,  granted  a  permit  for  the  use  of  the 
structure  as  a  garage  for  a  period  of  six  months  from  the 
date  of  the  action;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  October  4.  1921,  for  a  temporary  period  of  one 
year  and  appellant  requested  a  modification  of  the  condi¬ 
tions  and  the  granting  of  a  permanent  permit  in  view  of 
affidavits  filed. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  limiting  the  capacity  to  the  storage  and  maintenance 
of  not  more  than  two  automobiles  of  the  pleasure  car  type, 
with  the  privilege  of  renting  space  therefor  to  persons  not 
residing  on  the  premises,  on  condition  that  the  interior  of 
the  building  be  fire-retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals. 
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828-22-A. 

APPELLANT — The  Texas  Company,  owner. 

SUBJECT — Application  for  reopening  for  modification  of 
resolution  (appeal  from  order  of  fire  commis¬ 
sioner)  . 

PREMISES  AFFECTED — South  side  of  Dutch  Kills 
Creek,  203  ft.  west  of  Borden  avenue,  Queens. 
APPEARANCES— 

For  Appellant.  F.  W.  Staley. 

For  Administration:  Inspector  Lenihan  of  fire 
department. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  on 
condition,  including  items  22  and  23  of  the  order. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  'Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kearney  .  1 

THE  RESOLUTION: 


(828-22-A) 

Whereas,  The  Texas  Company,  owner,  filed,  June  15, 
1922,  an  appeal  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  south  side 
Dutch  Kills  Creek,  208  ft.  west  of  Borden  avenue,  Queens ; 
and  I  'j 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Show  that  riveted  joints  of  buried  tank  contain¬ 
ing  fuel  oil  have  an  efficiency  of  60  per  cent  in  ac¬ 
cordance  with  rule  10,  sub.  3. 

“2.  Provide  a  safety  valve  on  outside  storage  tank 
in  accordance  with  rule  10,  sub.  4. 

“3.  Show  that  tanks  have  a  hydrostatic  pressure 
of  at  least  25  in.  per  sq.  inch  in  accordance  with  rule 
10,  subdiv.  8. 

“4.  Show  that  system  is  antisyphon  in  accordance 
with  rule  12,  sub  2. 

“5.  Provide  approved  pumps  and  comply  with  rule 
13,  sub.  1. 

“6.  Provide  a  separate  hand  pump  for  starting  in 
accordance  with  rule  13,  sub.  1. 

“7.  Provide  a  trench  of  fireproof  material  or  non¬ 
conducting  material  for  all  oil  conveying  pipes  under 
ground  in  accordance  with  rule  13,  sub.  2. 

“8.  Show  that  pipe  lines  conveying  oil  are  of  extra 
heavy  standard  wrought  iron,  steel  or  brass  with  sub- 
stant’al  fittings  in  accordance  with  rule  13,  subdiv.  2. 

“9.  Provide  that  overflow  pipe  is  one  size  larger 
than  supply  pipe  and  to  be  carried  back  directly  to 
receiver  terminal  in  accordance  with  rule  13,  sub.  2. 

“10.  Show  that  pipe  lines  are  below  frost  line  in 
accordance  with  rule  13,  sub.  14. 

“11.  Show  that  pipes  under  pressure  have  a  factor 
safety  of  6  in  accordance  with  rule  13,  sub  7. 

“15.  Burners  which  allow  accumulat:on  of  gases, 
or  containing  oil  conveying  pipes  or  Darts  subject  to 
intense  heat  on  stoppage  from  carbonization  are  pro¬ 
hibited.  Rule  16. 

“16.  Provide  an  approved  check  valve  in  the  steam 
and  oil  and  air  lines  in  accordance  with  rule  16,  sub. 

4. 

“17.  Provide  smoke  pipe,  shall  be  'nstalled  between 
burner  and  chimnev  and  anv  dampers  in  smoke  pines 
shall  not  exceed  80  per  cent,  etc.,  in  accordance  with 
rule  16,  subdiv.  5. 

“18.  Provide  overflow  attachments  on  burners  so 
arranged  that  anv  surplus  oil  will  drain  by  gravity 
from  the  burner  into  a  substantially  constructed  reser¬ 
voir  Such  reservoir  shall  be  constructed  of  hr-nqq 
copner  or  galvanized  iron  plate  not  1e*s  th^n  No.  18 
U  S.  pauge  in  thickness,  and  shall  he  provided  ’»'ith  a 
vent  pipe  with  weatherproof  hood  leading  outside  the 
building  in  burner*  wherem  overflowing  liquid  in  a 
quantity  of  one  quart  or  lers_  is  used  to  automat:callv 


shut  off  the  flow,  a  vent  to  the  outside  need  not  be  pro¬ 
vided.  Rule  16,  6. 

“19.  Provide  an  interlocking  device  on  burners  so 
arranged  that  when  steam  or  air  shall  fail  the  oil  will 
be  automatically  shut  off  in  accordance  with  rule  16, 
sub.  7. 

“22.  Provide  a  gate  valve  in  the  suction  and  dis¬ 
charge  line  and  provision  shall  be  made  to  insure  the 
cessation  of  o'l  supply  from  tank  to  the  burner  \yhen 
pump  is  not  in  work  in  accordance  with  rule  14. 

“23.  Show  that  all  connections  shall  be  tight  with 
well  fitted  joints.  Unions  shall  have  at  least  one  face 
made  of  brass  with  conically  faced  seats.” ; 

and 

Whereas,  the  building  is  non-fireproof,  1  story  in  height, 
24  ft.  6  in.  by  40  ft.  in  area,  there  is  installed  in  the  build¬ 
ing  a  fuel  oil  burning  plant  consisting  of  2,000-gallon  fuel 
oil  tank,  pipes  and  burners,  etc  ;  and 

Whereas,  appellant  contends  that  the  installation  was 
made  in  1915  and  4hat  permits  have  been  issued  regularly 
since  that  date ;  and 

Whereas,  in  view  of  a  favorable  report  and  recom¬ 
mendations  of  the  representative  of  the  bureau  of  fire  pre¬ 
vention,  the  board  deemed  that  the  appeal  should  be 
granted ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  October  6,  1922,  and  appellant  requested  a  modi¬ 
fication  of  the  action  of  the  board  to  include  items  22  and 
23  of  the  order  which  request  was  granted  by  the  vote 
of  the  board. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Items  1,  2.  3,  4,  5,  6,  7,’  8,  9,  10,  11,  15,  16, 
17,  18  and  19  ;  and  that  the  order  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Item  22,  on  condition  that  a  recognized 
standard  globe  valve  be  maintained  in  the  suction  and  dis¬ 
charge  lines  and,  as  to  Item  23,  on  condition  that  standard 
union  joints  are  provided  and  maintamed  on  these  lines. 


1088-21-A. 

APPELANT — Remsen  and  Parsons. 

SUBJECT— Application  for  reopening — for  extension  of 
permit  (appeal  from  order  of  fire  commissioner). 
PREMISES  AFFECTED — 765  East  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Abraham  Sebring. 

ACTION  OF  BOARD — Appeal  reopened  and  extension  of 
permit  granted  for  one  year. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief  , 


Kenlon  .  6 

Negative  . 0 

Absent :  Mr.  Kearney  .  1 

THE  RESOLUTION: 

(1088-21-A) 


Whereas,  Cosmo  DeAntorno,  owner,  filed,  July  25,  1921, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  765  East  New  York 
avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  64936- 
LC,  dated  May  2,  1921,  reads : 

“Maintenance  of  your  business  of  junk  shop  is  a  vio¬ 
lation  of  section  4  of  article  2  of  the  Building  Zone 
Resolution  of  the  Board  of  Estimate  and  Apportion¬ 
ment  of  the  City  of  New  York  adopted  July  25,  1916, 
inasmuch  as  the  operation  of  a  junk  shop  is  prohibited 
in  a  business  district. 

“In  addition  to  the  above,  the  storage  of  combustible 
fibre  (paper  and  rags)  in  a  building  of  frame  con¬ 
struction  ,-s  a  violation  of  section  24,  sd.  3-c,  ch.  12, 
Code  of  Ordinances. 

“You  are  therefore  ordered  to  remove  all  combustible 
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fibre  from  the  above  premises  and  discontinue  the  use 
of  building  as  a  junk  shop.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  facing 
on  Troy  avenue  an<J  East  New  York  avenue  39  ft.  11  in. 
by  90  ft.  in  area;  upon  which  there  is  a  two-story  brick 
residence  building,  a  two-story  frame  buildmg,  and  an  open 
shed  ;  the  premises  being  occupied  for  the  storage  of  rags, 
and  as  a  junk  shop ;  and 

Whereas,  appellant  states  that  the  premises  has  been 
used  as  a  junk  shop  since  before  July  25,  1916,  and  has 
filed  affidavits  to  that  effect;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  November  1,  1921,  for  a  temporary  period  of  1 
year  and  appellant  requested  an  extension  of  time  which 
request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  order  of  the  fire  comnvssioner  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  to  permit  the  occupancy  of  these  premises  as 
junk  shop  and  for  storage  of  combustible  fibre  for  a  period 
of  one  year  from  the  date  of  this  action. 


1358-22-A. 

APPELLANT — Natan  Salisch,  for  Gibson  Photo  Jewelry 
Co.,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 608  Gravesend  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence 
Appeal  withdrawn,  to  comply  with  municipal  reg¬ 
ulations. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

N egative  .  0 

Absent :  Mr.  Kearney  .  1 


BUILDING  ZONE  CASES. 

1473-21-BZ. 

APPLICANT — Wm.  H.  Mohrmann,  applicant  and  owner. 
SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  five  car  garage. 

PREMISES  AFFECTED— 354  87th  street,  Brooklyn. 

APPEARANCES - - 

For  Applicant:  John  L.  Danzil. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. x 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs  Beatty, 


Boulton.  Holland,  Kearnev  and  Kerby....  6 

Negative:  Fire  Chief  Kenlon  .  1 

Absent  .  0 

THE  RESOLUTION: 

(1473-21-BZ) 


Whereas,  W.  H.  Mohrmann.  owner,  filed,  November  28, 
1921,  an  application  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  maintenance  of  a  garage 
for  the  storage  of  four  motor  vehicles,  soace  for  four  cars 
rented  to  persons  not  residing  on  premises ;  premises  354 
87th  street,  Brooklvn ;  and 

Whereas,  a  public  hear'ng  was  held  on  this  apolicat'on 
by  the  board  of  appeals,  at  its  special  meeting  November 
24.  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals  ;  and 

Whereas,  the  use  district  mans  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  premises  are  located  in 
a  residence  district:  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  68224. 
dated  November  5,  1921,  reads : 

“Maintenance  lof  your  garage  is  a  violation  of  Sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 


of  New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent,  or  for  hire  or 
are  subject  to  charges  for  storage.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  he'ght  with  a  frontage  of  45  ft.  2  in.  and  a  depth 
of  18  ft.,  occupied  as  a  garage  for  the  storage  of  five 
motor  vehicles  of  the  pleasure  car  type,  space  for  four  of 
which  is  rented  to  persons  not  residing  on  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  uce  district  regulations 
of  the  building  zone  resolut'on,  and  that  the  application  be 
and  it  hereby  is  granted  permitting  the  operation  of  a  pri¬ 
vate  garage,  limited  to  five  automobiles  of  the  pleasure  car 
type,  space  for  four  of  which  may  be  rented  to  persons  not 
residing  on  the  premises. 


821-22-BZ. 

APPLICANT — Charles  M.  Spindler,  applicant,  on  behalf 
of  Edward  W.  Pica,  owner 

SUBJECT — Applicat:on  to  permit  in  an  unrestricted  dis¬ 
trict  the  maintenance  of  a  garage  for  more  than 
five  motor  vehicles  on  the  same  street  with  a  public 
school. 

PREMISES  AFFECTED — 190  Varick  street,  57  King 
street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beattv, 

Boulton.  Holland.  Kearney,  Kerby  and  Fire 

Chief  Kenlon  . : .  7 

Absent  .  0 

THE  RESOLUTION: 

(821-22-BZ) 


Whereas,  Chas.  M.  Spindler,  architect..'  for  Edward  W. 
Pica,  owner,  filed,  June  13,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  an  unrestricted  dis¬ 
trict  on  the  same  street  between  intersecting  streets  in 
which  street  there  exists  an  exit  and  entrance  to  a  public 
school,  the  maintenance  of  a  garage  for  more  than  five 
motor  vehicles;  premises  57  King  street  and  190  Varick 
street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  annlication 
by  the  board  of  appeals,  at  its  special  meeting  November 
24,  1922,  after  due  notice  bv  nuhFcation  in  the  Bulletin  of 
the  (Board  of  Standards  and  Appeals :  and 

Whereas,  the  use  district  maos  accomoanving  the  build¬ 
ing  zone  resolution  show  that  the  premises  are  located  in 
an  unrestricted  district  and  it  appears  that  there  is  a  public 
school  on  the  street :  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  12397- 
C.  dated  Mav  24,  1922,  reads: 

“1  Discontinue  the  maintenance  of  a  garage  for 
more  than  5  motor  veh:cles,  the  fuel  tanks  of  which 
are  not  empty,  as  premises  are  located  on  a  portion  of 
the  street  between  two  intersecting  streets  in  which 
portion  there  exists  an  etitr-”irp  to  and  exit  from  a 
public  school  in  violation  of  Section  20.  Building  Zone 
Resolution  adopted  Tune  6.  1919.  and  amended  Tune 
20.  1919  by  the  Board  of  Ectimate  and  Apportionment 
of  the  City  of  New  York.”  ;  > 

and 

Whereas,  the  budding  is  of  non-fireproof  construction  1. 
ctorv  in  height  with  a  frontage  of  14  ft.  11  In.  and  a  depth 
of  153  ft.,  occupied  as  a  garage  for  more  than  five  motor 
vehicles ;  and 

Whereas,  the  board  deemed  that  this  occupancy  should 
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not  be  permitted  on  this  street  owing  to  location  of  the 
public  school.  • 

Resolved,  that  the  brder  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  application  be  and  it  hereby  is 
denied. 


563-22-BZ. 

APPLICANT — John  J.  Dunnigan,  architect,  on  behalf  of 
Isaac  Kersten,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  five  cars. 
PREMISES  AFFECTED— 2?  10-2730  Jerome  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  William  F.  Kennedy,  on  behalf 
of  the  corporation  counsel. 

ACTION  OF  BOARD— Adjournment  to  December  12, 
1922,  at  10  a.  m.  at  request  of  corporation  counsel. 
THE  VOTE  TO  LAY  OVER— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 

Chief  Kenlon  .  b 

Negative:  Mr.  Holland  .  1 

Absent  .  0 


1005-22-BZ. 

APPLICANT— James  P.  Whiskeman,  architect,  on  be¬ 
half  of  Sylvia  R.  Fromm,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  extension  in  area  to  an  existing  garage. 
PREMISES  AFFECTED— 1003-1005  Morris  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  P.  Whiskeman,  Nathan 
Fromm,  Harry  Balter. 

For  Opposition:  Benj.  Bank,  Carmine  Tartaglia, 
Meyer  Rubin,  Edward  Buechner. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Negative:  Fire  Chief  Kenlon  .  1 

Absent  . b 

THE  RESOLUTION: 

(1005-22-BZ) 

Whereas,  James  P.  Whiskeman,  for  Silvia  R.  Fromm, 
owner,  filed,  July  31,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  ex¬ 
tension  in  area  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  1003-1005 
Morris  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this,  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
24,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Morris  avenue  and  165th 
street  are  business  districts  and  Grant  avenue  is  a  residence 

district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  27,  1922,  in  acting  on  Alt.  App.  No.  285- 
IQ22  rcsds * 

“Proposed  extension  of  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  the  provisions  of  the  Building  Zone  Resolution.” ; 

and  .  _  , 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  2  stories  in  height  with  a  frontage  of  24  ft.  6  in. 
and  a  depth  of  105  ft.,  occupied  as  a  garage  for  more  than 
five  motor  vehicles,  it  is  proposed  to  extend  the  building, 
the  extension  to  be  non-fireproof,  one  story  in  height  21 
ft.  6  in.  by  105  ft.,  in  area,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 


Whereas,  this  garage  existed  as  a  garage  for  more  than 
5  motor  vehicles  on  July  25,  1916. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  it  granted  on  condition  THAT  ALL  PER¬ 
MITS  necessary  for  the  prosecution  of  the  work  be  ob¬ 
tained  within  nine  months  and  the  building  erected  within 
one  year  from  date  of  this  action;  and  on  the  further  con¬ 
ditions  that  the  rear  and  gable  walls  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  any  window  open¬ 
ings  in  the  rear  of  the  existing  garage  at  1005  Morris  ave¬ 
nue  be  built  up  with  approved  masonry ;  that  applicant  shall 
comply  with  the  resolution  of  this  board  adopted  in  Cal¬ 
endar  No.  804-21- A;  and  that  the  architectural  treatment 
as  to  design  and  finish  of  front  elevation  of  the  existing 
garage  be  carried  out  in  the  proposed  extension,  and  faced 
with  front  brick  and  stone  or  architectural  terra  cotta 
trimming. 


1221-22-BZ. 

APPLICANT — Paul  G.  Mack,  applicant  and  owner. 
SUBJECT— Application  to  permit  in  a  residence  district 
the  maintenance  of  five  individual  garages. 
PREMISES  AFFECTED— 111-113  Grove  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Peter  H.  Blauvelt,  for  George  D. 
Friou. 

For  Opposition:  None.  , 

ACTION  OF  BOARD— Application  laid  over  to  Decem¬ 
ber  5,  1922,  at  10  a.  m.,  on  request  of  applicant’s 
representative  (for  final  disposition).  / 


1172-21-BZ. 

APPLICANT — Monte  London,  attorney,  on  behalf  of  Pat- 
trick  C.  Meyers,  owner. 

SUBJECT — Application  for  a  rehearing  of  an  application 
previously  dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  maintenance  of  a 
one-story  public  garage. 

PREMISES  AFFECTED — 4342  Broadway,  northeast  cor¬ 
ner  185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Gabriel  Swerton. 

For  Opposition:  Frank  Locker. 

For  Administration :  Inspector  Close  for  the  bu¬ 
reau  of  buildings, 

ACTION  OF  BOARD — Application  laid  over  to  Decem¬ 
ber  5,  1922,  at  10  a.  m.,  on  request  of  applicant’s 
representative.  x 


691-22-BZ. 

APPLICANT— George  A.  Dugan,  for  Weber-Bunke-Lange 
Coal  Co.,  owner. 

SUBJECT — Application  for  reopening— application  to  per¬ 
mit  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  of  a  two-story  busi¬ 
ness  building. 

PREMISES  AFFECTED— 270  West  96th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  George  A.  Dugan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
Calendar  Call,  December  12,  1922,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . . . 

Negative  . . . 

Absent:  Mr.  Kearney  . 
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1085-22-BZ. 

APPLICANT — Dept,  of  Plant  and  Structures  for  the  City 
of  New  York. 

SUBJECT— Application  for  reopening  for  interpretation  of 
resolution  (application  to  permit  in  a  business  dis¬ 
trict  the  erection  of  a  housing  station  for  the  De¬ 
partment  of  Street  Cleaning). 

PREMISES  AhFECTED — 27-29-31  Horatio  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  J.  W.  Ziegler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution  interpreted  as  follows: 

That  it  is  the  sense  of  this  board  that  the  restric¬ 
tions  as  to  any  openings  in  this  structure  as  em¬ 


braced  in  the  resolution  of  October  24,  1922,  Bul¬ 
letin  No.  44,  Vol.  VII,  apply  only  to  the  rear  and 
gable  walls  of  the  garage  portion  of  the  structure, 
with  the  exception  of  one  door  in  the  westerly 
gable  wall,  immediately  adjoining  the  office  portion 
of  the  structure,  not  to  exceed  3  ft.  8  in.  in  width 
by  7  feet  in  height. 

THE  VOTE  ON  INTERPRETATION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  .  q 

Absent:  Mr.  Kearney  and  Fire  Chief  Kenlon..  2 


Adjourned,  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNIINIG,  NOVEMBER  28  1922 
Present — Chairman  Walsh,  (Messrs.  Beatty,  Boulton,  Hol¬ 
land,  F.eamey,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  Regular  Meeting  of  the  -Board  of 
Appeals,  held  on  Tuesday  morning,  November  21,  1922, 
were  approved  as  printed  in  the  Bulletin,  No.  48,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
622-22-A. 

APPELLANT — A.  Vaccaro,,  f;or  Louis  Leavitt,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 53  Rose  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Seymour  Champagne. 

For  Administration :  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  laid  over  to  December  26, 
1922,  at  10  a.  m.,  on  request  of  appeljant’s  repre¬ 
sentative. 


1140-22- A. 

APPELLANT — J.  E.  Douglass,  for  Board  of  Education, 
City  of  New  York. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AhFECTED — Corner  of  Dinsmore  and  Roan¬ 
oke  streets,  Far  Rockaway,  Queens. 
APPEARANCES— 

For  Appellant:  Charles  Tilgner. 

For  Administration :  Inspector  Maher  ©f  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  Special  Meet¬ 
ing,  December  5,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
pellant’s  representative. 


1141-22-A. 

APPELLANT— J.  E.  Douglass,  for  Board  of  Education, 
City  of  New  York. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AhFECTED — N.  S.  Wilbur  street,  between 
Radde  and  Academy  streets,  Long  Island  City, 
Queens. 

APPEARANCES— 

For  Appellant:  Charles  Tilgner. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTIOlN  OF  BOARD — Appeal  laid  over  to  Special  Meet¬ 
ing,  December  5,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
pellant's  representative. 


1 142-22-A. 

APPELLANT — J.  E.  Douglass,  for  Board  of  Education, 
City  of  New  York. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AhFECTED — S.  S.  Hillside  avenue,  between 
Union  and  Hardenbrook  avenues,  Jamaica,  Queens. 
APPEARANCES— 

For  Appellant :  Charles  Tilgner. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Appeal  laid  over  to  Special  Meet¬ 
ing;  December  5,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
pellant’s  representative. 


1143 -22- A. 

APPELLANT — J.  E.  Douglass,  for  Board  of  Education, 
City  of  New  York. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AhFECTED — W.  S.  114th  street  and  91st 
avenue,  Richmond  Hill,  Queens. 
APPEARANCES— 

For  Appellant:  Charles  Tilgner. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  Special  Meet¬ 
ing,  December  5,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
pellant’s  representative. 

408-22-A. 

Ah  PELLAiNiT — William  J.  Sullivan,  owner  of  adjoining 
premises. 

SUBJECT.  Appeal  from  decision  ©f  superintendent  of 
buildings. 

APDc!SDEASM^fECTED^51f51,6  78th  street>  Brooklyn. 
Art  EARAN'CES — 

For  Appellant:  Samuel  J.  Greenfield. 

ACTION  OF  BOARD — Appeal  laid  over  to  December  12, 
1922,  at  10  a.  m.,  on  request  of  appellant’s  repre¬ 
sentative. 


1150-22- A. 

APPELLANT — Elwood  Restaurant  Co.,  Inc.,  for  S.  &  A 
J.  Cooper  Realty  Corp.,  owners. 

SUBJECT  Appeal  from  decision  ©f  fire  commissioner 

a?wI©EaSmAKECTED-1600  Broadway,  Manhattan 
APPEARANCES — - 

For  Appellant:  Joseph  N.  Edelson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  Special  Meet¬ 
ing,  December  5,  1922,  at  2  p.  m„  to  submit  proof 
from  bureau  of  licenses. 
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446-22-A 

APPELLANT- — ‘William  J.  Ryan,  Inc.,  owner. 

SUBJECT — -Appeal  from  order  of  fire  commissioner. 

i  PREMISES  At  F ECTED — 149-151  East  119th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  William  J.,Ryan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  10  a.  m.,  to  submit  proper  and  complete  plans  and 
show  occupancy  of  second  floor. 


932-22-A. 

APPELLANT — Samuel  Rosenblum,  for  Hardee  Realty 
Co.,  owner. 

SUBJECT — -Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 33-35  East  17th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  ion  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 


Fire  Chief  Kenlon .  7 

Negative  .  0 

Absent  .  o 


THE  RESOLUTION: 

(932-22-A) 

Whereas,  Samuel  Rosenblum,  for  Hardee  Realty  Co., 
owner,  filed,  July  12,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  orders  of  the  fire  commissioner,  affecting  prem¬ 
ises  33-35  East  17th  street,  Manhattan ;  and 

WIhereas,  the  orders  of  the  fire  commissioner  read: 
36579-F: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  west  side  of  building  *  *  *  ” 
36580-F : 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  *  *  • 

ind 

W hereas,  the  building  is  non-fireproof  6  stories  in  height, 
with  a  frontage  of  72  ft.  on  17th  street,  121  ft.  ion  lStn 
treet  and  a  depth  of  184  ft.;  occupied  as  salesrooms,  offices 
nd  manufacturing,  1st  story,  50  persons;  2nd  story,  5i> 
>ersons  ;  3rd  stony,  50  persons  ;  4th  story,  23  persons :  5th 
tory,  vacant;  6th  story,  100  persons;  pent  house,  6  persons; 
here  being  three  interior  stairways  enclosed  in  fireproof 
nd  fire-resisting  partitions,  a  fire  escape  on  the  18th  street 
ront ;  the  building  being  equipped  with  an  automatic 
prinkler  system,  with  a  20,000  gallon  gravity  tank  and  two 
500  gallon  pressure  tanks;  and 

Whereas,  appellant  contends  that  the  openings  on  the 
/est  side  of  the  building  for  which  shutters  are  ordered  are 
lready  provided  with  iron  rolling  shutters  on  the  inside 
nd  that  as  the  building  is  provided  with  100%  sprinkler 
ystem  and  is  but  6  stories  and  pent  house  in  height,  the 
providing  of  a  standpipe  would  be  a  hardship. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
bey  hereby  are  modified,  and  the  appeal  be  and  it  hereby  is 
ranted,  as  to  Item  1,  Order  No.  36597-F,  so  long  as  pres- 
nt  rolling  iron  shutters  are  maintained  in  good  repair ;  and 
ranted,  as  to  Item  1,  order  iNo.  38580-F,  on  condition  that 

dry  standpipe,  with  fire  department  standard  street  con¬ 


nections  be  provided,  one  in  the  westerly  stair  hall  on  the 
Eth  street  side  and  one  in  the  easterly  stair  hall  on  the  18tn 
street  side,  extending  from  cellar  to  roof  cross  connected  in 
cellar  with  125  ft.  of  approved  hose  at  each  outlet,  and 
that  the  appeal  be  granted  so  long  as  the  existing  sprinkler 
system  is  maintained  in  good  working  order,  and  the  oc¬ 
cupancy  of  the  fifth  floor,  in  manufacturing  use,  shall  not 
exceed  25  persons. 


939-22-  A. 

AI  I  ELLANT — -Commonwealth  Fuel  Co.,  owner. 
SUBJECT — Appeal  from  order  -o-f  fire  commissioner. 
PREMISES  AFFECTED— 600  Kent  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Rudolph  Reimer. 

For  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 


ACTION  OF  BOARD- — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Kenl-on .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(939h22-A) 

Whereas,  Commonwealth  Fuel  C-o.,  owner,  filed,  June  28, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  600  Kent  avenue, 
Brooklyn ;  and 

V7hereas,  the  order  of  the  fire  commissioner  reads  : 

“1.  Arrange  the  present  sprinkler  system  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  ap¬ 
peals,  etc.”; 


and 

V  hereas,  the  building  is  non-fireproof,  in  part  and  fire¬ 
proof  in  part,  4  stories  in  height,  100  ft.  by  3-0  ft.  in  area, 
occupied  for  the  manufacture  of  wooden  heels,  12  persons 
employed  above  1st  story,  the  building  being  equipped  with 
a  sprinkler  system ;  and 

Whereas,  appellant  contends  that  the  order  has  been 
complied  with,  except  as  to  the  size  of  the  sprinkler  tank, 
which  tank  was  purchased  as  of  4,000  gallons  capacity,  and 
that  the  fire  commissioner's  order  requires  a  5,000  gallon 
tank,  and  further  contends  that  the  existing  sprinkler  sys¬ 
tem  has  been  in  operation  for  several  years. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  existing  tank  is  maintained 
in  good  condition,  and  so  long  as  the  present  occupancy 
be  not  increased. 


1194-22- A. 


APPELLANT — Leo  J.  McDermott,  for  American  Burton- 
izing  Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED1 — 124  Lake  avenue,  Richmond 
APPEARANCES— 

For  Appellant:  Leo  J.  McDermott. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Kenlon .  7 

Negative  .  g 

Absent  .  0 

THE  RESOLUTION : 

(1194-22-A) 

Whereas,  Leo  J.  McDermott,  for  American  Burtonizing 
Company,  owner,  filed,  October  6,  1922,  an  appeal,  with  the 
Board  of  Appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  124  Lake  avenue,  Richmond;  and 
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Whereas,  the  order  of  the  fire  commissioner  reads  : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
dia.  tested  to  stand  a  pressure  of  300  lbs.  per  sq.  in., 
extending  from  cellar  to  roof.  *  *  *  ” 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  company,  consisting  of  sev¬ 
eral  buildings,  Building  “Al”,  being  non-fireproof,  2  stories 
in  height,  33  ft.  7  in.  by  47  ft.  10  in.  in  area,  “A2”,  non- 
fireproof,  2  stories,  158  ft.  11  in.  by  47  ft.  10  in.  in  area ; 
“A3”,  fireproof,  35  ft.  5  in.  by  47  ft.  10  in.  in  area,  and 
“A4,”' non-fireproof,  2  stories,  31  ft.  9  in.  by  70  ft.  2  in.  in 
area ;  the  building  being  interconnected  by  openings  in  the 
division  walls,  protected  by  fireproof  doors ;  the  premises 
being  occupied  for  the  manufacture  of  malt  extracts ;  and 

Whereas,  appellant  contends  that  none  of  the  buildings 
exceed  10,000  sq.  ft.  in  area,  that  the  combined  area  of  all 
the  buildings  is  13,689  sq.  ft.  and  that  to  provide  a  stand¬ 
pipe  in  a  two  (2)  story  building  would  be  a  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  floor  area  as  now  subdivided 
be  not  increased,  and  that  all  horizontal  openings  be  pro¬ 
tected  in  accordance  with  the  requirement  for  standard 
horizontal  exits;  and  that  the  appeal  be  granted  so  long 
as  present  occupancy  and  use  remains  substantially  un¬ 
changed. 


BUILDING  ZONE  CASES. 

1205-22-BZ. 

APPLICANT— William  F.  Doyle,  applicant,  on  behalf  of 
Barney  Importing  Co.,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  'than  5  motor  vehicles. 

PREMISES  AFFECTED— Northwest  corner  of  Amster¬ 
dam  avenue  and  West  186th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  William  F.  Dioyle. 

For  Opposition:  H.  M.  Silverman,  G.  W.  Gardi¬ 
ner,  Robt.  C.  Spence,  Harris  Liftin,  M.  J. 
Hamberger,  Chas.  H.  J.  Dilg,  E.  Hagenauer, 
Thos.  D.  McBride,  Geo.  D.  Fish,  Allen  D.  Em¬ 
ery,  Mary  O’Neil,  Ada  Jiveleigh,  and  Morton 
Lippman. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted  and  application  denied. 

THE  VOTE  TO  ADOPT  COMMITTEE’S  REPORT— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Kenlon .  7 

Negative  . 0 

Absent .  0 

THE  VOTE  TO  GRANT  APPLICATION— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 

Fire  Chief  Kenlon .  7 

Absent  .  0 

THE  RESOLUTION : 

(1205-22-BZ) 


(Whereas,  William  F.  Doyle,  for  Barney  Impt.  Co.,  Inc., 
owner,  filed,  October  9,  1932,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  premises  N.  W.  Cor.  Amster¬ 
dam  avenue  and  186th  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
28,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  'accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  is  a  busi¬ 
ness  district  and  West  186th  and  West  187th  streets  are 
residence  districts ;  and 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  6,  1922,  in  acting  on  N.  B.  App.  No.  1238-1922, 
reads : 

“1.  Garage  for  more  than  five  (5)  cars  may  not  be 
permitted  at  this  location,  same  being  located  in  a 
Business  Zone,  which  is  contrary  to  Section  43,  Build¬ 
ing  Zone  Resolution.’’ ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  107.10  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  fior  more 
than  5  motor  vehicles ;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  recommended  the  denial  of  this  application. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  the  application  be  and  it  hereby 
is  denied. 


1057-22-BZ. 

APPLICANT — Stockton  Chambers,  Inc.,  applicant  and 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
maintenance  of  a  tea  room. 

PREMISES  AFFECTED— 306  West  109th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  John  J.  MoGinty. 

For  Opposition:  Julius  P.  Wagner,  C.  M.  Eu¬ 
banks,  Ezra  Wolf  and  Mrs.  E.  Field. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and 


Fire  Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 


1076-22-BZ. 

APPLICANT — Charles  D.  Cords,  applicant  on  behalf  of 
P.  Chauncey  Anderson,  attorney  in  fact  for  Eu¬ 
gene  A.  Lachaise,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  more 
than  5  motor  vehicles. 

PREMISES  AFFECTED — 204-210  Saratoga  avenue, 
northwest  corner  of  Hull  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Charles  D.  Cords. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  . i . .  i .  0 

THE  RESOLUTION: 


(1076-22-BZ) 

Whereas,  Charles  D.  Cords,  for  Eugene  A.  Lachaise, 
owner,  filed,  Aupust  28,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  more  than 
five  motor  vehicles ;  premises  204-210  Saratoga  avenue, 
northwest  corner  Hull  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
28,  1922,  after  due'  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Saratoga  avenue,  Hull  and 
McDougal  streets  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  18,  1922,  in  acting  on  N.  B.  No. 
14070-1922,  reads: 


1262 


MINUTES 


“The  following  objections  have  been  filed  by  the  ex¬ 
aminers: 

“Denied — proposition  contrary  to  Zone  Resolution 

Art.  II,  Sec.  4.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction  1  story  in  height  with  a  frontage  of  73 
ft.  11  in.  and  a  depth  of  150  ft.  Y  in.,  to  be  occupied  as 
a  garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
limited  to  one  story  in  height;  that  the  rear  and  gable  walls 
shall  be  unpierced  throughout  their  entire  height  and 
length ;  that  the  facades  on  Saratoga  avenue  and  Hull 
street  be  faced  with  front  brick  and  stone  or  architectural 
terra  cotta  trimmings ;  that  the  sills  of  any  windows  on 
these  street  fronts  shall  be  at  least  s'x  feet  above  the 
ground.  P'  ‘"’l 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  w’thin  six  months 
and  the  building  completed  within  one  year  from  the  date 
of  this  action. 


1175-22-BZ. 

APPLICANT — Magnuson  &  Kleinert,  for  Samuel  Green- 
vald  &  Sons,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  service  station  garage  and  sales¬ 
rooms. 

PREMISES  AFFECTED— 1365-1375  Bushwick  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  E.  Magnuson. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Application  laid  over  to  Decem¬ 
ber  5,  1922,  for  Calendar  Call,  application  having 
been  amended  from  section  7-e,  to  section  7-g. 


1086-22-BZ. 

APPLICANT — •William  A.  West,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more  than  5 
motor  vehicles. 

PREMISES  AFFECTED— 121  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  J.  U.  Fierman. 

For  Opposition:  Thos  C.  Enever,  Gormly  J. 
Sproul  and  Wm.  Mallir. 

ACTION  OF  BOARD — Anplication  laid  over  to  meet¬ 
ing  December  5,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
plicant’s  representative. 


1095-22-BZ. 

APPLICANT— Alfred  G.  Kraft,  for  United  States  Trust 
Company  of  New  York,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more  than  5  cars. 

PREMISES  AFFECTED— 145  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  J.  L.  Fierman. 

For  Opposition:  Thos.  C.  Enever,  Gormly  J. 

Sproul  and  Wm.  Mallir. 

ACTION  OF  BOARD — Application  laid  over  to  meet¬ 
ing,  December  5,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
plicant’s  attorney. 


929-22-BZ. 

APPLICANT — Samuel  Rosenblum,  architect,  on  behalf  of 
May  P.  Korn,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  conversion  of  occupancy  from  residence  to 
business  purposes. 

PREMISES  AFFECTED— 223  West  79th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  S.  Rosenblum. 

For  Opposition :  Robt.  T.  Olliver. 

ACTION  OF  BOARD — Application  laid  over  to  Decem¬ 
ber  12,  1922,  at  10  a.  m.,  on  request  of  applicant. 


987-22-BZ. 

APPLICANT — George  Starin  Cowles,  for  Edward  S. 
Cowles,  owner. 

SUBJECT — Application  to 'permit  in  a  residence  district 
the  conversion  of  an  existing  building  for  busi¬ 
ness  use. 

PREMISES  AFFECTED — 591  Park  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  Alfred  L.  Becker. 

For  Opposit’on:  Wmi  R.  Conklin,  E.  H  Updyke, 
Townsend  Morgan  and  J.  Macy  Willets. 
ACTION  OF  BOARD — Application  laid  over  to  meeting, 
December  5,  1922,  at  2  p.  m.,  on  request  of  ap¬ 
plicant’s  representative. 


1138-22-BZ. 

APPLICANT — George  G.  Miller,  for  Maxwell  Shmerler, 
owner. 

SUBJECT— Application  to  permit  in  a  residence  district 
the  erection  of  an  auto  supply  and  rest  room  build¬ 
ing. 

PREMISES  AFFECTED — 178-186  Parkside  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  George  G. 
Miller. 

For  Opposition:  Samuel  Kraemer,  R.  A.  Pines, 
Alphonse  Dession,  John  Lind  and  Lewis 


Smith. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE; — • 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION : 

(1138-22-BZ) 


Whereas,  George  G.  Miller,  for  Maxwell  Shmerler, 
owner,  filed,  September  22,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  business  buildmg ;  prem¬ 
ises  178-186  Parks’de  avenue,  southeast  corner  Ocean  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
28,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the 
building  zone  resolution  show  that  Parkside  avenue,  Ocean 
avenue,  and  Woodruff  avenue  are  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September,  1,  1922,  in  acting  on  Slip  App. 
14818-22,  reads: 

“I  propose  to  build  a  small  auto  supply  building  to 
-be  used  as  a  rest  room'for  the  help  :n  conjunction  with 
the  gasoline  station. 

“This  building  is  to  .be  constructed  of  8  in.  brick 
walls  and  steel  sash. 

“Objection  contrary  to  the  building  zone  resolu¬ 
tion.”  ; 
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Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  1  story  in  height  with  a  frontage  of  21  ft.  and 
a  depth  of  21  ft.,  to  be  occupied  as  a  rest  room;  and 
Whereas,  it  appeared  that  the  applicant  proposed  to  in¬ 
stall  an  oil  selling  station  at  these  premises,  a  prohibited 
use  in  a  residence  district  and  that  the  proposed  building 
was  a  part  of  this  use. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


1200-22-BZ. 

APPLICANT — Frank  E.  White,  for  Margaret  M.  White, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  an  undertaking  establishment. 
PREMISES  AFFECTED — 170  6th  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Stephen  E.  Ryan. 

For  Opposition:  Jerre  A.  Weinberg  and  John 


Scott  Wood,  M.  D. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative:  Chairman  Walsh  and  Mr.  Boul¬ 
ton  .  2 

Negative:  Messrs.  Kerby,  Holland,  Kearney 

and  Fire  Chief  Kenlon  .  4 

Absent :  Mr.  Beatty  . 1 

THE  RESOLUTION: 

(1200-22-BZ) 


Whereas,  Frank  E.  White,  for  Margaret  M.  White, 
owner,  filed,  October  17,  1922,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  an  undertaking  establishment,  premises 
170  6th  avenue,  southwest  corner  Lincoln  place,  Brooklyn ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
28,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  6th  avenue  and  Lincoln  place 
are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
September  20,  1922,  in  acting  on  order  No.  38903-F,  reads : 

“1.  You  are  hereby  notified  that  the  use  of  the 
above  premises  for  business  purposes  is  a  violation  of 
the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
3  stories  in  height  with  a  frontage  of  16  ft.  8  in.  and  a 
depth  of  48  ft.,  the  proposed  occupancy  to  be  undertaker’s 
shop  and  dwelling;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and. 
•  it  hereby  is  affirmed  and  the  application  be  and  it  hereby 
is  denied. 


620-22-BZ. 

APPLICANT — Wilhelm  E.  Stern,  applicant,  on  behalf  of 
Ber*ha  A.  Stern,  owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of  4 
motor  vehicles ;  3  spaces  rented  out. 

PREMISES  AFFECTED — 1099  Bushwick  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  E.  Stern. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condit'on. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Ron1- 
ton,  Kearney,  Kerby  and  Fire  Chief  Kenlon  5 

Negative  .  0 

Absent :  Messrs.  Beatty  and  Holland  .  2 


THE  RESOLUTION : 

( 620-22- BZ) 

Whereas,  Wilhelm  E.  Stern,  for  Bertha  A.  Stern,  owner, 
filed,  April  28,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four  (4)  motor  vehicles, 
three  (3)  spaces  rented  out;  premises  1099  Bushwick  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Nlov.  28, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bushwick  avenue  and  Wood¬ 
bine  street  are  residence  districts  and  Evergreen  avenue 
is  a  business  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
April  6,  1922,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3  of  article  2  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.  adopted  July  25,  1916,  inasmuch  as  motor  ve¬ 
hicles  stored  are  for  sale,  for  rent  or  for  hire  or  are 
subject  to  charges  for  storage. 

“1.  You  are,  therefore,  ordered  to  remove  all  auto¬ 
mobiles  other  than  touring  or  pleasure  cars,  stored  by 
others  than  the  occupants  of  dwelling  ion  lot  where 
garage  is  situated.” ; 

and 

WIhereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  35  ft.  and 
a  depth  of  16  ft.  9  3/5  in.,  occupied  as  a  garage  for  the 
storage  of  four  motor  vehicles  of  the  pleasure  car  type, 
space  for  3  of  which  is  rented  to  persons  not  residing  on 
premises  ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  90  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  storage  of 
automobiles  on  these  premises  be  limited  to  four  automo¬ 
biles  of  the  pleasure  car  type,  space  for  three  of  which 
may  be  rented  to  persons  not  residing  on  the  premises ; 
and  that  this  application  is  granted  only  so  long  as  the 
property  remains  in  the  present  ownership. 


1031-22-BZ. 

APPLICANT — Tohn  DeHart,  architect,  on  behalf  of  Martha 
M.  Sachse,  owner. 

SUBJECT — Application  to  permit  partly  in  a  residence 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED — 1401-1417  Newkirk  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  DeHart. 

For  Opposition:  Alfred  C.  Bunn,  who  withdrew 
objection. 

ACTION  OF  BOARD' — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  . ......  0 

Absent :  Mr.  Beatty  .  l 

THE  RESOLUTION: 

(1031-22-BZ) 

Whereas,  Tohn  DeHart,  architect,  for  Martha  M.  Sachse, 
owner,  filed,  August  10,  1922,  an  application,  under  the  build- 
ine  zone  resolution,  to  pcrnv't  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  motor  vehicles; 
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premises  1401-1417  Newkirk  avenue,  northeast  corner  of 
Rugby  road,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
28,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  standards  and  appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Newkirk  avenue  is  a  busi¬ 
ness  district  and  Rugby  road  is  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  10,  1922,  in  acting  on  N.  B.  App.  No.  13537- 
1922,  reads  : 

“Denied — proposition  contrary  to  Zone  Resolution,  art. 

2,  section  3  and  4.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  nion-fireproof 
construction,  1  story  in  height  with  a  frontage  of  146  ft. 
%  in.'  and  a  depth  of  119  ft.  !>%  in.,  to  be  occupied  as  a 
garage  for  more  than  5  motor  vehicles  ;  and 

Whereas,  there  existed  in  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than  five 
motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  permits  nec¬ 
essary  for  the  prosecution  lof  the  work  shall  be  obtained 
within  six  months  and  the  building  erected  within  eighteen 
months  from  the  date  of  this  action ;  and  on  further  condi¬ 
tion  that  a  rear  yard,  approximately  9  ft.  5  in.  in  width  by 
63.17  ft.  and  41.49  ft.  irregular  in  depth,  be  maintained  clear 
and  unobstructed;  that  both  rear  w'alls  be  unpierced 
throughout  their  entire  height  and  length ;  that  the  front 
elevations  on  Rugby  road  and  Newkirk  avenue  be  completed 
as  to  design  substantially  in  accordance  with  the  drawings 
on  file  in  this  appeal ;  that  both  street  fronts  be  faced  with 
fpont  brick  with  architectural  terra  cotta  or  stone  trim¬ 
mings  ;  that  there  shall  be  no  vehicular  exit  or  entrance  on 
the  Rugby  road  front  of  this  building;  that  any  exit  on 
Rugby  road  be  limited  to  an  emergency  exit  not  to  exceed 
3  ft.  8  in.  in  width  by  7  ft.  in  height ;  that  any  windows  on 
Rugby  road  be  glazed  with  translucent  glass  and  have 
fixed  sash,  with  one  ventilator  permitted  to  each  window  ; 
that  the  return  on  Rugby  road  gable  wall  be  faced  with 
front  brick  for  at  least  a  distance  of  twenty-five  feet;  and 
that  the  architect  file  with  this  board  a  true  copy  of  the 
working  drawings  of  front  elevation,  filed  with  the  super¬ 
intendent  of  buildings  in  Brooklyn  for  certification  by  this 
board. 


1070-22-BZ. 

APPLICANT — John  H.  Knubel,  for  Clemons  Realty  Co., 
owner. 

SUBJECT — Application  to  permit  in  a  1  y2  times  district 
the  erection  of  a  building  in  excess  of  the  height 
requirements. 

PREMISES  AFFECTED' — 352-4  7th  avenue  and  204-6  West 
30th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle  and  John  H. 
Knubel. 

For  Opposition :  John  J.  Cavanagh,  John  Bergin, 
W.  B.  Gibbs,  P.  M.  Simon,  and  Miss  A.  Reg- 
ensburger. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
[Holland,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION : 

11070-99-1371 


Whereas,  John  H.  Knubel  and  William  F.  Doyle,  for 
Clemons  Realty  Corp.,  owner,  filed,  August  23,  1922,  an 
application,  under  the  building  zone  resolution,  to  permit 
in  a  V/z  times  height  district  the  erection  of  part  of  the 
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street  wall  of  a  building  in  excess  of  -the  height  limit 
set  by  the  building  zone  resolution,  premises  352-4  Sev¬ 
enth  avenue,  204-6  West  30th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Novem¬ 
ber  28,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  30th  street  is  a  l]/2  times 
height  district  and  7th  avenue  is  a  2  times  height  district ; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  3,  1922,  reads : 

“That  portion  of  this  building  more,  than  100  ft. 
from  Seventh  Avenue  should  be  not  more  than  90 
ft.  high,  Building  Zone  Resolution,  section  8-c.” ; 
and  « 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  16  stories  in  height,  with  a  fnontage  of  38 
ft.  and  46  ft.  and  a  depth  of  121  ft.  and  62  ft.  9  in.,  a 
portion  of  the  street  wall  for  a  distance  of  21  ft.  on 
the  30th  street  front  exceeding  the  height  limit ;  and 

Whereas,  there  would  be  hardship  in  compelling  ap¬ 
plicant  to  comply  with  the  strict  letter  of  the  law  in 
that  the  architectural  effect  of  the  building  would  be  de¬ 
stroyed. 

Rcsoh’cd,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  height  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall 
be  obtained  within  six  months  and  the  building  erected 
within  eighteen  months  fnom  the  date  of  this  action ;  and 
that  the  building  zone  resolution  as  to  rear  court,  area  and 
yard,  be  complied  with. 

AREAS  FIXED. 

(1243-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Charles  Bennett,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents,  for 
the  maintenance  of  garage,  premises  448-452  New  York 
avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

“Both  sides  of  New  York  avenue  from  Empire 
boulevard  (Malbone  street)  to  a  point  100  ft.  north  of 
Montgomery  street ;  also  the  properties  at  rear  and 
for  a  distance  of  50  ft.  from  any  part  of  the  premises 
in  question.” 

*  (1278-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Philip  J.  Sinnott,  requesting  the  board  to'  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
erection  of  a  garage,  premises  2100-2110  Jerome  avenue, 
The  Bronx. 

The  following  area  was  approved  by  the  board: 

“Both  sides  of  Jerome  avenue  from  182nd  street 
to  a  point  400  ft.  south  of  proposed  garage,  also  all 
property  directly  at  rear  of  proposed  garage.” 

(1175-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Messrs.  Magnuson  &  Kleinert,  requesting  this  board  to 
fix  the  area  deemed  affected  and  within  which  to  obtain 
consents,  for  erection  and  maintenance  of  a  garage,  prem¬ 
ises  1365-1375  Bushwick  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

“Both  sides  of  Decatur  street  from  Evergreen  ave¬ 
nue  to  a  point  400  ft.  west  of  Bushwick  avenue;  both 
sides  of  Bushwick  avenue  from  Cooper  street  to  a 
point  100  ft.  north  of  Decatur  street;  also  the  prop¬ 
erty  within  50  ft.  of  the  rear  of  the  premises  in  ques¬ 
tion,  being  property  facing  Cooper  street.” 


Adjourned  1:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES  _ 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  NOVEMBER  28,  1922. 

Present :  Chairman  Wlalsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby,  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Brady,  Reville, 
Kleinert  and  Moore. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  Novem¬ 
ber  21,  1922,  were  approved  as  printed  in  the  Bulletin,  No. 
48,  Vol.  VII. 


PETITIONS  FOR  VARIATIONS. 

608-22-S. 

PETITIONER — John  Thatcher  &  Son,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  ( fire  commissioner. 

PREMISES  AFFECTED — 56-60  Park  avenue,  Brooklyn. 

APPEARANCES - 

For  Petitioner :  Edwin  H.  Thatcher. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Kleinert  and  Moore  11 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  and  Superintend¬ 
ent  McDermott  .  2 


THE  RESOLUTION: 

(608-22-S) 

Whereas,  John  Thatcher  &  Son,  owner,  filed,  April  26, 
1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  56-60  Park  avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“1.  Extend  the  interior  stairway  at  the  northwest 
corner  of  building  from  3rd  to  4th  story,  etc. 

“2.  .[Provide  suitable  means  of  reaching  the  roof, 
etc.  4 

“3.  Extend  the  interior  stairway  at  the  southeast 
corner  of  building  from  the  3rd  to  the  1st  story,  etc.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
attic  in  height,  44  ft.  by  68  ft.  in  area,  occupied,  1st  story, 
iron  shop ;  2nd  story,  woodworking,  8  persons ;  3rd  story, 
woodworking,  12  persons ;  attic,  drafting  robm,  1  person ; 
the  means  of  egress  consisting  of  an  interior  stairway 
at  the  front  extending  from  the  1st  story  to  the  3rd  story, 
enclosed  in  fireproof  partitions  with  fire  doors  at  openings ; 
a  stairway  at  rear  leading  from  3rd  story  to  attic;  a  ver¬ 
tical  ladder  fire  escape  on  rear ;  and 

Whereas,  petitioner  contends  that  these  orders  were  re¬ 
scinded  and  held  in  abeyance  by  the  fire  department  Dec. 
22,  1920. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
ratifying  the  action  of  the  chief  of  the  fire  prevention 
bureau  of  December  16,  1920,  on  condition  that  a  60  de¬ 
gree  fire  escape  be  provided  on  the  rear  lof  the  building, 
egress  from  the  termination  of  which  shall  be  through 
the  adjoining  building  in  the  same  ownership,  and  on  fur¬ 
ther  condition  that  the  occupancy  of  the  3rd  story  shall 
not  exceed  12  persons,  and  granted  so  long  as  the  use 
and  occupancy  otherwise  remain  substantially  unchanged. 


1153-212-S. 

PETITIONER — Jacob  Fisher,  for  J.  O.  Tepper  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 30  West  37th  street,  Manhat¬ 
tan. 

APPEARANCES - 

For  Petitioner :  Jacob  Fisher. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922 
at  2  p.  m.,  for  report  from  superintendent  of  build¬ 
ings  as  to  factory  occupancy. 


1159-22-S. 

PETITIONER — John  P.  Leo,  for  Kohler  &  Campbell, 
Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 601-607  West  50th  street,  Man¬ 
hattan.  • 

APPEARANCES— 

For  Petitioner:  John  P.  Leo. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby,  Fire  Chief  Kenlon,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


Moore  .  10 

Negative:  Chairman  Walsh  .  1 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  McDermott  .  2 


THE  RESOLUTION: 

(1159-22-S) 

Whereas,  John  P.  Leo,  architect,  for  Kohler  &  Camp¬ 
bell,  Inc.,  lessee,  filed,  September  28,  1922,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner,  affecting  premises  601-607  West  50th 
street,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
605-607  W.  50th  st.— No.  37179-LD : 

‘‘1.  Enclose  the  interior  stairway  at  the  west  side 
of  building  *  * 

”2.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof  *  *  ; 

601-603  W.  50th  st. — (No.  37181-LD : 

“1.  Enclose  the  interior  stairway  at  the  easterly  end 
of  south  side  of  building  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  easterly  end 
iof  the  south  side  of  building  to  the  roof  *  * 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
six  (6)  stories  in  height,  175  ft.  by  100  ft.  5  in.  in  area 
in  the  1st  story  and  175  ft.  by  95  ft.  above,  occupied  as 
a  factory,  with  total  of  223  persons  in  the  entire  building, 
with  not  more  than  forty-six  (46)  persons  on  any  one 
floor;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  at  the  front  of  the  easterly  section,  extending  from 
the  1st  story  to  the  6th  story,  enclosed  on  each  story  with 
“T”  and  “G”  plank,  with  wood  doors  at  the  openings ;  two 
stairways  at  the  westerly  side  of  the  easterly  section,  one 
extending  from  the  1st  stony  to  the  6th  story  and  one 
extending  from  the  2nd  story  to  the  6th  story,  similarly 
enclosed,  an  interior  stairway  at  the  center  westerly  sec¬ 
tion,  extending  from  the  1st  story  to  the  6th  story,  simi¬ 
larly  enclosed ;  two  horizontal  openings  in  the  division 
wall  in  each  story  from  the  2nd  story  to  the  6th  story, 
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with  automatic  fireproof  self-closing  doors  at  the  openings; 
a  sub-standard  fire  escape  on  the  rear  of  the  building  ter¬ 
minating  on  the  roof  of  the  one-story  building  adjoining 
and  a  sub-standard  fire  escape  at  the  westerly  end  termi¬ 
nating  at  the  street,  a  fire  escape  on  the  rear  of  the  build¬ 
ing,  extending  from  the  3rd  sjtory  to  the  yard;  a  bridge 
in  the  4th,  5th  and  6th  stories  leading  from  the  westerly 
end  to  the  adjoining  building  at  the  west,  with  self-clos¬ 
ing  fireproof  door  at  opening  to  bridge;  and 

Whereas,  petitioner  contends  that  they  have  on  each 
floor  four  (4)  separate  and  distinct  staircases,  far  re¬ 
moved  from  each  other,  and  three  (3)  separate  sub-stand¬ 
ard  fire  escapes  from  all  of  which  seven  (7)  means  of 
egress ;  exit  may  be  had  from  any  floor,  giving  ample 
safety  to  the  occupants,  and  requests  the  board  to  accept 
in  lieu  of  any  enclosure  of  the  stairs,  a  new  standard  fire 
escape  placed  on  the  outside  of  the  east  or  11th  avenue 
wall  of  the  structure,  with  counterbalanced  stair  to  the 
street  and  goose-neck  ladder  to  the  roof,  and  self-closing 
fireproof  door  at  opfemng  to  fire  escape  each  story,  and 
states  that  the  building  is  not  a  tenant  factory,  but  is  under 
one  occupancy  and  control. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  45  degree  standard  fire  escape  be  pro¬ 
vided  on  the  north  end  of  the  11th  avenue  front  of  the 
building  and  a  goose-neck  ladder  from  top  balcony  to  the 
roof,  and  that  the  occupancy  shall  not  exceed  the  present 
occupancy  of  186  persons  above  the  1st  story,  and  granted 
so  long  as  the  entire  structure  remains  in  one  occupancy 
and  control. 


1163-22-S.  , 

PETITIONER — Joseph  Mitchell,  for  Abe  Stern,  lessee. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 2152-254  West  26th  street, 

Manhattan. 

APPEARANCES— 

For  Petitioner :  Joseph  Mitchell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  liolland,  Kearney,  Kerby,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re- 

ville,  Kleinert  and  Moore  .  11 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  McDermott  .  2 

THE  RESOLUTION: 

(1163-22-S) 

Whereas,  Joseph  Mitchell,  for  Abe  Stern,  lessee,  filed, 
September  29,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  252  and  254  West  26th  street,  Manhat¬ 
tan;  and  .  . 

Whereas,  the  orders  of  the  fire  commissioner  read: 
Premises  No.  252 — No.  39022-LD : 

“1.  Provide  suitable  means  of  reaching  the  roof  *  *  *. 
“2.  Enclose  the  interior  stairway  at  the  East  side 

of  building  *  *  *■  ,  , 

“3.  Arrange  the  fire  escape  on  the  front  of  build¬ 
ing  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“Windows  on  course  not  fireproof,  not  self-clos¬ 
ing. 

“No  balcony  at  2nd  story. 

“No  counterbalanced  stairway  to  street.” 


Premises  Nio.  254 — No.  39352-LD : 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof  *  *  *. 

“2.  Enclose  the  interior  stairway  at  the  east  side 
of  building  *  *  *. 

“3.  Arrange  the  fire  escape  at  the  front  of  build- 
ing  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following : 

“Windows  on  course  not  fireproof,  not  self-clos¬ 
ing. 

“No  balcony  at  2nd  story. 

“No  counterbalanced  stairway  to  street.” ; 

and 

Whereas,  the  premises  consists  of  two  (2)  buildings, 
each  non-fireproof,  5  stories  in  height,  20  ft.  by  98  ft. 
9  in.  in  area,  occupied,  light  mfg.  (No.  252),  1st  story, 
5  persons ;  2nd  story,  10  persons ;  3rd  story,  9  persons ; 
4th  story,  11  persons;  5th  story,  11  persons;  (No.  254), 
1st  story,  5  persons ;  2nd  story,  10  persons ;  3rd  story,  4 
persons ;  4th  story,  8  persons ;  5th  story,  10  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  in  each 
building,  extending  from  the  1st  story  to  the  5th  story, 
enclosed  in  wood  stud,  lath  and  plaster  partitions,  with 
wood  doors  at  the  openings,  a  party  wall  fire  escape  on 
the  front  of  the  building  with  stationary  stairs  from  the 
2nd  story  balcony  to  a  landing  on  front  stoop ;  and 

Whereas,  petitioner  proposes  to  install  a  double-rung 
iron  ladder  to  a  counterbalanced  scuttle  in  the  roof,  to 
limit  the  occupancy  of  the  three  upper  floors  to  not  more 
than  25  persons  and  to  fireproof  the  windows  along  the 
course  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  in  so  far  as  it  relates  to 
item  No.  3  of  Order  No.  39022-LD  and  39352-LD,  be  and 
it  hereby  is  granted  on  condition  that  a  party  wall  fire 
escape  shall  be  provided  on  the  front  of  the  building, 
terminating  at  the  stoop  landing  and  that  all  openings 
on  the  course  shall  be  fireproof  with  a  casement  door 
leading  to  fire  escape  balcony,  and  that  a  party  wall  fire 
escape  balcony  shall  be  erected  on  the  rear  of  the  2nd 
story  taking  in  one  window  on  each  side  of  the  fire  wall 
with  a  60  degree  stairway  to  the  yard  and  an  unobstructed 
opening  at  least  3  ft.  wide  to  be  maintained  in  the  fence 
between  the  adjoining  yards  ;  and  that  the  orders  of  the  fire 
commissioner,  Order  No.  39022-LD,  item  1  and  2,  and 
39352-LD,  item  1  and  2,  be  affirmed  and  the  petition  as  to 
these  items  be  denied. 


1201-22- S. 

PETITIONER — Julius  J.  Diemer,  for  Sahadi  Bros., 
owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 61  Washington  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Julius  J.  Diemer. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE - 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Superintendents  Reville  and 

Kleinert  . 6 

Negative:  Chairman  Walsh,  Fire  Chief  Kenlon, 

Superintendents  Brady  and  Moore  .  4 

Absent:  Mr.  Kerby,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Mc¬ 
Dermott  .  3 
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1208-22-S. 

PETITIONER — H.  I.  Feldman,  for  Auslander  &  Wachtell, 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 15t)  West  21st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  H.  I.  Feldman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  dismissed  as  not  being 
properly  before  the  board. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Brady,  Reville,  Kleinert  and 


Moore  .  & 

Negative  .  0 

Absent:  Messrs.  Kearney,  Kerby,  Deputy  Fire 
Commissioner  Hannon  and  Superintendent 
McDermott  . , .  4 

THE  RESOLUTION: 

(1208-22-S) 


Whereas,  H.  I.  Feldman,  for  Auslander  &  Wachtell, 
lessees,  filed,  October  10,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  159  West  21st  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  build¬ 
ing  by  constructing  a  fireproof  passageway  with  an 
unobstructed  width  of  at. least  3  ft.  throughout,  lead¬ 
ing  to  the  street.  *  *  * 

“2.  Enclose  the  interior  stairway  at  the  east  side 
of  building.  *  *  and 

and  ...  „  .-i  j.  j 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  20  ft.  by  53  ft.  in  area  in  the  1st 
story  and  20  ft.  by  50  ft.  in  area  above ;  occupied,  base¬ 
ment,  store,  3  persons ;  1st  story,  loft,  5  persons ;  2nd  and 
3rd  stories,  lofts,  20  persons ;  4th  story,  loft,  5  persons ; 
the  means  of  egress  consisting  of  an  interior  stairway,  ex¬ 
tending  from  the  basement  to  the  roof,  enclosed  in  wood 
stud  lath  and  plaster  partitions,  with  wood  doors  at  the 
openings;  a  party  wall  fire  escape  on  the  rear  of  the  build¬ 
ing,  with  stationary  stairs  to  yard  and  egress  from  yard 
through  gate  in  fence  to  adjoining  premises;  and 

Whereas,  petitioner  contends  that  there  are  not  more 
than  twenty-five  (25)  persons  above  the  2nd  story  and  that 
the  exits  were  accepted  by  the  building  department,  alter¬ 
ation  plan  No.  1070-1920  and  a  certificate  of  occupancy 
was  issued ;  and 

Whereas,  it  appears  that  no  certificate  of  occupancy  has 
been  issued  for  factory  use  in  this  building. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
as  not  properly  before  the  board. 


83 3 -22- S. 

PETITIONER — Wadie  Najjar  and  Rose  Najjar,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 141-143  Atlantic  avenue, 

Brooklyn. 

APPEARANCES— 

For  Petitioner:  Nadie  Najjar. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922, 
at  2  p.  m.,  for  report  from  the  superintendent  of 
buildings  as  to  certificate  of  occupancy. 


1135-22- S. 

PETITIONER — L.  Barth  &  Son,  Inc.,  for  Harry  Barth, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law,  as 
cited  in  decision  of  superintendent  of  buildings. 
PREMISES  AFFECTED — 34-3(5  Cooper  square,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner ;  Richard  P.  Mervin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  off  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 

Brady,  Reville  and  Kleinert  .  8 

Negative  .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendents  Moore  and  McDermott .  5 

THE  RESOLUTION: 

(1135-22-S) 

Whereas,  L.  Barth  &  Son,  Inc.,  for  Harry  Barth,  own¬ 
er,  filed,  September  21,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation,  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  34-36  Cooper 
square,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  reads : 

“2.  Provide  fireproof  passageway  to  the  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in 
height,  47.7  ft.  by  126.5  ft.  in  area,  occupied,  basement,  stor¬ 
age  and  shipping,  7  persons  ;H.st  story,  show-room,  6  per¬ 
sons  ;  2nd  story,  offices  and  show-room,  14  persons ;  3rd 
and  4th  stories,  storage  of  stock,  6  persons ;  5th  story,  fac¬ 
tory,  10  persons;  6th  story,  factory,  10  persons;  7th  story, 

5  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  7th  story 
enclosed  in  fireproof  partitions  with  kalameined  doors  at 
the  openings ;  a  sub-standard  fire  escape  on  the  rear  of  the 
building  and  a  sub-standard  fire  escape  on  the  front  of 
the  building;  openings  in  the  division  wall  between  No. 
34  and  No.  32  in  each  story  protected  by  fire  doors  both  . 
sides ;  and 

Whereas,  petition  proposes  to  erect  a  standard  fire  escape 
on  the  south  side  of  building  connecting  on  2nd  story  with 
fire  escape  on  No.  32  from  which  there  is  egress  at  1st 
story  level  to  Lafayette  street;  and 

Whereas,  petitioner  requests  that  the  means  of  egress 
from  the  rear  yard  of  the  adjoining  premises  be  accepted 
in  lieu  of  a  fireproof  passageway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  fire  escape  as  indicated  on  plans  filed 
in  this  petition  be  installed  and  completed  in  strict  ac¬ 
cordance  therewith  and  that  egress  from  the  termination 
be  maintained  through  415-417  Lafayette  street  and  32 
Cooper  square,  and  that  this  petition  be  granted  so  long 
as  the  premises  No.  415  remains  under  the  control  and 
operation  of  the  petitioner  and  consent  for  egress  from 
fire  escape  through  No.  417  Lafayette  street  be  filed  with 
the  superintendent  of  buildings. 


1 1 62-22- S. 

PETITIONER — Samuel  Carner,  for  Barkson  and  Levine, 
owners. 

SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  decision  of  the  superintendent  of  build¬ 
ings.  ; 

PREMISES  AFFECTED — 114  Lexington  avenue,  Man¬ 
hattan. 
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APPEARANCES— 

For  Petitioner:  Samuel  Carner. 

ACTION  OF  BOARD — Petition  granted  on  condit:on. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Holland,  Kerby,  Superintendents 

Brady,  Reville,  Kleinert  and  Moore  .  9 

Negative  . . .  0 

Absent :  Messrs.  Kearney,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon  and 
Superintendent  McDermott  . .- .  4 


THE  RESOLUTION: 

( 1162-22-S) 

Whereas,  Samuel  Carner,  for  Barkson  &  Levine,  owners, 
filed,  September  29,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  114  Lexington  avenue,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  reads: 

“A  fireproof  passage  to  street  from  termination  of 
fire  escape  must  be  provided,  section  273,  Labor  Law.” ; 
and  1  ” 

Whereas,  the  building  is  non-fireproof,  4  stories  m 
height,  19  ft.  9  in.  by  55  ft.  in  area,  occupied,  1st  story, 
laundry,  4  persons  ;  2nd  story,  dresses,  7  persons  ;  3rd  story, 
upholstering,  1  person ;  4th  story,  storage,  5'  persons ;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  roof,  enclosed  in  fireproof 
partitions  in  the  1st  story  and  wood  stud  covered  with 
metal  lath  and  plaster  above,  with  wood  doors  at  the 
openings ;  a  fire  escape  on  the  rear  of  the  building  with 
balconies  connected  by  stairs  at  an  angle  of  45  degrees ; 
fireproof  windows  along  course  of  the  fire  escape  ;  station¬ 
ary  stairs  to  yard  with  egress  from  yard  by  door  in  fence 
leading  to  adjoining  yard  ;  and 

Wherea$,  petitioner  contends  that  the  means  of  egress 
from  the  yard  is  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  nr  anted 
on  condition  that  a  connecting  passageway  in  the  fence  to 
adjoining  premises  be  maintained  unlocked  at  all  times  and 
that  consent  of  the  adjoining  owner  be  filed  with  the  super¬ 
intendent  of  buildings,  and  on  further  condition  that  all 
municipal  requirements  as  to  the  zoning  regulations  be 
complied  with. 


1164-22-S. 

PETITIONER — Charles  P.  Cannella,  for  Pietro  Rizzo, 
owner. 

SUBJECT — Petition  for  variation  from  the  labor  law  as 
cited  in  decision  of  department  of  health. 
PREMISES  AFFECTED1 — 33  Crescent  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1922,  at 

2  p.  m. 


1168-22-S. 

PETITIONER — Charles  K.  Beekman,  trustee  for  Dortic 
Estate,  owner. 

SUBJECT — Petition  for  variation  from  the  labor  law,  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — -63  East  11th  street,  Manhattan 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  A  aher  of  fire  de¬ 
partment. 

ACTION  OF  ABOARD — Pet’tion  denied. 


THE  VOTE— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore  ....  9 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  McDermott  .  4 


THE  RESOLUTION: 

(1168-22-S) 

Whereas,  Charles  K.  Beekman,  trustee  for  Dortic  Es¬ 
tate,  owner,  filed,  October  2,  1922,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variat:on  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  63  East  11th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  _  Enclose  the  interior  stairway  at  the  eact  side 
of  buildmg  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides  with  partitions  of  fire  resisting 
material  extending  continuously  from  the  1st  story  to 
3  ft.  above  the  roof.*  *  *” 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  27  ft.  by  88  ft.  in  area,  divided  into  a  front  and 
rear  _  section,  occupied  1st  story,  electrical  supplies  and 
printing,  5  persons;  2nd  to  5th  stories,  clothing  manufac¬ 
turing,  25  persons  per  story ;  the  building  being  equipped 
with  a  fire  alarm  s-'gnal  system ;  the  means  of  egress  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st 
stairs,  to  the.  roof,  enclosed  in  wood  stud  lath  and  plaster 
partitions  with  wood  and  glass  doors  at  the  openings ;  a 
fire  escape  on  the  rear  of  the  building  with  egress  from 
yard  to  adjoining  yard,  which  opens  on  12th  street  and  a 
60  degree  fire  escape  on  the  front  of  the  budding  with 
drop  ladder  to  ground ;  and 

Whereas,  petitioner  proposes  to  reconstruct  the  front 
fire  escape  and  contends  that  the  means  of  egress  are  ade¬ 
quate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  i.« 
denied. 


34-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Burton  S.  Cas¬ 
tles,  owner. 

SUBJECT — -Amendment  to  resolution — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED1 — 39-41  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  _ 

Affirmative:  Chairman  Walsh,  Messrs  Beatty, 
Boulton,  Holland.  Kerby,  Superintendents 


Brady,  Reville,  Kleinert  and  Moore .  9 

Negative  .  0 

Absent:  Mr  Kearnev.  Fire  Fhief  Kenlon.  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 


THE  RESOLUTION: 

(34-22-S) 

’  Whereas.  Samuel  Rosenblum,  consulting  engineer  for- 
Burton  S.  Castles,  owner,  filed.  Tanuary  10,  1922,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  reouirements  of  the  labor  law,  as  c:ted  in 
an  order  of  the  fire  commissioner,  affecting  premises  39- 
41  West  38th  street,  Manhattan  :  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 
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“1.  Arrange  the  exterior  screened  stairway  on  the 
rear  of  building  and  the  openings  leading  thereto  so 
that  same  are  in  compliance  with  the  provisions  of 
section  79-F-10,  of  the  Labor  Law.  *  *  * 

“Note :  Among  the  defects  noted  on  this  stairway 
are  the  following: 

“Not  screened  to  a  height  of  5  ft.  0  in.  No  passage¬ 
way  from  the  termination  of  stairway  to  street.  No 
stairway  from  lowest  balcony  to  ground.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  12 
stories  in  height,  42  ft.  by  96  ft.  in  area  at  the  1st  story 
and  42  ft.  by  90  ft.  in  area  above;  occupied,  1st  story, 
stores;  2nd  story,  jobbers  in  silks,  8  persons,  mfr.  hats,  2 
persons;  3rd  story,  mfr.  hats  and  hat  linings,  35  persons; 
4th  story,  mfr.  hat  frames,  18  persons ;  5th  story,  mfr.  hat 
frames,  15  persons ;  6th  story,  hats,  25  persons  ;  7th  story, 
hat  linings  and  underwear,  20  persons ;  8th  story,  hats,  10 
persons  ;  9th  story,  millinery  ornaments,  12  persons ;  dress¬ 
es,  15  persons ;  10th  story,  dehtal  laboratory  and  embroid¬ 
ery,  40  persons ;  11th  and  12th  stories  bacteriological  and 
chemical  laboratories,  15  persons  per  story ;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from  the 
1st  story  to  the  roof  enclosed  in  fireproof  partitions  with 
fire  doors  at  the  openings,  an  exterior  screened  stairwav 
on  the  rear  of  the  building,  with  stationary  stairs  to  yard 
of  adjoining  premises,  this  open  yard  being  common  to  4  or 
5  buildings,  the  building  be:ng  equipped  with  an  interior 
fire  alarm  system ;  and 

Whereas,  the  petitioner  contends  that  the  means  of 
egress  are  adequate  and  has  filed  consents  of  owner  of  ad¬ 
joining  premises ;  and 

Whereas,  the  board  deemed  that  in  view  of  the  consent 
of  the  adjoining  owner  to  the  use  of  his  yard  no  nassage- 
way  to  street  need  be  provided  through  the  building  in 
question;  and 

Wheeeas,  this  petition  was  granted  by  the  board  at  its 
meeting  March  21,  1922,  on  certain  conditions  and  pe¬ 
titioner  requested  a  reopening  of  the  case  and  a  modifica¬ 
tion  of  the  conditions  as  to  occupancy  which  request  was 
granted  by  vote  of  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  herebv  is  granted 
on  condition  that  safe  egress  to  the  adjoining  property  is 
maintained,  that  the  exterior  stairway  be  screened  to  a 
height  of  five  feet  and  that  the  occupancy  be  limited  to  35 
persons  on  any  one  story. 


305-22-S. 

PETITIONER— M.  A.  Goodman 

SUBJECT— Request  for  modification — variation  of  the  la¬ 
bor  law  as  cited  in  order  of  fire  comnr’ssioner. 
PREMISES  AFFECTED — 224-226  Pearl  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  54  A.  Goodman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  CF  BOARD1 — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland.  Kerby,  Superintendents 


Brady,  Rev’lle,  Kleinert  and  Moore  .  9 

Negative  .  0 

Absent:  Mr.  Kearnev-  Fire  Chief  Kenlon  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 


THE  RESOLUTION: 

(305-22-S) 

Whereas,  Richard  Bennett,  Jr,  for  Bellum  Sunplv  Co.. 
Inc.,  owner,  filed,  April  17,  1922,  a  petition,  with  the  board 


of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  224-226  Pearl  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
31993-LD,  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  *  *  *. 

“NOTE — Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof 
not  self-closing.  No  60  degree  connecting  stairwravs 
between  balconies.  No  stairway  from  lowest  balcony 
to  a  safe  landing  plane  beneath.  No  passageway  from 
termination  of  fire  escape  to  street. 

“2.  Extend  the  interior  sta:rway  at  the  eart  side 
of  building  to  the  roof,  as  per  section  271  of  the 
labor  law. 

“3.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  at  the 
east  side  of  building  to  the  street  .  . 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  22  ft.  by  98  ft.  in  area  in  the  1st  story  and  22  ft 
by  88  ft.  in  area  above;  occupied,  1st  story,  office  and 
stock  room,  2nd  story,  office,  2  persons  ;  3d  story,  storage, 
no  persons;  4th  story,  paper  ruling,  7.  persons ;  5th  story, 
printing,  4  persons ;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  5th 
story  with  scuttle  and  iron  ladder  to  roof  in  the  top  storv 
loft ;  the  stairway  be:ng  enclosed  in  wood  partitions  with 
wood  and  glass  doors  at  the  openings ;  a  60  degree  fire 
escape  on  the  Pearl  street  front  of  the  building,  with  a 
counterbalanced  stairway  to  street  and  fireproof  windows 
along  the  course  of  the  fire  escape ;  a  sub-standard  fire 
escape  on  the  rear  of  the  building  with  landine  in  exten¬ 
sion  roof  and  with  gooseneck  ladder  to  main  roof  and  drop 
ladder  to  adjoining  yard:  there  being  a  hoistway  at  the 
Pearl  street  front  of  building  with  landing  in  the  passage¬ 
way  at  the  foot  of  stairs  ;  and 

Whereas,  the  petitioner  proposes  to  install  tell-tale  chains 
at  the  hoistway,  there  beine  difficulty  in  prov’ding  passage- 
wav  around  the  hoist:  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  Ma'y  16,  1922.  on  certain  conditions  and  peti¬ 
tioner  requested  a  modification  of  these  cond’tions. 

Resolved,  that  the  board  of  standards  and  apneals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  herebv  is  granted 
as  to  Item  1  on  condition  that  a  fire  escape  balcony  on  the 
3rd  story  be  extended  to  the  roof  of  rear  extension  of 
No.  222  Pearl  street,  and  that  a  60  degree  stairwav  be 
provided  from  roof  of  extension  of  this  building  to  roof 
of  extension  of  No.  222  Pearl  street,  and  that  tell  tale 
chains  be  provided  on  hoistwav;  and 

Resolved,  further,  that  this  petition  be  granted  onlv 
so  long  as  the  present  conditions  as  to  use  and  occupancy 
remain  unchanged. 


1353-21-S. 

PETITIONER — Samuel  Rosenblum,  for  Sundel  Hyman, 
owner. 

SUBJECT — Request  for  modification  of  resolution — vari¬ 
ation  of  labor  law  as  cited  in  order  of  fire  com¬ 
missioned 

PREMISES  AFFECTED — 138-142  Prince  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  12,  1922, 
at  2  p.  m. 
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979-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Lewis  Real  Es¬ 
tate  Corp,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 44  Flatbush  avenue,  329  Liv¬ 
ingston  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 


Brady,  Reville,  Kleinert  and  Moore .  9 

Negative  .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  McDermott  .  4 


217-21-S. 

TITLE— Fuel  Oil  Rules. 

SUBJECT — Interpretation  as  to  requirement  of  enclosing 
space  for  tanks  below  grade. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  12,  at  2 

p.  m. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
546-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cut  No.  3625  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  iBeatty, 
Boulton,  Holland,  Kerby,  Superintendents 


Brady,  Reville,  Kleinert  and  Moore .  9 

Negative  .  fl 

Absent:  Mr.  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  McDermott  .  4 


547-22-S. 

PETITIONER — Wayne  Oil  Tank  and  Pump  Co. 
SUBJECT — Cuts  Nos.  4055  and  4060  Automatic  Oil  Cut 
Off  Valves. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 


Brady,  Rleville,  Kleinert  and  Moore....  9 

Negative  .  0 

Absent:  Mr.  Kearney,  Fire  Chief  Kerjon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  McDermott  .  4 


1 064-22- S. 

PETITIONER — The  Thomas  Smith  Co.,  owner. 
SUBJECT — Approval  of  Thomas  Smith  Fire  Alarm  Bells. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  26,  1922, 

at  2  p.  m. 


1115-22-S. 

PETITIONER — Schutte  and  Koerting  Co. 

SUBJECT — Approval  of  Mechanical  System  Fuel  Oil 
Burning  Systems. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  26,  1922,  at 

2  p.  m. 


1173-22-S.  • 

PETITIONER— Petroleum  Heat  and  Power  Co. 
SUBJECT — Approval  of  anti-syphon  valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  26,  1922, 

at  2  p.  m. 


1184-22-S. 

PETITIONER — R.  Gordon  Mackay. 

SUBJECT — Bayard  Domestic  Fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  December  26,  1922, 
at  2  p.  m. 


1105-22-S. 

PETITIONER — Charles  D.  Haven. 

SUBJECT — Combustion  Fuel  Oil  Pumps. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  26,  1922, 
at  2  p.  m. 


1323-22-S. 

PETITIONER — Baker  Steam  Products,  Inc. 

SUBJECT — Approval  of  the  Baker  Automatic  House 
Heating  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  26,  1922, 
2  p.  m. 


Adjourned,  5:20  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superntend- 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1, '  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  wqrk  'done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 
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PROGRESS  REPORT 

- ~r - 

DISPOSITION  OF  CASES. 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  November  30,  1922  ....  1442 

Restored  to  calendar  .  105 

Miscellaneous  Actions. 

Requests  to  reopen  .  162 

Requests  to  amend .  25 

Requests  for  modification .  18 

Requests  to  rescind  . 0 

Requests  for  extension  of  time . . .  29 

Rules  proposed  .  4 

Requests  to  install  .  6 

Administrative  requests  .  1 

Requests  for  interpretation  .  7 

Total  . 2199 

Disposed  of  . 1715 

Cases  pending  November  30,  1922  .  484 


Withdrawn  . A  /% .  143 

Dismissed  .  154 

Denied  .  229 

Granted  .  99 

Granted  on  condition  .  803 

Appliances  approved  .  24 

Appliances  disapproved  .  11 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  149 

Requests  to  reopen  denied .  12 

Requests  to  amend  granted  .  24 

Requests  to  amend  denied .  1 

Requests  for  modification  granted .  16 

Requests  for  modification  denied .  2 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  29 

Requests  for  extension  of  time  denied .  0 

Rules  approved* .  3 

Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  1 

Administrative  requests  denied  .  0 

Interpretations  .  7 

Requests  withdrawn  .  1 


Total  . 1715 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
Calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

N 

Name  . 

Street  . 

P.  O . 

My  subscrintion  is  to  begin  with  the  issue  for . . . 1922. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  Decem¬ 
ber  5,  1922. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
December  5,  1922. 

Corrections.  y 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building,  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  December  12, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  19,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion^  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  (Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

_  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli- 
c  te  of  said  notice. 

Petitioners  are  advised  that  their  nlans  must  indicate  the 
noints  of  the  rnmnass  so  as  to  establish  the  true  location 
and  nnsition  of  the  nronertv.  the  subject  of  the  anneal. 

Annppls.  annlications  and  petitions  vfill  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  December  7,  1922. 

Cal.  No.  Department  Order  No. 


1474-22-BZ. .  . 

...B.B.B . 

. N.  B.  18818-1922 

1473-22- A  _ 

...F.D . 

. L.  C.-14753 

1472-22-BZ. .  . 

. Alt.  19266-1922 

1471-22-BZ..  . 

. 

...B.B.Bx.  ... 

. N.  B.  2920-1922 

1470-22-BZ. .  .  . 

.  .F.D . 

.  F-40455-40456 

1469-22-BZ. .  .  . 

..F.D . 

. Appliance 

1468-22-A.  .  .  . 

. .  .F.D . 

. F-40017 

1467-22-A _ 

. .  .F.D . 

. N.  B.  809-1922 

1466-22- A _ 

...F.D . 

. L.  C. -75700 

1465-22-S . 

. L.  D. -38118 

1 464-22-S . 

..F.D . 

. L.  D. -40727 

1463-22-A _ 

...F.D . 

. F-39779 

1462-22-S . 

'  t  ‘  ' 

.  .F.D . 

. ; . L.  D. -24 44 8 

1461-22-BZ. . .  . 

..B.B.Bx.  ... 

. N.  B.  1468-1922 

1460-22-BZ. .  .  . 

..B.B.Bx.  ... 

. Alt.  671-1922 

1459-22-BZ. .  .  . 

.  .B.B.B . 

. Alt.  19944-1922 

1458-22-BZ. . .  . 

. 

■B.B.Q . 

. N.  B.  14334-1922 

1457-22- A . 

.  .F.D . 

. C-14534 

1456-22-A _ 

...F.D . 

. L.  C.-13082 

1455-22- S _ 

.  .F.D . 

. L.  D. -40658-40659 

1454-22-S . 

..F.D . 

. L.  D.-5501 

1453-22-BZ. .  .  . 

/ 

.  .B.B.M . 

. Alt.  2570-1922 

1452-22- A _ 

. .  .B.B.B . 

. V-4859-1922 

145 1-22- A  _ 

. .  .F.D . 

. Alt.  1345-1922 

1450-22-A .  .  .  . 

...F.D . 

. L.  C. -14424 

1 449-22- S . 

..F.D . 

. L.  D. -32170 

1448-22-S . 

..F.D . 

. L.  D. -269(1 5 

1447-22-BZ.  .  .  . 

.  .F.D . 

1446-22- A  _ 

. 

.  .  .B.B.  M.  .. 

. .  .  .Elev.  Applic.  603-1922 

1445-22-A . F.D.  . . F-38677-38678 


1 444-22- S . F.D . . L.  D. -40529 


1443-22-BZ . B.B.B . N.  B.  19312-1922 


Restored  to  Calendar. 

453-22-BZ . F.D . L.  C.-71625 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . . Bureau  of  Buildings,  Brooklyn 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings  Queeni 

B.B.R . Bureau  of  Buildings,  Richmond 

B.B.Bx . Bureau  of  Buildings,  Bronx 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  December  12,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

691-22-BZ. 

APPLICANT — Ceorge  A.  Dugan,  for  Weber  Bunke-Lanfe 

Coal  Company,  owner. 

PREMISES — 270  West  90th  street.  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  res:dence  district  the  erection  of  a  two-story  busi¬ 
ness  building. 

744-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Tremont- Webster 
Building  Company,  owner. 

PREMISES — 2420-2430  Grand  Concourse,  The  Bronx 

TO  PERMIT  in  a  business  district  the  conversion  of  oc¬ 
cupancy  of  a  business  building  to  a  garage  for  the 
storage  of  more  than  5  motor  vehicles. 

1014-22-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Sadie  Corn,  owner. 

PREMISES — 2451-2457  Umversity  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building. 

1132-22-BZ. 

APPLICANT — Parker  A.  Collins,  owner. 

PREMISES — 1902-1910  Avenue  M,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  5  motor  vehicles. 

1169-22-BZ. 

APPLICANT — Albert  E.  Parfitt,  for  The  Union  Church 
of  Bay  Ridge,  owner. 

PREMISES — 7917-7925  R’dge  boulevard,  Brooklyn. 

TO  PERMIT  in  an  E  area  district  within  a  residence  dis¬ 
trict.  the  extension  in  area  to  an  existing  church 
building,  exceeding  the  limiting  percentage  of  lot 
occupied,  as  set  by  the  Budding  Zone  Resolution. 

1221-22-BZ. 

APPLICANT — John  Brandt,  for  Estate  of  Amalie  Meyer 
and  George  J.  Naegle,  owners. 
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PREMISES — 2495-2497  Amsterdam  avenue,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  extension  and  conversion  of 
a  stable  to  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

1235-22-BZ. 

APPLICANT — A.  Edward  Richardson,  for  William  Stei- 
gert,  owner. 

PREMISES  156  Washington  street,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

1254-22-lBZ. 

APPLICANT  Henry  C.  Pelton,  for  John  D.  Rockefeller, 
Sr.,  owner. 

PREMISES— 127-129  West  55th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  5  motor  vehicles. 

1170-22-BZ. 

APPLICANT — William  F.  Doyle,  for  Simeon  &  Samuel 
Shapiro,  owners. 

PREMISES — 259-265  Pacific  street,  Brooklyn. 

TO  PERMIT  in  a  business  d'strict,  a  structural  altera¬ 
tion  of  an  existing  garage  for  the  storage  of  more 
than  5  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  12,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1213-22-A — 117  Van  Doren  street,  Corona,  Queens. 

49 1-22- A — 129-135  12th  avenue,  Brooklyn. 

40S-22-A— 514  or  516  78th  street,  Brooklyn. 

446-22-A — 149-151  East  119th  street,  Manhattan. 
1253-22-A — 141-145  West  36th  street,  Manhattan. 

1270-22-A — W.  S.  Bailey  avenue,  101.59  ft.  north  of  West 
192nd  street,  The  Bronx. 

1301-22-A — 47-53  West  13th  street;  Manhattan. 

1305-22- A — N.  S.  of  West  Tremont  avenue,  500  ft.  west  of 
University  avenue,  The  Bronx. 
1329-22-A— 1230-1237  5th  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of-  the  building 
zone  resolution,  Tuesday  morning,  December  12,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1116-22-BZ — Application,  September  13,  1922,  under 
the  building  zone  resolution,  of  Mur¬ 
ray  Klein,  architect,  on  behalf  of  Her- 
\  man  Weinberg,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  an  existing  public  garage  for  storage 
of  more  than  5  motor  vehicles ;  prem¬ 
ises  803  DeKalb  avenue,  Brooklyn. 

cal.  no.  1148-22-BZ— Application,  September  26,  1922,  under 
the  building  zone  resolution  of  Lewis 
Spencer  Morris,  applicant  and  owner, 
to  permit  in  an  unrestricted  district 
and  extending  into  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
5  motor  vehicles ;  premises  west  side 
Walton  avenue,  east  side  Gerard  ave¬ 
nue,  80  ft.  south  of  East  149th  street, 
The  Bronx. 

cal.  no.  563-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 


Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  no.  929-22-BZ— Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  May 
P.  Korn,  owner,  to  permt  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  from  residence  to  business  pur- 
,  poses;  premises  223  West  79th  street, 
Manhattan. 

cal.  no.  1192-22-BZ— Application,  October  6,  1922,  under 
the  building  zone  resolution,  of  Clauds 
H.  Valentine,  architect,  on  behalf  of 
Joseph  Pitman,  owner,  to  permit  in  an 
unrestricted  district  and  within  200  ft. 
of  a  hospital  the  conversion  of  occu¬ 
pancy  from  a  warehouse  to  a  garage 
for  the  storage  of  more  than  5  motor 
vehicles;  premises  13-17  Front  street, 
Manhattan. 

CAL.  NO.  1259-22-BZ — Application,  October  25,  1922,  under 
the  building  zone  resolution,  of  John 
Stahl,  applicant  and  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection  of 
a  four-story  and  basement  warehouse ; 
premises  4762  Richardson  avenue,  4761 
White  Plains  road,  The  Bronx. 

cal.  no.  1165-21-JBZ — Application,  November  14,  1922,  under 
the  building  zone  resolution,  of  M.  B. 
Smith,  applicant,  on  behalf  of  August 
Krapf,  owner,  for  a  rehearing  of  an 
application  previously  dimrssed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  extension  in  area 
to  a  public  garage;  premises  659-665 
5th  avenue,  College  Point,  Queens. 

CAL.  NO.  1432-21-BZ — Application,  November  14,  1922,  under 
the  building  zone  resolution,  of  Peter 
Molder,  applicant,  on  behalf  of  Ina 
Molder,.  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a  res¬ 
idence  district  the  maintenance  of  a 
garage  for  storage  of  two  motor  vehi¬ 
cles  :  premises  2521  Maclav  avenue, 
northwest  corner  of  Montgomery 
place.  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  12,  1922,  at  2  p.  m. 
Petitions  for  Variations. 

1180-22-S — '581  Broadway,  152  Mercer  street,  Manhattan. 
1189-22-S — 124-126  West  29th  street,  Manhattan. 
1215-22-S — 21  Wfcst  20th  street,  Manhattan. 

1219-22-S — 348  6th  avenue,  Manhattan. 

1233-22-S — 9-11  Baxter  street,  Manhattan. 

1266-22-S— 33®^  West  21$t  street,  Manhattan.  < 
1153-22-S— 30  West  37th  street,  Manhattan. 

1201 -22-S — 61  Washington  street,  Manhattan. 

833-22-S — 141-143  Atlantic  avenue,  Brooklyn. 

1164-22-S — 333  Crescent  street.  Brooklyn. 

1352- 22-S — 769  East  158th  street,  The  Bronx. 

1353- 21-S— 138-142  Prince  street,  Manhattan. 

217-21-S— Fuel  Oil  Rules. 
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Appliances  Submitted  for  Approval. 

546- 22-S— Wayne  Low  Pressure  Air  Open  Flame  Burner, 

approval  of. 

547- 22-S — Wayne  Automatic  Oil  Cut  Off  Valve,  approval 

of. 

1230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of — 

1249-22-S — Coen  Oil  Burner,  approval  of — 

1274-22 -'S— Rodriguez  Oil  Burner,  approval  of— 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1872-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

33 7-22 -S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner 
341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
830-22-S — Northern  Rotary  Pump,  approval  of. 

840-22-S — Dean  Bros.  Duplex  Steam  Pump,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
938-22- S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-S— Dean  Fud  Oil  Pump,  approval  of. 

1203-22- S—  Simplex  Fuel  Oil  Burner,  approval  of— 

1390- 22- S — Oliver  Burner,  approval  of. 

1391- 22- S' — Dempsey  High  &  Low  Pressure  Fuel  Oil 

Burner,  approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1198-22-BZ. 

APPLICANT— George  Readding,  for  M.  Readding,  owner. 

PREMISES — 842  Rhinelander  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  pleasure  motor 
vehicles,  two  spaces  rented  out  to  persons  not  re¬ 
siding  on  premises. 

1243-22-BZ. 

APPLICANT — Charles  Bennett,  owner. 

PREMISES — 448-452  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  5  motor  vehicles. 

1246-22-BZ. 

APPLICANT— William  Shary,  for  Shaskan  Realty  Cor¬ 
poration,  owner. 

PREMISES— 1363-1367  Macombs  road,  1364-1368  Inwood 
avenue,  The  Bronx. 

TO  PERMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district  the  erection  and  maintenance 
(of  a  garage  for  the  storage  of  more  than  5  motor 
vehicles. 

1252-22-BZ. 

APPLICANT— William  F.  Doyle,  for  Samuel  Kaufman, 
owner. 

PREMISES — 17-21  Stone  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 


1411-22-BZ. 

APPLICANT — Albert  C.  Kunzi,  for  Anthony  M.  PaVavero, 
owner. 

PREMISES — 184-186  Meserole  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

453-22-BZ. 

APPLICANT — Mark  B.  Bennitt,  for  Tillie  Opitz,  owner. 

PREMISES — 7806  Beaufort  avenue,  Woodhaven,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

1429-22-BZ. 

APPLICANT— Victor  C.  Farrar,  for  171st  Street  and 
Audubon  Avenue  Corporation,  owner. 

PREMISES — 560-566  West  171st  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  used  partly  for  business  pur¬ 
poses. 


BOARD  OF  APPEALS. 

Tuesday,  December  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

752-22- A — 2162  Harlem  River  Terrace,  The  Bronx. 

1262- 22-A — 2042  1st  avenue,  Manhattan. 

1263- 22-A — 112-118  Empire  boulevard,  Brooklyn. 

1280-22-A — 318-324  Scholes  street,  Brooklyn. 

1304 -2 2- A — 237  Mercer  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  19-,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1175-22-BZ — Application,  October  4,  1922,  under 
the  building  zone  resolution,  of  Mag- 
nuson  &  Kleinert,  architects,  on  behalf 
of  Samuel  Greenvald  &  Sons,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  5  motor  ve¬ 
hicles  ;  premises  1365-1375  Bushwick 
avenue,  Brooklyn. 

cal.  no.  1212-22-BZ — Application,  October  11,  1922,  under 
the  building  zone  resolution,  of  James 
P.  Whiskeman,  architect,  on  behalf  of 
Willis  F.  Harding,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles ; 
premises  southeast  corner  Webster 
avenue  and  Depot  square  south,  The 
Bronx. 

cal.  no.  1218-22-BZ — Application,  October  13,  1922,  under 
the  building  zone  resolution,  of  Sol 
Levi,  applicant,  on  behalf  of  Anna 
Ludowieg,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  5  motor  vehicles ;  premises 
36-40  Stone  avenue,  Brooklyn. 
cal.  no.  1268-22-BZ — Application,  October  26,  1922,  under 
the  building  zone  resolution,  loif  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Florence  M.  Reilly,  executrix  of  Estate 
of  John  Cullen,  owner,  to  permit  partly 
in  an  unrestricted  district  and  partly 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
5  motor  vehicles ;  premises  331-335  East 
107th  street,  324-348  East  108th  street 
and  2099-2103  1st  avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  19,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1342-22-A — 61  West  55th  street,  Manhattan. 

11 50-22 -A — 1600  Broadway,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  19,  1922,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  972-22-BZ — Application,  July  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino.  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

cal.  no.  1221-21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages ; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETIN'G. 

Friday,  December  22,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1177-22-A' — 135-141  William  street,  100  Fulton  street,  Man¬ 
hattan. 

1330-22-A — 603  West  45th  street,  Manhattan. 

1361-22-A — 10-14  Continental  avenue,  Queens. 

1374- 22- A — 102  Fulton  street,  Manhattan. 

1375- 22- A — 829-849  East  134th  street,  The  Bronx. 

1380-22- A — 220  Broadway,  Manhattan. 

1386-22-A — 1^4-9  West  34th  street,  Manhattan. 

1393- .22-A — 449  Water  street,  Manhattan. 

1394- 22- A — ‘84-86  W'est  Broadway,  Manhattan. 

14 03 -2 2- A — 1564-1566  Broadway,  Manhattan. 

1406-22- A — 527  West  156th  street,  Manhattan. 

1412-22-A — 242-264  West  53rd  street,  Manhattan. 
1417-22-A — 667-677  Broadway,  Manhattan. 

1426-22- A — 286-287  West  street,  Manhattan. 

14 3 7 -22- A — 300  West  58th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  December  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

622-22- A — 53  Rose  street,  Manhattan. 

962-22- A — Foot  of  51st  street,  Bush  Terminal  Building, 
No.  58,  Brooklyn. 


420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

244- 22- A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — '556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22- A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 

887 -22- A — 531-533  5th  avenue,  1  East  44th  street,  Man¬ 
hattan. 

1088-2 2- A — 48-58  West  143rd  street,  47-57  West  142nd  street, 
Manhattan. 

1236-22- A — 245-255  Glenmore  avenue,  117-127  Snediker  ave¬ 
nue,  Brooklyn. 

1248-22-A — 472  Greenwich  street,  Manhattan. 

1275-22-A — 71-73  Nassau  street,  Manhattan. 

1345- 22-A — 12-34  Lorraine  street,  southwest  corner  Otsego 

street,  Brooklyn. 

1346- 22-A — 108  West  18th  street,  Manhattan. 

1356-22-A — 143  Banker  street,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1239-22-S — 138-146  West  14th  street,  Manhattan. 

1255-22-S — 88  East  10th  street,  Manhattan. 

1264-22-S — 198  Greenwich  street,  Manhattan. 

1269-22-S — 108  West  18th  street,  Manhattan. 

1277-22-S — S.  S.  Nelson  avenue  and  School  street,  N.  S. 

Mount  street  and  Anable  avenue,  Queens. 

1299- 22-S — 40  West  18th  street,  Manhattan. 

1300- 22-S — 47-53  West  13th  street,  Manhattan. 

1315-22- S — 281  Bowery,  Manhattan. 

1155-<22-S — 1-3  West  37th  street,  Manhattan. 

1167-22-S — 57  West  24th  street,  Manhattan. 

1179-22-S: — <17  East  31st  street,  Manhattan. 

1211-22-S — -52  Lexington  avenue,  Manhattan. 

1271-22-S — 302  Elizabeth  street,  Manhattan. 

1287-22-S — 237  West  27th  street,  Manhattan. 

1292-22- S' — 397  7th  avenue,  Brooklyn. 

1298-22-S — 139  East  23rd  street,  Manhattan. 

1302-22-S — 93  Bleecker  street,  Manhattan. 

1350- 22-S — 151-153  West  :2tlst  street,  Manhattan. 

1351- 22- S — 119  West  26th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1064-22-S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
1115-22-S— Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S— Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1 105-32- S— Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22- S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of — 

1414- 22-S — Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of — 


CALENDAR 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  iheatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

602-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

1711-21-A — 513-523  W'est  24th  street,  Manhattan. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22- A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

Pier  Cases. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A— Pier  27,  North  River,  Manhattan. 

883- 19'-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 


948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20- A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20- A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  'Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  £*h  street,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  .foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
June  27,  1922,  governing  fire  extinguishing  appliances:  “Standpipe” — “Fire  Line,”  the  publishing 
of  the  Rules  in  pamphlet  form  will  be  deferred  Until  further  notice. 

WILLIAM  J.  O’GORMAN,  Secretary 
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MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  5,  1922.  _ 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  Special  Meeting  of  the  Board  of  Ap¬ 
peals  held  on  Friday  afternoon,  November  24,  1922,  and 
the  minutes  of  the  Regular  Meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  November  28,  1922,  were 
approved,  as  printed  in  Bulletin  No.  49,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1165-22- A. 

APPELLANT — Thomas  J.  Towers,  for  John  H.  Woods, 
owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 8806  102nd  street,  Richmond 
Hill,  Queens. 

APPEARANCES— 

For  Appellant:  Thomas  J.  Towers,  Robert  H. 

Shirmer  and  J.  H.  Woods. 

In  Opposition:  James  T.  Hallinan,  F.  Messelhorn, 
Carl  Herzberg,  Harry  Edtmern,  Adoph  Jung- 
skind,  Anna  J.  George,  William  H.  Hupperi- 
horst,  Catherine  Kessler  and  Mrs.  Lulu 
Meade. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby  and  Fire  Chief  Kenlon. ...  5 

Negative:  Messrs.  Holland  and  Kearney....  2 

Absent  .  0 

THE  RESOLUTION: 

(1165-22-A) 

Whereas,  Thomas  J.  Towers,  for  John  H.  Woods,  own¬ 
er,  filed,  September  29,  1922,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  8806  102nd  street,  Richmond  Hill, 

Queens;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“This  location  is  in  a  business  district  and  a  garage 
cannot  be  extended  in  such  district  without  the  con¬ 
sent  of  the  Board  of  Appeals. 

“I  am  directed  by  the  Borough  President  to  revoke 
the  said  permit  for  the  extension  of  the  said  building, 
which  I  now  do.” ; 
and 

Whereas,  the  building  is  non- fireproof,  2  stories  in 
height,  75  ft.  by  125  ft.  irregular  in  area,  “L”  shaped  in 
the  1st  story,  75  ft.  by  75  ft.  in  area  above;  occupied,  1st 
story,  garage,  2nd  story,  manufacturing,  6  persons;  and 
Whereas,  appellant  contends  that  the  property  was  pur¬ 
chased  on  June  4,  1915,  the  building  having  been  formerly 
a  fire  house,  used  by  a  volunteer  fire  company,  was  con¬ 
verted  into  a  garage  and  factory,  and  that  on  January  26, 
1916,  an  additional  parcel  of  land  25  ft.  by  100  ft.  was  ac¬ 
quired  on  the  south  side  and  the  original  building  was 
extended;  on  May  23,  1919,  the  owner  acquired  additional 
property  on  the  southwesterly  corner  of  102nd  street  and 
88th  avenue;  the  property  being  then  in  an  unrestricted 
district;  plans  were  filed  to  cover  the  newly  acquired  por¬ 
tion  with  a  garage,  these  plans  were  approved  on  August 
3,  1922,  and  that  appellant  upon  obtaining  the  permit  en¬ 
tered  into  a  contract 'for  the  construction  of  the  extension; 
on  April  28,  1922,  the  Board  of  Estimate  and  Apportion¬ 
ment  changed  the  district  from  an  unrestricted  to  a  business 
district,  of  which  change  appellant  had  no  actual  notice, 
and  that  his  plans  were  filed  March  9,  1922,  six  weeks  prior 
to  the  change  of  the  district. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed,  and  the  appeal  be  and  it 
hereby  is  granted,  ordering  the  reinstatement  of  the  per¬ 
mit  by  the  superintendent  of  buildings. 


1157-22-A. 

APPKLLANT — John  P.  Leo,  for  Kohler  and  Campbell, 
Inc.,  lessee. 

SUBJEui — Appeal  trom  orders  of  the  fire  commissioner. 
PKEMiSPb  AIIELIeU — 627-629  West  5uith  street, 
Manhattan. 

APPEARaN  lES — 

Bor  Appellant:  John  P.  Leo. 

Bor  Administration:  Inspector  Maher  of  tire  de¬ 
partment. 

ACTION  OB'  BOARD — Appeal  granted  and  in  part  denied. 
THE  VOTE)— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  BTre  Chief  Kenlon...  6 


Negative:  Chairman  Walsh  .  l 

Absent  .  q 

THE  RESOLUTION: 

(1157-22-A) 


Whereas,  John  P.  Leo,  for  Kohler  &  Campbell,  Inc., 
lessee,  hied,  September  28,  1922,  an  appeal  with  the  Board 
of  Appeals,  from  orders  of  the  fire  commissioner,  affect¬ 
ing  premises  627-629  West  50th  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  read: 

No.  37186-F : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter.  *  *  *” 

No.  37187-F : 

“Disconnect  the  present  2J4  in.  standpipe  from  sprink¬ 
ler  system.  Sec.  20,  Chap.  12,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-hreproof,  6  stories  in 
height,  50  ft.  by  200  ft.  10  in.  in  area,  occupied  as  a  piano 
factory,  with  a  total  occupancy  of  97  persons,  the  build¬ 
ing  being  equipped  with  a  sprinkler  system  and  two  2 y2 
in.  standpipe  system,  with  a  16,000  gallon  tank  on  roof  of 
No.  607  and  20,000  gallon  tank  on  the  roof  of  No.  627,  a 
hre  pump  drawing  a  supply  from  a  120,000  gallon  reserve  in 
the  cellar  fed  from  a  3  in.  connection  to*  the  street  main; 
and 

Whereas,  appellant  contends  that  the  present  system 
gives  adequate  protection. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
37186-F,  be  and  it  hereby  is  reversed,  and  the  appeal  as  to 
that  order  be  and  it  hereby  is  granted;  and  that  the  order 
of  the  fire  commissioner,  No.  37187-F,  be  and  it  hereby  is 
affirmed,  and  the  appeal  as  to  that  order  be  and  it  hereby 
is  denied. 


1158-22-A. 

APPELLANT — John  P.  Leo,  for  Kohler  &  Campbell, 
Inc.,  lessee. 

SUBJECT — Appeal  from  orders  of  'the  fire  commissioner. 
PREMISES  AFFECTED — 601-607  West  50th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  John  P.  Leo. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  and  in  part  de¬ 
nied. 

THE  VOTE)— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon...  6 


Negative:  Chairman  Walsh  .  l 

Absent  .  o 

THE  RESOLUTION: 

(1158-22-A) 


Whereas,  John  P.  Leo,  for  Kohler  &  Campbell,  Inc., 
lessee,  filed,  September  28,  1922,  an  appeal,  with  the  board 
of  appeals,  from  orders  of  the  fire  commissioner,  affecting 
premises  601-607  West  50th  street,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner,  read: 
“No.  37183-F. 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
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per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2 l/2  inch  regulation  Fire 
Department  outlets.  *  *  * 

“No.  37184-F. 

“1.  Disconnect  the  present  2l/2  in.  standpipe  from 
sprinkler  system.  Sec.  20,  Ch.  12,  Code  of  Ordinances. 
“No.  37185-F. 

“1.  Disconnect  the  present  2 y2  in.  standpipe  from 
sprinkler  system.  Sec.  20,  Ch.  12,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  175  ft.  by  100  ft.  5  in.  in  area  in  the  1st  story  and 
175  ft.  by  95  ft.  in  area  above ;  occupied  as  a  piano  factory, 
total  occupancy  232  persons ;  there  being  a  16,000  gallon 
tank  on  the  roof  of  No.  607  and  a  20,000  gallon  tank  on 
the  roof  of  No.  627;  there  is  a  fire  pump  drawing  a  sup¬ 
ply  from  a  120,000-gallon  reservoir  in  the  cellar,  fed  from 
a  3  in.  connection  to  the  street  main,  the  building  being 
equipped  with  two  2l/2  in  and  one  3  in.  standpipes  and  a 
sprinkler  system ;  and 

Whereas,  appellant  contends  that  the  present  system 
gives  adequate  protection. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
37183-F,  Item  1,  be  and  it  hereby  is  reversed,  and  the  ap¬ 
peal  as  to  that  item  be  and  it  hereby  is  granted;  and  that 
the  orders  of  the  fire  commissioner,  Nos.  37184-F  and 
37185-F,  be  and  they  hereby  are  affirmed,  and  the  appeal 
as  to  those  orders  be  and  it  hereby  is  denied. 


1166-22-A. 

APPELLANT— H.  H.  Murdock. 

SUBJECT — Appeal  from  decision  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED — 461-469  5th  avenue,  1  East  40th 
street,  Manhattan. 

APPEARANCES— 

For  Appellant :  L.  M.  Schuer,  H.  H.  Murdock. 
For  Admimstration :  Inspector  Ort  of  fire  depart¬ 


ment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative:  Mr.  Holland  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Fire  Chief  Kenlon..  5 

Not  Voting:  Mr.  Kerby  .  1 

Absent  .  0 


THE  RESOLUTION: 

(1166-22-A) 

Whereas,  H.  H.  Murdock,  for  F.  W.  Woolworth  Co., 
owner,  filed;  September  30,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  461-469  Fifth  avenue  and  1  East  40th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  reads: 

“2.  The  automatic  sprinkler  equipment  for  these 
premises  with  the  occupancy  as  stated  must  be  sup¬ 
plied  from  two  sources,  consisting  of  an  approved 
pressure  tank  supply,  and  an  approved  gravity  tank  sup¬ 
ply.  *  * 

and 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
92  ft.  7  in.  by  122  ft.  6  in.,  irregular  in  area,  occupied,  store 
and  offices,  with  a  total  of  312  persons  above  the  1st  story 
at  the  present  time;  and 

Whereas,  under  Cal.  No.  268-22-A  the  board  denied  an 
appeal  to  approve  the  existing  sprinkler  system  as  a  two 
source  system,  and  appellant  has  filed  an  amendment  in 
the  Bureau  of  Fire  Prevention,  to  connect  the  existing  3500 
gallon  house  tank  to  the  sprinkler  system  to  furnish  auxili¬ 
ary  supply  and  proposes  to  provide  an  automatic  pump  to 
maintain  the  house  tank;  and 

Whereas,  appellant  contends  that  the  proposed  arrange¬ 
ment  would  give  a  total  supply  of  15,500  gallons  and  that 


the  only  portion  of  the  building  where  films  are  stored  are 
the  4th  and  8th  stories. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


962-22-A. 

APPELLANT — The  Great  Atlantic  and  Pacific  Tea  Com¬ 
pany,  for  Bush  Terminal  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Bush  Terminal  Building  No. 

58,  foot  of  51st  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  laid  over  to  December  26,  1922,  at  10  a.  m. 


1197-22-A. 

APPELLANT — William  Higginson,  for  James  Butler, 
Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED — S.  S.  Nelson  avenue,  Mount 
and  School  streets,  to  Anable  avenue,  Long  Island 
City,  Queens. 

APPEARANCES— 

For  Appellant:  William  Higginson. 

For  Administration:  Inspector  Ort  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative :  Mr.  Kerby  .  i 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 

Kenlon  .  6 

Absent  . o 


THE  RESOLUTION: 

(1197-22-A) 

Whereas,  William  Higginson,  for  James  Butler,  owner, 
filed,  October  7,  1922,  an  appeal  with  the  board  of  appeals 
from  an  order  of  the  fire  commissioner,  affecting  premises 
south  side  of  Nelson  avenue,  Mount  street,  School  street 
and  north  side  of  Anable  avenue,  Long  Island  City,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  reads: 

“No.  21.  Bake  shop  factory  occupancy  may  not  be 
permitted  above  a  storage  garage.” ; 

and 

Whereas,  the  building  is  fireproof,  5  stories  in  height, 
200  ft.  by  576  ft.  in  area,  occupied,  basement,  garage ;  1st 
story,  shipping  and  garage,  370  persons;  2nd  story,  ware¬ 
house;  3rd_story,  warehouse,  bake  shop  and  manufacturing, 
110  persons;  4th  story,  warehouse;  5th  story,  warehouse, 
office,  bake  shop  and  manufacturing,  196  persons ;  the 
garage  being  separated  from  the  main  building  by  a  fire 
wall  12  in.  thick;  and 

Whereas,  appellant  contends  that  there  will  be  no  com¬ 
munication  either  horizontal  or  vertical  between  the  garage 
and  any  other  part  of  the  building  and  that  the  bake  shop 
is  separated  from  the  warehouse  by  fire  walls  and  fire 
doors. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1199-22-A. 

APPELLANT— Progressive  Warehouses,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 407-411  Greenwich  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Marcus  Gross. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1199-22-A) 

Whereas,  Progressive  Warehouses,  Inc.,  lessee,  filed,  Oc¬ 
tober  7,  1922,  an  appeal  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  407- 
411  Greenwich  street,  Manhattan;  and 

Whereas,  the  order  of  the  lire  commissioner  reads: 

“1.  Provide  automatic  fire  doors  on  each  side  of 
division  wall  between  409-411  Greenwich  Street,  Sec. 
20,  Ch.  12,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  72  ft.  by  100  ft.  in  area,  occupied  as  a  general  stor¬ 
age  building,  divided  into  three  areas,  by  fore  and  aft 
fire  walls  with  arched  openings ;  and 

Whereas,  the  appellant  contends  that  the  building  is 
equipped  with  an  automatic  fire  alarm  and  that  the  ma¬ 
terial  stored  is  listed  as  non-hazardous  under  the  regula¬ 
tions  of  the  fire  department. 

Resolved,  that  the  order  of  fire  commissioner  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  so  long  as  the  storage  is  confined  substantially  to 
groceries  and  case  goods  and  there  be  no  combustibles  or 
chemicals  stored. 


1204-22-A. 

APPELLANT — William  Higginson,  for  Whitaker-Gless- 
ner  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED — Southwest  corner  of  Van  Dam 
and  Nelson  avenues,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Appellant:  William  Higginson. 

For  Administration:  Inspector  Ort  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS- — As  specified  in  resolution. 

THE  VOTE —  . 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1204-22-A) 

Whereas,  William  Higginson,  for  Whitaker-Glessner 
Co.,  owner,  filed,  October  9,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  southwest  corner  of  Van  Dam  and  Nelson 
avenue,  Long  Island  City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads 

“1.  Garage  may  have  no  opening  to  building  proper. 

“2.  Boiler  room  must  be  enclosed  in  walls  of  ‘8’ 
brick  or  approved  masonry,  unpierced  to  the  interior 
of  building;  boiler  room  may  have  no  opening  to  in¬ 
terior  of  building. 

“3.  Standpipe  cross  connection  must  be  located  be¬ 
low  the  sidewalk  level  and  must  be  shown  in  plan.” ; 

and 

Whereas,  the  building  is  fireproof,  5  stories  in  height, 
163  ft.  10  in.  by  140  ft.  irregular  in  area  in  the  1st  story 
and  120  ft.  by  140  ft.  in  area  above;  occupied,  basement, 
boiler  room ;  1st  story,  storage,  shipping  and  garage,  15 
persons ;  2nd  story,  office  and  storage  of  metal  products, 
20  persons ;  3rd,  4th,  5th  and  6th  stories,  storage  of  metal 
products;  and 


Whereas,  appellant  contends  that  the  garage  will  not 
accommodate  more  than  four  cars;  that  the  floor  of  the 
garage  is  3  ft.  below  the  1st  floor  and  is  separated  from 
the  building  by  fire  walls  with  shipping  doorways  in  front 
of  each  car,  these  doorways  being  provided  with  fireproof 
doors;  that  the  boiler  is  of  low  pressure  type,  located  in 
the  basement;  that  gasoline  fumes  would  have  to  travel  up 
from  the  garage  floor  to  the  1st  floor  and  across  this  floor 
a  distance  of  60  ft.  to  basement  stairs ;  that  the  basement  is 
under  only  a  small  part  of  the  building,  the  1st  story  is  a 
10  in.  thick  reinforced  concrete  slab  and  if  the  standpipe 
cross  connection  is  placed  underground,  there  will  be  no 
means  to  get  at  it. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Item  1 ;  granted  as  to  Item  2  on  condition 
that  there  be  no  gasoline  stored  or  kept  on  the  premises; 
and  granted  as  to  Item  3  on  condition  that  the  standpipe 
be  cross-connected  on  the  ceiling  of  the  1st  floor  and  ap¬ 
proved  by  the  fire  department. 


1035-22-A. 

APPELLANT — Morley  Realty  Company. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 46  West  98th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  J.  P.  Tolins. 

In  Opposition:  £.  M.  Foley. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  laid  over  to  January  16, 
1923,  at  10  a.  m.,  on  request'  of  the  appellant’s  rep¬ 
resentative. 


420-22-A. 

APPELLANT — Kings  County  Lighting  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — West  side  of  First  avenue, 
from  54th  to  55th  streets,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  laid  over  to-  December  26, 
1922,  at  10  a.  m.,  pending  report  of  committee 
of  inspection. 


242-22-A. 

APPELLANT — R.  W.  Bush,  for  The  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  frofn  order  of  fire  commissioner. 
PREMISES  AFFECTED — 556  Kent  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  laid  over  to  December  26, 
1922,  at  10  a.  m.,  pending  report  of  committee  of 
inspection. 


243-22- A. 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 2nd  avenue,  bounded  by  Go- 
wanus  Canal,  11th  and  12th  streets,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Robert  W.  Bush. 

For  Administration :  None. 

ACTION  OF  BOARD — Appeal  laid  over  to  December  26, 
1922,  at  10  a.  m.,  pending  report  of  committee  of 
inspection. 


244-22- A.  ' 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Union  Gas 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — South  side  of  Maspeth  ave¬ 
nue,  92  ft.  east  of  Vandervoort  avenue,  Brooklyn. 
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APPEARANCES— 

P'or  Appellant:  Robert  W.  Bush. 

For  Administration :  None. 

ACTION  OF  BOARD'— Appeal  laid  over  to  December  26, 
1922,  at  10  a.  m  ,  pending  report  of  committee  of 
inspection. 


245-22- A-  „  ,  ,  ,  _  „ 

APPELLANT— R.  W.  Bush,  for  the  Brooklyn  Union  Gas 

Co.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Nev  ins  street,  bounded  by 
Douglas  street,  3rd  avenue  and  Degraw  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Robert  W.  Bush. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  laid  over  to  December  26, 
1922,  at  10  a.  m.,  pending  report  of  committee  of 
inspection. 


-R.  W.  Bush,  for  the  Brooklyn  Union  Gas 


342-22- A. 

APPELLANT- 

Co.  r  . 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 556  Kent  avenue  (Nassau  Gas 
Works),  Brooklyn. 

APPEARANCES—  „  , 

For  Appellant :  Robert  W.  Bush. 

For  Administration :  None. 

ACTION  OF  BOARD— Appeal  laid  over  to  December  26 
1922,  at  10  a.  m.,  pending  report  of  committee  of 
inspection. 


343-22- A.  ,  ,  ,,  T  T  ' 

APPELLANT — R.  W.  Bush,  for  the  Brooklyn  Un.on  Gas 

Co.,  owner.  .  . 

SUBJECT — Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED— 433  Hoyt  street  (Citizens  Gas 
Works),  Brooklyn. 

APPEARANCES—  t  „  . 

For  Appellant :  Robert^  W.  Bush. 

For  Administration :  None. 

ACTION  OF  BOARD— Appeal  laid  over  to  December  26 
1922,  at  10  a.  m.,  pending  report  of  committee  of 
inspection. 


459-22- A. 

APPELLAN Ti — R.  W.  Bush, 


for  the  Brooklyn  Union  Gan 


Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Kent  avenue,  from  No.  11th  to 
No.  12th  streets,  East  River,  Brooklyn. 


APPEARANCES—  ^ 

For  Appellant :  Robert  W.  Bush. 

For  Administration:  None. 

ACTION  OF  BOARD— Appeal  la:d  over  to  December  26, 
1922,  at  10  a.  m.,  pending  report  of  committee  of 
inspection. 


BUILDING  ZONE  CASES. 

972-22-BZ. 

APPLICANT — Joseph  A.  Nicolini,  for  Charles  Sclafani 
and  Joseph  Guardino,  owners. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of  two 
commercial  cars. 

PREMISES  AFFECTED— 3058  Heath  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Jos.  A.  Nicolini. 

For  Opposition:  Christian  F.  Vogt. 

ACTION  OF  BOARD— Application  laid  over  to  December 
19,  1922,  at  2  p.  m.,  to  submit  consents. 


1172-21-BZ. 

APPLICANT — Monte  London,  for  Patrick  C.  Meyers, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — -4342  Broadway  and  643-645-647 
West  185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Monte  London. 

For  Opposition:  Frank  Locker,  David  M.  Jones, 
Dudley  Hardy  and  Asst.  Engr.  Close  of  Pudd¬ 
ing  department. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE— 

Atfirmative :  Messrs.  Boulton,  Kerby  and  Hol¬ 
land  .  3 

Negative:  Chairman  Walsh,  Messrs.  Beatty 

and  Kearney  and  Fire  Chief  Kenlon .  4 

Absent  . * .  0 

THE  RESOLUTION: 

(1172-21-BZ)  • 

Whereas,  Monte  London,  attorney,  for  Patrick  C.  Mey¬ 
ers,  owner,  filed,  May  31,  1921,  an  application  under  the 
Punding  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  tor  more  than  five  motor 
vehicles;  premises  4342  Broadway  and  643-649  West  185th 
street,  amended — 643-645-647  West  185th  street;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  or  appeals,  at  its.  regular  meeting  Uecember 
5,  1922,  after  due  notice  by  publication  in  the  Bulletin  or 
the  Board  of  Standards  and  Appeals;  and 

Weiereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  185th  street  and  Wads¬ 
worth  avenue  are  residence  districts  and  Broadway  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  16,  1921,  in  acting  on  N.  B.  No.  179- 
1921,  reads: 

“1.  Erection  of  a  garage  is  a  residence  district  is 
unlawful,  article  II,  Zoning  Resolution.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height  with  a  frontage  of  62  ft.  4 in.  and  a 
depth  of  63  ft.,  occupied  as  a  garage  for  more  than  5  motor 
vehicles  erected  under  a  permit  tor  a  residence  and  pri¬ 
vate  garage ;  and  . 

Whereas,  there  was  opposition  to  the  granting  ot  this 
application  on  the  part  of  neighboring  property  owners  and 
applicant  had  failed  to  properly'  substantiate  his  applica¬ 
tion.  .  ,  ,  ,  , 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1062-22-BZ. 

APPLICANT— A.  C.  MacNulty,  attorney,  for  Guiseppe 
DeMari. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  ladies’  tailoring  shop. 
PREMISES  AFFECTED — 41  West  52nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  A.  C.  MacNulty. 

For  Opposition:  Robert  L.  Luce,  Edward  T.  Cor¬ 
coran,  William  H.  Vogt,  and  F.  Dubbel. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE — 

Affirmative  .  ° 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


im 
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THE  RESOLUTION: 

(1062-22-BZ) 

'Whereas,  A.  C.  MaaNulty,  attorney,  for  Guiseppe  De 
Mari,  owner,  filed,  August  19,  1922,  an  application  under 
the  build.ng  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  change  of  occupancy  of  a  building  from  a  resi¬ 
dence  to  a  business  use;  premises  41  West  52nd  street, 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
5,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  52nd  street  is  a  resi¬ 
dence  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
August  11,  1922,  in  acting  on  Order  No.  37017-F,  reads : 

“You  are  hereby  notified  that  the  use  of  the  above 
premises  for  business  purposes  is  a  violation  of  the 
Building  Zone  Resolution,  and  unless  within  twenty 
days  such  use  shall  cease,  legal  steps  will  be  taken  by 
this  Department  for  the  recovery  of  the  penalties  pre¬ 
scribed  by  law,  and  to  prevent  a  continuance  of  such 
use.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  constructor 
5  stories  in  height  with  a  frontage  of  17  ft.  and  a  depth  of 
55  ft.,  occupied  as  a  dwelling,  the  proposed  occupancy  to  be 
1st  story,  doctor’s  apartment ;  2nd  story,  ladies’  tailoring ; 
3rd,  4th  and  5th  stories,  apartments  ;  and 

Whereas,  the  applicant  has  failed  to  substantiate  his 
application  under  Section  20  and  there  was  opposition  to 
the  granting  of  this  application  on  the  part  of  neighbor¬ 
ing  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  application  be  and  it 
hereby  is  denied. 


1240-22-BZ. 

APPLICANT — Paul  Revere  Henkel,  architect,  on  behalf 
of  Niewenhous  Company,  Inc.,  owner. 

SUBJECT — Application  to  permit  in  an  unrestricted  dis¬ 
trict  and  extending  into  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 313-319  East  160th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Gillespie. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1240-22-BZ) 


Whereas,  Paul  Revere  Henkel,  for  Niewenhous  Com¬ 
pany,  Inc.,  owner,  filed,  October  20,  1922,  an  application 
under  the  building  zone  resolution,  to  permit  the  exten¬ 
sion  from  an  unrestricted  into  a  business  district  of  a  pro¬ 
posed  garage  for  the  storage  of  more  than  five  motor 
vehicles;  premises  313-319  East  160th  street,  The  Bronx; 

and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
5,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  160th  street  and  Park 
avenue  are  unrestricted  districts  and  Courtlandt  avenue  is 
a  business  district;  and 


Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  October  17,  1922,  in  acting  on  N.  B.  No.  1127-22, 
reads : 

“2.  Garage  for  more  than  five  (5)  cars  may  not 
be  permitted  at  this  location  which  extends  into  a 
“Business  Zone.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireprooi 
construction,  2  stories  in  height  with  a  frontage  of  194  ft. 
and  a  depth  of  51  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  Courtlandt  avenue  between 
the  intersecting  streets  on  July  25,  1916,  a  garage  for  more 
than  5  motor  vehicles  and  under  the  provisions  of  Section 
7,  subdivs.  e  and  c,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  gable  wall 
be  unpierced  throughout  its  entire  height  and  length ;  that 
the  front  elevations  of  the  building  on  Courtlandt  avenue, 
Park  avenue  and  161st  street,  be  faced  with  face-brick,  and 
any  windows  therein  be  provided  with  fireproof  frame 
and  sash  glazed  with  wire  glass. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  and  the  building  completed  within  one  year  from 
the -date  of  this  action. 


393-22-BZ. 

APPLICANT — Lee  Brothers,  Inc.,  applicants,  on  behalf  of 
John  Nimpheus,  owner,  and  north  side  Storage 
Warehouse,  lessee. 

SUBJECT — Application  to  permit  partly  in  an  unrestricted 
district  the  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 525  Bergen  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Arthur  Sloman  and  E.  H.  Milli¬ 
gan,  treasurer  of  Lee  Brothers,  Inc. 

For  Opposition :  Walter  J.  Kahl,  Isabelle  Becker, 
Charles  Rosenbaum,  John  J.  Matthews  and 
Fred  Oppenheimer. 

ACTION  OF  BOARD1 — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(393-22-BZ) 


Whereas,  Lee  Brothers,  Inc.,  for  John  Nimpheus,  own¬ 
er,  filed,  March  16,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  partly  in  an  unrestricted  district 
and  partly  in  a  business  district  the  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  premises 
525  Bergen  avenue,  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
5,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bergen  avenue  and  149th 
street  are  business  districts  and  148th  street  is  an  unre¬ 
stricted  district ;  and 

Whereas,  the  decision  of  the  fife  commissioner,  ren¬ 
dered  February  8,  1922,  in  acting  on  11405-C,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  for 
more  than  five  motor  vehicles  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  fireproof  construction,  6 
stories  in  height  with  a  frontage  of  25  ft.  and  a  depth  of 
100  ft.,  occupied  in  the  first  story  as  a  garage  for  more 
than  5  motor  vehicles  and  for  storage  above;  and 
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Whereas,  under  the  provisions  of  Section  7,  subdivision 
c  of  the  building  zone  resolution  the  board  is  empowered 
to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  southerly 
gable  wall  and  rear  wall  shall  be  unpierced  throughout 
their  entire  height  and  length,  on  1st  floor ;  that  there  shall 
be  no  opening  between  the  garage  (which  shall  be  limited 
to  the  first  floor  of  the  structure)  and  the  upper  portion 
of  the  building. 


967-22-BZ. 

APPLICANT — Edward  C.  Johnson,  lessee. 

SUBJECT — Application  to  permit  in  a  business  district 
the  maintenance  of  a  garage  for  more  than  5 
cars. 

PREMISES  AFFECTED — 7090  Amboy  road,  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Anthony  Dimino,  James  Ure  and 
Salvadore  Dinimo. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution. 

THE  VOTE^- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby...  6 


Negative  . .  •  •  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(967-22-BZ) 

Whereas,  Edward  C.  Johnson,  owner,  filed,  July  20, 
1922,  an  application  under  the  building  zone  resolution,  tp 
permit  in  a  residence  district  the  conversion  of  occupancy 
from  a  garage  for  five  motor  vehicles  to  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  7090 
Amboy  road,  Richmond;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
5,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amboy  road — Bethel  avenue 
and  Hart  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  20,  1922,  reads: 

“Disapprqval  recommended  as  contrary  to  'Zone 
Resolution,  section  4  (a)  (15).”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  26  ft. 
and  a  depth  of  38  ft.,  to  be  occupied  as  a  garage  for  more 
than  5  motor  vehicles ;  and 

Whereas,  applicant  has  failed  to  substantiate  his  appli¬ 


cation  under  the  provisions  of  section  7,  subdivision  G. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


453-22-BZ. 

APPLICANT — Mark  B.  Bennitt,  applicant,  on  behalf  of 
Tillie  Opitz,  owner. 

SUBJECT — Application  to  reopen  to  amend  area — appli¬ 
cation  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage. 

PREMISES  AFFECTED — 7806  Beaufort  avenue,  Wood- 
haven,  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Application  restored  and  set  for  Calendar  Call 
December  19,  1922. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby... 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 


1055-22-BZ. 

APPLICANT — Comack  Realty  Co.,  owner. 

SUBJECT — Application  to  amend  area — application  to  per¬ 
mit  in  a  business  district  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 225-229  Buffalo  avenue,  Brook- 
•  lyn. 

APPEARANCES— 

For  Applicant:  Wm.  N.  Good  and  Wm.  Hebbe- 
sheimer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  to  amend  area  de¬ 


nied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 

Absent:  Fire  Chief  Kenlon  .  1 


1221-22-BZ. 

APPLICANT— Paul  G.  Mack. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  storage  of  five 
motor  vehicles. 

PREMISES  AFFECTED! — 111-113  Grove  street,  'Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Peter  H.  Blauvelt. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  laid  over  to  December 
5,  1922,  at  2  p.  m. 


Adjourned,  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  5,  1922. 

Present.  Chairman  Walsh,  Messrs.  Beatty,  Boulton 
Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1174-22-A. 

APPELLANT — Lucius  Pitkin,  Inc. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 47  Fulton  street,  Manhattan 
APPEARANCES— 

For  Appellant:  Edward  Millring,  Edwin  Ross. 
For  Administration :  Inspector  Lenihan  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1174-22-A) 

Whereas,  Dr.  Lucius  Pitkin,  owner,  filed,  October  4, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  47  Fulton 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Discontinue  the  storage  and  use  of  liquified 
chlorine  on  your  premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25.6  ft.  by  96  ft.  in  area  in  the  1st  story  and  25.6 
ft.  by  66  ft.  in  area  above;  occupied,  1st  story,  store,  8 
persons;  2nd  story,  storage  only;  3rd  story,  office  and 
laboratory,  4  persons;  4th  story,  laboratory,  3  persons;  5th 
story,  laboratory,  3  persons;  and 

Whereas,  appellant  contends  that  to  comply  with  the  or¬ 
der  would  badly  cripple  their  facilities  and  hinder  the  ac¬ 
ceptance  of  important  classes  of  analyses  and  are  willing 
to  provide  any  safeguards  not  prohibitive  and  to  store  the 
chlorine  in  a  concrete  vault  in  the  cellar. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  of  liquified  chlorine 
shall  be  limited  to  one  cylinder  of  mot  more  than  10  lbs. 
capacity,  on  the  premises  at  any  one  time  and  located  and 
maintained  on  the  4th  story,  in  an  iron  reservoir  filled  with 
water. 


1214-22-A. 

APPELLANT — Wm.  A.  White  &  Sons,  for  Wall  Street 
Exchange  Building  Association,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 43-49  Exchange  place,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Robert  Mathews,  Oscar  Mygren. 
For  Administration:  Inspector  Maher  of  the  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  _  6 


Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  l 


THE  RESOLUTION: 

(1214-22-A) 

Whereas,  the  Wall  Street  Exchange  Building,  owner, 
filed,  October  11,  1922,  an  appeal,  w*th  the  board  of  ap¬ 
peals,  from  orders  of  the  fire  commissioner,  affecting  prem¬ 
ises  43-49  Exchange  place,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
“No.  38407-F — 

“1.  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof 
above  the  3500-gallon  mark  only  *  *  * 

“2.  Provide  an  outlet  in  bottom  or  on'  side  near 
the  bottom  of  standpipe  tank  not  less  than  4  in.  in 
diameter,  fitted  with  a  suitable  valve  for  discharging  the 
contents  in  case  of  emergency.  *  *  * 

“3.  Place  the  present  Siamese  connections  for  stand¬ 
pipe  system  at  least  18  in.  and  not  more  than  2  ft. 
above  the  sidewalk  in  a  horizontal  position  accessible 
to  the  Fire  Department. 

“4.  Extend  standpipe  line  to  the  sub-cellar  and  pro¬ 
vide  a  2 y2  in.  outlet  on  same  with  75  ft.  of  2l/2  in.  ap¬ 
proved  hose  in  lengths  not  greater  than  50  ft.  Sec.  20, 
Ch.  12,  Code  of  Ord. 

“5.  Extend  standpipe  outlet  on  each  of  3rd,  9th,  10th, 
14th,  21st,  23rd,  24th  and  25th  stories,  to  the  stairway 
enclosure.” 

“No.  38408-F— 

‘T.  Raise  standpipe  tank  to  20  ft.  above  the  highr- 
est  outlet  and  properly  support  same,  as  per  Sec.  20, 
Ch.  12,  Code  of  Ordinances. 

“2.  Provide  an  approved  intermediate  tank  or  pres¬ 
sure  reducing  valve  for  standpipe  system.  *  *  *” 

“3.  Provide  an  approved  fire  pump,  with  a  capacity 
of  750  gallons  of  water  per  minute  for  standpipe.”; 
and 

Whereas,  the  building  is  fireproof,  25  stories  in  height, 
99  ft.  11  in.  by  90  ft.  6  in.  in  area  in  the  1st  story  and  99 
ft.  11  in.  by  65  ft.  6  in.  in  area  above;  occupied  as  an  office 
building,  1548  persons  in  the  entire  building,  equipped  with 
a  6  in.  standpipe  line ;  and 

Whereas,  appellant  proposes  to  continue  the  piping  on 
the  inside  of  the  tank  and  claims  that  there  are  2 x/2  in. 
outlets  on  the  bottom  of  the  tank  and  on  the  bottom  of  the 
standpipe  line  in  the  basement,  and  that  the  present  Siamese 
connections  are  practically  standard ;  and 

Whereas,  appellant  requests  that  the  present  Siamese  con¬ 
nections  be  accepted  and  claims  it  is  physically  impossible 
to  extend  the  standpipe  outlet  to  the  stairway  enclosures 
and  that  they  are  easily  seen  from  the  corridors ;  that  the 
tank  is  about  9  ft.  6  in.  above  the  highest  hose  loutlet,  that 
the  pressure  does  not  exceed  150  lbs.  on  any  floor ;  that  they 
already  have  two  pumps  which  are  constructed,  in  such  a 
manner  to  be  ready  for  emergencies.  • 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  hereby  is 
granted  as  to  Order  No.  38407-F,  Item  1,  on  condition  that 
three  2)4-gallon  fire  extinguishers  be  maintained  and  that 
a  pipe  be  installed  on  the  interior  of  the  tank  so  as  to 
maintain  a  reservoir  of  3500  gallons;  as  to  Item  No.  2, 
so  long  as  present  outlets  are  maintained;  as  to  Item  No. 

3  on  condition  that  outlets  be  maintained  pointing  down¬ 
ward;  and  as  to  Item  No.  5,  granted,  except  on  the  3rd 
story,  on  which  story  the  supply  is  to  be  carried  to  the 
corridor ;  and  granted  as  to  this  item  so  long  as  the  present 
occupancy  of  these  several  floors  remain  substantially  un¬ 
changed,  and  clear  glass  is  maintained  in  door  panels ; 
granted  as  to  order  No.  38408-F,  Item  No.  1,  on  condition 
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that  three  2)4  gallon  fire  extinguishers  are  installed  and' 
maintained  ;  granted  as  to  Item  No.  2  on  condition  that  ap¬ 
proved  reducing  valves  be  installed  on  all  floors  from  the 
9th  story  down  and  granted  as  to  Item  No.  3  so  long  as 
the  present  pumps  are  cross  connected,  and  that  the  order 
of  the  fire  commissioner,  Order  Nlo.  38407-F,  Item  No.  4, 
be  affirmed  and  the  appeal  as  to  this  item  be  denied. 


1223 -22- A.  . 

APPELLANT — Franco  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 60-68  Tillary  street  (284-300 
Pearl  street),  Brooklyn. 

APPEARANCES— 

For  Appellant:  J.  S.  Irving. 

For  Administration :  Inspector  Maher,  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  1  * 

Absent  . . . , . . .  6 


THE  RESOLUTION: 

(1223-22-A) 

Whereas,  Franco  Realty  Corporation,  owner,  filed,  Oc¬ 
tober  13,  1922,  an  appeal  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  60-68 
Tillary  street  and  284-300  Pearl  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Install  a  standpipe  system,  etc.”  *  *  * ; 

and 

Whereas,  the  building  is  fireproof,  6  stories  in  height, 
90  ft.  by  200  ft.  in  area,  occupied,  basement  to  4th  story 
for  manufacture  of  carbon  batteries,  a  total  of  295  per¬ 
sons  ;  5th  and  6th  stories,  manufacturing  of  steel  wool,  221 
persons ;  the  building  being  accessible  from  two  streets  and 
at  the  rear  and  being  equipped  with  a  two  source  sprink¬ 
ler  system  with  a  20,000  gallon  gravity  tank,  two  dry 
standpipe  systems  in  the  stair  shafts  with  100  ft.  of  2)4  in. 
hose  on  each  landing,  approved  fire  extinguishers,  bucket 
tanks  and  fire  pails  on  each  story,  a  night  watchman  sys¬ 
tem  and  an  approved  fire  alarm ;  and 

Whereas,  appellant  contends  that  the  building  is  ade¬ 
quately  protected  and  to  make  the  change  would 'be  a  hard¬ 
ship. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  is 
denied. 


1232-22- A. 

APPELLANT — Geo.  Mort  Pollard,  for  A.  Leila,  owner. 
SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 250  West  14th  street,  Manhat¬ 
tan. 

APPEARANCES-- 

For  Appellant:  Geo.  Mort  Pollard,  A.  Leila. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


*  THE  RESOLUTION: 

(1232-22- A) 

Whereas,  A.  Leila,  owner,  filed,  October  17,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
tire  commissioner,  affecting  premises  250  West  14th  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all 
openings  in  the  exterior  wall  above  1st  story.  *  *  *” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  24  ft.  by  62  ft.  8  in.  in  area  in  the  1st 
story  and  24  ft.  by  47  ft.  9  in.  in  area  above;  occupied, 
basement,  store,  3  persons ;  1st  story,  office  and  work  room, 
12  persons;  2nd  story,  living  room,  4  persons;  3rd  story, 
office,  5  persons;  4th  story,  living  room,  3  persons;  and 

Whereas,  appellant  contends  that  there  are  no  windows 
in  the  rear  above  the  1st  story  which  are  within  30  ft.  of 
openings  in  any  adjoining  building  but  that  those  windows 
are  within  50  ft.  of  the  one  story  extension  of  building  ad¬ 
joining,  which  roof  is  at  side  across  a  yard  8  ft.  wide  and 
proposes  to  provide  fireproof  frame  and  sash  glazed  with 
wrire  glass  in  the  two  large  windows  in  the  work  room 
on  the  1st  story  a  new  fireproof  door  in  the  rear  entrance 
of  the  1st  story  extension. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  two  large  windows  in  the  work 
room  on  the  1st  story  rear  be  made  fireproof,  glazed  with 
wire  glass,  and  a  fireproof  door  provided  in  the  rear*  en¬ 
trance  of  the  1st  story  extension  and  granted  so  long  as 
the  occupancy  and  use  remain  substantially  unchanged. 


1342-22- A. 

APPELLANT — John  P.  Leo,  for  Caroline  &  Hannah 
Plant,  owners. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 61  West  55th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  P.  Leo,  and  Frank  Du  Bell, 
for  Fifth  Avenue  Association. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  December  19, 
1922,  at  2  p.  m.,  for  further  investigation. 


1140-22- A. 

APPELLANT — J.  E.  Douglass,  for  City  of  New  York 
(Board  of  Education),  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Corner  Dinsmore  and  Roanoke 
streets,  Far  Rockaway,  Queens. 

APPEARANCES— 

For  Appellant:  Charles  Tilgner,  J.  E.  Whitsit  and 
and  George  H.  Wessel. 

For  Administration:  Inspector  Lenihan  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kearney  . .  5 

Negative:  Fire  Chief  Kenlon  .  1 

Absent :  Mr.  Kerby  . .  1 


THE  RESOLUTION: 

(1140-22-A) 

Whereas,  J.  E.  Douglass,  for  the  Board  of  Education, 


1286 


MINUTES 


City  of  New  York,  owner,  filed,  September  22,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  corner  of  Dinsmore 
and  Roanoke  streets,  tar  Kockaway,  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“2.  Provide  wire  glass  and  metal  frames  on  ail 
windows  leading  from  chemical  laboratory  to  hall¬ 
way. 

‘‘3.  Provide  alberene  or  similar  material  on  all 

laboratory  tables  in  chemical  laboratories.”; 

and 

Whereas,  the  building  is  fireproof,  3  stories  in  height, 
142  ft.  by  68  ft.  in  area,  occupied  as  a  high  school,  a  por¬ 
tion  of  the  building  in  the  3rd  story  being  occupied  as  a 
chemical  laboratory;  and 

Whereas,  appellant  contends  that  the  laboratory  in  ques¬ 
tion  is  for  small  experiments,  that  only  a  small  quantity  of 
chemicals  are  kept  on  hand;  that  to  make  the  repairs  re¬ 
quired  by  the  fire  department  would  be  a  heavy  expense, 
and  that  the  building  is  equipped  with  the  necessary  exits. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  explosive  chemicals  or  com¬ 
pounds  be  stored  in  the  laboratory. 


1141-22- A. 

APPELLANT — J.  E.  Douglass,  for  City  of  New  York 
(Board  of  Education),  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — North  side  Wilbur  avenue,  be- 
tweeen  Radde  and  Academy  streets,  Queens. 
APPEARANCES— 

For  Appellant:  Charles  Tilgner,  J.  E.  Whitsit  and 
George  H.  Wessel. 

For  Administration:  Inspector  Lenihan,  of  fire 
department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Kenlon  . . . ; .  q 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 


THE  RESOLUTION: 

(1141-22- A) 

Whereas,  J.  E.  Douglass,  for  the  Board  of  Education, 
City  of  New  York,  owner,  filed,  September  22,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  thj 
fire  commissioner,  affecting  premises  north  side  of  Wilbur 
avenue,  between  Radde  and  Academy  streets,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Provide  metal  cabinet  for  the  storage  of  in¬ 
flammable  and  combustible  material  in  instruction  of 
chemistry  room.  *  *  * 

“2.  Pr/ovide  self-closing  fireproof  door  on  all  door 
openings,  leading  from,  chemical  laboratories  and  in¬ 
struction  rooms  to  hallway,  stairway  and  classrooms. 

*  *  * 

“2.  Provide  self-closing,  fireproof  door  on  all  door 
nitric  acid  in  chemical  laboratory.  *  *  * 

“4.  Provide  a  covering  of  alberene  or  similar  ma¬ 
terial  if  not  already  covered,  or  of  stone  on  all  tables 
in  the  chemical  laboratory.  *  *  *” ; 

and 

Whereas,  the  building  is  fireproof,  5  stories  in  height, 
180  ft.  by  208  ft.  in  area,  occupied  as  a  high  school,  there 
being  a  chemical  laboratory  at  the  end  of  the  westerly 
wing;  and 

Whereas,  appellant  contends  that  only  a  small  quantity 
of  chemicals  are  kept  on  hand,  that  they  are  under  con¬ 
stant  supervision  and  that  there  would  be  hardships  in  com¬ 


plying  with  the  requirements  of  the  fire  department. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  in  so  far  as  it  re¬ 
lates  to  Item  No.  4  granted  on  condition  that  no  explosive 
chemicals  or  compounds  be  stored  in  the  laboratory,  and 
that  the  order  of  the  hre  commissioner,  Item  Nos.  1,  2  and 
3  be  affirmed  and  the  appeal  as  to  these  items  be  denied. 


1142-22-A. 

APPELLANT — J.  E.  Douglass,  for  City  of  New  York 
(Board  of  Education),  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AhFECTED — South  side  Hillside  avenue,  be¬ 
tween  Union  and  Hardenbrook  avenues,  Jama.ca, 
Queens. 

APPEARANCES— 

For  Appellant:  Charles  Tilger,  J.  E.  Whitsit  and 
George  H.  Wessel. 

For  Administration :  Inspector  Lenihan  of  fire 
department. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent:  Mr.  Kerby  . l 


THE  RESOLUTION: 

(1142-22-A) 

Whereas,  J.  E.  Douglass,  for  City  of  New  York  (Board 
of  Education),  owner,  filed,  September  22,  1922,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  south  side  of  Hillside  avenue, 
between  Union  and  Hardenbrook  avenues,  Jamaica,  Queens; 
and 

WIhereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  a  covering  of  alberene,  etc.,  on  all  la¬ 
boratory  tables  in  chemical  laboratory. 

“3.  Provide  shelves  of  alberene,  etc.,  for  holding 
chemicals  on  laboratory  tables.” ; 

and 

Whereas,  the  building  is  fireproof,  4  stories  in  height, 
160  ft.  by  48  ft.  in  area,  occupied  as  a  high  school,  with 
a  chemical  laboratory  in  the  attic;  and 

Whereas,  appellant  contends  that  only  a  small  quantity 
of  chemicals,  are  kept  on  hand ;  that  they  are  under  con¬ 
stant  supervision,  and  that  there  would  be  hardships  in 
complying  with  the  requirements  of  the  fire  department. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  explosive  chemicals  or  com¬ 
pounds  shall  be  stored  in  the  laboratory. 


1143-22- A. 

APPELLANT — J.  E.  Douglass,  for  City  of  New  York 
(Board  of  Education),  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — West  side  of  114th  street  and 
91st  avenue,  Richmond  Hill,  Queens. 
APPEARANCES— 

For  Appellant:  Charles  Tilger,  J.  E.  Whitsit  and 
George  H.  Wessel. 

For  Administration :  Inspector  Lenihan  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  . , .  0 
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THE  RESOLUTION: 

(1143-22-A) 

Whereas,  J.  E.  Douglass,  for  City  of  New  York  (Board 
of  Education),  owner,  filed,  September  22,  1922,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  west  side  of  114th  street 
^nd  91st  avenue,  Richmond  Hill,  Queens ;  and 

Whereas,  the  order  of  the  lire  commissioner  reads: 

“1.  Provide  wire  glass  windows — from  chemical 
laboratory  on  3rd  floor  to  hallways  and  classrooms. 

“2.  Provide  wire  glass  windows  to  hallways  and 
chemical  lecture  room  on  3rd  floor. 

“3.  Provide  alberene — on  all  tables  in  chemical  la¬ 
boratory  on  3rd  floor. 

“4.  Provide  alberene — for  all  shelves,  etc.”; 

and 

Whereas,  the  building  is  fireproof,  3  stories  in  height, 
136  ft.  by  108  ft.  in  area,  occupied  as  a  high  school  with 
a  chemical  laboratory  at  the  northeast  end  of  the  3rd 
story;  and  • 

Whereas,  appellant  contends  that  there  are  no  windows 
leading  to  hallways  or  corridors,  and  that  only  a  small 
quantity  of  chemicals  are  kept  on  hand,  and  that  they  are 
under  constant  supervision  and  that  there  would  be  hard¬ 
ships  in  complying  with  the  requirements  of  the  fire  de¬ 
partment. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  in  so  far  as  it  re¬ 
lates  to  Items  No.  3  and  No.  4  be  granted  on  condition  that 
no  explosive  chemicals  or  compounds  be  stored  in  the  la¬ 
boratory  and  that  the  order  of  the  fire  commissioner,  Items 
No.  1  and  No.  21  be  affirmed  and  the  appeal  as  to  these  items 
be  denied. 


11 50-22 -A. 

APPELLANT — Elwbod  Restaurant  Co.,  Inc.,  for  S.  &  A. 

J.  Cooper  Realty  Corp.,  owners. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 

APPEARANCES — 

For  Appellant:  Joseph  M.  Edelson. 

For  Administration:  Inspector  Maher  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1922, 
at  2  p.  m.,  on  request  of  appellant. 


1242-22-A. 

APPELLANT — Rosen  &  Jacoby,  lessees. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1126  Longwood  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby -  6 


Negative  .  0 

(Absent :  Fire  Chief  Kenlon  .  1 


BUILDING  ZONE  CASES. 

1086-22-BZ. 

APPLICANT— William  A.  West. 

SUBJECT — Application  to  permit  in  a  business  district  the 
maintenance  of  a  garage  for  the  storage  of  fifteen 
motor  vehicles. 

PREMISES  AFFECTED--121  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  A.  H.  Goodman,  William  A.  West. 
'For  Opposition:  Wm.  Wallace,  E.  J.  Moore,  G.  J. 
Sproull,  Thomas  C.  Ennever,  William  H.  Hall. 
ACTION  OF  BOARD — Application  denied. 


THE  VOTE— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


THE  RESOLUTION: 

(108d-22-BZ) 

Whereas,  William  A.  West,  owner,  filed,  August  31,  1922, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  district  on  the  same  street  with  a  public 
school  the  maintenance  of  a  garage  for  the  storage  of  fif¬ 
teen  (15)  motor  vehicles;  premises  121  West  54th  street, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Dec.  5,  1922, 
after  due  notice  by  publication  in  the  Bulletin  of  the  board 
of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  54th  street,  6th  avenue 
and  7th  avenue  are  business  districts ;  and 

W hereas,  the  decision  of  the  fire  commissioner,  rendered 
August  12,  1922,  reads : 

‘‘We  have  your  favor  in  which  you  request  that  we 
issue  to  your  client  William  A.  West,  121  West  54th 
Street,  another  permit  in  conjunction  with  permit  No. 
72379,  which  does  not  expire  until  June  23,  1923,  to 
cover  the  storage  of  15  automobiles. 

‘‘This  additional  storage  cannot  be  permitted,  as  the 
storage  of  more  than  5  automobiles  in’  your  garage 
is  a  violation  of  the  Building  Zone  Resolution.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction,  3 
stories. in  height,  with  a  frontage  of  25  ft.  and  a  depth  of 
90  ft.,  occupied  as  a  garage  for  15  cars;  and 

W.hereas,  there  is  on  this  street  between  the  intersecting 
streets  a  public  school  with  entrance  on  54th  street. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


1095-22-BZ. 

APPLICANT— Alfred  G.  Kroft,  for  U.  S.  Trust  Co.  of 
N.  Y. 

SUBJECT — Application  to  permit  in  a  business  district  the 
maintenance  of  a  garage  for  more  than  five  cars ; 
also  to  permit  such  garage  to  be  located  in  a  por¬ 
tion  of  a  street,  in  which  portion  there  exists  a 
public  school  with  an  entrance  and  exit  on  54th 

street. 

PREMISES  AFFECTED— 145  West  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  J.  L.  Fierman,  Alfred  G.  Kroft. 
For  Opposition:  E.  J.  Moore,  G.  J.  Sproull,  Wm. 


Wallace,  T.  C.  Ennever. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby -  6 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION : 

(1095-22-BZ) 

Whereas,  Alfred  G.  Kroft,  for  U.  S.  Trust  Co.  of  N.  Y., 
owner,  filed,  Sept.  5,  1922,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
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maintenance  of  a  garage  for  more  than  five  cars ;  also 
to  permit  such  garage  to  be  located  in  a  portion  of  street, 
in  which  portion  there  exists  a  public  school  with  an  en¬ 
trance  and  exit  ion  54th  street;  premises  145  West  54th 
street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  Dec.  5,  192®, 
after  due  notice  by  publication  in  the  Bulletin  of  the  board 
of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  54th  street,  6th  avenue  and 
7th  avenue  are  business  districts  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
March  29,  1921,  in  acting  on  5585-LC,  reads  : 

“1.  Discontinue  the  maintenance  of  a  garage  for 
more  than  five  motor  vehicles,  for  the  reason 
“1.  Garage  is  located  in  a  business  district  in  viola¬ 
tion  of  Building  Zone  Resolution  of  July  25,  1916. 

“2.  Garage  is  located  in  a  portion  of  a  street  between 
two  intersecting  streets  in  which  portion  there  exists 
a  public  school.  Sec.  20  (adopted  June  20,  1919)  of  the 
Building  Zone  Resolution  of  the  Board  of  Estimate 
and  Apportionment  adopted  July  25,  1916.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
2  stories  in  height  with  a  frontage  of  25  ft.  and  a  depth 
of  94  ft.,  to  be  occupied  as  a  garage  for  more  than  5  motor 
vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  there  exists  an  entrance  to  a  public  school  on  this  street. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


1221-22-BZ 

APPLICANT— Paul  C.  Mack. 

SUBJECT — Application  to  permit  in  a  residence  district  the 
-  maintenance  of  a  garage  for  storage  of  five  moto'r 
vehicles. 

PREMISES  AFFECTED — dll-113'  Grove  street,  Brooklyn. 
APPEARANCES— -None. 

ACTION  OF  BOARD1— Application  laid  over  to  Dec.  19, 
1922,  at  2  p.  m. 


987-I2I2-BZ. 

APPLICANT — (George  S.  Cowles,  for  Edward  S.  Cowles, 
M.  D.,  owner. 

SUBJECT — To  permit  in  a  residence  district  the  conversion 
of  occupancy  of  the  basement  of  a  sanitarium  to 
business  purposes. 

PREMISES  AFFECTED— 591  Park  avenue,  Manhattan. 
APPEARANCES— Nione. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerbv .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 


AREAS  FIXED. 

(1343-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Samuel  Garner,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents,  for  the  main¬ 
tenance  of  a  garage,  at  premises  1473  Park  avenue,  Manhat¬ 
tan. 

The  following  area  was  approved  by  the  board: 

East  side  of  Park  avenue,  from  a  point  100  ft.  south 
of  107th  street  to  109th  street;  the  south  side  of  108th 
street  from  Park  avenue  to  a  point  130  ft.  east  of  Park 

avenue. 

(1339-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  C.  Wandell  Co.,  requesting  the  board  to  fix  the  area 


deemed  affected  and  within  which  to  obtain  cqnsents  for 
the  maintenance  of  a  garage,  at  premises  404-14  87th  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Fourth  avenue  from  86th  street  to  89th 
street ;  also  both  sides  of  87th  street  from  Fourth  ave¬ 
nue  to  a  point  100  ft.  west  of  Fourth  avenue. 

(1207-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Joseph  L.  Hunt,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage,  at  premises  4374  Matilda  street,  The 
Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Matilda  street  from  a  point  100  ft. 
south  of  Nereid  avenue,  to  a  point  100  ft.  south  of  the 
southerly  side  of  East  237th  street,  also  the  property 
directly  at  rear  and  for  a  distance  of  50  ft.  on  either 
side  of  the  side  lot  lines  .of  the  premises  in  question. 


CASE  DISMISSED. 

Appeal  from  Administrative  Order. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to  appeal  was  offered  for  filing, 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty : 

Filed  March  8,  1922 — Premises  47  West  52nd  street,  Man¬ 
hattan.  Order  of  the  fire  dommissioner. 
Appellant,  Annette  Vadrot.  Dismissed  for 
lack  of  prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby ....  5 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 


Whereas,  Annette  Vadrot  filed  with  the  board  of  appeals 
an  appeal  from  order  affecting  the  premises  47  W.  52nd 
street,  Manhattan ;  and 

Whereas,  appellant  has  failed  to  complete  her  papers, 
though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeal  be,  and  it  hereby  is, 
dismissed  for  lack  of  prosecution. 


CASE  DISMISSED. 

Under  the  Building ■  Zone  Resolution. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to  appeal  was  offered  for  filing, 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty : 

(413-22-BZ) 

Filed  Miarch  18,  1922’ — Premises  149'  Madison  avenue,  Flush- 
„  mg,  Queens.  Order  of  the  fire  commis¬ 

sioner.  Applicant,  Gordon  M.  Troutschold. 
Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  .  0 

Absent :  Fire  'Chief  Kenlon  .  1 

THE  RESOLUTION : 


Whereas,  Gordon  M.  Troutschold  has  filed  with  the  board 
of  appeals  an  application  under  the  building  zone  reso¬ 
lution  affecting  the  premises  149  Madison  avenue,  Flush¬ 
ing,  Queens ;  and 

Whereas,  the  applicant  has  failed  to  complete  his  pa¬ 
pers,  though  duly  notified  to  dlo  so. 

Resolved,  that  the  application  be,  and  it  hereby  is,  dis¬ 
missed  for  lack  of  prosecution. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  Nov.  21,  1922,  as  printed 
in  Bulletin  No.  48,  Vol.  VII,  are  hereby  corrected  to  read 
as  follows : 

1 100-22- S. 

PETITIONER — Patrick  J.  Murray,  for  Henlea  Realty 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — '319-321  East  44th  street,  Man¬ 
hattan. 


* Correction — Words  “as  cited  in  decision  of  superintendent 
of  buildings”  added  in  line  2. 


APPEARANCES— 

For  Petitioner:  M.  Silverman. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 
and  McDermott  .  n 

Negative  .  o 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


MINUTES 

BOARD  OF  APPEALS 


♦CORRECTION. 

The  correction  to  the  minutes  of  the  meeting  of  the  board 
of  appeals,  held  on  Tuesday  afternoon,  September  8,  1920, 
as  they  appeared  in  Bulletin  No.  48,  Vol.  VII.  are  hereby 
corrected  as  follows: 

(365-20- BZ) 

Whereas,  Benjamin  Dreisler,  architect,  for  Vlack  Bros., 
owner,  filed,  June  1,  1920,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  of  a  garage  and  service  station  for  more  than 
five  motor  vehicles ;  premises  209-227  Empire  boulevard, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  appeals,  at  its  regular  meeting,  Julv  20, 
1920,  and  September  8,  1920,  after  due  notice  by  publica¬ 
tion  in  the  Bulletin  of  the  board  of  standards  and  appeals ; 
and 

Whereas,  the  use  district  mans  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  boulevard  is  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  26,  1920,  in  acting  on  N.  B.  4758^20,  reads: 

- W—  \ 

*Correction — Cal.  number  corrected  to  365-20-BZ. 


“1.  Proposition  contrary  to  art.  II,  No.  4,  business 
zone.  Recom.  denial.  Denied.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage  of 
160  ft.  and  a  depth  of  100  ft. ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  frontage 
deemed  by  the  board  to  be  affected ;  and 
Whereas,  the  applicant  has  filed  an  amendment  to  the 
plans  to  permit  the  proposed  garage  to  be  moved  westerly 
40  feet  from  the  site  where  originally  to  be  located,  the 
frontage  of  160  feet  to  be  unchanged. 

Resolved .  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  rear  and 
side  walls  shall  be  unpierced  throughout  their  entire  length 
and  height,  that  any  skylights  in  the  roof  shall  be  glazed 
with  plain  glass  and  screened  above  and  below. 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  of  the  date  of  this  action  and  that  the  building 
shall  be  completed  within  one  year  of  the  date  of  this 
action. 


MINUTES 


BOARD  OF 

♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals  as 
they  appeared  in  Bulletin  No.  48,  Vol.  VII,  are  hereby 
corrected  to  read  as  follows : 

462-22-BZ. 

APPLICANT — New  York  Telephone  Company,  applicant, 
on  behalf  of  New  York  Telephone  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  rehearing  to  modify  the  pre- 

*Correction — Borough  added  ceftcr  premises  in  the  8th  line 
of  resolution. 


APPEALS 

vious  resolution  granted  with  reference  to  the 
height  limitation. 

PREMISES  AFFECTED — 2365  Tiebout  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  N.  H.  Egleston. 

For  Opposition :  None. 

ACTION  OF  BOARD' — 'Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


MINUTES. 


Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 


(462-22-BZ) 

Whereas,  N.  Y.  Telephone  Company,  owner,  filed,  March 
29,  1922,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district  extending  about  14  ft.  into 
a  residence  district  the  extension  in  height  an  additional 
£  stories  of  a  3-story  telephone  exchange  building;  per¬ 
mission  to  erect  which  was  granted  by  the  board  of  ap¬ 
peals  May  31,  1922;  premises  north  side  184th  street  from 
Tiebout  avenue  to  Valentine  avenue,  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Nov.  21, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  184th  street  is  in  a  busi¬ 
ness  1%  times  height  “B”  Area  district  and  Tiebout  ave¬ 
nue  and  Valentine  avenue  are  in  residence  lr/\.  times  height 
“B”  area  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 


fogs,  rendered  March  11,  1922,  in  acting  on  N.  B.  Applica¬ 
tion  No.  870-1922,  reads : 

“1.  Erection  of  proposed  telephone  exchange  extend¬ 
ing  into  residence  district  is  contrary  to  provisions 
of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  5  stories  in  height,  with  a  frontage  of  238 
ft.  and  a  depth  of  116  ft.,  to  be  oocupied  as  a  telephone 
exchange  building;  and 

Whereas,  under  the  provisions  of  section  7,  subdiv.  “c” 
and  “d”  of  the  building  zone  resolution,  the  board  is  em¬ 
powered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  exceed  five  stories  in  height,  and  that 
the  set-back  and  other  requirements  as  to  area  and  height 
districts  regulations  of  the  building  zone  resolution  be 
complied  with. 

Resolved,  further,  that  all  permits  necessary  fior  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  and  the  building  erected  within  eighteen  months 
from  the  date  of  this  action. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform, 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  thfe  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


CONCRETE  RULES 

USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 
dressed.  Four  cents  postage  required. 
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PROGRESS  REPORT 

m 


SUMMARY. 


Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  December  7,  1922  ....  1474 

Restored  to  calendar . , . .  106 

Miscellaneous  Actions. 

Requests  to  reopen  .  163 

Requests  to  amend  .  26 

Requests  for  modification  .  18 

Requests  to  rescind  .  0 

Requests  for  extension  of  time .  29 

Rules  proposed  . 4 

Requests  to  install  .  6 

Administrative  requests  .  1 

Requests  for  interpretation  .  7 

Total  . 2234 

Disposed  of  . 1743 

Cases  pending  December  7,  1922  .  491 


DISPOSITION  OF  CASES. 


Withdrawn  .  145 

Dismissed  .  157 

Denied  .  236 

Granted  . 102 

Granted  on  condition  .  814 

Appliances  approved  .  24 

Appliances  disapproved  .  11 

t  ■  «.*  V  »  • 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  150 

Requests  to-reopen  denied .  12 

Requests  to  amend  granted  .  24 

Requests  to  amend  denied  .  2 

Requests  for  modification  granted .  16 

Requests  for  modification  denied  .  2 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  29 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  1 

Administrative  requests  denied  .  0 

Interpretations  . 7 

Requests  withdrawn  .  1 


Total  . 1743 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
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hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
;alendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given— 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  Decem¬ 
ber  12,  1922. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  December  12,  1922. 

Correction. 

Progress  Report.  .  ;  ;/ 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  fcONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  December  19, 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  26,  1922,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial.  "i  «11» 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  (Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli- 
c  to  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Anneals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

WrLLiAM  E.  Walsh,  Chairman. 
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DOCKET. 

Cases  Filed  Week  Ending  December  14,  1922. 


Cal  No. 

15 15-22- A . 

Department 

. F.D . 

Order  No. 

15 14-22- A . 

. F.D . 

1513-22-A . 

. F.D . 

1512-22-S . 

. F.D . 

151 1-22- A . 

. F.D . 

1510-22-A . 

. F.D . 

1509-22-BZ . 

. B.B.Bx . 

. Alt.  371-1922 

1508-22-BZ . 

. B.B.M . 

. N.  B.  591-1922 

1507-22-A . 

. B.B.Q . 

H506-22-A . 

. F.D . 

1505-22-  A _ . 

. F.D . 

1504-22-BZ . 

. B.B.M . 

1 503-22- S . 

. F.D . 

1486-22- A  _ 

. F.D . 

1485-22- A.  .  .  . 

. B.B.B.  .  .N.  B. 

App.  17322-17323-1922 

1484-2.2-BZ. .  . 

. B.B.Bx . 

1483-22- A.  .  .  . 

. F.D . 

1482-22-A.  . .  . 

. F.D . 

1481-22-BZ .  . 

. B.B.B . 

1480-22-A _ 

1479 -22- A _ 

. B.B.M . 

. Alt.  151-1922 

1478-22- A .  .  .  . 

. F.D . 

1477-22- A .... 

. F.D . 

1476 -22- A _ 

. F.D . 

1475-22-S .  .  .  . 

. F.D . 

419-22- S . 

Restored  to  Calendar. 

. F.D . 

524-19-A .... 

1502-22-BZ . B.B.Q . N.  B.  14984-1922 

1501-22-BZ . B.B.M . N.  B.  621-1922 


1500-22- A . F.D . L.  C.-14830 

1499-22-S . F.D . L.  D. -40827-40829 

1498-22-S . F.D . L.  D. -40811 

1497-22-BZ . B.B.B . Order  No.  5069-1922 

1496-22-BZ . B.B.M . Alt.  2666-1922 

1495-22- A . F.D . L.  C. -14722 

1494-22-S . F  .D . Appliance 

1 493-22-S . F.D . Appliance 

149 2-22- BZ . B.B.Bx . N.  B.  3133-1922 

1491-22- A . F.D . Alt.  325-1922 

1490-22-S . F.D . L.  D. -33438 

1489-22'S . F.D . L.  D.-25265 

1488-22-BZ . B.B.Bx . N.  B. -3132-1922 

1 487-22-A . FD . L  C. -7 5945 


523-1 9-A . 

. F.D . L.  C. -213690 

F.D . 

CODE. 

H.D . 

B.B.B . 

B.B.M . 

B.B.Q . 

B.B.R . 

B.B.Bx . 

T.H . 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  19,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1198-22-BZ. 

APPLICANT — George  Readding,  for  M.  Readding,  owner. 

PREMISES — 842  Rhinelander  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  fior  the  storage  of  three  pleasure  motor 
vehicles,  two  spaces  rented  out  to  persons  not  re¬ 
siding  on  premises. 

1243-22-BZ. 

APPLICANT — Charles  Bennett,  owner. 

PREMISES — 448-452  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than -5  motor  vehicles. 
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1246-22-BZ. 

APPLICANT — William  Shary,  for  Shaskan  Realty  Cor¬ 
poration,  owner. 

PREMISES — 1363-1367  Macombs  road,  1364-1368  Inwood 
avenue,  The  Bronx. 

TO  PERMIT  partly  in  an  unrestricted  district  and  partly 
in  a  business  district  the  erection  and  maintenance 
tof  a  garage  for  the  storage  of  more  than  5  motor 
vehicles. 

1252-22-BZ. 

APPLICANT— William  F.  Doyle,  for  Samuel  Kaufman, 
owner. 

PREMISES — 17-21  Stone  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
6  motor  vehicles. 

1411-22-BZ. 

APPLICANT — Albert  C.  Kunzi,  for  Anthony  M.  Pavavero, 
owner. 

PREMISES— 184-186  Meserole  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 

453-22-BZ. 

APPLICANT — Mark  B.  Bennitt,  for  Tillie  Opitz,  owner. 

PREMISES — 7806  Beaufort  avenue,  Woodhaven,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage. 

1429-22-BZ. 

APPLICANT— Victor  C.  Farrar,  for  171st  Street  and 
Audubon  Avenue  Corporation,  owner. 

PREMISES — 560-566  West  171st  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  used  partly  for  business  pur¬ 
poses.  ' 

1241-22-BZ. 

APPLICANT— William  F.  Doyle,  for  J.  Dinowitz,  owner. 

PREMISES — 1479  St.  Marks  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  more  than  5  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  19,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

752-22-A — 2162  Harlem  River  Terrace,  The  Bronx. 

1262- 22-A — 2042  1st  avenue,  Manhattan. 

1263- 22-A — 112-118  Empire  boulevard,  Brooklyn. 

1280-22-A — 318-324  Scholes  street,  Brooklyn. 

1304-22- A — 237  Mercer  street,  Manhattan. 

Under  Building  Zone  Resolution* 

NOTICE  IS  HEREBY  GIVEN  by  the^oard  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  19,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1175-22-BZ — Application,  October  4,  1922,  under 
the  building  zone  resolution,  of  Mag- 
nuson  &  Kleinert,  architects,  on  behalf 
of  Samuel  Greenvald  &  Sons,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  5  motor  ve¬ 
hicles  ;  premises  1365-1375  Bushwick 
avenue,  Brooklyn. 


cal.  no.  1212-22-BZ — Application,  October  11,  1922,  under 
the  building  zone  resolution,  of  James 
P.  Whiskeman,  architect,  on  behalf  of 
Willis  F.  Harding,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles ; 
premises  southeast  comer  Webster 
avenue  and  Depot  square  south,  The 
Bronx. 

cal.  no.  1218-22-BZ — Application,  October  13,  1922,  under 
the  building  zone  resolution,  of  Sol 
Levi,  applicant,  on  behalf  of  Anna 
Ludowieg,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  5  motor  vehicles ;  premises 
36-40  Stone  avenue,  Brooklyn. 

cal.  no.  1268-22-BZ — Application,  October  26,  1922,  under 
the  building  zone  resolution,  loif  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Florence  M.  Reilly,  executrix  of  Estate 
of  John  Cullen,  owner,  to  permit  partly 
in  an  unrestricted  district  and  partly 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
5  motor  vehicles ;  premises  331-335  East 
107th  street,  324-348  East  108th  street 
and  2099-2103  1st  avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  19,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1342-22- A — 61  West  55th  street,  Manhattan. 

1150-22-A — 1600  Broadway,  Manhattan. 

446-22-A — 149-151  East  119th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  19,  1922,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  972-22-BZ — Application,  July  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx. 

cal.  no.  1221  -21-BZ — Application,  October  24,  1921,  under 
the  building  zone  resolution,  of  Paul 
G.  Mack,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages; 
premises  111-113  Grove  street,  Brook¬ 
lyn. 

cal.  no.  1259-22-BZ — Application,  October  25,  1922,  under 
the  building  zone  resolution,  of  John 
Stahl,  applicant  and  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection  of 
a  four-story  and  basement  warehouse; 
premises  4762  Richardson  avenue,  4761 
White  Plains  road,  The  Bronx. 
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cal.  NO.  1165-21-BZ — Application,  November  14,  1922,  under 
the  building  zone  resolution,  of  M.  B. 
Smith,  applicant,  on  behalf  of  August 
Krapf,  owner,  for  a  rehearing  of  an 
application  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  extension  in  area 
to  a  public  garage ;  premises  659-665 
5th  avenue,  College  Point,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  22,  1922,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1177-22-A — 135-141  William  street,  100  Fulton  street,  Man¬ 
hattan. 

1330-22-A — 603  West  45th  street,  Manhattan. 

1361-22-A — 10-14  Continental  avenue,  Queens. 

1374- 22-A — 102  Fulton  street,  Manhattan. 

1375- 22-A— 829-849  East  134th  street,  The  Bronx. 

1380-22- A — 220  Broadway,  Manhattan. 

1386-22-A — lJ^-9  Wiest  34th  street,  Manhattan. 

1393- 22-A — 449  Water  street,  Manhattan. 

1394- 22-A — 84-86  W'est  Broadway,  Manhattan. 

1403-22- A — 1564-1566  Broadway,  Manhattan. 

1406-22-A — 527  West  156th  street,  Manhattan. 

1412-22-A — 242-264  West  53rd  street,  Manhattan. 
1417-22-A — 067-677  Broadway,  Manhattan. 

1426 -22 -  A — 2 86 - 287  West  street,  Manhattan. 

1437-22-A — 300  West  58th  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  26,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1343-22-BZ. 

APPLICANT — Samuel  Carner,  for  Estate  of  Peter  A. 
Jackson,  owner,  and  Simon  Zorn,  Inc.,  lessee. 

PREMISES — 1473  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  the  storage  of  more  than  5  motor 
vehicles. 

1367-22-BZ. 

APPLICANT — William  Fox,  for  Broadway  Varieties  Co., 
owner. 

PREMISES — 2834  Broadway  and  254  West  110th  street, 
Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and  maintenance 
of  a  business  building. 

991-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ernest  &  Estelle 
Biederman,  owners. 

PREMISES — 1812-1816  Holland  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
public  garage  for  the  storage  of  3  motor  vehicles. 

1217-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Claremont  Palace 
Gardens,  Inc.,  owner. 

PREMISES — 550-558  East  170th  street,  The  Bronx. 


TO' PERMIT  partly  in  an  unrestricted  district  extending 
into  a  business  district  and  also  into  a  residence 
district,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  5  motor  vehicles. 

1245-22-BZ. 

APPLICANT — Philip  A.  Faribault,  for  Edward  T.  Jen¬ 
kins,  owner. 

PREMISES — 370-390  Gates  avenue,  183-193  Monroe  street. 
390-398  Nostrand  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  extension  in  area  of  an 
existing  warehouse  building. 

1335-22-BZ. 

APPLICANT — Harry  W.  Pelcher,  for  Einziger  Brothers, 
owners. 

PREMISES — 135  New  street,  Port  Richmond,  Richmond. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  an  alteration  and  extension  of 
an  existing  garage  for  the  storage  of  more  than  5 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

622-22-A — 53  Rose  street,  Manhattan. 

962-22-A — Foot  of  51st  street,  Bush  Terminal  Building, 
No.  58.  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243 - 22- A — Block  bounded  by  Second  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

244- 22-A — South  side  Maspeth  avenue,  92  feet  east  of  Vanx 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 
459-22-A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 

887-22- A — 531-533  5th  avenue,  1  East  44th  street,  Man¬ 
hattan. 

108 8-2 2- A — 48-58  West  143rd  street,  47-57  West  142nd  street, 
Manhattan. 

1236-22-A — 245-255  Glenmore  avenue,  117-127  Snediker  ave¬ 
nue,  Brooklyn. 

1248-22-A — 472  Greenwich  street,  Manhattan. 

1275-22-A — 71-73  Nassau  street,  Manhattan. 

1345- 22-A. — 2-34  Lorraine  street,  southwest  corner  Otsego 

street,  Brooklyn. 

1346- 22-A — 103  West  18th  street,  Manhattan. 

1356-22-A — 143  Banker  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  26,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1254-22-BZ — Application,  October  24,  1922,  under 
the  building  zone  resolution,  of  Henry 
C.  Pelton,  architect,  on  behalf  of  John 
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D.  Rockefeller,  Sr.,  owner,  to  permit  in 
a  busifiess  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
5  motor  vehicles ;  premises  127-129 
West  55th  street,  Manhattan. 

cal.  no.  691-22-lBZ — Application,  November  24,  1922,  under 
the  building  zone  resolution,  of  George 
A.  Dugan,  applicant,  on  behalf  of 
Weber  Bunke-Lange  Coal  Co.,  owner, 
for  a  rehearing  of  an  application  pre¬ 
viously  granted,  to  permit  the  modifica¬ 
tion  of  the  conditions  as  laid  down  in 
the  previous  appeal;  premises  270  West 
96th  street,  Manhattan. 

CAL.  no.  7 44-22- BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Tre- 
mont-Webster  Building  Company, 
owner,  to  permit  in  a  business  district 
the  conversion  of  occupancy  of  a  busi- 

,  ness  building  to  a  garage  for  the  stor¬ 

age  of  more  than  5  motor  vehicles ; 
premises  2426-2430  Grand  Concourse, 
The  Bronx. 

CAL.  NO.  1014-22-BZ — Application,  August  2,  1922,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Sadie  Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  business  building;  prem¬ 
ises  2451-2457  University  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


\ 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  26,  1922,  at  2  p.  m. 

Petitions  for  Variations. 

1239-22-S — 138-146  West  14th  street,  Manhattan. 

1255-22-S — 88  East  10th  street,  Manhattan. 

1264-22-S — 198  Greenwich  street,  Manhattan. 

1269-22-S — 108  West  18th  street,  Manhattan. 

1277-22-S — S.  S.  Nelson  avenue  and  School  street,  N.  S. 

Mount  street  and  Anable  avenue,  Queens. 

1299- 22-S — 40  West  18th  street,  Manhattan. 

1300- 22-S — 47-53  West  13th  street,  Manhattan. 

1189-22-S — 124-126  West  29th  street,  Manhattan. 

1201-22-S — 61  Washington  street,  Manhattan. 

1315-22- S — 281  Bowery,  Manhattan. 

1155-22-S — 1-3  West  37th  street,  Manhattan. 

11 67-22 -S — 57  West  24th  street,  Manhattan. 

1179-22-S — 47  East  31st  street,  Manhattan. 

1211-22-S — 52  Lexington  avenue,  Manhattan. 

1271-22-S — 302  Elizabeth  street,  Manhattan. 

1287-22- S — 237  West  27th  street,  Manhattan. 

1292-22- S — 397  7th  avenue,  Brooklyn. 

1298-22-S — 139  East  23rd  street,  Manhattan. 

* 

1 302-22- S — 93  Bleecker  street,  Manhattan. 

1350- 22-S — 151-153  West  (21st  street,  Manhattan. 

1351- 22-S — 119  West  26th  street,  Manhattan. 

419-22-S — 436-438  Water  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1064-22- S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 

11 73-22- S— Anti-Syphon  Valve,  approval  of. 


1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 

1323-22- S- — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of — 

1414- 22-S — Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of — 

1493- 22-Si — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of — 

1494- 22-S — Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  od — 

1469-22-S — Signal  Single  Stroke  A.  C.  Bell,  approval  of — 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

40S-22-A — 514  or  516  78th  street,  Brooklyn. 

1270-22-A — W.  S.  Bailey  avenue,  101.59  ft.  north  of  West 
1305-22-A — N.  S.  of  West  Tremont  avenue,  500  ft.  west  of 
University  avenue,  The  Bronx. 

869-22-A — 804  East  138th  street,  The  Bronx. 

1209-22-A — 1232-1248  Southern  blvd.,  The  Bronx. 
1234-22-A — 114-116  Park  Row,  Manhattan. 

1267j22-A — 520-536  Westchester  avenue,  The  Bronx. 

1419-22-A— 1931-1939  Broadway,  110-118  West  65th  street, 
Manhattan. 

523- 19-A — 703  West  End  avenue,  Manhattan. 

524- 19-A — 701  West  End  avenue,  Manhattan. 

1483-22-A — 2040  Broadway,  Manhattan. 

1428-22-A — 136  55th  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  December  29,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1116-22-BZ — Application,  September  13,  1922,  under 
the  building  zone  resolution,  of  Mur¬ 
ray  Klein,  architect,  on  behalf  of  Her¬ 
man  Weinberg,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  an  existing  public  garage  for  storage 
of  more  than  5  motor  vehicles ;  prem¬ 
ises  803  DeKalb  avenue,  Brooklyn. 

cal.  no.  583-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 

cal.  No.  929-22-BZ — Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  May 
•  P.  Korn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  from  residence  to  business  pur¬ 
poses;  premises  223  West  79th  street, 
Manhattan. 
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cal.  no.  1221-22-BZ — Application,  October  13;  1922,  under 
the  building  zone  resolution,  of  John 
iBrandt,  architect,  on  behalf  of  the 
Estate  of  Amalie  Meyer  and  George  J. 
Naegle,  owners,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  extension  and  con¬ 
version  of  a  stable  to  a  garage  for  the 
storage  of  more  than  5  motor  vehicles ; 
premises  2495-2497  Amsterdam  avenue, 
Manhattan. 

cal.  no.  1235-22-BZ — Application,  October  17,  1922,  under 
the  building  zone  resolution,  of  A.  Ed¬ 
ward  Richardson,  architect,  on  behalf 
of  William  Steigert,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles ; 
premises  156  Washington  street,  Flush¬ 
ing,  Queens. 

cal.  no.  11G9-22-BZ — Application,  October  2,  1922,  under 
the  building  zone  resolution,  of  Albert 
E.  Parfitt,  architect,  on  behalf  of  The 
Union  Church  of  Bay  Ridge,  owner,  to 
permit  in  an  E.  area  district,  located 
within  a  residence  district,  the  exten¬ 
sion  in  area  to  an  existing  church 
building  exceeding  the  limiting  per¬ 
centage  of  lot  occupied,  as  set  by  the 
Building  Zone  Resolution;  premises 
7917-7925  Ridge  blvd.,  Brooklyn. 

cal.  no.  1170-22-BZ — Application,  October  2,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Someon  &  Samuel  Shapiro,  owners,  to 
permit  in  a  business  district,  a  struc¬ 
tural  alteration  of  an  existing  garage 
for  the  storage  of  more  than  5  motor 
vehicles ;  premises  259-265  Pacific 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 

on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21 -A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21- A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

171 1-21- A — 513-523  West  24th  street,  Manhattan. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — fier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

1  and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 

1205-21 -A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 
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907-21-A — East  side  South  street,  ,foot  of  Dover  street, 

Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  .Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  2  P.  M. 

Petitions  for  Variations. 

1154-22- S — 55  West  19th  street,  Manhattan. 

1187-22- S — 327  East  122nd  street,  Manhattan. 

1237-22-S — 542-544  5th  avenue,  Manhattan. 

1260-22-S— 44  West  22nd  street,  Manhattan. 

1272-22- S — 431  Yz  Grand  street,  Manhattan. 

1281-22-S— 18  Avenue  B,  202  East  2nd  street,  Manhattan. 
1314-22- S — 302-304  East  4th  street,  Manhattan. 

1325-22-S — 101  West  27th  street,  Manhattan. 

1341-22- S — 4  East  30th  street,  Manhattan. 

1344-22-S — 401-409  5th  avenue,  Manhattan. 

1256-22- S — 85  4th  avenue,  Manhattan. 

1210-22-S — 129  East  27th  street,  Manhattan. 

1 225-22 -S — 32  East  22nd  street,  Manhattan. 

1229-22- S — 166-168  West  22nd  street,  Manhattan. 
1279-22-S— 43  West  38th  street,  Manhattan. 

1289-22- S — 189  Bowery,  Manhattan. 


13'65-22-S — 207  West  29th  street,  Manhattan. 

13'73-22-S — 107  West  46th  street,  Manhattan. 

1383-22-S — 741  East  9th  street,  Manhattan. 

217-21-S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

1230-22- S' — Thermostats  for  automatic  fire  alarm  systems, 
approval  of — 

1249-22-S — Coen  Oil  Burner,  approval  of — 

1274-22-S — Rodriguez  Oil  Burner,  approval  of — 

957-22-S- — Burnwell  Mechanical  Burner,  approval  of. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22- S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1203 -22- S — Simplex  Fuel  Oil  Burner,  approval  of— 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22- S — Dempsey  High  &  Low  Pressure  Fuel  Oil 

Burner,  approval  of. 

1395-22-S — Caioroil  Burner,  approval  of. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  cojwv  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
June  27,  1922,  governing  fire  extinguishing  appliances:  “Standpipe” — “Fire  Line,”  the  publishing 
of  the  Rules  in  pamphlet  form  will  be  deferred  until  further  notice. 

WILLIAM  J.  O’GORMAN,  Secretary 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  12,  1922. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Kearney,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of  Ap¬ 
peals,  held  on  Tuesday  morning,  December  5,  1922,  and 
the  minutes  of  the  special  meeting  of  the  Board  of  Appeals, 
held  on  Tuesday  afternoon,  December  5,  1922,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  50,  Vol.  VII. 


APPEALS  FROM  ADMINISTRATIVE'  ORDERS. 

12 13 -22- A 

APPELLANT — Frank  Arnone,  owner. 

SUBJECI — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AbFECTED — 117  Van  Doren  street,  Corona, 
Queens. 

APPEARANCES— 

For  Appellant :  Angelo  J.  Mangano. 

For  Administration:  Inspector  Lenihan  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE; — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

iBoulton,'  Kearney  and  Kerby  . ,5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(1213-22-A) 

Whereas,  Frank  Arnone,  owner,  filed,  October  11,  1922, 
an  appeal  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  117  Van  Doren  street, 
Corona,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  reads : 
“Maintenance  of  your  business  as  a  junk  shop  (stor¬ 
age  of  rags  and  paper*)  is  a  violation  of  Section  3, 
Art.  2  of  the  Zone  Law  which  prohibits  the  operation 
of  a  junk  Shop  in  a  residence  district. 

“And  in  addition  the  storage  of  combustible  fibre  in 
a  building  of  frame  construction  is  a  violation  of  Sec. 
24,  Art.  2,  sub.  div.  3,  Ch.  12,  Code  of  Ordinances. 

“You  are,  therefore,  ordered  to  forthwith  remove 
all  combustible  fibre  from  premises  and  discontinue  the 
use  of  premises  as  a  junk  shop.’'; 

and 

Whereas,  the  building  is  frame,  1  story  in  height,  33  ft. 
by  25  ft.  in  area,  occupied  as  a  junk  shop,  located  in  a 
residence  district;  and 

Whereas,  appellant  has  filed  a  copy  of  the  certificate 
of  occupancy  from  the  Bureau  of  Buildings  and  has 
filed  affidavits  that  the  premises  was  occupied  as  a  junk 
shop  previous  to  July  25,  1916. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  ceiling  be  covered  with  plas¬ 
ter  boards  at  least  )4  inch  thick. 


491-22-A. 

APPELLANT — Wendell  &  Evans  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 129-135  12th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  F.  E.  Dowling  and  Fred.  E.  Evans. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS- — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


IBoulton,  Kearney  and  Kerby  . .  5 

Negative  .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  2 


THE  RESOLUTION: 

(491-22-A) 

Whereas,  Wendell  &  Evans  Co.,  owner,  filed,  April  4, 
1922,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  129-135  12th 
street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2)4  inch  regulation  fire  depart¬ 
ment  outlets  on  each  story  (including  basements,  cel¬ 
lars  and  roofs),  placed  within  main  stairway  enclosure. 
Each  outlet  to  be  provided  with  sufficient  feet  of  2)4 
inch  standard  hose  attached  thereto. 

“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times. 

"Standpipe  to  be  connected  with  one  two-way  3  inch 
Siamese  connection  with  clapper  valves  and  caps  and 
signs,  placed  on  street  front  of  building  at  least  18 
inches  and  not  more  than  two  feet  above  sidewalk 
in  a  horizontal  position,  accessible  to  the  Fire  Depart¬ 
ment.  All  connections  to  be  of  regulation  fire  depart¬ 
ment  pattern  and  sizes.” ; 

and 

Whereas,  the  building  is  lion-fireproof,  2  stories  in 
height,  112  ft.  9  in.  by  98  ft.  8  in.  in  area,  occupied,  cel¬ 
lar,  washroom  and  boiler  room,  6  persons ;  1st  story,  of¬ 
fice  and  laundry,  75  persons ;  2nd  story,  laundry,  57  per¬ 
sons ;  the  building  being  equipped  with  a  sprinkler  system; 
and 

Whereas,  appellant  contends  that  the  building  is  only  2 
stories,  in  height  and  10,600  square  feet  in  area;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  July  18,  1922,  on  certain  conditions' and  appellant 
requested  an  interpretation  of  the  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  communicating  openings  in 
the  party  or  division  wall  between  No.  127  and  No.  129 
be  provided  with  self-closing,  fireproof  doors  on  the  west¬ 
erly  side  of  said  wall  and  that  the  appeal  be  granted  only 
so  long  as  conditions  as  to  occupancy  and  use  remain  sub¬ 
stantially  unchanged. 


446-22-A. 

APPELLANT — William  J.  Ryan,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED — 149-151  East  119th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lenihan  of  fire 
department. 

ACTION  OF  BOARD— Appeal  laid  over  to  December  19, 
1922,  at  2  p.  m.,  for  final  hearing. 


408-22-A. 

APPELLANT— William'  J.  Sullivan. 

SUBJECT — Request  for  cancellation  of  certificate  of  oc¬ 
cupancy. 

PREMISES  AFFECTED — 514  or  516  78th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  George  Knopp. 

ACTION  OF  BOARD — Appeal  laid  over  to  December  29, 
1922,  at  10  a.  m.,  for  final  hearing. 
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1253-22-A 

APPELLANT — Katz  &  Ogush,  Inc.,  lessees. 

SUBJECT — Appeal  from  order  of  the  lire  commissioner. 
PREMISES  APFECTED — 141-145  West  30th  street,  Man¬ 
hattan. 

APPEAR  AN  CES' — 

For  Appellant:  Robert  S.  Tiffiny,  representing 
Jewelers’  Association. 

Fbr  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  . 6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION  : 


(1253-22- A )  __ 

Whereas,  Katz  &  Ogush,  Inc.,  for  the  141-145  West 
35th  street  Corporation,  owner,  filed,  October  24,  1922,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  141-145  West  35th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Have  each  person  operating  the  blow-pipe  or 
other  similar  device  or  apparatus  for  heating,  melting, 
or  welding,  apply  for  and  secure  a  certificate  of  fit¬ 
ness.  *  * 

and 

Whereas,  the  building  is  non-fireproof,  22  stories  in 
height,  68  ft.  by  100  ft.  in  area  in  the  1st  story  and  60  ft. 
by  98  ft.  9  in.  in  area  above;  occupied  light  manufacturing 
show  rooms  and  office,  averaging  25  persons  per  story ;  and 

Whereas,  appellant  contends  that  the  person  operating 
the  torches  never  touches  the  regulators  or  tanks ;  the  blow¬ 
pipe  is  operated  by  a  member  of  the  firm  who  has  a  cer¬ 
tificate  of  fitness. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  operator  in  charge  of  the 
tank  secure  a  certificate  of  fitness,  and  that  the  appeal  be 
granted  so  long  as  present  conditions  and  use  remain  sub¬ 
stantially  unchanged,  and  the  capacity  of  the  tank  be  not 
increased. 


1270-22-A. 

APPELLANT— Gryphon  Rubber  &  Tire  Corp.,  owner. 
SUBJECT— Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— W.  S.  Bailey  avenue,  101.59  ft. 

north  of  West  192nd  street,  The  Bronx. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Ort  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Appeal  laid  over  to  December 
29.  1922,  at  10  a.  m. 


1301-22-A.  . 

APPELLANT— American  Fire  Service  Corp.,  for  Rhind- 
lander  Real  Estate  Co.,  &  Bessie  R.  Chisholm, 
owners. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED— 47-53  West  13th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horowitz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION : 

(1301-22-A) 

Whereas,  American  Fire  Service  Corporation,  for  F.  & 
W.  Grans,  5-10-25  Cent  Stores,  Inc.,  lessee,  filed,  Novem¬ 
ber  1,  1922,  an  appeal,  with  the  board  of  appeals,  from  or¬ 
ders  of  the  fire  commissioner,  affecting  premises  47-53 
West  13th  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
“No.  38440-LF — 

“l.  Properly  close  up  openings  in  party  wall  in 
cellar,  with  material  equivalent  to>  the  present  material, 
or  protect  the  fire  doors  between  premises  No.  47-49 
and  No.  51-53.  Sec.  20,  ch.  12,  Code  of  Ordinances. 
“No.  38441-F — 

“1.  Provide  a  separate  and  distinct  system  of 
AUTOMATIC  SPRINKLERS  throughout  the  build¬ 
ing.  *  * 

and 

Whereas,  the  premises*  consist  of  two  buildings,  each 
non-fireproof,  5  stories  in  height,  50  ft.  by  103  ft.  3  in. 
in  area,  located  in  a  business  district,  occupied  No.  47-49, 
1st  story,  store,  9  persons ;  2nd  story,  cloak  and  suit  fac¬ 
tory,  15  persons ;  3rd,  4th  stories,  cloak  and  suit  factory, 
25  persons;  5th  story,  vacant;  No.  51-53,  2nd  and  3rd 
stories,  vacant ;  4th  story,  paper  ruling,  3  persons ;  5th 
story,  cloaks  and  suits,  19  persons ;  and 

Whereas,  there  are  two  openings  in  the  cellar,  one  in 
the  division  wall  between  49-51  and  one  leading  to  build¬ 
ing  on  14th  street;  and 

Whereas,  appellant  contends  that  it  is  necessary  to  main¬ 
tain  the  cellar  open  and  that  immediately  after  the  expira¬ 
tion  of  the  leases  February  1,  1923,  he  will  make  altera¬ 
tions  which  will  close  off  the  13th  street  end  of  the  base¬ 
ment  and  proposes  to  use  the  premises  51-53  West  13th 
street  for  storage  only. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied.  " 


1305-22-A. 

APPELLANT — A.  M.  Marrin,  lessee. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — N.  S.  of  West  Tremont  ave¬ 
nue,  500  ft.  west  of  University  avenue,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Appeal  laid  over  to  December  29,  1922,  at  10  a.  m. 


1329-22-A. 

APPELLANT- — Maynicke  &  Franke,  for  A.  Heckscher, 
owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 1230-1237  5th  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Vincent  Fox  &  Allen  Johnstone. 
For  Administration :  Inspector  Linehan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  . 6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION : 


(1329-22-A)  __ 

Whereas,  Maynicke  &  Franke,  architects,  for  A.  Heck¬ 
scher,  owner,  filed,  November  6,  1922,  an  appeal  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  1230-1237  Fifth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  reads : 

“Discontinue  the  storage  and  use  of  liquified  chlorine 
on  these  premises.” ; 

and 
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Whereas,  the  building  is  fireproof,  6  stories  in  height, 
201  ft.  10  in.  by  200  ft.  in  area,  occupied  as  a  home  for 
children,  the  dwelling  being  equipped  with  a  swimming 
pool,  it  is  intended  to  install  one  No.  100  cylinder  of  liquid 
chlorine  in  the  attendants  room,  adjoining  the  swimming 
pool  the  room  being  isolated  from  the  other  parts  of  the 
floor,  the  chlorine  to  be  used  for  purifying  the  water  in 
the  pool. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  capacity  be  limited  to  one 
20-pound  cylinder  of  chlorine  on  the  premises  at  any  one 
time ;  that  this  cylinder  be  confined  to  the  attendant’s  room 
on  the  6th  story,  southerly  wall,  said  room  to  be  ventilated 
to  the  outside  air  by  two  windows,  and  that  the  cylinder  be 
maintained  in  a  steel  reservoir,  equipped  with  water  supply 
and  filled  at  all  times,  said  steel  reservoir  to  be  either 
lined  with  non-corrosive  material  or  protected  with  asphal- 
tum,  and  that  the  zinc-lined  cabinet,  located  in  the  pool, 
be  made  air-tight. 


523-19-A. 

APPELLANT — N.  Taylor  Phillips,  for  Weber-Bunke, 
Lange  Coal  Co.,  owner. 

SUBJECT — Application  for  reopening  (appeal  from  order 
of  fire  commissioner). 

PREMISES  AFFECTED— 703  West  End  avenue,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  reopened  and  set  for  hearing  December 
29,  1922,  at  10  a.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  i 


524-19-A. 

APPELLANT — N.  Taylor  Phillips,  for  Weber-Bunke, 
Lange  Coal  Co. 

SUBJECT — Application  for  reopening! — (appeal  from  or¬ 
der  of  fire  commissioner). 

PREMISES  Ab  FECTEEF— 701  West  End  avenue,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 
Appeal  reopened  and  set  for  hearing  December  29, 
1922,  at  10  a.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


I^enlon  .  6 

N  egative  .  0 

Absent :  Mr.  Holland  .  l 


489-20-A. 

APPELLANT — Driscoll  and  Jeanroy. 

SUBJECT — Application  for  'reopening — to  extend  tem;- 
porary  permit  to  maintain  storage  place  for  motor 
cycles  (appeal  from  order  of  fire  commissioner). 
APPEARANCES— None. 

ACTION  OF  BOARD1 — Chairman  read  correspondence. 

Appeal  for  extension  of  time  granted  for  one  year. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

N  egative  . o 

Absent :  Mr.  Holland  .  i 


THE  RESOLUTION: 

(489-20-A) 

Whereas,  Driscoll  and  Jeanroy,  owners,  filed,  August  5, 
1920,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  217  West 
126th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  2117- 
LC,  dated  July  16,  1920,  reads: 

"With  reference  to  your  application  dated  May  21, 
1920,  for  a  permit  to  conduct  a  garage  for  motor 
cycles  at  the  above  location,  1  regret  to  inform  you 
that  I  am  without  power  to  grant  such  a  permit  for 
the  following  reasons : 

"Maintenance  of  your  storage  place  for  motor  cycles 
is  a  violation  of  sec.  191-2,  chapter  10,  Code  of  Ordi¬ 
nances,  which  provides  that  no  permit  shall  be  is¬ 
sued  for  premises  below  the  grade  story  of  any 
building.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories 
and  basement  in  height,  12  ft.  6  in.  by  45  ft.  in  area,  oc¬ 
cupied  in  the  basement  as  storage  room  for  motor  cycles 
and  dwelling  of  owner  above;  the  floor  of  the  basement 
being  21  inches  below  the  curb ;  and 

Whereas,  appellant  claims  that  there  is  no  connection 
between  the  basement  and  first  story  and  there  is  a  run¬ 
way  from  the  basement  to  the  street  and  that  the  base¬ 
ment  is  used  mainly  for  dead  storage;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  September  8,  1920,  for  a  temporary  period  of  one 
year  and  the  time  extended  by  the  board  at  its.  meeting 
October  25,  1921,  for  a  further  period  and  appellant  re¬ 
quests  a  further  extension  of  time. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  granted  to  maintain  the  storage  place  for  motor  cycles 
for  a  temporary  period  of  one  year,  on  condition  that  the 
ceiling!  of  the  basement  shall  be  covered  with  plaster 
board  and  unpierced  throughout  its  entire  area. 


BUILDING  ZONE  CASES. 

1148-22-BZ. 

APPLICANT — Lewis  Spencer  Morris,  owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  and  service  station  for 
more  than  5  cars. 

PREMISES  AFFECTED — W.  S.  Walton  avenue,  east 
side  Gerard  avenue,  80  ft.  south  of  149th  street, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Mr.  John  P.  Jacobs  and  Joseph  A. 
Johnson. 

For  Opposition:  G.  A.  O’Loughlin  and  Olin  J. 
Stevens. 

ACTION  OF  BOARD1 — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent :  Mr.  Holland  .  l 

THE  RESOLUTION: 


(1148-22-BZ) 

Whereas,  Lewis  Spencer  Morris,  owner,  filed,  Septem¬ 
ber  26,  1922,  an  application  under  the  building  zone  resolu¬ 
tion,  to  permit  the  extension  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles,  premises  west  side 
Walton  avenue  and  east  side  Gerard  avenue,  80  ft.  south 
of  149th  street,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
12,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 


1302 


MINUTES 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Walton  avenue  and  149th 
(Street  are  business  districts  and  Gerard  avenue  is  an  un¬ 
restricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  19,  1922,  in  acting  on  N.  IB.  No.  2812- 
21,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of 
more  than  five  motor  vehicles  extending  into  business 
district  is  contrary  to  provisions  of  Building  Zone 
Resolution.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height  with  a  frontage  of 
180  ft.  and  a  depth  of  120  ft,,  to  be  occupied  as  a  garage 
for  more  than  5  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  87  per  cent  of  the  property 
frontage  deemed  by  the  hoard  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  Building  Zone  Resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  northerly 
and  southerly  gable  walls  be  unpierced  throughout  _  their 
entire  length  and  height,  and  that  there  be  no  vehicular 
entrance  or  exit  within  the  business  district,  and  that  the 
front  elevations  be  faced  with  front  brick  and  stone  or 
terra-cotta  trimmings. 

Resolved,  further ,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  nine  months  and 
the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


1116-22-BZ. 

APPLICANT — Murray  Klein,  for  Herman  Weinberg, 
owner. 

SUBJECT' — Application  to  permit  in  a  business  district 
the  extension  in  area  to  an  existing  public 
garage. 

PREMISES  AFFECTED1 — 803-807  DeKalb  avenue, 

Brooklvn. 

APPEARANCES— 

For  Applicant:  Henry  D.  Levy. 

For  Opposition :  Morton  S.  Coan. 

ACTION  OF  BOARD— Application  laid  over  to  Decem¬ 
ber  29,  1922,  at  10  a.  m.,  for  final  action. 


563-22-BZ. 

APPLICANT— John  J.  Dunnigan,  architect,  on  behalf  of 
Isaac  Kersten,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  five  cars. 
PREMISES  AFFECTED— 2710-2730  Jerome  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Charles  Tilgner,  James  A.  Don- 
nellv  and  William  T  Kennedy. 

ACTION  OF  BOARD— Laid  over  to  December  29,  1922, 
at  10  a.  m. 


929-22-BZ. 

APPLICANT— Samuel  Rosenblum,  architect,  on  behalf 
of  May  P.  Korn,  owner. 

SUB TECT— Application  to  permit  in  a  residence  district 
the  conversion  of  occupancy  from  residence  to 

.  business  mirooses. 

PREMISES  AFFECTED — 223  West  79th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  Robert  T.  Olliver. 

ACTION  OF  BOARD — Application  laid  over  to  Decem¬ 
ber  29,  1922,  at  10  a.  m.,  for  final  action. 


1192-22-BZ. 

APPLICANT — Claude  H  Valentine,  for  Joseph  Pitman, 
owner. 

SUBJECT — Application  to  permit  in  *an  unrestricted  dis¬ 
trict  the  conversion  of  a  warehouse  to  a  garage 
for  more  than  5  cars,  within  200  ft.  of  a  hos¬ 
pital. 

PREMISES  AFFECTED — 13-17  Front  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  H.  A.  Butler  and  C.  H.  Valentine. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  . . .  o 

Absent :  Mr.  Holland  . . . „ . . . .  1 


THE  RESOLUTION: 

(1192-22-BZ) 

Whereas,  Claude  H.  Valentine,  for  Joseph  Pitman, 
owner,  filed,  October  6,  1922,  an  application,  under  the 
building  zone  resolution,  to  permit  in  an  unrestricted  dis¬ 
trict  and  within  200  ft.  of  a  hospital  the  conversion  from 
a  warehouse  to'  a  garage,  for  the  storage  of  more  than 
five  motor  vehicles,  premises  13-15-17  Front  street,  Manhat¬ 
tan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December 
12,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Front,  Broad  and  South 
streets  ;are  unrestricted  districts ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  October  2,  1922,  in  acting,  on  Alt.  App.  No.  1181-22, 
reads : 

“1.  Garage  may  not  be  permitted,  any  part  of 
which  is  within  200  ft.  of  a  hospital;  revised  lot  and 
block  diagram  shows  rear  wall  of  garage  113  ft.  7  in. 
distant  from  wall  of  hospital.”; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  5  stories  in  height  with  a  frontage  of  65  ft.  and  a 
depth  of  100  ft.,  occupied  as  a  warehouse,  the  proposed 
occupancy  to>  be  a  garage  for  more  than  five  motor  ve¬ 
hicles  ;  and 

Whereas,  the  building  faces  on  Front  street,  the  hos¬ 
pital  being  on  the  east  side  of  Broad  street,  and  there  is  a 
row  of  buildings  on  westerly  side  of  Broad  street  between 
the  proposed  garage  and  the  hospital  and  there  would  be 
undue  hardship  under  the  existing  conditions,  there  be¬ 
ing  an  elevated  structure  in  the  street,  in  preventing  owner 
from  making  use  of  the  building  as  proposed. 

Resolved,  that  the  board  oh  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  any 
openings  in  the  rear  wall  be  protected  with  fireproof 
frames,  and  sash  glazed  with  wire  glass. 


1 25-9-22 -BZ. 

APPLICANT — -John  Stahl,  owner. 

SUBJECT — To'  permit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  erection  of  a 
four-story  and  basement  warehouse. 

PREMISES  AFFECTED — 4762  Richardson  avenue  and 
4761  White  Plains  road,  Bronx. 

APPEAR  AN  CES — None. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1922, 
at  2  p.  m. 
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1165-21-BZ. 

APPLICANT — M.  B.  Smith,  applicant,  on  behalf  of 
August  Krapf,  owner. 

SUBJECT — Application  for  rehearing  of  an  application 
previously  dismissed  for  lack  of  prosecution  to 
permit  in  a  business  district  the  extension  in  area 
to  a  public  garage. 

PREMISES  AFFECTED — 659-665  5th  avenue,  College 
Point,  Queens. 

APPEARANCES— 

For  Applicant :  Richard  Williams,  M.  B.  Smith 
and  August  Krapf. 

For  Opposition:  Martin  P.  O’Leary,  Jacob  Graeser, 
Joseph  Klein,  I.  Simon,  Peter  Thormann  and 
Max  Rastermack. 

ACTION  OF  BOARD — Application  laid  over  to  Decem¬ 
ber  19,  1922,  to  submit  documentary  evidence  prov¬ 
ing  basis  of  appeal,  and  certificate  of  occupancy. 


1432-21-BZ. 

APPLICANT — Peter  Molder,  for  Ina  Molder,  owner. 
SUBJECT — Application  under  the  building  zone  resolution 
to  permit  the  maintenance  of  a  garage  for  two 
cars. 

PREMISES  AFFECTED1 — 2521  Maclay  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  C.  P.  Parker  and  Peter  Molder. 
For  Opposition:  None. 

ACTION  OF  BOARD — Granted  permit  for  two  years. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  iBeatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION: 

(1432-21-BZ) 

Whereas,  Peter  Molder,  for  Ina  Molder,  owner,  filed, 
Nov/  21,  1922,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two  motor  vehicles  (one 
commercial  and  one  pleasure),  space  rented  out;  premises 
2521  Maclay  avenue,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December 
12,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Maclay  avenue,  Montgomery 
place:  and  Overing  street  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
November  2,  1921,  in  acting  on  No.  9334-C,  reads  : 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  dwelling 
on  same  lot  on  these  premises.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  19  ft.  and  a  depth 
of  21  ft.,  occupied  as  a  garage  for  two  automobiles,  one 
of  which  is  a  taxicab ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
F,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  permitting  the  main¬ 
tenance  of  one  commercial  car  of  the  pleasure-car 
type,  the  property  of  the  owner  of  these  premises,  and 


permitting  the  renting  of  space  for  one  automobile  of  the 
pleasure-car  type  to  a  person  not  residing  on  the  premises, 
for  a  period  of  two  years  from  this  date. 


858-22-BZ. 

APPLICANT — H.  G.  Wiseman,  Hugo  Taussig,  architects, 
for  Samuel  Wolfman,  owner. 

SUBJECT — Application  for  reopening  for  the  interpreta¬ 
tion  of  the  resolution  (to  permit  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district  the 
erection  of  a  theatre  building). 

PREMISES  AFFECTED1 — 524-532  Eastern  parkway, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Chas.  B.  Meyers  and  H.  S.  Wise¬ 
man. 

For  Opposition:  None. 

ACTION  OF  BOARD1 — Resolution  interpreted. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  (Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chief 


Kenlon  .  § 

Negative  .  0 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(858-22-BZ) 

Whereas,  Harrison  G.  Wiseman,  for  Samuel  Wolfman, 
owned,  filed,  June  26,  1922,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  a  business 
into  a  residence  district  of  a  proposed  theatre  building; 
premises  524-532  Eastern  parkway,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Sept.  26, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  standards  and  appeals;  and 

Whereas,  the  use  district  mans  accompanying  the  build¬ 
ing  zone  resolution  show  that  Eastern  parkway  and  Union 
street  are  residence  districts  and  Nostrand  avenue  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  7,  1922,  in  acting  on  Application  No.  3424, 
reads : 

“Denied — Proposition  contrary  to  Zone  Resolution, 
Art.  II,  Paragraph  3”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  1  story  in  height,  with  a  frontage  of  89  ft.  8 
in.  and  a  depth  of  155  ft.  7  in.,  to  be  occupied  as  a  motion 
picture  theatre,  the  building  to  extend  29  ft.  into  the  resi¬ 
dence  district ;  and 

Whereas,  the  board  deemed  that  under  the  provisions  of 
section  7,  subdivision  c,  and  section  20  of  the  building  zone 
resolution  they  were  empowered  to  act. 

Resoh’cd,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be  no 
sign,  display,  nor  conduct  of  theatrical  business  wdthin  the 
residence  district  on  either  Union  street  or  Eastern  park¬ 
way;  that  the  elevations  on  Union  ‘-treet  and  Eastern  park¬ 
way  shall  be  finished  with  face  br;ck,  cut  stone,  or  archi¬ 
tectural  terra-cotta ;  that  the  return  of  the  gable  walls, 
within  the  residence  district,  shall  be  finished  brick  work, 
■with  stone  or  architectural  terra-cotta  trimmings ;  that* 
there  shall  be  no  entrance  or  exit  within  the  residence  dis¬ 
trict  except  emergency  exits  required  by  law. 

Resolved,  further,  that  all  necessary  permits  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  six  (6)  months  and 
the  structure  completed  within  eighteen  (18)  months  from 
the  date  of  this  action. 
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1023-22-BZ. 

APPLICANT — Simon  I.  Schwartz. 

SUBJECT — Application  (from  decision  of  superintendent 
of  buildings) — re  erection  of  new  building — re¬ 
quest  for  interpretation  of  resolution  of  board 
of  appeals. 

PREMISES  AFFECTED— 1150-1168  Madison  avenue,  22- 
42  East  86th  street,  21-41  East  85th  street,  Man¬ 
hattan. 

APPEARAN  CES — None. 

ACTION  OF  BOARD— Chairman  read  correspondence. 

Resolution  interpreted  as  follows :  The  resolution 
restricted  the  dining  room  exit  or  entrance  from 
direct  communication  with  the  street,  but  did  not 
preclude  the  conducting  of  a  restaurant  in  the 
building  as  designated  on  the  plans,  submitted  in  the 
case  before  the  board  of  appeals. 

THE  VOTE^- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kearney  and  Kerby  .  5 

Negative  . , . . . _ . .  0 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  2 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to<  appeal  were  offered  for  filing; 
but  where,  despite  notice  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty : 

(913-22-BZ) 

Filed  July  8— Premises  718  Grote  street,  The  Bronx.  Or¬ 
der  of  the  fire  commissioner.  Applicant, 
Okke  Jacobs.  Dismissed  for  lack  of  pros¬ 
ecution. 

(917-22-BZ) 

Filed  July  14— Premises  469  53rd  street.  Brooklyn.  De¬ 
cision  of  the  superintendent  of  buildings. 
Applicant,  Sylvester  Kerrigan.  Dismissed 
for  lack  of  prosecution. 

(964-22-BZ) 

Filed  Tuly  20 — Premises  N  S.  Merrick  road,  23.83  ft.  east 
of  Main  street,  Springfield,  Queens.  De¬ 
cision  of  the  superintendent  of  buildings. 
Applicant,  Joseph  P.  Powers.  Dismissed 
for  lack  of  prosecution. 

THE  RESOLUTION :  .  .  .  . 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution  affecting  the  premises  in  question  ;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  dulv  notified  to  do  so. 

Resolved,  that  the  applications  be,  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  adminis¬ 
trative  official  in  the  performance  of  his  duty: 

(776-22-A) 

Filed  Tune  2— Premises  2866-2870  3rd  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Appellant, 
Adams  Flanigan  Company.  Dismissed  for 
lack  of  prosecution. 

(778-22-A) 

Filed  Tune  3 — Premises  1991  Broadwav,  _  Manhattan.  Or¬ 
der  of  the  fire  commissioner  Appellant 
Frank  Hausle.  Dismissed  for  lack  of 
prosecution. 


(790-22- A) 

Filed  June  5— Premises  1527  Beach  avenue,  The  Bronx. 

Order  of  the  fire  commissioner.  Appellant, 
Henry  Fuellert.  Dismissed  for  lack  of 
prosecution. 

(8  01 -22- A) 

Filed  June  8 — Premises  2237-2251  81st  street,  Brooklyn. 

Decision  of  the  superintendent  of  build¬ 
ings.  Appellant,  Hicklow  Construction  Co. 
Dismissed  for  lack  of  prosecution. 
(878-22-A) 

Filed  June  29-—  Premises  1552  White  Plains  avenue,  The 
Bronx.  Order  of  the  fire  commissioner. 
Appellant,  John  J.  Dunnigan.  Dismissed 
for  lack  of  prosecution. 

THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed  with  the 
board  of  appeals  appeals  from  orders  affecting  the  premises 
in  question ;  and 

Whereas,  appellants  have  failed  to  complete  their  papers, 
though  duly  notified  to  do  so. 

Reisolved,  that  the  foregoing  appeals  be,  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


AREAS  FIXED. 

(1291-22-BZ) 

Chairman  presented  and  read  communication  from  James 
B.  Allen,  requesting  the  board  to  fix  the  area  deemed  af¬ 
fected  and  within  which  to  obtain  consents  for  maintenance 
of  garage,  premises  1420  Franklin  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Franklin  avenue,  from  Crotona  Park 
south  to  a  point  10O  ft.  north  of  170th  street;  south 
side  of  Crotona  Parkl  south  from  Franklin  avenue  to 
Clinton  avenue,  also  the  west  side  of  Clinton  avenue 
from  Crotona  Park  South  to  a  point  100  ft.  north  of 
170th  street. 


(1258-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Harry  T.  Weeks,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
erection  of  garage,  premises  southeast  corner  Astoria  ave¬ 
nue  and  26th  street,  Woodside,  Queens. 

The  following  area  was  approved  by  the  board  : 

Both  sides  of  Astoria  avenue,  from  25th  street  to 
27th  street;  both  sides  of  26th  street  from  Astoria  ave¬ 
nue  to  Schurz  avenue. 


(1238-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frederick  C.  Sturgeon,  requesting  the  board,  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
maintenance  of  a  garage,  premises  9525  117th  street,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Briggs  avenue  from  95th  avenue  (Chi¬ 
chester  avenue)  to  a  point  100  ft.  south  of  97th  ave¬ 
nue  (Beaufort  avenue),  also  the  properties  directly  at 
rear  and  for  a  distance  of  50  ft.  on  either  side  of  the 
side  lot  lines  of  the  premises  in  question. 


( 1222-22 -BZ) 

The  chairman  presented  and  read  a  communication  from 
Henry  C.  Price,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  main¬ 
tenance  of  garage,  premises  9517  117th  street.  Borough  of 

Queens.  • 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Briggs  avenue,  from  97th  avenue 
(Beaufort  avenue)  to  a  , point  100  ft.  north  of  95th 
avenue  (Chichester  avenue),  also  the  properties  di¬ 
rectly  at  rear  and  for  a  distance  of  50  feet  on  either 
side  of  the  side  lot  lines  of  the  premises  in  question. 
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(1247-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  Steiner,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to.  obtain  consents  for  mainte¬ 
nance  of  garage,  premises  8736  125th  street,  Richmond  Hill, 
Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  North  Cochran  avenue  (125th  street) 
from  a  point  370  feet  north  of  Ridgewood  avenue 
(89th  avenue)  to  a  point  100  feet  south  of  Jamaica 
avenue. 


(1147-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Miss  Emma  E  Weth,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
maintenance  of  garage,  premises  219  McKinley  avenue, 
Queens. 

The  following  area  was  approved  by  the  board  : 

Both  side  of  McKinley  avenue,  from  a  point  100 
feet  north  of  Myrtle  avenue  to  a  point  100  feet  south 


of  Central  avenue,  also  the  property  directly  at  rear 
and  for  50  feet  on  either  side  of  the  side  lot  lines  of 
the  premises  in  question. 


(1146-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Emma  E  Weth,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
maintenance  of  garage,  premises  211  McKinley  avenue 
Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  McKinley  avenue,  from  a  point  100 
feet  north  of  Myrtle  avenue  to  a  point  100  feet  south 
of  C  entral  avenue ;  also  the  property  directly  at  rear 
and  for  a  distance  of  50  feet  on  either  side  of  the  side 
lot  lines  of  the  property  in  question. 


Adjourned,  1.20  p.  m. 

William  J.  O’Gorman.  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

TUESDAY  12,  m*. 

Present:  ^  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  west  ends  building  to  the  street  **  *  * 

Kearney,  Kerby,  Fire  Chief  Kenlon,  Deputy  .Fire  Com-  “3-  Arrange  the  fire  escape  on  the  Broadway  side  oif 

missioner  Hannon,  Superintendents  Brady,  Reville,  Klein-  building  *  *  *.  y 

ert,  Moore  and  McDermott.  ’  “NOTF  •  Anmn^  a  r  *  _ 

The  minutes  of  the  regular  meeting  of  the  hoard  of  are the following  ”g  WMowl  on  courTe ™t 

standards  and  appeals,  held  on  Tuesday  afternoon,  No-  not  self-closing.  Balconies  Tot M 

nT  S,  Vol  VII.Were  aPPr°Ved  33  Prmted  in  the  Bulletin’  stairways.  No  counterbalanced  stairway  to  street 

- - -  Arrange  the  fire  escape  on  the  Mercer  Street  side 

of  building  *  *  * 

1180-2O-S  PETITI0NS  F0R  variatIONS.  “NOTE:  Among  the  defects  noted  on  this  fire  escape 

f°r  Es,ate  “ai™T°«o 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  and 

of  the  fire  commissioner.  WmrDrto  n  -m-  •  r- 

PRBMISES  AFFECTED — 581  Broadway,  152  Mercer  24  ft  bv  ooo  fi  T  ^  ’S  non:fireProof.  5  stories  in  height, 
street,  Manhattan.  Y  '20f°  ft;  m  area-  ™?mng  through  from  Broadway 

APPEARANCES—  Z  M,er  e  s*reet>  connected  in  the  1st  and  2nd  stories ;  oc- 

For  Petitioner:  Samuel  Rosenblum,  '  salesrooms  oHIJjST V*  sw<fters  i 2nd  and 

For  Administration:  Inspector  Maher  of  fire  de-  m g ha"  10 persons  4, h iVaSTI  7persons’  «ory. 

ipartment.  „  ats’  Persons  ,  4th  and  5th  stories,  vacant ;  the  means 

ACTION  OF  BOARD1 — Petition  granted  on  condition  ?he IsTsTrTT The  °,f,an'nterio.r  fairway  extending  from 
CONDITIONS — As  specified  in  resolution  to  mnf  7  a  •  5th  story  with  scuttle  and  iron  ladder 

THE  VOTE-  resolution.  to  roof,  enclosed  in  wood  partitions  with  wood  doors  at  the 

A“en,  <S™  Sbyh’  SStS  lilr  ^  side  Zl 

Brad,  Fee, lie.  Kleiner, ZM„„?e  X 

Negative  o  e7apt0" the  rear 'of  the  Broadway  section 

Absent:  Mr.  Holland,  Eire  Chief  Kenion  and  rpr  Qtreef  ceT  and-  5t7  st°f£eS  and  on.the  rear  of  the  Mer- 
Deputy  Fire  Commissioner  Hannon  3  -ion  mnf  41  '°n  7°  4tb  story’  w'th  landing  on  exten- 

THE  RESOLUTION  :  3  <8reSB  thenCe  to  roof  of  adjoining  building ; 

Whereas  Samuel  Rosenblum,  for  Estate  of  Eliza  Wilkes,  date  of*  j£n.  *28,  Cl7<2fl ,°  modified 'a”  sffnihr  oSTo^’ce"^^ 

Mathew  A.  \\  likes  executor,  owner,  filed,  October  4,  1922,  conditions  and  the  board  deemed  that  this  action  r,/  7° 

a  petition,  with  the  board  of  standards  and  appeals,  for  vari-  chief  of  the  bureau  of  fire  prevention  should  be  ratified  ^ 

ation  from  the  requirements  of  the  labor  law  as  cited  in  ,  0Uia  be  ratlhed- 

an  order  of  the  fire  commissioner,  affecting  pro- Vs  581  hereb v  fi  l3  the  board  of  standards  and  appeals  does  , 
Broadway  and  152  Mercer  street  Manhattan  •  and  1  a  ^variation  from  the  requirements  of  the  la- 

Whereas,  the  order  of  the  fire  commission";  reads-  I  £he  Petltion  be  and  *  hereby  is  granted 

“I-  Extend  the  interior  sta“  a  th  north  side  of  tbe  3rd  ^ry  Broadway 

of  Broadway  and  Mercer  Street  buildings  to  he  ories  Li  J  7  10  P7so"s  and  that  thc  «h  *"d  5th 

roof  *  *  *.  mgs  to  the  stories,  Broadway  side,  and  3rd  and  4th  stories,  Mercer 

street  side,  shall  be  used  for  storage  only. 
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1189-22-S. 

PETITIONER — George  Glick,  owner. 

SUjBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 124-126  West  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Robert  Dreyfuss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  26,  1922,  at 
2  p.  m.,  to  submit  proper  plans. 


1215-22-S. 

PETITIONER — Samuel  Carner,  for  Gylman  Realty  Co., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED- — 21  West  20th  street,  Manhat¬ 

tan.  i  _ 

APPEARANCES— 

For  Petitioner :  Samuel  Carner. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
•Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  . i .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


THE  RESOLUTION: 

(1215J22-S) 

Whereas,  Samuel  Carner,  for  Gylman  Realty  Company, 
owner,  filed,  October  11,  1922',  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  21  West  20th  street,  Manhat¬ 
tan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“2.  A  fireproof  passageway  should  be  provided  from 
the  lower  landing  of  the  fire  escape  leading  directly  to 
the  street  unless  the  yard  affords  an  unobstructed  com¬ 
munication  with  the  street,  sec.  273  of  Labor  Law.  Re¬ 
consideration  is  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4)4  stories  in 
height,  25  ft.  by  83  ft.  in  area,  occupied,  basement,  store; 
1st  story,  showroom  and  manufacturing,  4  persons ;  2nd 
story,  manufacturing,  8  persons ;  3rd  story,  manufacturing, 
6  persons;  4th  story,  embroidery,  4  persons;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  basement  to  the  4th  story,  enclosed  in  wood  lath  and 
plaster  with  wood  doors  at  the  openings ;  a  proposed  fire 
escape  on  the  rear  of  the  building  extending  from  the 
4th  story  to  the  roof  of  the  extension  in  the  2nd  story 
and  thence  down  the  side  of  the  extension  to  yard,  with 
egress  from  the  yard  through  adjoining  yard,  property  under 
same  ownership,  with  fireproof  self-closing  windows  along 
course  of  the  fire  escape ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
as  proposed  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fire  escape  shall  be  erected  in  accordance 
with  the  plans  submitted  in  this  petition,  egress  from  ter¬ 
mination  of  which  is  to  be  provided  through  adjoining  prem¬ 
ises,  so  long  as  both  properties  remain  in  one  ownership, 
and’  on  further  condition  that  a  certificate  oif  occupancy  shall 
be  obtained  for  the  authorized  use  and  occupancy  of  the 
premises. 


1219-22-S. 

PLTITI'ONER — Herman  Wolff,  for  Rebecca  Levy,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED1 — 348  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  Wolff. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD- — Petition  granted  on  condition. 
CONDITION'S — As  specified  in  resolution. 

THE  VOTE- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
/Boulton,  Kearney,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  io 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon . 3 

THE  RESOLUTION: 

(1219-22-S) 


Whereas,  Herman  Wolff,  for  Rebecca  Levy,  owner,  filed, 
October  13,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  348  6th  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  west  side  of  building  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
24  ft.  8  in.  by  59  ft.  in  area  in  the  1st  story  and  24  ft.  8  in. 
by  29  ft.  in  area  above ;  occupied,  1st  story,  store,  4  per¬ 
sons  ;  2nd  story,  mfg.  furs,  5  persons ;  3rd  story,  mfg.  em¬ 
broidery,  6  persons;  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  wood  stud  lath  and  plaster  partitions  with  wood 
doors  at  the  openings ;  a  fire  escape  on  the  rear  of  the  build¬ 
ing  with  landing  on  extension  roof,  with  egress  from  ex¬ 
tension  roof  to  adjoining  extension  and  tlfence  by  vertical 
ladder  to  open  yard  at  rear ;  and 

Whereas,  petitioner  requests  that  the  existing  fire  escape 
be  considered  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  45  degree  fire  escape  shall  be  erected  on  the 
rear  of  the  building  terminating  on  the  roof  of  the  exten¬ 
sion  with  egress  to  the  adjoining  roof,  exit  from  which 
shall  be  by  vertical  ladder  to  the  premises  in  rear,  and  on 
further  condition  that  the  occupancy  of  the  3rd  story  shall 
not  be  increased,  and  granted  so  long  as  the  present  use 
and  occupancy  remain  unchanged. 


1233-22-S. 

PETITIONER — A.  D.  Kelley,  for  George  C.  Frelinghuysen, 
owner. 

SUBJECT — Variation  of  the  labor,  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 9-11  Baxter  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  A.  D.  Kelley. 

For  Administration :  Inspector  Maher  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Superintendents  Reville, 


Kleinert,  Moore  and  McDermott  . .  8 

Negative  .  0 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Brady  .  5 
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THE  RESOLUTION: 

(1233-22-S) 

Whereas,  A.  D.  Kelley,  for  George  C.  Frelinghuysen, 
lessee,  filed,  October  17,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  9  and  11  Baxter  street,  Manhat-v 
tan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  the  rear  of  build¬ 
ing  by  constructing  a  fireproof  passageway  with  an  un¬ 
obstructed  width  of  at  least  3  ft.  throughout,'  leading  to 
the  street  *  *  ; 

and 

WiHEreas,  the  building  is  non-fireproof,  5  stories  in  height, 
50  ft.  by  60  ft.  in  area,  occupied  manufacturing ;  basement, 

2  persons ;  1st  story,  13  persons  ;  2nd  story,  12  persons ;  3rd 
story,  12  persons  ;  4th  story,  9  persons  ;  5th  story,  14  per¬ 
sons  ;  the  means  of  egress  consisting  of  an  interior  stairway 
in  No.  11,  extending  from  the  1st  story  to  the  roof,  en¬ 
closed  in  wood  partitions  with  wood  doors  at  the  openings  ; 
a  fire  escape  on  the  rear  of  Np.  9  and  one  on  the  rear  of 
No.  11;  a  horizontal  exit  in  the  division  wall  leading  to  No. 
13;  and 

Whereas,  petitioner  contends  that  an  order  was  received 
from  the  state  department  of  labor  on  Feb.  25,  1914,  to  pro¬ 
vide  a  fireproof  passageway  to  street  and  that  plans  were 
filed  calling  for  the  placing  of  fire  escape  on  the  front  and 
rear  of  No.  9  and  No.  11  Baxter  street ;  these  plans  were 
approved*  and  the  work  completed  in  accordance  therewith. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  an  opening  shall  be  maintained  in  the  fence  wall 
of  adjoining  premises  to  the  south  and  that  any  door 
therein  shall  be  fastened  with  nothing  more  than  a  hook  and 
screw  eye ;  and  that  a  sign  and  electric  light  shall  be  pro¬ 
vided  indicating  this  EXIT,  and  granted  so  long  as  the 
present  occupancy  and  use  remain  substantially  unchanged. 


1266-22-S. 

PETITIONER — Frank  E.  Vitolo,  for  George  M.  Warner, 
lessee. 

SUBJECT — -Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED— 338 J4  West  21st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Frank  E.  Vitolo,  'George  M. 
Warner. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Fire  Chief  Kenlon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  .  0 

Absent:  Messrs.  Holland,  Kerby  and  Deputy 
Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION : 

(1266-22-S) 

Whereas,  Frank  E.  Vitolo,  for  George  M.  Warner, 

lessee,  filed,  October  26,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  338 y2  West  21st  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“Inspection  of  the  above  premises  shows  that  egress 
from  f'oot  of  the  rear  fire  escape  through  the  stair  halls 
of  the  adjoining  buildings,  as  shown  on  the  sketch  en¬ 


closed  in  your  letter  of  September  25th,  is  not  in  ac¬ 
cordance  with  the  Labor  Law  as  there  are  doors  at  the 
front  and  rear  ends  of  the  passages  which  may  be  locked 
or  bolted. 

“This  Bureau  has  no  power  to  vary  the  Labor  Law. 
The  question,  therefore,  should  be  taken  before  the 
Board  of  Standards  and  Appeals  for  a  decision.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 

17  ft.  by  92  ft.  in  area  in  the  1st  story  and  17  ft.  by  50 
ft.  in  area  above;  occupied  as  a  motor  vehicle  repair  shop, 

5  persons  employed  above  ground  floor;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  wood  partitions  with  - 
wood  doors  at  the  openings,  a  fire  escape  on  the  rear  of 
building  with  landing  on  extension  roof  and  egress  from 
extension  roof  by  stairs  to  adjoining  yard,  thence  through 
hallways  of  two  buildings  adjoining  to  East  21st  street;  and 

Whereas,  it  appears  that  the  present  means  of  egress  were 
approved  by  the  bureau  of  buildings  on  Plan  No.  1980-21, 
under  which  fire  escape  was  erected. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  escape  be  erected  on  the  rear  of 
the  premises,  terminating  on  the  roof  of  the  one-story 
extension,  egress  from  which  shall  be  by  means  of  iron 
stairs  terminating  in  the  yards  to  the  east,  exit  from  which 
shall  be  by  means  of  ,  passageways  to  the  street,  and 
granted  so  long  as  the  conditions  as  to  use  and  occupancy 
remain  substantially  unchanged. 


1 153-22-S. 

PETITIONER— Jacob  Fisher,  for  J.  O.  Tepper  Realty  Co., 
Inc. 

SUBJECT — Aariation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 30  West  37th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE-  . 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 


mott  . . . 

Negative  .  q 

Absent :  Messrs.  Holland  and  Kerby  .  2 


1201-22-S. 


PET  TIONER— Julius  J.  Diemer,  for  Sahadi  Bros.,  owner. 
SUBJECT  A^ariation  of  the  labor  law,  as  cited  in  decision 
of  the  superintendent  ol  buildings. 

PREMISES  AFFECTED- — 61  Washington  street,  Manhat¬ 
tan. 


Air  ir^ilAK.A.NiCKS — 

For  Petitioner:  Julius  J.  Diemer,  and  A.  Sahadi. 
ACTION  OF  BOARp — Laid  over  to  December  26,  1.922 
at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 


Affirmative:  Messrs.  Beatty,  Bouton  Kearney 
Superintendents  Reville,  Kleinert’  and  Mc- 
Derm  tt  . . ' . . 

Negative :  Chairman  \Vaish,’  Fire  Chief  Krefbn,’ 

Superintendents  Brady  and  Moore  . 

Not  Votr  g;  Deputy  Fire  Commissioner  Han¬ 
non  .  .  . 

Absent :  essrs.  Holtmd  and  Kerby  . 


6 

4 

1 

2 


833-22-S. 

PETITIONER—  Wadie  Najjar,  for  Rose  Najjar,  owner. 
SUBJECT— Var  .tion  from  the  labor  law  as  cited  in  de¬ 
cision  of  the  fire  commissioner. 


MINUTES 


PREMISES  AFFECTED— 141-143  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  VVadie  Najjar. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady,  Revillc,  KJeinert,  Moore  and  McDer¬ 
mott  .  11 

INegative  .  0 

Absent:  Messrs.  Holland  and  Kerby  .  2 

THE  RESOLUTION : 

(833-22-S) 

Whereas,  Wadie  Najjar,  for  Rose  Najjar,  owner,  filed, 
/une  16,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  141-3  Atlantic  avenue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads  : 

“1.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in  height, 
41  ft.  8  in.  by  80  ft.  in  area  in  the  1st  story  and  41  ft.  8  in. 
by  40  ft.  in  area  above ;  occupied,  1st  story,  liquid  soap,  2 
persons;  2nd  story,  hair  nets,  8  persons;  3rd  story,  shoes, 
8  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  3rd  story, 
enclosed  in  metal  lath  and  plaster  partitions  with  kalameined 
doors  at  the  openings,  with  scuttle  and  iron  ladder  to  roof 
in  the  stair  hall  enclosure;  a  fire  escape  on  the  front  of 
the  building  with  counterbalanced  stair  to  street ;  and 

Whereas,  petitioner  contends  that  to  build  a  stairway  to 
the  roof  would  require  the  reconstruction  of  the  toilet  room. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  double  rung  iron  ladder  shall  be  maintained 
in  the  top  story  hall  to  the  scuttle  in  roof  and  that  a  goose¬ 
neck  ladder  be  provided  from  top  balcony  of  front  fire 
escape  to  roof,  and  granted  so  long  as  the  use  and  occu¬ 
pancy  remain  substantially  unchanged. 


1 1 64-22- S. 

PETITIONER— Charles  P.  Cannella,  for  Pietro  Rizzo, 
owner. 

SUBJECT — Variation  of  the  labor  law,  as  cited  in  a  de¬ 
cision  of  the  health  commissioner. 

PREMISES  AFFECTED— 333  Crescent  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Charles  P.  Cannella. 

ACTION  OF  BOARD*— Petition  granted. 

THE  VOTE — 

Affirmative :  Messrs.  Beatty,  Boulton,  Kearney, 
Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon;  Superintendents  Brady, 

Reville,  Kleinert,  Moore  and  McDermott..  10 

Negative:  Chairman  Walsh  . -o .  1 

Absent :  Messrs.  Holland  and  Kerby  - >  •  •  •  2 

THE  RESOLUTION: 

(1164-22-S)  o 

Whereas,  Charles  P.  Cannella,  for  P  -tro  Rizzo,  owner, 
filed,  September  29,  1922,  a  petition,  y  ith  the  board  of 
standards  and  appeals,  for  variation  frr  r  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  health  com¬ 
missioner,  affecting  premises  33  Cres^nt  street,  Brook¬ 
lyn;  and  ,  ,  ,  , 

Whereas,  the  decision  of  the  ‘depHtment  of  health 

reads : 


‘‘The  purpose  of  this  communication  is  to  advise 
you  that  the  bakery  located  in  the  cellar  of  premises 
333  Crescent  street,  Borough  of  Brooklyn,  which  is 
owned  by  Pietro  Rizzo  and  operated  by  Joseph  Semino, 
does  not  conform  with  section  116,  article  8,  chapter 
463,  Law's  of  1913,  in  the  following  respect: 

“That  said  bakery  has  no  exemption.” ; 

and 

Whereas,  the  building  is  frame,  1  and  3  stories  in  height, 
30  ft.  by  68  ft.  6  in.  in  area  in  the  1st  story  and  30  ft.  by  50 
ft.  in  area  above;  occupied,  cellar,  bake  shop ;  1st  story, 
stores ;  upper  stories,  living  apartments ;  the  height  of  the 
bakery  from  floor  to  ceiling  being  8  ft. ;  the  means  of  ven¬ 
tilation  consisting  of  one  window  4  ft.  by  5  ft.  opening  to 
the  yard  area,  over  the  oven  and  two  doors  with  sliding 
sashes;  and 

Whereas,  petitioner  contends  that  the  building  has  been 
occupied  as  a  bakery  since  1881. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted. 


1352-22-S. 

PETITIONER — Sadie  Gabriel,  owner,  for  Aisik  Sireka, 

.  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED— 769  East  158th  street,  The 
Bronx. 

APPEARANCES— 

For  Petitioner  :  Sadie  Gabriel. 

For  Administration :  Inspector  John  S.  McCauley 
of  board  of  health. 

ACTION  OF'  BOARD— Petition  granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kearney, 
Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott..  10 


Negative:  Chairman  Walsh  .  1 

Absent :  Messrs.  Holland  and  Kerby  .  2 

THE  RESOLUTION: 

(1352-22-S) 


Whereas,  Sadie  Gabriel,  owner,  for  Aisik  Sireka, 
lessee,  filed,  November  10,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  health 
commissioner,  affecting  premises  760  East  158th  street,  The 
Bronx;  and 

Whereas,  the  order  of  the  health  commissioner  reads: 

“As  the  cellar  bakery  at  the  above  address  does  not 
conform  with  provisions  of  section  116  of  the  Eighth 
Article  of  the  Labor  Law  of  the  State  of  New  York, 
and  as  the  certificate  of  exemption  has  never  been 
issued  to  these  premises  as  provided  in  this  section, 
you  are  hereby  notified  in  keeping  with  Paragraph  6, 
of  section  115*,  of  the  said  article  that  unless  baking 
is  discontinued  on  the  premises  within  twenty-four 
hours  after  the  delivery  of  this  notice,  the  ovens  of 
the  said  bakery  will  be  .sealed  so  as  to  prevent  baking 
of  foodstuff.” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  40  ft.  by  85  ft.  in  area,  occupied,  cellar,  bakery, 
1st  story,  store  and  dwelling;  upper  stories,  dwellings;  the 
height  of  the  cellar  from  floor  to  ceiling  being  8  ft.,  the 
means  of  ventilation  consisting  of  a  window  3  ft  by  6  ft. 
to  the  areaway  at  front ;  a  window  21  in  by  36  in.  in 
door  leading  to  this  areaway;  and 

Whereas,  the  petitioner  contends  that  the  bakery  has 
been  in  continuous  operation  since  1913  and  a  letter  from 
the  department  of  health,  dated  December  1,  1922,  states 
that  the  bakery  is  in  good  sanitary  condition  and  a  letter 
from  the  tenement  house  department  states  that  the  bakery 
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was  installed  in  building  under  N.  B.  Plan  41-06  and  a  cer 
titicate  issued  October  9,  1907. 

Resolved ,  that  the  board  of  standards  and  appeals  does|l 
hereby  make  a  variation  from  the  requirements  of  the  labor;,, ij. 
law  and  that  the  petition  be  and  it  hereby  is  granted. 

_ 


1353-21-S. 

PETITIONER- — Samuel  Rosenblum,  for  Sundel  Hyman, 
owner. 

SUBJECT— Request  for  modification  of  resolution — vari¬ 
ation  of  labor  law  as  cited  in  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 138-142  Prince  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


Jescape  on  the  front  of  the  building  with  non-fireproof 
windows  along  the  course  of  the  fire  escape,  an  opening 
bn  the  division  wall  between  No.  138  and  140-2  in  each 
story  protected  by  automatic  fireproof  doors ;  No.  140-142 
being  5  stories  in  height,  50  ft.  by  101  ft.  in  area;  occu¬ 
pied,  1st  story,  general  machine  work,  12  persons;  2nd 
story,  gas  electric  fixtures,  10  persons;  3rd  story,  mfg. 
hats,  lo  persons ;  4th  story,  at  present  vacant ;  5th  story, 
mfg.  hats,  12  persons ;  the  means  of  egress  consisting  of 
an  interior  stairway  extending  from  the  1st  story  to  the 
5th  story  enclosed  in  partitions  protected  on  the  loft  side 
with  fire  retarding  material  with  fire  doors  at  openings, 
the  horizontal  exits  leading  to  No.  138;  and 

Whereas,  petitioner  contends  that  the  board  of  review 
under  date  of  July  17,  1919,  modified  this  order  on  certain 
conditions  and  that  he  has  complied  with  these  condi¬ 
tions  ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  should  be  ratified;  and 


ACTION  Ob  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  li 

Negative  .  0 

Absent:  Messrs.  Holland  and  Kerby  .  2 

THE  RESOLUTION : 

(1353-21-S) 


Whereas,  Samuel  Rosenblum,  consulting  engineer  for 
Sundel  Hyman,  owner,  filed,  September  29,  1921,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  138- 
142  Prince  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  23544- 
LD,  dated  June  7,  1921,  reads: 

“1.  Enclose  the  interior  stairway  at  the  East  side 
of  No.  138  building  serving  as  a  required,  means  of 
exit,  and  the  landings,  platforms  and  passageways  con¬ 
nected  therewith  on  all  sides  with  partitions  of  ap¬ 
proved  fire  resisting  material;  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  east  side 
of  No.  138  building  to  the  roof,  as  per  Section  271 
of  the  Labor  Law. 

“3.  Provide  suitable  means  of  reaching  the  roof, 
as  per  a  resolution  of  the  Board  of  Appeals,  adopted 
April  10,  1917.  *  *  * 

“4.  Arrange  the  fire  escape  at  the  front  of  No. 
138  building,  *  *  *. 

“Note — Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  fireproof,  not  self-closing. 

“No  60  degree  connecting  stairways  between  bal¬ 
conies. 

_  “Doors  to  balconies  at  least  2  ft.  by  6  ft.  not  pro- 

vided.  _  'li  lii^i 

“No  stairway  from  top  balcony  to  roof. 

“No  counterbalanced  stairway  to  street. 

“Not  screened  to  a  height  of  4  ft.  8  in. 

“Balconies  not  3  ft.  wide. 

“No  steps  to  sills  of  openings  to  balconies.”; 

and 

Whereas,  the  premises  consists  of  two  buildings  of  non- 
fireproof  construction,  No.  138  being  6  stories  in  height, 
25  ft.  by  79  ft.  3  in.  in  area;  occupied,  1st  story,  assem¬ 
bling  machines,  5  persons;  2nd  story,  assembling  machines, 

2  persons;  3rd  story,  mfg.  hats,  8  persons;  4th  story,  spool 
winders,  11  persons;  5th  story,  vacant  at  present;  6th 
story,  mfg.  hats,  8  persons;  the  means  of  egress  consist¬ 
ing  of  an  interior  stairway  extending  from  the  1st  story 
to  the  6th  story  with  60  degree  iron  ladder  to  counter¬ 
balanced  scuttle  in  the  roof  enclosed  in  wood  board  par¬ 
titions  with  wood  doors  at  openings,  a  standard  fire 


W  hereas,  this  petition  was  granted  by  the  board  at  its 
meeting  December  6,  1921,  and  petitioner  requested  a  mod¬ 
ification  of  the  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as 
to  item  No.  1,  on  condition  that  the  loft  side  of  the  par¬ 
titions  enclosing  the  stairway — No.  138 — be  covered  with 
fire  retarding  material,  and  the  openings  thereto  be  pro¬ 
tected  by  self-closing  fireproof  doors ;  as  to  item  2,  on 
condition  that  a  60-degree  stairway  be  provided  to  the 
scuttle  in  the  roof ;  and  as  to  item  4  on  condition  that  the 
tire  escape  balconies  on  front  of  No.  138  be  extended  over 
to  take  in  one  window  on  front  of  No.  142  and  that  the  en¬ 
tire  fire  escape  be  made  to  conform  to  the  fire  escape  rules 
of  the  board  of  standards  and  appeals ;  that  not  more  than 
20  persons  be  employed  at  any  time  on  any  floor  in  building 
No.  138  and  not  more  than  35  persons  on  any  floor  in 
building  No.  142,  and  that  the  order  of  the  fire  commis¬ 
sioner  as  to  item  No.  3  be  and  it  hereby  is  affirmed  and  the 
petition  as  to  this  item  be  and  it  hereby  is  denied. 

Resolved,  further,  that  the  variation  be  granted  only 
so  long  as  conditions  remain  substantially  unchanged. 


419-22-S. 

PETITIONER — Walter  H.  Volckening,  for  Morris  H. 
Petigor,  owner. 

SUBJECT — Reqjuest  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 436-438  Water  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Walter  H.  Volckening. 

ACTION  OF  BOARD* — Petition  reopened  and  set  for 
hearing  December  26,  1922,  at  2  p.  m.,  pending  re¬ 
port  of  Inspector  Maher. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 


Kleinert,  Moore  and  McDermott  .  8 

Negative . o 

Absent:  Messrs.  iBoulton,  Holland,  Kerby, 

Fire  Chief  Kenlon,  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 


896-22-S. 

PETITIONER — William  M.  Lawson,  for  Jacob  Lawson 
Bag  Company,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 264-266  Water  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 
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THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  8 

Negative  .  9 

Absent:  Messrs.  iBoulton,  Holland,  Kerby, 

Fire  Chief  Kenlon,  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 


940-22-S. 

PETITIONER — P.  Donahue,  for  Louis  L.  Seaman,  own¬ 
er. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 18  West  31st  street,  Manhat¬ 
tan. 

APPEARAN  CES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  8 

Negative  .  0 

Absent:  Messrs.  IBoulton,  Holland,  Kerby, 

Fire  Chief  Kenlon,  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 


1313-22-S. 

PETITIONER — Phillips-Jones.  Corp. 

SUBJECT— Petition  for  variation  of  the  labor  law,  as 
cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 8:29-849  East  134th  street,  The 

Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  8 

N  egative  .  0 

Absent:  Messrs.  Boulton,  Holland,  Kerby, 

Fire  Chief  Kenlon,  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 


650-18-S. 

PETITIONER— A.  C.  McNulty,  for  Therese  Browning, 

owner. 

SUBJECT— Application  for  reopening  for  the  purpose  of 
amending  resolution. 

PREMISES  AFFECTED — 46-52  Crosby  street  and  502-504 
Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner :  ,  T.  Benedict. 

ACTION  OF  BOARD1— Laid  over  to  December  26,  1922, 
at  2  p.  m.,  at  request  of  petitioner. 


672-22-S. 

PETITIONER— Gabriel  Nachman,  for  Nacoss  Realty  Co., 
owner. 

SUBJECT— Application  for  reopening;  variation  of  the 
labor  law,  as  cited  in  order  of  the  fire  commission¬ 
er. 

PREMISES  AFFECTED' — 209-211  Sullivan  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  granted  on 
condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE  TO  REOPEN— 

Affirmative:  chairman  Walsh,  Messrs.  Beatty, 
ivearney,  Superintendents  Brady,  Revilie, 

Kleinert,  Moore  and  McDermott  .  8 

Negative  . . .  0 

Absent :  Messrs.  Boulton,  Holland,  tCerby, 

Pire  Chiei  Kenlon,  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  8 

N  egative  .  9 

Absent:  Messrs.  Boulton,  Holland,  Kerby, 

ffire  Chief  Kenlon,  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 

THE  RESOLUTION  : 

(672-22-S) 

"  Whereas,  Gabriel  Nachman,  part  owner  and  lessee  for 
Nacoss  Realty  Company,  owner,  filed,  May  10,  1922,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  209- 
211  Sullivan  street,  Manhattan ;  and 

Whereas,  the  order  of  the  hre  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  south  side  of  build¬ 
ing  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 

escape  are  the  following:  Windows  on  course  1st 
story  not  fireproof,  not  self-closing.  No  passageway 
from  termination  of  fire  escape  balcony.  No  egress 
on  1st  story  to  fire  escape  balcony.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 

5  stories  in  height,  50  ft.  by  95  ft.  in  area,  occupied,  1st 
story,  wet  wash  laundry,  10  persons ;  2nd  and  3rd  stories, 
paper  box  mfg.  and  printing,  34  persons;  4th  story,  baling 
and  storage  of  clothing,  1  person;  5th  story,  assorting 
clothing,  9  persons ;  equipped  with  a  fire  alarm  signal  sys¬ 
tem ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  tile  1st  story  to  the  roof,  enclosed 
in  brick  partitions  with  hre  doors  at  the  openings ;  60 
degree  and  an  80'  degree  fire  escape  on  the  front  of  the 
building  and  a  45  degree  fire  escape  on  the  rear  of  tne 
building,  with  counterbalanced  stairway  to  street  from 
front  hre  escape  and  45  degree  stationary  stairs  to  yard 
from  the  rear  fire  escape  with  egress  to  open  yards  ad¬ 
joining  ;  and 

Whereas,  petitioner  contends  that  the  order  of  the  fire 
department  was  complied  with  and  the  rear  fire  escape 
accepted,  but  that  on  account  of  an  opinion  of  the  corpora¬ 
tion  counsel  as  to  exits,  the  order  has  been  reissued;  and 
Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting  July  11,  1922,  and  petitioner  requested  a  reopening 
of  the  case. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  windows  on  the  course  of  the  fire 
escape  shall  be  made  fireproof  and  self-closing  and  that 
egress  from  the  termination  of  the  fire  escape  shall  be 
through  adjoining  premises  to  Bleecker  street,  the  consent 
of  adjoining  property  owner  to  be  filed  with  the  fire  de-* 
partment  and  the  superintendent  of  buildings,  and  granted 
so  long  as  the  conditions  as  to  occupancy  and  use  other¬ 
wise  remain  unchanged. 


988-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Henry  Wilhelm, 
owner. 

SUBJECT— Application  for  reopening— to  amend  resolu¬ 
tion — variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 
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PREMISES  AFFECTED — 258  Wythe  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  1  ION  OF  BOARD — Petition  reopened  and  resolution 
corrected. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 


Kleinert,  Moore  and  McDermott  .  8 

N  egative  .  0 

Absent:  Messrs.  iBoulton,  Holland,  Kerby, 

Fire  Chief  Kenlon,  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 

THE  VOTE  TO  CORRECT  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  .  8 

Negative  . • .  0 

Absent:  Messrs.  IBoulton,  Holland,  Kerby, 

Fire  Chief  Kenlon,  and  Deputy  Fire  Com¬ 
missioner  Hannon  .  5 

THE  RESOLUTION: 

(988-22-S) 


Whereas,  Samuel  Rosenblum,  for  Henry  Wilhelm,  own¬ 
er,  filed,  July  26,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  258  Wythe  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Arrange  the  fire  escape  on  the  southwest  cor- 
nuer  of  the  building  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  fireproof,  not  self-closing. 

“No  20  in.  60  degree  connecting  stairways  between 
balconies. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  east  termination  of  fire  escape 
to  street. 

“Rails  not  3  ft.  high. 

“2.  Provide  an  interior  stairway  at  the  northeast 
corner  of  building  to  serve  as  a  required  means  of 
exit,  extending  from  the  1st  story  to  the  roof  with  a 
safe  passageway  to  the  street,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  sec.  79-B-l  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4'  stories  in 
height,  25  ft.  by  45  ft.  6  in.  in  area,  occupied,  1st  story, 
stockroom,  2  persons ;  upper  stories,  mfg.  shoes,  15  per¬ 
sons  per  story;  the  means  of  egress  consisting  of  an 
exterior  stairway  in  the  court,  extending  from  the  1st 
story  to  the  4th  story  with  iron  ladder  to  roof  and  with 
fireproof  casement  doors  opening  to  this  stairway  in  each 
story ;  a  fire  escape  on  the  rear  of  the  building  and  one 
on  the  side  rear,  connecting  in  the  2nd  story,  with  goose¬ 
neck  ladder  to  roof  from  the  rear  fire  escape,  with  case¬ 
ment  door  leading  to  the  rear  fire  escape;  and 
Whereas,  petitioner  proposes  to  provide  a  new  fire  escape 
on  the  southerly  s'ide  of  the  building  where  the  present 
sub-standard  fire  escape  is  located  and  to  carry  the  fire 
escape  over  to  the  existing  windows  at  the  east  in  the 
1st  story  and  then  to  provide  a  passageway  leading  to  the 
wall  facing  the  open  courtyard,  with  a  door  in  the  wall 
leading  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
item  No.  1  on  condition  that  a  fire  escape  with  60  degree 
stairs,  be  provided  on  the  southeast  corner  of  building  with 
egress  from  the  termination  of  the  fire  escape  through  a 
lobby  enclosed  in  fire  resisting  material  leading  to  a  side 
court  emptying  directly  to  street,  and  granted  as  to  item 


No.  2  on  condition  that  the  present  iron  stairway  in  court 
be  maintained  in  good  condition  and  any  openings  to  the 
court,  both  windows  and  doors,  be  made  fireproof,  self¬ 
closing,  and  granted  so  long  as  the  use  and  occupancy  re¬ 
main  substantially  unchanged. 


1060-22-S. 

PETITIONER — Samuel  Rosenblum,  for  Kasimir  &  Meltzer 
Realty  Corp.,  owner. 

SUBJECT — ’Application  for  reopening — petition  for  varia¬ 
tion  from  the  labor  law,  as  cited  in  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 602-6  East  74th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 


Kleinert,  Moore  and  McDermott .  8 

Negative  .  0 

Absent :  Messrs.  Boulton,  Holland,  Kerby,  Fire 
Chief  Kenlon  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  5 


THE  VOTE  TO  MODIFY— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Kearney,  Superintendents  Brady,  Reville, 


Kleinert,  Moore  and  McDermott .  8 

Negative  .  0 

Absent :  Messrs.  Boulton,  Holland,  Kerby,  Fire 
Chief  Kenlon  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  5 

THE  RESOLUTION: 

(1060-22-S) 


W)hereas,  Samuel  Rosenblum,  for  Kasimir  &  Meltzer 
Realty  Corporation,  owner,  filed,  August  22,  1922,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  502-6  East 
74th  street,  Manhattan ;  and 

Whereas,  the  order  ,o*f  the  fire  commissioner  reads: 

“1.  Enclose  the  interior  stairways  at  the  west  wall 
and  the  east  side  of  division  wall  *  * 

and 

Whereas,  the  premises  consist  of  two  non-fireproof  build¬ 
ings,  each  15  stories  in  height,  No.  502  being  50  ft.  by  96 
ft.  in  area  in  the  1st  story  and  50  ft.  by  89  ft.  in  area 
above ;  No.  506  being  25  ft.  by  89  ft.  in  area ;  occupied, 
tenant  factories,  35  persons  above  the  1st  story  in  No. 
502,  and  44  above  1st  story  in  No.  506;  the  means  of  egress 
consisting  of  an  interior  stairway  in  each  section  in  502-4, 
extending  from  the  1st  story  to  the  5th  story,  with  scuttle 
and  iron  ladder  to  roof,  enclosed  in  wood  partitions  with 
wood  doors  at  the  openings ;  a  fire  escape  on  the  rear  of 
the  building  with  gooseneck  ladder  to  roof  and  drop  lad¬ 
der  to  yard  in  the  rear ;  a  60  degree  fire  escape  on  the 
front  of  ,No.  506  with  drop  ladder  to  street,  a  horizontal 
opening  in  the  division  wall  between  two  buildings  in 
each  story,  protected  by  fireproof,  self-closing  doors  both 
sides ;  the  building  being  equipped  with  a  sprinkler  system ; 
and 

Whereas,  petitioner  contends  that  similar  orders  were 
rescinded  by  the  fire  department. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  stairs  in  building  Nos.  502-4  be  enclosed 
with  fire  retarding  partitions  in  accordance  with  the  require¬ 
ments  of  the  labor  law  and  that  a  fixed  iron  ladder  to  scuttle 
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in  roof  be  maintained  in  the  top  story  hall,  that  an  auto¬ 
matic  sprinkler  system  shall  be  maintained  in  good  working 
order,  that  a  fire  drill  shall  be  conducted  at  least  once  a 

month,  and  that  the  occupancy  shall  be  restricted  to  30 

persons  per  story  above  the  2nd  story  except  in  4th  story, 

where  same  shall  not  exceed  40  persons,  or  a  total  of  90 

persons  above  the  2nd  story  in  the  entire  premises. 


217-J21-S. 

TITLE— Fuel  Oil  Rules. 

SUBJECT — —Interpretation  as  to  requirement  of  enclos¬ 
ing  space  for  tanks  below  grade. 
APPEARANCES— 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  29,  1922,  at 
2  p.  m.,  pending  receipt  of  opinion  from  corporation 
counsel. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
447-22-S. 

PETITIONER— The  H.  J.  M.  Howard  Mfg.  Co. 
SUBJECT — Approval  of  water  pressure  reducing  valves. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  December  29,  1922,  at 
2  p.  m.,  pending  test  and  report  of  fire  department. 


1 230-22-S. 

PETITIONER— Samson  Electric  Co. 

SUBJECT — Thermostats  for  automatic  fire  alarm  systems. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  December  29,  1922,  at 
2  p.  m.,  for  submission  by  petitioner  of  report  of 
Chicago  Laboratories  or  any  other  technical  re¬ 
search  bureau. 


1249-22-S. 

PETITIONER — Coen  Company. 

SUBJECT — Approval  of  Coen  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  December  29,  1922, _  at 
2  p.  m.,  subject  to  installation  for  demonstration 
and  inspection. 


610-22-S. 

PETITIONER— C.  D.  Crocker  Specialty  Co. 

SUBJECT — Approval  of  Crocker  Automatic  and  Hand  Re¬ 
lease  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  December  29,  1922,  at 
2  p.  m„  subject  to  installation  for  demonstration  and 
inspection. 


1104-22-S. 

PETITIONER— Dean  Bro's. 

SUB TECT— Approval  of  Dean  Fuel  Oil  Pump. 
APPEARANCE  S— N  one . 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  cm.,  subject  to  report  of  engineer  of 
the  board. 


1372-21-S 

PETITIONER — Ford  Regulator  Corporation. 
SUBJECT— Approval  of  Ford  Fire  Line  Reducing 
Valve. 

APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  ait  2  ip.  m.,  pending  test  and  report  of  fire 
department. 


1395-22-S. 

PETITIONER — Petroleum  Heat  &  Power  Company. 
SUBJECT— Approval  of  Caloroil  Fuel  Oil  Burner. 


APPEARANCES — 

For  Petitioner:  Edward  FI.  Shay. 

ACTION  OF  BOARD- — Laid  over  to  December  29, 
1922,  at  2  p.  m.,  subject  to  installation  for  dem¬ 
onstration  and  inspection. 


1203-22-S 

PETITIONER — 'Simplex  Oil  Heating  Corporation. 
SUBJECT — Installation  of  Fuel  Oil  Appliance. 
APPEARANCES— 

For  Petitioner:  George  GetzofL 
ACTION  OF  BOARD- — Laid  over  to  December  29, 
1922,  at  2  p.  m.,  -subject  to  installation  -for  dem¬ 
onstration  and  inspection.  • 


1390-22-S. 

PETITIONER — Powerlight,  Inc. 

SUBJECT — Approval  of  the  Oliver  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m.,  -subject  to  .installation  -for  dem¬ 
onstration  and  inspection. 


1 39 1-22 -S. 

PETITIONER — Dempsey  Furnace  Co. 

SUBJECT — Approval  of  Dempsey  High  and  Low  Pres¬ 
sure  Fuel  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m„  -subject  to  installation  for  dem¬ 
onstration  and  inspection. 


938-22-S 

PETITIONER — The  Fuel  Oil  Burner  Corporation. 
SUBJECT — Approval  of  Johnson  Improved  Rotary 
Fuel  Oil  Burner. 

APPEARANCES— 

For  Petitioner:  William  F.  Conran. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m„  subject  to  installation  for  dem¬ 
onstration  and  inspection. 


799-22-S 

PETITIONER— M.  E.  Reiburn. 

SUBJECT — Gas  Cut  Off  Valve. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m„  subject  to  Installation  for  dem¬ 
onstration  and  inspection. 


1 026-22 -S. 

PETITIONER — The  Anthony  Company. 

SUBJECT — Approval  of  Anthony  Nebulyte  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  December  29, 
1922,  at  2  p.  m„  subject  to  installation  for  dem¬ 
onstration  and  inspection. 


315-22-S 

PETITIONER — Conran  Stand  Pipe  Company. 
SUBJECT — Approval  of  Conran  Pressure  Reducer.- 
APPEARANCES— 

For  Petitioner:  William  F.  Conran. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m.,  pending  -test  -and  report  of  fire 
department. 


337-22-S 

PETITIONER— Elkhart  Brass  Mfg.  Co 
SUBJECT — Approval  of  Elkhart  Brass  Company  Siam¬ 
ese  Connection. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  -p.  im.,  pending  test  and  report  of  fire 
department. 
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53-21-S. 

PETITIONER— T.  V.  Foster. 

SUBJECT— ^Approval  of  angle  hose  valve. 

APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  im.,  pending  test  and  report  of  fire 
department.  > 

- 

13-21-S. 

PETITIONER — Bethlehem  Shipbuilding  Carp.,  Ltd. 

SUBTECT — Approval  of  Dahl  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m.,  subject  to  installation  for  dem¬ 
onstration  and  inspection. 


957-22-S. 

PETITIONER — Briggs  Engineering,  Inc. 

SUBTECT — Approval  of  Burnwell  Mechanical  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m.,  subject  to  installation  for  dem¬ 
onstration  and  inspection. 


357-22-S 

PETITIONER— J.  M.  Quinn. 

SUBJECT — 'Approval  of  Quinn  Fuel  Oil  Burner. 

APPEARANCES— 

For  Petitioner:  Harry  S.  Schaulck. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m„  subject  to  installation  for  dem¬ 
onstration  and  inspection. 

I  1  \ 

341-22-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT — .Approval  of  Rockwell  Fuel  Oil  Burners 
and  Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m.,  subject  to  installation  for  dem¬ 
onstration  and  inspection. 

- - — i - 

392-22-S. 

PETITIONER — 'The  Surface  Combustion  Company. 

SUBJECT — Surface  combustion  low  pressure  type  com¬ 
bination  gas  and  oil  burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 
1922,  at  2  p.  m.,  subject  to  installation  for  dem¬ 
onstration  and  inspection. 

- 1 — i-'  -■  • 

1 2  74-22-S 

PETITIONER — Rodriguez  Oil  Burner  Company. 

SUBTECT — Approval  of  Rodriguez  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  29, 


1922,  at  2  p.  m.,  pending  report  of  committee  of 
inspection. 


830-22-S. 

PETITIONER — Northern  Fire  Apparatus  Co. 

SUBJECT — Approval  of  Northern  Rotary  Pump. 
APPEARANCES— None. 

ACT  ION  OF  BOARD — ‘Petition  disapproved 
THE  VOTE— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Fire  Chief  Ken  Ion, 
Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Kleinert, 

Moore  and  McDermott .  11 

Absent:  Messrs.  Holland  and  Kerby .  2 

THE  RESOLUTION: 

(830-22-S) 

Whereas,  The  Northern  Fire  Apparatus  Co.  filed,  June 
15,  1922,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  approval  of  their  device  known  as  The  Northern 
Rotary  Pump ;  and 

Whereas,  owing  to  the  construction  of  this  device  the 
board  deemed  that  the  approval  of  same  should  not  be 
granted. 

Resolved,  that  the  petition  be  and  it  hereby  is  denied. 
840-22-S. 

PETITIONER — Dean  Brothers. 

SUBJECT — Approval  of  Dean  Brothers  Duplex  Steam 

Pump. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore  and 

McDermott  .  u 

Negative  .  o 

Absent :  Messrs.  Holland  and  Kerby  .  2 

THE  RESOLUTION: 

(840-22-S) 

/Whereas,  Dean  Brothers  filed,  June  19,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  approval  of' 
their  device  known  as  the  Durable  Duplex  Steam  Pump; 
and 

Whereas,  this  pump  is  of  standard  mechanical  construc¬ 
tion. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  Dean  Brothers  Durable  Duplex  Steam 
Pump  for  operation  in  fuel  oil  burning  installation  on  con¬ 
dition  that  all  parts  of  the  pump  in  operation  which  come  ’! 
in  contact  with  oil  be  constructed  of  brass  or  bronze. 


Adjourned  5.10  p.  m. 

_ _ _ Wtlliam  J.  O’Gorman,  Secretary. 

M I N  UTES  = 
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*CO  ERECTION. 

CASE  DISMISSED. 

Appeal  from  Administrative  Order. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to  appeal  was  offered  for  filing1, 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty : 

(350-22- A) 

Filed  March  8,  1922— Premises  47  West  52nd  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 


* Calendar  number  inserted — was  omitted  in  the  minutes 
as  printed  in  Bulletin  No.  50,  Vol.  VII. 


Appellant,  Annette  Vadrot.  Dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative  .  q 

Absent :  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

Whereas,  Annette  Vadrot  filed  with  the  board  of  appeals 
an  appeal  from  order  affecting  the  premises  47  W.  52nd 
street,  Manhattan ;  and 

Whereas,  appellant  has  failed  to  complete  her  papers, 
though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeal  be,  and  it  hereby  is, 
dismissed  for  lack  of  prosecution. 
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MINUTES 

BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals, 
held  on  Tuesday  morning,  December  5,  1922,  as  they  ap¬ 
peared  in  Bulletin  No.  50,  Vol.  VII,  are  hereby  corrected 
to  read  as  follows : 

1141-22-A. 

APPELLANT — J.  E.  Douglass,  for  City  of  New  York 
(Board  of  Education),  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — North  side  Wilbur  avenue,  be¬ 
tween  Radde  and  Academy  streets,  Queens. 
APPEARANCES— 

For  Appellant:  Charles  Tilgner,  J.  E.  Whitsit  and 
George  H.  Wessel. 

For  Administration:  Inspector  Lenihan,  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerbv  .  1 

THE  RESOLUTION: 


(1141-22-A) 

Whereas,  J.  E.  Douglass,  for  the  Board  of  Education, 
City  of  New  York,  owner,  filed,  September  22,  1922,  an 
- - 

*Correction — Second  Item  No.  2  omitted  and  replaced  by 
Item  No.  3  in  second  preamble. 


appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  north  side  of  Wilbur 
avenue,  between  Radde  and  Academy  streets,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  reads: 

“1.  Provide  metal  cabinet  for  the  storage  of  in¬ 
flammable  and  combustible  material  in  instruction  of 
chemistry  room.  *  *  *. 

“2.  Provide  self-closing,  fireproof  door  on  all  door 
openings,  leading  from  chemical  laboratories  and  in¬ 
struction  rooms  to  hallway,  stairway  and  classrooms. 

5|C  jfc  J(C 

“3.  Provide  safety  catch  basin  for  the  storage  of  all 
nitric  acid  in  chemical  laboratory.  *  *  * 

“4.  Provide  a  covering  of  alberene  or  similar  ma¬ 
terial  if  not  already  covered,  or  of  stone  on  all  tables 
in  the  chemical  laboratory.  *  *  *” ; 

and 

Whereas,  the  building  is  fireproof,  5  stories  in  height, 
180  ft.  by  208  ft.  in  area,  occupied  as  a  high  school,  there 
being  a  chemical  laboratory  at  the  end  of  the  westerly 
wing;  and 

Whereas,  appellant  contends  that  only  a  small  quantity 
of  chemicals  are  kept  on  hand,  that  they  are  under  con¬ 
stant  supervision  and  that  there  would  be  hardships  in  com¬ 
plying  with  the  requirements  of  the  fire  department. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  that  the  appeal  in  so  far  as  it  re¬ 
lates  to  Item  No.  4  granted  on  condition  that  no  explosive 
chemicals  or  compounds  be  stored  in  the  laboratory,  and 
that  the  order  of  the  fire  commissioner,  Item  Nos.  1,  2  and 
3  be  affirmed  and  the  appeal  as  to  these  items  -be  denied. 


RULES 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1/4-3 

cement. 

Mix,  4  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2-4 

cement. 

Mix,  5  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2J4-5 

cement. 

Mix,  6  pounds 

of 

hydrated 

lime 

per 

bag 

of 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  b  y  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 
dressed.  Four  cents  postage  required. 
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PROGRESS  REPORT 


SUMMARY. 

Cases  pending  December  31,  1921  .  389 

Additional  Pier  and  Theatre  cases  from  1921 .  11 

Cases  filed  up  to  and  including  December  14,  1922  ....1515 
Restored  to  calendar .  109 

Miscellaneous  Actions. 

Requests  to  reopen  . -.  172 

Requests  to  amend  .  28 

Requests  for  modification  .  19 

Requests  to  rescind  . . .  . . .  0 

Requests  for  extension  of  time .  30 

Rules  proposed  . 4 

Requests  to  install  .  6 

Administrative  requests  .  1 

Requests  for  interpretation  .  9 

Total  . 2293 

Disposed  of . T789 

Cases  pending  December  14,  1922  .  504 


DISPOSITION  OF  CASES. 


Withdrawn  . ;  149 

Dismissed  .  165 

Denied  .  237 

Granted  .  105 

Granted  on  conditon  . 827 

Appliances  approved  .  25 

Appliances  disapproved  .  12 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  159 

Requests  to  reopen  denied .  12 

Requests  to  amend  granted  .  26 

Requests  to  amend  denied  .  2 

Requests  for  modification  granted  .  17 

Requests  for  modification  denied  .  2 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  30 

Requests  for  extension  of  time  denied .  0 

Rules  approved  .  3 

Rules  disapproved .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  1 

Administrative  requests  denied  .  0 

Interpretations  .  9 

Requests  withdrawn  .  1 


Total  . . . 1789 


WARN  ING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards  each  case  -being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 


hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
Calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
da"te  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  Decem¬ 
ber  19,  1922. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
December  19,  1922. 

Corrections. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

(Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  December  2fi 
1922,  at  2  o’clock.  At  this  call  each  case  is  set  for  hear¬ 
ing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  2,  1923,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  (Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli- 
c  te  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Anneals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E,  Walsh,  Chairman. 
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Cases  Filed  Week  Ending  December  21, 

1922. 

F.D . 

Cal.  No. 

1540-22-A . 

H.D . 

Department 

. F.D . 

Order  No. 

B.B.B . 

1539-22-BZ. .  .  . 

1538-22-BZ . 

. F.D . 

. F.D . 

L.  C.  75823 

B.B.M . 

B.B.Q . 

B.B.R . 

B.B.Bx . 

T.H . 

H537-22-A . F.D. 


L.  C.  14130  _ 


I 


1536-22-A _ 

. F.D . 

1535-22-BZ. . . 

. B.B.B . 

. N.  B.  20399-1922 

1534-22-A _ 

. B.B.B . 

1533-22-BZ. . . . 

. F.D . 

1532-22-BZ. . .  . 

. F.D . 

1531-22-A . 

. F.D . 

1530-22-S . 

.F.D.  &  B.B.M _ L.  D. 

16916,  Alt.  2940-1922 

1 529-22- S . 

. F.D . 

1528-22-S . 

. f.d . ;.. 

» 

1527-22-BZ. .  . . 

. F.D . 

15216-22-S . 

. F.D . 

1525-22-S . 

. F.D . 

1524-22- A . 

. F.D . 

1 523-22-A  . 

. F.D . 

1522-22-S . 

. F.D . 

1521 -28-A . 

........F.D . 

. N.  B.  1234-1922 

1 520-22- A . 

. F.D . 

1519-22-BZ _ 

. B.B.Bx . 

. N.  B.  3073-1922 

1518-22-A . 

. F.D . . 

1517-22- A . 

. F.D . 

15 16-22- A . 

. F.D . 

Restored  to  Calendar. 

# 

542-22- A . 

.  ...B.B.M.  &  F.D . 

- N.  B.  356-1922, 

N.  B.  1119-1922 

61-22-BZ . 

. B.B.B . 

104-20-BZ . 

. B.B.B . 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  26,  1922,  at  2  p.  m. 

Building  Zone  Cases. 

1343-22-BZ. 

APPLICANT — Samuel  Carrier,  for  Estate  of  Peter  A. 
'Jackson,  owner,  and  Simon  Zorn,  Inc.,  lessee. 

PREMISES — 1473  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
garage  for  the  storage  of  more  than  5  motor 
vehicles. 

/ 

1367-22-BZ. 

APPLICANT — William  Fox,  for  Broadway  Varieties  Co., 
owner. 

PREMISES — 2S34  Broadway  and  254  West  110th  street, 
Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and  maintenance 
of  a  business  building. 

991-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ernest  &  Estelle 
Biederman,  owners. 

PREMISES — 1812-1816  Holland  avenue.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
public  garage  for  the  storage'  of  3  motor  vehicles. 

1217-22-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Claremont  Palace 
Gardens,  Inc.,  owner. 

PREMISES — 550-558  East  170th  street,  The  Bronx. 

TO  PERMIT  partly  in  an  unrestricted  district  extending 
into  a  business  district  and  also  into  a  residence 
district,  the  erection  and  maintenance  of  a  garage 
'  for  the  storage  of  more  than  5  motor  vehicles. 

1245-22-BZ. 

APPLICANT — Philip  A  Faribault,  for  Edward  T.  Jen¬ 
kins,  owner. 

PREMISES — 370-390  Gates  avenue,  183-193  Monroe  street. 
390-398  Nostrand  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  extension  in  area  of  an 
existing  warehouse  building. 

1335-22-BZ. 

APPLICANT — Harry  W.  Pelcher,  for  Einziger  Brothers, 
owners. 

PREMISES — 135  New  street,  Port  Richmond,  Richmond. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  an  alteration  and  extension  of 
an  existing  garage  for  the  storage  of  more  than  5 
motor  vehicles. 
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CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  December  26,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

622-22-A — 53  Rose  street,  Manhattan. 

962-22-A — Foot  of  51st  street,  Bush  Terminal  Building, 
No.  58,  Brooklyn. 

420-22-A — West  side  First  avenue,  between  54th  and  55th 
streets,  Brooklyn. 

242- 22-A — 556  Kent  avenue,  Brooklyn. 

243- 22-A — Block  bounded  by  Second  avenue,  Gowanus 

Canal,  11th  and  12th  streets,  Brooklyn. 

244- 22- A — South  side  Maspeth  avenue,  92  feet  east  of  Van- 

devoort  avenue,  Brooklyn. 

245- 22-A — Block  bounded  by  Nevins,  Douglas,  3rd  avenue 

and  Degraw  streets,  Brooklyn. 

342- 22-A — 556  Kent  avenue,  Brooklyn. 

343- 22-A — 433  Hoyt  street,  corner  of  5th  street,  Brooklyn. 

459-22- A — Block  bounded  by  Kent  avenue,  North  11th, 

North  12th  streets  and  East  River,  Brook¬ 
lyn. 

887-22- A — 531-533  5th  avenue,  1  East  44th  street,  Man¬ 
hattan. 

10S8-22-A— 48-58  West  143rd  street,  47-57  West  142nd  street, 
Manhattan. 

1236-22-A — 245-255  Glenmore  avenue,  117-127  Snediker  ave¬ 
nue,  Brooklyn. 

1248-22- A— 472  Greenwich  street,  Manhattan. 

1275-22-A — 71-73  Nassau  s'treet,  Manhattan. 

1345- 22-A — G-34  Lorraine  street,  southwest  corner  Otsego 

street,  Brooklyn. 

1346- 22- A — 108  West  18th  street,  Manhattan. 

1356-22-A — 143  Banker  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  26,  1922,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1254-22-BZ — Application,  October  24,  1922,  under 
the  building  zone  resolution,  of  Henry 

C.  Pelton,  architect,  on  behalf  of  John 

D.  Rockefeller,  Sr.,  owner,  to  permit  in 
a"  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
5  motor  vehicles ;  premises  127-129 
West  55th  street,  Manhattan. 

cal.  no.  691-22-IBZ — Application,  November  24,  1922,  under 
the  building  zone  resolution,  of  George 
A.  Dugan,  applicant,  on  behalf  of 
Weber  Bunke-Lange  Coal  Co.,  owner, 
for  a  rehearing  of  an  application  pre¬ 
viously  granted,  to  permit  the  modifica¬ 
tion  of  the  conditions  as  laid  down  in 
the  previous  appeal ;  premises  270  West 
96th  street,  Manhattan. 

cal.  no.  744-22-BZ — Application,  May  25,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Tre- 
mont-Webster  Building  Company, 
owner,  to  permit  in  a  business  district 
the  conversion  of  occupancy  of  a  busi¬ 
ness  building  to  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles ; 
premises  2426-2430  Grand  Concourse, 
The  Bronx. 

cal.  no.  1014-22-BZ — Application,  August  2,  1922,  under 
the  building  zone  resolution,  of  John 


J.  Dunnigan,  applicant,  on  behalf  of 
Sadie  Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  business  building;  prem¬ 
ises  2451-2457  University  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  26,  1922,  at  2  p.  tn. 

Petitions  for  Variations. 

1239-22-S — 138-146  West  14th  street,  Manhattan. 

1255-22-S — 88  East  10th  street,  Manhattan. 

1264-22-S — 198  Greenwich  street,  Manhattan. 

1269-22-S — 108  West  18th  street,  Manhattan. 

1277-22-S — S.  S.  Nelson  avenue  and  School  street,  N.  S. 

Mount  street  and  Anable  avenue,  Queens. 

1299- 22-S — 40  West  18th  street,  Manhattan. 

1300- 22-S — 47-53  West  13th  street,  Manhattan. 

1189-22-S — 124-126  West  29th  street,  Manhattan. 

1201 -22- S — 61  Washington  street,  Manhattan. 

1315-22- S — 281  Bowery,  Manhattan. 

1155-22-S — 1-3  West  37th  street,  Manhattan. 

1167-22- S — 57  West  24th  street,  Manhattan. 

1179-22-S — 47  East  31st  street,  Manhattan. 

1211-22-S — 52  Lexington  avenue,  Manhattan. 

1271-22- S — 302  Elizabeth  street,  Manhattan. 

1287-22- S — 237  West  27th  street,  Manhattan. 

1292-22- S — 397  7th  avenue,  Brooklyn. 

1298-22-S — 139  East  23rd  street,  Manhattan. 

1302-22-S — 93  Bleecker  street,  Manhattan. 

1350- 22-S— 151-153  West  01st  street,  Manhattan. 

1351- 22-S — 119  West  26th  street,  Manhattan. 

419-22-S — 436-438  Water  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1064-22-S — Thomas-Smith  Fire  Alarm  Bells,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1 184-22- S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S- — 'Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of — 

1414- 22-S — Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of — 

1493- 22-Sl — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of — 

1494- 22-S — Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of — 

1469-22-S — Signal  Single  Stroke  A.  C.  Bell,  approval  of — 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

408-22-A — 514  or  516  78th  street,  Brooklyn. 

1270-22-A — W.  S.  Bailey  avenue,  101.59  ft.  north  of  West 
1305-22-A — N.  S.  of  West  Tremont  avenue,  500  ft.  west  of 
University  avenue,  The  Bronx. 

869-22-A — 804  East  138th  street,  The  Bronx, 
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1209-22-A— 1232-1248  Southern  blvd.,  The  Bronx. 
1234-22-A — 114-116  Park  Row,  Manhattan. 

1267-22-A — 520-536  Westchester  avenue,  The  Bronx. 

1419-22-A — 1931-1939  Broadway,  110-118  West  65th  street, 
Manhattan. 

523- 19-A — 703  West  End  avenue,  Manhattan. 

524- 19-A — 701  West  End  avenue,  Manhattan. 

1483-22-A — 2040  Broadway,  Manhattan. 

1428-22-A — 136  55th  street,  Brooklyn. 

1304-22- A — 237  Mercer  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  December  29,  1922,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1116-22-BZ — Application,  September  13,  1922,  under 
the  building  zone  resolution,  of  Mur¬ 
ray  Klein,  architect,  on  behalf  of  Her¬ 
man  Weinberg,  owner,  to  permit  in  a 
business  district  the  extension  in  area 
to  an  existing  public  garage  for  storage 
of  more  than  5  motor  vehicles ;  prem¬ 
ises  803  DeKalb  avenue,  Brooklyn. 
cal.  no.  503-22-BZ — Application,  April  14,  1922,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  architect,  on  behalf  of  Isaac 
Kersten,  owner,  to  permit  in  a  business 
district  the  erection  of  a  garage  for 
more  than  five  cars ;  premises  2710- 
2730  Jerome  avenue,  The  Bronx. 
cal.  972-22 -BZ — Application,  July  25,  1922,  under  the 
building  zone  resolution,  of  Joseph  A. 
Nicolini,  applicant,  on  behalf  of  Charles 
Sclafani  and  Joseph  Guardino,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  two  com¬ 
mercial  cars ;  premises  3058  Heath  ave¬ 
nue,  The  Bronx, 

cal.  No.  929-22-BZ— Application,  July  11,  1922,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  May 
P.  Korn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  conversion  of  occu¬ 
pancy  from  residence  to  business  pur¬ 
poses;  premises  223  West  79th  street, 
Manhattan. 

CAL.  NO.  1221-22-BZ— Application,  October  13;  1922,  under 
the  building  zone  resolution,  of  John 
IBrandt,  architect,  on  behalf  of  the 
Estate  of  Amalie  Meyer  and  George  J. 
Naegle,  owners,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  extension  and  con¬ 
version  of  a  stable  to  a  garage  for  the 
storage  of  more  than  5  motor  vehicles ; 
premises  2495-2497  Amsterdam  avenue, 
Manhattan. 

CAL.  NO.  1235-22-BZ— Application,  October  17,  1922,  under 
the  building  zone  resolution,  of  A.  Ed¬ 
ward  Richardson,  architect,  on  behalf 
of  William  Steigert,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles ; 
premises  156  Washington  street,  Flush¬ 
ing,  Queens. 

cal.  no.  1169-22-BZ— Application,  October  2.  1922,  under 
the  building  zone  resolution,  of  Albert 
E.  Parfitt,  architect,  on  behalf  of  The 
Union  Church  of  Bay  Ridge,  owner,  to 
permit  in  an  E.  area  district,  located 


within  a  residence  district,  the  exten¬ 
sion  in  area  to  an  existing  church 
building  exceeding  the  limiting  per¬ 
centage  of  lot  occupied,  as  set  by  the 
Building  Zone  Resolution;  premises 
7917-7925  Ridge  blvd.,  Brooklyn. 

cal.  no.  1170-22-BZ — Application,  October  2,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Someon  &  Samuel  Shapiro,  owners,  to 
permit  in  a  business  district,  a  struc- 
..  tural  alteration  of  an  existing  garage 

for  the  storage  of  more  than  5  motor 
vehicles ;  premises  259-265  Pacific 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

1671-21-A — 475-487  Concord  avenue,  southwest  corner  147th 
street,  The  Bronx. 

171 1-21 -A — 513-523  West  24th  street,  Manhattan. 

67-22- A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — -1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19- A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948-19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 
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949- 19-A — Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20- A— Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  .of  Washington 

and  F  streets,  Brooklyn. 

383-20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— -Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  6th  street,  Brook¬ 
lyn. 

1205-21 -A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  ,foot  of  Dover  street, 
Manhattan. 

1302-21-A— Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543 - 21 -A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  December  29,  1922,  at  2  P.  M. 

Petitions  for  Variations. 

1154-22- S — 55  West  19th  street,  Manhattan. 

1187-22-S — 327  East  122nd  street,  Manhattan. 


1237-22-S — 542-544  5th  avenue,  Manhattan. 

1260-22-S — 44  West  22nd  street,  Manhattan. 

1272-22- S — 431J4  Grand  street,  Manhattan. 

1281-22-S — 18  Avenue  B,  202  East  2nd  street,  Manhattan. 
1314-22-S — 302-304  East  _4th  street,  Manhattan. 

1325-22-S — 101  West  27th  street,  Manhattan. 

1341-22- S — 4  East  30th  street,  Manhattan. 

1344-22-S — 401-409  5th  avenue,  Manhattan. 

1256-22-S— 85  4th  avenue,  Manhattan. 

1210-22-S — 129  East  27th  street,  Manhattan. 

1225-22-S — 32  East  22nd  street,  Manhattan. 

1229- 22- S — 166-168  West  22nd  street,  Manhattan. 

1279-22-S — 43  West  38th  street,  Manhattan. 

1289-22- S — 189  Bowery,  Manhattan. 

13'65-22-S — 207  West  29th  street,  Manhattan. 

1373-22-S — 107  West  46th  street,  Manhattan. 

1383-22-S — 741  East  9th  street,  Manhattan. 

217-21-S — Fuel  Oil  Rules. 

Appliances  Submitted  for  Approval. 

1230- 22-S' — Thermostats  for  automatic  fire  alarm  systems, 

approval  of — 

1249-22-S— Coen  Oil  Burner,  approval  of — 
l?74-22-S — Rodriguez  Oil  Burner,  approval  of — 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

13-21-S — Dahl  Oil  Burner 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 

938-22-S — The  Johnson  Improved  Rotary  Fuel  Oil 
Burner,  approval  of. 

1104-22-Sr— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S— Simplex  Fuel  Oil  Burner,  approval  of — 

139022- S — Oliver  Burner,  approval  of. 

1391-22- S — Dempsey  High  &  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

1395-22-S — CaLoroil  Burner,  approval  of. 


CALL  OF  CLERK'S  CALENDAR, 

Tuesday,  January  2,  1923,  at  2  p.  m. 

Building  Zone  Cases. 

698-22-BZ. 

APPLICANT — Emma  J.  Wright,  owner. 

PREMISES — 57  Evelyn  place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  5  motor  vehicles,  3  spaces 
rented  out. 
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837-22-BZ. 

APPLICANT — Jacob  Lubroth,  for  William  Ramkall, 
owner. 

PREMISES — 1301  Kings  highway,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
an  extension  for  business  purposes. 


958-22-BZ. 

APPLICANT" — Jacob  Casano,  owner. 

PREMISES — 1427  71st  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  5  motor  vehicles. 

1067-22-BZ. 

APPLICANT — ‘Gilbert  I.  Prowler,  for  Henry  Abrahams, 
owner. 

PREMISES — 1213-1217  East  92nd  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  5  motor  vehicles. 


1382-22-BZ. 

APPLICANT — Shampan  &  Shampan,  for  Lucy  A.  B. 
Sterling,  owner. 

PREM I SES — 787-797  W ashington  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of  a 
business  building. 

1384-22-BZ. 

APPLICANT — James  P.  Whiskeman,  for  H.  Nelson  Mc- 
Lernon,  (owner. 

PREMISES — Northwest  corner  of  West  Fordham  road  and 
Cedar  avenue,  The  Bronx. 

TIO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
5  motor  vehicles. 


APPLICANT — Frances  Russell,  for  Vincent  Pepe,  owner. 
PREMISES — 21  West  Sth  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  occupancy  of  the  basement  for 
business  purposes. 


1146- 22-BZ. 

APPLICANT — Emma  Elizabeth  Weth,  owner. 

PREMISES — 211  McKinley  avenue,  Glendale,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  motor  vehicles,  two 
spaces  rented  to  persons  not  residing  on  the  prem¬ 
ises. 

1147- 22-BZ. 

APPLICANT — Emma  Elizabeth  Weth,  owner. 

PREMISES — 219  McKinley  avenue,  Glendale,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  motor  vehicles, 
two  spaces  rented  to  persons  not  residing  on  the 
premises. 

1185-22-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Stephen  F.  Collins, 
lessee. 

PREMISES — 336  East  9th  street,  Manhattan. 

TO  PERM/IT  in  a  business  district  the  extension  and  en¬ 
largement  of  an  existing  garage  for  the  storage 
of  more  than  5  motor  vehicles. 

1202-22-BZ. 

APPLICANT — Henry  J.  Nturick,  for  Alfred  Rovere  and 
Morris  Goldenblum,  lessees. 

PREMISES — 331-335  West  36th  street,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  on  the  same  portion  of  a 
street  between  two  intersecting  streets,  in  which 
portion  there  exists  an  exit  from  and  entrance  to 
a  public  school. 

V 

1206- 22-BZ. 

APPLICANT— Howard  McDougall,  for  W.  Dixon  Ellis, 
owner. 

PREMISES — 206  West  77th  street,  Manhattan. 

TIO  PERMIT  in  a  business  district  the  maintenance  iof  a 
garage  for  the  storage  of  more  than  5  motor  ve¬ 
hicles. 

1207- 22-BZ. 

APPLICANT — Joseph  L.  Hunt,  owner. 

PREMISES — 4374  Matilda  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  5  motor  vehicles,  4 
spaces  rented  out. 


BOARD  OF  APPEALS. 

Tuesday,  January  2,  1923,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

806-22-A — 33 1  Bowery,  Manhattan. 

1089-22-A — 11  Front  street,  Manhattan. 

1224-22- A — 158  Clay  street,  Brooklyn. 

1228-22- A — 291-293  7th  avenue,  Manhattan. 

1231-22-A — 14  Maiden  lane,  Manhattan. 

1309-22-A — 43*  2nd  avenue,  Manhattan. 

1392-22-A — 183  West  9th  street,  Brooklyn. 

1440-22-A — 1536  Plimpton  avenue,  The  Bronx. 

1425-22-A  -75-79  East  130th  street,  74-78  East  131st  street, 
Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Tuesday  morning,  January  2,  1923,  at  10 

o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  11 98-22- BZ — Application,  October  7,  1922,  under 
the  building  zone  resolution,  of  George 
Readding,  applicant,  on  behalf  of  M. 
Readding,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  pleas¬ 
ure  cars,  two  spaces  rented  out  to 
persons  not  residing  on  the  premises ; 
premises  842  Rhinelander  avenue,  The 
Bronx. 

CAL.  NO.  1429-22-BZ — Application,  November  24,  1922,  under 
the  building  zone  resolution,  of  Victor 
C.  Farrar,  architect,  on  behalf  of  the 
171st  Street  and  Audubon  Avenue 
Corporation,  owner,  to  permit  in  a 
residence  district  the  erection  and 
maintenance  of  a  building  used  partly 
for  business  purposes;  premises  560- 
566  West  171st  street,  Manhattan. 

cal.  no.  1243-22-BZ— Application,  October  20,  1922,  under 
the  building  zone  resolution,  of  Charles 
Bpnett,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  5  motor  vehicles ; 
premises  448-452  New  Y/ork  avenue, 
Brooklyn. 
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; 


CAL.  no.  1246-22-BZ — Application,  October  20,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Shary,  architect,  on  behalf  of 
Shaskan  Realty  Corporation,  owner, 
to  permit  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district 
the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
5  motor  vehicles ;  premises  1363-1367 
Macombs  road  and  1364-1368  Inwood 
avenue,  The  Bronx. 

cal.  no.  1252-22-BZ — Application,  October  24,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Samuel  Kaufman,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles ; 
premises  17-21  Stone  avenue,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  2,  1923,  at  2  p.  m. 

Petitions  for  Variations. 

862-22-S — 41-43  West  14th  street,  Manhattan. 

1065-22-S — 81  East  116th  street,  Manhattan. 

1186-22- S — 7 25-7 3 9  1st  avenue,  Manhattan. 

1251-22- S — 339  East  48th  street,  Manhattan. 

1265-22- S — 64  West  23rd  street,  Manhattan. 

1276-22 -S — 67  Murray  street,  Manhattan. 

1284-22-S — 579  Broadway,  150  Mercer  street,  Manhattan. 

1318- 22-Si — 67  Pearl  street,  Manhattan. 

1319- 22-S — 473-481  Kent  avenue,  Brooklyn. 

1321 -22 -S — 141-147  5th  avenue,  Manhattan. 

1324-22-S — 37  Walker  street,  Manhattan. 

1379-22-S — 30-32  East  14th  street,  Manhattan. 

1 381-22- S — 10  West  29th  street,  Manhattan. 

1401-22-S — 12  East  54th  street,  Manhattan. 

1418-22-S— 1931-1939  Broadway,  110-118  West  65th  street, 

Manhattan. 

1430-22- S — 88  Starr  street,  Brooklyn. 

1370-22-S — 246  Pearl  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  January  9,  1923,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1056-22-A — 38  Murray  street,  Manhattan. 
1456-22- A — 393  East  158th  street,  The  Bronx. 
1451-22-A — 79  Hunter  avenue,  Queens. 

542-22-A — 327-335  East  64th  street,  Manhattan. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Tuesday  morning,  January  9,  1923,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  1132-22-BZ— Application,  September  20,  1922, 
under  the  building  zone  resolution,  of 
Parker  A.  Collins,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles ; 
premises  1902-1910  Avenue  M,  Brook¬ 
lyn. 

cal.  no.  1411-22-BZ — Application,  November  21,  1922,  under 
j  the  building  zone  resolution,  of  Albert 

C.  Kunzi,  architect,  on  behalf  of  An¬ 
thony  M.  Pavavero,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  5  motor  vehicles ; 
premises  184-186  Meserole  avenue, 
Brooklyn. 

cal.  no.  1241-22-BZ — Application,  October  20,  1922,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
J.  Dinowitz,  owner,  to  permit  partly 
in  a  residence  >  district  and  partly  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  more  than 
5  motor  vehicles ;  premises  1479  St. 
Marks  avenue,  Brooklyn. 

cal.  no.  453-22-BZ — Application,  December  5,  1922,  under 
the  building  zone  resolution,  of  Mark 
B.  Bennitt,  applicant,  on  behalf  of  Tillie 
Opitz,  owner,  which  was  previously 
withdrawn,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage ; 
premises  7806  Beaufiort  avenue,  Wood- 
haven,  Queens. 

,  William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  January  16,  1923,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1035-22-A — 46  West  98th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  January  23,  1923,  at  10  a.,  m. 

Appeals  from  Administrative  Orders. 

914-22-A — Plot  bounded  by  Thomson  avenue,  Court  street 
and  Long  Island  Railroad,  Queens. 


NOTICE 


Owing  to  proposed  changes  in  the  Rules  adopted  by  the  Board  of  Standards  and  Appeals, 
June  27,  1922,  governing  fire  extinguishing  appliances:  “Standpipe”— “Fire  Line,”  the  publishing 
of  the  Rules  in  pamphlet  form  will  be  deferred  until  further  notice. 

WILLIAM  J.  O’GORMAN,  Secretary 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  19,  1922. 
Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Eire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
Appeals,  held  on  Tuesday  morning,  December  12,  19122 
were  approved  as  printed  in  the  Bulletin,  No.  51,  Vol! 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
752-22-A. 

APPELLANT — John  DeHart,  for  Bronxford  Realty  Cor¬ 
poration,  owner. 

SUBJECT  Appeal  from  order  of  the  fire  commissioner 
PREMISES  AFFECTED) — 2162  Harlem  River  Terrace, 
The  Bronx.  - 
APPEARANCES— 

For  Appellant:  John  De  Hart. 

For  Administration:  Inspector  Lenihan  of  fire 

department. 

ACTION  Of  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland  and  Kearney....  6 

Negative  . ’ .  q 

Absent :  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

(752-22-A) 

Whereas,  John  DeHart,  for  Chevrolet  Motor  Co.,  les¬ 
see,  filed,  May  26,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  2162  Harlem  River  Terrace,  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  1  story  in  height, 
100  ft.  by  100  ft.  in  area,  occupied  as  a  public  garage  and 
service  station ;  and 

Whereas,  appellant  contends  that  under  Cal.  No.  238-20- 
BZ,  the  board  of  appeals  granted  a  permit  to  erect  and 
maintain  a  garage  on  these  premises ;  and 
Whereas,  appellant  contends  that  the  nature  of  the  re¬ 
pairs  done  on  these  premises  is  not  of  the  nature  of  a 
machine  shop  but  only  that  of  minor  adjustments. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  'it  hereby  is 
g>  anted  on  condition  that  any  repair  work  to  motor  vehi¬ 
cles  conducted  on  these  premises  be  limited  to  minor  re¬ 
pairs  and  adjustments  incidental  to  the  conduct  of  a  busi¬ 
ness  of  this  nature,  and  that  no  heavy,  noise-making,  pow¬ 
er-driven  machinery  be  installed  on  premises,  and  that  ma¬ 
chinery  be  limited  to  present  welding  equipment  and  small 
press. 


THE  RESOLUTION: 

...  ( 1262-22- A)  ' 

Wheeeas,  William  F.  Doyle,  for  Charles  Casozza,  own¬ 
er,  filed,  October  25,  1922,  an  appeal  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  superintendent  of  buildings 
affectmg  premises  2042  First  avenue,  Manhattan;  and 

readSHEREAS’  the  °rder  °f  the  suPerintendent  of  buildings 

“Permit  calls  for  marquise  to  cover  but  75  per  cent 
of  the  front  of  building. 

"Instead  it  covers  the  entire  front  of  building. 

.  °u  are  hereby  directed  to  reduce  said  marquise 
m  size  so  as  to  comply  with  the  law. 

\  ou  are  hereby  directed  to  remove  the  above  viola¬ 
tion  forthwith.”; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  25  ft.  4  in  by  90  ft.  in  area,  occupied,  basement 
and  1st  story,  dealer  in  grapes;  upper  stories,  tenement, 
there  being  a  marquise  on  the  2nd  story,  covering  the  en- 
tire  front  of  the  building  with  a  3  ft.  by  3  ft.  opening  for 
the  fire  escape  drop  ladder;  and 
Whereas,  appellant  contends  that  the  marquise  is  es¬ 
sential  to  the  proper  conduct  of  his  business  and  that  the 
removal  of  25  per  cent  would  seriously  hamper  his  business. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
lereby  is  granted  on  condition  that  the  opening  in  mar¬ 
quise  for  drop  ladder  from  West  balcony  to  street  be 
maintained  at  all  times,  and  this  appeal  is  granted  only 
so  long  as  there  exists  no  sidewalk  marquise  on  adjoining 
abutting  properties.  6 


1262-22-A. 

APPELLANT  William  F.  Doyle,  for  Charles  Casozza, 
owner. 

SUBJECT  Appeal  from  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 2042  1st  ave.,  Manhattan 
APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Holland  and  Kearney....  6 

Negative  . ’ .  0 

Absent :  Fire  Chief  Kenlon  . ’  ’  1 


1263-22-A. 

APPELLANT— William  F.  Doyle,  for  Royal  Vehicle 
Corp.,  lessee. 

P  h  F  U  A PiPpi JnTr - ?:der  -°f>  the  fire  commissioner. 

PREMfSES^,  AFFECTED  11.2-118  Empire  boulevard, 

APPEARANCES— 

For  Appellant:  William  F.  Doyle 
bor  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

W  >\ Id T I ()  V D^I)Peal  granted  on  condition. 
IaWL'  S^-As  specified  in  resolution. 

l  tiiL  V U  1  h — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton  Holland,  Kearney,  Kerby,  and  Fire 

Chief  Kenlon  . 

Negative  . ’  .  * 

Absent  .  .  ^ 

THE  RESOLUTION: 

(1263-22-A) 

Whereas,  William  F.  Doyle,  for  Royal  'Vehicle  Cor- 
poration  lessee,  filed  October  25,  1922,  an  appeal,  with 

er  iffprB  °f  appe?ls’  from  an  order  of  the  fire  commission¬ 
aire!  *  g  premises  112'n8  Empire  boulevard,  Brooklyn; 

Whereas,  the  order  of  the  fire  commissioner  reads: 

.  emove  all  lathes,  anvils  and  heavy  machinery 
Jrom  the  above  premises  and  discontinue  the  use  of  all 
lathes,  anvils  and  heavy  machinery  on  said  premises 
!,n  accordance  with  resolution  of  the  board  of  appeals 
dated  June  2,  1921.”:  w  ’ 

and 

sn^HhREAinVwf  Riding  is  non-fireproof,  1  story  in  height, 
80  ft.  by  100  ft.  in  area,  occupied  as  a  garage  and  battery 
service  station,  the  battery  service  station  being  separated 

tf:  °  nfhe+Prtgl ?  portlon  by  a  terra  cotta  wall,  a  small  por¬ 
tion  of  the  building  at  rear  being  occupied  as  a  repair 
shop  equipped  with  lathe,  drills,  emery  wheels,  press,  etc., 
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Whereas,  the  appellant  contends  that  under  Cal.  No. 
435-21-BZ,  the  board  permitted  the  erection  of  the  build¬ 
ing  for  a  service  station  and  that  the  work  done  is  repairs 
of  Cole  and  Columbia  cars  only  and  no  outside  cars  are 
taken  in;  that  only  minor  defects  on  the  cars  are  adjusted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  ibe  and  it  hereby  is 
granted  on  condition  that  any  machinery  on  these  premises 
be  limited  to  light  equipment,  as  described  in  the  applica¬ 
tion,  restricted  to  minor  repairs  and  adjustments,  not  more 
than  one  small  anvil  to  be  permitted,  restricted  to  the  con¬ 
fines  of  the  cellar. 


12S0-22-A. 


APPELLANT — F.  P.  Keniston,  for  Hudson  Bag  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 318-324  Scholes  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chaijman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(1280-22-A) 

Whereas,  F.  P.  Keniston,  for  Hudson  Bag  Company, 
Inc.,  owner,  filed,  October  30,  1922,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  318-324  Scholes  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  fro.m  cellar  to  roof.*  *  *”; 

and 

Whereas,  the  building  is  fireproof,  3  stories  in  height, 
100  ft.  by  198  ft.  in  area,  occupied  1st  story,  office,  stock 
and  shipping,  8  persons;  2nd  story,  manufacture  of  paper 
bags,  30  persons ;  3rd  story,  manufacture  of  paper  bags, 
70  persons ;  the  building  being  divided  in  the  2nd  and  3rd 
stories  by  4  in  concrete  partitions  with  standard  automatic 
fire  doors  at  the  openings ;  the  building  being  equipped  with 
a  sprinkler  system,  with  a  6  in.  connection  to  the  16  in. 
main  in  Scholes  street;  and 

Whereas,  the  appellant  contends  that  in  view  of  the  con¬ 
struction,  sprinkler  protection  and  remoteness  of  the  build¬ 
ing  from  other  structures  that  the  requirement  for  the 
standpipe  be  waived  or  if  not  waived  that  the  appellant 
be  allowed  to  place  the  cross  connection  on  ceiling 
of  the  1st  story  as  there  is  no  cellar. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  be  subdivided  into 
equal  areas  on  each  floor  with  wall  of  approved  masonry, 
any  horizontal  openings  therein  to  be  protected  in  accord¬ 
ance  with  the  requirements  of  the  building  code. 


BUILDING  ZONE  CASES. 

1175-22-BZ. 


APPLICANT — Magnuson  &  Kleinert,  for  Samuel  Green- 
vald  &  Sons,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  of  a  service  station,  garage  and  salesrooms. 

PREMISES  AFFECTED1 — 1365-1375  Bushwick  avenue, 
Brooklyn. 


APPEARANCES— 

For  Applicant:  Hugo  E.  Magnuson,  Robert  Green- 
vald. 

For  Opposition:  Frederick  J.  Dassau  (withdrew 
opposition). 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby,  and  Fire 
Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1175-22-BZ) 

Whereas,  Magnuson  &  Kleinert,  architects,  for  Samuel 
Greenvald  &  Sons,  owner,  filed,  October  4,  1922,  an  appli¬ 
cation  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles,  premises 
1365-1375  Bushwick  avenue,  northeast  corner  of  Decatur 
street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  December 
19,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bushwick  avenue  and  Cooper 
street  are  business  districts  and  Decatur  street  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  18,  1922,  in  acting  on  N.  B..  App.  No. 
13432-1922,  reads : 

“Denied — Proposition  contrary  to  Zone  Resolution. 

Art.  II,  Sec.  4.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  1  story  in  height  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles.;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25',  1916,  a  garage  for  more 
than  5  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
erected  fireproof  and  that  the  front  elevations  be  finished 
in  architectural  terra  cotta ;  plate  glass  show  windows  and 
prismatic  transoms ;  that  there  shall  be  no  public  gas  sell¬ 
ing  station  operated  on  these  premises ;  that  the  side  and 
rear  enclosure  walls  be  unpierced  throughout  their  entire 
height  and  length. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  nine  months  and 
the  building  erected  within  eighteen  months  from  the  date 
of  this  action. 


1304-22-A. 

APPELLANT — Louis  Goodman. 

SUBJECT— Appeal  from  order  of  the  fire  commissioner 
PREMISES  AFFECTED— 237  Mercer  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Laid  over  to  December  29,  1922, 
at  10  a.  m. 


1212-224BZ. 

APPLICANT — James  P.  Whiskeman,  for  Willis  F.  Hard¬ 
ing,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  of  a  garage  for  more  than  5  motor  vehicles. 
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PREMISES  AFFECTED — Southeast  corner  Webster  ave¬ 
nue  and  Depot  Square  South,  The  .Bronx. 
APPEARANCES— 

For  Applicant:  James  P.  Whiskeman. 

For  Opposition :  i\  one. 

ACTION  OF  .BOARD — Application  denied. 

IHE  VOTE— 

Affirmative  . 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kearney,  Kerby  and  Fire  Chiel 

Kenlon  . 

Absent  . . 


19,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Stone  avenue  is  a  business 
district  and  McDougall  and  Sumpter  streets  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
u  rendered  September  29,  1922,  in  acting  on  N.  B.  App  No 
16673-22,  reads: 

‘‘Public  garage  in  business  district  contrary  to  Art. 
‘  II,  Sect.  4  (a)  of  Zone  Resolution.”; 
u  and 


THE'  RESOLUTION : 

(1212-22-BZ) 

Whereas,  James  P.  Whiskeman,  architect,  for  Willis  F. 
Harding,  owner,  filed,  October  11,  1922,  an  application  un¬ 
der  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles,  premises 
southeast  corner  of  Webster  avenue  and  Depot  Square 
South,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting,  December  19, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue,  Depot 
Square  South  and  Bedford  Park  Boulevard  are  business 
t  istricts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  2,  1922,  in  acting  on  N.  B.  App.  No.  2575- 
1922,  reads ;  ,  , 

“1.  Erection  of  garage  for  storage  of  more  than  5 
motor  vehicles  in  business  district  is  contrary  to  pro¬ 
visions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  150  ft.  and 
a  depth  of  136.52,  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  applicant  failed  to  substantiate  his.  request 
under  the  provisions  of  section  20  of  the  building  zone  res¬ 
olution. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


W hereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  2  stories  in  height  with  a  frontage  of  75  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles  and  an  office  in  the  first  story 
and  as  apartments  above ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  the  board  had  previously  acted  on  similar  ap¬ 
plications  for  buildings  opposite  and  the  board  deemed  that 
the  application  might  be  granted  as  there  would  be  no  en¬ 
trance  or  exit  from  (the  garage  in  the  street  on  which  the 
school  is  located. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity  of 
this  proposed  garage  be  limited  to  fifteen  automobiles,  the 
property  of  the  owner  of  these  premises  and  to  be  used 
in  the  conduct  of  his  business ;  that  the  garage  be  erected 
in  accordance  with  the  plans  on  file  in  this  appeal,  garage 
portion  to  be  limited  to  one  story  in  height,  the  rear  por¬ 
tion  of  building,  two  stories,  and  living  quarters  over  the 
(office;  that  the  garage  portion  of  the  structure  be  sep¬ 
arated  from  the  office  portion  by  wall  of  approved  masonry; 
that  vehicular  entrance  be  limited  to  one  opening,  and  re¬ 
stricted  to  Stone  avenue;  that  any  windows  on  MacDougal 
street  shall  have  the  sills  at  least  six  feet  above  the  side¬ 
walk  level;  that  the  stairs  from  the  living  quarters  empty 
directly  on  the  street  with  no  connections  to  garage ;  that 
the  front  elevations  be  finished  in  face  brick,  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  nine  months,  and 
the  building  erected  within  eighteen  months  from  the  date 
of  this  action. 


1218-22-BZ.  , 

APPLICANT — Sol  Levi,  for  Anna  Ludowieg,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than 
five  cars. 

PREMISES  AFFECTED — 36-40  Stone  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sol  Levi. 

For  Opposition:  None. 

ACTION  OF  BOARD' — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  'Beatty, 


Boulton,  Holland,  Kearney  and  Kerby....  6 

Negative:  Fire  Chief  Kenlon  .  1 

Absent  .  0 

TF1E  RESOLUTION: 

(1218-22-BZ) 


Whereas,  Sol  -Levi,  attorney,  for  Anna  Ludowieg,  own¬ 
er,  filed,  October  13,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  premises  36-40  Stone 
avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Doard  of  appeals,  at  its  regular  meeting,  December 


1268-22-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  5  motor 
vehicles. 

PREMISES  AFFECTED— 331-335  East  107th  street,  324- 
348  East  108th  street,  2099-2103  1st  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott  and  Frederick 
Reilly. 

For  Opposition:  Alice  B.  Baldridge,  Irving  I. 
Kempner,  Philip  Bongivino,  Antonio  Morbente 
and  F.  T.  Carlucci. 

ACTION  OF  BOARD' — Application  granted  on  condition. 
CONDITIONS*— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION; 

(1268-22-BZ) 

Whereas,  Philip  J.  Sinnott,  attorney  for  Estate  of  John 
Cullen,  Florence  M.  Reilly,  executrix,  owner,  filed,  October 
26,  1922,  an  application,  under  the  building  zone  resolution, 
to  permit  in  an  unrestricted  district  and  partly  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  garage  for 
more  than-  five  motor  vehicles ;  premises  331-35  East  107th 
street,  324-4*8  East  108th  street,  2099-2103  First  avenue,  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting  December  19, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and  , 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  First  avenue  is  an  unre¬ 
stricted  district  and  107th  and  108th  streets  are  business 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  9,  1922,  in  acting  on  N.  B.  App.  No. 
154-22,  reads: 

“This  amendment  is  disapproved  with  objection  Nos. 
1  and  2  repeated : 

“1.  Inasmuch  as  the  premises  are  located  partly 
in  a  business  district,  the  erection  of  a  building  for 
use  or  occupancy  as  a  public  garage  is  prohibited 
by  the  Building  Zone  Resolution,  Art.  2,  Sec.  4.  A 
public  school  is  located  on  the  same  street  between 
the  same  intersecting  streets,  therefore  a  garage  is 
also  prohibited  by  Section  20,  Rules  and  Regulations 
of  the  Board  of  Standards  and  Appeals,  Art.  5,  Re¬ 
consideration  denied.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height,  with  a  frontage  of 
100.11  ft.  and  76  ft.  and  a  depth  of  200  ft.  and  100  ft., 
to  be  occupied  as  a  garage  for  more  than  five  motor 
vehicles  ;  and 

Whereas,  there  existed  on  the  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more 
than  five  horses  and  the  board  deemed  that  the  school  on 
108th  street  would  not  be  affected,  in  that  there  would  be  no 
entrance  or  exit  to  the  garage  on  108th  street. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that 
the  building  be  made  fireproof ;  that  there  be  no  open¬ 
ings,  other  than  windows,  on  108th  street,  the  sills  to  be 
not  less  than  six  feet  above  the  sidewalk  level ;  and  an 
emergency  fire  exit,  3  ft.  8  in.  wide  by  7  ft.  in  height; 
that  the  rear  and  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  the  front  eleva¬ 
tions  on  108th  street,  107th  street  and  First  avenue  be 
finished  in  face  brick,  with  architectural  terra  cotta  oT 
stone  trimmings ;  that  there  shall  be  not  more  than  two 
vehicular  entrances  on  107th  street,  not  to  exceed  11  ft. 
in  width ; 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  9  months 
and  the  work  completed  within  18  months  from  the  date 
of  this  action. 


AREAS  FIXED. 

(1336-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Mrs.  Bessie  Neirman,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  731  East  178th 
street,  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  178th  street  from  Crotona  ave¬ 
nue  to  Prospect  avenue ;  both  sides  of  Clinton  ave¬ 


nue  from  a  point  100  ft.  north  of  East  Tremont  ave¬ 
nue  to  East  179th  street. 


(1385-22-BZ) 

I  he  chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  1901  Harrison 
avenue,  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Harrison  avenue  from  a  point  100 
ft.  south  of  Burnside  avenue  to  a  point  200  ft.  south 
of  the  garage;  also  the  premises  directly  at  rear 
and  for  a  distance  of  50  ft.  on  either  side  of  the 
side  lot  lines  of  the  premises  in  question. 


(1407-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  J.  Dunnigan,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  1483-5  St.  Law¬ 
rence  avenue,  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  St.  Lawrence  avenue  from  Merrill 
street  to  a  point  400  ft.  north  of  the  proposed  garage; 
also  the  properties  directly  at  rear  and  for  a  distance 
of  50  ft.  on  either  side  of  the  side  lot  lines  of  the 
premises  in  question. 


(958-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Jacob  Casano,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  1427  71st  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  lof  71st  street  from  14th  avenue  to  a  point 
100  ft.  west  of  15th  avenue;  also  the  properties 
directly  at  rear  and  for  a  distance  of  50  ft.  on  either 
side  of  the  side  lot  lines  of  the  premises  in  question. 


(1415-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
I.  T.  Flatto,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage,  at  premises  southeast  corner  of 
Nagle  avenue  and  Academy  street,  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Nagle  avenue  from  a  point  200  ft. 
west  of  Academy  street  to  Tenth  avenue;  also  both 
sides  of  Academy  street  from  a  point  100  ft.  south 
of  Nagle  avenue  to  Post  avenue. 


(1420-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Philip  J.  Sinnott,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  73-81  Stone  ave¬ 
nue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Stone  avenue  from  Fulton  street  to 
Hull  street ;  both  sides  of  Somers  street  from  Eastern 
parkway  to  a  point  200  ft.  west  of  Stone  avenue;  also 
all  property  at  rear  within  50  ft.  from  the  premises 
in  question. 


(1362-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Croker  National  Fire  Prevention  Eng.  Co.,  requesting  the 
board  to  fix  the  area  deemed  affected  and  within  which 
to  obtain  consents  for  the  maintenance  of  a  garage,  at 
premises  284  Stuyvesant  avenue,  Brooklyn. 

The  following  area-  was  approved  by  the  board : 

Both  sides  of  Jefferson  avenue  from  a  point  400  ft. 
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west  of  the  garage  to  a  point  100  ft.  east  of  Stuy- 
vesant  avenue;  also  both  sides  of  Stuyvesant  avenue, 
from  Hancock  street  to  a  point  200  ft.  north  of  the 
premises  in  question. 


(1377-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
Louis  Jentz,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage,  at  premises  136  Covert  street,  Brook¬ 
lyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Covert  street  from  100  ft.  north  of 
Evergreen  avenue  to  a  point  100  ft.  south  of  Central 
avenue ;  also  the  property  directly  at  rear  and  fioir 
a  distance  of  50  ft.  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 


(1384-22-BZ) 

The  chairman  presented  and  read  a  communication  from 
James  P.  Whiskeman,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage,  at  premises  northwest  corner 
West  Fordham  road  and  Cedar  avenue,  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  West  Fordham  road  from  Hampden 
place  to  a  point  100  ft.  east  of  Harlem  River  terrace; 
also  both  sides  of  Cedar  avenue,  from  182nd  street  to  a 
point  100  ft.  north  of  West  Fordham  road. 


Adjourned  12.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  19,  1922. 
Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kearney,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1342-22-A. 

APPELLANT — John  P.  Leio',  for  Caroline  and  Hannah 
Plant,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED/ — -61  West  5'5th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  John  P.  Leo-. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  :  Messrs.  Beatty,  Boulton,  Holland, 
Kearney,  Kerby  and  Fire  Chief  Kenlon  . .  6 


Negative:  Chairman  Walsh  . .  1 

Absent  .  0 

THE  RESOLUTION: 

(1342-22-A) 


Whereas,  John  P.  Leo,  architect,  for  Caroline  and  Han¬ 
nah  Plant,  owner,  filed,  November  9,  1922,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  61  West  55th  street,  Manhattan; 
and 

Whereas,  the  order  oif  the  fire  commissioner  reads: 
Orders  No.  39668-F,  39669-F,  39670-F,  39671-F: 
l“l.  You  are  hereby  notified  that  the  use  of  the 
above  premises  for  business  purposes  is  a  violation  of 
the  Building  Zone  Resolution.  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  and 
basement  in  height,  20  ft.  by  55  ft.  in  area,  occupied,  base¬ 
ment,  1st  and  2nd  stories,  assembling  of  women’s  apparel 
and  salesroom,  12  persons ;  3rd  and  4th  stories,  apartments ; 
located  in  a  residence  district;  and 

Whereas,  appellant  contends  that  the  building  has  been 
occupied  by  the  appellant  since  1902.  and  that  he  has  con¬ 
ducted  without  interruption  his  present  business. 

Resolved,  that  the  order  of  the  -  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
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is  granted  on  condition  that  the  business  conducted  on  the 
premises  on  July  25,  1916,  by  the  owners  at  that  time 
and  still  in  their  possession  be  continued,  and  granted  only 
so  long  as  the  said  owners  remain  in  possession  and  dwell 
on  these  premises  and  have  direct  supervision  over  the  busi¬ 
ness  conducted  on  the  premises. 


446-22-A. 

APPELLANT — 'William  J.  Ryan,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 149-151  East  119th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  William  J.  Ryan. 

For  Administration :  Inspector  Lenihan  of  fire 
department. 

ACTION  OF  BOARD — Appeal  withdrawn;  appellant  to 
icomply  with  the  law. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 


1150-22-A. 

APPELLANT — Ellwood  Restaurant  Co.,  Inc.,  for  S.  &  A. 

J.  Cooper  Realty  Corp.,  owners. 

SUBJECT- — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED- — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  Joseph  M.  Edelson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed,  with  recom¬ 
mendation  to  commissioner  of  licenses. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


/Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1150-22-A) 

Whereas,  Elwood  Restaurant  Co.,  Inc.,  for  S.  &  A.  J. 
Cooper  Realty  Ooirp.,  owners,  filed,  Sept.  26,  1922,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
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fire  commissioner,  affecting  premises  1600  Broadway,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 

“In  reference  to  your  application  for  a  dance  hall 
(license  on  the  2nd  floor  of  the  above  premises,  the  Fire 
Department  reports  that  the  building  contains  a  quan¬ 
tity  of  highly  inflammable  nitro-cellulose  film  on  floor 
level  of  dance  hall  (2nd  floor)  and  all  floors  to  the 
10th  story,  with  the  exception  of  the  4th  floor,  and 
for  that  reason  have  not  approved  their  report  for 
the  above  violations.” ; 

and 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
with  a  frontage  of  113  ft.  8%  in.  on  Broadway,  112  ft.  6  in. 
on  7th  avenue  and  104  ft.  5%  in.  on  48th  street,  occupied 
as  office,  manufacturing  and  film  storage;  the  2nd  story 
being  occupied  as  a  dance  hall ;  and 

Whereas,  appellant  domtends  that  the  premises  has  been 
licensed  as  a  dance  hall  continuously  since  May  9,  1912, 
which  was  previous  to  the  time  that  permits  were  granted 
for  the  storage  of  films,  and,  therefore,  the  equities  are 
in  favor  of  this  appellant  by  reason  of  the  priority  of  his 
occupancy  and  authorized  use  of  dance  hall ;  and 

Whereas,  the  hoiard  holds  this  appeal  is  not  based  on 
a  decision,  but  simply  an  expression  of  an  opinion  in  the 
form  of  a  communication  to  the  appellant  in  exchange 
of  departmental  requests,  i.  e.,  license  department  to  fire 
department,  for  report. 

Resolved,  that  it  is  the  sense  of  the  board  that  the 
commissioner  of  licenses  might  properly  issue  a  license 
on  these  premises,  inasmuch  „as  the  film  storage  on  the 
2nd  story  has  been  removed  and,  there  being  no  decision 
or  order  of  the  fire  commissioner  pending,  this  appeal  is  dis- 
missed. 


822-22-A. 

APPELLANT — Irving  Margon  &  Charles  Glaser. 
SUBJECT — Appeal  from  decision  of  the  fire  aommissioner. 
PREMISES  AFFECTED — Northeast  corner  Jerome  ave¬ 
nue  and  Kingsbridge  road,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 


846-22-A. 

APPELLANT — The  Texas  Company,  lessee. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMiISES  AFFECTED — South  side  Riverside  drive,  63 
ft.  west  of  Broadway,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  . . . . .  7 

Negative  .  0 

Absent  . 0 


1152-22- A. 

APPELLANT — John  R.  H.  Quevedo,  owner. 

SUBJECT — Appeal  fnom  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 1768  East  13th  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  o 

Absent :  Fire  Chief  Kenlon  .  1 


1485-22-A. 

APPELLANT — Shampan  &  Shampan,  for  Lucy  A.  B. 
Sterling,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — -787-797  Washington  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  o 

Absent :  Fire  Chief  Kenlon  .  1 


542-22-A. 

APPELLANT — Frederick  Poliak,  for  Sloane  Estates,  Inc., 
owner. 

SUBJECT — Application  for  reopening — appeal  from  de¬ 
cision  of  superintendent  of  buildings. 
PREMISES  AFFECTED1 — 327-335  East  64th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD< — Appeal  restored  to  calendar  and 
set  for  hearing  January  9,  1923,  at  10  a.  m. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  . ■ .  o 

Absent:  Fire  Chief  Kenlon  .  1 


BUILDING  ZONE  CASES. 

972-22-BZ. 

APPLICANT — Joseph  A.  Nicolini,  for  Charles  Sclafani 
and  Joseph  Guardino,  owners. 

SUBJECT- — -Application  (re:  order  of  the  fire  commis¬ 
sioner)  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  two  com¬ 
mercial  vehicles. 

PREMiISES  AFFECTED — 3058  Heath  avenue,  The  Bronx. 
APPEARANCES — 

For  Applicant :  Joseph  A.  Nicolini. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  29,  1922, 
at  10  a.  m.,  pending  checking  of  consents. 


1221-21-BZ. 

APPLICANT — Paul  G.  Mack,  owner. 

SUBJECT — Application  (re:  decision  of  fire  commis¬ 
sioner)  to  permit  in  a  residence  district  the  main¬ 
tenance  of  five  individual  garages. 

PREMISES  AFFECTED1 — 111-113  Grove  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  D.  Friou. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION: 

(1221-21-BZ) 

Whereas,  Paul  G.  Mack,  owner,  filed,  October  24,  1921, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a  garage  for 
storage  of  five  motor  vehicles,  premises  111-113  Grove 
street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December 
19,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grove  street  is  a  residence 
district  and  Menahan  street  and  Evergreen  avenue  are 
business  districts ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  October  5,  1921,  in  acting  on  application  of  May  16, 
1921,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution 
of  the  Board  iof  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent,  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  stored  by  others  than  occupants  of  dwellings 
on  lot  wfiere  garage  is  situated.” ; 

and 

Whereas,  the  existing  building  is  of  metal  construc¬ 
tion,  1  story  in  height  with  a  frontage  of  45  ft.  and  a  depth 
of  18  ft.,  occupied  as  a  garage  for  5  automobiles  of  the 
pleasure  car  type,  space  for  three  of  which  is  rented  to 
persons  not  residing  on  the  premises ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
F  of  the  building  zone  resolution,  the  board  is  empowered 
to  act ;  and,  in  view  of  the  statement  of  the  department 
of  health  as  to  the  existence  of  a  stable  on  these  premises 
prior  to  1916,  the  board  deemed  that  the  application  should 
be  granted. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  iof  the  use  district  regula¬ 
tions  of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  the  temporary  oc¬ 
cupancy  of  these  premises  as  a  garage  for  a  period  of 
two  years  from  the  date  of  this  action  on  condition  that 
the  capacity  of  the  garage  ibe  limited  to  five  (i5)  auto¬ 
mobiles  of  the  pleasure  car  type;  space  for  three  (3)  cars 
may  be  rented  to  persons  not  residing  on  the  premises. 


1259-22-BZ. 

APPLICANT— John  Stahl,  owner. 

SUBJECT — 'Application  (re:  decision  of  superintendent 
/of  buildings)  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  erection 
of  a  four-story  and  basement  warehouse. 
PREMISES  AFFECTED — 4762  Richardson  avenue,  4761 
White  Plains  road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  W.  W.  Penfield. 

For  Opposition :  None. 

ACTION  OF  BOARD1 — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

I 

THE  RESOLUTION: 

(1259-22-BZ) 

Whereas,  John  Stahl,  owner,  filed,  October  25,  1922,  an 
application,  under  the  building  zone  resolution,  to  permit 


partly  in  a  business  district  and  extending  into  a  residence 
district  the  extension  in  area  and  height  of  an  existing 
storage  warehouse  building,  premises  4762  Richardson  ave¬ 
nue,  4761  White  Plains  road,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December 
19,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  White  Plains  road  is  a  busi¬ 
ness  district  and  Richardson  avenue  and  242nd  street  are 
residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  20,  1922,  in  acting  on  Alt.  App. 
No.  82-1922,  reads  : 

“Proposed  four  story  and  basement  building  does 
not  agree  with  conditions  of  approval  of  Board  of 
Appeals,  Cal.  No.  764-1922  on  July  27,  1922,  and  1126-22 
on  October  6,  1922.”; 

and 

Whereas,  the  proposed  extension  is  to  be  of  non-fire- 
proof  construction,  4  stories  and  basement  in  height,  with 
a  frontage  of  51  ft.  and  a  depth  of  68.57  ft.,  to  be  oc¬ 
cupied  as  a  storage  warehouse;  and 

Whereas,  under  the  provisions  of  section  7,  subdivisions 
A  and  B,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  dioes  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  permitting  the  erection  of  a 
four-story  and  basement  extension  on  condition  that  the 
elevation  on  Richardson  avenue  be  finished  with  face  brick 
and  stone  trimmings  ;  that  there  be  no  vehicular  nor  busi¬ 
ness  entrance  or  exit,  other  than  an  emergency  fire  exit, 

3  ft.  8  in.  in  width  on  Richardson  avenue,  and  that  the 
use  of  building  be  restricted  to  a  storage  warehouse ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  six 
months  and  the  building  completed  within  one  year  from 
the  date  of  this  action. 


1165-21-BZ. 

APPLICANT — M.  B.  Smith,  for  August  Krapf,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
extension  in  area  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — '659-665  Fifth  avenue,  College 
Point,  Queens  Borough. 

APPEARANCES— 

For  Applicant:  M.  B.  Smith,  August  Krapf. 

For  Opposition:  Martin  P.  O’Leary,  representing 
Joseph  Klein,  John  Bauer,  Henry  A.  Miller, 
Frank  Simmon,  Peter  Dhormen,  Mary  Ronker. 
ACTION  OF  BOARD1 — -Application  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland 

and  Kerby  .  4 

Negative:  Chairman  Walsh,  Mr.  Kearney  and 

Fire  Chief  Kenlon  .  3 

Absent  . ’  g 

THE  RESOLUTION: 

(1165-21-BZ) 

Whereas,  M.  B.  Smith,  for  August  Krapf,  owner,  filed, 
June  6,  1921,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  extension  in 
area  of  an  existing  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  premises  659-665  Fifth  avenue 
College  Point,  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December 
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19,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  5th  avenue  and  13th  street 
are  business  districts  and  14th  street  is  a  residence  dis¬ 
trict;  and  "  / 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  13,  1921,  in  acting  on  Alt.  App.  No. 
3155-1921,  reads: 

“The  extension  of  a  public  garage  for  the  accom¬ 
modation  of  more  than  five  cars  in  a  business  district 
prohibited  by  the  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  of  frame  construction,  1  and 
2  stories  in  height,  with  a  frontage  of  50  ft.  and  a  depth 
of  50  ft.,  to  be  occupied  as  a  garage  for  more  than  5 
motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


34-20-BZ. 

APPLICANT — Cross  and  Cross,  for  New  Pine  Street 
Real  Estate  Corporation,  owner. 

SUBJECT — •Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  B  area 
district  the  omission  of  a  rear  yard. 
PREMISES  AFFECTED — 31-33  Pine  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  S.  Stanwood  Menken  and  Edward 
K.  Hanlon,  Charles  Farsthauer. 

.For  Opposition:  None. 

ACTION  OF  BOARD1 — Extension  of  time  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  . .  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(34-20-BZ) 

Whereas,  Cross  &  Cross,  architects,  on  behalf  of  New 
Pine  Street  Real  Estate  Corporation,  owner,  filed,  Janu¬ 
ary  14,  1920,  with  the  board  of  appeals,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  “B”  dis¬ 
trict  the  omission  of  a  rear  yard;  premises  31-33  Pine 
street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  February  3, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use,  height  and  area  maps  accompanying 
the  building  zone  resolution  show  that  the  premises  in 
question  are  located  in  a  business  use  district,  a  2)4-times 
height  district  and  a  “B”  area  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  7,  1920,  in  acting  on  Alteration  2905- 
1919,  reads : 

“11.  .Provide  lawful  rear  yard.”; 

and 

Whereas,  the  plans  for  the  existing  four-story  .  struc¬ 
ture  were  approved  and  permit  granted  by  the  superintend¬ 
ent  of  buildings,  New  Building  Application  838  of  1905; 
and  these  plans  so  filed  embrace  sheets  showing  that  the 
grillage  under  columns  which  support  the  structure,  and 
the  columns  installed,  were  designed  for  a  nine-story  struc¬ 
ture;  but  owing  to  the  rules  of  the  bureau  of  buildings 
the  structure '  was  designated  as  a  four-story  building,  in 
order  to  comply  with  these  requirements  when  turned  in  as 
“completed”  in  the  files ;  and 


Whereas,  these  plans  so  filed  also  show  the  framing 
of  the  floor  beams  provide  for  an  extra  elevator,  for  the 
service  of  the  proposed  additional  stories ;  and  the  interior 
vent  shafts  were  constructed  of  sufficient  area  to  provide 
for  a  nine-story  building;  and 

Whereas,  the  floor  beams  for  the  fifth  story  were  laid 
level  and  the  supporting  columns  for  the  additional  stories 
were  carried  above  these  floor  beams  and  capped  at  the 
level  ioif  the  temporary  roof  which  was  placed  on  the 
structure ;  and 

Whereas,  on  the  premises  directly  in  the  rear  and  front¬ 
ing  on  Wall  street  there  has  been  constructed  an  eight- 
story  building,  for  which  there  has  been  provided  a  yard 
which  varies  from  approximately  6  ft.  to  11  ft.  7  in.  in 
width ;  and 

Whereas,  in  the  light  of  the  conditions  above  recited, 
it  would  inflict  unnecessary  hardship,  upon  the  applicant 
to  comply  with  the  strict  letter  of  the  zoning  resolution, 
as  it  would  require  the  tearing  down  of  the  entire  rear 
wall  and  a  portion  of  the  existing  four-story  structure;  and 

Whereas,  conditions  are  hereby  imposed  that  will  fully 
carry  out  the  spirit  of  the  zoning  resolution,  without  doing 
injustice  to  the  owners  of  the  abutting  property  in  Wall 
street ;  and  * 

Whereas,  this  application  was  granted  by  the  board 
at  its  meeting  February  3,  1920,  on  certain  conditions  and 
applicant  requested  a  modification  of  the  time  limit  im¬ 
posed  in  these  conditions. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  area  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
additional  portion  of  the  rear  wall  of  the  structure  shall 
be  faced  with  cream  or  white  glazed  brick ;  and  that  the 
upper  sash  of  any  windows  placed  in  said  wall  shall  be 
glazed  with  prism  glass ;  and 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  and  that  the 
building  shall  be  completed  within  one  year  of  the  date 
of  this  action. 


847-22-BZ. 

APPLICANT — Merritt  H.  Smith,  for  City  of  New  York. 
SUBJECT — Application  (re :  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  of  a  garage  for  more  than  5  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 433-435  East  24th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARDI — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


1102-22-BZ. 

APPLICANT — 'Jacob  'Lubroth,  for  William  Beckerman, 
owner. 

SUBJECT — Application  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than  5  cars. 
PREMISES  AFFECTED — 4715-4747  New  Utrecht  ave¬ 
nue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 
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61-22-BZ. 

APPLICANT — Anthony  Tuozzo  and  W.  T.  McCarthy,  for 
Joseph  Parascandokq  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  partly  in  a 
residence  district  and  partly  in  a  business  district 
the  extension  in  area  to  an  existing  building. 
PREMISES  AFFECTED — 292  Court  street,  Brooklyn. 
APEARANCES— 

For  Applicant :  J.  M.  Smith. 

For  Opposition:  None. 

ACTION  OF  BOARD' — Restored  to  calendar  and  set.  for 
calendar  call  January  9,  1923,  at  2  p.  m.  i 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  . o 

Absent :  Fire  Chief  Kenllon  .  l 


104-20-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Borough  Park 
■Garage  Company,  owner. 

SUBJECT — Application  for  reopening  (decision  of  super¬ 
intendent  of  buildings)  to  permit  in  a  residence 
district  the  extension  in  area  of  an  existing  garage 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED' — 1338-1342  44th  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Restored  to  calendar,  and  set  for 
calendar  call  January  9,  1923,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney  and  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  l 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  admin¬ 
istrative  official  in  the  performance  of  his  duty: 

(809 -22- A) 

I  iled  June  12 — Premises  8022-8024  Jamaica  avenue,  Wood- 
haven,  Queens.  Order  of  the  fire  com¬ 
missioner.  Appellants,  Max  Schrange  and 
Herman  Levy.  Dismissed  for  lack  of 
prosecution. 

(822-22-A) 

Filed  June  30 — 'Premises  180  East  3rd  street,  Manhattan. 

Order  of  the  fire  commissioner.  Appel¬ 
lant,  John  Rabas.  Dismissed  for  lack  of 
prosecution. 

(902-22-A) 

Filed  July  6— Premises  030  West  160th  street,  Manhattan. 

Decision  of  the  fire  commissioner.  Appel¬ 
lant,  John  J.  Dunnigan.  Dismissed  for 
lack  of  prosecution. 

(1190-22-A) 

Filed  Oct.  6 — Premises  1836  Washington  avenue,  The 
Bronx.  Order  of  the  fire  commissioner. 
Appellant,  Philip  Reshafsky.  Dismissed 
for  lack  of  prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  q 

Absent  .  0 


THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed  with  the 
board  of  appeals,  appeals  from  orders  affecting  the  premises 
in  question;  and 

Whereas,  appellants  have  failed  to  complete  their  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be,  and  they  here¬ 
by  are,  dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notice  of  intention  to  appeal  were  offered  for  filing;’ 

but  where,  despite  notices  from  this  office,  papers  have  not’ 

been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(1053-22-BZ) 

Filed  Aug.  18 — Premises  435  Beach  66th  street,  Arverne, 
Queens.  Order  of  the  fire  commissioner. 
Applicant,  Mary  Posterco.  Dismissed  for 
lack  of  prosecution. 

(1103-22-BZ) 

Filed  Sept.  9— Premises  5702-5712  20th  avenue,  Brooklyn. 

Decision  of  the  superintendent  of  build¬ 
ings.  Applicant,  Jacob  Lubroth.  Dismissed 
for  lack  of  prosecution. 

( 1171-22-BZ) 

Filed  Oct.  2— Premises  153  West  71st  street,  Manhattan. 

Order  of  the  fire  commissioner.  Applicant, 
John  T.  Williams.  Dismissed  for  lack  of 
prosecution. 

(1191-22-BZ) 

Filed  Oct  6— Premises  32  West  Fillmore  avenue,  Corona, 
Queens.  Order  of  the  fire  commissioner. 
Applicant,  Hyman  Cohen.  Dismissed  for 
lack  of  prosecution. 

(1226-22-BZ) 

Filed  Oct.  14 — Premises  2925-2943  Myrtle  avenue,  Queens. 

Decision  of  the  fire  commissioner.  Appli¬ 
cant,  George  H.  Westhall.  Dismissed  for 
lack  of  prosecution. 

(1278-22-BZ)  ' 

Filed  Oct.  27— Premises  2100-2110  Jerome  avenue,  The 
Bronx.  Decision  of  the  superintendent  of 
buildings.  Applicant,  Philip  J.  Sinnott. 
Dismissed  for  lack  of  prosecution. 

(789-22-BZ) 

Filed  June  5— Premises  414  39th  street,  Brooklyn.  Deci¬ 
sion  of  the  superintendent  of  buildings. 
Applicant,  J.  Sarsfield  Kennedy.  Dis¬ 
missed  for  lack  of  prosecution. 

(825-22-fBZ) 

Filed  June  14— Premises  251-257  West  153rd  street  and  234- 
246  West  154th  street,  Manhattan.  Deci¬ 
sion  of  the  superintendent  of  buildings. 
Applicant,  Nathan  Langer.  Dismissed  for 
lack  of  prosecution. 

(980-22-BZ) 

Filed  July  22 — Premises  1822  Avenue  H,  Brooklyn.  Order 
of  the  fire  commissioner.  Applicant,  Adolph 
Pohl.  Dismissed  for  lack  of  prosecution. 
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(981-22-BZ) 

Filed  July  24 — Premises  171  Gilston  avenue,  Brooklyn.  Or¬ 
der  of  the  fire  commissioner.  Applicant, 
Rocco  Montemorano.  Dismissed  for  lack 
of  prosecution. 

(982-22-BZ) 

Filed  July  24 — Premises  1420  74th  street,  Brooklyn.  Order 
of  the  fire  commissioner.  Applicant,  W.  S. 
Pitts.  Dismissed  for  lack  of  prosecution. 
(1004-22-BZ) 

Filed  July  31 — Premises  945  East  163rd  street,  The  Bronx. 

Decision  of  the  tenement  house  commis¬ 
sioner.  Applicant,  Sidney  F.  Oppenheim. 
Dismissed  fqr  lack  of  prosecution. 
(1028-22-BZ) 

Filed  Aug.  10 — Premises  148-152  West  37th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Applicant,  Jalco  Parking  Station.  Dis¬ 
missed  for  lack  of  prosecution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution  affecting  the  premises  in  question ;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be,  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


Adjourned,  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


^CORRECTION.  * 

The  minutes  of  the  special  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  afternoon,  December  5,  1922,  as 
printed  in  (Bulletin  No.  50,  Vol.  VII,  are  hereby  corrected 
to  read  as  follows : 

1214-22-A. 

APPELLANT — Wm.  A.  White  &  Sons,  for  Wall  Street 
Exchange  Building  Association,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 43-49  Exchange  place,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Robert  Mathews,  Oscar  Mygren. 
For  Administration:  Inspector  Maher  of  the  fire 
department. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kearney  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  . : .  1 

THE  RESOLUTION: 

(1214-22-A) 


Whereas,  the  Wall  Street  Exchange  Building,  owner, 
filed,  October  11,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  orders  of  the  fire  commissioner,  affecting  prem¬ 
ises  43-49  Exchange  place,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  38407-F — 

“1.  'Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof 
above  the  3500-gallon  mark  only  *  *  *. 

“2.  Provide  an  outlet  in  bottom  or  on  side  near 
the  bottom  of  standpipe  tank  not  less  than  4  in.  in 
diameter,  fitted  with  a  suitable  valve  for  discharging  the 
contents  in  case  of  emergency.  *  *  * 


* Correction — Line  two,  in  fourth  preamble  “2 Yi”  changed 
to  “two  1  y2  in.”,  and  line  3,  word  “on”  changed  to  “a  2l/2  in. 
outlet  at.”  Words  “in  the  top  story  hall ”  added  in  line  4 
of  resolution,  and  words  " installed  on”  changed  to  “ex¬ 
tended  in”,  and  words  “brass  supply”  placed  before  word 
“pipe”  in  fifth  line ;  15 th  and  16th  lines  omitted  and  zuords 
“reducing  valves”  changed  to  “ outlet  pressure  reducers.” 


“3.  Place  the  present  Siamese  connections  for  stand¬ 
pipe  system  at  least  18  in.  and  not  more  than  2  ft. 
above  the  sidewalk  in  a  horizontal  position  accessible 
to  the  Fire  Department. 

“4.  Extend  standpipe  line  to  the  sub-cellar  and  pro¬ 
vide  a  2 y2  in.  outlet  on  same  with  75  ft.  of  2l/2  in.  ap¬ 
proved  hose  in  lengths  not  greater  than  50  ft.  Sec.  20, 
Ch.  12,  Code  of  Ord. 

“5  Extend  standpipe  outlet  on  each  of  3rd,  9th,  10th, 
14th,  21st,  23rd,  24th  and  25  stories,  to  the  stairway 
enclosure.” 

“No.  38408-F— 

“1.  Raise  standpipe  tank  to  20  ft.  above  the  high¬ 
est  outlet  and  properly  support  same,  as  per  Sec.  20, 
Ch.  12,  Code  of  Ordinances. 

“2.  Provide  an  approved  intermediate  tank  or  pres¬ 
sure  reducing  valve  for  standpipe  system.  *  *  *” 

“3.  Provide  an  approved  fire  pump,  with  a  capacity 
of  750  gallorte  of  water  per  minute  for  standpipe.”,; 

and 

Whereas,  the  building  is  fireproof,  25  stories  in  height, 
99  ft.  11  in.  by  90  ft.  6  in.  in  area  in  the  1st  story  and  99 
ft.  11  in.  by  65  ft.  6  in.  in  area  above ;  occupied  as  an  office 
building,  1548  persons  in  the  entire  building,  equipped  with 
a  6  in.  standpipe  line ;  and 

Whereas,  appellant  proposes  to  continue  the  piping  on 
the  inside  of  the  tank  and  claims  that  there  are  two  1^4  in. 
outlets  on  the  bottom  of  the  tank  and  a  2 y2  in.  outlet  at 
the  bottom  of  the  standpipe  line  in  the  basement,  and  that 
the  present  Siamese  connections  are  practically  standard; 
and 

Whereas,  appellant  requests  that  the  present  Siamese  con¬ 
nections  be  accepted  and  claims,  it  is  physically  impossible 
to  extend  the  standpipe  outlet  to  the  stairway  enclosures 
and  that  they  are  easily  seen  from  the  corridors ;  that  the 
tank  is  about  9  ft.  6  in.  above  the  highest  hose  outlet,  that 
the  pressure  does  not  exceed  150  libs,  on  any  floor ;  that  they 
already  have  two  pumps  which  are  constructed  in  such'  a 
manner  to  be  ready  for  emergencies. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  hereby  is 
granted  as  to  Order  No.  38407-F,  Item  1,  on  condition  that 
three  2k2-gallon  fire  extinguishers  be  maintained  in  the  top 
story  hall  and  that  a  brass  supply  pipe  be  extended  in 
the  interior  of  the  tank  so  as  to  maintain  a  reservoir  of 
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3500  gallons ;  as  to  Item  No  2,  so  long  as  present  outlets 
are  maintained;  as  to  Item  No.  3  on  condition  that  outlets 
be  maintained  pointing  downward;  and  as  to  Item  No.  5, 
granted,  except  on  the  3rd  story,  on  which  story  the  sup¬ 
ply  is  to  be  carried  to  the  corridor ;  and  granted  as  to  this 
item  so  long  as  the  present  occupancy  of  these  several 
floors  remain  substantially  unchanged,  and  clear  glass  is 


maintained  in  door  panels;  granted  as  to  order  No.  38408-F, 
Item  No.  1 ;  granted  as  to  Item  2  on  condition  that  ap¬ 
proved  outlet  pressure  reducers  be  installed  on  all  floors 
from  the  9th  story  down  and  granted  as  to  Item  No.  3  so 
long  as  the  present  pumps  are  cross  connected,  and  that  the 
order  of  the  fire  commissioner,  Order  No.  38407-F,  Item 
No.  4,  be  affirmed  and  the  appeal  as  to  this  item  be  denied.  . 


MINUTES 

BOARD  OF  APPEALS 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 

December  5,  1922,  as  published  in  Bulletin  No.  50,  Vol. 

VII,  are  hereby  corrected  to  read  as  follows : 

1172-21-BZ. 

APPLICANT — Monte  London,  for  Patrick  C.  Meyers, 
owner. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  erection  of  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED1 — 4342  Broadway  and  643-645-647 
West  185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Monte  London. 

For  Opposition:  Frank  Locker,  David  M.  Jones, 
Dudley  Hardy  and  Asst.  Engr.  Close  of  build¬ 


ing  department. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Boulton,  Kerby  and  Hol¬ 
land  .  3 

Negative:  Chairman  Walsh,  Messrs.  Beatty 

and  Kearney  and  Fire  Chief  Kenlon  ....  4 

Absent  .  0 


THE  RESOLUTION: 

(1172-21-BZ) 

Whereas,  Monte  London,  attorney,  for  Patrick  C.  Mey- 

*Correction — Word  “Manhattan”  added  at  end  of  ljt 
preamble. 


ers,  owner,  filed,  May  31,  1921,  an  application  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  more  than  five  motor 
vehicles;  premises  4342  Broadway  and  643-649  West  185th 
street,  amended— 643-645-647  West  185th  street,'  Manhattan ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  tegular  meeting  December 
5,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  185th  street  and  Wads¬ 
worth  avenue  are  residence  districts  and  Broadway  is  a 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  16,  1921,  in  acting  on  N.  B.  No.  179- 
1921,  reads  : 

“1.  Erection  of  a  garage  in  a  residence  district  is 
unlawful,  article  II,  Zoning  Resolution.”; 
and  '  fU1<r( 

Whereas,  the  -building  is  of  non-fireproof  construction, 
one  story  in  height  with  a  frontage  of  62  ft.  M/2  in.  and  a 
depth  of  63  ft.,  occupied  as  a  garage  for  more  than  5  motor 
vehicles  erected  under  a  permit  for  a  residence  and  pri¬ 
vate  garage ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
applicant  had  failed  to  properly  substantiate  his  applica¬ 
tion. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


MINUTES  

BOARD  OF  STANDARDS  AND  APPEALS 


-  ^correction. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  Feb.  21,  1922,  as  printed  in 
Bulletin  No.  9,  Viol.  VII,  are  hereby  corrected  to  read  as 
follows : 

1391-21-S. 

P ET I TIONE R — ‘George  W.  Olvany. 

SUBJECT— Petition  for  variation  of  labor  law  as  cited 
in  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 206  Broadway,  Manhattan. 


*Correction — Words  “Art.  I,  Sect.  10,  as  to  permissible 
occupancy,”  added  in  5th  line  of  resolution. 


APPEARANCES— 

For  Petitioner :  Elias  A.  Cohen  and  E.  H.  Mosher. 

For  Administration:  Inspector  Miaher  of  the  fire 
department,  Inspector  Close  of  the  bureau  of 
buildings. 

ACTION  OF  BOARD- — ‘Granted  on  condition. 

CONDITIONS' — As  specified  in  resolution  that  follows. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kearney,  Kerby,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Reville,  Kleineft, 
Moore  and  McDermott  .  10 

N  egative  .  o 

Absent :  Messrs.  Beatty,  Holland  and  Deputy 
Fire  Commissioner  Hannon  .  3 


1334 


MINUTES 


THE  RESOLUTION: 

(1301-21-S) 

Whereas,  Broadway- John  Street  Corporation,  owner, 
filed,  Nov.  15,  1921,  a  petition,  with  the  board  lof  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  Superintendent  of 
Buildings,  affecting  premises  206  Broadway,  Manhattan; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Oct.  26,  1921,  in  acting  on  Alt.  Application  No. 
3508-1920,  reads: 

‘‘This  amendment  is  disapproved  with  the  following 
objection  repeated: 

“12.  New  stairs  should  be  of  incombustible  material 
and  enclosed  in  fireproof  enclosure. 

“13.  Plans,  and  amendment  should  be  made  to  agree 
as  to  location  of  proposed  opening.  New  opening 
should  be  provided  with  automatic  doors  on  each  side. 

“Additional  objections,  due  to  amendment : 

“14.  State  number  of  occupants  on  each  floor. 

“15.  Proposed  classification  of  building  cannot  be 
granted  as  same  does  not  agree  with  Labor  Law,  sec¬ 
tion  1,  Rule  10.” ; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of  build¬ 
ings  to  permit  the  fireproofing  of  main  halls  where  shown 
on  plans  to  erect  an  outside  fire  stair,  to  eliminate  the  en¬ 
trance  to  cellar  and  to  provide  a  new  stair  in  yard  leading 
to  cellar  and  sub-cellar,  change  windows  to  doors  and  fire¬ 
proof  windows  along  the  fire  escape;  this  application’was 
amended  in  Oct.,  1921,  to  build  a  wooden  stair  from  the 
lower  to  the  higher  level  oif  the  cellar  in  the  extension  and 
to  construct  new  openings  in  the  rear  cellar  wall;  and 

Whereas,  an  order  of  the  fire  commissioner,  No.  23344- 
LD,  reads : 

“Item  1.  Provide  an  additional  means  of  egress  from 
the  sub-cellar  and  an  additional  means  of  egress  from 


the  cellar,  each  located  at  the  northwest  corner  of  the 
building. 

“2.  Provide  an  exterior  screened  iron  stairway. 

“3.  Arrange  fire  escapes  on  the  south  and  east  sides 
of  the  building  so  as  to  be  structurally  safe. 

“4.  Provide  an  additional  means  of  egress  from  the. 
cellar,  sub-cellar  No.  146-48  Fulton  street  located  at 
friont  of  the  building. 

“5:  Enclose  the  interior  stairway  at  center  of  build¬ 
ing.” 

Order  No.  22336-LD— 

“1.  Install  an  adequate  interior  electric  fire  alarm 
-  system.” ; 
and 

Whereas,  the  building  is  of  fireproof  construction,  10 
stories  in  height,  62  ft.  8  in.  x  102  ft.  4  in.  in  area,  occu¬ 
pied,  cellar  and  sub-cellar,  printing,  120  persons;  1st  story, 
stores,  2nd  to  10th  stories,  offices,  the  means  of  egress  con¬ 
sisting  loif  an  interior  stairway  extending  from  the  sub¬ 
cellar  to  the  roof,  a  fire  escape  in  the  rear  of  the  building; 
and 

Whereas,  petitioner  contends  that  the  building  is  not  a 
factory  within  the  meaning  of  the  labor  law,  the  only  occu¬ 
pancy  that  could  be  considered  a  factory  occupancy  being 
the  printing  establishment  in  the  cellar. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  hereby  is  granted  on  condition 
that  the  superstructure  above  the  1st  story  be  restricted  to 
the  labor  law  definition,  Art.  I,  Sect.  10,  as  to  permissible 
occupancy  of  a  factory  and  on  condition  that  two  fire¬ 
proof  enclosed  stairways  extending  from  the  sub-cellar  to 
the  first  story  level  be  provided,  remote  from  each  other, 
and  that  any  openings  therein  be  protected  with  self¬ 
closing  fireproof  doors;  and  that  the  said  cellar  and  sub- 
cellar  be  equipped  with  non-automatic  sprinkler  and  fire 
alarm  system. 


CONCRETE  RULES 


USE  OF  HYDRATED 
Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated'  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


LIME  IN  CONCRETE. 

1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  Jime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules* *  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 
dressed.  Four  cents  postage  required. 


*  Inasmuch  as  proposed  amendments  to  the  Fuel  Oil  Ru  les  are  now  pending,  before  the  Board  of  Standards  and 
Appeals,  the  publication  of  said  rules,  in  pamphlet  form,  w  ill  be  deferred  until  the  proposed  amendments  have  been 
acted  upon.  In  the  meantime,  applications  for  these  rules  may  be  sent  in  and,  upon  publication,  the  pamphlet  ivill  be 
mailed  to  those  ivho  have  applied  for  same. 
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Cases  pending  December  21,  1922 


495 


WARN  ING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  dll  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  tire  date  of  the 
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hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
talendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases,  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


My  subscription  is  to  begin  with  the  issue  for 


1923. 


